Available from 

N RC/GPO Sales Program 

Superintendent of Documents 
Governnfient Printing Office 
Washington, D, C. 20402 

A year's subscription consists of 12 issues for 
this publication. 

Single copies of this publication 
are available from National Technical 
Information Service, Springfield, VA 22161 


Microfiche of single copies are 
available from N RC/GPO Sales Program 
Washington, D, C. 20555 



NUREG-0540 
Vol. 5, No. 5 


T itle List of 

Documents Made Publicly Available 


May 1-31, 1983 


Division of Technical Information and Document Control 
Office of Administration 
U.S, Nuclear Regulatory Commission 
Washington, D.C. 20555 





CONTENTS 


Preface 

Arrangement of Items by Docket Number 

Alphabetic Arrangement of Docket Items by Facility Name 

Docketed Items 

Low Level Radwaste Disposal Sites — Docket 27 

Domestic Licensing of Source Material — Docket 40 

Domestic Licensing of Production and Utilization Facilities ~ Docket 50 

Domestic Licensing of Special Nuclear Material — Docket 70 

Packaging of Radioactive Material for Transport and Transportation of 

Radioactive Material Under Certain Conditions — Docket 71 

Licensing of Independent Spent Fuel Storage — Docket 72 

Nondocketed Items 

10 CFR — Commission Meeting Records 

ACRS — Adivsory Committee on Reactor Safeguards 

ADVCM — NRC Advisory Committees 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS ~ Generic Technical Issues 

I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PROJ — Projects - Predocket Licensing 

PT 21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GROUP — NRC Research Review Groups 

SECY — Position Papers Before the Commission 

STATE PROG — State Programs 

TOPREP ~ Vendor Reports and Related Correspondence 

WASTE MGT — Nuclear Waste Management 

XPORTLIC — Export and Import Licenses 

Personal Author Index 

Corporate Source Index 

Report Number Index 

Cross Reference of Enclosures to Principal Documents 

Appendix A — Definitions of Docket 50 Categories 

Appendix B — Definitions of Nondocketed Categories 


ix 

XV 

1 

1 

10 

431 

439 

444 

445 

446 

447 

448 
450 
455 

475 

476 

479 

480 

497 

498 

501 

502 
504 
509 

509 

510 
512 

512 

513 

518 

519 
525 
557 
589 
591 
A-1 
B-1 


Hi 




PREFACE 


The Tide List of Documents Made Publicly Avaiiable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information^ last published in January 1 979. Microfiche of the 
docketed information listed in the Tide List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories arc: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. h RC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. N RC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congrcssional/executivc correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X, Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 


P. Operating license stage documents & correspondence 

® Q 

§203090028 Responds to 820201 Hr requesting documents re environ qualification of 
electrical equipment. All nonproprietary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 8205 10. 

(0 MILLS, L.M. 0 Tennessee Valley Authority. 0 82/03/04. 0 VASSALLO, D.B. 
Operating Reactors Branch 2. Jp. 1216:254, 24XFiche: 50-259,82/03/04, 
8203090028. ^ | ^ 

© © ® 0 


1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in Che document. 

4. Personal authof(s>. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

10. This three-digit portion of this entry is the number of the frame on which this document starts. 

1 1 . The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

12. If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N,W,, Washington, D.C. 20555, Ifthis space is fitied, it gives other sources for copies of the document. 
The entry maybe “Available at NRC” for sale; “Available at NTIS”; or “Available at OPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the Item following entry 5. 

NONDOCKETED ITEiyiS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are; 

lOCFR — Commission Meeting Records 
ACRS — Advisory Committee on Reactor Safeguards 
COMMISSION — NRC Commissioners 
roKiTRACT -- NRC Contracts and Modifications 
.OSURE — Financial Disclosure Information 

'freedom of Information Act Requests and Releases 
ms — Generic Technical Issues 
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I&E — Inspection and Enforcement 

MI SC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR “ Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOP REP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre- NUREG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

( 7 ) NUREG— NUREG Reports and Related Correspondence 

© ® 


0 


8203090207 NUREG/CR-1672 V02 

i RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 

tNUREG/CR-1608. © 

(^STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applications, Inc. 

.-s-FIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 

(V\ ■ ' 



L Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author{s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonirtdividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. , . . 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

13. Price for which NRC sells the document. 
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14. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order, 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication arc as follows: (I) paper to paper is $0,05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1,00 per squarejfoot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18" x 24'") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94I-8018. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

Low Level Radwaste Disposal Sites — Docket 27 


40-8064 

Exxon Minerals Co. USA, Houston, TX 

7 

27-D39 

Sheffield, IL, U.S. Ecology, Inc 

1 

40-8084 

Rio Algom Corp., Moab, UT 

7 

27-048 

Richland, WA, U.S, Ecology, Inc. 

1 

40-8102 

Exxon Co. USA, Houston, TX 

7 




40-8137 

Pacific Technical Corp. , Santa Barbara, CA 

7 




40-8202 

Battellc Memorial Institute, Columbus, OH 

7 

Domestic Licensing of Source Material — Docket 40 








40-8348 

Minerals Exploration Co., Los Angeles, CA 

8 

40-0086 

W. R. Grace & Co., Pompton Plains, NJ 

1 

40-8380 

Rocky Mountain Energy Co., 


40-0215 

S. F, Applicance, Ltd,, Morris, IL 

1 


Broomfield, CO 

8 

404)229 

Union Carbide Corp., Riverton, WY 

1 

40-8406 

Posses Co., Solon, OH 

8 

40-0299 

Union Carbide Corp., Grand Junction, CO 

1 

40-8452 

Bear Creek Uranium Co., Casper, WY 

8 

40-0672 

Nuclear Metals, Inc,, Concord, MA 

2 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

8 

40-1162 

Western Nuclear, Inc,, Jeffrey City, WY 

4 

40-8550 

Holmes & Narver, Inc,, Anaheim, CA 

8 

40-1341 

Tennessee Valley Authority, 


40-8584 

Minerals Exploration Co., Los Angeles, CA 

8 


Chattanooga, TN 

5 

40-8602 

Silver King Mines, Inc., Casper, WY 

8 

40-1478 

Spencer Chemical Co., Kansas City, MO 

5 

40-8663 

Nuclear Dynamics, Inc., Phoenix, AZ 

8 

40-2061 

Kcrr-McGee Chemical Corp., 






Oklahoma City, OK 

5 

40-8675 

Energy Fuels Nuclear, Inc., Denver, CO 

9 

40-2259 

Pathfinder Mines Corp,, Riverton, WY 

5 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

9 

40-3079 

Technical Operations, Inc., Burlington, MA 

5 

40-8693 

Ogle Petroleum, Inc., Santa Barbara, CA 

9 

40-3392 

Allied Chemical Corp., Morristown, NJ 

5 

40-8697 

Rocky Mountain Energy Co., Denver, CO 

9 

40-3453 

Atlas Mineral, Inc., Denver, CO 

5 

40-8698 

Plateau Resources, Ltd,, Grand Junction, CO . 

9 

40-4492 

Federal -American Partners, Riverton, WY 

6 

40-8714 

Cleveland-Cliffs Iron Co,, Cleveland, OH 

9 

40-6500 

Energy, Dept, of, Canonsburg, PA 

6 

40-8722 

Brush Wellman, Inc., Cleveland, OH 

9 

40-6622 

Pathfinder Mines Corp,, Shirley Basin, WY 

6 

40-8728 

Teton Exploration Drilling Co., Inc., 





Casper, WY 

9 

40-6659 

Getty Oil Co, - Petrotomics Co,, 






Shirley Basin, WY 

6 

40-8745 

Ogle Petroleum, Inc., Casper, WY 

9 

40-7097 

MolyCorp, Inc,, White Plains, NY 

6 

40-8752 

Pinal Minerals Sc Mining, Ltd,, Miami, AZ 

9 

40-7580 

Fansteei, Inc,, North Chicago, IL 

6 

40-8763 

AluChem, Inc., Reading, OH 

10 

40-7708 

Union Carbide Corp,, New York, NY 

6 

40-8768 

Kerr-McOee Nuclear Corp., 





Oklahoma City, OK 

10 

40-7869 

Plateau Resources, Ltd., Grand Junction, CO 

6 

40-8783 

Uranerz USA, Inc,, Casper, WY 

10 

40-8027 

Kerr-McOee Nuclear Corp,, 






Oklahoma City, OK 

7 

40-8786 

Uranium Resources, Inc., Richardson, TX 

10 

40-8035 

Cotter Corp., Roswell, NM 

7 

40-8829 

Wyoming Fuel Co., Lakewood, CO 

10 
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Docket 

Name 

Page 

Df>cket 

Name 

Page 

Domestic Licensing of Production and Utilization Facilities— 


50-220 

Nine Mile Point Nuclear Station, Unit 1 

30 

Docket 50 



50-225 

RPI Critical Experiment 

34 

50^3 

Indian Point Station, Unit 1 

10 

50-237 

Dresden Nuclear Power Station, Unit 2 

34 

50-l;0 

Dresden Nuclear Power Station, Unit 1 

11 

50-238 

Nuclear Ship Savannah 

38 

50-20 

Massachusetts Institute of Technology 






Research Reactor 

12 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

38 

50-29 

Yankce-Rowe Nuclear Power Station 

12 

50-245 

Millstone Nuclear Power Station, Unit 1 

41 

50-54 

Union Carbide Research Reactor 

14 

50-247 

Indian Point Station, Unit 2 

43 

50-57 

Stale Univ. of New York Research Reactor 

14 

50-249 

Dresden Nuclear Power Station, Unit 3 

49 

50-62 

Univ. of Virginia Research Reactor 

14 

50-250 

Turkey Point Plant. Unit 3 

52 

50-70 

General Electric Test Reactor 

15 

50-251 

Turkey Point Plant, Unit 4 

54 

50-73 

General Electric Nuclear Test Reactor 

15 

50-253 

Accelerator Pulsed Fast Asseinbiy 

56 

50-89 

General Atomic Co. 

15 

50-254 

Quad-Cities Station, Unit 1 

56 

50-97 

Cornell Univ. Zero Power Reactor 

15 

50-255 

Palisades Nuclear Plant 

59 

50-111 

North Carolina State Univ. Research Reactor 

15 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

62 

50-112 

Univ. of Oklahoma Research Reactor 

16 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

65 

50-123 

Univ. of Missouri Research Reactor 

16 

50-261 

H. B. Robinson Plant, Unit 2 

68 

50-128 

Texas A&M Univ. Research Reactor 

16 

50-262 

Brigham Young Univ. Research Reactor 

71 

50-129 

West Virginia Univ. Research Reactor 

16 

50-263 

Monticcllo Nuclear Generating Plant 

71 

50-131 

Omaha Veterans Administration Hospital 


50-264 

Dow Chemical Co. 

72 


Research Reactor 

16 

50-265 

Quad-Cities Station, Unit 2 

72 

50-133 

Humboldt Bay Power Plant, Unit 3 

16 

50-266 

Point Beach Nuclear Plant, Unit 1 

74 

50-142 

UCLA Training Reactor 

17 

50-267 

Fort St. Vrain Nuclear Generating Station 

77 

50-146 

Saxton Nuclear Experimental Facility 

18 

50-269 

Oconee Nuclear Station, Unit 1 

79 

50-148 

Univ. of Kansas Research Reactor 

19 

50-270 

Oconee Nuclear Station, Unit 2 

82 

50-155 

Big Rock Point Nuclear Plant 

19 

50-271 

Vermont Yankee Nuclear Power Station 

84 

50-156 

Univ. of Wisconsin Research Reactor 

22 

50-272 

Salem Nuclear Generating Station, Unit 1 

86 

50-157 

Cornell Univ. Research Reactor 

22 

50-275 

90 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-163 

General Atomic Co. 

23 






50-277 

Peach Bottom Atomic Power Station, Unit 2 

95 

50-170 

National Naval Medical Center 

23 

50-27S 

Peach Bottom Atomic Power Station, Unit 3 

97 

50-184 

National Bureau of Standards Reactor 

23 

50-280 

Surry Power Station, Unit 1 

100 

50-192 

Univ. of Texas Research Reactor 

23 

50-281 

102 

Surry Power Station, Unit 2 

50-193 

Rhode Island & Providence Plantations AEC 

23 






50-282 

Prairie Island Nuclear Station, Unit 1 

105 

50-201 

West Valley Reprocessing Plant 

23 

50-285 

Fort Calhoun Station, Unit 1 

107 

50-206 

San Onofre Nuclear Station, Unit I 

24 

50-286 

Indian Point Station, Unit 3 

108 

50-213 

Haddam Neck Plant 

26 

50-287 

Oconee Nuclear Station, Unit 3 

115 

50-219 

Oyster Creek Nuclear Power Plant 

28 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-289 

Three Mile Island Nuclear Station, Unit 1 

118 

50-339 

North Anna Power Station, Unit 2 

230 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

124 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

233 

50-295 

Zion Nuclear Power Station, Unit 1 

127 

50-344 

Trojan Nuclear Plant 

236 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

129 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

237 

50-298 

Cooper Nuclear Station 

132 

50-348 

Joseph M, Farley Nuclear Plant, Unit 1 

241 

50-301 

Point Beach Nuclear Plant, Unit 2 

134 

50-352 

Limerick Generating Station, Unit 1 

243 

50-302 

Crystal River Nuclear Plant, Unit 3 

137 

50-353 

Limerick Generating Station, Unit 2 

247 

50-304 

Zion Nuclear Power Station, Unit 2 

140 

50-354 

Hope Creek Nuclear Station, Unit 1 

250 

50-305 

Kewaunee Nuclear Power Plant 

143 

50-355 

Hope Creek Nuclear Station, Unit 2 

251 

50-306 

Prairie Island Nuclear Station, Unit 2 

145 

50-358 

William H Zimmer Nuclear Station, Unit 1 

251 

50-309 

Maine Yankee Atomic Power Plant 

147 

50-361 

San Onofre Nuclear Station, Unit 2 

256 

50-311 

Salem Nuclear Generating Station, Unit 2 

150 

50-362 

San Onofre Nuclear Station, Unit 3 

259 

50-312 

Rancho Scco Nuclear Generating Station 

154 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

262 

50-313 

Arkansas Nuclear One, Unit I 

157 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

263 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

161 

50-367 

Bailly Generating Station 

267 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

165 

50-368 

Arkansas Nuclear One, Unit 2 

267 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

168 

50-369 

William B, McGuire Nuclear Station, Unit 1 

271 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

171 

50-370 

William B McGuire Nuclear Station, Unit 2 

274 

50-320 

Three Mile Island Nuclear Station, Unit 2 

174 

50-373 

LaSalle County Station, Unit 1: 

278 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

179 

50-374 

LaSalle County Station, Unit 2 

284 

50-322 

Shoreham Nuclear Power Station 

182 

50-382 

Waterford Generating Station, Unit 3 

288 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

188 

50-387 

Susquehanna Steam Electric Station, Unit 1 

291 

50-324 

Brunswick Steam Electric Plant, Unit 2 

190 

50-388 

Susquehanna Steam Electric Station, Unit 2 

294 

50-325 

Brunswick Steam Electric Plant, Unit 1 

194 

50-389 

St. Lucie Plant, Unit 2 

295 

50-327 

Sequoyah Nuclear Plant, Unit 1 

197 

50-390 

Watts Bar Nuclear Plant, Unit 1 

299 

50-328 

Sequoyah Nuclear Plant, Unit 2 

199 

50-391 

Watts Bar Nuclear Plant, Unil 2 

302 

50-329 

Midland Plant, Unit 1 

202 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

305 

50-330 

Midland Plant, Unit 2 

207 

50-396 

Univ, of Virginia Cavalier Reactor 

309 

50-331 

Duane Arnold Energy Center 

212 

50-397 

WPPSS Nuclear Project, Unil 2 

309 

50-332 

Barnwell Reprocessing Plant 

216 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

311 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

216 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

315 

50-334 

Beaver Valley Power Station, Unit 1 

219 

50-402 

Shearon Harris Nuclear Power Plant, Unit 3 

319 

50-335 

St. Lucie Plant, Unit 1 

221 

50-403 

Shearon Harris Nuclear Power Plant, Unit 4 

319 

50-336 

Millstone Nuclear Power Station, Unit 2 

224 

50-407 

Univ, of Utah Research Reactor 

319 

50-338 

North Anna Power Station, Unit 1 

227 

50-409 

La Crosse Bolling Water Reactor 

320 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-410 

Nine Mile Point Nuclear Station^ Unit 2 

321 

STN-50498 

South Texas Project. Unit 1 

403 

50-412 

Beaver Valley Power Station, Unit 2 

325 

SrN-50499 

South Texas Project, Unit 2 
% 

406 

50-413 

Catawba Nuclear Station, Unit 1 

327 

50-500 

Dnvis-Besse Nuclear Power Station, Umt 2 

409 

50-414 

Catawba Nuclear Station, Unit 2 

330 

50-501 

Davis -Be sse Nuclear Power Station, Unit 3 

409 

50-416 

Grand Gulf Nuclear Station, Unit 1 

333 

STN-50-502 

Haven Nuclear Plant, Unit 1 

409 

50-417 

Grand Gulf Nuclear Station, Unit 2 

337 

STN-5O-503 

Haven Nuclear Plant, Unit 2 

409 

50-423 

Millstone Nuclear Power Station, Unit 3 

339 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

409 

50-424 

Alvin W, Voglle Nuclear Plant* Unit 1 

340 

50-513 

WPPSS Nuclear Project, Unit 4 

410 

50-425 

Alvin W. Vogtie Nuclear Plant, Unit 2 

341 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

410 

STN-50-437 

Floating Nuclear Plant 

342 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

411 

50438 

Bellefonte Nuclear Plant, Unit 1 

342 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

411 

50439 

Bellcfonte Nuclear Plant, Unit 2 

344 

STN-50-519 

Hartsvillc Nuclear Plant, Unit 2 

412 

50440 

Perry Nuclear Power Plant, Unit 1 

347 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

412 

50441 

Perry Nuclear Power Plant, Unit 2 

351 

STN-50-521 

Haitsvitlc Nuclear Plant, Unit 4 

412 

50443 

Seabrook Nuclear Station, Unit 1 

355 

50-522 

Skagit Nuclear Power Project, Unit 1 

412 

50444 

Seabrook Nuclear Station, Unit 2 

359 

50-523 

Skagit Nuclear Power Project, Unit 2 

413 

50445 

Comanche Peak Steam Electric Station, Unit 1 

362 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

414 

50446 

Comanche Peak Steam Electric Station, Unit 2 

367 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

417 

STN-50447 

GESSAR-238 

372 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

419 

STN-50454 

Byron Station, Unit 1 

372 

50-537 

Clinch River Breeder Reactor 

> 422 

STN-50455 

Byron Station, Unit 2 

377 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

425 

STN-50456 

Braidwood Station, Unit 1 

380 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

427 

50457 

Braidwood Station, Unit 2 

382 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

429 

50458 

River Bend Station, Unit 1 

384 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

430 

50459 

River Bend Station, Unit 2 

387 

STN-50-556 

Black Fox Station, Unit 1 

430 

50460 

WPPSS Nuclear Project, Unit 1 

389 

STN-50-557 

Black Pox Station, Unit 2 

430 

50461 

Clinton Power Station, Unit 1 

390 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

431 

50462 

Clinton Power Station, Unit 2 

392 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

431 

50469 

Kuosheng Power Station, Unit 1, Taiwan 

393 

STN-50-599 

Carroll Facility I 

431 

STN-50470 

CESSAR System 80 

393 

STN-50-600 

Carroll Facility II 

431 

STN-50482 

Wolf Creek Generating Station 

394 




STN-50483 

Call way Plant, Unit 1 

396 
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TN-50491 

Cherokee Nuclear Station, Unit 1 

401 

70-0008 

Battelle Memorial Institute. Columbus, OH 

431 

50496 

Montague Nuclear Power Station, Unit 1 

401 

70-0025 

Rockwell International Corp., 

Canoga Park, CA 

432 


intague Nuclear Power Station, Unit 2 

402 

70-0027 

Babcock & Wilcox, Co,, Lynchburg, VA 

432 
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70-0033 

Texas Instniinents* Inc.» Attleboro, MA 

432 

70-2982 

Rochester, Umv of, Rochester, NY 

439 

70-0082 

Nuclear Metals, Inc., West Concord, MA 

432 

70-2983 

Pennsylvania Power & Light, Allentown, PA 

439 

70-0124 

Teledyne Isotopes, Inc., Westwood, NJ 

433 
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70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

433 
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70-0371 

UNC Naval Products, Inc., Uncasvillc, CT 

433 

71-0001 

ANEFCO, Inc. 

439 

70-0378 

Army, Dept, of, Adelphi, MD 

434 

71-0143 

Ranchers Exploration & Development Co. 

440 

70-0466 

Maine Maritime Academy, Castine, ME 

436 

71-0166 

New York Testing Labs, Inc. 

440 

70-0698 

Westinghouse Electric Corp , Pittsburgh, PA 

436 

71-0494 

Montana X-Ray, Inc 

440 

70-0712 

Kerr-McGee Nuclear Corp., 


71-0495 

Southwest X-Ray Corp 

440 


Oklahoma City, OK 

436 

71-0496 

440 

NUS Corp. 

70-0734 

GA Technologies, Inc., San Diego, CA 

436 






71-4986 

Model: RA-2, RA-3, RA-J, General Electric 


70-0754 

General Electric Co., Pleasanton, CA 

436 


Co 

440 

70-0820 

United Nuclear Corp., 


71-5026 

Model: CNS 14-190, Chem-Nuclear Systems, 



Wood River Junction, RI 

436 


Inc. 

440 

70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

436 

71-5332 

Model: 2030-1, Energy, Dept, of 

440 

70-0846 

Texas Nuclear Corp., Austin, TX 

436 

71-5552 

Model: Gas Cylinder Fire Impact Shield, 






Energy, Dept, of 

440 

70-0925 

Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

436 

71-5607 

Model: T-2, Energy, Dept, of 

440 

70-0992 

David Witherspoon, Inc., Knoxville, TN 

437 

71-5814 

Model: NRBK-41, -42 & -43, Energy, 






Dept, of 

440 

70-1007 

General Electric Co., San Jose, CA 

437 

71-5874 

Model: WAPD-40, Energy, Dept, of 

440 

70-1113 

General Electric Co., Wilmington, NC 

437 

71-5875 

Model: WAPD-39 & NRBK-44, Energy, 


70-1143 

Westinghouse Electric Corp., Pittsburgh, PA 

437 


Dept, of 

441 

70-1151 

Westinghouse Electric Corp., Pittsburgh, PA 

437 

71-5957 

Model: BMM, Battclle Columbus Laboratory 

441 

70-1193 

Kerr-McGee Nuclear Corp., 

Oklahoma City, OK 

438 

71-5979 

Model; 5979, Alpha-Omega Services, Inc. 

441 



71-5980 

Model: GE-600, General Electric Co. 

441 

70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

438 

71-6244 

Model: 6244, Chem-Nuclear Systems, Inc. 

441 

70-1224 

Teleflex, Inc., North Wales, PA 

438 

71-6272 

Model: 6272, U.S. Ecology 

441 

70-1257 

Exxon Nuclear Co,, Inc., Richland, WA 

438 

71-6294 

Model; UNC-2901, Combustion 


70-1301 

Florida Power Corp., St. Petersburg, FL 

438 


Engineering Co., Inc. 

441 

70-1308 

General Electric Co, , San Jose, CA 

438 

71-6346 

Model: FSV-1, General Atomic Co. 

441 

70-1359 

IRT Corp., San Diego, CA 

439 

71-6400 

Model; 6400, Westinghouse Electric Corp. 

441 

70-1402 

Abington Memorial Hospital, Ablngton, PA 

439 

71-6495 

Model; PADUCAH Demonstration Cask, 

Energy, Dept, of 

441 

70-1621 

Duquesne Light Co., Pittsburgh, PA 

439 






71-6550 

Model; 6-GS-l, Energy, Dept, of 

441 

70-2926 

Detroit Edison Co., Detroit, MI 

439 

71-6553 

Model: PADUCAH Tiger, Energy, Dept, of 

441 

70-2932 

Texas Utilities Generating Co., Dallas, TX 

439 

71-6601 

Model: CNS 8-120, Chem-Nuclear Systems, 


70-2953 

Connecdcut, Univ. of, Storrs, CT 

439 


Inc. 

441 

70-2973 

Commonwealth Edison Co., Chicago, IL 

439 

71-6639 

Model: MH-IA, Energy, Dept, of 

441 
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71-6708 

Model: 0-6 , Energy, Dept, of 

442 

71-9111 

Model: CNS 6-80-2, Chem-Nuclear Systems, 






Inc 

443 

71-6717 

Model: 6717-B, Gamma Industries 

442 







71-9135 

Model: Century S & SA, Cen Univ. S & SA, 


71-9010 

Model: NLI-U2. NL Industries, Inc 

442 


Gamma Industries 

443 

71-9015 

Model: TN*8» -8L, No Users 

442 

71-9148 

Model. 770, Technical Operations, Inc 

443 

71-9033 

Model: 660 & 660E, Technical Operations* 


71-9150 

Model: PAT-2, Energy, Dept, of 

443 


Inc. 

442 







71-9151 

Model: HN-100, Series 3, Hittman Nuclear Sc 


71-9044 

Model GE-1600, General Electric Co 

442 


Development Corp. 

443 

71-9049 

Model: GE-500, General Electric Co. 

442 

71-9156 

Model: lR-50, Industrial Nuclear Co. 

443 

71-9070 

Model N-55* Energy, Dept, of 

442 

71-9163 

Model: GNG-20, Gulf Nuclear, Inc. 

443 

71-9079 

Model: HN-100* Series 2 & 2A, Hittman 


71-9175 

Model. CNS6-80B, Nuclear Packaging, Inc 

443 


Nuclear & Development Corp, 

442 







71-9177 

Model NUPAC 10/140, Nuclear Packaging, 


71-9080 

Model’ 9080, Hittman Nuclear & 



Inc. 

444 


Development Corp. 

442 







71-9180 

Model: 500-SU, Automation Industries, Inc. 

444 

71-9081 

Model. CNSI 1-13C, Chem-Nucl car Systems, 






Inc. 

442 

71-9181 

Model: PAS -2, Nuclear Packaging, Inc. 

444 

71-9096 

Model- CNS 21-300, Chem-Nuclear Systems, 


71-9510 

Model: QPHS, Energy, Dept, of 

444 


Inc. 

442 







71-9788 

Model: S5W Reactor Compartment, Energy, 


71-9100 

Model: KKP-20-4950, Kerr-McGee Nuclear 



Dept, of 

444 


Corp. 

442 







71-9901 

Model: 120, Energy, Dept, of 

444 

71-9103 

Model: NLI-6502* No Users 

443 




71-9105 

Model: Rad -Waste CR.I, Chem-Nuclear 


Licensing of Independent Spent Fuel Storage — • Docket 72 



Systems, Inc. 

443 







72-0001 

Morris Operations, General Electric Co. 

444 

71-9106 

Model: BW-20WC-3, Babcock & Wilcox Co, 

443 
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Low Level Radwaste Disposal Sites — Docket 27 



Nuclear Dynamics, Inc , Phoenix, AZ 

40-8663 

8 

Richland, WA, U S. Ecology, Inc. 

27-048 

1 

Nuclear Metals, Inc , Concord, MA 

40-0672 

2 

Sheffield, IL, U.S, Ecology, Inc. 

27-039 

1 

Ogle Petroleum, Inc., Casper, WY 

40-8745 

9 

Domestic Licensing of Source Material — Docket 40 



Ogle Petroleum, Inc., Santa Barbara, CA 

40-8693 

9 



Pacific Technical Corp,, Santa Barbara, CA 

40-8137 

7 

Allied Chemical Corp,, Morristown, NJ 

40-3392 

5 

Pathfinder Mines Corp,. Riverton, WY 

40-2259 

5 

AluChem, Inc., Reading, OH 

40-8763 

10 

Pathfinder Mines Corp., Shirley Basin, WY 

40-6622 

6 

Atlas Mineral, Inc., Denver, CO 

40-3453 

5 

Pesses Co., Solon, OH 

40-8406 

8 

Battelle Memorial Institute, Columbus, OH 

40-8202 

7 

Pinal Minerals & Mining, Ltd., Miami, AZ 

40-8752 

9 

Bear Creek Uranium Co. , Casper, WY 

40-8452 

8 

Plateau Resources, Ltd., Grand Junction, CO 

40-7869 

6 

Brush Wellman, Inc,, Cleveland, OH 

40-8722 

9 

Plateau Resources, Ltd . Grand Junction, CO 

40-8698 

9 

Cleveland-Cliffs Iron Co., Cleveland, OH 

40-8714 

9 

Rio Algom Corp., Moab, UT 

40-8084 

7 

Cotter Corp., Roswell, NM 

40-8035 

7 

Rocky Mountain Energy Co., Broomfield, CO 

40-8380 

8 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8675 

9 

Rocky Mountain Energy Co,, Denver, CO 

40-8697 

9 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

9 

S. F, Applicance, Ltd,, Morris, IL 

40-0215 

1 

Energy, Dept, of, Canonsburg, PA 

40-6500 

6 

Silver King Mines, Inc., Casper, WY 

40-8602 

8 

Exxon Co. USA, Houston, TX 

40-8102 

7 

Spencer Chemical Co., Kansas City, MO 

40-1478 

5 

Exxon Minerals Co. USA, Houston, TX 

40-8064 

7 

Technical Operations, Inc., Burlington, MA 

40-3079 

5 

Fansteel, Inc,, North Chicago, IL 

40-7580 

6 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

5 

Fedcral-American Partners, Riverton, WY 

40-4492 

6 

Teton Exploration Drilling Co., Inc., 



Getty Oil Co. — Petrotomics Co., 



Casper, WY 

40-8728 

9 

Shirley Basin, WY 

40-6659 

6 

Union Carbide Corp., Grand Junction, CO 

40-0299 

1 

Holmes & Narver, Inc., Anaheim, CA 

40-8550 

8 

Union Carbide Corp., New York, NY 

40-7708 

6 

Kerr-McGee Chemical Corp,, 






Oklahoma City, OK 

40-2061 

5 

Union Carbide Corp., Riverton, WY 

40-0229 

1 

Kerr-McGce Nuclear Corp., 



Uranerz USA Inc,, Casper, WY 

40-8783 

10 

Oklahoma City, OK 

40-8027 

7 

Uranium Resources, Inc., Richardson, TX 

40-8786 

10 

Kerr- McGee Nuclear Corp., 






Oklahoma City, OK 

40-8768 

10 

W. R. Grace & Co., Pompton Plains, NJ 

40-0086 

1 

Minerals Exploration Co., Los Angeles, CA 

40-8348 

8 

Western Nuclear, Inc., Jeffrey City, WY 

40-1162 

4 

Minerals Exploration Co., Los Angeles, CA 

40-8584 

8 

Wyoming Fuel Co., Lakewood, CO 

40-8829 

10 

MolyCorp, Inc., White Plains, NY 

40-7097 

6 

Wyoming Mineral Corp., Lakewood, CO 

40-8502 

8 
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Accelerator Pulsed Fast Assembly 

50-253 

56 

Alvin W, Vogtle Nuclear Plant, Unit 1 

50-424 

340 

Alvin W. Vogtie Nuclear Plant, Unit 2 

50-425 

341 

Arkansas Nuclear One, Unit 1 

50-313 

157 

Arkansas Nuclear One, Unit 2 

50-368 

267 

Bailly Generating Station 

50-367 

267 

Barnwell Reprocessing Plant 

50-332 

216 

Beaver Valley Power Station, Unit 1 

50-334 

219 

Beaver Valley Power Station, Unit 2 

50-412 

325 

BcUefontc Nuclear Plant, Unit 1 

50-438 

342 

Bellefonte Nuclear Plant, Unit 2 

50-439 

344 

Big Rock Point Nuclear Plant 

50-155 

19 

Black Fox Station, Unit 1 

STN-50-556 

430 

Black Fox Station, Unit 2 

STN-50-557 

430 

Braidwood Station, Unit 1 

STN-50-456 

380 

Braidwood Station, Unit 2 

STN-50-457 

382 

Brigham Young Univ. Research Reactor 

50-262 

71 

Browns Ferry Nuclear Power Station, Unit 1 

50-259 

62 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

65 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

129 

Brunswick Steam Electric Plant, Unit i 

50-325 

194 

Brunswick Steam Electric Plant, Unit 2 

50-324 

190 

Byron Station, Unit 1 

STN-50’454 

372 

Byron Station, Unit 2 

STN-50-455 

377 

Callaway Plant, Unit 1 

STN-50-483 

396 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

168 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

171 

Carroll Facility I 

STN-50-599 

431 

Carroll Facility II 

STN-50-600 

431 

Catawba Nuclear Station, Unit 1 

50413 

327 

Catawba Nuclear Station, Unit 2 

50414 

330 

CESSAR System 80 

STN-50470 

393 

Cherokee Nuclear Station, Unit 1 

STN-50491 

401 

nch Kiver Breeder Reactor 

50-537 

422 
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Clinton Power Station, Unit 1 

50461 

390 

Clinton Power Station, Unit 2 

50462 

392 

Comanche Peak Steam Electric Station, Unit 1 

50445 

362 

Comanche Peak Steam Electric Station, Unit 2 

50-446 

367 

Cooper Nuclear Station 

50-298 

132 

Cornell Univ Research Reactor 

50-157 

22 

Cornell Univ. Zero Power Reactor 

50-97 

15 

Crystal River Nuclear Plant, Unit 3 

50-302 

137 

Oavis-Bcsse Nuclear Power Station, Unit 1 

50-346 

237 

Davis-Besse Nuclear Power Station, Unit 2 

50-500 

409 

Davis-Besse Nuclear Power Station, Unit 3 

50-501 

409 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

90 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

188 

Donald C. Cook Nuclear Power Plant, Unit 1 

50-315 

161 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

165 

Dow Chemical Co. 

50-264 

72 

Dresden Nuclear Power Station, Unit 1 

50-10 

11 

Dresden Nuclear Power Station, Unit 2 

50-237 

34 

Dresden Nuclear Power Station, Unit 3 

50-249 

49 

Duane Arnold Energy Center 

50-331 

212 

Edwin L Hatch Nuclear Plant, Unit 1 

50-321 

179 

Edwin I, Hatch Nuclear Plant, Unit 2 

50-366 

263 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

233 

Floating Nuclear Plant 

STN-50437 

342 

Fort Calhoun Station, Unit 1 

50-285 

107 

Fort St, Vrain Nuclear Generating Station 

50-267 

77 

General Atomic Co, 

50-163 

23 

General Atomic Co. 

50-89 

15 

General Electric Nuclear Test Reactor 

50-73 

15 

General Electric Test Reactor 

50-70 

15 

OESSAR~238 

STN-50447 

372 

Grand Gulf Nuclear Station, Unit 1 

50416 

333 

Grand Gulf Nuclear Station, Unit 2 

50417 

337 

H. B. Robinson Plant, Unit 2 

50-261 

68 

Haddam Neck Plant 

50-213 

26 


Name 

Hartsville Nuclear Plant, Unit 1 

Hartsviile Nuclear Plant, Unit 2 

Hartsville Nuclear Plant, Unit 3 

Hartsville Nuclear Plant, Unit 4 

Haven Nuclear Plant, Unit 1 

Haven Nuclear Plant, Unit 2 

Hope Creek Nuclear Station, Unit 1 

Hope Creek Nuclear Station, Unit 2 

Humboldt Bay Power Plant, Unit 3 

Indian Point Station, Unit 1 

Indian Point Station, Unit 2 

Indian Point Station, Unit 3 

James A. Fitzpatrick Nuclear Power Plant 

Joseph M. Farley Nuclear Plant, Unit 1 

Joseph M. Farley Nuclear Plant, Unit 2 

Kewaunee Nuclear Power Plant 

Kuosheng Power Station, Unit I, Taiwan 

La Crosse Boiling Water Reactor 

LaSalle County Station, Unit 1 

LaSalle County Station, Unit 2 

Limerick Generating Station, Unit 1 

Limerick Generating Station, Unit 2 

Maine Yankee Atomic Power Plant 

Marble Hill Nuclear Station, Unit 1 

Marble Hill Nuclear Station, Unit 2 

Massachusetts Institute of Technology 
Research Reactor 

Midland Plant, Unit 1 

Midland Plant, Unit 2 

Millstone Nuclear Power Station, Unit 1 

Millstone Nuclear Power Station, Unit 2 

Millstone Nuclear Power Station, Unit 3 

Montague Nuclear Power Station, Unit 1 

Montague Nuclear Power Station, Unit 2 

Monlicello Nuclear Generating Plant 

National Bureau of Standards Reactor 


Docket 

Page 

Name 

Docket 

Page 

STN-50^518 

411 

National Naval Medical Center 

50-170 

23 

STN-50-519 

412 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

30 

STN-50-520 

412 

Nine Mile Point Nuclear Station, Unit 2 

50410 

321 

STN-50-521 

412 

North Anna Power Station, Unit 1 

50-338 

227 

STN-50-502 

409 

North Anna Power Station, Unit 2 

50-339 

230 

STN-50-503 

409 

North Carolina State Univ Research Reactor 

50-111 

15 

50-354 

250 

Nuclear Ship Savannali 

50-238 

38 

50-355 

251 

Oconee Nuclear Station, Unit I 

50-269 

79 

50-133 

16 

Oconee Nuclear Station, Unit 2 

50-270 

82 

50-3 

10 

Oconee Nuclear Station, Unit 3 

50-287 

H5 

50-247 

43 

Omaha Veterans Administration Hospital 





Research Reactor 

50-131 

16 

50-286 

108 

Oyster Creek Nuclear Power Plant 

50-219 

28 

50-333 

216 

Palisades Nuclear Plant 

50-255 

59 

50-348 

241 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

414 

50-364 

262 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

417 

50-305 

143 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

419 

50-469 

393 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

95 

50-409 

320 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

97 

50-373 

278 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

410 

50-374 

284 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

411 

50-352 

243 

Perry Nuclear Power Plant, Unit 1 

50440 

347 

50-353 

247 

Perry Nuclear Power Plant* Unit 2 

50-441 

351 

50-309 

147 

STN-50-553 

429 

Phipps Bend Nuclear Stalion, Unit 1 

STN-50-546 

425 





Phipps Bend Nuclear Slatlon, Unit 2 

STN-50-554 

430 

STN-50-547 

427 

Pilgrim Nuclear Power Station, Unit 1 

STN-50-293 

124 

50-20 

12 

Point Beach Nuclear Plant, Unit 1 

50-266 

74 

50-329 

202 

Point Beach Nuclear Plant, Unit 2 

50-301 

134 

50-330 

207 

Prairie Island Nuclear Station, Unit 1 

50-282 

105 

50-245 

41 

Prairie Island Nuclear Station, Unit 2 

50-306 

145 

50-336 

224 

Quad-Cities Station, Unit 1 

50-254 

56 

50>423 

339 

Quad-Cities Station, Unit 2 

50-265 

72 

50496 

401 

Rancho Seco Nuclear Generating Station 

50-312 

154 

50497 

402 

Rhode Island & Providence Plantations AEC 

50-193 

23 

50-263 

71 

River Bend Station, Unit 1 

50458 

384 

50-184 

23 

River Bend Station, Unit 2 

50459 

387 
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obert Emmet Ginna Nuclear Plant, Unt 1 

50-244 

38 

Union Carbide Research Reactor 

50-54 

14 

PI Critical Experiment 

50-225 

34 

Univ. of Kansas Research Reactor 

50-148 

19 

alem Nuclear Generating Station, Unit 1 

50-272 

86 

Univ of Missouri Research Reactor 

50-123 

16 

Salem Nuclear Generating Station, Unit 2 

50-311 

150 

Univ. of Oklahoma Research Reactor 

50-112 

16 

5an Onofre Nuclear Station, Unit 1 

50-206 

24 

Univ of Texas Research Reactor 

50-192 

23 

ian Onofre Nuclear Station, Unit 2 

50-361 

256 

Univ. of Utah Research Reactor 

50-407 

319 

3 an Onofre Nuclear Station, Unit 3 

50-362 

259 

Umv. of Virginia Cavalier Reactor 

50-396 

309 

axton Nuclear Experimental Facility 

50-146 

18 

Univ. of Virginia Research Reactor 

50-62 

14 

seabrook Nuclear Station, Unit 1 

50-443 

355 

Univ of Wisconsin Research Reactor 

50-156 

22 

Scabrook Nuclear Station, Unit 2 

50-444 

359 

Vermont Yankee Nuclear Power Station 

50-271 

84 

Sequoyah Nuclear Plant, Unit 1 

50-327 

197 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

305 

Sequoyah Nuclear Plant, Unit 2 

50-328 

199 

Waterford Generating Station, Unit 3 

50-382 

288 

jhcaron Harris Nuclear Power Plant, Unit 1 

50-400 

311 

Walts Bar Nuclear Plant, Unit 1 

50-390 

299 

Shearon Harris Nuclear Power Plant, Unit 2 

50-401 

315 

Watts Bar Nuclear Plant, Unit 2 

50-391 

302 

Shenron Harris Nuclear Power Plant, Unit 3 

50-402 

319 

West Valley Reprocessing Plant 

50-201 

23 

Shearon Harris Nuclear Power Plant, Unit 4 

50-403 

319 

West Virginia Univ Research Reactor 

50-129 

16 

Shorebatn Nuclear Power Station 

50-322 

182 

William B. McGuire Nuclear Station, Unit 1 

50-369 

271 

Skagit Nuclear Power Project, Unit 1 

50-522 

412 

William B. McGuire Nuclear Station, Unit 2 

50-370 

274 

Skagit Nuclear Power Project, Unit 2 

50-523 

413 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

251 

South Texas Project, Unit 1 

STN-50-498 

403 

Wolf Creek Generating Station 

STN-50-482 

394 

South Texas Project, Unit 2 

STN-50-499 

406 

WPPSS Nuclear Project, Unit 1 

50-460 

389 

St. Lucie Plant, Unit 1 

50-335 

221 

WPPSS Nuclear Project, Unit 2 

50-397 

309 

St. Lucie Plant, Unit 2 

50-389 

295 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

409 

State Univ. of New York Research Reactor 

50-57 

14 

WPPSS Nuclear Project, Unit 4 

50-513 

410 

Surry Power Station, Unit 1 

50-280 

100 

Yankee -Rowe Nuclear Power Station 

50-29 

12 

Surry Power Station, Unit 2 

50-281 

102 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

431 

Susquehanna Steam Electric Station, Unit 1 

50-387 

291 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

431 

Susquehanna Steam Electric Station, Unit 2 

50-388 

294 

Zion Nuclear Power Station, Unit 1 

50-295 

127 

Texas A&M Umv. Research Reactor 

50-128 

16 

Zion Nuclear Power Station, Unit 2 

50-304 

140 

Three Mile Island Nuclear Station, Unit I 

50-289 

118 




Three Mile Island Nuclear Station, Unit 2 

50-320 

174 
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Trojan Nuclear Plant 

50-344 

236 

Abinglon Memorial Hospital, Abington, PA 

70-1402 

439 

Turkey Point Plant, Unit 3 

50-250 

52 

Army, Dept, of, Adclphi, MD 

70-0378 

434 

Turkey Point Plant, Unit 4 

50-251 

54 

Babcock & Wilcox Co., Lynchburg, VA 

70-0027 

432 

UCLA Training Reactor 

50-142 

17 

Babcock & Wilcox Co. , Lynchburg, VA 

70-1201 

438 




Babcock Sc. Wilcox Co., Lynchburg, VA 

70-0824 

436 



Name 

Docket 

Page 

Name 

Docket 

Page 

Battelle Memorial Institute, Columbus, OH 

70-0008 

431 

Packaging of Radioactive Material for Transport and Transportation 




of Radioactive Material Under Certain Conditions 

— Docket 71 


Commonwealth Edison Co., Chicago, IL 

70-2973 

439 

ANEFCO, Inc 

71-0001 

439 

Connecticut, Univ of, Storrs, CT 

70-2953 

439 

Model 120, Energy, Dept of 

71-9901 

444 

David Witherspoon, Inc., Knoxville, TN 

70-0992 

437 

Model 2030-1, Energy, Dept of 

71-5332 

440 

Detroit Edison Co., Detroit, MI 

70-2926 

439 

Model. 500-SU, Automation Industries, Inc 

71-9180 

444 

E>uquesne Light Co, , Pittsburgh, PA 

70-1621 

439 

Model: 5979, Alpha-Omega Services, Inc 

71-5979 

441 

Exxon Nuclear Co , Inc , Richland, WA 

70-1257 

438 

Model 6-GS-l, Energy, Dept, of 

71-6550 

441 

Florida Power Corp., St. Petersburg, FL 

70-1301 

438 

Model: 6244, Chem-Nuclear Systems, Inc 

71-6244 

441 

GA Technologies, Inc., San Diego, CA 

70-0734 

436 

Model 6272, U.S. Ecology 

71-6272 

441 

General Electric Co., Pleasanton, CA 

70-0754 

436 

Model 6400, Westinghouse Electric Corp. 

71-6400 

441 

General Electric Co., San Jose, CA 

70-1007 

437 

Model: 660 & 660E, Technical Operations, Inc. 

71-9033 

442 

General Electric Co., San Jose, CA 

70-1308 

438 

Model: 6717-B, Gamma Industries 

71-6717 

442 

General Electric Co., Wilmington, NC 

70-1113 

437 

Model: 770, Technical Operations, Inc 

71-9148 

443 

IRT Corp,, San Diego, CA 

70-1359 

439 

Model: 9080, Hittmnn Nuclear & Development 



Kerr- McGee Nuclear Corp., 



Corp, 

71-9080 

442 

Oklahoma City, OK 

70-0925 

436 





Model: BMI-1, Battelle Columbus Laboratory 

71-5957 

441 

KcrT’-McGee Nuclear Corp., 






Oklahoma City, OK 

70-1193 

438 

Model: BW-20WC-3, Babcock & Wilcox Co. 

71-9106 

443 

Kerr-McGec Nuclear Corp., 



Model: C-6, Energy, Dept, of 

71-6708 

442 

Oklahoma City, OK 

70-0712 

436 

Model Century S & SA, Cen. Univ. S & SA, 



Maine Maritime Academy, Castine, ME 

70-0466 

436 

Gamma Industries 

71-9135 

443 

Nuclear Fuel Services, Inc,, Erwin, TN 

70-0143 

433 

Model: CNS 14-190, Chem-Nuclear Systems, 






Inc. 

71-5026 

440 

Nuclear Metals, Inc., West Concord, MA 

70-0082 

432 

Model: CNS 21-300, Chem-Nuclear Systems, 



Pennsylvania Power & Light, Allentown, PA 

70-2983 

439 

Inc. 

71-9096 

442 

Rochester, Univ, of, Rochester, NY 

70-2982 

439 

Model: CNS 6-80-2, Chem-Nuclear Systems, 






Inc. 

71-9111 

443 

Rockwell International Corp, , Canoga Park, CA 

70-0025 

432 

Model: CNS 8-120, Chem-Nuclear Systems, 



Teledyne Isotopes, Inc., Westwood, NJ 

70-0124 

433 

Inc. 

71-6601 

441 

Teleflex, Inc., North Wales, PA 

70-1224 

438 

Model: CNS6-80B. Nuclear Packaging, Inc, 

71-9175 

443 

Texas Instruments, Inc., Attleboro, MA 

70-0033 

432 

Model: CNSI 1-13C, Chem-Nuclear Systems, 





Inc. 

71-9081 

442 

Texas Nuclear Corp., Austin, TX 

70-0846 

436 

Model: FSV-1, General Atomic Co. 

71-6346 

441 

Texas Utilities Generating Co., Dallas, TX 

70-2932 

439 

Model: Gas Cylinder Fire Impact Shield, 



UNC Naval Products, Inc,, Uncasville, CT 

70-0371 

433 

Energy, Dept, of 

71-5552 

440 

United Nuclear Corp, , Wood River Junction, RI 

70-0820 

436 

Mode): GE-1600, General Electric Co, 

71-9044 

442 

Westinghouse Electric Corp., Pittsburgh, PA 

70-0698 

436 

Model: GE-500, General Electric Co, 

71-9049 

442 

Weslinghouse Electric Corp., Pittsburgh, PA 

70-1151 

437 

Model: GE-600, General Electric Co. 

71-5980 

441 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1143 

437 

Model: GNG-20, Gulf Nuclear, Inc, 

71-9163 

443 


xlx 



ime 

Docket 

Page 

Name 

Docket 

Page 

cxlel: OPHS, Energy, Dept, of 

71-9510 

444 

Model. RA-2, RA-3, RA-J. General Electric 





Co. 

71-4986 

440 

odel: HN-lOO, Series 2 & 2A, Hittman 






Nuclear & Development Corp. 

71-9079 

442 

Model: Rad-Waslc CR.I, Chem-Nuclear 





Systems, Inc. 

71-9105 

443 

odel: HN-100, Series 3, Hittman Nuclear & 






Development Corp 

71-9151 

443 

Model: S5W Reactor Compartment, Energy, 





Dept, of 

71-9788 

444 

odel: IR-50, Industrial Nuclear Co, 

71-9156 

443 

Model: T-2, Energy, Dept, of 

71-5607 

440 

odel: KKP*20-4950, Kerr-McGee Nuclear 

Corp. 

71-9100 

442 

Model: TN-S, -8L, No Users 

71-9015 

442 

odel. MH'IA, Energy, Dept, of 

71-6639 

441 

Model: UNC-2901, CombusUon Engineering 






Co., Inc. 

71-6294 

441 

lodel: N-55, Energy, Dept, of 

71-9070 

442 

Model: WAPD-39 & NRBK-44, Energy, 



odel: NLI-1/2, NL Industries, Inc. 

71-9010 

442 

I>cpt. of 

71-5875 

441 

lodel: NLI-6502, No Users 

71-9103 

443 

Model: WAPD-40, Energy, Dept, of 

71-5874 

440 

lodel: NRBK'41, - 42 , A -43, Energy, Dept, of 

71-5814 

440 

MONTANA X-Ray, Inc. 

71-0494 

440 

lode!: NUPAC, 10/140, Nuclear Packaging, 



New York Testing Labs, Inc. 

71-0166 

440 

Inc. 

71-9177 

444 

71-0496 

440 

NUS Corp. 

lodel: PADUCAH Demonstration Cask, 





Energy, Dept, of 

71-6495 

441 

Ranchers Exploration & Dev. Co, 

71-0143 

440 

lodel: PADUCAH Tiger, Energy, Dept of 

71-6553 

441 

Southwest X-Ray Corp. 

71-0495 

440 

lodel: PAS-2, Nuclear Packaging, Inc. 

lodel: PAT-2, Energy, Dept* of 

71-9181 

444 

Licensing of Independent Spent Fuel Storage — 
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71-9150 

443 

Morris Operations, General Electric Co. 

72-0001 

444 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 
OOCKCT a7-Otl9 BHEFFIELD* IL# U 8 eCtX.OOV» INC 


B30SilOiao Trip r«pC of 821301-02 «ltt vitit to IL ro tit* 

•ur^«c« Vt|»tAtion in dTAinogt footuroi 

SI^FFNEK, J. A. Loy Ltv«I U«ft« Llconoing BrancN 83/01/29. 
8CA8AN0tR A. Low Ltvol {.Icontlng Bronch. 3pp. 16434*297 


8309030917 Joint notion to contlnut proctodltigt until 030718 to provldt 
«4dl tino for lottldnont nogotlotion* Contlnuod progroot hot 
boon RMd*. Cortif leoto of Svc tncl. 

LESaViR. P. Hoofing Broncb a. weTTERNAHH. H. J, U8 Ecologg* fnc. 
<f«r«orlv Nucloor Englnoortng). 83/04/2^. Atomic Sofoty ond 
Lieonting Board Ponol 4pp. 18274 17A, 


DOCKffT a7rO40 RlCHLANOi WAi U. 8. ECOLOOYi INC 


8309110199 Forwofdt monthly 9NH rocolpt b burial ropt for Hor 1983 Ic 
ropt of Itotopit activity. N/o onclt. 

HlPSHERfH. H. UO Ecology* Inc. Iformorly Nucloor Englnotrlng) 
83/04/14. HANKXN8* E. Low Lovol Motto Llctntlng Branch. 2pp. 
18434: 103, 


8309110134 Application for modt to Ulcontt 16-19204’>01 foci li toting 
opocific rodwatto rocolpt ti ditpocal rtituiromontt of 
lOCFPAl "Lieonting Poauiromontt for Land Oltpotal of 
RadiMtto " 

HXPBHERf H. K Ua Ecology# Inc. (formorly Nucloar Eng Intor Ing >, 
83/04/21, HAWKIN6#E. Low Lovtl Mottt Llctntlng Branch. 3pp. 
18421:399. 


8309100379 Forward t 18 Xntp Roptt 90'237/8a~08 b 90'349/B3^07 on 
830222-291 0301# 09 ft 14 ti notlet of violation. 

NiNDf J. A. 'O'ivitlon of Radiological It HaUrialt Saftty Progrant 
03/04/23. REED*C. Commonwoalth Editon Co. 2pp 18377*328. 24X 

Fi cho: 90-237# 83/04/28# 8309100379. 


*8309100414 IE Uatta Packaging Xntp Rapt 19000044/83-03 on 830314 
Nancampllanet notadtdoia rata of 3 nran/h txltttd in truck 

cab. 

TH0HA8. R. P. I BOOKjH. E. Rag ion 9# Of flea of Olractor. EL8EN»I1. J. 
Hathington* Stata of. 83/02/28. 4pp. 18377:344 24X 

Flcha: 90-237# 83/04 /22i 8309100379. 


DOMESTIC LICENSING OF SOURCE MATERIAL 
DOCKET 40-0084 M. R. ORACE li CO. # POdPTON PLAINS* NJ 


8309180389 Oitcuatat itant of intaraat* Including natl ratponta taam 
PEO for Karr”91t0aa Rart Earth facility I* radloactlva 
praparty in UayntiNJ. 

PAOCrR.O. lN*anluai Fual Lieonting Branch. 83/09/09 DAVX8#J. o. 
Offic# of Nuelaar Hatarlal Safaty It 9afaguardt#Diractor. 2pp. 
18903: 397. 


DOCKET 40-0219 8. F. APPLICANCE* LTD. / NORRIS# XL 


8309120449 Aek racalpt of 630228 I. 0310 Itra inferning NRC of itapt 
tafcan to carract vlolationt notad in l£ Imp of Llctnta 
OTB-298. 

MXEOENANfD.O, Raglan 3* Offic# of Dlractor. 83/04/29. JOHNSON# B.J 
8. F. Applianca* Ltd. Ip. 18431:041. 


— 8309120471 Ratpandt to NRC 830228 Itr ra vlolationt notad in IE in«p 
of Llcanta 8TB-898. Carract Iva aetiont: radiation turvayt 
unBVailabla at tlma of ln«p and It rapta of futura 
aurvay will ba kapt on fila. 

JOMCSONtB. j. 8, F. Afpllanea* Ltd. 83/02/28. NIEI}ENAN#D. Rag ion 
3# Offlca of Dlractor. 4pp. 18431:042. 


— 8309120474 Raipondt to NRC raquatt for info ri addl iiiar of Llcanta 
5TB-296 Oilaction b training of Individual thaiild ba 
conplttad within 1-3 nontht 

JQNESONiB J a F AppUanci, Ltd 93/03/10, NlEDEHANiD Raglon 
3# Offlca of Dlractor Ip. 18431.046 


DOCKET 40-0229 UNION CARBIDE CORP j RIVERTON* WY 


8309240388 Forwardt ravliad Figure t 2# "Oradlng of Rac lalmid Surfaca# " 
w/crott-tactlon location! indlcattd Rav thouid rtplaca 
Figurt 1 2 In PJ Lyoni 830328 Itr 

LUTKIN#M H Mattr. Malta b Land* Inc. 83/04/00 PETTENOILL# H 
Uranium Racovtry Llcanilng Branch 3pp 18447.209 


DOCKET 40-0299 UNION CARBIDE CORP, * GRAND JUNCTION* CD 


8309120901 Comnant* on Union Carbide rapt ra ratiulramanti of 10CFR40. 49 
b Llcanta Condition! 49*48*94 b 79, Third Quarter 1982 
groundwater data not pravioutly lubmlttad waa Indudad 
w/tubmlttal 

MOOLSEV* R. T. # PETTENOILL* H J, Uranium Recovary Field Office. 

03/04/01 Uranium Raeovary Flald Offlca gpp. 18443 198 


8309240384 Advliti that llcontat will tamporarlly curtail milling of 
mint ora through U mill at Oai HllltfMY at of 830401, Haap 
laach facility will contlnua to operata 

LYONS* P.J. Union Car bid« Cor p 83/04/02 PETTENOILL* N Uranium 
Raeovary Licanting Branch Ip. 18447:212 


8309170983 Comment! on 830807 Itr b tnclt r# projected coett for 
talllngt reclamation. Tai llngi pond reclamation coat analytit 
b pond tummary contietent w/appreved plan 

U00L8eY#R T. Uranium Racovtry Field Office MOOL8EY* R T Licanting 
Branch 2. 83/04/10 Uranium Recoviry Fliid Office 2pp 

18494’ 111. 


8309140274 Summary of 830414 maetlng w/Unlen Carbidt Carp b NRC in 
GaiparfMY ra propetod axpantlon of A-9 tailing! ditpoial 
tlta. 

KEARNEY* B Myoming* State of. 83/04/18 Myomlng# state of. Ip. 
19479:041 


8309030499 Forwardi fuel eye la b mat It LER tummary for Mar 1983 
BR0MN*0 D. Dlvltlon of Vendor b Technical Programi 63/04/27, 
DAV18*J 0. Offlca of Nuclear Klatorial Safety b Saftguardt* Dirac tor. 
KtCHELeONiC Director^! Offlca 3pp, 18304:198. 


8309170999 Raviewi 40CFR190 compliance for Third Quarter 1902 for Gat 
Hill! Hill Compliance aceaptabl t* however* abi 1 ity to parforn 
nicaeeary calculationt not damonetratad. 

8OLLENBER0ER# D. * HART IN* D. E, Low Laval Matta Llceniing Branch. 
83/04/28. Low LiVal Matte Licentlng Branch 4pp 18497:048 


8309260389 Forwardt State of MY# Dept of Environ Quality memo railing 
concarne on Union Carbide Carp propoiad tailing! 
ambankmanta. State will defer further action until Fatbongllt 
can ttvdy ravlaw to datarmlna if addl info naadad. 

FREUDENTHAL* N. Wyoming* State of 83/04/28. 8HITH*R. D. Uranium 
Recovery Field Office 2pp. 18447’ 207. 


e3092403?8 Forward! rapt on 830419 tplll of haap laach liquor from Eatt 
Oat Hilli hill, Spill contained in rattrlctad mrta w/no rl«k 
of tpill reaching turfaea waterway 

LYONS. P.J. Union Carbide Corp. 83/04/28, BROWN* O. Raglon 4# 

Office of Director. 3pp. 18447:184 


— B308260399 Forward! rapt of B30414 iplll of tailing! Liquor from Eatt 
Oat Hilla HIU. Spill contained within raatrlctad area w/no 
ritk of reaching turfaea waterway. 

LYONS* P.J. Union Carbide Corp, 93/04/29. BROWN* 0. Raglon A, 
Offlca of Dlractor 4pp. 18447: 189, 
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9305260363 that State of HY, Dep t of Environ Oual 1 tv» Water 

Quality Div has no objectlonc to proposed i-ncraaae In 
capacity of A'-*? pit talllngt ar«a Propoial appears 
environmentally acceptable Comments listed 

OARLAMO. W L Plyomlng, State of S3/05^04 PETTENQILL^H MJIC - No 
Detailed Affiliation &lven Ip 10647 289 


B30526Q3&S tlets State of WV, Dept of Environ Qua 1 Ityi Water Qualltu Oiv 
concerns re application to install pumpback uell to reverse 
groundwater gradient balou A“9 tailings pond Quarterly repts 
for groundwater monitoring stvould be submitted 

GARLAND* « L Wgomingi State of B3/03/U PETTENOILL.H NRC - No 
Detailed Affiliation Given Ip 10647 300 


B305230597 Submits reviau of 40CFRi?0 compliance for -Tourtb Qiiarter 
1902 for Gas HI lit Mill Revised data b dose calculations 
submitted Q3D427 acceptable 

ODLLENBEHGER* D . MARTIN* D E Uranium Recovery Licensing Branch 
03/05/13 HrOGINBOTHAMi L Low Level Waste Licensing Branch 4pp 
10594 323 


DOCKET 40-0672 NUCLEAR METALS* INC * CONCORO* NA 


6305120224 Addl response to FQIA request for license app Llcatlons* 
llctnse fr Insp repts re Nuclear Metals«lnc & correspondence 
on employee overt xposures to i960 Foruards documents listed 
In App A Info partially luithheld (ref FOIA Exemption 6> 

FELTON. J M Oivlslon of Rulei and Records 03/03/01 MOOMeY»B C 
Louill 8Uh* Louellr MA. 9pp 16460 050 


— 0II216O299 Forwards urinalysis history form for review by Occupational 
Health 9tds Branch Info requested as result of recent Ititf 
at Nuclear Metal In Concord* MA where employees urine showed 
concentration of U In excess of licensee guide 
KINNGIiANpJ D Hsterlals Radiological Protection Sactlon. 

Bl/12/07. 0 BELLA. A W. Fuel Cycle ii Materials asfety 0ection 

4pp 1B462 186. 


—9305120234 Insp Findings t Licensee Act did 620424 of License 8MB-179. 
Imp findings no noneomp llanc e notsd, 

KLEVINiP B Alodilc Energy Commission 62/04/24 2pp 19460 060 


— 830S120240 Insp Findings 6 Licensee Ack dtd 631207 it 00 of License 
8MB-179 Inip findings no noncompl ience noted 
e Atomic Energy Commission 65/13/06 Ip, 19460.062 


—9303120246 Notifies that Nuclear Metals Div of Textron* Inc acquired by 
Hhittaker Corp Approval for transfer of licenses requested 
THOMPSONiP. Nuclear MiteUi Inc 66/00/11 Atomic Energy 

Commission Ip 19460 063 


-03O3I2OS91 IE Insp Findings 6 Licensee Ack dtd 671227 i 20 of License 
6Ma-17? Insp findings. no noncompllence notsd 

ORELLAfA W * BRDMNEf W. O. Atomic Energy Commission 67/12/29 Ip. 
19460 064 


-0303120257 Forwards IE Insp Findings & Licensee Act dtd 671227 6 29 
No noncomplien.ee noted. N/o entl, 

KlRKMAN.R.H. Atomic Energy Commission 68/01/03 ABREAUiM A 
tlhltteler Corp Ip. 10460' 065 


— B305L2D260 IE Insp Findings it Licensee Ack dtd 691202-03 of License 
0HB-179 Insp findings* no noncompl lance noted 

SHiTHtR H Atomic Energy Commlislon. 69/12/03 ip. 18460 066 


-9305120364 Adviiss that response to 690822 application for License 
8H9-179 has n-ot been received Info re lisuence of license 
requested 

LEe*M R. Nhittakar Corp 69/10/22 NUSGBAUMERr D. A Atomic 
Energy Commission. ip 10460:067 


-9305120268 Eubmlti list of replaceihent pages to appllcetlon for License 
6NM-63| In response to 690923 commenti. 

r&9ER0Ni 9, Hhittekir Corp. 69/10/22 NU68EAIIMER* 0 A. Atomic 
Energy Commission. 2pp 19460’ 069 


-8305120274 IE Insp Findings & Licensee Act dtd 690903 U 04 of Licenses 
SNH-63 & SMB-179 Insp find Itigs ‘ proper evaluations not made 
of certain aspect! of health physics program per Bectlons 
II b 4 through ll,b.6<bl of License Condition 9, 

BROKNE, K 0. Atomic Energy Commission 6?/09/ia Ip, 10460:071, 


3305120279 App licet ion for renewal of License SMB-179i author 1 *lnQ 
posstsslon k use of U-239 solid metal 6 alloy for 
fabrication 6 experimentation 

0UHME8DN*P U. Nh It taker Corp 69/0 B/22. 3pp. 1946i>' 072 


— 8303120203 Notifies that License BMB-i79 expires on 690930 Renewal 
application ehould be filed within 30 days Enel 
certification of status of source matl activities form 
should be completed for nonrenewal of license 

NUaSBAUMEfi* D A Atomic Energy Commission 69/07/25 MANNA* H J 
Whittaker Corp ip 18460 075 


— 9305120204 lE Insp Findings & Licensee Ack dtd 700715 it 16 of Licenses 
8NM-6S it BMB-17^ Intp flndings.no noncompl lance noted 
BMITHpR H Atomic Energy Commission 70/07/16, Ip 19460 076 


— 9305120289 Notifies that no items of noncompl lane# obisrvsd during insp 
of Licenses 3NH-65 St 9HB-t79 Corrective measures implemented 
re Item of noncomplianee during 690903 6 04 insp S Isserow 
replaced D0 Kneppel as criticality officer 

SMITH. R H. Atomic Energy Commission 70/01/06 Atomic Energy 
Commission. ip. 18460:077, 


—9305120294 IE Insp Findings S< Licetisse Ack dtd 710513 tc 14 of Licenses 
8NH-65 <( 8hB-179. Insp findings, no noncompl lance noted. 

Related info and 

SMITH* R H. Atomic Energy Commission, 71/05/14, 22pp. 18460.079 


--8305120298 Discusses 740913 smoke l< paper emission from 5-gaIlon pail 
of 1/ Fir* dept raaiaved pall Smoke U vapor enlssion ceased. No 
personnel contemi-netl on reeulted or radiation released 
Caused by reaction between metal Ic oil 

OILMAN. A. R Nuclear Metals* Inc. 74/09/13. Rsglon 1* 

Phi ladelphia* Office of the Director, 3pp 18460*120 


— 8303120303 Discusses Insp of License 0HB-*179 radiation control program. 
License c late 1 f icatf on should be changed from E^3 to B-1 
Next insp echerfuled during Nov 1974. 

JERMAN*P C, Atomic Energy ContMitsion« Directorate of Regulatory 
Operations 74/00/22 Atomic Energy Commission* Directorate of 
Regulatory Operations ip 10460’ 120 


— 8305120307 Forwards Insp Rapt 40-0672/74-01 on 740530 it 31. No 
noncofflpliance noted. 

NELSON* P.R Atomic Energy Commissi on* Directorate of Regulatory 
Operations 74/08/22 TUFF IK* N B Nuclear Metals* Inc. 2pp. 

19460 129. 


—8305120310 Insp Rept 40-0672/74-01 on 740530 t* 31 No noncanpllance 
noted, Major areae Inepscted radiation control program. 

^RMAN*P. C. * KNAPP* P J Region 1* Phlledclphie* Office of the 
Director. 74/09/20 9pp 10460, 131. 


—8305120316 Ack receipt of 740327 U 0416 Itrs Informing of steps taken 
to correct violations noted in 740215 Itr 

O'REtLLVt J, P. Region 1* Philadelphia* Office of the Director. 
74/04/26. TUFFIN*W 0. NucUer Metals* Inc. Ip. 18460 140 


—8305120352 9upplt 740327 Itr re use of gloves for hand protection* 
monitoring of hand 4« glove exam & use of braathing tone air 
sampler* in response to 740404 telcon, Re lated Info end. 

TUFFIN.W.B. Nuctaer Kstals, Inc. 74/04/16. O'REILLY* J. P. Region 
li PhLLadtlphla* Office of the Director 5pp, 16460- 141. 


—9305120356 Forwards Insp ReptS 40-0672/73-02 & 70-0092/73-05 on 
731227-28 It 740108-09 li notice of violation. W/o Insp rspts. 
O'REILLY*^! P Region 1* Philadelphia* Office of the Director 
74/02/13. TUFFINtW.B. Nuclear Metals* Inc. 2pp 19460*146 


—8303120359 Notice of violation from insp of 731227-20 It 740108-09. 
Noncompl lances noted: f*l lure to conduct adequate evaluations 
of hand axpoeures* to survay for alrborni U-238 6 to 
enalyxe environ water te soil semplss 

♦ Region 1* Philadelphia* Office of the Director. 74/02/15 3pp. 
18460’ 149 


— 8305120369 Reepondi to NRC 740215 Itr r« violations noted In Insp Repti 
70-0082/73-05 & 40 - 0672/73 -(?2 Corrective action#’ finger 
dosimeters placed on individual employees monthly Oh 
rotating bails, li handling imployest surveyed. 

TVFFIN.W Nuclear Metals* Inc. 74/03/27. 0 'REILLY* J. P. Region 

It Philadelphia* Office of the Director llpp 10460:133. 


—8305120372 Insp Repts 40-0672/73-02 li 70-0082/73-05 on 721227-28 ti 
740109-09, Noncompl iance noted: fa 1 lure to evaluate dose to 
hands of Individuals handling U-239 b wearing gloves 
contaminated w/U-230 St daughter products. 

JERMANiP. C. » KNAPPtP. J. Region Ir Philadelphia* Office of the 
Director. 74/02/01, 20pp. 19460. 164. 


—8305120376 Conflrme 740104 tt 07 ttlcons re action# taken to correct 
violations noted in Insp on 731227 It 28. Representatives will 
visit plant on 740107 to evaluat# corrective actions. 

O'REILLY* J. P. Region 1. Philadelphia* Office of the Director. 
74/01/07. TUFFIK*W. B. Nuclear Metal#» Inc 3pp. 19460:194. 
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—8305120450 Forwards Insp Rspt 40-0^72/75-01 on 750529 & 30 No 
none amp 1 iance noted Major areas Inspected selective aiant of 
procedures & representative recordsi Interviews u/porsonnel« 
measurements made bg inspector & observations M/o end 
NELSOMt P R Region li Philadelphia! Office of the Director 
75/06/85 TUFFINiW B Nuclear Metals» Inc 2pp 18460 191 


— 8305180454 '*Nuclear Reactor Fuel Sves Semiannual Insp II Plan S< Field 
Notes " 

EPSTEIN. E I MCCLINTOCK. H Office of Inspection Enforcement* 
Office of the Director 75/06/23 16pp 18460 195 


— 0305120462 IE Insp Rept 40-0672/75-01 on 750529-30 No noncompliance 
noted Major areas Inspected mgt Interview re scope of 
program t( operations* external & internal e xposures* stac k air 
monitor Ing* 1 Iquld waste 6 controls 

EPSTEiNrE I MCCLINTOCK* n 0 Region 1. Philadelphia* Office of the 
Director 75/06/23 4pp 18460 211 


—8305120466 IE Intp Findings & Licensee Ack dtd 760610 of License 
8HB-179 Imp findings no noncompliance noted Radiation data 
sheet end 

EpaTElN*E Region 1* Phi ladelph la. Office of the Director 
76/06/10, 9pp 18460 217 


—8305120479 Ack receipt of 770510 Itr re violations noted In IE Insp 
Rept 40-0672/77-01 Records of evaluations denoting true 
exposure of individual exposed to contamination should be 
maintained far review during next insp 

NELSON* P R Region 1* Philadelphia* Fuel Facility it Materials 
eafctg Branch 77/OS/ai TUFFlNiN B Nuclear Metals. Inc Ip 
18460 251 


—8305120480 Responds to NRC 770418 Ur re violations noted in IE Insp 
Rapt 40-0672/77-01 Corrective actions employee will present 
badge to guard at exit Badge sealed within cleanable mylar 
enve lope. 

TUFFINiW.B Nuclear Metals* Inc 77/05/10 NELSON* P R Region 
1* Phi ladalphla* Fuel Facility it Materials Safety Branch 3pp 
18460 252 


—8305120403 Discusses IE Insp Rept 40-0672/77-01 on 770329 it forwards 
notice of violation 

NEL80N*P R Region 1* Ph 1 ladalphla* Fuel Facility tt Materials 
Safety Branch 77/04/10 TUFFINiW B Nuclear Metals* Inc 2pp 
18460 855 


—8305180489 Notice of violation from Insp on 770389 Noncomp 1 lance noted 
failure to perform surveys to assure compliance w/ 

10CFR80 101 it 10CPR80 405 re radiation exposure to personnel 
monitoring (film) badge for Third Quarter 1976 

a Region 1. Philadelphia* Office of the Director 77/04/18 Ip 
18460 857. 


“*•8305180493 Ack receipt of 780919 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 40-0678/78-02 
GROCKER*H U Region 1* Philadelphia* Fuel Facility It Materials 
Safety Branch. 78/09/27 TUFFIN.N B Nuclear Metals* Inc Ip 
18460 850 


—8305120494 Responds to NRC 780881 Itr re violations noted in IE Insp 
Rept 40-0678/78-08, Corrective actions, radiation levels along 
outside rear wall of Butler Bldg 1 reduced to 1 m/h Fencing 
placed between ends of bldgs 

TUFFINiN B Nuclear Metals* Inc. 78/09/19 Region 1* 

Ph i ledelphla* Office of the Oirictor Ip, 16460.859 


— 0305120500 Forwards notice of violation from insp on 700727-88 Results 
of smear samples within license guidelines 

CROCKER*H U Region i* Philadelphia* Fuel Facility & Materials 
Safety Branch 78/08/81 TOFFINtW D Nuclear Metals, Inc. 3pp. 
18460 860 


—8305180503 Notice of violation from insp on 700727-28. Two Individuals 
working in restricted area racetved exposures to skin of 
8,54 it 0.19 rims* respectively* during First Quarter CY78, 

Draft Insp Rept 78-08 end 

# Region 1* Philadelphia* Office of the Director 78/08/21, 2pp 
18460: 863 


—8305180507 IE Insp Rept 40-0672/78-02 on 780727-88 Noncomp liance noted 
two workers received skin dose In excess of 7.5 reins during 
First Quarter 1978 << levels outside Butler Bldg exceeded 
2 m/h at 2 ft. 

OLENN*J E. * MCCLINT0CK*R Region 1* Philadelphia* Office of the 
Director 78/08/14. lOpp 18460 865 


' — 8305120509 Ack receipt of 780418 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 40-0672/70-01 
Request to amend license must accompany changes to 
procedures noted In 780418 Itr 

NELSON* P R Region 1* Ph i lade Iphia. Fuel Facility it Materials 
safety Branch 70/05/11 TUFFIN*WO Nuclear Metals* Inc 2pp 
10460 273 


' — 8305120311 Responds to NRC 760324 Ur re Violations noted In IE insp on 
700228-0301 Corrective actions personnel instructed to 
collect floor sweeping in containers color coded to identify 
scrap containing licensed matl 

TUFFIN*W D Nuclear Metals* Inc 78/04/19 Region 1. 

Philadelphia. Office of the Director 2pp 18460 277 


— 8305180514 Forwards notice of violation from insp on 780228 & 0301 
Methods for detecting radioactive contamination should be 
reviewed Comments on smoking in restricted area requested 
NELSON. P R Region i* Phi ladelph la* Fuel Facility it Materials 
Safety Branch 78/03/84 TUFFIN.W D Nuclear Metals* Inc 3pp 
18460 279 


— 8305130515 Notice of violation from insp oh 7B0228 it 0301 Noncompliance 
noted failure to perform surveys re disposal of licensed 
matl In waste it radiation exposure to extremities 
o Region 1* Philadelphia, Office of the Director 78/03/84 Ip 
18460 262 


—8305180510 IE Insp Rept 40-0672/78-01 on 78022B & 0301 Noncomp liance 
noted failure to evaluate exposure to extremity tc to wear 
ring dosimeter in restricted area Radwaste found in trash 
dumpster 

OLENN, J . MCCLINTOCK. R Region I* Ph 1 ladelph la. Office of the 
Director 78/03/13 8pp IB460 803 


—0305120519 Forwards proposed ack Ur to Nuclear Metals B01003 response 
to notice of violation 8. B00929 notice of proposed 
Impoiltlon of clvlt penalty 

<}RIER, B H Region 1* Philadelphia. Office of the Director 
80/11/19 THOMPSON. D Executive Officer for □perafrlons Support 
2pp 18461 036 


—0308120583 Forwards draft enforcement action Itr fc notice of violation 
it proposed Imposition of civil penalty re failure to meet 
NRC 8* DOT requirements for shipment of radwaste to Barnwell 
burial site 

0RIER,B H Region 1* Ph I ladelph la* Office of the Director 
80/08/26 THOMPSON* 0 Executive Officer for Operablons Support 
5pp 10461 107 


—0305120527 Amend 3 to License 8MB-179, revising Items 6 & 7 re source 
metl it max possession it use* per 751003 telegram 
DRAOONETTEi K 8 Division of Fuel Cycle it Material Safety 
75/10/08 Ip 10461 185 


—8305120530 Confirms discussions re possible overexposure o-f employee 
to airborne concentration of depleted U JB Hursh U 
KW Skrable engaged as consultants for NRC Assistance 
requested 

KINNEMAN. J D Region 1* Philadelphia. Office of the Director 
81/01/15 Tl/FF1N*W 0 Nuclear Metals* Inc 3pp 10461 199 


—8305180340 Dltcufses IE Insp Rept 40-0678/00-04 on 801120 Proposed 
trpnsmlttal Ur it notice of violation & proposed imposition 
of civil penalties encl 

ORIER/B H Region 1* Phi ladelphla* Office of the Director 
81/02/03, THOMPSON* 0 Office of Inspection & Enforcement* Office 
of the Director lOpp 18461 802 


— 8305180608 Discusses IE insp on 801180 i forwards notice of violation it 
proposed Imposition of civil penalty 

BTELLQ. V, Director's Office* Office of Inspection and Enforcement 
81/02/84 TUFFIN*W B Nuclear Metals, Inc 2pp 18461 229 


— 0305120609 Notice of violation 8« proposed imposition of civil penalty 
in amount of $5*000 Noncompl ianca noted low specific 
activity radioactive matl found leaking from Drum 50 
STELLO.V Director's Office* Office of Inspection and Enforcement 
01/02/26 2pp 18461 831 


—0305120620 Ack receipt of 810316 Ur I* payment of civil penalty 
proposed In B10226 Ur 

THOMPSON* D Director's Office (Pre 020201) 81/03/87 

TUFFINiM B Nuclear Metals* Inc Ip 18461 238 


— 6305120683 Discusses licensee 810318 fire Approx 10 lb U chips In 
drum In waste handling area ignited by spontaneous 
combustion, Fire spread to flammable matl Wipes in area 
revealed gross beta contamination, 

C08TELL0,F M NRC - No Detailed Affiliation Given Dl/04/03 

KINNEMAN, J D NRC - No Detailed Affiliation Given Sep 

18461 259 
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--6303120627 Dlscu^irt 010312 fire 
■nc«piiil4t; td U turnln9« 
OILMAN.^ R Kuclvar I 

1, PhllddvIphlA. Gf#lc* of the 
10461 261 


ceueed bv aot o-lgni t ion of 

hC 81/04/10 COSTELLOjF 
Director tBl/ 03 /on 3pp 


lO lb of 
Region 


— aa&3120630 Forward* IE Ir^ip Reft o« 

noncompUarice noted Wejor area* tntpetted **' 

procedure. & r.pre.tntative records, 1 Rterviem.w/per.oantl, 
measureokents & observation* by ® *_ « t|.- Director 

KINNEMAMi J D Region 1- P^i*****'P^‘^' 2o» 

(81/D3/»1> Bl/04/16 TUFFIN.W B Wuqlear Metals, luc Zpp 

1B461 264 


-6305120633 Responds tg 810724 application to License 

Addl Info re tncineritlon of U 81/07-/29 

HAKO.J C Dlvl.ion of Fu.l Cycle 81/09/29 

OlLHANiA B Nuclear Metals, Inc Ip 18461 297 

-0303120642 Request, addl Info re 010327 

eMB-l79i proposing dilution factor of 143 be applied to air 
effluent releases from ventilation stack* per 

HAKO^J^C^^^ililftan of Full Cycle 8t 9l/ll/t2 

OILMAN. A R Nuclear Metals. Inc app 18461 32b 

-8305130006 Ad receipt of application ' 

License will not *»plre until final action 91/12/28 

HICKEY, J*M Division of Fuel Cycle Ic 

OILMAN, A R Nuclear Metals, liic Ip 18462 109 


—0208060244 Rapt on last quarter 1981 skin dose to Nuclear HetaU, Inc 
amp loycff 

ALLARD* D J Nuclear Metals, Ine 82/03/01 ISpp 18333 224 

— 0303060141 Subinlti final rept re 740913 smoke 6 vapor emietlon at 3 
gallon can of depleted U Analysis of container l< surrounding 
area revealed no spread of cantanlnatton Control procedure* 
improved Info partially deleted 

OILMAN, A R Nuclear Metals, inc 74/10/24. ALLEN, N Region 1, 

Philadelphia, Office of the Director Spp, 18333 169 


— 6303060136 Ack receipt of 780630 transmittal of final overeeposure 
rept, per 10CFR20. 405(a> 

MCGLiNTQCKiR O Region 1, Philadelphia, Fuel Facility St Materials 
Safety Branch 78/07/13 OILMAN, A R. Nuclear Metals, Inc. 2pp 
18333 177 


— 8303060181 Submits rept re employee whole body overespature to beta 
plus gamma radiation, per 10CFR20 403<a)(l> Film badge 
reevaluatlon tt overeeposure of 0 confirmed 760330, 

Reaesignmcnt of personnel 6 eerly alert procedure initiated. 
OILMAN, A R Nuclear Metals, Inc 78/06/30 Region 1, 
Philadelphia, Office of the Director 3pp 18333 180 


— 8303060189 Forward* JE Olenn 810106 memo re *1 legation* of uniafe 
conditions 6 Improper firing of smptoyee by Nuclear Metals, 

Ine No further action planned unless written complaint 
fllad 

KINNEHAN, J D Nuclear Metals, Inc 81/01/13 SMITH, O H. Region 
1, Philadelphia, Office of the Director Ip 16333' 197 


— 0305130011 Confirms B20216 conversation w/C Rowe 

skin ov.r.ipa.ur. to s/^ploye. Detailed rept forthcoming Info 

JuHBACO,F. J Nucleer Metals, Inc *^^NN6MAN, J. D 

Region 1, Office of Director Ip 18462 110 


— 8303060193 Discusses allegations by former Nuclear Metals, Ine amployte 
re unsafe conditions 6 improper firing Info partially 
delated 

OLENN.J.E Region 1, Phi lade Iphia, Office of the Director 
81/01/06 KINNEMAN, JD Region 1, Ph 1 ledelph ia, Office of thf 
Director. 2pp 18333 108 


—8303130016 Confirms telcon re application fer renewal of License 
8Ma-l79 Site vleit scheduled for e»0304 
HICKEV, J N Division of Fuel Cycle 
OILMAN, A R Nuclear Metal*. Inc Ip 18462 lU 


82/02/18 


— 0303060200 Forward* "Analysis of Exposure Involving Depleted U at 
Nuclear Metale,Apr 1981," consultant rept 

HUR8H. J B, Rochester, Univ of, 02/02/18 HAYNE6, R C Region 
1, Office of Director Ip 18333.202 


—8303138031 Discusees a20!26 telcon re small cracli *1; 

dlstharga -of U neutralUed acid waste to lagoon. Possi b 1 y 
^•uc§d bu f ■ ■ E AM cycl® Dik® 

kInSeKAN^ D S.slon 1? Office of Director 82/03/24 Region 
I, office of Director Ip 18462. 130 


— 830306020? Olscuesee alltgatlons made by Nuclear Metals, Inc employee re 
unsafe conditions involving risk of employee contamination, 

Related Info end Info partlellg deleted. 

ROHE,C Region li Office of Director 02/04/22 KINNEMAN, J.D 
Region 1, Office of Director ip 10333' 241 


--830S130037 Comments on application for reneuel oj 

Application should provide more specific j 

ffisklng personnel t> clothing at eilt* from controlled area 
KINNEMAN, J D Region 1, Office of 82/04/01 

MILLER, V L Office of Nuclear Material Safety 6 
Safeguardsi Director 2PP 18462,131 


— 8303060214 Notifies of results of inquiries re aUtgatlons made by 
Nuclear Metals, Inc employee. No items of concern represented 
noncompl lence w/NR€ regulations or safety hazards 
KINNEMAN, UD Region 1, Office of Director 82/04/02 
FIATARONEiJ V Labor, Dept, of Ip 18333 242 


— 8305130042 Forwards Rev 2 to "NMI Scrap Packaging 

disposal of depleted U wastes, In support of Dec 1901 

i->c sz/m/io hic^ev., pw,.,.™ 

of Fuel Cycle & Material Safety ip. 1Q462 154 


— 8309060220 Forwards complaint from Nuclear Metals, Inc employe* re 
unsafe conditions 6 health haierdt at facility Related info 
encl Info partially deleted 

FIATARONE, J. ?. Labor* Dept, of 82/02/02 KINNEMAN, J. Region 1, 
Office of Director SOpp 1B333‘243 


—0303130053 Forwards 820513 request for addl Info Tt lUensec 
application for rineual applleatloo. 

HICKEY, J W Division of Fuel Cycle h Material Safety 
KINNEMAN, *7 D Region 1* Office of Director 2pp 


82/09/13 
18462 174 


-.9305130068 Act r.e.lpt of eiU16 

8MB-179, Addl Info re temporary job sites at which 

ratls will be possessed or ueed, radiation survey program 6 

west* dlspnsel requested. H/a stated sncl. , ^ ^ ^ 

WAN?, J C. ^ Division of Futl Cycle 6 ^•terlal Safety 02/05/13 
OILMANiA-R. Nuclear Metals, Inc. 4pp 18462! 176 

8305060139 Addl response to FOIA request for Info Nuejear Metals, 
Inc, includlerfl incidents o# employee aver eiposwre*. Forwards 
App A documents Info partially withheld names of overesposed 
Individuals Irel FOJA Exemption 6) Mnnuev n r 

FELTON, if M Division of Rules and Records, 83/03/03 MOONEY, D C 
Lowell Sun, Louell, MA 3pp 18393.163 


DOCKET 40-1162 MEaiERN NUCLEAR, INC , JEFFREY CITY, WY 


830302-0407 Forwards "Hater Quality Gamp ling Results, Fourth Quarter 
1902, split Rock Mill* Jeffrey CityiHY, " per License Condition 
23 Nell 20 data will b* submitted In supplemental rept. 

ROODEN.O Nestern Nuclear, Inc. (sube of Phelps Dodge Corp 1. 
83/03/31 Region 4, Office of Director Ip 18273*220. 


—8303020417 "Hater Quality Sampling Retul ti. Fourth Quarter 1982, Oplit 
Rock Hill, Jeffrey CityrHY " 

e Hestern Nuclear, Inc, <subs of Phclpi Dodge Corp 1. 83/03/31. 

laSpp 18273 221. 


830903049? Forward* fuel cycle tc metis LER summary for Her 1983. 

BROWN, 0 D Division of Vendor It Technical Programs, 83/04/27 
DAVIS, J.O. Office of Nuclear Material Safety 6 0af eguards, Director, 
app. 18306. IRQ 


-8201070110 confirms 811215 telcon agreement re consulting »vcs for 
orofaable U overexposure incident described in end Work 
involves analysis of health significance of uptake 4. most 
likely Initial update of depleted U.Oulifance U 
HAYNES, ft C Region 1, Phi ladelph i a, Office of the Director 
rsi/03/0l>. 81/12/30 HURSM, J B Hursh, J B I2pp 18353 190. 


8309230175 Addendum to eemlannuel environ monitoring rept for Jul-Dec 
l?02 W/B30910 Itr. 

BODQEN, Q. Western Nuclear, Inc, (subs, of Phelps Dodge Carp. } 
03/09/10, PETTENQILL,H J Uranium Recovery Llcenetng Branch. 37pp. 
tQ996:3U 


—8200060242 Forward* rept on Ust quarter 1901 skin doie to Nuclear 
Metals* Inc employee 

ALLARDiD. J Nuclear Metals* Inc, 82/03/01 
Division of Engineering Technical Program*. 


KINNEMAN* J. D. 
ip 18333' 223 
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DOCKET 40-1341 TENNESSEE VALLEY AUTHOR ITY, CHATTANOOOA. TN 


DOCKET 40-2299 PATHFINDER HINES CORP , RIVERTON, WY 


830303008^ Informi th^t monitoring location^ ad«<tii4fco to me«t FEB 
Boctlon 4 2 criteria r« avaluatlon of ang advarso effacti 
of dacommlaaloitlng on anviron it to eniur# monitoring of 
critical pathuagi 

xXlHNSON, T L Uranium Racos/arg Fltld Office LINEMAN, J J Region 4, 
Offlca of Dlractor 83/03/23 Uranium Racoverg Field Offlca 
2pp 18310 339 


docket 40-1478 SPENCER CHEMICAL CO # KANSAS CITY, MO 


8303230112 Final raaponaa to F02A raq,uait for inap rapt* of tafetg 
violatloni at Karr-McOaa Pu plant at Cra*ant,OK from Aug- 
Nov 1972 Forvarda JF Donahua 731102 memo tranamitting IE 
Invaitlgation Rapt 70-1193/73-01 w/portlon* dalatad 
FELTON, J M Dlvltlon Of Rults and Racordt 03/03/22 WIDMER,R R 
Affiliation Unknown Ip 18343 134 


8303130293 Revlawt furetg arrangamenti for dacommiaa ionl ng & 
reclamation coit« for Luctg McHlll Coat analgels S< 
fummarg acceptable 

WOOLSEV,R T Uranium Recovery Field Offlca 03/03/21 Uranium 

Racoverg Field Office 2pp 18460 034 


6303030711 Diicutees Pathfinder, Inc 630314 request to reduce number of 
groundwater qualitg parameters to be monltdrad Wells UW-S02 
It AL-1 should continue to be sampled for entire suite of 
parameters Cetton-anion balances should be reported 

KEARNEY, B Ugomtng, State of 63/04/09 Wyoming, State of :ipp 
10309 090 


B3OS1602O5 Submits recommendatlone re 830314 request for reduction in 
parameters analyzed for grounduater monitoring program 
8EIFFERT, 8 0 Wyoming, State of 03/04/13 HARDQROVE, T 
Pathfinder Hines Corp Ip 18462 361 


— 8303230207 Forwards Raglan IV 660729 memo ra facility closeout survey 
results Licensee measurements In 660609 Itr substant iatad 
by Region IV findings. ^ ^ ^ . 

ROY, 0 M Atomic Energy Commission 66/08/08 NUSSBAUMER, D A 
Atomic Energy Commission Ip 1Q543 222 


—'0303230322 Discusses closeout Inip of Licenses 8MB-664 aNH-699 on 

&60706 Recommends that licensee be authorlied to transfer 
control of facilities to unlicensed recipient 
WALKER, D L. Atomic Energy Commission 66/07/29 DUBIN8KI,L 
Atomic Energy Commission 4pp 10343 223 


— 0305230233 Requests author i lation to release vacated facilities at 
CushlnJiOK to refining dW for unrestricted uie Bldgs ussd 
by nuclear products dept cleaned 6 decontaminated. Heal th 
ohuiici survey indlcatas contamination below limits 
WI/L.LER, 0 B, Kerr-McOee Nuclear Corp 66/06/09 NUBSBAUMER, D A 
Atomic Energy Commission 4pp 10343 227 


DOCKET 40-2061 KERR-MCOEE CHEMICAL CORP , OKLAHOMA CITY, OK 


B303280177 Forwards IE Insp Rept 40-2061/03-01 on 030104-06 it 23-2B No 
noncompUance noted . 

HIND, J A Region d, Office of Director 83/02/23 SHELLEY, W J 
Kerr-McOee Chemical Corp (subs, of Kerr-McOee Corp ) 2pp 
17709’ 277 


8309130312 Trip rept of 030413 meeting at Pathfinder mining site re 
seepage from Tailings Pond 1 Major seepage path identified 
to be paleochannel within cody shale Efforts to control 
seepage partially successful 

KEARNY, B NRC - No Detailed Affiliation Olven 83/04/18 NRC ^ 
No Detailed Affiliation Olven Spp 16437 319 


0303260337 Advises that TW Hardgrove assumed respons ib i U ty nf envirdn 
coordinator, overseeing radiation protection function In mill 
dept as of 030411 

NUOENTrE L Pathfinder Mines Corp 03/04/22 WOOLSEVi R T Reg I on 
4, Office of Director Ip 16647 290 


DOCKET 40-3079 TECHNICAL OPERATIONS, INC , BURLINGTON, MA 


8303030161 Forwerdf IE Insp Repts 40-3079/83-01,30-04376/03-01 6 
30-09623/03-01 on 630309 No noncomp 1 lance noted 

MARTIN, T T. Division of Engineering 6 Technical Programs 83/04/80 
LANOAUER,R Technical Operations, Inc 2pp 18342 222 


—0305030166 IE Insp Repts 40-3079/83-01,30-04376/03-01 6 30-09629/03-01 
on 830309 No noncompliance noted Hejor areas inspected scope 
of operationti I Icensee action on previous Insp findings 6 
followup on possible defect In e)(posure device 

ROWE, C A , KINNEMANiJ D Region 1, Office of Director 63/04/19 
5pp. 18342 224 


-<-6303280162 IE Insp Rept 40-2061/03-01 on 030104-06 6 85-28 No 
noncompllance noted Major areas inspected liquid effluent 
fsleases fc new operational water retention syi, surface water 
results it work site 

NICHOLBON, N A., SCHUMACHER, M C Region 3, Office of Director 
63/02/17 7pp 17709 279 


0303030706 Discusses items of interest, Inc luding DOE 030419 visit to 
NM6B to esamlne docket files of Kerr-McOee West Chicago Rare 
Earths Facility 6 Detroit Edison Co 630419 visit to discuss 
proposed license conditions for 8NM-191S for fuel ^ 

PAGE, R 0 Uranium Fuel Licensing Branch 83/04/80 DAVIS, J.O 
Division of Fuel Cycle L Material Safety 3pp. 18309’ 103 


0309170488 Order extending time until 030320 for Commission to act to 
review presiding officer 830313 decision 
CHILKiO. U. Office of the Secretary of the Commission 
Commissioners Ip. 18470 008 


03/03/13 


8303200370 Order extending time until 030927 for Commission to act to 
review presiding officer 830313 decision. 

CHZLKrS. J, Office of the Becretary of the Commission. 

Commissioners Ip. 18914 273 


03/09/19. 


6309240080 Confirms 030524 meeting In Olen Ellyn, IL to dltcusi 
noncompliance noted in recent insp, corrective actions it 
enforcement options aveilabls per nafKiEY JC 

KEPPLER, J 0 Region 3, Office of Director, 03/05/19. RAINEY, U C 
Kerr-HcOee Chemical Corp (lubs. of Kerr-KcOse Corp 1, tp 
10549! 179. 


0309240282 Notification of significant licensee 030924 meeting in 
Olen Ellyni IL to discuss NRC findings during recent 
enforcement options available it corrective •ctlons 

e Region 3, Office of Director 83/05/20 Region 3, Office of 
Director. ip. 10548 201 


DOCKET 40-3392 ALLIED CHEMICAL CORP,, MORRISTOWN, NJ 


0309030671 Forwards request for add 1 info needed to complete EIA for 
license renewal Most questions discussed during NRC B30413 
site visit but written responses needed for renewal process 
by 830931 

WYNOARDEN, 0 Uranium Fuel Licensing Branch 03/04/29 YATE0, R W 
Allied Chemical Corp 4pp 16309 231 


0309120129 Trip rept of 830419-20 site visit to Metropo 1 is* lU re 
facility faml 1 lerl nation It Initial comments on License 
8U6-526 renewal application 

K08LA, a Uranium Fuel Licensing Drench 03/03/04. CROW, W T 
Uranium Fuel Licensing Branch Ip 16435 311 


0309240337 Forwards IE Insp Rept 40-3392/03-01 on 830419-20. No 
noncofflplianct noted. 

PAPERIELLO, C. J Region 3, Offlca of Director 03/05/09 
CIPOLLA, A J, Allied Chemical Corp 2pp 18575' 107 


—8309240340 IE Insp Ript 40-3392/03-01 on 030419-20 No noncomp Uanci 
noted Major areas Inspected. radiation protection, radwaste 
mgtrsafsty committees it conduct of operations 

P£CK,C C , HILLER, D.E , OREOER,L R Region 3, Office of Director. 
03/09/09 4pp, 10979 109. 


0305170734 Confirms 030419-20 discussion re format for submittal of 
renewal application for License SUQ-326 Section specifying 
committed conditions of operation requssted 

KOBLAfB Uranium Fuel Licensing Branch 03/09/11 YATEarR W 
Allied Chemical Corp. Ip 18496 169 


DOCKET 40-3493 ATLAS MINERAL, INC , DENVER, CO 


0305130297 Reviews Third Quarter 1902 environ monitoring data for 
Hoab Mill Sampling it analysis acceptable 

GARCIA, P.J , PETTENGILL.H. J Uranium Recovery Field Office, 
03/03/21 Uranium Recovery Field Office, 4pp 18460 036 
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B309120496- Cornfflo-nts on Atlas Min-Qtals r«pt l'?S2 land use survey for 
Koab Mill iti accordano u/Cond L t i on 40 of Source Matl 
Licerm SUA-917 Vendor hae performed acceptable land use 

fwrvev 

OARCIA.P J » PETTENOILL, H J Urantuir Recovery Field Office 
B3/04/06 Uranium Recovery Field Office }p 18443 172 


e3asi303£i2 Requests e«t<ntlon of due date to 840430 For proposed plan 
for final reclamation phase mods to Hoab l^lash sltei per 
License CoTidltion 16 to License SUA-9f7 

BLUBAUCH.R E AtUs Mineral* 93/04/22 SMITH, D NflC - No 
Detailed AffiUatidn Otven Spp 18443 322 


B30S170601 Revieus Third Quarter 19B2 Fb-210 environ monitoring data 
for Maab Mill Sampling data acceptable 

BRANSCOKE.JM Uranium Recovery Field Office 93/05/21 Uranium 

Recovery Field Office 2pp 18497 046 


DOCKET 40-4492 FEDERAL-AMER ICAN PARTNERS. RIVERTON, WV 


8305200031 Forward* Federal American Partners "Soil Testing Das Draw. 
04 1 Hi JJf, Fremont County, W/ '' 

SEIFFERT.S 0 Hgomingr State af 83/03/23 PETTENOILL. H J 
Uranium Recovery Field Office 3pp 18540 26? 


— 0305200037 "Soil Testing Oa* DrawfOas Hi 1 1 *. Fremont County, WV " 
W/four Qver*iz« maps Aperture card* are available in PDR 
* Federal American Partners 03/02/38 44pp 16540 272 


6303130319 Notice of negative declaration re issuance of amend to 
License SUA-667 for aperatlan of Federal-Amer i can Partners 
U mill in Oas Hills, WY 

LINEHAN. J J Uranium Recovery Field Office 83/04/11 ip 
18457 316 


G30913032B Foruiards request for addl info re proposed reclamation 
plan for tailings impoundment* for Shirley Basin Mine, per 
license reneii/ai review 

PETTENOILL, H J Uranium Recovery Field Office 83/03/31 
RUSSELL, J £ Pathfinder Mine* Corp Spp 18457 272 


B305030499- Forivard* fuel cycle mafcls LER summary for Mar 1903 
BROWNED D Division of Vendor Technical Programs 83/04/27 
DAVrS«iJ 0 Office of Nuclear Material Safety 6 Safeguard*, Director 
Spp tB306 198 


DOCKET 40-6639 OETTV OIL CD - PETRQTOMICS CO . SHIRLEY BASIN, WY 


83050 2 0 439 Foriyard* environ samplo data for Third Quarter 1982 
PFAFF,6 U Detty Oil Co IPetro tomlca ) 83/03/02 NRC - No 

Detailed Affiliation Given Spp 182B1 146 


— 0303020443 Environ sample data# Third Quarter 1902 

e Oettg Oil Co iPatrotom Ic* ) 83/03/02 65pp 18281 148 


G30S030499 Foriuard* fuel cycle 6 mabls LER summary for Mar 1903 
DRDWN«0 D Division of Vendor ii Technical Programs, 03/04/27 
DAVISfJ 0 Office of Nuclear Material 0af*ty it Safeguard*, Director 
Spp 10306 198 


DOCKET 40-7097 MOLYCORP, INC , WHITE PLAINS, NV 


8305100200 Submit* summary of doe omrrti s* 1 ontng plan for facility Info 
tieedod to complete cost estimate* included 

MARMOLiW, N Molycorp, Inc S3/04/21 BOONOrA L NRC - No Detailed 
Affl Hatton Qiven 2pp, 18902 360 


DOCKET 40-6500 ENERGY, DEPT OF. CANONSBURO, PA 


0305180117 Forward* summary of data from radon monitoring network in 
Cation* burg, PA area for 81103-0-620129 Haps Indicating 
monltaring location* and 

RUDY, C R Monsanto Co 83/04/15 CROW.W T Division of Fuel Cycle 
1 Hattrlal Safety Ip 16503 320 


DOCKET 40-7 9B0 FAN8TEEL, INC . NORTH CHICAGO. IL 


8305160004 Application for amend to Licen*e BMD-91 i, author 1 1 Ing contt 
6 operation Qf pond to race ive, fettle S, store calcium base 
residue* from regular Industrial proce** itream W/four 
oversiie map* Aperture card* available In PDR 

DUOOANiJ G, Faneteel Metal* {»uh* of Fansteehlnc ) 83/03/04 

Licensing Management Oranch 6pp 18462 348 


—6305180129 "Mound Radon Program,. Summary of Outdoor Canonsburg 
Monitoring Data," 6U030'-620129 
e Monsanto Co 03/04/15 Spp 18503 321 


0305170116 Summarize* possible use of models for grounduater flow 8c 
transport in saturated it uhsaturated layers for varlQu* 

UMTRA site* 

DEB.A K Roy F Weston. Inc 83/04/21 NIKON. W A NRC - No 
Detailed Affiliation Given 2pp 18496 361 


83-05180176 Comment* on Item* cjf Interest re listed moeting* NMB8 
meeting notes end 

PAOE^R 0 Uranium Fuel Licensing Branch 03/05/12 DAVIS, U Q, 
Office of Nuclear Material Safety 6 Bafaguartl*. Director Spp 
lasoa 354 


DOCKET 40-6622 PATHFINDER MINES CORP ♦ gHlRLEY UA8IN. WY 


B3090204i0 Forwards effluent monitorlhg data 6 40CFR190 rapt foT Fourth 
Guarttr 1902 per License aUA-4 42, Amend 2. Condition 37 !< 
corrected Table VIID 6 VIIE.re Ingaitlon 6 total do«e at 
Site* 7R GP 1 

smith, JC Pathfinder Mine* Corp 83/03/24 BROWN. 0 D Region 4, 
Office of Director Ip lD2ai 266 


G309160296 Forward* 030304 application for amend to Llcsnte 8MB-9H, 
apparantly not raceiva-d 

DUGGAN. J O Fan*t«el, Inc 83/03/22 NRC - No Detailed 
Affiliation Given Ip 10475 043 


— 0305160261 Application for amend to Licen** Bt1D-9U to con*truct 6 
operate Intor lor-lined pond to reco 1 ve, sett lo 6 store 
c *lc 1 um-bahe residues from IndustrlAl proce** stream 
DUOOAN, J O Faneteel, Inc 83/03/04 NRC - No Detailed 
Affiliation Given 6pp 18475 044 


DOCKET 40-7700 UNION CARBIDE CQRP , NEW YORK. NY 


8305180319 Advise* of transfer of official docket file* 6 outstanding 
licensing action* for listed 1 icense*. from U Fuel Licensing 
Drench to Reg Ion I II 

PAGE.R 0. Uranium Fuel Licensing Branch 03/09/05 HIND, J A 
Region 3. Office of Director Ip 18505 079 


8305100024 Notifies that official file* for License 8DM-933 traneferred 
to Region HI a* of 030401, a* part of ragional licensing 
program M/o stated FR notice 

PAOE,R O Uranium Fuel Licensing Branch 83/05/05 BEVERLY/ R G. 
Union Carbide Corp Ip. 10509 361 


-9305020504 "Environ Monitoring Data W/De*e Calculai i on*, Fourth Quarter 
1982 " 

e Pathfinder Mines Corp 83/03/24 29pp 18281 267. 


8305030277 Forwards effluent monitoring data rapt for Fourth Quarter 
1982 Corrected Table* VIID re Ingestion does 6 VUE r* 
total dose also and 

SMITH, JC, Pathfinder Mines Carp 03/03/24. OARCIA.P Uranium 
Recovery Licensing Branch Ip 18309 300 


8305200194 Confirm* 030504 conversation re 
8MD^933 License amended to delsta Item 4 
of 770031 License shall remain in effect 
initiated to terminate license 
PACE, R. -G Uranium Fuel Licensing Branch 
Union Carbidia Corp Jp 10540 244. 


expiration of License 
expiration date 
until NRC action 

83/05/16 DEVERLYiR 0 


DOCKET 40-7869 PLATEAU REBOURCEB, LTD , GRAND JUNCTION, CO 


8305020491 Comments on State of WY Dept of Environ Duality 830322 I 
rf invlron monitoring program Deepening seepage collection 
trench would Increase seepage rate 6 should be considered 
a Iternat (vt 

^ ^ William* 6 Assoc iatsSf InC 83/03/29 OARCI 

i/ranlum Recovery Licensing Branch 4pp 10304 389. 


0305040047 Forufards "Effluent Monitoring Rept,Jgl-Dec 1902 " 

OERDEMAM, F W, Plateau Resource*. Ltd 03/04/13 Region 4, Office 
of Director Ip 18336’ 348. 


—8305040052 "Effluent Monitoring Rep t. Jul-Dec 1982 " 

s rUteauf Resources, Ltd 03/04/13 lOpp 10336,349 
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6309030479 Foruard* fuel cycle matls UER summary For Mar 1903 
BROWN< 0 D Division of Vendor & Technical Programs 63/04/27 
DAVISi J O Office of Nuclear Material Safety & Safeguards! Director 
3PP 1830& 198 


8309530199 Recommends mod to License Condition 13 re transfer Sc 
disposal of contaminated matl at Shootarlng Canyon mill 
tellings impoundment Mod authorizes Plateau Resources 
Limited B30221 proposal for use of’ three-drum slusher 
jOHNSQNrT L « L1NEHAN< J J Uranium Recovery Field Office 63/09/10 
Uranium Recovery Field Office Ip 18393 338 


DOCKET 40-8027 KERR-MCOEE NUCLEAR CQRP . OKLAHOMA CITY, OK 


Q305O3DS37 Issues Amend 21 to License BUfi-lOlOi requir Ing sampling & 
analyzing of sediment every 6 months 8ER supporting amend 
enc I 

PAGE. R 0 Uranium Fuel Licensing Branch 83/04/20 SHELLEY. W J 
Karr-HcOee Nuclear Corp 2pp 16309 340 


—6309030246 SER supporting Amend 21 to License SUQ-iOlO re sampling (< 
analyzing sediment 

RHODESi M Uranium Fuel Licensing Branch 63/04/20 6pp 
1830? 343 


6309200092 Forbfards 1962 completion rept re continued use of barium 
treated; neutral 1 zed solvent extraction raffinate as 
f ertl 1 1 ler. per Condition 12 of Amend 17 to License 8UB-1010 
N/tuo oversize figures Aperture cards In POR 

bHELLEYj W J Kerr-McOee Nuclear Corp 83/04/26 PAGE. R 0 Uranium 
FVel Licensing Branch 18926 314 


0309180329 Discusses Items of interest; inc luding natl response team; 
FEQ for Hsrr-McOee Rare Earth facility & radioactive 
property in Nayne;NJ 

PAGE; R 0 Uranium Fuel Licensing Dranch 83/09/09 DAVI8;J 0 
Office of Nuclear Matsrial Safety S» Safeguards. Director 2pp 
10903 397 


0309120479 Ac k receipt of 030426 Itr informing NRC of steps taken to 
correct violations noted in IE Insp of License SUD-1010 Addl 
info re corrective actions requested uithin 10 days of Itr 
receipt 

BROUN. 0 D Region 4; Office of Director 83/09/10 SHELLEY; U J 
Kerr-McOee Corp Ip 18431 097 


8309290603 Issues Amend 22 to License SUB-IOIO. authorl z ing injection of 
treated liquid raffinate In Sequoyah waste disposal well 
SER end 

PAGE;R 0 Uranium Fuel Licensing Branch 03/09/10 SHELLEY; W U 
Kerr-McOto Nuclear Corp. Ip 16994 316 


— 8309290604 SER supporting Amend 22 to License 8U0~1O1O; author 1 z ing 
injection of treated liquid raffinate in Sequoyah waste 
disposal well 

UYNGARDEN; 6, D, Uranium Fuel Licensing Branch 63/09/18 9pp 
10994 317 


docket 40-0039 COTTER CORP ; ROSWELL, NM 


6309160183 Advises that only solution is cinst of masonry bldg 
y/concrete floor & roof Cotter has agreed to addl cost 
Prof drawings ii procedures will be forwarded upon agreement 
u/alternate approach 

JARBOEiE D Futura Coatings; Inc 83/04/16 CROW, B NRC “ No 
Detailed Affiliation Given 2pp 18902> 397. 


8309040707 Summary of meeting u/State of MO Future Chemical Co re 
possibility of restricting access to pile of contaminated 
soil w/pisiduei from extraction of U from ore during World 
War IT, Bldg should be constructed to house soil. 

PAGE; R 0 Uranium Fuel Licensing Branch 83/04/20 DAVIS, J 0 

Office of Nuclear Material Bafaty it 0af eguards. Director 2pp 
10336. 333 


0309110117 Trip rept of 030421 meeting w/State of MO 8< Future Chemical 
in MazalwoodiMO re State of MO proposals to restrict access 
to Future Chemical property 

CROWfW. T. Uranium Fuel Licensing Branch 03/09/02 Uranium Fuel 
Licensing Branch ip 18421 319 


0309190176 Comments on items of interest re listed meet ings. NM05 
meeting notes end 

PAGE; R 0 Uranium Fuel Licensing Branch 83/09/12 DAVIS, J G 
Office of Nuclear Material Safety it 6af eguards. Director 3pp 

16902. 394. 


docket 40-6064 EXXON MINERALS CO U3A. HOUSTON, TX 


8309030719 Forwards summery of U date far Original Pzlot In Situ Mine 
Included in 62li02 & 830128 quarterly repts 

EBTEVjH P Exxon Corp 03/04/06 LINEHAN. J J Uranium Recovery 
Field Office 2pp 18310 396 


0305170242 Submits review comments on proposed restoration/post- 
restoration program for Exxon Highland Mill Mods to target 
rastoration value ?< excursion monitoring program 
recommended Program acceptable 

FREUOENTHAL, N . SMITH, M Wyoming. State of 83/04/11 SMITH. R D 
Uranium Recovery Field Office 4pp 10496 177 


8309170995 Summarizes review of Expanded Pilot R&D weUfiold quarterly 
rept for Oct-Dec 1982 No followup actions tiacossary 
ROSS; F W . LINEHAN; J J Uranium Recovery Field Office 03/04/21 
Uranium Recovery Field Offico 2pp 18493 360 


0309130363 Ack receipt of Exxon 030419 Itr Dept of Environ duality does 
not object to Exxon mod of excursion monitoring program 
frequency from biweekly to monthly 

FREUDENTHAL; N Wyoming. State of B3/04/29 LINEHAN. U Uranium 
Recovery Field Office Ip 10443 321 


8309260145 Quorteriy rept for Jan-Mar 1983 Original pilot observation 
wells Will be sampled monthly until regulatory concurrence 
received Health physics surveys taken monthly 

BHANNON.J D Exxon Corp 03/04/27 LINEMAN. J U Uranium Recovery 
LUenting Branch 9pp 18648 294 


DOCKET 40-0084 RIO ALOOM CORP , MOAD. UT 


8309170989 Comments on 830219 survey rept re land use changes since 
620901 rept No change Identified which would warrant mods to 
environ monitoring program 

WASTLER. 8 L I LINEHAN; J J Uranium Recovery Field Office 
WA6TLER;SL Licensing Branch 1 83/04/06 Uranium Recovery 

Field Office Ip 18496 106 


6309060462 Elaborates on 830301 telcon re liability of Rio Algom Corp 
in processing & shipping of U concentrate owned by Brush 
Wellman, Inc Legally definitive answer to question of 
liability cannot be provided 

EVERETT. R J Region 4. Office of Director 83/05/03 LAWTON, II D 
Rio Algom, Ltd 2PP 10391 192 


DOCKET 40-8102 EXXON CO U0A. HOUSTON. TX 


8309250199 Informs that Permit Rov TFN i-6/242 (Permit 2180 will be 
considered incomplete until finalized reclamation plane 
submitted 

8UN0IN.R £ > FREUDENTHALi N Wyoming, Btate of 83/03/29 
BHANNON.J Exxon Corp 6pp 18996 393 


8309030499 Forwards fuel cycle U matls LER summary for Mar 1983 
BROWN.O 0 Division of Vendor Technical Programs 83/04/27 
DAVIS.J 0 Office of Nuclear Material Safety 6 8a feguards, Dlrec tor 
MICHELSON;C Director's Office 3pp 10306 l^a 


DOCKET 40-8137 PACIFIC TECHNICAL CDRP , SANTA BARBARA. CA 


8309260269 Forwards IE Imp Rept 40-8137/03-01 on 830201-02 of 
activities under License BUB-1137 No noncompl lance noted 
BOOK.H E Region 5, Office of Director 83/09/10 FELDMAN, F K 
Pacific Armatechnlca Corp 2pp 16629 292 


—8309260273 IE Insp Rept 40-8137/03-01 on 030201-02 No noncompl iant* 
noted Major areas inspected survey conducted in conjunction 
w/analytlcal assays of collected toll samp las, Range 5 
facility cannot be released for unrestricted use 
BKQVrD, D , TH0MA8; R D , BOOK.H E Region 5. Office of Director 
03/09/10 23pp 16629 294 


DOCKET 40-0202 OATTELLE MEMORIAL INSTITUTE, COLUMBUa, DH 


0309060623 Forwards IE Insp Repts 70-0000/63-01 6 40-0202/83-01 on 
030330-0401. No none omp 1 lane* noted 

PAPERI£LL0,C j Region 3, Office of Director 83/09/03 UNGAR, E W 
Battflle Memorial Institute, Columbus Laboratories 2pp 
18346 291 
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— 8305060634 IE Imp Raptf 70-0008/83'-0 1 !c 40-8202/83-01 on 830330-0401 
Ha noncompliance noted Major ereei Infpetted radlafcion 
protec 1 1 on* 'raduat te n^-g ti fac 1 1; 1 changes & safety 
committees 

PECKrC C , GReOER.L R Reyion 3# Office of Olrector B3/04/29 
6pp 18348 293 


DOCKET 40-8348 MINERALS EXfLORATiaN CO . LDS ANCELESj CA 


8309060222 Dlscosse* grounduialer restoration £< uiater quality analysis 
from land quality dW sampling conducted In Dec 1982 Site 
should not he declared acceptably restored & holes should 
not be plugged Site should not be claimed as rettored 
KEARNlEy>D Ugomingr State of 03/03/23 Wyamlngi State of 
lOpp 18364 30? 


830913029B Comments on outstanding licensing revieoi Issues re A-S 
Pilot Plant R&D ISL facility Meeting to settle issues 
recoin cnended 

WASTLERrS L Uranium Recovery Field Office 83/04/21 Uranium 

Recovery Field Office Spp 18460 040 


DOCKET 40-8380 ROCKY HOUWTAIH ENERGY CO , BROOMFIELD. CO 


Q309060226 Suggests presence at 830909-11 or I-A-IB meetings w/tand L 
uater quality dlvs to discuss findings for final decision re 
Rocky Kauntain Engineering plans far Nine Mile Lake 

BEACH.O Uyomlngr State of. B3/D4/07, LIHEHAM^J Uranium Recovery 
Field Office Ip 10359 362 


8305160274 Recommends 830911 meeting to discuss recent 9-mi1e proposal 
in order to draft final decision 

BEACH«0 Wyoming I State ot. 83/04/19 SUNOlffiR « OARLANOr B . 
SHAFFBRj ft Rocky Mountain Energy Co ip 18479 042 


0303260364 "Nine Mile Lake Ouarterlq Rept First Quarter 1903." 
ePIELESiP R Rocky Mountain Energy Co B3/04/30 SMITH* R D 

Region 4. Office of Director t6pp 16648 009 


DOCKET 40-8406 PESBES CQ « SOLON* OH 


8309180799 Lists official docket files tt outstanding llctnsing actions 
transferred to Region tr effective 830401 

PAOEift 0 Uranium Fuel Licensing Branch 83/08/09 MARTIN. T T 
Division of Engineering ti Technical Programs tp 18906 0 93. 


Q30S180a20 Notifies that official files for License 8TB-1294 
transferred to Region I as of 83-040liai part of regional 
licensing program U/o stated FR notice 

PAGEiR 6 Uranium Fuel Licensing Branch 83/09/09' PESBEB.M 
Passes Co Jp, 18309' 360 


DOCKET 40-64 92 DEAR CREEK URANll/H CO . CAS PER. UY 


B30S020363 Foruardt ''Quarterly Environ Monitoring Rept.Oct-Oec 1982 " 
BLOSEOMi J N Bear Creek Uranium Co 63/03/04 Region 4. Office 
of Director. Ip 16276 344 


8306020476 Submits evaluation of licensee 821206 environ monitoring 
rept for Third Quarter 1982 per 10CFR40 69 Requ Irafflentt of 
10CFR40 69 should be discussed u/licsnsee during next intp 
re compliance u/reporting period & Tept timeliness 

8P ITZBERO, D. D Region 4. Office of Director 83/03/09 Region 4. 

Office af Director Ip. 10283 270 


6305000499 Foruardt fuel cycle & matli LER summary for Mar 1903 
BROWN. 0 D Division of Vendor 6 Technical Rrogrami 03/04/27 
DAVIS. J 0 Office of Nuclear Heterial Safety t. Sa f eguards. D-lrec tor 
mCHELBON. C Director's Office 3pp 18306 198 


6309290249 Dlscuites revleu of Dear Creek 0 Co rept for Third Quarter 
1982 Remedial action not iniflcated 

PANOBURNi 0 C . PETTENOILL.H J Uranium Recovery Field Office 
63/04/27 Uranium Recovery Field Office 6pp 10626*399. 


B30929099i Comments on environ monitoring data rept for Fourth Quarter 
1952 for Bear Creek Wept acceptable 

PANOBURNiG C « PETTENOILL.H -J Uranium Recovery Field Office 
83/04/27 Uranium Recovery Field Office 6pp 10994:331 


DOCKET 40-0902 MVOM I NO MINERAL ■CORP . LAKEWOOD. CO 


8303160209 Informs of acceptance of 630317 data 6 draudoun maps 
demonstra t Ing stab 1 1 1 1 atlon of well fields 

MO0NEY.O Wyoming. State of 83/04/iI FAUBER. J R Wyoming 
Minerel Corp Ip IB471 342 


6305260144 "Irlgaray Mine Sit* Quarterly Wept. Jan-Mar 1983 '• W/830427 
Itr 

ftUTLEDOE. C Wyoming Mineral Corp 03/04/27 CHANCELLOR. R. 

Wyoming. Btete of i46pp 10648 263 


DOCKET 40-8990 HOLMES L NARVER. INC . ANAHEIM. CA 


6309290994 For<>Jards decontamination rept re final alpha survey for 
License SUA-1307 Acceptance of survey requested W/o end 
PETTENOILLi H. J Uranium Recovery Field Office 83/09/16 BROWN. 0. 
Region 4. Office of Director tp 16994 327 


DOCKET 40-9964 MINERALS EXPLORATION CO . LQ8 ANGELES. CA 


0309030709 Dlecusses review of Dames b Moore. "Rapt of Engineering 
Design study* Tai 1 1 ngs Disposal Sy*. Sweetwater U ProjRct.Near 
Rautins.UY ** dtd 620913 Engineer should be present to 
control field testing 

HOWAROiTR RE Williams 1< Aisaciates. Inc 83/04/04 OARCIArP. 

Uranium Recovery Licensing Branch ip 16309 106 


6309040002 Forwards memo outlining major deficienclas in application to 
amend modified tailings pond, i nc ludlng 1 iner. aqui f er 
monitoring L leak detection & long-term stability of 
rsctametloix pond Review of application incompleta 
ENGELMANN. R. Wyoming. State of 63/04/04 DYKER8.L Minerals 
ExploTatlon Co Csubi of Union Oil Co of California), t3pp 
16331. 204 


63090603B9 Forwards 830329 Itr of bond transmittal It 030223 bond 
evaluation from State of WV Dept of Environ Quality per 
License Condition 17 to License 8UA-13fiO 
eWYDER.H L. Union 76 Minerals Exploration Co 03/04/09, 
PETTENOILL.H Uranium Recovery Field Office, 9pp I 0399? 290 


0309130317 Foruxards request lor addl info re proposed operational 1. 
reclamation plans for various alternatives for above-grade 
disposal Rssponse by 830902 reqi/ssted 

PETTENOILL.H J Uranium Rscovarv Field Office 03/04/07. 
SNVOER.H L Minerals Eiploratlon Co Ciubt of Union Oil Co of 
Gallfornial 2pp 10497 317 


6309160211 Notifies of 830910 joint meeting w/NRC re talUngs nod 
license /perml t Rev TFN 1 9/294 Commente/issues for 
dlecussion requested 

BEACH. G Wyoming* State of 63/04/16 BNYDER.L Minerals 
Exploration Co <sube of Union Oil Co- of California) Ip. 
18462 362, 


0309030499 Forwards fuel cycle b metis LER summary for Mar 1903 
BRQHNi 0 D Division of Vendor L Technical Programs 63/04/27 
DAVia* li G Office of Nuclear Material Bafety b 8afeguardtj Director 
Opp 16306 190 


DOCKET 40-8602 SILVER KING MINES. INC . CASPER. WY 


0309120490 Comments on pr eoperat 1 onal environ monitoring rept submitted 
on 830223 for Morton Ranch Project for License 81;A-1396 
WOOL8EV. R, T. r PETTENGILL. H. >J Uranium Recovery Field Office, 

03/04/07 Uranium Recuvery Field Office 3pp 10440 211. 


DOCKET 40-8663 NUCLEAR DVNAHlCa. INC i PHOENIX. AZ 


0309130336 Advises that general content ef 030330 request to renew 
License 0VA-1331 acceptable, Before facility at Oshato site 
can be abandoned* plan fur decontamination of site facilities 
must be submitted. 

LiNEHANiiJ J Uranium Recovery Field Office, 83/04/21. STOlCKiA F. 
Nuclear Dynamici. 2pp, 10497:J?2l 


8309240996 Mpdlflee Llcenee 8LIA-1331. License Condition 4. extending 
expiration date for decommissioning activities to 040430 
BMITH.R D Uranium Recovery Field Office 83/04/28 STOICK. A F. 
Nuclear Oynamtes. Ip. 18994 210 
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DOCKET 40-8675 ENERGY FUELS NUCLEAR, INC , DENVER, CO 


8305160236 Advitvt of Istuancv of to License SUA-1323 revising 

License Conditions 6-B 6 adding License Condition 30 
SMITH, R D Uranium Recoverg Field Office 83/04/19 Energg Fuels 
Nuclear, Inc 3pp 18473 OSO 


— 830316025? Bafstg evaluation supporting Amend 2 to License SUA-132S re 
suspension of environ monitoring program at Hantsvllle Ore 
Buying Station 

OILLEN, 0 M I PETTENOILL, H J Uranium Recovery Field Office 
83/04/19 3pp 18473 032 


DOCKET 40-8681 ENERGY FUELS NUCLEAR. INC , DENVER, CO 


8303020481 Forwards “WMtt Mesa Project Effluent U Monitoring Rept 
Oct“D«c 1902 ” 

ROfiERTa.H R Energy Fuels Nuclear, Inc 83/02/28 OILLEN, D 
Uranium Recovery Licensing Branch Ip 18282 300 


— 830S0204B4 '♦Whit# Mesa Project Effluent X, Monitoring Rept Oct-Dee 
1982 *' 

* Energy Fuels Nuclear. Inc 83/02/28 3ipp 18282 301 


8303030499 Forwards fuel cycle metis LER summary for Mar 1983 
BROWN, 0 0 Division of Vendor S, Technical Programs 83/04/27 
DAVISrJ 0 Office of Nuclear Material Safety t Safeguards. Olrec tor 
3pp 18306 198 


DOCKET 40-8693 OGLE PETROLEUM. INC , SANTA BARBARA, CA 


8303160231 Advises of issuance of amend to License Condition 2 of 
License 5UA'-1336. ehang Ing address 

SMITH, R D Uranium Recovery Field Office 83/04/14 Ogle 
Petroleum, Inc Ip IB471 361 


DOCKET 40-B697 ROCKY MOUNTAIN ENERGY CO . DENVER. CO 


8303060631 Discusses final groundwater restoration -‘Pattern II 
Restoration successfully demonstrated at Pattern II for all 
parameters, ex cept U & pH Lab repts end 

aCHMiTTDIELtP Wyoming, Btate of 83/03/21 Wyoming, State of 
epp 18339: 299 


8303030713 Foridards rept on Insp & Pattern 2 sampling conducted 
030200-09 Rapt placed in permanent Insp file for Permit 479 
MOONEY, G Wyoming, State of 03/04/11 SPlELESrP Rodey Mountain 
Energy Co '9pp. 18309 OBI 


8303230171 Quarterly rept for Jan-Mar 1983 Doth wells will remain 
shut/doun while regulatory agencies evaluate restoration 
stability If restoration signoff race 1 ved, wel 1 abandonment 
procedures will be initiated 

SPIELESiP R Rocky Mountain Energy Co 83/04/18 SMITH, R D 
Uranium Recovery Field Office ISpp 18626 330 


0305230241 Requests approval for releasing Rocky Mountain Energy from 
further groundwater restoration for Reno Creek I8L project 
MOONEY, 0 Wyoming, State of 83/04/27 6UN0IN,R E , FREUDENTHAL. N 
Wyoming, State of Ip. 18626 361 


8303230283 Reviews 820716 groundwater stab i 1 i rat Ion rept for Test 
Pattern II at Reno Creek. Restoration program should exert 
greater effort to achieve lower concentrations Licensee 
should be notified that Pattern 11 restored 

KALMAN. K L , LINEMAN, J J Uranium Recovery Field Office. 83/03/03 
Uranium Recovery Field Office 3pp 18393 303 


DOCKET 40-8690 PLATEAU RESOURCES, LTD , GRAND JUNCTION, CO 


8303260418 Forwards corrected Page 1 %o ♦'Interim Surety Estimates for 
Decommissioning it Rec lamation, Apr 1983,*' forwarded In 
830411 Itr.Encl page entitled "List of Revs" should be 
Inserted after title page. 

GERDEMANrF W. Plateau Resources, Ltd 83/04/12 SMITH, D NRC - No 
Detailed Affiliation Given 3pp 18629 337 


DOCKET 40-S714 CLEVELAND-CLIFFS IRON CD , CLEVELAND, OH 


8305060357 Forwards analysis of water sampled taken at ColllTiS Draw 
site Well Fields A P samples execedad baselino- range for 0 

several params ter s. inc lud Ing potass 1 um. ammonia, arsonlc t< 
leieniurh 

DOLE. K II Wyoming, State of 83/01/31 Wyortlng, State- of lOpp 

10339 272 


8305160232 Rociuests official communication or meeting to determine 
compliance lu/Collins Draw groundwater restoration agreemOrit, 
License 3RD it UY Environ Quality Act 

LOUDERDACK.T E Cl eveland-C I i f f s Iron Co 83/04/15 MOaNEY, 0 
Wyoming, State of 5pp 10471 343 


8305260303 Forwards Cl eveland-C 1 1 f f s 830415 Itr to State of UY Land 
Quality Dlv re Collins Draw Project, per 830429 discussions 
LQUDERDACK, T E C leve land-Cl if f s Iron Co 83/04/29 ROSS, F 
Uranium Recovery Licensing Dratic/i 36pp 18647 213 


DOCKET 40-8722 BRUSH WELLMAN, INC , CLEVELAND, OH 


8305060462 Elaborates on 830301 tel cor re liability of Rio Algom Corp 
in processing L shipping of V concertrats owned by Drush 
Wellman, Inc Legally definitive answer to tiucstlor of 
liability cannot be provided 

EVERETT, R J Region 4, Office of Director 83/05/03 LAWTON, M D 
Rio Algom, Ltd 2pp 18331 192 


DOCKET 40-8720 TETON EXPLORATION DRILLING CQ , INC , CASPER, WV 


8303030709 Forwards response to 821018 1 tr re M Zone restoration 
stability data, for review t< discussion 

MCCARTY, C U , PUCEL, P Wyoming. State of 03/03/13 APPeL, D 
Teton Exploration Drilling GO , Inc ilpp I B309 093 


8305030233 Requests review Input for restoration stability of "M" 

Zone Teton, Leuanberger sites L verification sampling as 
wrap-up 

FRANCIS, E Wyoming, State of 83/03/25 GARLAND, Q Wyoming, State 
of Ip 10307 334 


—8303030262 Notiflei that discussions recently held w/RR Appel of Teton 
Exploration Co re procedures for declaration of 
restoration of M Zone aquifer 

FRANCIS. E Wyoming. State of 83/03/23 LlNEHAN. J Uranium 
Recovery Licensing Branch Ip 10309 333 


—0303030273 Notifies that Land Quality Dlv Permit 522 was approved 
w/certaln etipulatlons Upper control limit methodology for 
U U chloride In land quality permit should be identical to 
limits specified in NRC licensing action 

FREUDENTHAL, N Wyoming, State oP 03/03/23 LlNEHAN, J Uranium 
Recovery Licensing Branch 3pp 18309 336 


8303130281 First Quarterly Rept for 1903 r« pond water levalr 
radlologlcat moni toring, si te security checks site cleanup 
programs 

AFFEL.R R Teton Exploration Drilling Co , Inc 83/04/01 
SMITHjR D Division of Waste Management 8pp 18437 343 


DOCKET 40-0745 OGLE PETROLEUM, INC , CA8FER, WY 


8303160233 Advises of issuance of amend to License Condition 2 of 
License BUA-1396, chang ing address 

6MITH.R 0 Uranium Recovery Field Office 03/04/14 Ogle 
Petroleum, Inc Ip 18471 362 


DOCKET 40-8752 PINAL MINERALS It MINING, LTD , MIAMI, AZ 


B305130322 Advises that License 8UA-136B amended by revising License 
Conditions 3 fc 14 L adding License Condition t3 
SMlTHiR. D Uranium Recovery Field Office 03/04/22 Pinal 
Minerals & Mining, Ltd 3pp 18457 303, 


— 8303130325 Advises that License 8UA-138B amended, e x tend log existing 
license for 1 yr of poisesslan only, during present 
nonoperatlonal period 

OILLEN, D ff Uranium Recovery Field Office 83/04/22 
Recovery Field Office 3pp 18457 311 


Uranium 
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DOCKET 40-'a763 ALOCHEM, INC < READING, OH 


S3Q3lG0'319 Advises of transfe<r of oFficioI docStet' Files & out etdrtd Ins 
licensing actions For listed 1 i c ens e-s< Fr om O Fuel Licensing 
Branch to Region III 

PAGE«R O Uranium Fuel Licensing Dranch 63/03/09 HIND, J A 
Region 3i OFFlce oF Director tp 10SO3 075 


0303100934 iJotlFies that official files For License SMD-1373 
transferred to Region HI as of 930401. as part of regional 
licensing progratn U/o stated FR notice 

PAGE. R 0 Uranium Fuel Licensing Branch B3/05/05 2APLETAL, R P 
ALUOMEN. Inc Ip 18506 010 


DQCKEr 40-6768 KERR-MOGEE NUCLEAR CORF . OKLAHOMA CITY, OK 


B3D3130337 Submits revieui of licensee Guarterig Repts far 1983 re 
Q Sand RfcD In Situ Project No problems or significant data 
trends identified Reported data uiithin applicable limits 
OILLEN. D M Uraniuim Recovery Field Of Flea 63/04/12 Uranium 

Recovery Field Office 4pp 18443 333 


930S260404 Advises that gamma survey data confirmed Q-sand survey 
points, e xc ept pregnant surge tant areapara near background 
levels 

FREEMAN, H D Kerr-iNcOee Nuclear Corp 63/03/10 CtlLLEN, D Uranium 
Recovery Field Office Ip 10647 183 


DOCKET 40“e7B3 URANERZ USA. INC , CASPER, WY 


B30S060363 Issues Amend 4 to License &UA-140lj de 1 e ting Conditions 
13 & 36 Ic revising Conditions 14, 16, 17 19 re i/ell 

cioeipletion data, upper control limits U integrity tests 
SMITH, R D Uranium Recovery Field Office 03/G3/25 ifraneri USA, 
Inc 5pp IB353 095 


— 830506036? Safety evaluation supporting Amend 4 to License SUA*-1401 
YOUNQjY a , ROSS, F H , LINEHAN, J J Uranium Recovery Field Office 
B3/03/2S 9pp 10333 100 


830S130330 Advises that no further llcenaing action necessary For 
approval of surface discharge From evaporation ponds Intent 
of License Condition 49 does not apply 

SMITH, R D Uranium Recovery Field Office 03/04/13 Uraneri USA. 
Inc Ip 16443 360 


''-Q305I30333 Advises that no amend necessary to a 1 1 ou licensee to 
discharge uatar From evaporation ponds License Condition 
49 does not apply 

YGUNO.Y A , LINEHANiJ J Uranium Recovery Field Office 03/04/13 
Uranium Recovery Field Office 2pp 18443 361 


DOCKET 40-8766 LTRANlUrt RESOURCES. INC . RICHARDSON. TX 


8303160288 Application for amend to License BUA''1400i adjusting 
technical monitoring requirements during stability to permit 
nontechnical persons to perform nontechnical Insps 
PELIZZA, M 8 Uranium Resources, Inc 03/04/09 LINEMAN, 0 J 
Uranium Recovery Field Office 3pp 18471 34B 


0303330273 Informs that B McArt meets license requirements * 
qualifications for radiation safety technician 
HE8TDR0DK, K D . LINEHAN, J U Uranium Rocovery Field Office 
83/04/20 Uranium Recovery Field Office tp 10395 33J 


8303250279 Comments on 821014 decommissioning plan for North Platte 
Facility Info re locations depths Fo-r soil samplos.grld 
spacing used for soil survey & means of stabilliing sand 
sludge left In evaporation ponds requested 
WESTBROOK, K B . LiNEHAN.U J Uranium Recovery Field Office 
03/04/29 Uranium Recovery Field Office 3pp 10995 32S 


8305250270 Submits review of U Resources, Inc B213O0 response to notice 
of violation from insp on B2I004-07 Corrective actions 
acceptab is 

JOHNSDN, T L , LINEMAN, J U Uranium Recovery Field Office 83/09/09 
Uranium Recovery Field Office Ep 10395 332 


03O52SOS93 Comments on Third fc Fourth Quarter J9Q2 repti 
preoperatlonal tnonitoring info for License BUA-1400 Review 
of frequency of post-excursion confirmatory samples It 
consideration of calcium excursion problem re-commended 
JOHNSON. T L A LINEHANiJ J Uranium Recovery field OFFlce 63/09/09 
Uranium Recovery Field Office 3pp IBS94 320 


DOCKET 40-9329 MVaillNO FUEL GO . LAKEWOOD. CO 


0305130288 Forwards adml nistrat i ve order issued by State of NE to 
Wyoming Fuel Co & questions & statements to be addressed for 
underground injection control permit application 

UALL.R B Nebraska, Btate of 03/04/18 LINEMAN, J J Uranium 
Recovery Field Office 12pp. 10497 393 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DUCKET 90-3 ENDIAN POINT STATION. UNIT I 


F Security, medical, emergency & Fire protection plans 


6309230670 Advises that state can choose to offset or substitute 
compensatory planning measures In lieu of local level 
emergency plan per cited conditions NUREO-0694-FEMA-REP-1 . 

Rev 1 stds would place heavy resource burden on state 
OIUFFRIDA, L O Federal Emergency Management Agency 83/04/18 
PALLADINO, M J, Commis stonsrs Ip 1 8942 329. 24X 

FI eft e 30-003, 63/04/ 18.6309230670 


— 8305230676 Seeke c lar 1 f’lca t ion of Issue re FENA review of offsite 
emergency planning around facilities Questlont whether 
state can substitute for county w/a own emergency plan 
PALLADINO. N J Comml si i oner s 03/03/30 OIUFFRIDA, L Q Federal 

Emergency Management Agency 2pp 18942*330 24X 

Fiche 90-003.03/04/1818303230670 


0305020948 Responds to 630107 Hr re Rev 4 to physical security plan 
Changes consistent tu/pr ovi s Ions of lOCFRSD 94(p) & 
acceptable 

VARGA. S A Operating Reactors Branch 1 83/04/20 Consolidated 

Edison Co of New York. Inc. ip 10284 257 S4X 
FI Che 90-003, 83/04/20, 0305020548 


8309020579 Responds to 030126 itr re Rev 3 to safeguards contingency 
plan Changes consistent U/10CFR90 94(p} & acceptable 
VARGA I a A Operating Reactors Dranch 1 83/04/20 O'TOOLE. J D 

Consolidated Edison Co. of New York. Inc Ip 18284 232 24X 

Flche 90-003,83/04/20,6305020979 


0309040235 Releases public version of rev to smergency plan i, emergency 
plan Implementing proceifure 

FELTON. J M Division of Rules and Records 03/04/22 Document 
Management Dranch. Ip. 16364 100 24X Flche 90-003.83/04/22. 

6305040239 


—8305040242 Forwards public version of revs to emergency plan & 
Emergency Plan Implementing Procedure lP-1049, "Activation 
of Alternate E'mergency Operations Facility " 

O'TOOLE, J.D Consolidated Edison Co. of New York. Inc. 63/04/07, 
HAYNES, R C Region 1. Office of Director 2pp 10364 190 24X 

Flche 50-003,83/04/22.0305040239 


““0309040247 Forwards public version of revs to emergency plan it 
Emergency Plan Implementing Procedure lP-1049i "Activation 
of Alternate Emergency Operations Facility " 

LIEQLER.O H Consolidated Edison Co of New York. Inc 83/03/08 
Office Dp Nuclear Reactor Regulation, Director 2pp 18364 192 
24X Flche 50-003103/04/22,0309040235 


— 8305040249 Public version of rev to Emergency Plan Implementing 
Procedure IP-1045, "Activation of Alternate Emergency 
Operations Facility," 

« Consolidated Edison Co. of New York, Inc 83/03/08 IBpp 
18364 174 24X Flche. 90“003, 83/04/22. 0309040239 


— 6309040294 Public version of revised emergency plan, 

e Consolidated Edleon Co af New York. Inc. 03/03/07 49pp, 

1B364 212 24X Ftche 90-003,83/04/22,8309040239 


830911-0034 Generic Ltr 83-21 te all Hcenseai of operating reactors, 
applicants for OLs 8. holders of CPs re clarification of 
access to control proted-nre* for law enforcement visits 
8vc list end 

EISENKUTjO 0, Diviiion of Licensing 83/09/11 Consolidated 

Edison Co of N«i,r York, Inc 16pp 18940.099 24X 

Flche 50-000,83/09/11. B309U 0034. 


P Operating license stage documents it correspondence 


B309020499 Generic Ltr 03-17 to all power reactor it testing licensees 
re new proced-ures for providing public notice concerning 
Issuance of amends to OLs 8vc list end 

EISENHUTfD G Division of Licensing 83/09/02 Consolidated 
Edison Co of New York. InC 90pp 18441’ 120 24X 

Flche 90-000,83/05/02.8309020499 
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S30S09069*? Gfinsric Ltr 63—20 to all operating reactor licensees & 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUTiD 0 Division of Licensing 83/05/09 Consolidated 
Edison Co of Meu Vorki Inc l^pp i8/>27 153 24X 

F 1 ch e SO-OOOi 83/05/09- 8305090^59 


Q Inspection reports- IE Qulletins t« correspondence 


BS12060395 IE Info Notice 83-14i "Deuiatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction ** 8vc list 
•nc 1 

TAYLOR f J M Division of Safeguards Inspection Programs {Post 
630103) 63/03/21 Consolidated Edison Co of Neui Yorki Inc 

tl2pp 10308 319 24X Flche 50-000. 03/03/21- 02 !2O6O303 


0303040021 IE Info Notice 83-21- "Defective Emergency l/so Respirator " 
8vc list end 

JORDAN- E L Division of Emergency Preparedness ^ Engineering 
Response (Poet 030103) 03/04/15 Consolidated Edison Co of Notu 

York- Inc I26pp 18435 155 24X Flche 50-000-03/04/15.0303040021 


0303040023 JE Info Notice 83-22. "BWR 8af aty/Rel ief Valve Failures ” 
8vc list end 

JORDAN- E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Neu 

York- Inc 112pp 10383 089 24X Flche 50-000,83/04/22.8303040023 


0303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
0«nsing Sys " 8vc list end 

JORDAN. E L Division of Emergency Preparedness 4t Engineering 
Response {Poet 830103) 03/04/25 Consolidated Edison Co of Neu> 

York. Inc lt9pp 18301 291 24X Fichc 50-000-03/04/25/8303040025 


8303040026 IE Info Notice 83-24. ’’Loose Parts in Secondary Side of 
Steam Oenerators at PNRs " 8vc list end 

JORDAN- E L Division of Emergency Preparedness Engineering 
Response {Post 030103) 83/04/20 Consolidated Edison Co of Neu 

York- Inc llSpp 18302 047 24X Fiche 50-000. 83/04/20, 0303040026 


0303040027 IE Info Notice 03-25- "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment '' 8vc list end 
JORDAN- £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York/ Inc ilepp 10382 165 24X Flcho 50-000,03/04/20-8303040027 


0303040028 IE Info Notice 83-26- "Failure of 8af oty/Rol lef Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN- E L Division of Emergency Preparedness 4* Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York- Inc I22pp 10441 170 24X Flche 50-000/03/05/03,8303040028 


8303040030 IE Info Notice 83-27- ’’Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN/ E L Division Of Emergency Preparedness tc Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc 112pp. 18302 282 24X Flche 50-000-83/05/04.0303040030 


0303040031 IE Info Notice 03-28- "Criteria for Protective Action 
Recommendations for General Emergencies " 6vc list end 
JORDAN- E L Division Of Emergency Preparedness S- Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co. of New 

York/ Inc 119pp 10441 001 24X Flche 50-000,83/05/04,0303040031 


6303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " S^c list end 

JORDAN- E L Division of Emergency Preparedness it Engineering 
Response (Poet 830103) 63/05/06 Consolidated Edison Co of New 

York- Inc llSpp 18523 248 24 X Fiche SO-OQQ- 03/05/06- 8303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end. 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 630103). 03/05/li. Consolidated Edison Co of New 

York- Inc 114pp 10524.003 24X Flche 50-000-03/05/11,8303040034 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc lilt end 

JORDAN/ E L Division of Emergency Preparedness 4( Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York/ Inc 114pp J0697 009 24X Fiche. 50-000- 03/05/i 9- 8303040040 


0303040046 IE Info Notice 03“33i "Nonrepressntative Sampling of 
Contaminated Oil " 8vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc U4pp. 10647 007 24X Flche 50-000/03/05/26,8303040046 


R Periodic operating reports it related correspondence 


6305110302 Foruards "Annual Environ Protection Plan Rept 1902” U 

“Annual Radiological Environ Operating Rept- 1982." p’or App Q 
to OLs 

O'TOOLE, J D Consolidated Edison Co of Neu Vork- Inc 83/05/02 
ALLAN, j M Region 1- Office of Director 2pp 10392 221 24X 

Fiche 50-003, 03/05/02, 8305 1 1 0302 


— S3DS110307 "Annual Environ Protection Plan Rept for 1902 " 

* Consolidated Edison Co of New York, Inc 83/05/02 Spp 
10392 223 24X Fiche 50-003.83/05/02,8305110302 


— ’B305110310 "Annual Radiological Environ Operating Rept. 1982 ” 

» Consolidated Edison Co of New York- Inc 03/05/02 Il2pp 
10392 231 24X Flche 50-003,83/05/02,0305110302 


T Hearing transcripts on non-ant i trust matters 


8305240566 Releases transcript of Commission 621222 discussion It 
possible vote on emergency planning actions for placement In 
POR- per iOCFR? Commission determination statement end 
CHILK, S J Office of the Becretary of tho Commission 03/05/18 
Public Document Branch 2pp 10593 063 24X Flche 50-003.03/03/18, 

930524D566 


■0305240570 Transcript of 621222 discussion t* possible vote on emergency 
planning actions in Nash Ington, DC 

a Commissioners 02/12/22 iSpp i0393 065 24X 

Fiche 50-003, 83/05/ i 8, 0305240566 


■0305240574 Transcript of 021222 discussion & passible vote on emergency 
planning actions In Washing ton, DC 

a Commissioners 02/12/22 59pp 18593 002 24X 

Flche 50-003/03/05/10, 03O52dO566 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency 6 Mre protection plans 


0305030336 Discusses IE Emergency Preparedness Insp Repts 50-010/03-01, 
50-237/03-01 U 50-249/03-01 on 830206 & forwards notice of 
def Iclenc les 

PAPERIELLO/C J Region 3- Office of Director 03/04/29 REED, C 
Commonwealth Edison Co 2pp 10297 137 24X Fiche 50-010-03/04/29, 

0309030336 


-8305030340 Notice of deficiencies from insp on 030103-07 Public info 
brochures not distributed from Apr 1901 - Dec 1902 U 
emergency action levels not reviewed w/state U local oovt 
since 810401 

* Region 3, Office of Director 03/04/29 2pp 10297 139 a4X 
Fiche 90-010,03/04/29,8305030336 


0305110034 Generic Ltr 83-21 to all licensees of operating reactore- 
applicanta for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8yc list end 

EISENHUT, D 0 Division of Licensing 03/05/11 Consolidated 
Edison Co of New York, Inc I6pp 10540 095 24X 

Flche 50-000, 03/05/ 1 1 - 03051 10034 


0305120116 Advises that onsite t- offsite emergency preparedness 
adequate per 10CFR50-App E Emergency plans upgraded per 
NUREG-0737, I tern HI A 2 1 Itom complete 

CRUTCHFIELD, D Operating Reactor* Branch 5 83/05/1 1 FARRAR, D, L 

Commonwealth EdUon Co 3pp i6423 040 24 X Fiche 50-010,83/05/11- 

0305120116 


J, Insurance & indemnity information 


0305230500 Forwards Endorsement 144 to NELIA Policy NF-43 It Endorsement 
(21 to MAELU Policy MF-22 for Dresden Unit 1 I* Endorsement 
63 to NELIA Policy NF-201 it Endorsement 93 to MAELU Policy 
MF-64 for Zion Unit 1 W/o end Quad Cities endorsements 
08TER,J Commonwealth Edison Go 83/05/13 8ALTZMAN, J Assistant 
Director for State it Licensee Relations 5pp 10537 174 24X 

Flche 50-000, 83/05/13, 0305230500 


P Operating license stage documents it correspondence 


8305020495 Generic Ltr 03-19 to all power reactor 44 testing licensees 
re new procedures for providing public notice concerning 
issuance of amend* to OLi 8vc list end 

EI8ENHUT-D O Dlvlsinn of Licensing 03/05/02 Consolidated 
Edison Co of New York, Inc SOpp 10441 120 24X 

Flche, 50-000- 83/05/02, 8305020455 
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0305090659 OonsTic Ltr B3-20 to a L 1 operating reactor iicentees & 
holder* of CP< re Integrated echadoltng for Imp 1 emeu tat ton 
o-f plant mod* Svc 1 i *t encl 

ElSENHUTiDQ Division of Licensing 83/'05/09 Consolidated 

Edison Co of Neu Yorli< Inc li>PP 18627 153 24X 

FlChe 50*000*83/05/09, 83030906 59 


0 Inspection reports, IE Sulletlnt U correspondence 


0212-060383 IE Info Notice GS-M* ''Dewatered Spent Ton Eichange Resin 
Suscaptlbi litg to Exothermic Chemical Reaction ” Svc list 
<nc 1 

TAYLORtJ rt Division of Safeguard* 6 Inspection Program* (Po*t 
830103) 83/03/21 Consolidated Edison Co of New York* Inc 

U2pp 13308 319 24X FI Che, 30-000r 83/03/21, 8212060333 


9305020467 Forwards IE Imp Repts 50-01 0/83-06, S0*a37/83'07 If 
50-249/83-06 on 830203-0313 No noncomp I lane s noted 
STREETER, J F Region 3, Office of Director 83/04/13 REED, C 
Cofliinonwea 1 th Edison Co 2pp 18283 073 24X Flche 50-010,93/04/13, 

8305020467 


*—0305020400 IE Insp Repts 50-010/83-06,30-237/83-07 & 30-S49/B3-06 on 
630203-0315 No non c omp 11 anc e noted Major areas impacted 
operational iafetg , vnalnt, surva 1 llance, 1 1 c ensee events, plant 
tr 1 ps, re f uel ing activities t refueling surveillance 
TONIOUE, T M , JORDAN, M J , BTASEK, B Region 3, Office of Director 
83/04/12 16pp 10283 073 24X F Iche* 50-010* 83/04/1 3* 8305020467. 


8303040021 IE Info Notice 03-21, "Defective Cmergencg Use Respirator " 
8vc list end 

JDRDAN,E L Division of Emergeneg Preparedness tt Engineering 
Response IPost 8301D3) 83/04/15 Consolidated Edison Co of New 

York, Inc lS6pp 13433 133 24X FI Che 30-000* 83/04/ 1 5, 8303040021 


0303040023 IE Info Notice 03-22. “BWR 8af ety/Re I lef Valve Failtfrei " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 6t Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc lt2pp 18383,039 24 X FUhe 30*000,83/04/22,0303040023 


8303040023 IE Info Notice 83-23, “ I noperafa ke Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness %. Engineering 
Response (Post 830103) Q3/04/2S Co-nsoHdated Edison Co of Neu 

York, Inc 119pp 18301 271 24)f Flche 50*000. 83/04/25, 03030400 29 


8305020100 Ack receipt of 830330 ltr informing NRC cf steps taken to 
correct violation* noted in IE Insp Rept* 50-010/83-05. 

90-237/83-09 6 90-249/03-04 

SHAFER. N D Region 3, Office of Director 83/04/25 REED.C 
Contmenwea) th Edison Co Ip 10278 243 24X Flche 90-010,03/04/23, 

8305020100 


— 83050201D6 Responds to NRC 030304 ltr re violations noted In IE Insp 
Repts 30-010/63-09,90-237/83-09 k 90-249/83-04 Corrective 
action* Amend 71 reissued It incorporated into Tech Specs 
Corporate OA dept will audit accounting & followup sgs 
FARRAR. D L Commonwealth Edison Co 83/03/30 KEPPUEft, J, 0 
Region 3, Office of Director 3pp 18270 244 24X 

Flche 50-010,83/04/29,0309020100 


8303040026 IE Info Notice 83-24, '^Loosa Part* In Becondarg 51de of 
Steam (Generators at PNRs " Gve list end, 

JORDAN, E L Division of Emergency Preparedness k Enginaaring 
Response (Post 830103), 03/04/28. Consolidated Edison Co. of Neu 

York, Inc lISpp 18302 047 24X Flche 90-000,83/04/28*8303040026, 


8303040027 IE Info Notice 83-25, ‘'Standby Oa s Treatment Btfs Heater High 
Temp Trip ffetpolnt Adjustment. " Sve list end 
JORDAN, E L Division of Emergency Preparedness << Engineering 
Response (Poet 830103). 83/04/28 Consolidated Edison Co. of New 

York, Inc il8pp 10382 165 2AX Flche ' 90-000, 03/04/28. 8303040027 


030503-0336 Discusses IE Emergency Preparedness Insp Rapt* 90-010/83-01, 
90-237/03-01 b 50*249/83-01 on 830200 b forward* notice of 
def 1 c lencies 

PAPERIELLO, C. J Region 3, Office oF Director 83/04/2? REED.C 
Commonwealth Edison Co 2pp 18297 137 24X Flche 90-010, 03/04/29* 

0309030336 


--03O9O3O348 Notice of deficiencies from Insp on 830103-07, Public Info 
brochures not distributed from Apr 1901 - Dec 1902 b 
emergency action levels not reviewed w/state b local govt 
since 810401 

e Region 3, Office of Director 83/04/29. 2pp. 18277’ 139 24X 

Flche 50-010,03/04/29.8305030336 


8303040028 IE Info Notice B3-26, "Failure of Baf ety /Rel lef Valve 
Discharge Line Vacuum Breakers " 8ve list end 
JORDAN, E L Division of Emergency Preparedne** b Engineering 
Response (Post 830103) 03/05/03 Consolidated Edison Co of New 

York. Inc 122pp 1G441 170 24X Flche 50-000,83/03/03,8303040028 


8309100181 Ack receipt of 830411 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-010/02-17, 

90-237/02-24 b 30-249/02-24 

SHAFER, M D, Region 3, Office of Director 83/09/03 REED.C 
Commonwealth Edison C» Ip, 10374:310 24X Flche 50-010,83/09/03, 

8309100101 


— 0309100190 Responds to NRC 030311 Ur re deficiencies noted In IE Insp 
Repts 90-010/82-17, 90-237/82-24 b 90-249/82-24 Corrective 
actions written agreement. EPIP200-1 1 re PMF for Unit* 2 b 3 
between Corps of Engineers b util to be revised 

RYBAK, ff Commonwealth Edison Co 83/04/11 KEPPLER, J, 0, Region 
3, Office eP Director 4pp 10374 319 24X Flche 90-010, 

83/09/03. 8309100101 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response iPost 830103) 03/05/04 Consolidated Edison Co of New 

York, Inc llBpp 19302 202 24X Flche 50-000,83/05/04*8303040030 


8303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for Oeneral Entargencles " 8vc list end 
JORDAN.E i. Division Of Eniergsncy Preparedness b Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc ll9pp 18441 001, 24X Flche 90-000,83/05/04,8303040031. 


8303040033 IE Info Notice 83-29* "Fuel Binding Caused by Fuel Rack 
Deformation " 8vc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Reeponee (Post 830103} 83/09/06 Consolidated Edison Co. of New 

York* Inc 119pp 18923:240 24X Flche 50-000,83/05/06,8303040033. 


8303040034 IE Info Notice 83-30* "Mlsapp 1 Icatlon of Generic Emergency 
Operating Procedures (EOP> Guidelines " 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103), 83/09/11 Consolidated Edison Co. of New 

York. Inc 114pp 18924’ 003 24X Flche 90-000,83/05/11,8303040034. 


8303040040 IE Info Notice 83-31. "Error In ADLPIPE Computer Program " 
Sve list end, 

JORDAN, E, L Division of Emergency Preparedness b Engineering 
Response (Poet 830103} 83/05/19 Consolidated Edison Go of New 

York. Inc 114pp, 18697 009 24X Flche 90-000,83/05/19,8303040040 


8303040046 IE Info Notice 03-33* "Nonrep risentati ve Sampling of 
Contaminated Oil " 8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Poet 8301033 03/05/26 Consolidated Edison Co. of New 

York. Inc. 114pp 10647 007 24X Flche 50-000,83/09/26,8303040046. 


DOCKET 90-20 MA8BACHU0ET7B IN3T OF TECH RES REACTOR 


8 Reportable occurrences, LERs b rilated correspondence 


0309160043 RD 90-20/1983-1 on 830419, main intake valve dosed b could 
not be reopened Caused by piston rod rupture near rod eye, 
leaving valve in doted position Defective hydraulic 
cylinder ehaft replaced 

KWOKrK, , CLARK.L Maisachus ett* Inetltute of Technology 83/04/29. 
ALIAN.J M . KINNEY.W Region 1, Office of Director 6pp. 

18444 001 24X Flche. 90-020, 83/04/29. 8305160043. 


DOCKET 90-29 YANHEE-ROWE NUCLEAR POWER STATION 


F Security, medical, emergency b fire protection plans 


0309060192 Notifies that emergency plan exercise planned for 630406. 
Schedule coordinated u/plume emergency planning lone states 
b FENA.Reglon 1 

KAY,J A Yankee Atomic Electric Co 02/12/16 CRUTCHFIELD, D 
Operating Reictors Branch 9 2pp 18349 224. 24X 

Flche. 90-029, 02/12/16, 8309060192 


8305060219 Forwards objectives for 030406 emergency plan exercise, per 
util 830U3 b NRC 830202 Itrs 

KAV, JA Yankee Atomic Electric Co 63/02/08 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 18349' 099 24X 

Flche, 90-029* 83/02/08, 0305060219 


DOCKETED ITEMS 
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6309110010 Forwards *’ '’Emorgancy Qffslto Facility - Owt' Emergency 
Everclie & Evaluation Plant” for 1983 

KAYiJ A Yankee Atomic Electric Co 03/03/15 HAYNES. R C Region 
1. Office of Director Ip 10409 260 24X Ficha 50-029*83/03/13. 

8305110010 


— 8305110020 “'Emergency Offeite Facility - Out' Emergency 
Eiterclee & Evaluation Plan " 

e Yankee Atomic Electric Co 63/03/15 I06pp 18409 261 24X 

Flche 50-039.83/03/15,8305110010 


8305110049 Commenti on implementation of NUREO-0737. Item III A 2 1, 
“Emergency Prcparedneei. Upgrade Emergency Plans to App E. 

10CFR50 *' Onsite & offsite emergency preparedness adequate 
CRUTCHFIELD* D Operating Reactors Branch 3 83/03/10 KAY, J A 

Yankee Atomic Electric Co 3pp 18409 014 24X 

Fiche 30-029*83/05/10,0303110049 


8305240227 Forwards IE Intp Rapt 50-029/83-09 on 830409-08 No 
noncamp 1 lance noted 

MARTIN, T T Division of Engineering Technical Programs 83/05/10 

H£IDER*L M Yankee Atomic Electric Co 2pp 1B948 319 24X 

FI c h t 90-029, 03/03/10, 8309240227 


—8305240232 IE Insp Rept 50-029/83-05 on 830409-08 No noncomp Uance 
noted Major areas inspec ted, emergency preparedness t, 
observation of Phase I of annual exercise performed on 
830406 

HILLER, M T , CROCKER, H H Division of Engineering t* Technical 
Programs 83/09/06 9pp 18948 317 24X Fiche 90-029,83/09/10, 

8309240227 


8309110034 Oencrlc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
aeceei to control procedures for law enforcement visits 
8vc lilt end 

EISENHUTj D 0 Division of Llcinsing 83/09/11 Consolidated 
Edison Co of New York, Inc 16pp 18940 099 24X 

Fiche 90-000,83/09/11,8309110034 


8309250274 Advises that rev to security plan dtd 830209 consistent 
U/10CFR90 94<pl If acceptable Rev will be withheld 
iref I0CFR73 21 I, 9 12> 

ALLAN, J M Region 1, Office of Director 83/05/18 HEIDER.L H 
Yankee Atomic Electric Co 3pp 18592 298 24X 

Fiche 90-029,83/09/18,8309290274 


J Insurance l< indemnity information 


8305120200 Forwards Endorsement 104 to NELIA Policy NF-76 U Endorsement 
86 to HAELU Policy MF-26 

aiNiairJ.M Marsh I, McLennan, Inc 83/05/03 8ALTZMAN,JD 
Assistant Director for State U Licensee Relations 3pp IB427 399 
24X Fiche 90-029,83/09/03,8305120200 


0, Advisory Committee on Reactor Safeguards reports & correspondence 


8305180664 Summary of AGRS 830223 meeting w/Bubcomml ttee on SEP in 
Hash Ington, DC to review facility integrated safety 

assessment 

e ACR8 - Advisory Committee on Reactor Safeguards 03/04/07 
ACR8 - Advisory Committee on Reactor Safeguards 18pp< 18902 327 

24X Fiche 90-029,83/04/07,8309180664 


P Operating llcinee stage documents & correspondence 


8305020495 Generic Ltr 83-19 to all power reactor li testing licensees 
re new procedures for providing public notice concerning 
ifiuence of amends to OLi Bvc list end 

EISENHUTiD 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of New York, Inc, 50pp 10441 120 24X 

Fiche. 90-000, 83/09/02, 8301020459. 


B309170499 Forwards propoeed schedule for resolution of SEP integrated 
assessment open items Identified in NURE0-0S29i “Integrated 
Plant Safety Asseesment " NRC will be informed immediately 
of any echedular dl f f leultles. 

KAYiJ. A Yankee Atomic Electric Co 83/05/02 CRUTCHFIELD, D 
Operating Reactors Branch 9 9pp. 18469 321 24X 

Fiche* 90-029f 83/09/02, 0309170459. 


8309040926 Advises that util action taken per Amend 79 to License DPR-3 
re disposal of high level spent fuel through DOE contract It 
Generic Ltr 83-07 re Nucleer Haste Policy Act of 1982, 
considered complete, 

CRUTCHFIELD, D Operetlng Reactors Branch 9. 83/09/03. KAY, J A 

Yankee Atomic Electric Co, 2pp. 18321 242 24X 

Fiche. 90-029, 83/09/03, 8309040926, 


83O91OO2S0 Submits addl info re environ qualification of safety-related 
electrical equipment to suppl 830201 r« spon s e, pr ovi d i ng 
justification for continued operation for Category I D, 1 1 A 
Ic 11 B items 

KAY, J A Yankee Atomic Electric Co 83/09/06 EISENHUT. D 0 
Division of Licensing 3pp 1B374 131 24X Fiche 90-029,83/09/06. 

33091 002S8 


8309110214 Summary of 830426 meeting w/utll I, Bechtel re licensee 
request for relief from Installation of reactor vossel water 
level indication sys Slide presentations enc 1 

LYONS, J E Operating Reactors Drench 9 83/05/06 aperatlng 

Roactors Branch 5 99pp 10406 342 24X Fiche 30-029.83/05/06, 

8305110214 


8309090699 Generic Ltr 83-20 to all operating reactor licensees &c 
holders of CPs re integrated scheduling for Implementation 
of plant mods 8vc list end 

EISENHUT.DO Division of Licensing 83/05/09 ConeolLdated 

Edison Co of New York, Inc 16pp 18627 J 53 24X 

Fiche 90-000.83/09/09,8309090699 


8305240398 Responds to Generic Ltr a3-10A re resolution of TMI Action 
Item 1 1 K 3 5, "Automatic Trip of Reactor Coolant Pumps '* 

Util will perform p lant-s pec if i c study applying RELAP5YA 
Cod# described In 830411 ltr Three-phase program described 
HEI0ER,L H Yankee Atomic Electric Co 83/05/13 EISENHUTiD Q 
Division of Licensing 3pp 18579 101 24X FlC h e. 90-029, 83/09/ 13, 

8309240398 


8309240364 Forwards updated list on environ qualification of safety^ 
related electrical equipment, not 1 ng equipment added 6 
deleted since previous submittal 

KAY, J A Yankee Atomic Electric Co 83/05/20 EIOEWHUT, D 0 
Division of Licensing 6pp 18575*099 24X Fiche 90-029,83/05/20. 

0309240364 


0309240490 Forwards revised final SER for SEP Topics VI-2 D, "Mats 
Energy Release for Possible Pipe Breaks Inside Containment" 

& VI-3, ’’Containment Pressure I, Heat Removal Capability " 
CRUTCHFIELD, D Operating Reactors Drench 5 83/09/23 KAY. J A 

Yankee Atomic Electric Co 3Bpp 18572 030 24X 

Fiche 90-029,83/09/23,8305240490 


0 Inspection reports, IE Bulletins t< correspondence 


8212060385 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Reiln 
Buscep tlbi 11 ty to Exothermic Chemical Reaction *' Bvc list 
end 

TAYLOR, »l M Division of Safeguards It Inspection programs (Post 
030103) 83/03/21 Consolidated Edison Co of New York, Inc 

112pp 18300,319 24X Fiche 90-000,83/03/21,8212060385 


8303040021 IE Info Notice 83-21, "Defsctive Emergency Use Respirator. ” 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response <Post 830103) 83/04/19 Coniolldatad Edison Co of New 

York, Inc 126pp 18435 195 84X Fiche 90-000. 83/0 <1/1 9, 0303040021 


8303040023 IE Info Notice 83-22, "BNR Safety /Re 1 i ef Valve Failures ” 
Bvc list and 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/22 Consolidated Edisan Co of New 

York, Inc 112pp 18383 089 24X Flc ho ' 90-000, B3/04/22, 0303040023 


8303040029 IE Info Notice 83-23, "Inoperable Containment Atmoiphora 
Bensing Bys " 8vc list end 

JORDAN, E L Division of Emergency Preparednes s 8t Engineering 
Response <Post 830103) 83/04/29 Consolidated Edison Co, of New 

York, Inc Il9pp 18381 291 24X Fiche 90-000, B3/04/29. 8303040029 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Oenerators at PWRi " Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B3Q103) 83/04/28, Consolidated Edison Co of New 

York, Inc, I19pp, 18382 047 34X Fiche 90-000i 83/04/28, 8303040026 


0303040027 IE Info Notice 03-25. “Btandby Oas Treatment Syi Heater High 
Temp Trip Setpoint Adjustment " Bvc list end 
JORDAN, E L Division of Emergency Prepareifnes s 8t Engineering 
Response iPoit 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382*169 24X Fiche, 90-000, 83/04/20^ 8303040027 


8303040028 IE Info Notice 03-26, "Failure of Baf ety /Rei 1 *f Valve 
Discharge Line Vecuum Breakers " Svc list enc I 
JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co, of New 

York, Inc 122pp 18441 170 24X Fiche * 90-000, 83/09/03, 0303040028. 
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DOCKETED ITEMS 


0303040030 IE Info Notice 03“27, "apei'afciona 1 Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Ei^ulptnent ” 8vc list end 

JORDAN^E L Division of Emergency Prepareilness it Engineering 
Reiponse (Post 830103) 63/03/04 Consolidated Edison Co of Meu 

Vori, Inc llSpp 10392 292 24X Fldhe 50-000. 83/03/0d* 8303040030 


9303040031 IE Info Notice 93-2 Sj "Criteria for Protective Action 
Recommendations for General Emergencies " Sve lilt end 
JORDANp E L Division Of Emergency Preparedness it Engineering 
Response (Post 030103) B3/0S/04 Consolidated Edison Co of Meu 

York. Ine 119pp 16441 OOt 24X Flche 50-000*83/05/04.8303040031 


0303040033 IE Info Notice B3-’29, "Fuel Binding Caused Fuel Rack 
Deformation “ Sve list end 

JORDAN. E L Division of Emergenev Preparedness Sc Engineering 
Response (Post 630103) 03/03/06 Consolidated Edison Co of Neui 

York. Inc llSpp 18523 240 24)C Flche 30-000.83/05/06.8303040033 


0305240227 Foruards IE Insp Repfc 50-029/63-05 on 030405-08 No 
nonconpllanc e noted 

MARTIN.! T Division of Engineering tc Technical Programs 83/05/10 

HEIDEH, L H Yankee Atomic Electric Co 2pp 16548 3 1 5 2 4X 

Flche 50-029.83/05/10.8305840227 


—9305240232 IE Insp Rept 50-029/83-05 on 8304D5-0B No noncampl lance 
noted Major areas Inspected emergency preparedness it 
otservati-on of Phase 1 of annual exercise performed on 
030406 

MILLEHi M T , CRDCKERiH M Division of Engineering *< Technical 
Programs 93/05/06 5pp 1S548 317 24X Flche 50-029. B3/05/10. 

0305240227. 


6303(}40034 IE Info Notice 83-30. "Mlsappl leetlon of Oencric Emergenev 
Operating Procedures (EOF) Guidelines Sve list end 
JQRDAN.E L Division of Emergency Preparedness U Engineering 
Response fPost B30J03) 83/05/11 Consolidated Edison Co of New 

York. Jnc H4pp 18324 003 24X Flche 50-000.83/05/11.8303040034 


0305190017 Requests response to Required Actions 2.3.4 It 5 of IE 
Bulletin 83-04. "Failure of Undervoltage Trip Function of 
Reactor Trip Breakers " Retponsa required ulthln 10 days of 
receipt of request 

BTAROSTECKI . R Division of Project 4 Resident Programs 63/05/11 
HEIDER. L K Yankee Atomic Electric Co 2pp IBSOl 359 24X 

Flche 50-029.03/05/11.8305190017 


8305250427 Forwards IE Insp Rept 50-029/03-04 on 830200-0410 No 
noncompl ianc e noted 

STAROgrECKI . R Division of Project 6 Resident Programs. 63/05/11 
HEIDER. L H Yankee Atomic Electric Co 2pp 16585 245 24X 

FI ch i 10-029. 03/05/1 1 . 8305250427 


—0305250431 IE Insp Rept 50-029/83-04 on 030200-0418 No noncompl lance 
noted Major areas inspected actions on previous intp Items. 
Dperatfonal safety verification revj swsr p lent malnt 
observation tc plant lurvelllanct observation 

COLLINS. 6 J , GALLO. R M Raglan 1# Office of Director 83/05/09 
16pp 16593 247 24X Flche 50-029.63/05/11.8303250427 


8303040040 IE Info Notice 63-31. "Error In ADLPIPE Computer Program •• 
8vc list end 

JORDAN. E L Division of Emergency Preparedness <« Engineering 
Response (Post 830103} 83/03/19 Consolidated Edison Co of New 

Yorl. Inc il4pp 16697 009 24X Flche 50-000.03/05/19.8303040040 


8303040046 IE Info Notice 03-33. "Nonrepreientat I ve Sampling of 
Contaminated Oil," 8vc list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response IPost 830103). 63/03/26 Consol Idated Edison Co of New 

York. Inc llRpp 16647 007 24X Flche 30-000. 83/03/26, 6303040046, 


8 Reportable occurrences. LERs it related correspondence 


6303030590 Forwards LER 83-012/01 T-0. 

AUTIO.H A Yankee Atomic Electric Cq 83/04/19 ALLAN. J A Region 
1. Office of Director ip 19305:360 24X Flche 30- 02 9i 83/04/19. 

8305030390 


9305030397 LER 83-012/01T-0 on 930405. while performing hot leek insp. 
bonnet stud found failed on PR-MOV- 191, Caused by Isakege 
from globe valve 90-20321AB Valve replaced w/gate valve 
a-3l532-18-X 

FRENCH.L 0 Yankee Atomic Electric Co B3/04/I9 Region 

18305 361, 24X Fi Che: 30-0291 63/04/19, 


—9305050268 LER 63-013/017-0 on 830413, review of design bails for low 
temp overpressure protection indicated that events In 
original basis could exceed pressure restrictions Caused by 
personnel error Procedures being revised 

RICE.D A Yankee Atomic Electric Co 03/04/27 Region 1. 
Office of Director 2pp 10336 042 24X Flche 30-029.83/04/27. 

8305030263 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


Q Inspection reports, IE Bulletins S. correspondence 


8305170495 Ack receipt of 830225 4. 0413 Itrs informing NRC of steps 
taken to correct vloletlons noted In IE Insp Rept 
90-054/03-01 Currant evethod uf conducting monthly channel 
checks of coolant flow in violation of Tech Specs 

0TARO9TECKE. R Division of Project & Resident Progrems 63/05/10 
MCGOVERN.^ J Union Carbide Corp Spp 18470 036 24X 

Ftche 50-054.93/05/10,8305170493 


— 8305170504 Supplemental response to NRC 030210 Itr re violations noted 
In IE Insp Rept 30-054/63-01 Corrective actions Tech Specs 
define three channel surveillance Insps 

RUZICKA. N 0 Union Carbide Corp 83/04/13 KEIMtO. R R Region 
1, Office of Director 4pp 18470 030 24X Fiche 30-034. 

03/03/10, 0305170495. 


— B3O3I7O3O0 Responds to NRC Itr re violations noted In IE Insp Rept 
30-054/03-01, Corr ect IVB ac tions: survei 1 lance requirements 
for monthly channel test of coolant flow met during period 
820605-0930. 

RUZICKA.W 0. Union Carbide Corp 83/02/25 aTAROSTECKI, R 
Division of Project S, Resident Programs 3pp 10470 042 24X 

Flche 50-054,83/05/10,0303170495 


DOCKET 50-57 STATE UN IV OF NEW YORK RESEARCH REACTOR 


Q Inspection reports, IE Dulleti-ns & correspondence 


0305020322 Forwardi IE Insp Rept 50-037/03-01 on 830214-17 b notices 
of violation & deviation 

STARQBTECKIi R Division Of Project it Resident Programs, 03/04/10, 
HENRY, C 0 New York. 0tate Unlv of, Buffalo, 2pp 10277,117 24X 

Flche. 50-057. 03/04/18, 8305020322 


--03O5O2O324 Notice of violation from insp on 030214-17, 

e Region I, Office of Director 83/04/10 2pp 10277’ 119, 24X 

Flc he 50-057. 03/04/ 1 8, B305020322. 


—8303020327 Notice of deviation from Insp on 030214-17 

• Region 1, Office of Director. 83/04/18 Ip 10277 121 24X 

Flche 30-057. 03/04/10. 6305020322, 


•8303020332 IE Insp Rept 50-057/03-01 on 030214-17 Noncomp 1 lance noted- 
failure to implement Instruction in radiation protection for 
security force, failure to review safety t< nuclear safety 
committee did not meet twice per yr since Sept 1901 
KINNEY. U U . ELBABSER.T C Region I, Office of Director 
83/03/20 1 2pp, 18277: 122 84X FIChe 30-057. 83/04/10, 0305020322 


0, Reportable occurrences, LERs it related correspondence 


0305100232 Forwards last page Inadver te nt ly omitted from recent 
submlttel re accident analysis of HX leak, 

HENRY. L 0. Neu York, State Univ of. Buffalo 83/03/06. 
THOMAS. C O Standard 1 latlon & Special Projects Branch, 2pp, 
10373 296, 24X Flche 50-057.03/05/06.8305100232 


DOCKET 50-62 UMIV OF VIRGINIA REBEARCH REACTOR 
F Security, medical, amergency it fire protection plans 


6305270316 Forwards IE Insp Rept 30-062/B3-01 on 830213-10 No 
noncompliance noted. 

VERREULI.D M Division of Project 6 Resident Programs. 63/03/23 

BRENIZER.J 8 Virginia# Unlv. of, Charlottesville. VA ip, 

18642,810 a4X Flche . 30-068. 83/03/23, 0305270316 


— 8305270325 IE Insp Rept 50-062/63-01 on 830213-10 No noncompliance 
noted Major areas Inspected, rad latlon protection 
PEERY.W.M,# BARR.K P Region 2. Office of Director 83/03/21, 
6pp, 10642’ 2U 24X Fiche 50-062.83/03/83,8305270316 


G3DS0S0263 Forwards LER 83-013/01T-0 
AUTIOifH A Yankee Atomic Electric Co. 
li Office of Director Ip 16336,041 
8305050263 


83/04/27 ALLAN# J Region 
24X Flche 50-029,83/04/27. 
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0 In«p«ctlon reportBr lE Bulletin* & correspondence 


8305270316 Forwerd* IE Imp Rept 50-062/83-01 on 03O215’-18 No 
noncflffpl 1 Ance noted 

VERRELLIi D M Dlvlilon of Project & Resident Programs 83/03/23 

BREN12ER« J 8 Vlr^lniai Unlv ofi Char lottesvl 1 lei VA Ip 

18642 210 24X Flche 50-062. Q3/03/23» 8305370316 


— 8305270335 IE Insp Rept 50-063/03-01 on 830215-18 No none onp 1 lance 
noted Major areas inspected radiation protection 
PEERYiW N I SARRiK P Region 2i Office of Director 03/03/21 
6pp 1B642 211 24X Fichs S0-063i 83/03/23i 8305270316 


8305270196 Ac k receipt of 030414 Itr re IE Insp Rept 50-062/03-01 6 
omittance of asterisk by name indicating attendance at 
exit meeting Ltr ui 1 1 be filed u/rept to correct error NRC 
techniques for measuring radl oac tivi tg discussed 

VERRELLliD M Division of Project 6 Resident Programs 83/05/10 

BRENIZER«J 9 Virginlai Unlv of, Char lottesvl lUi VA Ip 

10637 232 24 X Flche 50-062,03/05/10.8303270196 


—8305270226 Ac k receipt of 830323 Ur U IB Insp Rept 50-062/83-01 
Aitarlsk next to directors name Indicating meeting 
attendance omitted NRC techniques for measuring 
radioactlvl tg in uatar samples requested 

BRENlZERivJ 8 Virginia. Unlv of, Charlottesvll la, VA 83/04/14 

VERRELLIiD N Dlvitlon of Project t< Resident Programs ip 

10637 233 24X Flche 30-062.83/03/10,8305270196 


DOCKET 30-70 OENERAL ELECTRIC TEST REACTOR 


F Securitg, medical, tmergeneg it fire protection plans 


8305120037 Forward* Amend 13 to License TR-l, safety evaluation & notice 
of issuance it availabllitg Amend deletes phgslcal securitg 
requirements of tOCFRSO 34c it 10CFR73 

THOMAS. C,0 Standardl latlon Si Special Projects Branch 03/05/03 
DARHITZEL, R, H. Oeneral Electric Co 2pp 18443' 234 24X 

Fichf 50-070,83/05/03.8303120057 


—8305120067 Amend 13 to License TR-1 , deleting phgslcal securitg 
requirements of 10CFR50 34c it 10CFR73 

THOMAS. G 0 Standard 1 lation it Special Projects Branch. B3/05/03 
2pp 18443 236 24X Fiche 30-070.83/05/03,8303120057 


—8305120072 Safatg avaluatlon supporting Amend 13 to License TR-1 
« NRC - No Detailed Affiliation Oivan 83/05/03 2pp 
18443 230 24X Ficht 50-070.83/03/03.8303120057 


— B305120078 Notice of Issuance ti availabiUtg of Amend 13 to License 
Tft-1 

SGALGTTIiD G Standardl xatlon & Special Projects Branch 
83/05/03. 2pp 18443 240 24X FUhe 30-070. 83/05/03, S305120037 


0, Adjudicatorg corraspondenci 


S305030532 Ordtr extending time until 830603 for Commlision to act to 
review ALAB-720 

CHILK.S. U Office of the Seerttarg of the Commission 03/04/29 
Commissioners Ip 18295 320 24X Fiche 50-070,83/04/29. 

0305030532 


8303130035 Memorandum & order extending OE time to respond to A6LB 
830408 inquiry Into license reneual application until IS 
dags following sve of Commission decision uhsther to review 
ALAB-720 

FRYE. J. H Atomic Bafetg and Licensing Board Panel 83/05/12 
General Electric Co. 2pp IB436 315 24X Fiche 50-070.03/03/12, 

0305130035 


P Operating licansi stage documents it correspondence 


6305120057 Forwards Amend 13 to License TR-l, safety evaluation & notice 
of lifuanct l< availability Amend deletes physical security 
requirements of 10CFR50. 34c it 10GFR73. 

THOMAS. C 0. Standardl latlon ti Special Projects Branch 83/05/03, 
DARMITZEL, R, W. General Electric Co 2pp 18443'234. 24X 

Flche. 50-070. 83/05/03. 0305120037 


—8303120067 Amend 13 to License TR-i, deleting physical sacurity 
requtremants of 10CFR30. 34c U 10CFR73 

THOMAS. 0.0, Standard 1 latlon ii Special Projacts Branch. B3/05/03 
2pp. 1B443I236. 24X Flche' 50-070. 83/05/03. 8305120057 


—8303120072 Safety evaluation supporting Amend 13 to License TR-1 
e NRC - No Detailed Affiliation Given 83/05/03 2pp. 

18443’ 238 24X Flche. 30-070, 03/05/03. 8305120057 


— 0303120078 Notice of issuance i availability of Amend 13 to License 
TR-1 

8CALETTI,D C Standard! lation i« Special Projects Branch 
83/05/03 2pp 10443 240 24X Flche 30-070. 03/05/03. 8305120057 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P Operating license stage documents correspondence 


8305120089 Foruards Amend 15 to License R-OO & safety evaluation Amend 
reduces possession limits for unlrrsdiated SNM to 4 kg 
0-235 as fuel for operation 

THOIIAS.C 0 Standardliatlon i Special Projects Branch 83/05/03 
DARMITZEL, R W General Electric Co 2pp 18443 186 24X 

Flche 50-073. 03/05/03. 03051 200B9 


— 8305120096 Amend 15 to License R~33, reducing possession limits for 
unlrradlated SNM to 4 kg U-235 as fuel for operation 
THOMAS. C 0 Standardl xation & Special Projects Branch 83/05/03 
2pp 18443 180 24X Flche 50-073.83/05/03.8305120089 


— 8305120100 Safety evaluation supporting Amend 15 to License R-33 
« Standardization L Special Projects Branch 83/05/03 Ip 
10443 190 24X Flche 50-073.83/05/03.8305120089 


DOCKET 50-89 GENERAL ATOMIC CO 


J Insurance it Indemnity information 


8305160084 Forwards Endorsement 124 to NELIA Policy NF-34 & Endorsement 
59 to MAELU Policy MF-59 

ASHBURN.D J Marsh 4t McLennan. Inc 03/05/06 BALTZMAN, J 
Assistant Director for State & Licensee Relations 3pp 1B4S0 393 
24X Flche 50-089, 83/05/06. 8305160084 


Q Inspection reports. IE Bulletins 8. correspondence 


0305170429 Forwards IE Insp Rept* 50-0B9/83-01 it 50-163/03-01 on 
030404-08 it notice of violation 

STERNBERG, D M Region 5. Office of Director 93/04/29 PARKER, J H 
OA Technologies, Inc /General Atomic Co 2pp 18471 237 24X 

Flche 50-089,03/04/25,0309170489 


—8305170432 Notice of violation from Insp an 830404-09 

KIRSCH. D F Region 5, Office of Director 03/04/25 tp 
10471 839 24X Flche 50-089,83/04/85,8305170429 


—8303170437 IE Insp Repts 30-009/03-01 6 50-163/83-01 on 830404-08 
Noncompliance noted failure to conspicuously post high 
radiation area during performance of reactor experiment 
JOHNSON, P H . KlflSCH, D F Region 5, Office of Director 83/04/22 

5pp 18471 240 24X Fiche 50-0B9. 83/04/25. B305170429 


DOCKET 50-97 CORNELL UNIV ZERO POWER REACTOR 


0 Inspection reports, IE Bulletins it correspondence 


8309050283 Forwards IE Insp Repts 50-097/83-01 V SO-l 97/03-01 on 
830321-23 1. notice of violation 

BTARQBTECKIt R Division of Project 6 Resident Program* 03/04/21 
8TREETT. W B Cornell Unlv 2pp 10330 096 24X 

Flche 90-097, 03/04/21 , 8309090223 


— 6309090230 Notice of violation from insp on 830321-23 

» Region 1. Office of Director 83/04/21 Ip 10339 098 24X 

Flche 90-097, 03/04/21 1 8309050223 


—0309050236 IE Insp Rept* 50-097/83-01 it 50-137/83-01 on 830321-23 
Noncompllance noted failure of ward lab safety committee to 
perform annual audits of operations since 1900 Si failure of 
committee to meet quarterly in 19B2 

KINNEY. M W , ELSABSER.T C Region 1, Office of Director 
83/04/18 6pp 18330 099. 24X Flche 90-077, 93/04/21. 0305090223 


DOCKET 90-Ul NORTH CAROLINA STATE UNIV RESEARCH REACTOR 


G Inspection reports. IE Bulletins 8i correspondence 


8309270469 Forwards IE Insp Rept 90-111/83-01 t»n 830409-06 No 
noncompllance noted 

VERRELLl i D. M. Division of Project & Resident Program* 03/04/22 
COCKRELL. R 0 North Carolina State Unlv Ip 18644 134 24X 

Flche 50-111.03/04/22,8309270465 
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— 830S27C469 IE Ttisp Rept 50- 1 1 1 /"Sa-Ol on 830403-06 No nonconip 1 1 jnce 
not»d Major areas Inspected radiation protection associated 
u/termlnat i on of R-3 reactor license 

KAKLEj J Q Region S« Office of Director BARR* K P Divisiorii of 
Project tt l^e&fden-t Programs D3/-04/3i 3pp 1B644 15S 24X 

Flche SO-lli , 03/04/22* 8305270463 


DOCKET 30-1 IS UNI V OF OKLAHOMA RESEARCH REACTOR 


H Ottneral correspondence 


B30523047B Inforns oi C Jensen appointment as director of fatilltij 
ECLE^D H Okiahomar Univ of B3/09/f6 MILLER. J Olvlsianof 
Licensing Ip 1B9B? 032 24 K Flc he 30-1 IS* 63/03/16. 030523047^ 


— 9305090073 Responds to NRC 330316 Itr re violations noted in IE Imp 
Rapt SD-128/B2-D3 Corrective actions training sessions 
conducted for reactor operations personnel to demonstrate 
proper preparation of Ice bath 

PORTER* if A Taiai AttK U«iiv ^ College Btation. TX 03/04/12 

MADSEN. L Region A. Office of Director 8pp 18363 332 24X 

Fiche 30-128.03/03/04.8303090066 


R Periodic operating reports related correspondence 


8303230328 Nineteenth Progreas Rept of TX A6M Untv Nuclear Science 
Ctr 1982 N/S303i6 Itr 

» Texas A&M Univ * College Station* TX 03/04/30 THOMAS. G 
Standardisation it Special Projects Drench BBpp 18987 347 SAX 
Ficha 50-120.03/04/30.8305230326 


P Operating license stage documents & correspondence 


B303t 70114 Notification of 030317-19 meetings u/Univ of OK & LASL on 
site to revleu & evaluate reactor facility in connectlort u/ 
application for OL reneual 

EERNARD.H Sta ntfard i z at I o n it Special Projects Drench S3/03/12 
TH0MA8.C 0 Standardization & Special Projects Dranch 2pp 
18493 339 24X Fiche 90-112.63/03/12*0305170114 


DOCKET 50-123 UNIV OF MISSOURI RESEARCH REACTOR 


P Operating llcenie stage document! U correspondance 


6305310006 Advises that MK Strata hired a! reactor manager^ effect Ive 
930307 

aOLOM.AE Missouri. Univ of. Roila 93/05/23 CARTER. RE 
Standardi idtion 6 Special Projects Branch 2pp 16633 239. 24X 

F 1 c h e 50- 1 23. 63/0 3/23* 0 3053 1 0006 


R Periddic dperating reports 6 related correspondence 


8309030375 "Pr ogress Rspt.Unlv of MO-Rdlla Apr 1902 - Mar 1963 " 

BOLON. A E * BTRAKA. M Missouri. Univ of. Ralla 03/03/31 137pp 

10292 179 24X Fiche 50-123*83/03/31.8303030379 


DOCKET 50-126 TEXAS A1.M UNIV RESEARCH REACTOR 


P Qparsting license stage documents & correspondence 


6305120524 Fcruards Amend 9 to License R-63* safety evaluation* Cl A & 
notice of 1 seuance/negative declaration Amend reneus OL for 
20 yrs from date of issuance H/o SER 

EIBENKUT. D 0 Division of Licensing 63/03/30 ERDMAN* G A Texas 
A1<M Univ * College Station, TX 3pp 1B442 001 24X 

Fiche 50-126.83/03/30.0305120524 


— 9305120932 Amend 9 to License R-93. renewing OL for 20 yrs from data 
of iesuance 

£I8ENHUT*D 0 Division of Licensing BO/Oa/SO 69pp 10442 004 
24 X Fiche 50- 1 20 , 83/03 / 30, 030 51 20924 


DOCKET 50-129 WEST VIRGINIA UNIV RESEARCH REACTOR 


W Decommissioning Stage Documents S* Correspondence 


8305260308 Requests termination of License R-sa before 6L Blackshaw 
departure on 630630 Facllitv dismantled per approved 
procedures follotuing receipt of 600122 author! zatlon, 

COLLINS* W E Nest Virginia l/nlv 03/09/23 THOMAS. C 0 
Standard i xatlon t( Special Projects Branch 2Bpp 10626*266 24X 

Fiche 50-129*03/09/23.8303260300 


DOCKET 50-131 OMAHA VET ADMIN HQ8P RESEARCH REACTOR 


P Operating license stage documents U correspondence 


9305310012 Foruards response to 630511 questions re exhaust sgt. 
reflector p let form, reac ter br icfge* pneumatic transfer tube 
terminus a ssemb ly* scram circuit re lags. rad loactlvlty monitor 
It automatic regulating channel servo 

TURCOTTE. R L Vet Admin. Hasp Omaha, NE 83/05/23 THOMAS* C 0 
atanderdl z ation It Special Projects Branch 9pp 10653 221 24X 

Fiche 50-131.03/09/23*0305310012 


DOCKET 50-133 HUMBOLDT DAV POWER PLANT. UNIT 3 


F, Bscurlty* medical, emergency It fire protection plans 


0305020108 Forwards revs to security plan Revs withheld (ref 
10CFR73 21) 

CRANE, P A Pacific Oas & Electric Co 03/04/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 10270 241 
24X Fiche. 50-133.83/04/25*8309020109 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 1. holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc lilt end 

CiaENHUr.0. 0 Division of Licensing 03/09/il. Consolidated 
Edison Co of New York* Irtc 16pp 18940 099 24X 

Fiche 50-000. 03/09/ ii. 0309110034 


— 0305120337 ElA supporting Amend 9 to License il-B3 

a NRC - No Dateilsd Affiliation Given 63/03/30 6pp 
10442 071 24 X Fiche 90-120*63/03/00.9309120524 


— 8309120544 Notice of Issuance/negative declaration for Amend 9 to 
License R-B3 

EISENKUT. D <J Division of Liesnslng 03/03/30 2pp 10442 077 
24X Fiche 50-120*03/03/30,9305120524 


0305090252 Forwards '^Campletion & Results of Phase I of NSCR 
Post-Damege Pulse Test Program for Full FLfP TRIOA Core " 
FELTZiD E Teias AIM Univ . Collegs Btation, TX 03/04/29 
TMOMAS.C O. Standardization !< Special Projects Branch Ip. 
18330-022 24X Fiche 50-120.83/04/29,6305030292, 


— B30509D297 "Completion U Results of Phase I of NCCR Post-Damage Pulse 
Test Progrem for Full FLIP TRIOA Core 

JENNlNCSiF Teras AIM Univ , College Btation* TX. 03/04/13 
16pp 10330 023 24 X Fiche 90-128.03/04/29,8309050292, 


P Operating license stage documents it correspondence 


6309230407 Informs that backfltting matl will be forwarded as soon as 
available, in response to 930208 ltr 

FUROUBHtM. H, Pacific Oas it Electric Co 03/02/23 TDURTELLOTTE. J. 
Regulatory Reform Taeic Force Ip 18943.397 24X 

Fiche 50-000*03/02/23,8305230407 


8309230720 Forwerds List of utils responding to requests for cost 
figures on backfltting 

TGURTELLOTTE* J Regulatory Reform Task Force 83/04/11 
PALLADINO* N J. Commissioners. 2pp. 10342:272 24X 

Fiche: 50-000* 83/04/11* 8309230720 


8305020455 Generic Ltr 83-19^ to all power reactor It testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs 8vc list end 

EI8ENHUT.D O, Division of Licensing. 03/05/02. Consol Idated 
Edison Co of New York. Inc. 50pp. 10441*120 24X 

Fiche. 5Q-00Q* 03/09/02. 9309020455. 


0, Inspection reports* IE Bulletins S. correspoTiifence 


0309090066 Ac k receipt of 630412 ltr Informing NRC of steps taken to 
correct vlolationt noted in lE Imp Rept 30-120/82-03 
MADSEN* 0 L Region 4* Office of Director 03/05/04 PORTER. W, A. 
Texes A6M Univ . College Station. TX. In 10363 331. 24X 

Pith*. 90- 1 20. 03/03/04* 030 9090066 


8309090699 GetiBrlc Ltr 03-20 to all operating reactor llcenseee 1. 
holders of CPs re integrated scheduling for implementation 
of plant mods Bvt list and 

EI8ENHUT. 0-0 Division of Licensing- 03/09/09 Consolidated 
Edison Co. of New York. Inc 16pp. 10627 193 24X 

Fiche* 90-000, 83/09/09* 8309090639. 
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0 lntp>ction rtportti tE Bulletin* S 4 correapandence 


8S1S0&0383 IE Infq Notice 83~14j "Oeuatered Spent Ion Eichange Resin 
Susceptibility to Exothermic Chemicel Reaction " 6 vc list 
• nc 1 

TAYLOR I \J M Division of Safeguards 8 t Inspection Programs (Post 
8301031 63/03/21 Consolidated Edison Co of Neu York< Inc 

lt2pp 10308 319 24 X Fiche 50-000, 03/03/21, 8212060303 


0303040021 IE Info Notice 83-211 ‘‘Defective Emergency (iie Respirator " 
8 vc list end 

JORDAN, E L, Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/04/13 Consolidated Edison Co of Neie 

York, Inc lS 6 pp 10433 153 24X Fiche 30-000.03/04/13,8303040021 


0303040023 IE Info Notice 03-22, “DWR Saf ety/Re 1 lef Valve Failures " 
8 vc List end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Nete 

York, Inc 112pp 10383 089 24X Fiche 30-000, 83/04/22, 0303040023 


8303040023 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
aenslng Sys " Svc list end 

JORDAN, £ C Division of Emergency Preparedness it Engineering 
Rteponst (Poet 830103) 83/04/23 Consolidated Edison Co of New 

York, Inc 119pp 18301 291 24X Fiche- 30-000, 83/04/25, 8303040025 


8303040026 IE Info Notice 83-24, "Loose Parts In Secondary Bide of 
Steam Oeneratori at PWRs. " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc 115pp. 18382 047 24X Fiche 50-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness i> Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of New 

York, Inc llBpp, 18382 165 24X Fiche- 50-000, 83/04/28, 0303040027 


8303040028 IE Info Notice 83-26, "Failure of Safety/Relief Valve 
Discharge Line Vecuum Sreekers. " Svc list end 
JORDAN, E U. Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 83/05/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Fiche 50-000,83/05/03,8303040028 


8303040030 IE Info Notice 83-27, "Operatlonel Response to Events 
Concerning Deliberate Acts Directed Against Plant 
E<ioipment " Svc list end 

JORDAN, E L Olvliion of Emergency Preparedness U Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc. 112pp, 18382 282 24X Fiche 50-000,83/05/04,6303040030 


8303040031 lE Info Notice 83-28, "firiteria for Protective Action 
Recommendetions for General Emergendei, " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/05/04, Gansolldated Edison Co of New 

York, Inc. Il9pp, 18441 00 ! 24X Fiche. 50-000, 03/05/04, 8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation." Svc list end 

x>0RDAN, E L. Division of Emergency Preparedness << Engineering 
Response (Post 830103) 83/05/06. Consolidated Edison Co of New 

York, Inc. 115pp. 18523-248 24X Fiche- 50-000, 83/05/06, 8303040033 


8303040034 IE info Notice 83-30, '^Hlsapp I icatlon of Generic Emergency 
Operating Procedures (EPP) Guidelines." Svc list end 
JORDAN, E L. Division of Emergency Preparedness It Engineering 
Response (Post 030103), 83/05/11 Consolidated Edison Go. of New 

York, Inc. Il4pp. 18524*003 24X Flcher 50-000, 03/05/1 1, 8303040034 


8303040040 IE Info Notice 63-31, "Error In ADLPIPE Computer Program, " 
Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/05/19. Consolidated Edison Co of New 

York, Inc 114pp. 10697*009 24X Fiche 50-000,83/05/19,8303040040 


8303040046 IE Info Notice 63-33, "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 1, Engineering 
Response (Post 630103) 83/05/26 Consolidated Edison Co of New 

York, Inc 114pp. 18647 007. 24X Fiche; 50-000, 83/05/26, 8303040046. 


B. Reportable occurrences, LERs related correspondence 


8305170336 Forwards rtvlied LER a3-00l/O3L-l, 

SNIFFER, J.D. Pacific Gas St Electric Co 83/05/06. MARTIN, J. B. 
Region 5, Office of Director tp, 16465:123. 24X 

Fiche* 50-133, 83/05/06, 8305170336 


—0305170342 Revised LER a3-001/03L-l on 830316. fire occurred in dSO-volt 
circuit breaker supplying radwasLc pump Caused by fault to 
ground exacerbated by over capacity of fuse Design change 
will be Implemented to correct overrated fuses 
OETTY.B C Pacific Oas & Electric Co 83/03/06 Region 5, 

Office of Director 2pp 18463 134 24X Fiche 50- ! 33, B3/03/06, 

8305170336 


DOCKET 50-142 UCLA TRAINING REACTOR 


0 Adjudicatory correspondence 


8305030524 Response to Committee to Brldga the Gap B30414 motion 
opposing scheduling earlier date for filing of written 
testimony UCLA wishes to reserve right to modify witness 
list if new date set for hearing Certificate of Svc end 
CORMIER. W H California, Unlv of, Los Angeles 03/04/29 Atomic 
Safety and Licensing Board Panel 4pp 18306 35S 24X 

Fiche 50-142.83/04/29.8305030524 


8305030568 Response to A5LB 830414 order detailing licensee legal 
position re Committee to Bridge the Gap motion for summary 
disposition of Contention XVIt Summary disposition should 
not be granted Certificate of Svc end 

CORMIER. W H California, Unlv of, Los Angeles 03/04/29 llpp 
10305 324 24X Fiche 50-142, 03/04/29, 03O5O3O56B 


8305030574 Response to Committee to Bridge the Gap CCQO) 830414 motion 
to strike portions of UCLA response to CBO request for 
expedited ruling on Contention XIII Certificate of Svc end 
CORMIER, W H California, Unlv of, Los Angeles 83/04/29 Atomic 
Safety and Licensing Board Panel 8 pp 18303 311 24X 

Fiche 50-148,33/04/29,8305030574 


8305030494 Petition for reconsideration of ASUB 030422 order denying 
motions for summary disposition of Contention II (das* of 
License) Argument completely devoid of merit Certificate of 
Svc end 

HOODHEAD, C P Hearing Branch 4 B3/OS/02 Atomic 8 ef«ty and 

Licensing Board Panel 13pp 18306 332 24X Fiche 50-142,83/05/02. 

8305030494 


6305030582 Memorandum order denying Committee to Bridge the Gap 
830414 motion to strike portions of NRC UCLA responses 8 c 
830315 motion for expedited ruling on Oap 820907 motion for 
partial summary dlipoiition of Contention XIII 

FRYE, J H , BRIGHT, 0 0 , LUEBKE, £ A Atomic Safety and Licensing 
Board Panel 83/05/02 Committee to Bridge the Oap 4pp 
10306 094 24X Fich* 50-142,83/05/02,8305030582 


0305060520 Memorandum 6 order deferring con* idiratian of NRC 630502 
petition for reconsideration of ASLB 830422 memorandum & 
order denying motions for summary disposition of Contention 
II Ruling awaits receipt of alternate A 8 LB member rept 
BRIOHTiO 0 , LUEBKE, E A , FRYE, J H Atomic Safety and Licensing 
Board Panel 83/05/04 Spp 18351 092 24X Fiche 50-142,83/05/04, 

8305060520 


8305090473 Motion for reconsideration of ASLB 830422 memorandum b order 
to clarify scope of Contention 11 proceedings Certificate of 
Svc end Accounting based on actual use of reactor 
demonstrates that costs attributed to noncommercial use 
CORMIER,WH California, Untv of, Los Angeles 83/05/04 Atomic 
6 efety and Licensing Board Panel 7pp 18362*272 24X 

Fiche- 50-142, 03/05/04, 8305090473 


8305100330 Memorandum it order referring UCLA 830504 motion for 
reconsideration of A 8 LB 830422 order to alternate A 8 LB 
member, Responses to motion should bo filed w/olternate A 8 LB 
member an schedule to be established 

BRIGHT, 0 0 , LUEBKE, E A , FRYE, J H Atomic Bafety and Ulceniing 
Board Panel, 83/05/06 2pp 18376 360 24X Fiche 50-142,83/05/06, 

8305100330 


0305100312 Forwards portion of Unlv of FL 8 AR explaining spatial 
rolatlonship* it components of Argonaut in response to A 8 L 8 
830425 request 

WOODHEADrC.P. Office of the Executive Legal Director 83/05/09 
FRYE,JH , BRt<?KT,0 0 , LUEDKE, E A Atomic Safety and Licenilng 
Board Panel 25pp 18370 100. 24X Flcho 50-142,83/05/09, 

8305100312 


8305130076 Memorandum & order denying NRC 610413 motion for eummary 
dlepoittlon of Contention XX re physical security NRC 
directed to physically inventory 8 NM at UCLA it to rept 
findings to A 8 LB it parties ^ 

BRIGHT, 0 0., LUEBKE, E A , FRYE, J H Atomic Bafety and Licensing 
Board Panel 83/05/11 Office of the Executive Legal Director 
27pp. 18437*053 24X Fiche. 50-142. 83/05/1 1, 8305130076 



18 


DOCKETED ITEMS 


B309130079 Hemor^nduffl & order memor ial 1 i ing 03O9OS telcon Dlicutsionf 
held on NRC te^tinianij filing datei i hear ( ng & Iscuet 

BaiOHTtfl G t LUETBKE* E A , FRYE< J H Atomic Safety and Hcerulng 
Board Panel 83/03/11 8pp 1B437 080 24X FlcJje 50-142,83/03/11. 

8303130079 


B303130130 Memorandum h order that aahotaje iseue will not he 
coniidered under Contention XIX lieue ulll be coneldered 
under Contention XX 

BRIGHT^O 0 , LU£BKE,E A * FRYE. J H Atomic Safety and Licencing 
Board Panel 83/03/11 4pp 1B437 J70 24X Fiche 90-142.83/05/11, 

3305130130 


0305160144 Forwards prof (juall f Icat 1 ons of six NRC witnesses to appear 
at Sumner tc Fall 1983 hearings on safety issues 

HOQOHEAD.C P Hearing Branch 4 83/03/12 FRYE. J H , BRIGHT,© Q , 

LUEBKEnE A Atomic Safety and Licensing Board Panel Bpp 
18446 ISO 24X FIche 50-142.83/03/12,8305160164 


0309160163 Memorandum it arder deferring ruling an UCLA. HRC tc Committee 
to Bridge tha Gap motio-ns for summary disposition of 
Contention 1 . pending outcome of inherent safety bearings 
BRr0HT,0 a , LUEfiKE,E A . FRYE, J H Atomic Safety and Licensing 
Board Panel 83/05/13 California. Unlv of, Los Angeles 4pp 
10444-030 S4X Flche: *0-142. 83/05/13. 0305160163 


305170001 Response to alternate ASLB {tiember 830422 order establishing 
830324 hearing date Lists matl facts not in disputetmatl 
facts in dlspute.NRC witnesses & ta s tlmony . exM b 1 ts 6 time 
necessary for NHC preeantation Certificate of 8vc end 
WOODHEADiC P Hearing Branch 4 83/09/13 lOpp 10466:215 24X 

FiCh* 90-142,03/05/13,8305170001 


J305170063 Farwards stipulation re preparation for hearing on 
Contention II 

UOOOKEAOiC P Hearing Branch 4 83/09/13 LAURENSQff. J A Atomic 

Safety and Liceniing Board Panel ip 18466 253 24X 

rich# 90-142,03/05/13,8305170063 


—8305170067 Stipulation re preparation For hearing on Contention II 
Lifts erbiblts to be introduced, ul tnesses to be called 6 
estJmatei of time necessary to present case 

UOODHEADi C P Hearing Branch 4 TKDMPE-ON. D Committee to Bridge 
thi Gap CORMIER, H California, tlniv of, Los Angeles 03/09/12 
7pp 18466 294 24X FiChe 90-142,83/09/13,8309170063 


1305170-329 Discusses 830506 telcon per ASLB 830422 order. Items 
dl ecussed, Inc lud log estimates far direct presentation of 
caiei, eonta Ined In stipulation foruarded separately Summary 
of witness testimony in upcoming hearing end 

HIRSCMf, □ Committee to Bridge the Gap 83/05/13 LAUREN60N. J A 
Atomic Safety and Licensing Board Panel Spp 18469 225 24X 

FiChe 50-142, 93/05/13,8305170325 


1309240479 Response to Judge Uaurenson 930422 order re Contention II 
Parties stipulated to uitnessei 6 exhibits Bummarlies 
witnesses testimony UCLA cate ulll be presantad in 4 h 
Certificate op 9vc encl 

CORMIER. M H California, Unlv of, Los Angeles 83/09/13 6pp 
18949 332 S4X F 1 c he - 50-t 42, 83/09/ 13, 8309240479 


1305200496 Feruiards lubpeenas re c Lasa-op-llc nnse evidentiary hearing, 
for isiuancf Subpoenas relate to reactor operational & 
financial records detailing use 6 cost allocation for 
facility Related correspondence 

HIRSCH. D Committee to Bridge the Gap 83/05/16 LAURENSaM, J A 
Atomic Safety and Licensing Board Panel Ip 10914 031 24X 

Flchi 50-142.03/05/16,8309200496 


1305200692 Forwards L Vliyne statament of prof quellf Icatlons. Wayne will 
teitlfy on combua t Ion, cbemlca 1 react 1 ons, Wigner energy 6 
release 6 diiperilon of radionuc 1 Edes 

KIRSCN, D Committee to Bridge the Gap 03/09/16 MOODHEAD,C 
Hearing Branch 4. CORMIER, W California, Unlv of, Los Angelas 
NALtBOFF.L Sent a Monica. CA 2pp 18519 338 24X 

Flche 50-142,83/05/16,0305200692 


1305240499 Advises that univ has not racaived statements of prof 
qualifications of all proposed ultnessas In license renewal 
proceeding. Btatementf will be forwarded upon receipt 
CORfflERiW K California, Univ of, Los Angilei 83/05/18 
FRYE.J H , BRIGHT, 0 0 , LUEBKE.E.A Atomic Safety and Licensing 
Board Panel Ip. 18572:027 24X Flche 50-142.03/09/18,8305240499 


305230236 Notice of appearance In proceeding Certificate of Sve encl 
YOUMO, M A Hearing Branch 4 83/05/19 3pp 10939 184 24X 

Flche. 50-142, 83/05/19, 8305230236, 


8305240921 Response supporting UCLA 830504 motion for reconslderatlorf 
of ASLB 830422 order eatahllshing special prehearing 
conference for Contention II Issue of commarical use of 
reactor must be dec 1 ded. Car tif Icata of 8vc encl 

HOODMEADi C. P Hearing Branch 4 03/05/23 Atomic Safety and 

Licensing Board Panel 6pp 18971 110 24X Flche 50—142.03/05/23. 

8305240521 


H General corrospondance 


8305050041 FflTwards May 1983 Playboy article. "Terrorist Guide to 
1984 Olympics. “ for info 

BAY, J H Affiliation Unknown 83/04/20 Atomic Safety and 
Licensing Board Panel 6pp 10342 006 24X Flche 50-142.83/04/28. 

8305090041 


8 Inspection reports. EE Bulletlm i* correspondence 


0305160029 Ack receipt of 030427 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-142/83-01 
BOOK.H E Region 9, Office of Director 03/09/11 WEOST, H F 
California, Unlv of, Loi Angeles Ip 18453 007, 24X 

Flche 90-142,83/09/11,83-05160029 


— 8305160037 Responds to NRC 830323 Itr re violations noted in IE Insp 
Rept 90-142/83-01 Corrective actions routine survey findings 
to be routed to radiation safety of fleer, background & callbr 
check data entered into log & survey result! tabuleted 
WEOST.W F Callfornta, Univ of. Lot Angeles. 83/04/29 
BOOKrH E Region 9, Office of Director 9pp. 18453 000 24X 

Ficha 50-142.03 / 09/11,8309160027 


T Hearing transcripts on non-antltrust matters 


8305200613 Forwards JC Petersen tettlmony Petersen ulll testify at 
830924 hearing on Contention II 

WOOOHEAD, C P Hearing Branch 4 03/05/19 LAURENSON, J A Atomic 

Safety and Licensing Board Panel, Ip 18520 135 24X 

Flctie 90-142,83/05/19.8305200613 


— B309200624 Testimony of JC Petersen rs Committee to Bridge the Gap 
Contention II Us* of reactor from accounting 8< financial 
standpoint dlicusead Reactor primarily used for educational 
purposes MA Young notice of appearance encl 

PETERSEN, JC Office of Btat# Programs. Director 03/09/19 
14pp 10520 136 24X Fiche> 50-142. 83/09/17, 8305200613 


0309310199 Transcript of 830924 hearing in Los Angeles, CA re proposed 
license renewal Pp 1-103. 

* Atomic Safety and Licensing Board Panel 83/09/24 189pp 

18691 023 24X Flche 90-142.83/09/24,0305310199 


DOCKET 50-146 BAXTON NUCLEAR EXPERIMENTAL FACILITY 


H Oaneral correspondence 


8305020963 Forwards documents It metis to establish LPDR. focusing on 
decommissioning 8< possible dismantling of facility W/o 

ends 

SOUDER, J. L Division of Rules and Records 83/04/29 PENNELL, L 

Saxton. PA 8pp 18284 243 84 X Flche. 50-146, 83/04/25, 8309020963 


8305040096 Responds to 030328 Itr expressing concern re possible 
tflemantling of facility Saxton Nuclear Engineering Corp 
plans to raquest author ixat ion to dlimantle facility during 
lattar 19G0'i 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
83/04/25 FULLER. E Affiliation Unknoun 2pp. 18336.323. 24X 

Flche 90-146.83/04/29,8309040056 


P. Operating license stage documents 6 correspondence 


8305180077 Forward* std order for DDE work for "Consultant 8vci, 

P Naogy. for Hearing 8upport-Unlv of CA Nonpower Reactor 
License Reneual Application '* Cost of project funded by NRR 
operating reserve requested , N/o end. 

EIBENHUT, D.G. Division of Licensing FIN A-3727 03/04/07 

DENTON, H R. Office of Nuclear Reactor Regulation. Director ip. 
18499 362 24X Flc he; 90-146, 03/04/07. 8305100097 


DOCKETED ITEMS 


DOCKET SO- US UNIV OF KANSAS RESEARCH REACTOR 


0 tntptctlon reportii IE BulUting & corraspondgnce 


B309200192 Aclt r#c«ipt o<* 830414 Itr In^'ormlng NRC of ittpt taken to 
correct vlolatlont noted in IE Intp Rept 90**14B/B3-01 
MADSEN* 0 L Revlon A, Office of Director 83/05/16 KRAFT. D C 
Kaniai/ Unlv of Ip 18517 093 34X FIche 50-148.83/09/16, 

8305800192 


-‘•8309800196 Retponde to NRC 8303S5 Itr re vloletloni noted in IE Insp 
Rept 90-148/83-01 Corrective action* R fieilar will be 
appointed member of committee on radiation tourcet by 
830901 

KRAFT, D C Kan«a«. Univ of 83/04/14 MADSEN, 0 L Region 4, 
Office of Director Ip 18917 094 84X FIche 90-148,83/09/16. 

8309800198 


DOCKET 90-199 BIO ROCK POINT NLfCUEAR PLANT 


F. Security, medical, emerstney & fire protection plane 


B309110067 Reiponde to 821109 Itr tranemitting changei to tUltablllty. 
training & qualification plan Changei acceptable except for 
Itime identified In end Change re Item 4 requested per 
10CFR9<}. 90 End withheld (ref 10CFR73 81) 

CRUTCHFIELDi D Operating Reactor* Branch 9 83/09/06 

VANDEUALLE.O J. Consumere Power Co Ip 18400 111 24X 

FIche. 90-199. 83/09/06. B309U0067 


8309170404 Forward* de»criptlon of scope it objective* for emergency 
exercise scheduled for 830729-86. per NRC 830118 request 
VANDEUALLE. D. J Consumiri Power Co 83/03/09 KEPPLER.J 0 Region 
3. Office of Director 4pp 18467 390 84X FIche 90-199,03/09/09, 

8309170404 


6303110034 Oeneric Ltr 83-81 to all llcentet* of operating reactors, 
applicants for OLs S, holders of CPs re clarification of 
access to control proctdures for law enforcemsnt visits 
8vc list end 

EI8ENHUT, D 0 Division of Licensing 83/09/11 Consolidated 
Edison Co. of New York. Inc 16pp 18940 099 84X 

FIche- 90-000. 03/09/ 1 1 . 0309 1 1 0034 


8309170369 Comments on N11RE:0-0737. I tem III A 2,1. ^'Emergency 
Preparedness. Upgrade Emergency Plans to App E. i0CFR90 " 
Qnilte 6 Offsite emergency preparedness adequate Item 
complete 

CRUTCHFIELD. D. Operating Reactors Branch 9 63/09/16 

VANDEHALLE. D. 0, Consumers Power Co 9pp 16466-077 34X 

FIche. 90-199. 03/09/16. S309170369 


8309240376 Act receipt of 830909 ltr describing scope 6 objectives of 
emergency exercise scheduled for 630729-26. Agrees to verbel 
request for postponement of accountab 1 1 i ty/assemb ly drill as 
part of exercise until plant resumes full operation 
PAPERIELLQ.C J, Region 3. Office of Director 63/09/19 
DEWITT, R.B. Consumers Power Co Ip 10974.862. 84X 

FIche* 90-199, 83/09/19. 8309840376. 


6309860239 Aek receipt of 630131 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-139/08-13 
Noncompl lance 1 withdrawn Updated Tech Specs re fire 
barriers will be requested. 

6PE88ARD1 R. L. Division of Engineering 63/09/20, DEWITT. R B 
Consumers Power Co 2pp 18686 063 84X Flcht 50-199,83/09/20. 

8309860899 


—8309860866 Responds to NRC 821803 ltr re violations noted In IE Insp 
Rept 30-199/B2-13. Corrective actions plant drawings reviewed 
to verify that all ventilation duet dampers Included in new 
test procedure 6 emergency lighting test process developed. 
VANDEWALLE. D. U. Consumers Power Co 03/01/31, KEPPLER. vl. 0. 
Region 3, Office of Director 83pp 18686-089 24X 

FIche; 90-199. 63/09/80, 6309860299. 


0 Adjudicatory correspondence 


6309100404 Comments on licensee proposals to remedy deficiencies 
Identified In A8LB 620914 initial decision re emergency 
p lannlng. Licentf e has provided reasonable assurance of 
adequate protective meesures in event of emergency, 

GODDARD. R.J. Nearing Branch 3 63/04/07 Ip 16378:029. 24X 

FIche - 90-199, 63/04/07, 0309100404. 


— 6309100414 Re<iuesti assistance In initlatlrg action to assure that 
deficiencies identified in A8LB B309I4 second initial 
decision corrected Certificate of Svc encl 

GRIMES. D K Division of Emergency Preparedness (Pre 030103) 
82/11/30 KRIMM.R W Federal Emergency Management Agency Upp 
10378 032 24X Fiche 90-199, 63/04/07. B3D5100404 


6309160290 Informs that 830207 ltr re proposed expansion of spent 
fuel storage capacity forwarded to ABLB for consideration 
as limited appearance statement No request pending far 
operating permit Full-term OL granted on 640901 

CRUTCHFIELD. D Operating Reactors Branch 3 83/04/28 ANDERSON, J 

Aff mat ion Unknown Ip 16472 004 24X Fiche 50-193.63/04/20, 

6309160290 


0305040934 Responds to 830411 U 13 10CFR2 206 petition requesting nd 
addl fuel be allowed in spent fuel pool until Issue of 
structural adequacy resolved NRC is addressing substantive 
Issues raised by petition No addl action will be taken 
DENTON, H R Office of Nuclear Reactor Regulation, Director. 
63/09/03 CHRI8TA-MARIA Chrlsta-Marla 9pp 18381 109 84X 

Fiche 90-199, 03/09/03, 6309040934 


— 6309040936 Director M Decision DD-03-07 re J Bier 8, Chr 1 * ta-M»r la 
10CFR2 206 petition requesting no addl fuel be allowed in 
spent fuel pool NRC is taking action requested by 
petitioners so no further action needed at present time 
DENTON.H R Office of Nuclear Reactor Regulation. Director 
83/09/03 3pp 18321 114 24X F ich e 30- 1 55. 83/05/03. 8309040534 


— 8303040937 Forwards 8ER re spent fuel pool thermal hydraulic analysis 
supporting request for continued operation Temp of spent 
fuel pool concrete structure can be maintained below 190 F 
if normal fuel pool cooling sys lost 

CRUTCHFIELD, D Operating Reactors Branch 9 02/07/02, 

VANDEWALLEiO Consumers Power Co 2pp 18321 il9 24X 
Flcht 90-199.83/09/03.6309040934 


— 0309040939 Safety evaluation re spent fuel pool thermal hydraulic 
analysis supporting request for continued operation 
» NRC - No Detailed Affiliation Given 82/07/02 9pp 
16321 121 24X Flcht 90-199.03/09/03,0303040334 


— 6309040940 Notice of issuance of Director's Decision 00-83-07 r* 
J Bier tc Christa-Marla lOCFRS 806 petition requesting no 
addl fuel be allowed In spent fuel pool until issue of pool 
thermal /structural adequacy resolved 

CRUTCHFIELD, 0 Operating Reactors Branch 9 83/09/03 2pp 

18321 149 24X Fiche 90-199,83/09/03,53(59040334 


—6309040948 Telecopy 10CFR2 206 petition requaiting no edd 1 fuel be 
allowed in spent fuel pool until issue of pool thermal/ 
structural adequacy resolved 

BIER.J Affiliation Unknown CHR ISTA-KAR JA Chrlsta-Marla 
63/04/11 Comtni isionert 2pp 18321 147 24X 

Fiche 90-199,63/09/03,6309040534 


—8309040943 Telecopy errata to 830903 telecopy 10CFR2 206 petition re 
addition to spent fuel pool 

DI£R,J Affiliation Unknown 63/04/18 Comml selotiers Ip 
16321 190 24X Fiche 90-1 99, 63/05/03, 8303040534 


—0309040949 Advises that concerns raised by Concerned Cltlxens of 
Charlevoix 030411 10CFR8 806 petition are issues before ASLB 
or are being addressed by NRC petition can be answared 
briefly h quickly. 

HEBERMANiJ Regional Operations & Enforcement Division 
63/04/19 DENTON.H R Office of Nuclear Reactor Regulation. 
Director Ip 18381 151. 24X Fiche 90-199,83/09/03,0309040534 


6309040689 Responds to 630411 tt 12 10CFR2 206 petitions requesting no 
addl fuel be allowed in spent fuel pool until issue of 
structural adequacy resolved NRC is addressing substantive 
Issues raised by petition No addl action will be taken 
DENTON.H R. Office of Nuclear Reactor Regulation. Director 
63/09/03 DlERiJ Affiliation Unknown 3pp 16320:116 24X 

Fiche* 90-159, 83/09/03, 8309040629 


0309060495 Repts result* of 830426 conference w/NRC U Christa-Marla in 
Washington. DC. No basis exists for resolving matters raised 
by Intervenors which would lead to dismissal of emergency 
planning subcontentlone. 

OALLO.J Isham. Lincoln 6 Beal# GALLO, J Consumers Power Co 

63/09/03 BLOCH, P . PARIS, D H , 8H0N, F J Atomic Safety and 
Licensing Board Panel 8pp 18391 194 84X Fic he: 90-1 99, 83/09/03, 

6309060499 


—6309100409 Gommanti on FEMA asseesments of util reiponeei to A8LB 
contentions re emergency preparedness program protective 
meaeurts for offsite population 

HINDisl. A. Division of Radiological 6 Materials Safety Programs. 
63/03/31. EI8ENHUT. D, 0, Division of Licensing Spp 16376 030. 
24X Fiche: 90-199, 83/04/07. 0309100404. 
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DOCKETED ITEMS 


B30S1&0290 R»serv«i right to contest approprlat«7ies5 of licensee option 
for lummary d isposlticn n eoergenev planning contantlons on 
spent fuel pool ood Disputed Issues of fact can be resolved 
only by hearing Certificate of Sve end. 

SEMUfLiH Antioch School of Laufr Hashlngtoni CC SEMMELfW 
Christa^'Marla 63/09/04 BLOCHrP . PARtSrO H . SHQtJ< F J Atomic 

Safety and Licensing Board Panel 3pp 18371 2&5 247 

Flchi 30 - 195 , a3/05/04»630S100290 


B309110L41 Foruardi Ctiarlevols County 030427 reiolotion b 830427 Itr to 
Charlevoli County Board of Commissioners re application for 
financial assistance to support emergency preparedness plan 
S( funds for training emergency personnel 

CDFELAhTD^ V. 0 Isham, Lincoln 4i Beale 83/09/03 BLOCH, P , 

PARig-iQ H ■, 8 HQhr,F J Atomic Safety and Licensing Board Panel 4pp 

16393 33B> 24X Flche 90-135,83/03/05.8303110141 


303120297 Concurs u/H 8 emm.el understanding of Judge Bloch 630903 
telcons r* emergency planning/spent fuel pool mod ASLB 
ati/altlng testimony before taking action 

O'NEILL, J O'Neill, J 83/03/0? BLOCH, P.B , PAirrS,0 H , 8H0H, F J 
Atomic Safety and Licensing Board Panel Ip 18431 023 24X 

Flche 30-153,83/05/09.9303120287 


B3051G0ia9 aeiiuefts ASLB syntheslii existing record % rule on Cdhether 
any disputed Issue of fact exists uiarrantlng convening 
hearing Further deterioration of situation should ha 
avoided 

OALLOi J Ishem, LiacolP 4< Beale OALLO, J. Consumers Pourer Co 
83/03/0? BLOCH, P.B , PARfa, 0 H r 5HDH, F J Atomic Safety and 
Licensing Board Panel 2pp 18440 047 24X Flche 30-133,83/03/09, 

8303130189 


B309i90S43 Advises that appeal of ASLAB 830427 Decision ALAB-723, uUl 
be filed at appropriate time Extension to B30A02 for filing 
objections re((uested 

O'hlEILL.JH O'NeiU, J 83/09/lA. PALLADJNO. M J , R0BERT8.T , 
AHEARNE.J Commissioners. Lp 18301:383 247 

Flche 30-l99i 83/09/16, 8309190245 


a30919036<& Motion that all ASLB partial Initial decisions be set aside 
as June 1902 hearings proceeded on basis of util 
mi ireprasentet Ion. Monetary & punitive ralief also reported 
SEMMELiH Christa-Marla 8 EMMEL 1 H Antioch School of Lay, 
Washington, DC 63/03/16 Atomic Bafaty and Licensing Board 
Panel 3pp 18300.073 24X Flche 30-133,83/03/16,8309190366 


— 8303I9037I Adviees of util continuing misrepresentation affecting 
lalsty 6 Integrity of Commission processes Dlscrapanc 1 es 
exist in util statements re necessity of unloading entire 
core to ccmpltte lO-yr inservlce Insp program 
6 £hhEL,M Antioch School of Lay, Washington, DC 8 EHMEL«H 
Chrlsta-Waria 83/03/06 PALLADINO, N J , AHBARNErJ , 0IHNSKY,V 
Gammlit loners 2pp. 19900 076 24X Flche 90- 133i 83/09/16, 

8309190366 


8309190373 Affidavit from H Simmel 830303 ielcon y/NRC project manager 
A Emch Util intends to conduct lO-yr insp u/o rsAOVlng all 
fuel from raactor core Fuel that cannot fit In pool uill be 
moved Certificate of Sve encl 

SEMMEL.K Chrlsta-Marla 63/09/17, 3pp. 18300 0B4 24X 

Flche. 30-l95r 83/03/16, 8303190366 


3309200610 Forwards mtica 1 laneoui documents w/varylng degrees of 
pertinence to proceeding Documents relate to spent fuel 
pool thermal/structural analyses 

OALLO, J I sham, Lincoln ti Beale OALLQ, J Consumers Power Co 
83/09/18 BLOCH, P 8 , FARTS. 0 K , 8H0M, F. J Atomic Bafaty and 
Licanetng Board Panel, t7pp 18920 049 24X Flche ; 30-139, 83/09/18, 

8309200610. 


8309260180 Advises that funding assistance Imperative If emergency 
planning guidelines to ba met Funds needed to complete 
emergency Ttsponse personnel training 6 eyulp emergency 
operations ctr W/Certlf tea te of 8 vc Related correspondence 
BREAKER, T > MUMA, F. E Charlevoix, MI. 83/09/18 Atomic Safety 
end Licensing Board Panel 8 pp 13399 262, 24X 

Flche, 30-133, 83/03/18, 8303360180. 


8305200948 Order extending time until 8307D6 for Commission to act to 
review ALAfl-725 Time for filing petitions for Commlseion 
review of ALA8-729 extended until 830602 

GHILK 18 J, Office of the Secretary of the Gomnisslon* 83/03/19 
Commliiioners Ip. 18916:001 24X Flche 30-199,83/09/19, 

0303200946, 


8309200638 Confirms S3091? teJeon In response to J Oello 830909 Itr to 
8 J Chill RtspoTise to H Semme 1 930906 cdmm-unlcat ion should be 
directed to ASLB 

8'rUCKY,9W Docketing 6 Services Branch. 03/05/19, OALLO, J, 

Ishem, Lincoln L Beale, lp. 18320' 132 24X Flche; 30-139, 83 / 03 / 19, 

6309200638. 


G303240328 Motion to reconsider ASLAB 830427 Decision ALAB-729 6 for 
leave to file out-of-time ASLAB ehould Instruct ASLB that 
ASLB may require analysis of criticality if ASLB enumerates 
facts that trigger ererctse of d lacretlonary judgement, 

O'NEILL, J O'Neill, J 83/03/19 Atomic Safety and Licensing 
Appeal Panel 2pp 1B371 189 24X Flche 30-193, 83/03/19, 

8303240520 


B30924043B Motion for extension until 830613 to reply to Intervenors 
Cbr Ista-Mar ia motion re misrepresentation by licensee 
Certificate of 8 vc end 

OALLO, J Consumers Power Co OALLO, J Isham, Lincoln 6 Beale. 

83/05/20 Atomic Safety and Licensing Board Panel 3pp 
18371 063 24X Flche 90-135,03/09/20,8303240439 


Q30924032'O Order granting J O'Neill 830917 motion to consider motion 
for reconsideration out-of^tlme Hotlon for reconsideration 
of ASLAB 830427 Decision AUAB-729 denied 

SKOEMAKER, C -J Atomic Safety and Licensing Appeal Panel 63/03/20 
2pp 18371* 179 24X Flche 90-135,03/05/20,8303240320 


8309240913 Responds to J OaUo U J O'Neill 030909 Itrs ASLB decision re 
emergency planning contention should await NRC region St FEMA 
comments on intervener 830314 filing concerning util 
responee to A3LB 830914 order 

BACHNANN, R O. Heerlng Branch I 03/09/23 BLOGH, P B , 8H0N, F J , 
PARIS, a H Atomic Safety end Licensing Boerd Panel 2pp, 

18371 116 24X Flche 90- l33i 83/03/23, 8303240913 


8309270020 Motion for extension until 830606 to file NRG response to 
J O'Nein 030319 petition for Commission review of 
ALAB-729 Motion sent by telex but not received by NRG until 
830329 Certificate Of 9vc end 

BACHMANN, R 0 Hearing Branch 1 03/03/23 Commissioners. 3pp 

18638,314 24 X F1 c he: 30-199, 83/09/23, 8303270020 


B3033tD0-21 Order extending time until 830630 for Commission to act to 
review Director's Decision OD-03-7 

CHILW, 8 J Office o-f the Secretary of the Commission 83/03/26 
Gommlsetoners lp 18693 126 24X Flche 50-133,83/03/86, 

8309310021 


J. Insurance U Indemnity information 


8309240280 Forwards Endorsement 96 to NELIA Policy NF-117 

FRO(/NF£LKER,R Consumers power Co 83/03/20 8 ALTZMAN, J NRC - No 
Detailed Affiliation Olven 2pp 10348.202 24X 

Flche 30-133,03/03/20,8303240200 


P Operating license stage documents 6 correspondence 


8309230720 Foruards list of utils responding to requests for cost 
figures on backHttIng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADtNDiN J Commissioners 2pp 18942 272 24X 

Flche, 90-000, 03/04/11,8303230720 


8309020202 Forwards analysis of SEP Topic XV-B, "Control Rod 
Mlsoperat Ion* ^ per Integrated assessment 921113-19 meetings. 
Acceptable fuel damage limit for single control rod 
withdrawal accident not exceeded Topic resolved 

TONER, K. A Consumers Power Co. 03/04/29 CRUTCHFIELD, D Operating 
Raactors Branch 3, 7pp 18270 133 24X Flche 30-193,83/04/23, 

0303020202 


8303020294 Forwards response to NRC 030313 questions on sensitivity 
studies performed on RETRAN analysts Approval requested 
prior to scheduled startup following next refueling outage 
BOROINE^T C Consumers Power Co 83/04/26 CRUTCHFIELD, D 
Operating Reactors Branch 9 6 pp 18277 244 24X 

Flche. 30-159, a3/04/26i 8303020294 


8303020439 Generic Ltr 03-19 to all power reactor & testing licensees 
re new procedures for providing public notice concerning 
Issuance oP emends to OLs Sve list encl 

EI 8 ENHUT, D Q Division of Licensing 83/09/02 Consolidated 
Edison Co of New York, Inc. 90pp. 10441' 120 24X 

Flche 30-000,83/09/02,8303020495 


8309040166 Advises that action required by Amend 36 to License DPR -6 to 
initiate negotiations w/DOE re disposal of high level weste 
or spent nuclear fuel considered complete, based on pursuit 
pP contrect u/DOE 

CRUTCHFIELD, O, Operating Reactors Branch 3. B3/09/03. 

VFANDEifALLE, D st Consumers Power Co 3pp 18324 031, 24X 

Flche 90-199,83/09/03,0303040166 


8309040196 Notification of 030909 meeting w/utll U NU 8 In Germantown/ MP 
to discuss tharmal analysis of spent fuel pool 

EMCK/R. L, Operating Reactors Branch 5 83/09/03 CRUTCHFIELD, D. 

Operating Raactors Branch 9, 4pp 18323' 33S 24X 

F 1 cha 90- 1 99i 83/09/03, 83090401 96, 
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6309170410 Respond* to Q30803 1 tr re performance of containment 
intefiratvd leak rate tests Util does not concur ui/ 

Interpretation of App J requirements that corrected reiults 
for 1982 Type A test exceeded max allouable leakage limits 
VANDEWAULEi D J Consumers Pouer Co 83/09/06 KEPPLERr J Q Region 
3i Office of Director Zpp 1Q4A9 246 24X Flche 90-J99i 03/03/06, 

8309170410 


B309090699 Generic Ltr GS-ZO to all operating reactor licensees %t 
holders of CPs re Integrated scheduling for implementation 
of plant mods avc list end 

EteENHUTrD 0 Division of Licensing 03/09/09 Consolidated 
Edison Co of Ncu Vork. Inc 16pp 18627 133 24X 

FUhe OO-OOOj 03/09/09, 0303090639 


0309240903 ForM»ards Rev 1 to CPC-aA '‘OA Program Description for 
operational Nuclear Pouer Plants Changes do not reduce 
commitments accepted bg NRC on 630112 Submittal serves at 
annual rept 

VANDEUALLErD J Coniumars Pouer Co 83/03/11 KEPPLER. J 0 Region 
Office of Director 2pp 16979 116 24X Fiche 90>000i 83/09/1 1. 

8309240909 


— 8309240969 Rev I to ”0A Program Description for Operational Nuclear 
Pouer Plents " 

REVNOLDSiJ M i DEUITT, R 0 i COOK, J U Consumers Pouer Co CPC-2A 
ROl 03/01/10 90pp 10979 110 24X Fiche 30*000,83/09/11, 

0303240909 


0309160031 Bumdiarg of 830429 meeting u/util NUB Corp in Oermantoun, MD 
re thermal/structural analysis of spent fuel pool List of 
reilueited addl info on unresolved issues end 

EKCK, R L, Operating Reactors Branch 9 83/09/13 Operating 

Reactors Branch 9. 6pp 10493 143 24X Fiche 90*195,63/09/13. 

8309160031, 


8309190196 Fortfardt "8EP Investigation Into Possible Existence of 
BOlutlon Cavities Beneath Big Rock Point Nuclear Power Plant 
Near Charlevol x, NI, " In response to NRC 021012 BER re SEP 
Topics 11-4 ti II-4 B 

TOMER, K A Consumers Power Co 83/09/13 CRUTCHFIELD, D Operating 

Reactors Branch 9 2pp 18302 267 24X Fiche 30*193,63/09/13, 

8309190196. 


—8309190201 '*8£P’ Investigation Into Possible Existence of Solution 
Cavities Beneath Big Rock Point Nuclear Pouer Plant Near 
Charlevoix, Ml. 

BREWSTER, A., HEISENHE I HER, U 01 Ibert/Commonwea 1 th Cos 83/02/09 
9pp, 10902 268 24X Fiche* 90*139, 83/09/13,8309190196. 


0309180292 Foruardi safetg evaluation approving use of spent fuel pool 
to licensed capadtg of 193 spent fuel assemblies provided 
reactor not operating or in cold shutdown 
CRUTCHFIELD, D Operating Reactors Branch 9, 93/09/16 

UANDEWALLE, 0 Coniumeri Power Co 4pp 18490 333 24X 

Fiehe: 90*199, 83/09/16. 6309100292 


**8309180297 Safety evaluation approving use of spent fuel pool to 
licensed capacity of 193 spent fuel assemblies provided 
reactor not operating or in cold shutdown 

« Office of Nuclear Reactor Regulation, Director 03/09/16 7pp 
18490-337 24X Flche. 90*1 99, 03/09/16, 0303180292 


6309200610 Forwards mlscel laneous documents w/varylng degrees of 
pertinence to proceeding Documents relete to spent fuel 
pool thermal/struc tura 1 analyses 

OALLO, J Isham, Lincoln Beale, OALLO, J Consumers Power Co 
83/03/18 BLacH,P.8.i PARI8,0H, 8H0N,F. J Atomic Safety and 
Licensing Board Pansl. 17pp 18320-049 24X Fiche* 30-199, 03/09/10, 

0309200610. 


8309310149 Notification of 830602 meeting w/util 4, Nuclear Utils 8vc 
in BethesdaiHD to discuss thermal analysis of spent fuel 
pool. 

EHCH, R. L. Operating Reactors Branch 9. 83/09/26 CRUTCHFIELD, D 

Oparatlng Reactors Branch 5 3pp, 18699:041 24X 

Fichs: 90*199,83/09/26, 8309310149 


0. Inspection reports, IE Bulletins l< correspondence 


0212060389 IE Info Notice 83*14, ’^Deuatered Bpent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction.'* 8vc list 
end, 

TA^OR, J. M. Division of Safeguards Inspection Programs <Post 
030103), 83/03/21. Consolidated Edison Co. of Neu York, Inc 

il0pp. 1B30B 319 24X Fiche 90*000,83/03/21,8212060309. 


6303040021 IE Info Notice 83*21, '*Dsfectlve Emergency Use Respirator.*' 
Svd list cncl. 

UORDAN,£. L. Division of Emergency Frtparednese Engineering 
Response (Post 830103) 83/04/19. Coniolldated Edison Co of Neu 

York, Inc, 126pp. 16439.199. 24X FlC he: 90*000, 03/04/19, 8303040021 


6303040023 lE Info Notice 83*22, "BUR Ga f e ty/Re I i e f Valve Failures ” 
Sve list enc ) 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/04/22 Consolidated Edison Co of New 

York, Inc U2pp 10303 009 g4X Fiche 90*000,83/04/22,8303040023 


8303040025 lE Info Notice 03*23, -'Inoperable Containment Atmosphere 
Benilng Sys Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/04/29 Consolidated Edison Co of New 

York, Inc 119pp 183B1 291 24X Fiche 50*000,83/04/29.8303040029 


8309170166 Forwards IE insp Rept 30-155/83-04 on 030101-0304 &, 1 4 & 
notice of violation 

SHAFER, U D Region 3, Office of Director 63/04/27 DEWITTiR 8 
Consumers Power Co 2pp 18469 163 24X Fiche 50-159, 03/04/27, 
8305170166 


**8305170160 Notice of violation from Insp on 030101*0304 & 14 
SHAFER, U D Region 3, Office of Director 03/04/27 3pp 
18467 169 24X Fiche 50-195,03/04/27,0309170166 


— 0309170174 IE Insp Rept 90-193/03*04 on 030101*0304 & 14 Non c omp 1 1 anc e 
noted ends of pipe & tubing not taped in storage, tape & 
shipping stickers not ch lor ld'e*fr»e used on stainless steel 
tc storage areas not maintained clean & dry 

WRIGHT, 0 C , PARKER. H E , DOVD, D C Regiort 3, Office of Director 
03/04/27 9pp 10469 160 24X Fiche 50*159,63/04/27,0309170166 


B303040026 IE Info Notice 63-24, "Loose Parts in Secondary Bids of 
Steam Generators at PURt " Sve list end 

JORDAN. E L Division of Emergency Preparedness Sc Enginserlng 
Response (Post 030103) 03/04/20 Conso li dated Edison Co of Neu 

York, Inc 119pp 18302 047 24X Fic he 90*000, 03/04/28, 0303040026 


0303040027 IE Info Notice 83-29, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103). 03/04/20 Consolidated Edison Co of New 

York, Inc llBpp 18302 169 24X Fiche 90-000, B3/04/88< 0303040027 


B30304002G IE Info Notice 03-26, "Failure of Safety /Relief Valve 
Oltcharge Lint Vacuum Breekers '* 8vc list end 
JORDAN, E L Division Of Emergency Preparedntss Sc Engineering 
Response (Post 830103) 03/05/03 Consolidated Edison Co. of New 

York, Inc 122pp 18441 170 24X Fiche 50*000,83/05/03.8303040028 


8303040030 IE Info Notice 93-27, "Qperatlonel ftesponee to Events 
Concerning Pellberat* Acts Directed Against Plant 
Equipment " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 4( Engineering 
Response (Post 030103) 03/09/04 Consol Idatsd Edison Co of New 

York, Inc I12pp 18382 202 24X Fiche 50-000, 83/05/04.8303040030 


8303040031 IE Info Notice 83*28, "Criteria for Protective Action 
Recommendetlons for Gsnerel Emergencies " Sve list end 
JORDAN,E L Division Of Emergency Preparedness 4, Engiheering 
Response (Post B30I03) 83/05/04 Consolidated Edison Co. of New 

York, Inc 119pp 10441 001 24X Fiche 90-000*83/05/04.8303040031 


0305130215 Forwards Magnaflux Test Insp Procedures 22 A 36,22 A 39, 

22 A 21 27 A 1 used in 030311 demonstration of ultrasonic 

tsst performance capability in detection of intergranular 
stress corrosion cracking, per IE Bulletin 83-02 

BORDINEiT C Consumer* Pouer Co 83/09/04 KEPPLER,J 0 Region 3. 
Office of Director 0pp 18439.291 24X Fiche 90-1 99i 03/09/04, 

8309130219 


— 0309130221 Rev 0 to Tsst It Insp Procedure 22 A 36, "Remote Recording 
Devices During Ultrasonic Exam " 

e Magnaflux, Corp 03/02/29 7pp 18439 299 24X 

Flchf 90-199, 03/09/04, 0309130219 


—8309130233 Rev 2 to Test It Insp Procedure 22 A 39, "Ultrasonic 
Exam of Austenitic Piping l< Branch Connected Welds for 
Intergranular Stress Corrosion Cracking " 
e Magnaflux, Corp 03/03/05 26pp 18499 266 84X 

Fiche 90-199,83/09/04,0309130215 


— 8309130237 Rev 0 to Test Ic Imp Procedure 22 A 21, "Ultrasonic 
Exam Oeneral Requirements. " 

e Magnaflux, Corp, B2/I2/30, 14pp 18499 292 24X 

Fiche 90-159,03/09/04,8309130215 


— 0309130241 Rev O to Test & Imp Procedure 27 A 1. '*htaklng t« 
Incrementing of Weld* far NDE " 

e Magnaflux, C«rp 83/02/29 12pp 10499 306 24X 

Fiche, 90*159, 83/09/04, 8305 130215 



22 


DOCKETED ITEMS 


a3030-?04B4 Summarij of 830419 meeti-ng uj/ut(l In ^et^e■s(^a^HD re 
Integrated asseieraent it ranking schsn\e utljired bv util 
Neit meeting will be held onsite on a30509'’ll 

GMCHpR L Dperating Reactors Branch 3 83/03/03 Operating 

Reactors Sranch 3 3p p 18360 2^0 ZAX Fiche 30- [ 33. 83/03/03. 
8303090484 


@303040033 IE Info Notice @3-291 “Fuel Binding Caused bg Fuel Rack 
Diformatlon “ Eve list end 

JORDAMrE L Divli-lon of Eimergencg Preparedness Si Engineering 
Response (Past 830103) 83/03/06 Consolidated Edison Co of New 

Vork, Inc ll3pp 18323 248 24X Flche 30-000,83/03/06,8303040033 


8303040034 IE Info Notice 83-30, “Misapplication of Generic Etnergencg 
Operating Pracedurei <EOP» Ouidollnei “ Sve Jist end 
JOROAM, E L Division of Emergencg Preparedness S< Engineering 
Response (Post 830103) 03/09/11 Consolidated Edison Co of New 

Vork, Inc I14pp 18324 003 24 X Flche 30-000,63/03/11.8303040034 


B303i903t7 Responds to Action Item 2 of IE Hullctin 63-02, *'£tress 
Corrosion Cracking In Large-Diameter Stainless Steel 
Recirculation 8ys Piping at DWR Plants " Eleven welds 
Incorporated In Inservlce Insp 

BDRBINE. TC Consumers Power Co 03/05/12 CRUTCHFIELD. D 
Operating Reactors Branch 5 2pP 1B501 097 S4X 
Flcfif 30-193, 83/03/12.. 830919031 7 


8305830044 Forwards addl request for relief from performing ultrasonic 
exam of instrument line nairle inner radius sections as part 
of AGUE Code Inservlce Insp requirements Notification needed 
b 9 630601 if request denied 

BORDINE.TC. Consumers Power Co, 83/05/16 CRUTCHFIELD# D 
Operating Reactors Branch 9 3pp 16539.194 24X 

Flche' 50-193, 83/05/16, 8303330044 


6303040040 lE Info Notice 63-31., ''Error In ABLPIPE Computer Program 
Sve list end 

JORDAN, E L Division Of Emergancq Preparedness Engineering 
Response <Post 830103) 03/05/19 Consolidated Edison Co. of New 

York. Inc 114pp 10697 009 24)(Fiche 50-000,63/05/19,6303040040 


6305860S3? Ack receipt of 030131 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-199/02-13 
NoncompHanca 1 withdrawn Updated Tech Specs re fire 
barriers will be requested 

SPeSSARO, R L Division of Engineering 83/05/20 DEWITT, R D 
Consumers Power Co 2pp 16686 003 24X Flche 30-195,03/09/20, 

6305360899 


— 6305260866 Responds to NRC 881203 Ifcr re violations noted In IE Insp 
Rept S0-I99/82-13 Corrective actions plant drawings reviewed 
to verify that all ventilation duct dampers included In new 
test procedure & emergency lighting test process developed 
VANDEWALLE, D J Consumers Power Co 83/01/31, KEPPLER.J Q 
Region 3, Office of Director, 23pp 18626 085 84X 

Fich# 50-153, 83/05/80,630 5260299 


8303040046 IE Info Notice 63-33. "Nonrepresentet I ve Sampling of 
Contaminated 611," Sve list end 

JORDAN. E L Division of Effiarpency Preparedness Engineering 
Response IPost 630103) 63/09/26 Consolidated Edison Co of New 

Yorkr Inc 114pp. 18647 007 24)C Fiche 50-000,63/09/26,0303040046 


n Periodic operating reports St related correspondence 


B309830270 "Active Mod Projec ts, Opera t Ing FWH. 1982 " 

e ConsumBrs Power Go 82/12/31 4pp, 18576 332 24X 

F 1 c h 1 : 90 - 000, 62 / 1 2/3 1 r 0 309230270 


6 Reportable occurrences, LGRs & related correspondence 


8309230573 Forwards engineering evaluation rapt. '"Cracks I, Leaks In 
Small Diameter Piping ” 

BROWN. C J Reactor aperations Analysis Branch 03/04/19 
GEYFRIT. K Y Reactor Operations Analysis Branch Ip 16941 342 
84 X Fiche 90-000,83/04/19,8305230973 


‘6305230619 "Cracks I, Leaks in Small Diameter Piping,” engineering 
eveluatlon rept Smell pipe leaks associated w/unanticlpated 
vibration problems require addl supports or rerouting of 
p Iping 

BROWNfE J Reactor Operations Analysis Branch 83/04/19 9pp 
18941 343 24X Fiche. 90-000,83/04/19,8309230573. 


DOCKET 90-156 UN IV OF WISCONSIN RESEARCH REACTOR 


F SocUTlty, medical, emergency S, fire protection plans 


B3D9100363 Forwards IE Safeguards Insp Rept 90-156/83-01 on 630404-06 Si 
notice of violation Notice of violation & rept details 
withheld <ref lOCFR7a 81 8 790) 

HILLER, J R Region 3, Office of Director 03/09/04 CASKWELL, R J 
Wisconsin, Vnlv of, ffadison 2pp 18379 039 24X 

Fiche 50-196,83/09/04,6305100363 


—6309100371 IE aafeguards Inep Rept 90-156/03-01 on 830404-06 
Noncomplianc e noted provisions of 10CFR73, 21 not 
Implimented as required Details withheld (ref 10CFR73 81 Si 
2 790) 

STAPLETON, D U , CREED, J R Region 3, Office of Director 

83/05/04 Ip 18379 041 24X Fiche 50-1 96, B3/09/04i 8309100363 


8309100383 Forteards IE Safeguards Insp Rept 90-156/83-08 on 830419 S< 
80 No noncampl lance noted 

MILLER, J R Region 3, Office of Director 83/09/06 GAQHHELL, R J. 
Wisconsin, Univ of, Madison 2pp 1B37Q'382 24X 

Fiche: 90-156, 83/09/06, 8305100323 


— 93D5I00369 1£ Safeguards Insp Rept 90-156/63-08 on 630419 Si 80 No 
noncomp 1 lane e noted. Major areas inspected nuclear matl 
control & ac countab 1 1 1 ty , measurement Si controls Si shipping 
fa receiving Details withheld (ref 10CFR2 790) 

HNtCELEY, J R , CREED, J R Region 3. Office of Director 83/05/09 
Ip 16370 324 24X Fiche 90-196,63/09/06,0305100323 


Q Inspection reports, IE Bulletins fa correspondence 


6309100363 Forwards IE Safeguards insp Rept 90-196/03-01 on 030404-06 fa 
notice of violation Notice of violation fa rept details 
withheld (ref lGCFft73. 21 fa 2,790) 

HJLLeR,J R Region 3, Office of Director 03/09/04 CABHWELL, R. J, 
Uisconeln, Unlv of, Madison 2pp 10379 039 84X 

Fic h • . 90- 1 96, 63/05/04, 0309 1 00363 


—0309100371 IE Safeguards Insp Rept 50-196/63-01 on 630404-06 
Noncomp 1 lence noted provisions of 10CFR73 21 not 
laiple/nented as required Details withheld <ref 10CFR73 21 fa 
2 790J 

8TAPL£TON,D W , CREED, J R Region 3, Office of Director 

03/09/04 Ip 18379 041 24X Fiche 90-196,63/09/04.0309100363. 


8309100323 Forwards IE Safeguards Insp Rept 90-196/83-02 on B30419 fa 
aO. No noncomp Hence noted 

MILLER, J R Region 3, Office of Director 03/09/06 CASHWELL, R. J. 
Wisconsin, Univ of, Madison 2pp 10370 322, S4X 
Fic h # . 90- 1 96, 83/09/06, 0309 1 00383. 


—0309100369 IE Safeguards Imp Rept 30-156/63-02 on 630419 fa 20. No 
noncomp 1 lance noted. Major areas inspected, nuc 1 ear matl 
control fa Bc countabi 1 1 ty r meas urement fa controls fa shipping 
fa receiving Details iirlthheld (ref 10CFR8 790) 

KNICELEY. J R , CREED, J R Region 3, Office of Director. 83/09/09 
Ip 18376.324 84X Fiche' 90-1 96, 03/05/06, 8309100323 


docket 90-197 CORNELL UNIV RESEARCH REACTOR 


0, Inspection reports, IE Oulletins fa correspondence 


0309090223 Forwards IE Insp Repts 30-097/63-01 fa 90-197/83-01 on 
630321-23 fa notice of vidlatton 

8TAR0&TECKI,R. Division of Project fa Resident Programs 83/04/81, 
8TREETT,M, B. Cornell l/niv Spp 1 0330' 096 24X 

Fiche. 90-097, 03/04/21, 0305030223 


— 8309090230 Notice of violation from insp on 630321-23 

e Region 1, Office of Director 83/04/21 Ip 16338:098 84X 

Fiche' 50-097,83/04/21, B30509O223 


—0309050236 IE Insp Repts 50-097/03-01 fa 50-1 57/83-01 on 630321-83. 
Noncampl 1 ance noted: failure of ward lab safety committee to 
perform etinual audits of operations since 1980 fa failure of 
committee to meet quarterly in 1988 

KINNEYrW, W. . ELSAasER,T C Region 1, Office of Director. 

03/04/10 6pp 18338 09 9 24X Fiche' 90-097, 83/04/81, 8309050823. 



DOCKETED ITEMS 
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DOCKET 50-163 GENERAL ATOMIC CO 


j, Iti«ur«nct 8r indemnity Information 


6309160084 Forward! Endor»ement 124 to NELIA Policy NF-34 & Endorsement 
59 to MAELU Policy MF-99 

A 3 HBURN 4 D J Manh it McLonnan# Inc 03/09/06 8ALT2MAN.J 
Aiflitant Director for State & Licensee Relations 3pp 1S450 353 
S4X Fiehe 90-0B?< 83/09/06i 83051600S4 


0 Inspection reportsj IE DuUetins correspondence 


6309170429 Forwards IE Insp Repts 90-0B9/63’'01 i 50-163/83-01 on 
830404-09 8« notice of violation 

STERNBERG* D M Real on 5# Office of Director 03/04/29 PARKER* J M 
OA Tectinolog let I Inc /General Atonic Co Spp 18471 237 24X 

FI Che 90-0a9> B3/04/99i 0309170429 


— 8309170432 Notice of violation from insp on 830404-00 

KIRSCHiD F Region 9* Office of Director 83/04/29 Ip 
10471 239 24X Flche 50-009* 03/04/29, 8309170429 


— 8309170437 IE In»p Repts 90-089/83-01 U 90-163/83-01 on 830404-08 
Noncomp 1 lance noted failure to conspicuously post high 
radiation area during performance of reactor experiment 
JOHNBONiP.H , KlRaCH*D F Region 9i Office of Director 03/04/22 
gpp 18471 240 24X Flche 90-009*83/04/29*8309170429 


DOCKET 90-170 NATIONAL NAVAL MEDICAL CENTER 
U, Congpfssional/Executlve Correspondence 


8309100437 Responds to 030911 Itr re licensing renewal proceeding 
Comflilftlon cannot respond to substantive matters due to 
pendency of licensing adjudication before ASL6 
FITZGERALD, J A Office of the General Counsel 83/09/17 
SOEROER8*M. MaryUtid, atate of Ip 18486 060 24X 

FI c h • • 90- 170, 83/05/1 7, 8309 1 00437 


— B3091B0439 Expresses concern on behalf of Citiient for Nuclear Reactor 
Safety re licensing rtneuel proceeding 

B0ERGER8, M Maryland, State of 83/09/11 P ALL AD I NO* N J 
Commlssloneri Ip 10486.061 24X Flche 90-170*83/09/17, 
0309180437 


DOCKET 50-104 NATIONAL BUREAU OF STANDARDS REACTOR 
Q Inspection reports* IE Sulletlns correspondence 


8309270204 Forwards IE Insp Rept 90-184/83-02 on 030406-08. No 
noncompl tance noted. 

8TAR0BTECKI, R Division of Project 9* Resident Programs 03/09/13 
CARTER* R.B. Commerce, Dept, of* National Bureau of Standards 2pp 
1B637*304. 24 X Flche. 90-184* B3/09/ 1 3, 8309270204 


—6305270208 IE Insp Rept 90-184/03-02 on 030406-08 No noncamp 1 lance 
noted Major areas Intpacted. 1 icensee action on previous insp 
# Indlngs, organl latlon, logs 9< records, reviews it audits it 
operator r«<iuaH f Icatlon training 

KINNEY* W U I EUSASSERtT C Region 1, Office of Director 
83/05/12. app, 18637^306 24X Fi Che* 90-184* 03/09/13* 0309270204 


0309290494 Corrects rept number for IE insp on 030406-08 Number should 
be 90-184/B3-D3, not 83-02. 

BTAROSTECKI, R Division of Project it Resident Programs. 83/05/19. 
CARTER, R. 8 Commerce* Dipt of. National Bureau of Standards, 2pp 
18989.212. 24X Flche 90-104* 83/09/19, 8309290494 


-..8309290456 IE Insp Rept 50-104/03-03 on 030406-00* ref looting corrected 
rept number W/o details. 

KINNEY* M.W., ELBASSER* T C. Region I, Office of Director 
B3/09/12. Ip 10909 213. 24X Flche- 90-104, 83/09/1?* 0309290494. 


docket 90-192 UNIV. OF TEXAS RESEARCH REACTOR 
F. Becurlty, medical, emergency it fire protection plans 


8309100006 Forwards IE Insp Rept 90-192/03-03 on 830310-11. No 
noncompliance noted 

SElDLEiN.G. Region 4, Office of Director 83/04/11 BAUER* T L 
Texas, Univ, of 2pp JB377i206 24X Flche- 90-192* 03/04/11, 

6309100006, 


— 8309100007 IE Insp Rept 90-192/83-03 on 030310-11 No none amp 1 1 ane e 
noted Major areas inspected reactor facility program 
organ! latlon. aud 1 1 i' review* procedures* surve i 11 anc ej 
axperlments, environ protection i< emergency planning 
TAPIA. J 1 * HUNNICUTT, D M * SEIDLE.W C Region 4. Office of 
Director 03/05/00 9pp 10377 20B 24X Flche 90-192*03/04/11, 

8303100006 


P Operating license stage documents 6 correspondence 


8309100009 Forwards responses to license renewal questions In NRC 
830419 Itr Responses to Ouestlons 4,9.6 t< 16 provided in 
•nc 1 updated SAR pages 

BAi/ER, TL* KLEIN, D Texas, Univ of 03/05/02 THOMAS, CD 
Division of Licensing 22pp 18377 104 24X Flche 90-192*83/05/02* 

0303100003 


0 Inspection reports* IE Bulletins it correspondence 


0305100006 Forwards IE Insp Rept 90-192/83-03 on 8303iO-ll No 
noncompHance noted 

BEIDLE.M C Region 4. Office of Director 03/04/11 BAUER* T L 
Texas, Univ of 2pp 10377 206 24X Flche 90-192.83/04/11. 

8309100006 


—0309100009 IE Insp Rapt 90-192/03-03 on 030310-11 No noncompl ianca 
noted Major areas Inspected reactor facility program 
organl zatlon, audit ^ review* procedures* survel llance, 
experiments* environ protection S' emergency planning 
TAPIA* J I , HUNNICUTT, D M * BEIDLE, H C Region 4, Office of 
Director 83/05/09 gpp 10377 208 24X Flche 50-192.03/04/11, 

0309100006 


DOCKET 90-193 RHODE ISLAND S< PROVIDENCE PLANTATIONS AEC 


B Reportable occurrences* LERs 6 related correspondence 


0309240304 RO on 830916* seepage of approx 160 cm3/h in reactor pool 
watar discovered from area below thermal column case Leak 
will be Isolated to determine cause Tech Specs do not 
specify pool leak rate 

DIMEGLIO* A F Rhode Island Providence Plantation 83/09/17 
BERNARD, H Standard! xatlon & Special Projects Branch. Ip 
10971.041 24X Flche 90-193.83/09/17*8305240304 


8309290449 RD on 830916, seepage of reactor pool water discovered below 
thermal column case Investigation revealed seepage from 
horliontal const joint in concrete biological shield 
Procedures initiated to isolate leak 

DIMEGLIO, A F Rhode Island It Providence Plantation 03/09/17 
KINNEY.N Region 1, Office of Director Ip 10989 203 24X 
Flche 90-193,83/09/17*0309290449 


DOCKET 90-201 WEST VALLEY REPROCESSING PLANT 


P Operating license stage documents 6 correspondence 


8309030608 Clarifies definitions of plant 5* projsct low level radwastes 
to be used In developing Ueit Valley Demonstration Project 
mgt plan & subsequent environ assessment documentation 
HANNUM, W H Energy. Dept of. 83/04/01 CLARK, A T Advanced Fuel 
L Spent Fuel Licensing Branch 2pp 10309 130 24X 

F I c h e , 50 -20 1* 83/04/01, Q3O9O3O60B 


0309230019 Forwards Rev 1 to ''Functional S< Operational Requirements 
for Component Test stand* " for comments by 030919 
HUNNUM,N H. Energy, Dept of, Idaho Operations Ofc 03/04/18. 
CLARK, A T Advanced Fuel 6 Spent Fuel Licensing Branch Ip 
18542 232. 24X Flche 90-201,83/04/10,8309230019 


— 0309230020 Rev t to "Functional U Operational Requirements for 
Component Test Stand " 

» Nest Valley Nuclear Borvlcas Co * Inc 03/03/23 02pp 
16942 233 24X Fiche 90-201*03/04/18,8309230019 


8309240614 Requests comments on "Geological Recommendations for 
Invastlgatinn of NRC Disposal Area," by 030927 
HANNUM, W H Energy, Dept of, Idaho Operations Ofc 03/04/21 
CLARK, A T. Advanced Fuel 8* Spent Fuel Licensing Branch Ip. 
10993 142 24X Flche, 90-201, 83/04/21 , 8309240614 


—0305240610 "Geological Recommendations for Investigation of NRC 
Disposal Area " 

» Nest Valley Nuclear Services Co , Inc 83/03/16 2lpp 
10993*143, 24X Flche 90-201,83/04/21*0309240614 
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DOCKETED ITEMS 


DOCKET 30-206 BAM aNDFRE NUCLEAR STAY I ON, UMIT 1 


F Se-curJtyi niBdlcalj cfnerjencv & fire protection plans 


6303110039 Advices that onsite offsite etnergenty preparedness 
adequate Einergencv plans upgraded per MURE0-0737< I tetn 
III A 2 Ip “Ernergenc 1 / Preparedneisp Upgrade Emergenci/ Plans 
to App El 10CFR50 '■ Item complete 

CRUTCHFIELD, D Operatlns Hoactars Branch S 63/03/09 DIETCH. R 
Southern California Edison Ca 3pp 16d09 106 24X 

FlChe 30-206, 63/03/0?! B303I 1003? 


6303060372 Faruiards Amend 6? to License DPR-‘t3 tt notice of issuance 
|i auallabilltv Amond deletes Tech Specs requiring audits of 
ernfirgeticg & co-p ting enici| isecuritg> plans once everi| 12 
months 

CRUTCHFiELDr » Operating Reactors Branch 3 63/03/03 DIETCH, R 

Scifkbern California Etflson Co 3pp 16344 137 24X 

Fiche 50-206,63/03/03.6305060372 


— 8309060361 Amend 69 to License DFR~13, deletl ng Tech Specs requiring 
audits of eniergencg it contingency fsecurityJ plant 
appropriate persons once every 12 months 

CRUrCHF lELD, D Operating Reactors Branch 3 63/09/03 5pp 

16344 141 24X FlChe 50-206,63/03/03.6303060372 


— 8309060389 Notice of Issuance availability of Amend 69 to License 
DPR- 13 

CRUTCHFIELD, D Operating Reactors Branch 9 83/03/03 2pp 

16344 146 24X Fiche 30-206.83/03/03,6303060372 


9305110034 Oeneric Ltr 63-81 to all licensees of operating reactors, 
applicants for OLs 6 holders of CFs re clarification of 
acctss to control procedures for law enforcement visits 
9vc list end 

EISENHUr,!) 0 Division of Licensing 83/03/11 Consolidated 

Edison Go of New Vort, Inc I6pp 18340 099 24X 

Fiche 30-000,63/09/11.0303110034 


6303260242 Forwards IE Safeguards Insp Repts 30-206/63-11,30-361/63-20 
S0-362/B3-la an 830423-29 Mo noncompliance noted Details 
withheld (ref 10CFR73 811 

NORDERHAUGiL R Region 3, Office of Director 63/09/12. PAPAV. L T 
Southern California Edison Co 2pp 16999 322 24X 

riche 90-206.63/09/12.8309260242 


9303240198 Provides Info re emergency operations facility in response 
to NRC request When control room HVAC Is upgraded as result 
of NUREO-0737, Item III D 3 4. technical support ctr HVAC will 
be reviewed to ensure uniformity of design 
BASKIN. K P Southern California Edison Co G3/O3/S0 
CRUTCHFIELD. D Operating Reactors Branch 9 2pp 18348 OJO 24X 
Fiche 30-206, B3 /09/20, 8305240198 


H Oeneral correspondence 


B303090024 Addl response to FOIA request for documents re 021130 
special insp rept Forwards App A documente Portions of 
Documents I L 2 1 ti App B withheld (ref FDIA Exemption 6) 
Documents 3 W 4 withheld Cref FOIA Exemption 71 
FELT DM. J M Division of Rules «nd Rs cords 03/03/21 OARDE, B 

Government Accountability Project 4pp 10381 130 24X 

Fiche 30-806. 63/03/21, 8303090024 


8305120178 Advises that organl la t lonal change shifted responsibility 
for nuclear mattars from engineering div to power supply 
dlv JC Holcombe replaces 00 Cotton as representative 
authorlxed to sign MRC llcensl-ny documents 

HOLCOMBE, J C San Diego Oas & Cl ec trie Co 83/03/06 EiaENHUT, D Q 
Division Pf Licensing Ip 18427 156 24X Fiche ‘ 30-206. 83/09/06. 

6305120(78 


P Operating license stage documents %> correspondence 


— 6204190027 Updates status of resolution of steam line break seisihlc 
upgrade issues for fac { 1 1 ty. i d ent 1 f led in 820302 memo 
DENTON, H R. Office of Nuclear Reactor Regulation. Director 
82/04/09 REHICK.F J Office of Policy Evaluations 6pp 
10363 126 24X Fiche 30-206, 03/03/14, 8303060073 


6309060239 Notification of contract e xecut ion, Nod 3 to "Review of Rept 
Entitled 'Slntulatlon of Earthquake Oround Motions for Ban 
Onofre Nuclear Generating Station Unit I - Final Rept 
Contractor Unlv of California at San Diego 
aMlIH, P A Division of Contracts FIN Q-6331 63/04/23 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
PEITERiL MRC - No Detailed Affiliation Given ip 18339 332 24X 

Fiche. 30-206, 03/04/29, 8305060235 


— 83D906O339 find 3. deob 1 igat Ing funds for closeout, to "Review of Rept 
Entitled 'Simulation of Earthquake Oround Motions for San 
Qnofre Nuclear Generating Station Unit I - Final Rept 
e California, Unlv of, San Diego SMITH, P A Division of 
Contracts, FIN B-653I 83/04/29 Ip 16339 333 84X 

Fiche 90-206,03/04/29*8309060239 


8303020427 Foruards "Seismic Evaluation of Reinforced Concrete Masonry 
Wells," per SEP Topic 111-6 re seismic design 
considerations Results can he compared to test results to 
estess conservatism of enaylsis methodology 
BASKIN, K P Southern Cellfornia Edison Co 83/04/26 
CRUTCHFIELD.D Operating Reactors Branch 9 Ip 18201 237. 24X 

Fiche 90-206.93/04/28.8305020427 


— 8309020433 "Belimlc Evaluation of Reinforced Concrete Mesonry Walls " 
« Computech Engineering Services, Inc B3/04/30 6pp 
18281 238 24X Fiche^ 30-206. 83/04/26. 8309020427 


03O3O3O414 Forwards final 6ER re SEP Topic VI-IO A concerning testing 
of reactor trip sys & E8F & including response-time testing 
Mods to Tech Specs & equipment to implement response-time 
testing recommended. 

PAULSON, W A Operating Reactors Branch 5 63/04/26 DIETCH. R 

aouthern California Edison Co 3pp 16306.242 24X 

Fiche 90-206,63/04/20.6309030414 


8309020499 Generic Ltr 03-19 to all power reactor W testing licensees 
r» new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end 

EIBENHUT.O 0. Division of Licensing 83/05/02 Consolidated 
Edison Co. of New York. Inc 90pp 16441 120 24X 

FUhe 90-000. 03/09/02. 8305020459 


63030»00a8 Forwards final safety asaessment rept re SEP Topic M-l.C, 
"Potential Hajardi Due to Nearby Transportat Ion. 

Institutional. Industrial W Military Facilities Probability 
of explosions exceeds current criteria 

PAUL60N,HA Oparating Reactors Branch 5, 83/09/03 DIETGH.R 

Southern California Edison Co 39pp 18330.277 24X 

Fiche 90-2064 03/09/03.0305090036 


6309060225 Forwards Amend 68 to License DPR-13r safety evaluation it 
notice of Issuance W availability Amend changes Tech Specs h 
basts to incorporate electrical power availability 
requlremtnte during refueling or cold shutdown. 

PAULSON, M, A Operating Reactors Branch 9 83/05/03 DIETCH. R 

Southern California Edison Co 3pp 183gs.076 24X 

Fiche 90-206403/09/03.0305060225 


--B305060228 Amend 60 to License DPR-13r chang Ing App A Tech Specs 6 bases 
to Incorporate conditions for electrical power availability 
during cold shutdown or refueling. 

CRifTCHFIELD. D Operating Reactors Branch 9 83/05/03, 6pp 

10349 079 24X Flch a* 90-206, 03/05/03. 8303060229. 


— 8305060232 Safety evaluation supporting Amend 68 to License DPR-13 
a Office of Nuclear Reactor Regulation, Director 83/09/03 3pp 
10345 085. 24X Fiche' 90-206. 83/03/03. 8309060229 


83D3060073 Addl response to FOIA request for documents re efforts to 
mate facility more earthquake resistant Documents 1 through 
7 listed on epp end Documents D through 10 withheld (ref 
FOIA Exemption 5J. 

FELTON, J M Division of Rules and Records. 83/03/14 WHARTON, R, J. 
San Diego Stats College 3pp 18363 023 24X Fiche 90-206. 

83/03/14. 8303060073 


— 8203100052 Discusses facility capability to shut down safely for 
postulated steam line breaks regardless of whether failure 
satimlcally Induced Unit to remairn shut down until Issues 
resolved 


DENTON. H fi 
62/03/02 
18365 121 


Office of Nuclear Reactor Regulation, Director, 
REMICK-F J Office of Policy Evaluations 3pp 
24X FUhe 50-206.83/03/14,8303060073 


— 0305060234 Notice of issuances 4< availability of Amend 68 to License 
DPR-13 

CRUTCHFIELD. 0 Operating Reactors Branch 5, 83/05/03 2pp 

18349, 030 24 X FUhe. 90-206. 83/05/03. 8305060229 


8309060372 Forwards Amend 69* to License DPR-13 6 notice of Issuance 
6 availability Amend deletes Tech Specs requiring audits of 
emergency W contingency <securlty) plans once every 12 
month f. 

CRUTCHFIELD, D Operating Reactors Drench 9 83/09/03 DIETCH. R 

Southern CaLlfernla Edison Co. 3pp 18344M37 24X 

Fiche 50-206, 83/05/03. 8309060372. 


—0309060381 Amenil 6^ to License DPR-13. do let Ing Tech Specs requiring 
audits of emergency It contingency (security) plans by 
appropriate persons once every 12 months 

CRUTCHFIELD* D Operating Reactors Branch 9 83/09/03. 5pp 

10344 141 24X Fiche: 50-206. 03/09/03. 8309060372 
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--S3090&0389 Notice of issuance h ava 1 1 ab i 1 i of 69 to License 

DPfl-t3 

CRUTCHFIELD, D Operatinfl Reactors Branch S 03/03/03 Spp 
10344 146 04 X Fiehe 50-206,03/05/03,0305060372 


8303100377 Informs that q^ual i f 1 cation documentat Ion for resistance temp 
dttectorsi 1 Iml t sui tches, containment uiater level monitors & 
valve indicators uill be available prior to return to 
operation from current outage Numerous delags encountered 
KRIE0ER<R H southern California Edison Co 03/03/06 
CRUTCHFIELD, D Operating Reactors Branch 3 tp 10379 049 24X 

Ftche 30 -a 06 i 03/05/06, 0303100377 


8303090639 Generic Ltr B3~20 to all operating reactor Hcensess (t 
holders of CPs re integrated scheduling for Implementation 
of plant mode Sve list end 

E18ENHUT, D Q Division of Licensing 03/05/09 Consolidated 
Edison Co of Neu York, Inc I6pp 10627 193 24X 

Fiche 90-000, 03/09/09, 8303090659 


0303120166 Advises of Nestlnghouse Ounars Group schedule for response 
to TMI Item II K 3 3, '‘Automatic Trip of Reactor Coolant 
Pumps ” TuQ-part program will bo undertaken Parts 1 8< 2 
scheduled for completion bg 630731 & 031231 , respec tlvely 
KRIEOER, R U aouthern California Edison Co 83/03/10 
CRUTCHFIELD, D Operating Reactors Branch 3 2pp 10422 002 24X 

Fiche 90-206,03/09/10,8309120166 


0303120189 Informs that poit-lmp lemeniat ion review info on NUREO-0737, 
Items II F 1 4, II F I 9 rr F 1 6 will not be provided 
until B30701 due to higher priority post-TMI work 
KRIEOER, R Southern California Edison Co 83/09/10 
CRUTCHFIELD, D Operating Reactors Branch 9 Ip 10427 192 24X 

Fiche 90-206,83/09/10,8309120109 


8303240901 Provides status of actions requested in 030401 clarification 
of 021120 SER on environ qualification of safety-related 
electrical equipment 

BASKlNiK P Southern California Edison Co 83/09/20 
CRUTCHFIELD, D Operating Reactors Branch 9 2pp 10372 028 24X 

Fiche 90-206, 03/09/20, 030924090 1 


6303240909 Dlstuiics status of activities on environ qual If Icati on of 
safety-related equipment. In response to lOCFftOO 49(g) Revieui 
of nonsaf etv”relatod equipment under 10CFR30 49(b>{8> 
p lanned 

BASKIH, K P. Southern California Edison Co 83/09/20 
CRUTCHFIELD, D Operating Reactors Branch 9 2pp 18971 271 24X 

Fiche! 90-206, 03/09/20, B309240909 


0309310227 Notifies of decision to refund Class III fee remitted for 
Proposed Change 108 dtd 820109 to permit raising allowable 
phosphate discharge limit, as application no longer 
applicable. 

MILLER, W 0 License Fee Management Branch 83/09/20 DIETCH, fl 
Southern California Edison Co Ip 10662 239 24X 

Fiche’ 90-206, 03/09/20, 0309310227 


8309290912 Forwards responses to Issues raised In 830902-04 meatlngs 
re 0EP Topic III-6 concerning seismic design cons ideretlons 
Addl info requested at 630902-04 mootings will be provided 
by B30610 

BASKINrK P Southern California Edison Co 03/09/23 
CRUTCHFIELD, D Oparatlng Reactors Branch 9 49pp 10988 104 24X 

Fl Che ’ 90-206, 03/03/23, 8309290912 


— 0309290920 *'DaUnco-of-Plont Mechanical Equipment ^ Piping Belsmlc 
Reevaluation Criteria ” 

e Bechtel Gorp 83/09/20 27pp 18988 193 24X 

FUhe 30-206,83/09/23,8309290312 


0309260263 Nott f Iciitton of 030601 meeting u/utit In Dethesda.MD to 
discuss proposed integrated schedule for implementation 
of backfit Items 

PAULSON, W A Operating Reactors Branch 9. 03/09/24 CRUTCHFIELD, D 

Operating Reactors Branch 3 3pp 16626 003 24X 

Flchl! 90-206, 63/03/24, 0309260263 


Inspection reports, IE Bulletins correspondence 


0212060389 lE Info Notice 03-14, “Deuiatered Spent Ion Exchenge Resin 
Susciptib 1 1 1 ty to Exothermic Chemical Reaction " Sve list 
and 

TAYLOR, J H Division of Safeguards & Inspection Programs (post 
030103) 83/03/21. Consolidated Edison Co, of New York, Inc 

tl2pp 10308 319. 24X Fiche 30-000,03/03/21,8212060385 


9303040021 IE Info Notice 83-21, ‘'Dafictive Emergency Use Respirator 
Bve lilt end, 

JORDAN/ E.L Division of Emergency Preparedness 1/ Engineering 
Response (Post 830103) B3/04/19, Consolidated Edison Go of New 

York, Inc 126pp 1B439> 199 24X Fiche 90-000,63/04/13,8303040021 


8303040023 IE Info Notice 83-22. "BWR Saf ety/Re 1 lef Valve Failures " 
Bve list encl 

JORDAN, E L Oivlslan of Emergency Preparedness 4' Engineering 
Response (Post 03O1O3> 03/04/22 Consolidated Edison Co of New 

York, Inc liapp 10303 009 24X Fiche 30-000,03/04/22,8303040023 


6303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
sensing Bys " Sve list one) 

JDRDAN,E L Division of Emergency Preparedness Engineering 
Response (Post B30t03) 03/04/25 Consolidated Edison Co of New 

York, Inc 1 19pp 183B1 291 24X Fiche 30-000,03/04/23,8303040025 


0303040026 IE Info Notice 63-24, "Lodse Parts in Secondary Side of 
Stejiffl Generators at PWRs " Sve list end 

JORDAN, E L Division of Emergency Preparedness i' Engineering 
Reiponse (Post 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 047 24X Fiche 50-000,03/04/20,0303040026 


8303040027 IE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment " Svt list end 
JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Reaponse (Post 830103) 03/04/20 ConsoUdated Edison Co of New 

York, Inc llBpp 10302 i65 24X Fiche 30-000,83/04/20,0303040027 


8303040028 IE Info Notice 03-26, "Failure of Safety/Reliaf Valve 
Discharge Line Vacuum Breakers " Sve list enc 1 
JORDAN. E L Division of Emergency Preparedness Engineering 
RBSpnnse (Post 830103) 03/09/03 Consolidated Edison Co of New 

York. Inc I22pp 10441 170 24X Fiche 30-000,03/03/03/0303 040020 


Q309170363 Forwards IE Insp Rept 50-206/63-12 on 830429-29 No 
noncompliance noted 

BISHOP, T W Region 9, Office of Director 03/05/03 PAPAY.L T 
southern California Edison Co 2pp 16466 087 24X 

Fiche 50-206,83/03/03,8309170363 


— 8309170369 lE Insp Rapt 50-206/83-12 on 030423-29 No noncomp 1 1 ante 
noted Major areas inspected licensee implementation of TMI 
action Item commitments 6 requirements 

KIR8CH. 0 F Region 3, Office of Director 03/05/03 4pp 
10466 089 24X Fiche 50-206,03/03/03,0303170363 


0303040030 IE Info Notice 03-27, "Operational Response to Event* 
concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co of New 

York, Inc 112pp 10362 282 24X Fiche 50-000. 03/03/04, 8303040030 


0303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for General Emergencies " 8vc list end 
JORDAN, £ L Division of Emergency Preparedne*4 fc Engineering 
Response (Post 630103) 83/09/04 Consolidated Edison Co of New 

York, Inc U9pp 10441 001 24X Ftche 30-000,63/09/04,0303040031 


0303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, E L Division of Emergency Preparedness t' Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of New 

York, Inc Il3pp 10923 240 24X F(che 30-000,83/09/06,0303040033 


0303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines ” Bve list end 
JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 03/09/U Consolidated Edison Co of New 

York, Inc 114pp 18324 003 Q4X Fiche 90-000,03/03/11,8303040034 


0309260242 Forwards IE Safeguards Insp Repts 90-206/83-1 1 , 90-361/83-EO 
it 50-362/03-10 on 830423-29 No noncompliance noted Detail* 
withheld (ref I0CFR73 21) 

NORDERHAUO,L R Region 3, Office of Director 03/05/12 PAPAY.L T 
Southern California Edison Co 2pp 10399 322 24X 

Fiche 30-206,03/03/12,8303260242 


6303040040 IE Info Notice 03-31, "Error in ADLPlPE Computer Program " 
8VC list end 

JORDAN, E L Division of Emergency Preparednes* i Engineering 
Response (Post 030103) 63/09/19 ConsoUdated Edison Co of New 

York, Inc I14pp 1B697 009 24X Fiche 90-000,03/05/19,83030 40040 


6303040046 IE Info Notice 03-33, "Nonrepresentative Sampling of 
contaminated Oil " Bve list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York, Inc ll4pp 18647 007 84X Fiche 90-000,03/09/26,8303040046 



2e 


DOCKETED ITEMS 


S l?«porfcable accur^ances< LERs related correspondence 


B303310150 Foruards safeti^ evaloation of conceptual design info 
submitted on 630'?38 re proposed redesign of safety injection 
igs Proposed design acceptable 

CRUTCHFIEL&i 0 Operating Reactors Branch 3 83/03/27 DIETCH, R 

Southern California Edison Co 2pp 1B6S3 047 24X 

Fie hi 30-20&, 83/03/27.8303310150 


— 9303310133 Safety evalipatlon of mads to safety injection sgs 
♦ MRC - No Detailed Affiliation Given B3/05/27 f>pp 
1DS33 047 S4)f Ficbe 30-20^,83/03/27,8303310150 


63D3160022 Advises that onsite & offsite emergonci; preparedness 
adequate t* emergency plans upgpded per NUREO-0737, 1 tsm 
lit A 2 I Item complete 

CRIPTCHFIELD. D Operating Reactors Branch 3 83/03/13 COUNSILi U G 

Connecticut Yankee Atomic Pouer Co COUNSIL, 0 Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 4pp 18432 34? 24X 

Flche 30-000. 83/03/13. 8303160022 


B303230307 Forwards IE Insp Rept 30-213/03-0? on 830307-0410 No 
noncOflip 1 1 anc e noted 

8TARQBTCCKI.F Division of Project & Resident Programs 03/05/13 
C0UN8IL.M O Connecticut Yankee Atomic Pouer Co 2pp 1B3?2 033 
24X Flche 30-213,83/03/13,0303230307 


DOCKET 30-213 HADDAM NECK PLANT 


F Security, medical, emergency i< fire protection plans 


9305060213 Fo-ruards objectives for 830423 full-scale emergency 
preparedness exercise Info from NRC requested by 830401 
r» names of personnel attend Ing, sac lal security numbers 
It security clearance Itrs requested hy NRC by 830401 
COUNSlLfU 0 . SEARS, C F Connecticut Yankee Atomic Power Co 
CGJNSIL.U 0 Northeast Utilities 83/02/04 HAYNES, R C Region i. 
Office of Director 6pp 1B343 097 24X Fiche 50-213.83/02/04, 

8303060213 


830911006? Forwards "Haddam Neck Plant Emergency Response Exercise 
COUNSlL.lf 0 . WERNER, R P Connecticut Yankee Atomic Power Co 
G3/03/0? HAYNES, R G Region 1, Office of Director 2pp 
10402 338 24 X Flche 30-213.83/03/09.8303110067 


—8303110071 "Haddsm Neck Plant Emergency Response Exercise " Supporting 
documentatioTi end 

* Connecticut Yankee Atamic Power Co e Northeast Utilities 
Service Co 83/04/23 700pp 18402 340 24X 

Flche 50-213, 03/(53/09. 83051 10067 


630511(536? Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 83/04/26 Document 
Hanagemsnt Branch Ip 18421 08? 24X Riche 90-213.83/04/26, 

G30311096? 


—8303110974 Forwards public version of revised emergency plan 
implementing procedures. Inc lud ing Procedures EPIP 1 3-2 ri 
notification tc communica t Ion. EP IP 1 3-7 re radiological 
dose aisessfnent & EPTP 1 5-14 re evacuation 4 assembly 
CPUN&IL,VJ 0 Northeast Nuclear Energy Co <subs of Northeast 
Utilities) G0UNS1 L.no Northeast Utilities COUNSIL, M G 
* Connecticut Yankee Atomic Power Co 83/03/23 EJEEMHUT, D 0 
Division of Licensing 2pp 18421 070 24X Flche 30-813. 

83/04/26, 630511056? 


— 930511057? Public version of revised emergency plan implementing 
procedures, Including Procedures EPIP I 5-2 re notification 
6 comnunicat 1 on. EP IP 1. S-7 re radiological dose assessment 
6 EPIP L 5-14 re evacuation I, assembly 

a Northeast Nuclear Energy Co (subs of Northeast UtUltlesI 
83/03/13 l4Spp 10421 072 S4X Flche 50-213,03/04/26, 
6305110969 


630910030? Forwards supporting stage-vol & staga-area info re Cluabbln 
Reservoir Study effort requested to assist in disaster 
contingency planning 

BRUT8CK. M A Massachusetts. Commonwealth of. 03/03/04. 
CRUTCHFIELD, D Operating Reactors Branch 9 CHEHYrD t NfiC - No 
Detailed Affiliation Given Ip 18360 0B6 24X 

Flche 50-213,8 3/03/04 ,83091 0030? 


8309170213 Documents agreement readied during 830909 tel con u/NRC re 
030131 request for exemption from certain requirements In 
loCFR50iApp R for control room fire review One channel of 
pressurUer level (ndication will be Installed at panel 
CQUNSILi N O Connecticut Yankee Atomic Pawar Co 83/09/10 
EiaENHUTi D 0 Division of Licensing 2pp 18466 330 24X 

Fiche 50-213.03/05/10,0303170213 


B3031ID034 Generic Ltr 93-21 to all licensees of operating reactors, 
applicants for OLs ti holders of CPs re clarl f lea 1 1 an of 
access to control procedures for law enforcement visits, 

8vc list end 

ElBENHUT. D G Division Of Licensing 03/09/U ConioHdatad 
Edison Co of New York, Inc I6pp 18540 093 24X 

Flche 50-000.63/03/11.8305110034 


9303100853 Autherlies refund for review of 621230 6 030400 requests 
from revised schedule for conducting emergency exercise 
MILLER. H 0 License Fee Management Branch 83/09/11. COUNSIL, W 0 
Northeast Nuclear Energy Co. (subs of Northeast Utilities) Ip 
18506 030 24X Flche 50-000,83/09/11.0309160933 


— 9305250309 IE Insp Rept 30-213^83-09 on 030307-0410 No none omp 1 1 ante 
noted Major areas inspected plant op arat Ions, review of 
periodic & special repts.shlft logs U operating records, 
surveillance activities 6 physical security 

BEBELOWBKl, T H Region i, Office of Director ELBA88ER. T C 
Division of Project Sc Resident Programs B3/05/12 Upp 
10572 037 24X Flche 30-213.83/09/13.8303250307 


J Insurance & Indemnity Information 


6303120006 Forwards Endorsements 73 & 66 to NELIA Policy NF-151 b 
MAELU Policy MF-3?, resp ec t ively 

aiNiairvI M Marsh Ic KcLennan. Inc 83/09/09 SALTZMAN, J D 
Assistant Director for State U Licensee Relations 3pp 16423 073 
24X Flche 90-213.83/05/03. 0309120006 


P Operating license stage documents U correspondence 


6309230616 Forwards info In response to 830208 ltr requesting backfit 
cost data for operating nuclear units Cost categoriied 
according to NRC imposad.TMI tt non-TMI bac kf 1 ts. uti 1- 
initlated & hybrid backfits 

COUNSIL, M 0 Connecticut Yankee Atomic Power Co COUNBIL. W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, WO Northeast Utilities 63/03/21 TQURTELLOTTE, J 
Regulatory Reform Task Force 23pp 18343 038 24X 

Flche 90-000.63/03/21,6309230616 


0305230720 Forwards list of utils responding to requests for cost 
figures on backfltting 

TOUR TELL OTTE, J Regulatory Reform Task Force 63/04/11 
PALLADIND, N U Commissioners 2pp 1G942 272 24X 

Flche 50-000,63/04/11,6309230720 


0309100331 Forwards proprietary t, nonpropr 1 etary versions of '"TMI Item 
II K 3 30 Revised Small Break LOGA Analysis *' Proprietary 
version withheld (ref 10CrR2 790) 

COUNSIL. N G Connecticut Yankee Atomic Power Co 63/04/14 

CRUTCHFIELD. D Operating Reactors Dr-anch 9 2pp 18379 115 24X 

Flche. 30-213, 83/04/14. 6305100331 


““8303100339 Nonpropr letary version of '^TMI Item 11 K 3 30 Revised Small 
Drsak LQCA Analysis 

a Northeast Utilities Service Co 83/04/14 38?pp 1837?'117 

24X Flche. 30-213. 03/04/14, 0309100331 


6309160186 Advises that action required by 830126 Amends 08.91 & 60 to 
Licenses DPn-2lr DPR“61 & DPR-65, r e sp ec tl vely if Generic Ltr 
03-07 comp lot e , be led on util negotiations w/DOE re disposal 
of high level waste or spent nuclear fuel 

CLARK. R A Operating Reactors Branch 3 83/04/20 COUNSIL. W Q 

Connecticut Yankee Atomic Power Co 2pp 10462’ 359 24X 

Ftche 90-000,03/04/20,8305160108 


0309100389 Forwards affidavit detailing basis for withholding 830414 
submittal describing LOCA program (Nt/LAPS) . YMI Item 
II. K 3 30, from public disc losure. p er 10CFR2 790 
COUNSIL.N O . SEARS. C F Connecticut Yankee Atomic Power Co 
03/04/29 CRtircHP^IGLDi D Operating Reactors Branch 5 6pp 
16370 216 24)( Ficho 30-213,03/04/25.8303100385 


6309050094 Forwards comments on Generic Ltr 02-32. "Potential Steam 
Generator Related Roqulrefnents, <• Vendor input should be 
sough t. esp ec lal ly In areas of steam generator tube inservict 
Insp 5 design considerations 

COUNSIL, M 0 Connecticut Yankee Atomic Power Co COUNBIL. W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities). 

COUNSIL, W 0 Northeast Utilities 03/04/2? EISENHUT, D 0. 
Division of Licensing 6pp 18339 009 24X Fiche. 90-000, 83/04/29. 

0305030054, 


0303050112 Provides progress rept on piping mods completed during Cycle 
12 refueling outage re SEP Topic III-6, '‘Seismic Design 
Cons idera t Ions. *’ per 620927 commitment 

COUNSIL, M O Connecticut Yankee Atomic Power Co 83/04/29 
CRUTCHFIELD# D Operating Reactors Branch 5 2pp, 18341 066 24X 

Fiche< 90-213. 63/04/29. 6309090112 
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03OaO9O4&5 Forward* revs to “Corporate Organization for Nuclear 
Incident* Procedure Hanuali" per lOCFR30*App EiSectlon V 
W/o end* 

COl/NSIt.< W 0 Connecticut Vankee Atomic Power Co COUNBILi W 0 
Northeast Nuclear Energy Co {*ut>* of Northeast Utilities) 

C0UN8IL, W Q Northeast Utilities 83/04/29 EISENHUT. D O 
Olviilon of Licensing Spp 18362 236 24X Fiche 90-000< a3/04/29« 

8309090469 


6309020499 Generic Ltr 03''19 to all power reactor & te*tlng licensees 
re new procedure* for providing public notice concerning 
l««Dance of amends to 0L« Svc list end 

EiagNHUTiD 0 Dlvi*lon of Licensing 03/09/02 Consolidated 
Edison Co of New Vork^ Inc 90pp 10441 120 24X 

Fiche 90-000i 03/09/02* 0309020455 


0309090408 Forward* Amend 96 to License DPP-61 notice of issuance tt 
aval lab i 1 itg Amend delete* requirement* for monitoring fish 
impingement on intake screen* from App D ET8 

CRUTCHFIELD* D Operating Reactors Branch 9 03/05/02 COUNSIL* W 0 

Connecticut Yankee Atomic Power Co 3pp 10361 127 24X 

Fiche 90-213* 03/09/02* 8309090408 


— 8305090491 Amend 96 to License DPfi-61* changing ET8 Page* 1.2 3-1 
through 2 3-3af3 1-1*9 1-1*9 3-1 5 9-1 to delete 

requlrirtienta for monitoring fish impingement on Intake 

screens. 

CRUTCHFIELD# D Operating Reactor* Branch 9. 03/05/02 9pp 

10361 130 24X Fiche 90-213*03/09/02*0309090400 


Q Inspection reports* IE Dulletini ?* correspondence 


8212060305 IE Info Notice 83-14* “Dewatered Spent Ion Exchange Rasln 
Su-scept 1 b 1 1 i tg to Exothermic Chemical Reaction “ Svc list 
end 

TAYLOR* J M Division of Safeguards & Inepectlan Programs (Post 
030103) 03/03/21 Consolidated Edison Co of Now York. Inc 

112pp 1 0308 319 24X Fiche 50-000.03/03/21,8212060305 


0304110666 Provides addl info re IE Bulletin Bl-03* "Flow Blockage of 
Cooling Water to Safety Sy* Components bg Corblcula Sp 
(Asiatic Clam) I* Hgtilus Sp (Mussel)*" in response to NRC 
810410 6 830202 Itrs 

CDUNBIL.W Q Connecticut Yankee Atomic Power Co 83/04/04 
JORDAN* E L Director's Office* Office of Inspection and Enforcement 
3PP 17919 000 24X Fiche 30-213*83/04/04*0304110686 


8303040021 IE Info Notice 83-21* "Defective Emergency Use Respirator 
8VC list end 

J(}RDAN.E L Division of Emergency Pr eparodnes s it Enginaerlng 
Response (Post 030103) 83/04/19 Consolidated Edison Co of New 

York. Inc I26pp 18439 199 24X Fiche 90-000,83/04/19.0303040021 


0303040023 IE Info Notice 83-22* "BUR 6afetg/ReUaf Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18303 089 24X Fiche 90-000* 03/04/22, 0303040023 


— 0309090492 Notice of issuance tc availability of Amend 36 to 
Llctnee DPR-61 

CRUTCHFIELD* D Operating Reactors Branch 9 83/05/02 2pp 

18361 139 24X Fiche' 90-213* 03/09/02* 8303090488 


63091601B3 Application for amend to License OPR-61 , revis ing Tech ©pecs 
re post-accident instrumentat Ion* dari f ying definition of 
containment integrity* add ing new containment isolation valve 
Installed adding new limiting conditions for operation 
C01INS1L*W 0 * SEARS* C F Connecticut Yankee Atomic Power Co 
03/09/02 CRUTCHFIELD* D Operating Reactors Branch 9 2pp 
18449 196 24X FlChe 90-213*03/03/02*0303160103 


0303040029 IE Info Notice 03-23# “InoperahU Containment Atmosphere 
Sensing Sys “ Sve list end 

JORDAN* E L Division qf Emergency Preparedness Engineering 
Response (Post 630103) 03/04/25 Consolidated Edison Co of New 

York* Inc 119pp 10301 291 24X Fiche 90-000*83/04/23*8303040025 


0309870224 "8team Generator Tube Insp Rept for 1903 Refueling Outage 
W/B30904 Ur 

0 RAVE 8 *R H Connecticut Yankee Atomic Power Co 03/04/29 

ALLAN* J M Region 1. Office of Director I9pp 10637 213 24X 

Fiche 90-213*03/04/25,8305270224 


— 8309160109 Proposed Tech Spec re post-accident instrumentatian. 
clarifying definition of containment integrity* adding new 
containment isolation valve Installed (< adding new limiting 
conditions for operation 

e Connecticut Vankee Atomic Power Co 03/09/02 22pp 
10449 190 24X Fiche 90-213*83/09/02*0309160183 


8309090404 Comments on 821229 ltr re rev of procedures concerning river 
flooding & shutdown outside control room (SEP Topics 
II-3. B 1 8t VII-3) Topics resolved 

COUNSIL* W 0 * BEARS# C F Connecticut Yankee Atomic Power Co 
83/09/03 CRUTCHFIELD* D Operating Reactors Branch 9 2pp 
10362' 361 24X FlCh# 90-213,03/09/03*0309090404 


0305020395 Ack receipt of 830407 Ur informing KRC of steps taken to 
correct violations noted in IE Insp Rept 90-213/83-06 
MARTIN* T T Division of Engineering ft Technical Programs 83/04/26 
COUNSIL, N 0 Connecticut Yankee Atomic Power Co Ip 10274 119 
a4X Fiche 30-213,83/04/26,0309020395 


—0309020399 Responds to NRC 030308 ltr re violations noted In IE Insp 
Rept 90-213/83-06 Corrective actions cure time for drums of 
solidified waste increased to 7 days b independent check for 
residual water performed 

COUNSIL, W 0 Connecticut Vankee Atomic Power Co 83/04/07 
ALLAN. JM Region 1, Office of Director App 16274 116 24X 

Fiche 50-213, Q3/04/26, 0305020399 ' 


6309090699 Generic Ltr 03-20 to all operating reactor licensees (< 
holders of CPs re integrated scheduling for Implementation 
of plant mods Bve list end 

EIBENHUTi D. 0 Division of Licensing 03/05/09 Consolidated 
Edison Co of New York, Inc 16pp 10627 193 24X 

Fiche 90-000* 03/09/09* 0309090659 


0309290910 Application to amend Licenses DPR-6i * DPR-21 U DPR-69 
deleting 820630 deadline date for conformance w/flnal rule 
10CFR90 49 removing requirement for central equipment 
qualification file 

COUNSIL* W 0,* SEARS, C.F. Northeast Nuclear Energy Co (subs of 
Northeast Utilities), COUNSlLiW (3 Connecticut Vankee Atomic Power 
Co 03/09/18 CLARK, R A Operating Reactor* Branch 3, 

CRUTCHFIELD* D Operating Reactors Branch 9 3pp 18900 278 24X 

Fiche 90-000.03/09/1818305290910 


0303040026 IE Info Notice 63-24* "Loose Parts In Secondary Side of 
Steam Generators at PWRi " Svc Hit end 

JDRDANtE U Division of Emergency Preparedness ^ engineering 
Response (Post 030103) 63/04/28 Consolidated Edison Co of New 

York, Inc 119pp 10382 047 24X Fiche 90-000*03/04/28*8303040026 


0303040027 IE Info Notice 63-25* "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment '■ Svc llet end 
JORDANcE L Division of Emergency Preparedness At Engineering 
Reeponse (Post 630103) 03/04/20 Consolidated Edison Co of New 

York. Inc tlBpp 10382 165 84X Fiche 90-000.03/04/20*8303040027 


8303040028 |E Info Notice 03-26, "Failure of Saf ety/Rsl lef Valve 
Discharge Line Vacuum Breakers “ Svc list end 
JORDAN*©, L Division of Emergency Preparedness & Engineering 
Response (Post 030103} 03/09/03 Consolidated Edison Ca, of New 

York* Inc l22pp 10441 170 24X Fiche 90-000,83/09/03*0303040020 


—0309290910 Proposed Tech Bpsc changes deleting 020630 deadline for 
environ qual t f Ication of electrical equipment 
» Northeast Nuclear Energy Co (subs, of Northeast Utilities}. 
03/09/10 7pp 18900*281 24X Fiche 90-000*83/09/18*8309290910 


0309230276 Fprwards^"ContrDl of Heavy Loads (C-lO) Haddam Neck Plant* “ 
draft technical evaluation rept Response within 60 days of 
receipt of ltr requested . 

CRUTCHFIELD* D Operating Reactors Branch 9. 83/09/19 COUNSIL, W 0 

Connecticut Vankee Atomic Power Cq, 2pp 10939 006 24X 

Fiche* 90-213, 03/09/19* 8309230276 


—0309230204 '‘Control of Heavy Loads (C-lO) Haddam Neck Plant," draft 
technical evaluation rept. 

BOMBEROER.C * AHMED, N Franklin Instl tute/Frankl in Research 
Center NRC-03-81-130 TER-C99O6-390 DRFT 03/02/19 

CLEMENBQN.F NRC - No Detailed Affiliation Given. 39pp 
10939 000. 24X Fiche 90-213,83/09/19,8309230276 


0303040030 IE Info Notice 83-27* "Dperatlonal Responto to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 0vc list end 

JORDAN, E L Division of Emergency Preparedness 8* Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co. of New 

York, Inc 112pp 18302 202 24X Fiche 90-000.83/09/04.0303040030 


8303040031 IE Info Notice 83-20* "Criteria for Protective Action 
Recommendetlons for General Emergencies " 6vc list end 
UORDAN*E L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York, Inc U9pp 18441 001 24X Fiche 50-000,83/09/04*8303040031 


8303040033 IE Info Notice 03-29, “Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN,©, L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/06 Consol Idatod Edison Co of New 

York, Inc. 119pp 10523 248 B4X Fiche 90-000, 83/09/06,8303040033 
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03O519O3OS Responda to Items J<2 4 4 of !£ Bulletin 82-02 pe 
degradation of threaded faiteners in RCP0. per KftC 820402 
r«q.iPBst Kainfc pracedures 4 QA measures implemented Four 
steairt generator manway studs u/linear t nd icat i otia replaced 
COLFMSlL..t^ O Connecticut Yankee Atomic Power Co B3/03/10 
ALLAN- J M negian ii Office of Director 4pp 18301 079 24X 

Fiche 30'2S3, 83/03/ 10. B30S 190305 


8303040034 IE Info Notice 03-30. "Misapplication of Generic Emorjenev 
Operating Procedures ( EOP ) Guidelines " Sve list enc I 
OORDAN.E L Dlvliion of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of New 

York. Inc Il4pp 10324 003 24X Flciifl 30-000,83/03/11,0303040034 


8303230497 Forwards IE Insp Rept 50-213/83-12 on 830411-14 No 
nanCQntp 1 ianco noted 

STAROSTFCKI, n Division of Project 4 Resident Programs 03/03/11 
COUNSIL^tf G Cannoeticut Yantae Atomic Power Co 2pp 18308 253 
84X Fiche 30-213,83/03/11,0303230497 


— 8303230504 lE fnsp Rept 30-213/03-12 on 030411-14 No rvon comp I lance 
noted Major areas InspEcted licensee actions taken to 
comply u/requ i remen 1 5 descrlhed In NL/REG-0737, I tem 11 D 2, 

"Design Review of Plant Shielding “ 

BAUNACK. W H , EAPEN.P K . PLIBCO, L R Region 1. Office Of 
Director 03/03/10 9pp 1058S 237 24X Fiche 30-213,83/03/11, 

0303250497 


8303230307 Forwards IE Insp Rspt 30-21 3/03-09 on 830307-0410.^0 
noncompliance noted 

STAROSTECl'Ir R Division of Project t Resident Programs 83/05/13 
COUNSIL,lf G Connecticut Yankee Atomic Power Co, 2pp 1B392 033 
24X Fiche 50-213.03/05/13,8303230307 


— 030323030? IE Insp Rept 50-313/93-09 on 830307-0410 No noncompliance 
noted Major areas inspected plant operat I ont, review of 
periodic I* special repts, shift logs t operating records, 
lupvelllance activities & physical security 

REBELOWSKl.T K Region 1, Office of Director ELEASSER. T C 
Division of Project & Resident Programs 83/03/12 lipp 
13592 037 24X Fiche 50-213,83/05/13,8303230307 


8303040040 IE Info Notice B3-31, "Error In ADLPIPE Computer Program " 
Sve list end 

JORDANfE L Division of emergency Preparedness ^ Englneerling 
Response {Post 630103) 63/'05/l9 Consolidated Edison Co of New 

Yorif, Inc I14ipp 18A97 009 24X Fiche 50-000.83/05/19,8303040040 


8305250560 Ack receipt of 830504 Itr informing NRC of steps taken ta 
correct violations noted In IE Insp Rept 50-213/83-07 
BELLAMV,R B Division of Engineering 5. Technical Programs 
03/05/20 caUN£lL. UO Connecticut Yankee Atomic Power Co 2pp 
10300 180 a4X Fiche 90-213,83/05/20,8305230560 


—6305250565 Responds to NRC 830405 Ur re violations noted In IE Insp 
Rapt 50-213/82-07 Corrective actions appropriate procedures 
will be revised by 630601 to include operational setpoints 1, 
high radiation areas will be rekeyed 

CQL/NSlL.iy 0 Connecticut Yankee Atomic Power Co 63/05/04 
MARTIN. T T Division of Engineering 6 Technical Programs- Opp- 
10380 102 24X Fiche 30-213.03/03/20,0305250360 


8303040046 IE Info Notice 83-33, "Nonr eprese-ntatl ve Sampling of 
Contaminated Oil " Eve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 83Q1031 83/09/26 Consolidated Edison Co of New 

York, Inc ll4pp 18647 007 24X Fiche 30-000,83/05/26,8303040046. 


R Periodic operating reports 6 related carrospondenc e 


9305270224 "Steam Generator Tube Insp Rept for 1983 Refueling Outage 
lf/830S04 Itr 

GRAVES, R H Connecticut Yankee Atomic Power Co 83/04/25 

ALLAN, J K Region I. Office of Director l?pp 10637 213 24X 

Fiche 50-213,03/04/25,0305270224 


8305200608 Forwards LER G3-OO0/O3U-O 

■ORAVESj R H Con-nec 1 1 cut Yankee Atomic Pouer Co 83/03/12 

ALLAN, J H Region 1, Office of Dlroctor Ip 18526 042 24X 

Flcha 50-213,83/09/12, B3O52OD6O0 


— 6309200701 LER a3-008/03L-0 on 830414, Increase on condenser air 
radiation monitor indicated primary to secondary steam 
generator leaks Cause ujIII be Identified & steam genarator 
tube repaired during next scheduled refueling outage 
IfATERE, J J Connecticut Yankee Atomic Power Co 93/09/12 
Region 1, Office of Oiroctor Ip 18526 043 24X 

Fiche 50-213,83/05/12,8305200600 


DOCKET 50-219 OYSTER CREEK NiiCLEAR POUER PLANT 


F Security, medical, emergency ^ fire protection plans 


9309030022 Forwards status, descrl pt Ion & schedule for meeting 
requirements rs emergency response capab 1 1 Ities, per Generic 
Ltr 82-33 (Buppl 1 to NURE0-O737J 

FIEDLER, p D General Public Utilities - GPU Service Corp 83/04/13 
EIOENKUr. D 0 Division of Licensing 17pp 18342 118 24X 

Fiche 50-219,03/04/15,9305050022 


0305030365 Forwards Rev 5 to security officer training & qual If Icatlon 
plan Rev withheld (ref lOCFRS 790) 

FIEDLER. P 9 General Public Utilities - CPU Service Corp 03/04/26 
CRUrCHFlELDtD Operating Reactors Branch 5 ip 18306 215. 24X 

Fiche 50-217.83/04/26,9305030365 


8303190260 Forwards IE Insp Rept 30-219/03-09 on 830300-0404 & notice 
of vtoiatlen 

STARDSTeCKr, n Division of Project Resident Programs 83/05/05, 
FIEDLER,P 0 General Public Utilities - GPU Service Corp 3pp 
18501 247 24X Fiche* 50-217, 83/05/05, 8305190260 


— 8305190263 Notice of violation from Insp on 830308-0404 Safeguards 
Info deleted 

« Region 1. Office of Director 03/05/05 Ip 10501 249 24X 

Fiche 90-217,03/05/05,8305190260 


—8305190266 IE Insp Rept 50-219/83-08 on 830300-0404 Noncomp Hance 
noted violation of security plan provisions Safeguards Info 
d< 1 atftd 

COMOILL.C , TH0MA9, J , KEIMIG, R R Region 1, Office of Director 
83/04/20 I2pp i09(3t*23O 24X Fiche 50-219,03/05/05,8305190260. 


0305110009 Comments on adequacy of Implementation of NUREO-0737, Item 
III A 2 1, ''Emergency Preparedness, Upgrade Emergency Plans 
to App E, lOCFRSO " Offsite St onsite emergency preparedness 
adequate 

CRUTCHFIELD, D Operating Reactors Branch 5 83/05/09 FIEDLER, P.0. 

General Public Utilities ^ GPU Service Carp 3pp 18409.023 24X 

Fiche 50-219,83/05/09,8305110009 


B305I10034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs U holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list end 

EIEENHUT.D G Division of Licensing 93/05/li Consolidated 
Edison Co of New York, Inc 16pp 10540 095 24X 

Fiche 50-000,83/05/11.8305110034 


o Adjudicatory c orTespondenc e 


6305240536 Affidavit of RE Rogan confirming util commitment to activate 
tmergincy operations facility L staff facility w/emergency 
support director within t h of site area or general 
emergency noti f tea 1 1 on or declaration 

RQGAN, R E General Public Utilities - GPU Service Corp 83/05/20 
4pp 10576 087 24X Fiche 50-000,83/05/20.6305240536 


I Financial information 


8 Reportable occurrences. LERs 6 related correspondence 


8305230430 Forwards engineering evaluation rept, "Degradation of 
Bafety-Re lated Batteries Due to Cracking of Battery Call 
Cases l(/or Other Possibli Aging-Related Mechanisms ” Aging 
factors not considered in implemented replacement criteria 
ASHE, F Reactor Operations Analysis Branch 03/04/10 SEYFRIT, K U 
Reactor Operations Analysis Dranch Spp 1B34S 356 24X 

Fiche 30-000,03/04/10,0309230430 


— 8305230441 "Degradation of 3aPet y-Rela ted Datteriea Duo to Cracking of 
Battery Cell Gases L/or Other Possible Aging-Related 
Mechanl sms, '■ engineering evaluation rept LERs ra 
lafaty-re lated battery degradation reviewed, 

ABHEfF Reactor Qperatloni Analysis Branch. 03/04/10 5pp, 

13545 390 24X Fiche 50-000,03/04/10,8305230430 


83GS020465 Annual Financial Rept 1932 

KUHNS, W G I DJECKAMP,H General Public Utilities - GPU Service Corp, 
83/03/03 40pp 10281,072 24X Fiche 50-219, 83/04/27, 0305020461 


J Insurance Indemnity information 


B305230037 Forwards Endorsement 87 to NELIA Policy NF-164 

OERETY, H F General Public Utilities - GPU Service Corp 03/05/16 
8ALT2ffAN. vf, Antitrust S< Economic analysis Branch (Utility Finance) 
2pp 18537 192 24X Fiche 50-2X9,03/05/16,8305230037 
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p Operating licanse stage documents correspondence 


G30917059B Submits status of analgsis of Hark I containment torus-'to~ 
dri^uell vacuum breaker valves for condensation oscillation & 
chugging loads & util proposed schedule for completion Pinal 
analysis scheduled for 030901 

FieOLERiP D Oeneral Public Utilities - GPU Service Corp 63/05/11 
EISSNHUT. D O Division of Licensing app 18468 123 SAX 
Fiche 30-219. 00/35/ n, 0303170390 


0303230402 Foruards info on costs incurred from backflttlng U upgrading 
faci I i tl PS. per 830210 request Hods catogoriied NRC-redUlr ed • 
TKl-lessons learned or utl 1-ini tioted 

DIECKAHPiH General Public Utilities - GPU Service Cdrp 63/03/08 
TOURTELLOTTE. J Regulatory Reform Task Force 9pp iB376 31fl a4X 
Fiche 50-000103/03/00.8303230402 


8305310108 Foruards request for add I 
valve tests u/V-quenchor device to 
hydrodynamic load specs as part of 
Response ulthln 30 days requested 
CRUTCHFIELD. 0 Operating Reactors 
Genera) Public Utilities - GPU 5ei 
Fiche 50-219.83/05/27.0303310108 


info on In-plant safety relieP 
determine ade^^^'^^y of 
Mark J long-term program 

Branch 5 03/05/27 FIEDLER. P D 

■vice Corp 3pp 18650 060 24X 


0309310213 Foruards safety evaluation of util 030320 response to 
NUREO-0737. Item II K 3 21. "Core Spray S- LPCI Sys Lou Level 
Initiation " Proposed mod designs acceptable 

CRLPTCHFIELD. D Operating Reactors Branch 3 83/05/27 FIEDLER. P □ 

General Public Utilities - GPU Service Corp 4pp 106^59 142 24X 

Fiche 30-219.83/03/27.0305310213 


Q Inspection reports. IE Bulletins 6 correspondence 


0303230720 Foruards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADIiyO. N J Commissioners 2pp 18342 272 24X 

Fiche 90-000.83/04/11.0305230720 


0303020313 Grants osemption from fee requirements for 030211 
application for amend to License DPR-i6. de lettng 
nonradiolog leal uater quality conditions Reimbursement 
forthcoming 

MILLER. U O. License Fee Management Branch 03/04/25 FtEDLER.P D 
General public utilities - GPU Service Corp Ip 10204 324 24X 

Fiche 50-219.03/04/23.0309020913 


8^9020362 Forwards plant-specific responses to sin NRC questions re 
saf ety /rel ief valve testing <N!UREG-0737 Item II D ll.per 
621217 request Saf ety /rel 1 ef valve discharge piping uttlikes 
V quencher u/sparger at discharge pipe exit 

FIEDLER, P B General Public Utilities - GPU Service Corp 93/04/27 
CRUTCHFIELD. 0 Operating Reactors Oranch 3 21pp 18274 058 24X 

Fiche 30-219.03/04/87.8309020362 


0303020433 Generic Ltr 03-19 to all power reactor ^ testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Eve list end 

EIQENHUTjD 0 Division of Licensing 03/03/02 Consolidated 
Edison Co of New York. Inc SOpp 10441 120 24X 

Fiche 90-000.83/03/02.0305030499 


830S040474 Informs that analysis of aircraft traffic for facility per 
Integrated asseesment rept <NUREQ-O028) followup acceptable. 
CRUTCHFIELD. D. Operating Reactors Branch 9 83/09/03 FIEDLER. P B 

Oenaral Public Utilities - GPU Service Corp, 2pp 18319 319 24X 

Fiche 90-219.83/09/03.0309040474 


6309110374 Forwards addl info re NUREO-0737, Items II F l 4. 11 F 1 9 
II F I 6 concerning containment pressure, water level ii 
hydrogen moni tors, resptc tlvely. per 030106 request No 
obstructions would prevent hydrogen from escaping from core 
FlEDLERiP B General Public Utilities - GPU Service Corp 83/09/06 
CRUTCHFIELD. D Operating Reactors Branch 9 0pp 18406 279 24X 

Fiche- 90-219. 83/09/06. 83091 10374 


8309090699 Generic Ltr 03-20 to all operating reactor licensees U 
holders of CPs re integrated scheduling for Implementation 
0 # plant mods.Svc list end 

EI8ENHUT. D Q. Division of Licensing 83/09/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 193 24X 

Fiche 90-000. 83/09/09. 8309090699 


B212060383 IE Info Notice 03-14. "Dewaterod Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
arc 1 

TAVLOR.JM Division of Safeguards U Jnspection Programs (Post 
830103) 03/03/21 ConsoUdated Edison Co of New York, Inc 

ll2pp 18300 319 24X Fiche 90-000. 03/03/21. 0212060385 


9303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response {Post 030103) 03/04/13 Consolidated Edison Co of New 

York. Inc i26pp 10439 199 24X Fiche 30-000,93/04/13.8303040021 


B303040023 IE Info Notice 83-22. "DUR Saf e ty /Rel ief Valve Failures “ 
8vc list end 

JORDAN.E L Division of Emergency Preparedness % Engineering 
Response {Post 630103) 83/04/22 Consolidated Edison Co of Hew 

York. Inc lt2pp 10383 0B9 24X Flcfte 90-000.83/04/22.9303040023 


6309040104 Notification of significant licensee 830512 meeting in 
Forked River. NJ to discuss results of SALP 

TRIPP.L E Division of Project & Resident Programs 83/04/22 
Oivltlon of Project & Resident Programs Ip IS326 396 24X 
Fiche 90-219.03/04/22,8309040104 


8303040023 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Bys " Sve list end 

JORDAN.E L Division of Emergency Preparedness t Engineering 
Reeponse (Post 830103) 03/04/29 Consolidated Edison Co of New 

York, Inc MYpp IB301 291 24X Fiche 90-000,83/04/29.8303040023 


0303040026 IE Info Notice 83-24. "Loose Parts in Secondary Bide of 
Steam Generators at PNRs " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc tl9pp 183B2 047 84X Fiche 90-000.83/04/28.8303040026 


8303040027 IE Info Notice 83-25. "Standby Oas Treatment 8gs Heater High 
Temp Trip Setpoint Adjustment “ Sve list end 
JORDAN.E L Division of Emergency Preparedness S< Engineering 
Reeponse (Post 830103) 03/04/28 Consolidated Edison Co of New 

Vorki Inc 110pp 18382 169 24X Fiche 30-000.83/04/28.8303040027 


8303040020 IE Info Notice 83-26. "Failure of Saf e ty /Be 1 ief Valve 
Discharge Line Vacuum Breakers *' Sve list end 
JORDAN.E L Division of Emergency Preparedness Engineering 
Reeponse (Post 830103) 83/03/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 84XFlchD 50-000.03/09/03.0303040026 


B3091B0433 Forwards safety evaluation re BWR Owners Group 001230 
response to NURE0-0737r I torn II K. 3 49, "Depreisurl latlon 
W/Other Than Automatic Depr eesur 1 xation 8ys " No mods 
required 

CRUTCHFIELD. D Operating Reactors Branch 9 83/09/17, FIEDLER, P. B 

General Public UtiUtles - GPU Service Corp 2pp 18406:193 24X 

Fiche 90-2i9i 83/09/17. 8309180433 


>—6309180440 Safety evaluation of BUR Owners Group generic response to 
NUREO-0737. Item I1,K.3.49, "Oepresiuri zation W/Other Than 
Automatic Depr eseur 1 zat 1 on 8ys " No mods required 
« Operating Reactors Branch 9 83/09/17 4pp. 18486 197 24X 

Fiche 90-219. 83/09/17. 8309180433 


8309270002 Updates 630419 ltr re installation L operability of post- 
accldsnt sampling sys per NUREO-0737. Item II 0 3 Items 
agreed upon at 830912 meeting 1 Is ted, Instal latl on work will 
be completed during current refueling outage. 

riEDLER.P 8 General Public Utilities - GPU Service Corp 03/09/20 
EI8ENHUT. D. G. PWlfion of Licensing 2pp 18638 289 24X 

riche* 90-219. 83/09/20. 8309270082 


0303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN.E L Division of Emergency Preparedness M Engineering 
Response {Post 830103) 83/09/04 ConsoUdated Edison Co. of New 

York* Inc U2pp 18382 282 24X Fic h e* 3O-00D. 63/09/04. 8303040030 


0303040031 IE Info Notice 83-20. "Cpltorla for Protective Action 
Racommendatlons for General Emergencies " Sve list end 
JORDAN.E L Division of Emergency Preparedness V Engineering 
Responso {Post 830103) 83/09/04 Consolidated Edison Co of New 

Vorki Inc 119pp 18441 001 24X Fiche 30 - 000 . B 3 /O 9 / 0 4. B3030400'31, 


8309190260 Forwards IE Insp Rept 90-219/63-08 on 630308-0404 & notice 
of Violation 

BTAROSTECKl. R Division of Project Resident Programs. 03/05/09 
FIEDLER, P D Oeneral Public Utilities - GPU Service Corp 3pp 
10901 247 24X Fiche 90-219.83/09/09.0309190260 


— 0309190263 Notice of violation from insp on 030300-0404. Saf e guard s 
info deleted 

« Region I. Office of Director 83/09/09 Ip 18301,24? 24X 

Fiche 90-219,83/09/03. 8309190260, 
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-’83051902^* IE Insp Rept 50-319/83-0H on B3030S-0404 Mane oflip 1 lane e 
notad vlolflti-oTi of -jacunty plan provisions Safeguards info 
deleted 

COWOILL. C I THDrtAS, J , KEiniG.R R Region 1. Office of Otrector 
Q3/04/2a 12pp 18501 850 2At Flche 30-319,83/03/03,0303190260 


0303040033 IE Info Motlce 93»29, ^'FubI Binding Caused b\f Fuel Rati 
Oef armat ion Sve list end 

JORDANtE L Division of Emergency Preparedness Engineering 
Retponie (Post 830103) 83/03/06 Consolidated Edison Co of Neu) 

York# Inc 113pp 10323 248 24)t Flche 50-000, 93/03/06. 8303040033 


B303I60018 Acit receipt of 030423 Itr informing NRC of stops taken to 
correct violations noted In IE Insp Rept 30-219/Q2-24 
MARTIN, T T Division of Engineering 6 Technical Programs 03/03/10 
FIEDLER^P 9 General Public Utilities - GPU Service Corp Ip 
18432 336 24X Flche 50-219, 83/03/ 10, 83091600 1 0 


— 0GO316OO23 Responds to NRC 830329 Itr re violations noted In l£ Insp 
Rept 30-219/82-24 Corrective actions radiological control* 
personnel ulll be relnstructed 6 request for measurement 
procedures sent to vendor Completion expected bg 830931 
FIEDLER.P 0 Oeneral Public Utilities » OPU Service Corp 
83/04/23 MARTIN,! T Division af Engineering & Technical 
Programs 8pp 18452 339 24X Flche 30-219,03/09/1040303160010 


S303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating ProcBduras (CQP) Guidelines " Sve list end 
JORDAN, E L Division of Emergenci/ Preparedness t>> Engineering 
Response (Post 830103) 83/09/11 Confiolidated Edison Co of NeLU 

Vori, Inc U4pp 18524 003 24 X Flche 30-000. a3/09/ll» B303040034 


G30925039J Foruards IE insp Rept 90-21 9/83-00 on 930214-10* 0301-04, 
21-22,24 t 2G No noncompLIanc e noted 

MARTIN.T T Division of Engineering & Technical Program* 03/09/12 
FIEDLER, P 0 General Public Utilities - OPU Service Corp Spp 
18992 067 24X Flche 50-219.03/03/12.0303230291 


— 8309290295 IE Insp Rept 90-219/83-09 on 030214-10.0301-04,21-22,24 & 
20 No none omp I lance noted Major areas inspected tnservlce 
Insp activities, including program t. procedure review (, 
licensee response to IE Dulletin 02-03 

MCBREARTY.R A , DURR, J P Region 1. Office of Director 03/09/05 
6pp 16992 069 24 X Pi ch e 90-2 1 9. 00/09/12, 0309230291 


8305200900 Foruards response to IE Bulletin 80-13, "Cracking in Core 
Bprai/ Spargers ** Augmented insp program Includes in-vessel 
exam of annulus piping t* sparger assemblies btj combination 
of remote vl lual, u I trasonic 6 air testing technKue* 

FIEDLER.P B General Public Utilities - OPU Service Corp 03/09/13 

Region I, Qfflcs of Director 13pp 10914 010 24X 

Flche 90-2 1 91 03/0 5 / 1 3, 0309200 900, 


0303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program ” 
Bve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response iPoit 030103) 03/09/19 Consolidated Exfison Co of Neui 

York. Inc I14pp 10697 009 24X Flche 90-000,03/05/19,8303040040 


S Reportable oecurrenc es* LERs 5> related correspondence 


D309230973 Forwards enginaering avaluatlon rept. "Cracks Ik Leaks tn 
Email Diameter Piping *' 

BRDWNpE J Reactor Operations Analysis Branch 83/04/19 
SEYFRIT. KV Reactor Dperatlons Analysis Branch Ip 10941 342 
24X Flche 30-000, 03/04/19', 030 9230573 


—0309230619 "Cracks & Leaks in Small Diameter Piping," engineering 
evaluation rept Small pipe leaks associated ui/unantlclpated 
vibration problems require addl supports or rerouting of 
pip Ing 

BRONN, E %J Reactor Operations Analysis Branch 83/04/19 9pp 
10941 343 24X Flche 90-000,83/04/19,8309230373 


0309030441 Forwards LER B3-014/01T-0 Detailed event analysis end 

FIEDLER.P 0 Oeneral Public Utilities - GPU Service Carp 83/04/20 
Region 1* Office of Director 3pp 10306 324 24X 

Ficha 30-219,03/04/20,8309030441 


—8309030447 LER e3-014/01T-0 on B30406 , de s i gn deficiency discovered In 
heating coll control circuitry for standby gas treatment sys 
trains Temporary radundant power feed provided until 
permanent nod Installed during current malnt outage 
DlCKlNSONiA C General Public Utilities - OPU Service Corp 
83/04/20 Region t. Office of Director Ip 18306 327 24X 

Flche 90-219.03/04/20,0303030441 


03O9D2O499 PNS-I-63-009 on 830427* bomb threat phoned In by unidentified 
malt ca 1 1 er, Evacuation initiated Search conducted u/negative 
findings Normal operations resumed Authorities notified 
HADDEN, U . CODY. A T . JOYNER. J H. Region 1, Office of Director < 

03/04/27 Ip 10203 310 SAX Flche 90-219,03/04/27,6309020439 


8309190072 PNO- 1-03-091 an 830916* vehi c le ran stop sign tt struck 
1 Icenset-ouned van carrying radioactive matl Package not 
damaged I* no contamination found Package raturned to site 
for repackaging 

THOMAS* CONNER Region 1. Office of Director 83/03/16 Ip 
10902 060 24K Flche 90-219,03/09/16,0309190072 


DOCKET 90-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


C Utility Environmental Report CER), amends It correspondence 


8309230974 Foriiiards rept* in response to F8AR It environ rept - QL ffemge 
acceptance rrviavi questions per NRC request for addl info to 
030419 submittal rt OU application List of repts submitted 
end 

MANGANIC V Niagara Nohauik Power Corp 03/09/13 EIBENHUT, D 0 
Dtviflon of Licensing 3pp 10600 001 24X Flche 90-410,83/09/13* 

0309230974 


—8309230589 "3l6IaJ Demonstration SubmUs Ion, NPDE8 Permit NY 0001015.“ 
* Nlagera Mohawk Power Corp 03/09/13 224pp 18600 007 24X 

Flche 90-410,03/09/13*0303230974 


□303040046 IE Info Notice 03-33, "Nonrepr esentat i V* Sampling of 
Contaminated Dll " Sve list end 

JORDAN. E L Division of Emergency Preparedness S' Engineering 
Response iPost 030103) 83/09/26 Consolidated Edison Co of New 

York. Inc 1 14pp 10647 007 24X Flche 90-000.03/09/26,0303040046 


R Periodic aperatl-ng reports li related correspondence 


0309240488 Forwards INFO "Evaluation of Oyster Cresk Nuclear Oeneratlng 
Station, 1982 " Eveluatlon conducted 821029-1101 

BRUNNER, E J Division of Prajsct 6 Resident Programs 03/09/06 
TAYLOR. J M Division of Reactor Programs IPre 830103) Ip 
18971 315 24 X Ficha 30-219.03/03/06,6309240488 


— 6309240476 "Evaluation of Oyster Creek Nuclear Generating Btation, 
1982 " 

i Institute of Nuclear Pauer Operations 03/O'3/31 44pp 
10971 316 24 X Flche 30-219, 83/09/06* 0303240403 


0309230436 Forward* monthly operating rapt for Apr 1903 

FlEOLERiP D General Public Utilities - GPU Sarvica Corp 03/09/17 
Division pf Bata Autamafelon I* Management Information Ip 
10538 209 24X FI cha' 90-219* 03/09/ I 7, 0309230436 


— 8309230437 Monthly operating rept for Apr 1733 

BARAN* R General Public Utilities - GPU Service Corp 03/09/02 
6pp 18938 207 24X Flche 30-219.03/03/17,0305230436 


— 8303230987 "Evaluation of Angeled Screen Fish Diver* 6ys at Oswego 
Bteam Station Unit 6," Interim rept 

a Lawler , Hatusty h. SkiLlv Engineer* LMBE-02/OO91M91-O9B 
02/04/30 a2pp 10600 231 24X Flche 90-410,93/09/13,0309230374. 


—8309230992 "3t6(»* Demonstration Submission Permit NY 0020109 " 

* Power Authority of the State of New York 03/09/13 2l7pp 
18600 300 24X: Ficha, 50-410* 03/05/13, 8309230974 


— 0309230999 "3161b)' Demonstration aubmlsslon Permit NY 0020109 ** 
a Power Authority of the State of New York 63/09/13 329pp 

19601 169 24X Flche 90-410*03/03/13,0309230374 


—8309230603 “Fish Tag Rept Summary 1972-76 " 

0TORR,J F Starr* J F 76/1^/31 95pp 16602 130 24X 

Flche 30-410*83/09/13,0309230974 


— 8309230607 Vol I to "Ni-ne Mile Point Aquatic Ecology Studies, Summary 
Plankton* Denthas, ri *h, 1973 '* 

e Ouirk* Lawler tc Matusty Engineers 74/00/31 991pp 

1B6D2 229 24X Flche 90-410*03/05/13,0309230974 


— 8309230614 Vol 11 to "Nine Mile Point Aquatic Ecology Studies, Fish 
Implngementi Water Quality, 1973 '* 

» Quirk, Lawler it Matusky Engineers 74/06/31 260pp 

10604 096 24X Flche 30-410*03/05/13,0309230974 


—8309230622 Vol III to "‘Nine Mile Point Aquatic Ecology 8todie**Part 1, 
Appt r-in <a-d) Methods Me tls, Statistical Procedures, 

Plankton. 1973, '• 

e Quirk* Lawler it Matusky Engineers 83/09/13, 908pp 

18605 001 24X Flche 90-410,83/03/13,8309230974 
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—3309230628 Vol HI to '*Nln0 Mile Point Aquatic Ecology Studies, Fart 2, 
App rn <»-p) Plankton. 1973 " 

a Ouirkt Lousier & Hatusky Engineers 83/05/13 S77pp 
18606 149 g4X Fiche 50-410.03/05/13.8305230574 


0309200306 Foriaards IE Insp Rept 50-220/03-06 on 830301-31 Mo 
none omp 1 iancB noted 

STAROSTECKI^n Division of Project U Resident Progra/ns B3/04/25 
RHODE# G Niagara Mohauk Pouier Corp 2pp 1B51Q 163 24X 

Fiche 50-220# 03/04/25, 8305200386 


--8305230637 Vol III to "Nine Mila Point Aquatic Ecology Studies. Part 3. 
Apps IViVtVl Denthos# FI eh; FI sh Imp ingemont. 1973 " 

■* Quirk# CatiTler & Matusky Engineers 83/05/13 396pp 

1 8608' 006 24X F 1 c h « 50-410# 03/05/13# 0305230574 


--S3O3230644 Vol III to "Nine Mile Point Aquatic Ecology Studies# Part 4# 
App Vll Water Quality. 1973 " 

a Quirk# Laufler & Matusky Engineers 03/05/13 29lpp 
18610 019 24X Flche 90-410# 83/05/13, 0309230974 


— 8305230650 Vol I to "Nine Mile Point Aquatic Ecology Studies# Chap ters 
I-IV, 1974. " 

» Lauler# Matusky & Bkelly Engineers 79/12/31 333pp 

1G609 042 24X FUhe 90-4 10# 03/05/13, 8305230974 


—8309230696 Vol 11 to '^Nlne Mile Point Aquatic Ecology studies, (Chapters 
VI I -XI* 1974 » 

» Lau/ltr# Matusky & Skelly Engineers, 79/12/31 20Opp 
18610:306 24X Flche 90-410# 83/09/13# 0305230574 


—8305230661 "Nine Mile Point Aquatic Ecology Studies# 1779 <' 

« Lawl er. Matusky & Skelly Engineers LMSE-76/0031V191-033 
76/09/31 497pp 18611 226 24X Flche 90-410,83/09/13, 

8309230974 


—8309230666 Vol 1 to "Nine Mile Point Aquatic Ecology Studies# 1976 " 
» Lauler# Matusky & Bkelly Engineers 77/09/31 409pp 

18613 001 24X Fiche# 90-410* 83/09/13# 8305230974 


— 8309200392 IE Imp Rept 9O-22O/03-'O6 ot» 830301-31 No noncomp Hence 
noted Major areas Inspected licensee actions on previous 
Insp f inding s# plant tours# phys leal security & IE circulars 
Safeguards Info deleted (ref 10CFR73 21 10CFR9 3(a>(4>) 

HUDSON, 8 0 # KISTER.H B Region 1, Office of Director 83/04/13 
9pp IQSIB 165 24X Flche 50-220, 03/04/25, 0309300386 


8305040483 Forwards application for amend to License DPR-63 changing 
Tech Specs r* fire protection program 

MANOAN.C V Niagara Mohawk Power Corp B3/09/02 DENTON. H R 
Office of Nuclear Reactor Regulation# Director Ip 18319 273 34X 

Flche 90-220,83/09/02,8305040403 


— 0305040493 Application for amend to License DPR-63 changing Tech Specs 
re fire protection program 

MANOAN, C V Niagara Mohawk Power Corp 03/09/02 2pp 
18319 274 24X Fiche 50-220, 03/03/02# 8309040403 


—0309040300 Proposed Tech Spec changes re fire protection program 
e Niagara Mohawk Power Corp 03/05/02 3?pp 18319 276 24X 

Flche g0"220» 83/05/02# 0305040*103 


8309110034 Generic Ltr 03-21 to all licensees of operating reactors# 
applicants for OUs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list end 

EI8ENHUT# D 0 Division of Licensing 83/05/11 Consolidated 
Edison Co ef New Vork# Inc 16pp 10940 095 24X 

richtt 50-000# 03/05/11# 8305110034 


—8309230678 Vol II to "Nine Mil# Point Aquatic Ecology Studies# App I-IX# 
1976 " 

* Lawl tr# Metusky Skilly Engineers 77/(}9/31 6Slpp 
18614 130 24X Fich* 90-4 1 0# 03/05/ 1 3, B309230974 


— 630923O6B0 "Nine Mile point Aquatic Ecology Studies# 1977 " 

« Texas Instruments# Inc 70/09/31 219pp 18618 001 24X 

Flche. 90-4 1 Or 03/09/13# 0309230974 


—8309230601 "316(a) Demonstration Submiss ion# NPDE8 Permit 070 0X2 2 
000632 NY (0003212) " 

* Niagara Mohawk Power Corp 83/09/13 150pp 1861S 216 24X 

Flche 90-410# 03/09/ 13# 0305230974 


8305200302 Ac k receipt of 030331 ltr Informing MRC of steps taken to 
correct violations noted In IE Health Physics Appraisal 
Rept 90-220/80-11 

MARTINrT T Division Of Engineering b Technical Programs 03/05/17. 

RHODE, 0 K Niagara Mohawk Power Corp 2pp 10917 314 24X 

Fiche 90-220# 83/09/ 1 7# 0309200382 


—8309200383 Responds to NRC B30304 ltr ro violations noted in IE Health 
Physics Appraisal Rept 90-220/00-11 Corrective actions 
Internal exposure control , nsp iratory protection program 
surveillance control all doted In Insp 82-20 
LEHP(5E8#T E Niagara Mohawk Power Corp 03/03/31 HAYNES# R 
Region I# Office of Director 29pp 10917 3t6 24X 

Fiche 90-220103/05/1710305200302 


—8309230604 "Intake Considerations# NP0E8 Permit 070 0X2 2 00632 NY 
(0003212) 

e Niagara Mohawk Power Corp, B3/09/13 SOpp 10619 006 24X 

Flche. 90-410# 03/09/13. 0309230974 


—8309230687 "316(a) Demonstration 8ubml ss lon‘ NPDE8 Permit 070 0X2 2 
000633 NY (0003221). " 

a Niagara Mohawk Power Corp LMSE''79/0363M91/029 03/09/13 

I92pp. 18619 093 24X Flche 90-410# 83/09/13# 0309230574, 


—0309230691 "Intake Consideration! NPDE0 Permit 070 0X2 2 000633 NY 
(0003221) " 

e Niagara Mohawk Power Corp, 83/09/13 50pp 10619 209 24X 

Flche: 90-410# 03/09/13# 0309230974 


— 0309230696 "316(A} Demofistratl on 0ubmlsslon NPOE0 Permit NY 0002106 " 
a Niagara Mohawk Power Corp, 03/05/13 460pp 10619 249 24X 

Flche* 90-410# 83/05/13# 8309230574. 


— S309230699 "Intake Considerations. NPDES Permit NY 0002186 " 

# Niagara Mohawk Power Corp 83/05/13 149pp 18620 349 24X 

Fi Che. 90-410# 83/09/13# 8309230574 


— 930923070X "Studies to Alleviate Potential Fish Entrapment at Unit 6 - 
Oswego Steam Station. " 

a Stone tt Hebstar Engineering Corp. 77/05/31 52pp 18621 130 
24X Flche. 50-410# 83/05/13# 8309230974 


F# Sacurtty# medical# emergency I# fire protection plans 


8309020969 Responds to B30119 ltr re changes to facility security plan. 
Changes consistent w/iOCFR90, 94( p ) b acceptable. 

VASSALLO. D, B. Operating Reactors Branch 2 03/04/21 SUNBER* J J 

Niagara Mohawk Power Corp 2pp 10284.236 24X 

Flcha; 90-220# 83/04/21# 8305020969 


03052409 76 Tnrortns that NURE0-O737r Item HI A 2 1# "Emergency 
Preparcdnessi Upgrade Emergency Plans to App E# 10CPR90r " 
completed Item closed 

VAS3ALta#D B. Operating Reactors Branch 2 03/05/18 RHODE# O.K 

Niagara Mohawk Power Corp 3pp 10594 214 24X 

Flche 90-S20» 83/09/10# 8305240576 


0305270026 Provides e lar 1 f icatlon of util position on NUREO-O737r I terns 
I. A 1.3# "Min Shift Crew" b III A l 2# ^Staffing Level for 
Emergency Situations " 

MAN2AN#C V. Niagara Mohawk Power Corp 03/05/24 VA8SALL0# D. B 
Operating Reactors Branch 2 2pp 10638 304 24X 

Flche: 90-220# 03/05/24. 8305270026 


P Operating license stage documinti b correspondence 


0304210090 Clarifies 021220 environ qual 1 f ication SER. Just 1 flea tlons 
for continued operation (JCO) should be reviewed to ensure 
that JCO exists for all equipment that may not he qualified 
Proprietary review# per end guldel ines# due in 30 days 
VA89ALLa# D D Operating Reactors Branch 2 03/04/00 RHODE# 0 K 

Niagara Mohawk Power Corp 5pp 18118 347 24X 

Fiche 90 - 220 # 03/ 04 /Oa# 03042 1 0050 


0309020459 Generic Ltr 03-19 to all power reactor b testing licensees 
rt new procedures for providing public notice concerning 
issuance of amends to OLs 8vc list end 

EISENHUT.DG Division of Licensing 03/05/02 Consolidated 
Edison Co of New Yorki Jnc 50pp. 10441*120 24X 

Fiche* 90 - 000 # 03/03/02# 8309020455 


0305040403 Forwards application for amend to License DPR-63 changing 
Tech Specs re fire protection program 

MANOAM#C. V. Niagara Mohawk Power Corp 83/05/02 DEMTQN.H R 
Office of Nuclear Reactor Regulation# Director Ip 18319 273 24X 

Flche 90-220# 83/09/02# 0309040483 


— 8309040493 Application for amend to License DPR-63 changing Tech Specs 
re #ira protection program 

MANGANIC V. Niagara Mohawk Power Corp 03/09/02, 2pp 
10319 274 24X Fiche. 90-220, 83/09/02, 8305040403. 
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— 630^040500 Proposed T^ch Spe-c ch-angsi ra fire protection program 
• WUgara riohauk Pbuer Corp 83/0&/02 39pp IB319 276 24X 

FlCht 90-220. G3/O5y02i 8303040483 


8309030030 Poruardt application for ani«rhd to LlcentB DPR-* 63. pro pacing 
Tech Spec changes to reflect change in curve 1 Ilanc e 
re^ulrementc for reactor veccel mail taimplei 

MANOAN.C V Niagara Hohauk Pouer Corp 63/05/02 DENTOI^^H R 
Office of Nuclear Reactor Regulation. Director Ip 1BS41'089 24X 

Flche 50''a20. 63/09/02. B305 030020 


— 6309090031 Application for amend to Lican-ie DPR~63. prdpoalng Tech Spec 
changes to reflect change In turvclllance requirements for 
reactor vesiel matL samples 

MANOAN. C V Niagara Mohayl Power Carp 03/09/02 2pp 
1B941 090 24X Flche 50*-S20i 83/09/02. 0303030020 


— 8305230431 Prepose'd Tech Specs reflecting change In surveillance 
requirement! for reactor veeisl mat! samples Supporting info 
enc 1 

* Niagara rtohauk Power Corp 03/03/02 4pp 18941 092 a4X 
Flche 30-2 20. 03 /O5/0Si B 3090 50020 


0305060043 Faruards application for amend to License 0PR*'63r revising 
Tech Spec Section 3 6 S re radioactive mat! sources to 
Clarifg Inventory requirements 

RHODE I O K Niagara Mohautc Power Carp 83/09/03 OENTClM.lf R 
Office of Nuclear Reactor Regulation,. Director Ip 10349 103 24X 

Flche 90-220.03/05/03,0303060043 


—8309060046 Application for amend to License l)PR-63« revising Tech Spec 
Section 3 6 9 re radioactive matl sources to clarify 
invantory requirements 

RHODE, 0 K Niagara Mahay k Power Carp 03/03/03 3pp 10349 104 
24X Flche 50-220.03/03/03.8305060043 


— 8303060048 Proposed Tech Spec Section 3 6 5 re radioactive matl 
lourcBi. c lar 1 #y ing inventory requi remeats 

♦ Niagara Mohawk Power Corp 03/05/03 2pp 10349 lC9 24X 
Flche 90-220. Q3/09/03. B305060043 


0309170027 Farwarilf Amend 52 to License I)PR-63. safety evaluation <c 
notice of Issuance 6 availability Amend changes test 
duration for coPhtainment Integrated leak rate test to min 
qf e h 

NERMANN. R Operating Reactors Branch 2 Q3/0-5/04 RHODE. 0 K 

Niagara Mohawk Power Carp 2pp 16494 171 24X 

Flche. 30-220. 63/03/04 . 0309 1 70027, 


-”'8309170032 Amend 92 to License DPR-63i changing test duration for 
containment integreted leak rate test to min of 6 h 
VAS8ALL0. D 0 Operating Reactors Oranch 2 83/09/04 4pp. 

10494 173 24X Flthe 9-0~220. 03/09/04. 0309170027 


— 9303250523 Sefety evaluation supporting Oyners Oroup generic 

response to Item II K 3 49 of NUHEO-0737, "Depretsur 1 letioh 
k/Other Than Autometlc Depressorliation 8ys “ 

» NRC - No Detailed Affiliation Given 03/05/10 flpp 
18395 312 24X Ficha 90 - 220 . 03/03/10. S3 0S2509 14 


0305240402 Forwerds info re environ qualification of electrical 
equipment, p er NRC requests for addl info & clarifications 
Justification for continued operation, comp leted safety- 
related equipment list k response to 10CFR90 49 discussed 
MANOAN, C V Niagara Hohawk Power Carp 03/05/20 VABBALLO. D B 
Operating Reactors Branch 2 I04pp 10574 323 24X 

Flche 90-221li 03/09/20. 0305240402 


0305270026 Provides clarification of util position on NUREO-0737. Items 
1 A 1 3. "Min Shift Crew*’ 6 111 A 1 9. "Staffing Level for 
Emergency Situations " 

HANOAK. C V Niagara Mohawk Power Corp 83/03/24 VASBALLO. D B 
Operating Reactors Branch 2 2pp 10638 304 24X 

Fie he 90-220.03/03/24.0309270026 


Q Inspection reports. IE Bulletins 6 correspondence 


6212060333 IE Info Notice 83-14. «'Deuetered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
end 

TAYLOItiJ M Division of Safeguards 6 Inspection Programs (Post 
0301031 B3/03/91 Consolidated Edison Co of New York. Inc 

I12pp 10308 319 24X Flche 30-000.03/03/21.8212060309 


8303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
Sve lilt end 

JORDAN. E L Olvtsion of Emergency Preparedness 6 Engineering 
Response (Post 030103). 83/04/15 Consolidated Edison Co of New 

York. Inc I26pp 18439 139 24X Flche 50-000.03/04/13.0303040021 


8303040023 IE Info Notice 03-22. "BUR 8af ety/Rel ief Valve Failures '■ 
8v< list end 

JORDAN.C L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103} 83/04/22 Consolidated Edison Co of New 

York. Inc 112pp 18303 089 24X Flche 90-000.03/04/22.0303040023. 


8303040029 IE Info Notice 83-23. ^'Inoperable Containment Atmosphere 
Sensing 8y&. Sve List end. 

JOROAN*E U Division of Emergency Preparedness Engineering 
Response CPoit 830103} 83/04/25 Consol Idated Edison Co of New 

York. Inc 119pp ie38i'29i. 24X Flche 50-000.03/04/25.0303040029 


0309200386 Forwards IE Insp Rept 5O-22O/03-O& on 830301-31. No 
noncompliance noted 

GTAROSTECKI^ft Division of Project 6 Resident Programs 83/04/25. 
RH0DE*0 K Niagara Mohawk Pouer Corp 2'PP> 18518 163 24X 

Flche 80-220. 03/04/251 0309200306 


— 8305170036 Safety evaluation supporting Amend 32 to License DPR-63 
e Office of Nuclear Reactor Regulatlohr Director 83/03/04 Spp 
18494 177 24X Flche 50-220.03/05/04.8305170027 


— 0305170060 Notice of Issuance availability of Amend 92 to License 
DPR -63 

VA83ALLO, 0 B Operating Reactors Branch 2 03/05/04. 2pp 

18494 179 24X Flche 50-220,03/03/04.0305170027 


S305090639 Generic Ltr 83-20 to all Qpiratlng reactor Itceniees l< 
hold«rs of CPs re integrated Echedullng for implemsntat 1 on 
of plant mods 5vc list tncl 

EISENHUT. D O Division of Licensing B3/05/09 Consolidated 
Ed I ion Co of New York. Inc 16pp 10627 153 241C 

Flche 30-000.03/03/09,8309090639 


8305I600IS Submits schedule for providing Info re NUREO-O73.7i Item 
II, a 3, "Post-Accident Sampling Capability " Formal 
procedure for relating radionuclide concentration! to cor* 
damage expected by startup from 1984 refueling autege. 

MANOAN, C V. Niagara Mohawk Power Corp 03/09/11. EISENHUT, D, 0 
Division of Licensing ip 10453 162 84X Flche, 90-220. B3/05/1 1, 

83091 61)015 


0309200345 Advises that justl f Icatian for continued aperatlon on Items 
for Which prior justification not supplied will be submitted 
by 830320 

NANOAN.C V Niagara Mohawk Powtr Corp 83/09/16 VAfiBALLO, D, D 
Opsretlrvg Reactor* Branch 2 ip 18916 234. 24X 

Flche 50-820.93/03/16.8305200345 


safety evaluation re 0WR Owner* Oroup response to 
NLfflEO- 0737, Item II K 3. 49. "Deprissur 1 lation H/Other Than 

OS' cortplets 

VABSALLO. D. B. Operating Reactor* Branch 2 03/09/10. RMODEiG K 

Niagara Nohawt Power Corp 2pa, 10593 310 24X 

Flche. 90-2aO,83/03/lB, 8305250514 


—8309200392 IE Insp Rept SO-220/G3-06 on 830301-31 No noncompliance 
noted Major areas Inspected licensee actions on previous 
Insp find Inge, p lant tours, physical security 6 IE circulars. 
Bafeguerdt Info deleted Iref 10CFR73 2l fc 10CFR9 9(a}(4}). 

HVDeOM. S D , KISTER.H D Region 1. Office of Director 03/04/13 
9pp 18518 169 24X Flche 50-220.03/04/29.0305200306 


8303040026 IE Info Notice 83-24. "Loose Parts In Becondary Bide of 
Steam Generators at PWRt *' 8vc list end 

JORDAN. E L Division of Emergency Preparedness l< Engineering 
Response (Post Q3O103I. 03/04/20 Consolidated Edison Co of New 

York. Inc llSpp 18382:047 24X Flche 90-000. B3/04/28. 8303040026 


8303040027 IE Info Notice 03-23. "Standby Oas Treatment By* Heater High 
Temp Trip Setpoint Adjustment " 6vc list encl 
JORDAN.E L Division of Emergency Preparedness tt Engineering 
Response (Rost 830103). 83/04/20. Consolidated Edison Co of New 

York. Inc llBpp 10382 165 24X Flcha 90-000.83/04/28.8303040027. 


0303040020 IE Info Notice 83-26. "Failure of Safety /Rel 1 sf Valve 
Discharge Line Vacuum Breakers “ Sve list encl 
JORDAN.E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co. of New 

York. Inc i22pp 18441:170 24X Flche 90-000.83/03/03.8303040028. 


0303040030 IE Info Notice 83-27. "Operational Response to Event* 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 0-vc list encl 

JORDANiC L, Division of Emergency Preperednei* V Engineering 
Response (Post 8301031 83/09/04 Consolidated Edison Co of New 

York. Inc 113pp 183BS! 202, 24}( Flche: 90-000. 83/09/04. 0303040030. 


Q30304003I IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies " 8vc list encl 
JORDAN,E, L Division of Emergency Preparedness U Engineering 
Response (Post 830103). 03/09/04 Consolidated Edison Co, of New 

York. Inc 119pp. 18441.001 24X Fl< he. 90-000, 03/09/04. 0303040031. 
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8303040033 IE Info Notice B3-29i "Fuel Dlndlns Couied Fuel Rack 
Deformation *' Sve Hit end 

JORDANjE. L Dlviilon of Etneraency Preperednei* Engineering 
Reiponea (Pott 830103) 83/0S/O6 Conialideted Edison Co of Neui 

Yorkj Inc llSpp 10523 249 24 X Flcho 50-000,83/05/06*0303040033 


8303040034 IE Info Notice 03-30* **Misapp Hcation of Generic Emergency 
Operating Procedures (EOP) Guideline! ” Bve list end 
JORDAN* E L Division of Emergency Preparedness It Engineering 
Retponse (Post 830103) 03/05/11 Consolidated Edison Co of Neu 

York* Inc li4pp 18524 003 24X Fiche 50-000*83/05/11,8303040034 


8305200382 Ack receipt of 630331 itr informing NRC of steps taken to 
correct violations noted in IE Health Physics Appraisal 
Kept 90-220/00-11 

HAftTIN, T T Division of Engineering 5i Technical Programs 83/05/17 
RHODE* (» K Niagara Mohawk Power Corp 2pp 10517 314 24X 

Fiche* 90-2201 83/05/17* 0305200382 


— 8309200393 Responds to NRC 830304 Itr re violations noted in IE Health 
Phytlce Appraisal Rapt 50-220/00-11 Corractlve actions 
internal exposure control* respiratory protection program 
surveillance control all doted in Insp 82-20 
LCMPOEB* T E Niagara Mohawk Power Carp 63/03/31 HAYNES, R 
Region, t* Office of Director 29pp 1BS17 316 24X 

F i c h e * 90-280, 03/05/ 1 7 * 0305200302 


8303040040 IE Info Notice 03-31, “Error in ADLPIPE Computer Program “ 
8vc list end 

JORDANtC L. Division of Emergency Preparedness ti Engineering 
Respanse (Post 030103) 83/05/19 Consolidated Edison Co of New 

York, Inc 114pp. 10697 009 84X Fiche 50-000,83/05/19,0303040040 


B30304004A IE Info Notice 93-33* “Nonrepr esintatl ve Sempllng of 
Contaminated Oil “ Sve list end 

JORDANhE L Division of Emergency Preparedness & Engineering 
Rasponte (Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc. U4pp 10647 007 24X Fiche 50-000,83/05/26*8303040046 


R, Periodic operating reports rslated correspondence 


8304110916 Forwards “Nina Mila Point Unit 1 Aquatic Ecology etudlas* 
I9S2, *• 

LEHPOESrT. E, Niagara Mohawk Power Corp 83/03/30 HAYNESiR C 
Region Office of Director Ip 17909 074 24X 

Fiehai 80-220* 03/03/30* 8304110816 


—0304110919 “Nine Milt Point Unit 1 Aquatic Ecology etudles*19e2 « 
a Eealogical Analysts* Inc NMPllK 83/03/31 102pp 

17909:079. 24X Fiche 90-220*83/03/30*8304110516 


B305£60O97 Forwards “Annual Environ Operating Rept,Part 8 - 
Ridiolagical Rtpt*l?82 “ Nonradiolog leal aquatic ecology 
ttudiei data rept for 1982 submitted under separete cover 
LEMP0C8, T E Niagara Mohawk Power Corp 03/04/25 ALLAN, J Region 

1, Office of Director Ip. 19450 224. 24X Fiche 90-220*83/04/25, 
0309160097 


—0309160103 “Annual Environ Operating Rept, Part B - Radiological Rept* 
1963. ’* 

a Niagara Mohawk Power Corp 03/04/30 123pp. 18490 229 24X 

Fiche. 9O-220i 83/04/29* 8309160097 


8305100272 Forwards “Quarterly Task Person-Rem ReptiJan-Mer 1983*“ per 
Aeiend 90 to License DPR-63 

HANOANiC. V. Niagara Mohawk Power Corp 93/04/29 EIBENHUT* D 0 
Division of Licensing Ip 18371 301. 24X Fiche 90-220,03/04/29, 

8309100272 


— 8309100277 “Quarterly Task Person-Rem Rept,J 4 n“Mar 1983 “ 

* Niagara Mohawk Power Corp 03/04/29 29pp 18371 302 24X 

Fiche: 90-220,83/04/29, 0309100272 


0309170373 Forwards monthly operating rept for Apr 1903 

LEl^OEO* T. E, Nlegera Mohawk Power Corp. 03/09/10 Director's 
OffiCB, Office of Inspection and Enforcement ip 10471:209 24X 

Fie ha; 90-220, 83/09/10, 8305170393 


-—0305170399 Monthly operating rept for Apr 1983 

ROHAN, T* U. Niagara Mohawk Power Corp, 83/09/04 9pp 18471:206 
e4X Fiche. 90-220, 03/09/10, 0309170393 


0309230974 Forwards repts in response to FSAR b environ rept - OL stage 
acceptanca review questions per NRC request for addl Info to 
030419 submittal re OL appl icati on. Li st of repts submitted 
end. 

HAN0AN,0. V Niagara Mohawk Power Corp 03/09/13 EIBENHUT, D 0. 
Division of Licensing. 3pp. 18600:001 24X FUhe; 90-410, 83/09/13, 

0305230974. 


— S3092305B7 "Evaluation of Angeled Screen Fish Divers Sys at Oswego 
Steam station Unit 6," interim rept 

« Lawler* Matusky Skelly Engineers LM&E-a2/0091b 191-090 
02/04/30 Q2pp 16600 231 24X Fiche 90-410*03/05/13*0309230974 


— 0305230603 “Fish Tag Rept Summary 1972-76 “ 

BTQRR.JF Storr, JF 76/12/31 99pp 18602130 24X 

Flchs 90-410,83/09/13,0300230974 


— 8305230607 Vol I to “Nine Mile Point Aquatic Ecology Studies, Summary 
Plankton. Benthos* Fish* 1973 " 

e Quirk* Lawler & Matusky Engineers 74/00/31 39lpp 
18602 225 24X Fiche 50-4 1 0,03/05/13*0 3 05230974 


— 8305230614 Vol tl to “Nine Mile Point Aquatic Ecology 9tudlei, FUh 
Imping ement* Mater Quality, 1973 “ 

e Quirk. Lawler & Matusky Engineers 74/00/31 26epp 
18604 096 24 X Fiche 50-410,03/05/13.0309230974 


— 8305230622 Vol III to “Nine Mile Point Aquatic Ecology Studies. Part 1. 
Apps I-ni <a~tf) Method* 6 Metis* Statts t leal Procedures* 

Plankton* 1973 " 

e Quirk, Lawler & Matusky Engineers 03/05/13 90Bpp 
10605 001 24X Fiche 50-4 1 0.83/05/13,0 3 09230374 


— 0305230626 Vol III to "Nine Mile Point Aquatic Ecology atudles*Part 2* 
App III (e-pJ Plankton* 1973 " 

e Quirk* Lawler Ec Matusky Engineers 83/05/13 577pp 

18606 149 24X Fiche 50-410*83/05/13.8305230374 


— 8305230637 Vol lit to "Nine Mile Point Aquatic Ecology Studies. Fart 3* 
Apps IV. V, VI: Benthos, Flshi Fish Impingement, 1973 " 
a Quirk* Lawler fc Matusky Engineers 83/05/13 396pp 

18608 006 24X Fiche 50-410*03/05/13*8309230574 


—8309230644 Vol III to "Nine Mile Point Aquatic Ecology Studies. Part 4. 
App VII Hater Quality. 1973 " 

» Quirk. Lawler 6 Matusky Engineers 03/09/13 291pp 

18610 019 24X Fiche- 30-410, 83/09/13, 0309230974 


—0309230690 Vol I to “Nina Mile Point Aquatic Ecology Stud les* Chap ter s 
I -IV, 1974 " 

e Lawler* Matusky 6 Skelly Engineers 79/12/31 333pp 

18609 042 24X FI c he. 90-410. 83/05/13* 0309230974 


—8305230696 Vol II to “Nine Mile Point Aquatic Ecology Studies. (Chapters 
Vll-X)il974 “ 

« Latirler, Matusky Skilly Engineers 75/12/31, 280pp 

10610 306 24 K Flchs 90-410*83/09/13*8309230374 


— 8305230661 "Min# Mile Point Aquatic Ecology Studies. 1979 “ 

e Lawler, Matusky U Skelly Engineers LM8E- 76/009161 91-033 
76/09/31 497pp 18611 226 24X Fiche' 90-410. 03/05/13* 

0309230974 


— 8309230666 Vol I to "Nine Mile Point Aquatic Ecology Studies* 1976 " 
a Lawler* Matusky (c Bkelly Engineers 77/09/31. 409pp 

18613 001 24X Fiche 90-410*03/09/13,8309230974 


— 8309230670 Vol II to "Nine Mile Point Aquatic Ecologg Studies, App 1-IX* 
1976. “ 

e Lawler. Matusky & Skelly Engineers 77/05/31 691pp 

18614 130. 24X Fiche 90-410.83/09/13*0309230974 


— 0305230600 “Nine Mile Point Aquatic Ecology Studies, 1977 “ 

a Texas Instruments, Inc. 70/05/31 2l9pp 1961B 001 24X 

FI ch e . 90-4 10, 83/05/13* B309230974 


S Reportable occurrences* LERs b related correspondence 


0309060426 Forwards LER ai-053/03L“l 

LEMPOES, T E Niagara Mohawk Power Corp 93/04/27 ALLAN* J M 
Region 1* Office of Director Ip 1B343 225 24X 

Fiche 50-220,83/04/27,8305060426 


—8309060420 LER ai-053/03L-l ' on 0U 120. dl scovered that i ingle failure of 
electrical power supply could either isolate both condenser 
sys or cause failure to isolate Logic for Initiation 6 
Isolation of condenser sys reviewed 

HANDALL*R,0 Niagara Mohawk Power Corp 03/04/18 Region 1, 
Office of Director Ip. 10343' 226 24X Fiche' 50-220* 03/04/27* 

8309060426 


8305060933 Forwards updatsd LER B3-020/03X-I 

LEMPOEB. T E. Niagara Mohawk Power Corp 83/04/27. ALLAN, J. M 
Region 1, Office of Director Ip 18347 303 S4X 
Fiche 5(3-220.03 /04/27,8309060533 
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— 93050^»0-^40 U^datei} LER Q3-020/03)C-l on 830i21i dtir Ing major ovtajja uhlle 
parformlng local leak rata testingi leaka^a from valva* 

50 l-Ol & 5B l“02 found to exceed Tech Speci Cauied by 
corroeton buildup New clapper Installed 

R^ND^I-LiR 0 Niagara MoKauk Rouor Carp 83/0*1/27 Region !■ 

Office of Director Spp 16347 304 24K PIche 30~220< 83/04/271 

0305060533 


6305200233 Poruards LER GG-OOS/OaL'Cl 

LEMPCES. r E Niagara Mohsuk Power Corp 63/03/11 ALLAN* J M 
Region 1* OfFlce of Director Ip 18317 063 24X 

F 1 c b e 30*<220i 33/03/ 1 1 . B30 3200263 


— 8303200290 LER G3-006/03L-0 on 83041 1 r uilr 1 1 e performing design review* 
dlecdvered that poured concrete north L ueet walls of 
control room uould not meet original eeismlc criteria 
Kodt made to Improve uall structural loading capabllitie* 

RANDALLpR Q Niagara Mohawk Power Corp 83/03/11 Region I* 

Office of Director ip 16317 064 24X PIche 50-220*83/03/11* 

G3032002G3 


8305270073 LER e3-007/03L-0 on B30419*30-ft wind dlrectlan tenior 
azimuth alignment found misaligned bg 9 0 degrees Caused bg 
itnpropsr alignment of mounting plates when Installed Sensors 
readjusted & checked lf/B30319 i tr 

IAVENDITTl*A * MANOAM. C V Niagara Mohawk Power Corp 83/03/17 
ALLAN* J M Region 1. Office of Director 3pp 18*30 298 24JC 
Fiche 50-220. B3/03/ 17. B303270073 


DOCKET 30-223 RP| CRITICAL EXPERIMENT 


F SecuTltij* msdiealt emergency ft Mre protection plans 


630S17D466 Poruards rsvlsed physical security p Ian. rep lacing 8204S6 
plan Plan withheld Iref 10CPR2 790 C. 73 SI » 

NICKSiP * HARRIS. D Rensselaer Po-lytechnlc Inst 63/04/2* 
THOMAS. C 0 Standard 1 zatl on 8t Special Projects Branch Ip 
10470 003 24X PIche 30-229. 03/04 /26i 8303170466 


8309110388 Forwards IE Insp Rept 30-229/83-02 on 830324-29 No 
noncomp 1 lance noted 

STAROSTECKl* R Division of Project h Resident Programs 83/04/29 
LAHSV*R T Rensselaer Polytechnic Inst 2pp 1640* 212 24X 

Fiche 90-229.83/04/29*0303110309 


—6309110395 IE Insp Rept 90-223/83-02 on 830324-25 No noncomp I lane » 
noted Major areas inspected action on previous Insp 
findings* fac 1 1 1 ty operat ions* organize 1 1 on. i ogs & recordst 
surveillance activities it emergency procedures 
KINNEY* N U , ELSASSER*T C Region 1* Office of Director 
03/04/28 6pp 16406 214 24X Fiche 90-223.83/04/29.8303110368 


P Operating license stage documents it correspondence 


6309170100 Motif Icetlon of 630923-26 meetings w/Renss«latr Polytechnic 
Inst S< LASL in Schinectadyi NY to review U evaluate reactor 
facility In connection w/app 1 Icatl on for OL renewal 
9ERNARD.H Gten dard 1 1 a 1 1 on U Special Projects Drench B3/09/12 
THOMAS. C -O Standard 1 1 atlon 1. Special Projects Branch 2pp 
18499 338 24XFlCh« 90-225. B3/09/l2i 8305170100 


Q Inspection reports. lE Bulletins it cart espondence 


0305110386 Forwards IE Insp Rept 50-229/83-02 on 030324-29 No 
noncomp 1 lance noted 

BTAROSTECKli R Division of Project L Resident Programs. 83/04/29 
LAHEY*R T Rensselaer Polytechnic Inst 2pp 1B40*:212 24X 

Fiche 90-225.83/04/29. 0309110380 


—8309110395 IE Insp Rept 90-225/63-02 on 630324-25 No noncomp 1 1 ance 
noted Major areas Impectetf action on previous insp 
findings* fac i 1 1 ty operetlonsi organ 1 zatl on* log s it records, 
surveillance activities & emergency procedures 
KINNEY. H W , ELBASSER.T C. Region tr Office of Director 
83/04/28 6pp 16406 214 24X Fiche 90-229*83/04/29.0305110360 


DOCKET 90-237 DRESDEN NUCLEAR PONER STATION* UNIT 2 
F Security, medlcel. emergency It fire protection plans 


0309030336 Discusses lE Emergency Preparedness Insp Repts 50-010/83-01. 
50-237/63-01 & 50-249/83-01 on 030208 it forwards notice of 
dtf icicnc 1 es 

PAPEHIELLO. C J Region 3* Office of Director 03/04/29 REED. C* 
Commonwealth Edison Co. 2pp. 18297 137 24X Fiche 30-010, 83/04/29. 

0305030336 


— 0309030340 Notice of deficiencies from insp on 030103-07 Public info 
brochures not distributed from Apr 1961 - Dec 1982 it 
emergency action levels not reviewed w/state & local govt 
since 810401 

* Region 3. Office of Director 03/04/29 2pp 19297 139 24X 

Fiche 90-010.03/04/29.0309030336 


0309110034 Oenerlc Ltr 83-21 to all licensees of operating reactors, 
applicants for QLs tc holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

E16ENHUT, D O Division of Licensing B3/09/U Consol Ideted 
Edison Co of New York* Inc 16pp 16540 099 24X 

Fiche 50-000*03/03/11.8309110034 


830912011* Advises that onsite U offsite emergency preparedness 
adequate per t0CFR90*App E Emergency plans upgraded per 
NUREO-0737* Item til A 2 1 Item complete 

CnUTCHFtELl>* 0 Operating Reactors Branch 9 63/09/11 FARRAR. D L. 

Commonwealth Edison Co 3pp 16423,040 24X Fiche 90-010.83/09/11, 

03091201 1* 


8309240249 Requests ichedular exemptions allowing delay in implementing 
10CFR50 40 requlremente for Installation of fire protection 
mods Request based on AE* manufacturer it const personnel 
anticipated Implementation schedule 

RYBAK, B Commonwealth Edison Co 83/09/18 DENTON. H R Office of 
Nuclear Reactor Regulation. Director *pp 1894B’204 24X 

FI Che- 90-000* 83/09/18, 8305240245 


F Operating license stage documents b correspondence 


6309100316 Responds to FOIA request for 6ECY-03-17 b BECV-83-i9 
Forwards documents Documents also available In PDR 
FELTON, J M Division of Rules and Records, 83/03/29 BREADY. J C 
KMC. Inc Ip 10909 230 24X Fiche 90-237.83/03/29*8309180316 


—0305160320 Notifies of results of BEP review of facility, 

DIRCK8ikf J Office of the Executive Director for Operations 
8ECY-B3-017 03/01/12 47pp 18909 246 24X 

Fiche 50-237*03/03/29,0309180316 


0309020499 Oenvrlc Ltr 83-19 to all power reactor b testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLi Sve list end 

EIGENHUT, DO Division of Licensing 03/09/02 Consolidated 
Edison Co of New York* Inc 90pp 18441 120 24X 

Fiche 50-000, 83/09/02. 0309020499 


6309040446 Application for amend to Licenses DPR-19 b DPR-29. revising 
Tech Specs to clarify min reactor pressure when conducting 
scram testing follautng refueling outage b requirement for 
Isolation control rod drive pumps 

RVDAKiO Commonwealth Edison Go 63/09/02 DENTON* H R Office of 
Nuclear Reactor Regulation. Director 2pp 18322 230, 24X 

Fiche 90-237,83/09/02,0309040446 


— B309D4049* Proposed changes to Tech Specs to clarify min reactor 
presfure when conducting scram testing following refueling 
outage b revise requirement for isolation control rod drive 
pumps to apply only to single rod scram testing 
a Commonwealth Edison Co 03/09/02 2pp, 10322 240 24X 

Fiche 90-237* 83/09/02. 8309040446 


0309040488 Responds to 821221 b 030224 requests to withhold Info 
submitted In connection u/app 1 Icatlon to change Tech Specs 
re Cycle 9 reload Request approved per 10GFR2. 790< b ) <91 
Attachments 2 b 3 to 821221 b 830224 Itrs will be withheld, 
CRUTCHFIELD, D Operating Reactors Branch 9 83/09/02 FARRAR. D L 

Commonwealth Edison Co 4pp 10319266 24X Fiche, 90-237* 83/09/02. 

G30904Q48B 


8309040920 Supplemental application for amend to Licenses DPR-19 b 
DPR-29f pr epos Ing changes to Tech Spec 4 3, D lb to verify 
nuclear response to control rod drive u/expirlenced 
uncoupling at power levels above 207. 

RYBAK, 8 Commonwealth Edison Co. 03/09/02 DENTON.H R Office of 
Nuclear Reactor Regulation. Director, 2pp 10321 244 24X 

Fiche 90-237,83/09/02,0309040920 


— 8309040924 PropooetT Tech Spec 4 3,0.1 b <Pag* 96) requiring 
verification of nuclear response to control rod drive 
w/axper ienced uncoupling at power levels above 20X 
a Commonwealth Edison Co 03/09/02. 3pp 18321 246 24X 

Fiche 90-237.83/09/02,8309040920 


03D9O4O991 Application to amend Licenses DPR-19. DPR-20* DPR-29 b 
DPR -30* changing App A Tech Specs re economic generation 
control operation 

RYBAK, B Commonwealth Edison Co 83/09/02 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp 18321’ 279 24X 

Fiche- 90-000. 03/09/02, 8309040991 
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— 0309040335 Propotad changaa to App A Tech Specs re economic 
generation control operation W/o detailed changes 
* Commonuieal th Edison Co S3/05/02 Ip 18321 281 24X 

Fi ch e 50-000* 83/05/02* 8305040551 


8305130209 Concurs ui/NRC changes to draft Tech Specs re reactor 
protection eys (RP8> protective relaying mads* per 830420 
Itr Operation w/RP8 modi Installed per 10CFR50 59 & u/o Tech 
Specsruill not compromise safe operation of facilities 
BYBAKtB Cofflmonuealth Edison Co 83/05/06 DENTONi H R Office of 
Nuclear Reactor Regulation! Director 2pp 18439 330 24X 

Flche 50-000. 83/05/06, 8305130209 


8305090659 Generic Ltr 83-20 to all operating reactor licenieei 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list end 

EISENHUTi D 0 Division of Licensing 83/05/09 Consolidated 
Edison Co of Neu Yortc. Inc I6pp 18627 153 24X 

Flche 50-000. 83/05/09. 0305090659 


B305130038 Responds to 830316 request for addl Info re NUR£0-0737i Item 
XI K 3 88. "Verify Qual if Icatlon of Accumulators on 
Automatic Depressur Uatlon 8yi Valves “ Environ seismic 
quallf Ication uiill be in accordance u/IE Bulletin 79-OlB 
RYBAK.B Commonwealth Edison Co 83/05/10 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 18436 339 24X 

Flche 50-000. 83/05/10. 0305130038 


6309180370 Forwards Accident Evaluation Branch 8ER Input re NUREO-0737. 
Item III D. 3 4. "Control Room Habitability '* 8ys acceptable 
CRUTCHFIELD. D Operating Reactors Branch 5 83/05/lt FARRAR. DL 

Commonuealth Edison Co 6pp 18432 295 24X Flche 50-237.83/05/11. 

8309120370 


— 8305120374 Advises that licensee proposed program re NUREO-0737. Item 
IIX.D 3 4. "Control Room Habitability." acceptable 
HORPHY. D N Battelle Hemorlal Institute. Pacific Northuest 
Laboratory FIN D-2323 82/03/23 HULHAN. L, 0 Accident 

Evaluation Branch 2pp 18432 301 24X Flche 90-237,63/09/11. 

8309120370 


8309200707 Forwards request for addl info on NUREO-0737, Item 11 K 3 20 
ra qualification of automatic depressuri latlon sys 
accumulators Response requested ulthin 49 days 

VA98ALLO, D B Operating Reactors Branch 2 03/09/11 FARRAR. D L 

commonwealth Edison Co 5pp 18528 390 24X Flche 90-000.83/09/11. 

8309200707 


8305200186 Notifies that 030429 amend application for proposed Tech 
Bpec changes re TMI Action Item 11 K 3 19 on isolation of 
HPCI b RCIC requires fee Application requested from NRC for 
purpose of preventing inadvertent isolation of sys 
DIOOS. R. K. License Fee rianagemcnt Branch 83/09/12 FARRAR* D L 
commonwealth Edison Co. Ip 18940 228 24X Flche 90-000183/09/12. 

6309200186' 


8305100376 Forwards list of proprietary documents ^ associated pages 
from technical evaluation repts rt environ qual If Icatlon of 
alectrlcal equipment OE affidavit per 10CFR2 790 received 
Ufstlnghouie affidavit forthcoming 

RYBAK.B Commonwealth Edison Go 83/05/13 DENTON. H R Office of 
Nuclear Reactor Regulation. Director. 3pp 16490,347 24X 

Flche: 90-000, 83/09/13. 8309180376 


8305260290 Commits to resolution of three open items re NURE0-0612i 
"Control of Heavy Loads." using Quad Cities guidelines Quad 
Cities analysis to verify stress design factors for 
dryer/separator lifting rig applicable 

RVBAKrB. Commonwealth Edison Co 83/09/19. DENTON, H R. Office of 
Nuclear Reactor Regulation. Director ip 18629.394 24X 

Flche. 90-237. 83/05/19. 0309260290 


8309270419 Notifies that response to 030316.0510 U 11 requests for addl 
Info re TMI Item 11 K 3 28. "Qualification of Automatic 
Depressurization Sys Accumulators. " addressed in 830510 ltr 
RYBAK.B. Commonwealth Edison Co 83/09/23 DENTON, H, R. Office of 
Nuclear Reactor Regulation. Director Ip 18642 298 24X 

Fiche - 50-000. 83/05/23. 8305270419 


8309310037 Advises that listed items re snubber action plan sent on 
830920, per 030913 ltr Bubmlttal of plan for checking for 
clamp Interferenca during 62-day snubber insp deferred until 
830603 to Incorporate binding study results, 

RYBAK.B Commonwealth Edison Go 83/09/24 KEPPLER.J 0. Region 3. 
Office of Director IBpp. 18693 186 24X Flche* 50-237. 03/05/24. 

8305310037 , 


8305310086 Notification of 030614 meeting u/utll in Bethesda.MD bo 
discues util DCROR program plan 

GILBERT. R. A Operating Reactors Branch 9 83/09/26 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 10698<O63, 24X 

Flche. 50-000. 63/05/26. 83093 10086 


0305310028 Advises that requirements of NUREO-0737, I tem 1 1 F 1 4, 
"Containment Pressure Monitor," II F 15, "Conta in^oont Water 
Level Monitor" & II F I 6. "Containment Hydrogen Monitor" 
resolved, per 621220 6 801215 submittals 

CRUTCHFIELD. 0 Operating Reactors Branch 5 83/05/27 FARRAR. D L 

Commonwealth Edison Co 7pp 10653 213 a4X Fiche 50-000, 03/O5/27i 
8309310026 


Q Inspection reports. IE Bulletins & correspondence 


0212060385 IE Info Notice 03-14, "Dewatered Spent Ion Erchange Resin 
Susceptibility to Ezothermic Chemical Reaction " 8vc list 
encl 

TAYLOR, J M Division of Safeguards S. Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York, Inc 

ll2pp 18308 319 24X Fiche 50-000,83/03/21,8212060389 


6304040268 Requests that Insp program re IE Bulletin 80-13, "Cracking 
in Core Spray Spargers," be performed every 3 yrs In 
conjunction up/reactor vessel internal insp No abnormaltt 1 ec 
noted per subj bulletin 

RYBAK.B Commonwealth Edison Co 03/03/25 KEPPLER, J Q Region 3, 
Office of Director 2pp 17816 282 24X Flthe 50-237,83/03/25. 

830404026B 


8309020467 Forwards IE Insp Repts 50-010/03-06.50-237/03-07 8c 
90-249/03-06 on B30203-0315 No noncomp 1 lance noted 
STREETER. J F Region 3, Office of Director 83/04/13 REEO.C 
Commonwealth Edison Co 2pp 18203 073 S4X Flche 90-010,03/04/13. 
8309020467 


—8305020480 IE Insp Repts 50-010/83-06,50-837/03-07 k 50-249/83-06 on 
830203-0315 No noncompliance noted Major areas inspected 
operational safety. meint, survel 1 lance. 1 icenies events, plant 
trips. refuel Ing activities 6 refueling surveillance 
tongue, T M , JORDAN, M J , 8TASEK, 3 Region 3, Office of Director 
03/04/12 16pp 18283 075 24X Fiche 50-010, 03/04/13. 0305020467 


8303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
Svc list encl 

JORDAN.E L Division of Emergency Preparedness & Epgineerlng 
Response (Post 830103) 83/04/15 Consolidated Edlioti Co of New 

York. Inc I26pp 18435 155 24X FI che 90-000, 83/04/1 5. 0303040021 


8303040023 IE Info Notice 03-22. "BUR Bafety/Re I lef Valve Failures >' 
Svc tisi encl 

JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co, of New 

York. Inc 112pp 18303 089 34X Flche 50-000, 83/04/22. 8303040023 


0309100379 Forwards IE Imp Repts 50-237/83-08 Ic 50-249/63-07 on 
030222-25.0301,09 & 14 (t notice nf violation 

HIND. J A, Division of Radiological tn Materials Safety Programs 
63/04/22 REED.C Commonwealth Edison Co 2pp 18377 320 24X 

Flche 90-237. 83/04/22, 8305100379 


—0305100387 Notice of violation from Insp on 030252-25,0301.09 I* 1 4 
HINO.J A Region 3, Office of Director 03/04/22 2pp 
18377 330 24X Flche 50-237.63/04/22.8309100379 


—8309100402 IE Insp Repts 90-237/83-08 & 50-249/83-07 on 830222-29.0301. 
09 Si 14 Noncompliance noted DOT radiation limits exceeded 
& failure to follow health physics procedures 
PAUL.R A . LOVENDALEiP C . QREOER. L R. Region 3. Office of 
Director 83/04/21 I2pp 10377 332 24X Flche 50-237.83/04/22. 

0305100379 


—8305100416 IE Waste Packaging Insp Rept 15000046/83-03 on 830216 
Nancompllanci noted dose rate of 3 nrem/h existed in truck 
cab. 

THOMAS, R D . BOOK. H E Region 5. Office of Director EL8EN, M J 
Washington. State of 83/02/28 4pp 18377 344. 24X 

Flche 50-237.83/04/22.8305100377 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Benslng 8ys " Bve list encl 

JORDAN.E, L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/04/25, Consolidated Edison Co of New 

York. Inc 119pp 18301 291 24X F 1 che 50-000. 83/04/25. 0303040029 


8305020100 Ack receipt of 030330 ltr Informing NRC of steps taken to 
correct violations noted in IE insp Repts 50-010/83-09. 

90-237/83-09 «< 50-249/83-04 

SHAFERrW D Region 3. Office of Director 03/04/25 REED, C. 
Commonwealth Edison Co. Ip 18270 243 24X Flche 90-010.03/04/29. 

8305020100. 
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Ba050S0lO& R»iportd« to NRC B30304 Itr re vloUtlons noted In IE In^p 
Reptt ^0"OiO/a3-03, 50-237/B3-05 «< 30-247/B3-04 Corrective 
actions Amend 7t rclasued tt Incorporated Into Tech Specs 
audit accounting !< foMouup igs 

FARRARj D U Con^ma nwea 1 th Edison €o 83/03/30 KEPPLER^xTO 
OF Director 3pp 18276 244 24K 

Flcha SQ-OlOi Q3/0 4/2 s, 9309020100 


031S0440 Poruarda ig insp Rapt 50-237 /a3'03 on 930111-0334 & notice 
of vlolatloni 

tlTTLEi H 8 Region 3. Office of Director 83/04/23 REED. C 

Coffifflonwaalth Edison Co, Spp 18431 091 24X Flche 30-&37i 03/04 /as. 

0303120440 


0303120444 Natlc« of violation from insp on B30111-0324 

W 3 Region 3. Office of Director 83/04/23 Ip 
10431 0«?3 24 K Ftcha 30-237.83/04/23,8305120440 


8303040031 IE Info Notice 03-28. "Criteria for Protective Action 
Recommondatlonf for General Emergencies ** 8vc list end 
jORDANiE L Division of Emergency Preparedness «< Engineering 
Reiponse (Post 830103) 03/03/04 Consolidated Edison Co. of Neu 

York. Inc ll9pp 10441 001 a4X Flche SO-OOO. 03/03/04, 8303040031 


8303040033 IE Info Notice 83-29. "Fuel Dinrflng Caused by Fuel Rack 
Deformation " Svc list enci 

JORDAN, E,L Division of Emergency Preparedness 4i Engineering 
Retponec (Post 830103) 83/03/06 Consolidated Edison Co of New 

York, Inc 115pp 18923 248, 24X Flche 50-000.83/03/06,0303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Oenarlc Emergency 
Operating Procedures lEOP) Ouidellnei *' Svc list end 
JORDAN.E L Division of Emergency Praparednest 6 Engihearlng 
Ratponsa (Post 830103) 83/09/11 Co-nsol Idated Edison Co of Nau 

York. Inc 114pp, 18524*003 24X Flche 50-000.83/05/11,8303040034, 


0305120449 IE Insp Rapt 50-237/03-03 on 830111-0324 Noncamp llanc* 
noted failure to control recirculation riser pipe weld rod 
studs, unused rod 6 unused rolls of E30eL-l6 stainless steel 
wire 

KEYrW J, , OANIELSQNfD H Region 3. Office of Director 83/04/21 
llpp 18431:094 24X Fiche 50-237,83/04/25,8303120440. 


8305200421 Advises that util respanse to 820714 confirmatory action Itr 
re IE Bulletin 79-14rpiplng analysis to restore hot shutdown 
path, piping ays to F8AR requirements by 8302lSi acc aptab le. 

6PE09ARD, R L Division of Engineering 83/05/18 REED, G 
Commonwealth Edison Co. 2pp 18517 }16. 24X Fiche, 90-000, 83/09/16, 

8309200421 


03040026 IE Info Mot lea 83-24, "Loose Parts In Secondary Side of 
atean Oeneratars at PWRs " Bve list end 

JORDAN, E L Division of Emargency Preparedness 6 Engintsrlng 
Retpontfl (Post B30103) 03/04/28 Canto 1 Ida ted Edison Co of New 

Yarl, Inc. U9pji. 18392 047 24X Flche 50-000, P3/04/28i 0303040036 


103040027 IE Info Mott c a 83-25, "Standby Oas Treatment Eys Heater High 
Temp Trip Setpoint Adjustment *' 8vc list end. 

JORDAN, E L Division of Emergency Preparedness Engineering 
Raspenss {Post 0301031, 03/04/20 Consolidated Edison Co of Neu 

York, Inc il8pp 16382.165. 24X Fiche SO-OOO, 83/04/28, 0303040027 


109060441 Confirms plans to meet w/utll on 030903 In, Olen Ellyn, IL 
to discuss status af actlens taken re 630317 confirmatory 
action Itr eoncarni-ng main steam Hue snubbers 

NOREtiyS^C £ Division of Project 6 Reiident Program! 83/04/20 
REEDiC Coaiflionusmlth Edison Co Ip 18343.147 34X 

F I Cfi a : 90-237, 93/0 4/20, B30 90604 4 1 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program." 
Bve Lift end 

JORDANrE. L. Division of Emergency Preparedness 6 Engineering 
ftasfonee (Post 830103). 63/09/19 Consolidated Edison Co of Niu 

York, Inc IHpp. IB697.009. 24X Flche- 90-000, 93/05/19, 0303040040 


0305290377 Forwards "QE-NEBS Electrical Penetration Assembly 
Qualification Program, " Vols 1 6 2 to "Response to IE 
Bulletin 79-OlB Quad Cities Nucleer Power Station Units 1 6 
2" 6 Vols 1 tc 2 to "Response to IE Bulletin 79-OlB - " 

RYBAK, 0 Commonwealth Edison Co 03/09/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2, liOpp 10578 001 24X 

Flche: 50-000, 03/09 /i 9,, B 30925037 7 


— 0309250393 ♦'OE-NEBB Electrical Penetration Assembly Oual if ication 
Program ’♦ 

« Bechtel Corp. 83/05/18. 396pp 18978.175 S4X 

Flche 50-000, 03/05/19, 8309250377, 


09100092 Provides status of safs shutdown path support Installation, 

per l£ Dulletln 7^'-l4 «< util 830416 commitment Rsmainlng 

aeceiitble hangar & pour Inacceeslbli hangers uill be 

complated by mld-ftay t( iTurfng Fall 1903 outage, respectively 

RYBAK, 0 CommonuBatth Edison Co 83/04/28 KEPPLERrJ 0 Region 3, 

Office of Director 2pp 18377 218 24X Fiche 50-237,83/04/20, 

8303 i 00092 


I0303D336 Discusses IE Emergency Preparedness Insp Repfcs 90-010/83-01, 
30-237/83-01 6 50-849/83-01 on 030209 6 forwards notice of 
def tc lenc Its 

PAPER lELLDiC J Region 3, Office of Director 03/04/29 REED, C. 
Commanuealth Edison Co 2pp 18297 137. 24X Fiche 50-010,83/04/39, 

8305030336 


'8303030340 Notice of deficiencies fram Insp on 830103-07 Public Info 
brochures not distributed from Apr 1901 - Dec 1902 & 
emergency action levels not revleutd w/state 6 local govt 
since 810401 

* Region 3, Office of Director 83/04/27 2pp 10297 139 24X 

Flche^ 90-010,83/04/39, B305030336 


30304002B IE Info Notice 03-26, "Failure of 8af ety/Rel ie f Valve 
Discharge Line Vecirum Breakers " 8vc list end 
JORDAN, B. L. Division of Emergency Preparedreis 1. Engineering 
Response (Post 83Q103). 03/05/03 Consolidated Edison Co. of New 

York, Inc ISEpf. 10441 170 24X Fiche 50-000.83/05/03,0303040028 


305100101 Ack receipt of 830411 Hr informing NRC of steps taken to 
correct violations noted in lE Inep Ripts 50-010/82-17* 

90**237/e2-24 4. 90-249/82-24 

SHAFER, W D, Reg i Pn 0, Office of Director 03/05/03 REED*C 
Cnismonuea] th Edison Cc. Ip, 18374 316 24X Fiche 50-010,03/05/03, 
8305100101. 


-8309100190 Aeipondi to NRC 830311 Hr re deficiencies noted In [E Insp 
Repts OO-Dl 0/82- 17, 90-237/02-24 it 90-249/02-24 Corrective 
acbloTii written agreement, EPIP200-1 1 re PflF for Units 2 I, 3 
between Corps of Enginitn 8< util to be revised 

RYBAKrB Commonwealth Edison Go 03/04/11 KEPPLER, J 0 Region 
3, Office of Director 4pp 10374 319 24X Flche 50-010, 

83/09/03, 8305100181. 


303040030 TB Inf a Notice 03-27* "Operational Response to Events 
Concerning Dellberata Acts Directed Against Plant 
Equipment " Svc list end. 

JOflOANiE.I.. Division of Emergency Preparedness i< Engineering 
Response (Poet 630103). 03/09/04 Consolidated Edison (^o, df New 

York, Int H2pp. 18382.202 2tX Fiche 90-000,03/05/04,03030^0030. 


—0309290399 Rev 2 to Vols i S< 2 to "Environ Quel if icat ion of Eleetricel 
Equipment* Dresden Nuclear Power Station Unit 2 '* 
e Bechtal Corp 03/09/31. 4t6pp 18979 171. 24X 

Flche* 90-000, 83/09/17, 8309290377 


—8309290407 Rev 2 to Vols 1 &< 2 to "Response to IE Bulletin 79-OiB for 
Dresden Nuclaar Power Station Unit 3 " 

» Bachtal Carp 83/09/31 307pp. 18900.286 24X 

Flche, 90-000, 03/09/19, 8309290377 


— S309290413 Rev 2 to Vols 1-3 to "Response to lE Bulletin 79-01B,Quad 
Cities Nuclear Power Stetlon Units 1 t, 2 " 

* Bechtel Corp. 83/09/31 7B6pp. 1890l|293 24X 

Fiche* 50-000, 83/09/19, 8309250377 


8305270395 Notifies thet work to be performed on mesanry walls, per lE 
Bulletin eo-lL, "Naeonry Mall Design," will be completed on 
830719. Thirty masonry walls requlrad mads 

RYBAK* B Commonuealth Edison Co. 63/09/23 KEPPLER, J 0 Region 3, 
Office of Director Ip 10642.335 24X Flche 90-237, 03/09/23, 

8309270399. 


8305310113 Ack receipt of 630919 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-237/83-03. 

LITTLE* M 8 Region 3, Office of Director 03/05/24 REED, C. 
Commonwealth Edison Co. Ip. 16698:070. 24X Fiche 50-237,03/05/24, 

0309310113. 


—0305310117 Responds to NRC 830429 Itr re violations noted in IE Insp 
Rept 30-237/03-03 Corrective actions; uncontroi led welding 
metis disposed of It personnel instructed re control of 
welding matle 

FARRAR, D.L Commonwealth Edison Co 03/09/19. KEPPLER, J O 
Region 3i Office of Director. 2pp. 18690.071 24X 

Flche 90-237, 83/09/24* 83093101 13. 


8303040046 IE Info Notice 83-33, "Nonrepr eientat Ive Sampling of 
Centamlnatad Qll." Svc list end 

JORDAN, E L Division of Emergency Preperednest b Engineering 
Response CPost 830103). 63/09/26. Consolldeted Edison Co. of New 

York, Inc ll4pp, 18647 007 24X Fiche. 90-000, 83/09/26, 0303040046 
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R Periodic operating reports h related correspondence 


63091301?? Forwards monthly operating rept for Apr 19Q3 

SCOTT) D J Commonwealth Edison Co 83/09/02 Director's Qfflcei 
Office of Inspection and Enforcement Ip 18440 090 24K 

FI c h # 30-237i B3/09/02r 03O913OJ 97 


— S3091G0202 Monthly operating rept for Apr 1963 

BCMRQEDERj D A Commonwealth Edison Co 83/09/03 16pp 
18440 091 24X Flche 90“237i 63/09/03) 8309130197 


B Reportable occurrences) LERs St related correspondence 


8309330973 Forwards engineering evaluation rept< “Cracks St Leaks in 
Small Diameter Piping " 

BROWMi E J Reactor Operations Analgiis Branch 83/04/19 
BEYFRITiK Y Reactor Operations Analgsii Branch ip 18941 342 
84X Fiche 90-000)63/04/19)8309330973 


— 8309230619 “Cracks S< Leaks in Small Diameter Piping)" engineering 
evaluation rept Small pipe leaks associated w/unanticlpated 
vibration problems require addl supports or rerouting of 
piping 

BROWN) E J, Reactor Operations Analgsis Branch. 83/04/19 9pp 
13941 343 24X Flche 90-000) 83/04/19. 8309230973 


6305060911 Forwards updated LER e3-008/01X-l 

aCDTTiD J Commonwealth Edison Co 83/04/29 KEPPLER)J 0 Region 
3) Office of Director Ip 18348 083 24X Flche 90-237.83/04/39) 

8309060911 


—0309060917 Updated LER 83-008/01X-1 on 8301 19. during instrvice Intp of 
recirculation p Iping. re jec tab le indications discovered In 
10 circumferential welds Caused bg Intergranular stress 
corrosion cracking Welds will be examined at mid-cgcle 
HYLKA. R Commonwealth Edison Co 03/04/29 Region 3. Office of 
Director 12pp 10348 064 24X Fiche 90-237.83/04/29)8309060911 


6309060416 Forwards LER e3“024/03L“0 

8C0TT. 0 J Commonwealth Edison Co 83/04/26 KEPPLER. J 0 Region 
3. Office of Director Ip 10343 190 24X Fiche 90-237.83/04/26. 

0309060416 


—6309060422 LER 63-024 /03L-0. on 630403iuhlle performing core iprag 
operabllltg test. valve HO 1402-4A failed to open Caused bg 
burned out motor Motor replaced 

ANANDAPPA. A Commonwealth Edison Co 83/04/26 Region 3. 
Office of Director. 8pp 18343 191 24X Flche. 90-237. 63/04/26. 

6309060416 


6309060990 Forwards LER e3-022/03L-0 

8CDTT. D J Commonwealth Edison Co. a3/04/2> KEPPLER. J. 0. Region 
3. Office of Director. Ip. 18349 Oil 24X Fiche 90-237, 03/04/27) 
8309060990, 


—830906099? LER 83-022/03L-0, on 630403. during refuel outagemo position 
indication found for core sprag injection valve MO 1402-29B 
Yalve would not open Caused bg one phase of breaker tripping 
before design overload reached. 

ANANDAPPA.A Commonwealth Edison Co 83/04/27 Region 3, 

Office of Director 2pp 18349 012 24X Flche 90-237.83/04/27. 

6309060590 


8309060603 Forwards LER 83-083/03L-0 

SCOTT. 0 J Commonwealth Edison Co. 63/04/27 KEPPLER. J 0. Region 
3. Office of Director Ip. 18348 247 24X Ftche 90-237.63/04/27. 

8309060603 


—8309060611 LER 83-023/03L-0‘ on 830406. during surveillance of component 
cooling SVC water vault floor drain (DOS 4400-1 >. condensate 
pump room flood switch actuated & drain valve AO-2-4999-74 
failed to close. Cause undetermined. Investigation underwag 
COYLEiL.M Commonwealth Edison Co. 83/04/27 Regions. Office 
of Director, 2pp 18348 248. 24X Flche 90-237.63/04/27. 

8309060603, 


8309060486 Forwards LER 63-029/0 lT-0 

SCOTT, D,U. Commonwealth Edison Co 63/04/29 KEPPLER. J. 0. Region 
3. Office of Director. Ip 18348 149 24X Flche 90-237.83/04/29. 

8309060486 


—6309060492 LER e3-029/01T-0' on 630418. air leeks found at actuating arms 
for six torus-to-drguel l vacuum brsakers Caused bg failure 
of vacuum breaker actuating arm seals All seals replacad w/ 

Improved design. No further leakage problems observed 

WHALEN. R.J Commonwealth Edison Go 83/04/29 Region 3. Office 

of Director 4pp 18340* 190 24X Flche 90-237.83/04/29, 

8309060466 


8309170134 Forwards LER a3-029/03L-0 

SCOTT, D J Commonwealth Edison Co 03/09/04 KEPPLER. J 0 Region 
3. Office of Director 2pp 18466 S67 24X Fiche 90-237, 63/09/04, 
8309170134 


—8309170140 LER a3-029/03L-0 on 830409, reactor bldg fuel pool channel A 
high radiation alarm activated. caui Ing reactor bldg vent sgs 
to trip Caused bg burned out relag coll Reiag coil replmced 
MERRITT. 8 Commonwealth Edison Co 83/09/04 Region 3. Office 
of Director ip 18466 269 24X Flche 50-237.83/09/04, 

8309170134 


9309240202 Updated LER 93-01 1/OlX-l on 630203. NDT performed on new 
fillet weld Crack found between torus shell U ring girder 
separating bags 8 L 9 Cause not determined Flaw removed bg 
grinding U filled w/hgdrogen electrode deposit W/8309O4 Itr 
TANOWEE. D . 9C0TT. D J Commonwealth Edison Co 83/0S/04 
KEPPLER, J 0 Region 3. Office of Director 4pp 10949 027 24X 

Flcha 90-237, 83/09/04, 8309240202 


8309170199 Forwards LER 63-027 /03L-0 

SCOTT, D J Commonwealth Edison Co 63/09/09 KEPPLER, J 0 Region 
3) Office of Director 2pp 16466 294 24X Flche 30-237.63/05/09. 
8309170199 


— 6309170163 LER 03-O27/O3L-O on 830408, during valve Insp, grease 
discovered on seats It discs Caused bg maint procedures not 
prohibiting personnel placing grease on seat 6 disc Grease 
removed. valves repaired 6 procedures will be revised 
8TACHNIAK, R Commonwealth Edison Co 03/09/09 Region 3, 
Office of Director 3pp 18466 296 24X Fiche 30-237. 83/0S/09i 

6309170199 


8309240207 LER B3-026/03L-0 on 830412. dur ing refueling outag e, snubber 
92 failed during test required to return snubber to store 
room Cause unknown Investigation undtrwag W/8309iO Itr 
RHEE,8 . SCOTT, 0 J Commonwealth Edison Co 83/09/10 KEPPLER. U G 
Region 3, Office of Director 3pp 10948 016 24X 

Fiche 90-237. 03/09/1 0, 0309240207 


8309240494 LER 83-028/03L-0 on 830417. dur ing re f ue 1 ing. Channel 6 fuel 
pool radiation monitor downscale alarm received Alarm could 
not be reset Caused by burned out coll In relay 1709-106 
Relay replaced u/spare W/630910 Itr 

MERRITT. 8 . SCOTT. 0 J Commonwealth Edison Co 63/09/10 
KEPPLER. J G Region 3. Office of Director app 10971 176 24X 

Fiche 90-237.03/09/10,8309240494 


8309240339 LER e3-030/03L-0 on 630421. 24- volt low voltage power supply 
felled. causing channel A isolation condenior vent monitor, 
reactor bldg vent 6 fuel pool area radiation monitor to move 
downscale Caused by bad voltage regulator U/63D91 i Itr 
MERRITT, 8 . SCOTT, D J Commonwealth Edison Co. 83/09/11 
KEPPLER. J 0 Region 3. Office of Director 3pp 18974 0B2 24X 

Flche 90-237. 03/09/1 1 , 0309240339 


8309200299 Forwards 7-dag evaluat ion. out-of-plant test results L action 
plan re main steam line snubber failures Investigation of 
clamp interference 6 potslbillty of thermal growth 
cont Inulng 

RYBAK.O Commonwealth Edison Co 63/09/13 KEPPLER. J 0 Region 3, 
Office of Director 3pp 18916 324 24X Flche 90-237. 63/09/13, 

0309200299 


— 0309200301 “Oresdin-2 Main Bteam Monitoring Procedure 7-Day Data 
Evaluation “ 

e Sargent L Lundg. Inc EMD-043449 B3/09/0? 40pp 1B9I6 3S7 

24X Fiche 90-237,63/09/13.0309200299 


— 6309200307 "Preltmlnarg Test Rept on Dynamic Testing of Dresden 2 
Mechanical Pipe Bnubbers ** 

NOTHELFERiT . PLUMMER. M C NUTECH Engineers. Inc « Commonwealth 
Edison Co CDM056 0011 0007 63/09/11 18pp 16917 004 24X 

Fiche. 90-237. 83/09/13. 6309200299 


6309310162 LER 83-032/03L-0 on 830429, dur ing unit startup, reactor water 
sample not pulled every 4 h per Tech Spec requirements 
Caused bg lack of communication between technicians during 
shift change S, failure to use flashing sign, W/B309t7 Itr 
TURNQUE8T. L . SCOTT, D J Commonwealth Edison Co 03/09/17 

KEPPLER, J 0, Region 3, Office of Director 3pp 18690.166 24X 

Flche 50-237.63/09/17,6309310162 


6309310149 LER 83-033/03L-0 on 030426, dur Ing testing of M9IV ID 8< 2D. 
half scram occurred on reactor protection sys, Caused by 
failure of scram Interlock contact of limit switch to 
reset after valve IB tested Switch adjusted H/630S16 Itr 
BEVERLY. K . 8C0TT, D J Commonwealth Edison Co 63/09/10 
KEPPLER. JO. Region 3. Office of Director 3pp. 18639 141 24X 

Fiche 90-237.03/09/18,8309310149 
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0303310141 LER 03-04 1 /OGL-O dn 030306, ca 1 1 tr of tfryu/eU pressure 
OIS 1300-4. relay ISSO-S*?? failed fcn pick up when pressure 
luttch (301-620 functionally tested Caused by loose 
connection In wiring circuitry W/830520 Itr 
CHRISTEL, 0 . SCQTTiD J Commonwealth Edison Co 03/03/17 
KEPPLEftr J 0 Region 3, Office of Director 3pp 18632 2B7 24X 

Flche 30-237,83/05/19.0305310163 


0305310130 LER a3-03a/03L-0 on 830503, average power range monitor 
lAPRMl 4 flow biased rod bloct setpoint found in excess of 
Tech Spec limit Caused hy instrument drift APRM 4 adjusted 
per Procedure DIS- 700-6 M/B3O520 Itr 

BEVERLY, K P , SCOTT, D 0 Commonwealth Edison Co 03/03/20 

KEPPLEft, J G Region 3. Office of Director Opp 10653 224 24X 

F I c h e 30-237 , 83/05/20. B3053 1 0 1 38 


DOCKET 50-238 NUCLEAR SHIP SAVANNAH 


R Periodic operating reports & related correspondence 


0303060577 Foruards semiannual survey rapts for 820317-18 8, 0916. per 
Amend 10 to License NS-l Info contains TLD monitoring badge 
I oca t lorvs. direct radiation survey, contamination survey 
results it environ sample analysis rept 

GUERRY.U E South Carolina. State of 03/02/28 NRC - Wo 
Detailed AfflUatlon Given Gpp 18347 237 24X 

Ft c h e 50-238 ,83/02/28. 0305060 377 


■&305D603B2 '‘Semiannual Survey Rept " 

* South Caroline, state of Q2/03/1B I4pp 18347 260 24X 

Flche 50-238,83/02/28.0303060377 


■0305060386 "Semiannual Burvey Rept " 

a South Carolina, State of 82/09/16 9pp 18347.274 24K 

Fieht 50-238,83/02/28.8305060577 


■0305060613 "Procedure for Testing ControMetf Radiation Area Intrusion 
Alarm " 

WALORUP.U South Carolina. State of B2/12/D2 9pp 10347*283 
24X Fiche 50-230. 83/02/28,8305060577 


DOCKET 50-244 ROBERT EMMET OINNA NUCLEAR PLANT. UNIT t 


Security, medical, emergency tc fire protsctlon plans 


8304270278 ftcqueits that Rev 8 to security plan be modified to 
incorporate cammitmthts re Ireiiuency of alarm station 
emergency power annunciator sys teete Resubmittal within 30 
days requested 

ALLAN. JM Region I, Office of Director 83/04/21 MAIER.J E 
Rochester Oas It Electric Oorp 3pp 18232 287 24X 

Flche 50-244,83/04/21,8304870270 


8305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs ic holders of CPi re clarification of 
access to control procedures for lati; enforcement visits 
Svc list end 

EI&ENHUT,DO. Division of Licensing 83/05/(1 Consolidated 
Edison Co of New York, Inc 16pp 18540 095 24X 

Flche 50-000,83/05/11,8305110034 


8305100361 Notification of 030510 meeting bi/Hest Inghouse In Bethesda. HD 
to discuss NRC review of safety parameter display sys for 
emergency response facility design & V & V process. 
orCK.O. F Operating Reactors Branch 5 83/05/16 CRUTCHFIELD, 8 

Operating Reactors Branch 5 3pp 18485 223 24X 

Flche: 50-244 ,83/05/16, 8305 1 0036 1 


8305310219 Forwards revised Page 3, 6, mod 1 f y Ing Rev 18 to security plan 
re testing frequency of emergency power annunciation sys 
Page withheld (ref 10CFR73 2U. 

HAIER.J E Rochester Oas it Electric Corp 03/05/19 ALLAN, J H 
Region 1, Office of Director Ip 10658 140 24X 

Flche* 50-244, 83/05/19, 0305310218 


8305270077 Advises that NUREO-0737. I tem III A 2 1, "Emergency 
Preparedness. Upgrade Emergency Plans to App E. lOCFRSO. " 
complete 

CRUTCHFIELD. D Operating Reactors Branch 5 83/05/25, MAIER, J C 

Rochester Oai t Electric Corp Opp 10638 153 24X 

Flche: 50-244. 63/05/25, 0305270077 


J. Insurance it inifamnity information 


8305120110 Forwards Endorsement 86 to NELIA Policy NF-170 Endorsement 
72 to KAELU Policy inF-46. 

SINISIjU M Manh I< McLennan. Inc 83/05/05 8ALT7MAN, J D. 

Assistant Director for State I, Licensee Relations 3pp. 10438.257. 
24 X Fieht 50-244,83/05/05,8305120110. 


O Advisory Committee on Reactor Safeguards reports 6 correspondence 


8305130290 Summary of 26eth ACR6 meetings on 020812-14 in 
Washington, DC 

« A0R8 - Advifforg Committee on Reactor Safeguards 83/05/05 
ACR8 - Advisory Committee on Reactor Qafeguards 529pp 10450 225 

2dX Flche 50-000. 03/05/05. S305130290 


P Operating license stage documents 6 correspondence 


8305030021 Forwards **8tructural Reanalysls Program for RE Oinna Nuclear 
Fower Plant,” per BEP Topics 1 1-2 A, 1 11-2, 1 1 1-4 A 6 1 1 1-7 B 
Final design expected to req.ulre 18-24 months Final 
InetaJlablon expected to require 2 to 2-1/2 yrs 

KAIER.^J E Ruchestar Qes it Electric Corp 03/04/22 CRUTCHFIELD, D 
Operating Reactors Oranch 5. 2pp 18300 128 24X 

Fiche 50-244,03/04/22, 8305030021 


— 8305030024 "Structural Reanalysls Program for RE Oinna Nuclear Power 
Plant " 

« Rochester Oas it Electric Corp 03/04/22 3Bpp 18300' 130 
24X Flche 50-244,83/04/22,8305030021 


B3050303S2 Submits addl info re proposed tubesheet sleeve design, per 
request Info addresses insp ect ah 1 1 1 ty , pul lout & corrosion 
potential Fifty tubesheet sleeves will be installed during 
present refueling outage, per 030420 ltr, 

MAIER. J E Rochostor Oas it Electric Corp 83/04/26 CRUTCHFIELD. O. 

Operating Reactors Branch 3 3pp 10297 099 24X 

Flche 50-244.83/04/26,8305030352 


8305020060 Forwards info re blocking of safety injection signal during 
cooldown based on review of PURs using Improper procedure 
Responee requested within 30 days 

CRUTCHFIELD, D Operating Reactors Oranch 3 03/04/28 MAIER, J E. 

Rochester Oas it Electric Corp 4pp 18279 102 24X 

Flche 50-244, 83/04/28. 8305020060 


Q30S020499 Approves Installation of containment closure device to 
provide containment isolation barrier during refueling 
activities per 830218 ltr 

CRUTCHFIELD, D Operating Reactors Drench 5 83/04/29 HAIER.J E. 

Rochester Oae it Electric Corp 2pp 18282 296 24X 

Flche 50-244,03/04/20,0305020499 


8305060271 Forwards "Containment Vessel Evaluation of Dome Liner It 
Studs,*’ re SEP Topic 11 1-7. D, "Load Combinations 
(Containment Liner Analysts) 

MAIER, JE Rochester Oai it Electric Corp 83/04/28 CRUTGHFIELDi D, 
Operating Reactors Branch 5 Ip, 18344 332 24X 

Fiche 50-244,03/04/23,0305060271 


—3305060277 "Containment Vessel Evaluation of Dome Liner L Studs '* 
FULTON. J F . HERR, J C , CHEN. C Oil b e r t/Commonuea I th Cos. 

83/04/15 51 pp 10344 333 24X Fiche 50-244,83/04/28,8305060271, 


8305060404 Forwards list of safety-related masonry walls per SEP Topics 
II-2 A, in-2, tII-4 A U ItI-7 8. "atructural Reanalysls 
Program - Block Malls *" 

MAIER, JE Rochester Oas 8. Electric Corp. 83/04/28 CRUTCHFIELD, D, 
Operating Reactors Branch 5 3pp 18343 187 24X 

Flche 50-244, 83/04/28, 8305060404 


8305020455 Generic Ltr 83-19 to- all power reactor Ic testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs 8vc list end 

EIBENHUT,D 0, Division of Licensing 83/05/02 Consolidated 
Edison Co of New York, Inc 50pp 18441 120 24X 

Fiche 50-000,83/05/02,8305020455 


B305130084 Responds to O Dick it H Ulgden 820301 telcon r« fuse 
coordination on control circuit for level control valve 427 
RA Baker 030415 it 19 summaries justifying proper fuse 
coordinetlon end 

MAIER, J E Rochester Oas $. Electric Corp 63/05/02 CRUTCHFIELO. D 
Operating React-ors Branch 5 3pp, 18436' 266 24X 

Flche' 50-244,83/05/02, 83051300B4 


—8305130086 "Level Control Valve 427 Fuse Coordination - Oinna Btation " 
BRICK8,0 , MANLEY, J Rochester Oas & Electric Corp 0383-03 
83/04/15, 4pp IB436 269. 24 X Fiche 50-244,83/05/02,0305130004 


8305090659 Generic Ltr 83-20 to all operating reactor llcenices it 
holders of CPs re Integrated scheduling for implementation 
of plant nods Svc list end 

EtOENHUT.DO Oivlsion of Licensing 03/05/09 Consolidated 
Edison Co of New York, Inc. 16pp 18627 153 24X 

Flche, 30-000.83/05/09. 830 5090659 
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G309I10486 Notification of 030512 meeting u/util in DethesdaiMD to 
dieciiit ongoing tteam generator tube sleeving program 
DICK, 0 F Operating Reactors Branch 3 03/03/10 CRUTCHFIELD, D 

Operating Reactors Branch 3 2pp 10392 014 24X 

FlCht 30-244i 03/03/ lOi 03031 10426 


0303160340 Notification of 030320 meeting ui/utll in Bethetda,KD to 
discuss results of tube sleeving Portions of meeting. 

Including discussion of proprietary Infotuill be closed 

DICK, 0 F Operating Reactors Branch 5 B3/03/17 CRUTCHFIELD, D 

Operating Reactors Branch 3 3pp 10486 037 24X 

Flche 30-244,83/03/17,0303180340 


0303310085 Responds to 10CFR30 49, ^'Environ Qualification of Electrical 
Etiuipment " Status of revleu contained in 021213 SER 
Equipment analysi s, test, dea ign procurement may delay 
establishing final environ qual if Icatlon by end of 1904 
HAIER,U E Rochester Oas U Electric Corp 03/03/19 CRUTCHFIELD, 0 
Operating Reactors Branch 3 2pp 18633 074 24X 

Flch*‘ 30-244, 83/03/19, 8303310003 


0303310125 Foruards Appt A, 0, C tc D to structural reanalysis program 
re SEP Topics 11-2 A, 1 1 1-2, 1 1 1-4 A b III-7 B transmitted by 
030422 correspondence 

KAIER, J E Rochester Oas & Electric Corp 03/03/19 CRUTCHFIELD, D 
Operating Reactors Branch 3 Ip 10630 171 24X 

Flche 30-244,83/03/19.0303310123 


— 8305310133 App A to structural reanalysls program, ‘‘Evaluation Rept for 
NRG 8EP Topics 11-2 A, 'Severe Weather Phenomena,' III-2, 

'Wind Tornado Loading' (< III-7 0, 'Design Codes, Design 
Criteria Load Combinations 

* Rochester Oas (< Electric Corp 03/03/31 03pp 18650 172 
24X Flche 30-244,03/03/19.0303310123 


— 8303310141 App B to structural reanalysis program, *'Cr 1 tlca 1 tty 
Analysis for Spent Fuel Storage Racks " 

a Pickard, Loue t( Garrick, Inc 03/03/31 Spp 10630 237 24X 

Flche 30-244,03/03/19,8305310125 


—8303310157 App C to structural reanalysls program, "Utility Pole 
Tornado Misiile Trajectory Analysis *' 

TWI8DALE, L A , DUNN,W L Applied Research Associates, Inc 
83/03/08 23pp 18638,262 24X Fiche 30-244,83/03/19,8305310123 


“0303310159 App D to structural reanalysls program, "Uniform Load Test 
on Wall Panels" & "Physical Testing of Fasteners " 

# Pittsburgh Testing Laboratory 83/03/03 112pp 18658 283 

24X Fiche. 30-244, 83/05/19, 8303310123 


0303310020 Forwards two oversite drawings to assist in review of safety 
Injection t< auxiliary cooling sys, in response to NRC 
request Aperture cards are available in PDR 

KAIER, J E Rochester Gai t» Electric Corp 03/03/20 CRUTCHFIELD, D 
Operating Reactors Branch 3 Ip 18633 126 24X 

Flche 30-244,03/03/20,8303310020 


8303310232 Submits addl Info re potential effects of flood levels from 
Deer Creek in excess of std project flood, per BEP Topic 
II-3. 8 Additional cost of mod to meet PKF unwarranted 
HAIERrJ E. Rochester Oai & Electric Corp. 83/03/20 CRUTCHFIELD, D 
Operating Reactors Branch 3 3pp 18630 004 24X 

Fiche 30-244,83/05/20,8303310232 


8303260237 Summary of 030312 site meeting w/utll re steam generator 
sleeving program Sleeving mods adequate pending formal 
submittal of mod procedures, review of insp results Sc stress 
enalysii Next meeting scheduled for 830320 

DIGKiO. F Operating Reactors Branch 3 83/03/24 Operating 

Reactors Branch 3 llpp 10622*076 24X Fiche 30-244,03/03/24, 

6303260237 


9303270060 Forwards safety evaluation of util response to 8ER, 
NUftEO-0916, Item 3 re effluent radioactivity monitoring 
syi alarm setpoints S, surveillance requirements. Monitor ing 
sys acceptable 

CRUTCHFIELD, D aperating Reactors Branch 3 83/05/26 MAIER,U. E, 

Rochaeter Gas |< Electric Corp 4pp, 10638*333 24X 

Fiche j 30-244, 83/03/26, 8303270060 


—8303270071 Safety evaluation supporting licensee corrective actions 
subsequent to 020123 steam generator tube rupture Main steam 
6 air ejector radiation monitoring sys acceptable 
e Office of Nuclear Reactor Regulation, Director. 83/03/26 4pp 
18638:337, 24X Flche. 30-244, 83/05/26, 0303270060 


Q Inspection reports, IE Bulletins b correspondence 


8212060305 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR, J M Division of Safeguards & Inspection Programs iPost 
030103} 03/03/21 Consolidated Edison Co of New York* Inc 

ia2pp 19300 319 24X Flche 50-000,03/03/21,821206030 5 


8303040021 IE Info Notice B3-2i, "Defective Emergency Use Respirator " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Rasponie (Post 830103) 63/04/15 Consolidated Edison Co of New 

York. Inc I26pp 10435 155 24X Flche 30-000,03/04/15,0303040021 


0303040023 IE Info Notice 03-22, "BWR Safety/Rellef Valve Failures " 
Sve list end 

JORDAN, E L Division of Emergency Prepar ed nes s it Englnearing 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18303 089 24X Flche 50-000,83/04/22,8303040023 


0303040025 IE Info Notice 83-23, "Inoperable Contaxninent Atmosphere 
Banting Sys " 8vc list end 

JOROAN,E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 63/04/25 Consol idatod Edison Co of New 

York, Inc U9pp 18391 291 34X Flche 50-000, 03/04/23, 0303040025 


0309040347 Requests remittance of Class III fee for Div of Licensing 
approval of 020113 application for rov to inservice Insp 
program, deleting 23 sleeve limit per steam generator insp 
DIOOB, R M License Fee Management Branch 03/04/27 MAIER, J E 
Rochester Gas I, Electric Corp Ip 10351 231 24X 

Flche 50-244,83/04/27,8309040547 


0305050246 Ac k receipt of 800111 b 0224 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-244/02-23 Item C of notice of violation re spent fuel 
storage grid map rescinded 

MARTIN,! T Division of Engineering & Technical Programs 03/04/27 

MAt£R,J E Rochester Gas 6 Electric Corp 2p p 18337 335 24X 

Flche 30-244,03/04/27,8305090246 


— 6305050248 Responds to NRC 821213 Itr re Item S a 3 noted In IE Insp 
Rept 50-244/02-23 Spent fuel storage grid map correctly 
shows spent fuel assembly in Location A-i7 Reevaluation of 
item requested 

MAIER, J E Rochester Oas & Electric Corp 03/02/24 MARTINi T T 
Division of Engineering & Technical Programs Ip 1B337 337 24X 

Flche 30-244,03/04/27,0305050246 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
ataam Generators at PWRs " 8vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 047 24X Fiche 30-000.83/04/20,8303040026 


Q303D40027 IE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list encl. 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co. of New 

York, Inc llBpp 10382 165 24X Flche 50-000,03/04/20,8303040027 


0303040028 IE Info Notice 03-26, "Failure of Safety /Re 1 ie f Valve 
Discharge Line Vacuum Breakers " Bve list end 
JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 83/05/03 Consolidated Edison Co of New 

York, Inc I22pp 10441 170 24X Flche 50-000,83/05/03,6303040028 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " avc list end 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc 112pp 10382 202 24X Fiche 30-000. 83/05/04, 83030^0030 


8303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for General Emergencies '♦ Eve list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103), 03/05/04 Consolidated Edison Co of New 

York, Inc U9pp 18441 001 24X Flche 50-000, 03/05/04, B303040031 


0305110065 Forwards fee for review of application proposing inservice 
Insp program rev to delete 25 sleeve limitation per steam 
generator Insp, in response to 830427 request 

MAIER, J E Rochester Gas it Electric Corp 83/05/09 01003, R M 

License Fee Management Branch 2pp 1040? 012 24X 

Flche* 50-244, 83/03/05, 8305110063 
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0303040033 IE In#o NotlC* 03-29, "Fuel Olndlnfl Caused bij Fuel Rack 
De^ormati ort " Svt li«l enc 1 

JQRDAMiE t Divtaton Emergency Preparedne* « & Engineering 
Reiponee (Pa*t B30103) B3/09/0& Coneol I dated Edison Co of Mew 

Vork, Inc lISpp 16523 243 2AK Fizht 30-000,03/03/06,8303040033 


0303040034 IE Info Notice 03-30, ''Mi «app U c afcion of Generic Emergencg 
Operating Procedures (EQPI Guidelines ” Ss/c list enc I 
v/OflOAM, e L Division of Emergency Preparedness it Engineering 
ResflOnSH IPost 03O1O3J 83/05/11 CohsoUdated Edison Co of New 

York, Inc H4pp 16324 003 24X Flc he 30-000. B3/0 5/It , 8303040034 


B3052S0439 Forwards IE Insp Rept SO-244/B3-03 on 830301-0407 U notices 
of deviation I, violation Enforcement action constderetf for 
failure to perform adequate post-maint test of containment 
personnel batch _ 

8TARDSTECK1 , R Division of Project 4* Resident Programs 03/03/12 
MAlERiJ E Rochester Oas h Electric Corp 2pp 10385 214 24X 

Flthe 50-244,83/03/12,8305230430 


— 0303250441 Notice df violation from insp on 030301-31 

a Region 1, Office of Director 03/03/12 Ip 10503 216 24X 

Flch# 30-244,83/05/12^0303230430 


— 8303230446 Notice of deviation from imp on 830301-31 

e Region 1, Office of Director 33/03/12 2pp 10303 217 24X 

Fiche 30-244, 83/03/ l2tB3O323O430 


— 0303230453 IE tnap Rept 30-244/03-03 on 030301-0407 Noncompliance 
noted failure to perform post-malnt testing, to perform 
safety analysis for proposed mod to Implement commitments 
re corrective actions for previously mlsied stirvel I lance 
ZlhMERHAN.R P r DADNACK, M H ftagion 1, Office of Director 
K18TER, H B Division Of Project 6 Resident Programs 03/04/26 
9pp 1B5BS 219 a4X Fiche 30-244,83/03/12,0303230438 


0305190440 DUcusset NDE support to Task Order 5-03, which H Conrad 
requested CV DoiTd to undertake ra steam generator eddy 
current insp Evaluation of effectiveness of insp techniques 
to idintifg intergranular attack planned 

FRANKiL Materials Engineering Branch FIN fl-0775-3 03/05/13 

hCCLUNG, R M Oak Ridge National Laboratory Lp 10323 160 34X 

Fiche 30-244,63/03/13,0303190440 


B303040040 IE Info Notice 63-31, "Error in ADLFIPE Computer Program " 
eve list end 

JORDAN, E L Division of Emergency preparedness t< Engineering 
Response iPoat 830103) 03/05/19 Consolidated Edison Co of Ntu 

York, Inc I14pp 18697 009 24X Fiche 50-000,63/03/19,8303040040 


0303270571 Act receipt of 030422 Itr informing NRC 0 # steps taken to 
correct violations noted In IE Imp Rept 30-244/03-03 
BTAROSTECKIrR. Division of Project & Resident Programs B3/03/19 
MATERiJ E Rochester Oas 6 Electric Corp Ip JS644 355 24X 

Fiche 30-244,83/03/19,0303270571 


—8303270378 Responds to NRC 630323 Itr re violations noted in IE Inep 
Rept 30-244/63-03 Corrective actions calculation bated on 
isotopic analysis fc monthly releases wilt be perfordved for 
period since Initiation of 0 steam generator leak test, 

«A1ER,J E Rochester Oas it Electric Corp 63/04/22 Ati-AN, J M 
Region 1, Office of Director 3pp 16444 356 24X 

Fiche 30-244, 63/03/19, 8303270371 


0305260237 Summary of B305L2 site meeting w/uttl re steam generator 
sleeving program Sleeving mods adequate pending formal 
submittal of mod procedurei, review of Insp results it stress 
analysis Neit meeting scheduled for 030320 

OICKiO F Operating Reactors Branch 3 63/03/24 Operating 

Reactore Branch 5 Itpp 18622 076 24X Fiche 30-244,83/03/24, 

8303260237 


0303040046 IE Inf« Notice 63-33, “Nanrepresentatlve Sampling of 
Contaminated Oil " 8vc liit end 

JORDAN, E.L Division Of Emergency Preparedness 6 Engineering 
Response IPoet 630103) 83/05/26 Consolidated Edison Co of New 

York, Inc U4pp 10647 007 24X FI eh e 30-000, 83/05/26, 0303340046 


R Periodic operating reporti tc related correspondence 


0305240510 Forwards "RE Olnna Nuclear power Plant, 1902 Evaluation 
BRUNNER, E J Dlvltlon of Engineering 6 Fechnlcal Programi. 

83/05/06 TAYLQRjJ N Division of Bafeguardi 6 Inspection Programs 
(Post 830103) CASE, E. 0 Office of Nuclear Reactor Regulation, 

Director Ip 16371 274 24X Fiche 30-244, 83/05/06, 0303240310. 


— 8305240519 "RE Oinne Nuclear Power Plant 1902 Evaluation, ■' conducted 
during wts of G20S3I it 0607 

a Institute of Nuclear Power Operations 83/05/06 41pp 
16371.273 24X FI che. 30-244. 83/05/06, 8303240310 


8 Reportable occurrences, LERs h related correspondence 


03O523O526 CER B3-013/01T-0 results of multi-frequency eddy current 
ciam of steam generator A inlet it outlet revealed no tubes 
w/lndlcat ions above plugging limit Tuienty-three tubes w/ 
Intergranular attack indications found In generator B 
SNQtl, D A Rochester Oai & Electric Corp 83 / 04/19 ALLAN, J M 
Region 1, Office of Director Ip 10337 341 24X 

Fiche 30-244,83/04/19,8305230326 


B 303110316 Forwards LER 03-O14/O3L-O 

I1AIER, J E Rochester Da* & Electric Corp 03/04/25 ALLAN, J M 
Region 1, Office Of Director ip 10406 075 24X 

Fiche* 50-244, 83/04/25, 83051 10310 


— 0303110328 LER 83-01 4/03L-0 on 930329, during refueling ca 1 1 br , certeln 
steam generator level transmitter outputs ehifted low by 
2 to 2 39C of span. Caused by instrument drift Transmitters 
recallbr 

EDGAR, E C Rochester Oas 6 Electric Corp 83/04/23 Region 1, 
Office of Dirac tor lp 10406 076 24X Fiche 50-244,83/04/25, 

030311031B 


0305230561 Forwards LER 83-01 3/03L-0 

MAlERf J E Rochester Oas & Electric Corp 83/04/29 ALLAN, J N 
Region 1, Office of Director lp 10537 094 24X 

Fiche, 50-244, 03/04/29, 8305530561 


—0303230364 LEft a3-0l5/O3L-0 on 830412, RHR pump manually tripped 
following loss of RHR on hot leg of loop Caused by leak in 
steam generator A temporary cold lag noiile Isolation 
device, allowing air in RGB & RHR suction line 

LARtZZA, G F Rochester Oai it Electric Corp 83/04/29 Region 
1, Off Ice of Director 3pp 18337* 093 84X Fiche 30-244, 

83/04/29, 030323036! 


0303160114 Forwards LER 0!3-Ol3/OlT-O 

MAIER.JE Rochester Gas it Electric Corp 03/05/03 ALLAN, J M. 
Region 1, Office of Director ip 18430 340 24X 

Fiche 30-244,83/0 5/03# 0303160114 


— 0303160119 LER 83-013/OIT-0 on 630419,23 tubes in steam generetor inlet 
B showed tube sheet crevice intergranular attach Indication 
above 40X through wall defect Caused by caustics b/or 
alkaline earth concentrations Tubes sleeved or plugged 
MEYER, T A Rochester Oas U Electric Corp 63/05/03 Region 1, 
Office of Director 3pp. 10430 349 24X Flch# 30-244,03/03/03, 

0305160114 


8305190170 Forwardi LER e3-016/03L-0 

MAIER,JE Rochester Gas ic Electric Corp 63/03/06 ALLAN, J, M 
Region 1, Office of Director ip. 10302 S16 24X 

Fiche 50-244,03/03/06,6305190170 


— 0303190175 LER a3-016/03L-0. on B3041B, dur Ing ma Int, p Inhole leak 
discovered on boric acid transfer sys branch connection off 
boric acid filter out 1 at. Caused by Intergranular attack due 
to stress corrosion craclcing Piping will be replaced. 

SCHULER, T R Rochester Oae i Electric Corp 03/05/06 Region 
1, Office of i>irector 2pp 10302 217 24X Fiche 30-244, 

03/05/06, 0303190170 


S305L90234 Forwards LER B2-02a/03L-0 

MAIERiJ-E Rochester Gas & Electric Corp 03/03/06 ALLAN, J M, 
Region 1, Office of Director lp 18301 313 24X 

Fiche* 50-244, 83/05/06, 0305190234 


—0303190338 LER 02-O2a/O0L-O on 021219, while performing nitrogen makeup 
to accumulator it charging RC8 overpreisurl zatlon sys 
nitrogen, conta 1 nment Isolation valv# A0V-B46 opened it closed 
sluggishly Caused by matl in plug Seat riplaced 

SCHULER, T, FI Rochester Qa« it Electric Corp 83/05/06 Region 
l, Office of Director 2pp 10301 316 S4X Fiche 30-244, 

03/05/06, 0303 1 90234 


0303230452 Forwards LEFt a3-0l2/03L-l 

HAIER, J E Rochester Gas & Electric Corp 03/03/06. ALLAN, J, M 
Region 1, Office of Director lp 19337 349. 24X 

Fiche 30-244, 03/05/06, 0305230452 


— 0305230438 LER a3-012/03L-l on 830323, Ind Ivldual doors for personnel 
hatch had higher leak rate than allowed Caused by Incorrect 
malnt procedure on B21007 requiring only door seal leak 
testing Procedure revised. Other procedures reviewed 
6PECT0R, 8 M Rochester Oas li Electric Corp 03/05/06 Region 
1, Office of Director 23pp 10337.330 24X 

Fiche. 50-244, 83/03/06, 8303230432, 
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DOCKET 30-245 MlLLaTONE NUCLEAR POWER STATION, UNIT 1 


F aacurltv< medic 4 l< •mergency 8* fire protection plans 


8303040022 Release* public version of revised Pfnergency plan 
implementing procedure* 

FELTON, J M Division of Rules and Record* 83/04/23 Document 
Management Branch Ip 1B330 063 24X Flche 30-243.83/04/23. 

8305040022 


— 8303040034 Forward* public version of revised emergency plan 
implementing procedure*, inc lud Ing Procedure* EPIP 4214 re 
Unit 1 reactor coolant 8( liquid waste post^acc 1 dent sampling 
EPIP 4222 re Unit 2 core damage estimate 
COUNSlLrW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/04/12 EI8ENHUT,0 0 Division of Licensing 2pp 
18330:066 24 X Flche 50-243,83/04/23,8305040022 


— 0303040039 Public version of revised emergency plan implementing 
procedures, includ Ing Procedures EPlP 4214 re Unit 1 reactor 
coolant tt liquid waste poi t-acc Ident sampling U EPIP 4222 re 
Unit 2 core damage estimate 

» Northeast Nuclear Energy Co (subs of Northeast Utilities) 
83/03/31 300pp 18330-060 24X Flche 30-243,83/04/23, 

8305040022 


8303110034 Generic Utr 83-21 to all licensees of operating reactors, 
■ppHcante for OL* & holder* of CPs re c lar i f tcatlon of 
access to control procedurs* for law enforcement visits 
8vc list end 

E18ENHUT, D 0 Division of Licensing 83/03/11 Consolidated 
Edison CO of New York, Inc lApp 18340 093 24X 

Flche 30-000,83/03/11.8303110034 


P Operating license stage documents & correspondence 


030324024? FOIA request for three categories of documents rp Reactor 
8afaty Study Methodology Application Program 
(NUnE0/CR-l659i Vols 1-4) & Interim Reliability Evaluation 
Program (NUREO/Cft-2313, 2787 6 2802) 

SHOLLY.S C Union of Concerned Scientists 83/03/11 FELTON, J II 
Division of Rules and Record* ip 18393 178 24X 

Flche 30-000,03/03/11.0303240249 


8303230616 Forwards Info In response to 830208 1 tr renuesting backflt 
cost data for operating nuclear units Cost categorizeid 
according to NRC imposed. TMl 6 non-TMI bac k f i t s, u 1 1 1- 
initiated 1. hybrid backflts 

COUNSIL. W 0 Connecticut Yankee Atomic Power Co C0UN8TL.W O 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNBIL, W 0 Northeast Utilities 83/03/21 TOURTELLOTTE, J 
Regulatory Reform Task Force 23pp l8343 038 24X 

Flche 50-000,83/03/21,8303230616 


8303340234 Partial response to FOIA request for three categories of 
documents rf Reactor 8afety Study Methodology Application t* 

Inter im Rellab 1 1 1 ty Evaluation Program repts Forwards 

App A document* Search for addl documents in progress 

FELTON, J M Division of Rules and Records 83/03/31 SHOtLY, 8 C 

Union of Concerned Scientists 2pp 18393 179 24X 

Flche 30-000.83/03/31,8303240234 


8303230720 Forwards list of utile responding to requests for cost 
figure* on backfittlng 

TQURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PAULADINO. N U Commissioners 2pp 10543 272 24X 

Flche 30-000.03/04/11,8305330720 


0305180833 Author ilfs refund for review of 021230 L 830408 request* 
from ravUed schedule for conducting emergency eiercise 
MILLER, W O License Fee Management Branch 03/03/U COUNSIL. M O 
Northeast Nuclear Energy Co (sub* of Northeast Utilities) ip 
18506.030 24X Flche 30-000.83/03/11,0303180033 


0305160022 Advise* that onsite S< offsite emergency preparedness 
adequate 8. emergency plan* upgraded per NUREO-0737, Item 
III A 2 1 Item complete 

CRUTCHFIELD, D Operating Reactor* Branch 5 83/03/13 C0UN8IL.W 0 

Connecticut Yenkei Atomic Power Co CQUN8IL»W 0 Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 4pp 18432-349 24X 

Flche 30-000, 83/05/13, 83031 60022 


8305230323 Forward* emergency procedure* generation package containing 
procedure guldel Ine*. wri ter* guide & training program tn 
response to NUREO-0737. Supp 1 I (Oenerlc Ltr 82-33). 

"Requirements for Emergency Response Capability 
CDUN8IL, W 0 Northeast Nuclear Energy Co (subs of Northeest 
Utilities) C0UN81L, W 0 Northeast UblUtie* 83/03/13 
CRUTCHFIELD, D. Operating Reactor* Branch 3 Ip 18330 264 24X 

Flche 30-243,83/03/13.8303230323 


8303160180 Advise* that action required by 030126 Amends 88,51 80 to 

Licenses DPR-2ij DFR-61 6 DPR-65. respect i voly Oenerlc Ltr 
83-07 comp ) ete, based on util negotiation* w/DOE re disposal 
of high level waste or spent nuclear fuel 

CLARK.R A Operating Reactors Branch 3 03/04/20 COUNSIL. U O 

Conitecticut Yankee Atomic Power Co 2pp 18462 333 24X 

Flche 30-000.83/04/20, 8305160188 


8303030620 Forwards add) info re containment leak rate continuous 
flionl tor ing. In response to NRC 830121 request H/4 oversiie 
drawings t< 7 aperture cards Aperture cards are available in 
PDB 

CCIUN8IL,N 0 Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) C0UN8IL.N 0 Northeast Utilities 03/04/26 
CRUTCHFIELD. D Operating Reactors Branch 3, 3pp 18302 327 24X 

Flche 30-243, 83/04/26. 0305030620 


—8303030624 Rev 1 tp 8F 639 I, "Primary Containment Nitrogen Make-up 8< 

Usage 

aHINE.C Northeast Nuclear Energy Co (subs of Northeast 
Utilities) SHINE.C Northeast Utl 1 I ties 76/03/08 3pp 
10302 332 24X Flche 50-243.83/04/26.0303030620 


—8303230330 ’'Emergertcy Procedure Ouidtlines " 

e Northeast Nuclear Energy Co (sub* of Northeast Utilities) 
63/03/13. 33pp 18330 265 24X Fiche 30-243.83/03/13.8303230323 


— 8303030628 Rev 13 to OP 311. ^'Containment Sy* '♦ 

MCCOLLUM, W Northeast Nuclear Energy Co (sub* of Northeast 
Utilities), MCCOLLUM, W Northeast Utilities 02/12/09 28pp 
18302 335 24X Piche: 30-243, 83/04/26. 8305030620 


—8303230330 Rev 26 to ACP-OA-3 02. "Hi 11 stone Point Generating Station 
Writer* Quid* for Emergency Operating Procedure " 

» Northeast Nuclear Energy Co. (sub* of Northeast UtlUties) 
03/03/13 47pp 18338*321 24X Flche 30-243.83/03/13.0303230323 


r. Financial information 


8303020093 Forward* "Annual Rapt of Electric Utl I *. Li censees L Other* 
(Class A Class B)," FERC Form 1 

BISHOP, R,W. Northeast Utilities. 83/04/26 Office of Nuclear 

Reactor Regulation. Director 132pp 18279- 109 24X 

Flche. 30-243, 83/04/26, 8303020093 


J Insurance t< indemnity information 


8303030404 Informs that value-impact analysis has resulted in 
cancellation of proposed reroute of reactor water cleanup 
sys to all feedwater noztles Reroute unnecessary if 
tripla-sleev# spargers do not leak 

COUNStL,W 0 , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIU, W 0 Nor Cheast Uti I i ti es 83/04/27 
CRUTCHFIELD, D Operating Reactors Branch 3 2pp 18291 221 24X 

Flche* 30-245, 83/04/27, 8305030404 


8303020121 Forwards Franklin Research Ctr request for Info re 
structural aspects of plant-unique analysis rapt on 
Mark 1 containment long-tarm program concerning torus h vent 
L piping sys (TER-C 5506-3) 7) Response due within 49 days 
CRUTCHFIELD, D Operating Reactor* Branch 3 83/04/28 COUNBIL, W O 

Northeast Nuclear Energy Co (sub* of Northeast Utilities) 3pp 
16278 233 24X Fiche- 30-245, 03/04/28. 8305020121 


6303120136 Forward* Endorsement* 87 & 70 to NELIA Policy NF-173 I- 
Policy MF-72 i respectively 

eiNiai.U. M, Marsh fc McLennan, Inc 83/03/03 BALTZMAN, J D 
Assistant Director for State It Licansee Relation* 3pp 18427 
84X Flche 30-243,83/03/03,0303120136 


MAELU 

133 


0303030229 Submit* progress rept re TMI I terns M F 1. 1 S. II F I 2 re 
effluent monitor mods Vendor scheduler uncertainties 
resolved Remaining work consists of training operators, 
software changes b minor wiring change 

COUNSiL, N 0, Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) COUNSIL.M 0 Northeast Utilities. 83/04/29 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 10338 062 24X 

Flche 30-243, 03/04/29, 0303030229 
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83050^0465 Faru^rds^ r«vs to “Corporate- Or^ani la t xo-n for Nuclear 
Incidents Procedure hanuali “ per 10CFR50/App Ei Section V 
U/o ends 

CQUMSIL*W G Connecticut Yankee Atomic Power Co COUNSIL, M Q 
Northeast Nuclear Energij Co (subs of Northeast Utilities) 

C0UN3IL>W Q Mortheaet Utilities B3/04/29 EISENHUT* D Q 
Oivlilou of Licensing 2pp 1B363 356 34X Flche 50-000,83/04/29. 

030 5 070465 


0305020455 Oetierlc Ltr 03-19 to all power reactor 8. testing licensees 
re nesj proce-dures Idt providing public notice concerning 
Issuance of amends to GLs Svc list end 

ElSEMHur. D O Division of Licensing 83/05/02 Consolidated 

Edison Co of New Vorki Inc 30pp SS441 120 24)( 

Flche 50-000,83/05/02.8305030455 


— 8305180311 "SEP Topic Vf 1 1-2, On* ite Emergency Power Sys Oas Turbine 
Oenerato-r Preven tat ive Haint Program " 

* Northeast Nuclear Energy Co Isubs of Northeast Utilities) 
83/05/31 4pp *6486 293 24X Fiche 30-243. 63/03/10, 0305100304 


8303250310 Application to amend Licenses DPR-61 . DPR-21 & DPR-65 
deleting 620630 deadline data for conformance u/final rule 
10CFR50 49 removing renuiremant for central eq.ulpmcnt 
q.ual if icat 1 on file 

COUNSIL. W 0 , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilltlae) CQUNSrL.WO Connecticut Yankee Atomic Pouar 
Co 83/05/18 CLARK, R A Operating Reactors Branch 3 
CRUTCHFIELOi D Operating Reactors Branch 3 3pp 10388 278 24X 

F^tcha 50-000.83/03/18.8303230310 


8305090471 Updated application For atn-end to License DPR-21, propos ing 
Tech Spec change r* Tflacfcor protection sys power monitoring, 
per 021013 proposal Proposed change conforms to STS 
requirtments u/llsted exceptions addressed in 830403 ltr 
C0UW3IL. W 0 J SEARS. C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.W G Northeast Utilities 83/03/02 
CRUTCHFIELD. D Operating Reactors Branch 5 2pp 18362 267 243< 

Flche 30-243.83/03/02/0303070471 


— 0305090474 Proposed Tech Spec 3/4 1-i ra reactor protection «ys power 
cnonl tor Ing 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
83/03/31 2pp 18362 267 24X Flche 30-243/03/03/02,8303090471 


8305070426 Forwards Amends 91 6 86 to License* DPR-ai «< 0PR-6S, 
respectively Ic notice of issuance t* availability Amends 
change ownership interests in facilities 

CRUTCHFIELD. 0 Operating Reactors Branch 5 83/05/05 COUHSIL.M 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 3pp 
18360 236 24X Fiche 50-245, 83/05/05/ 8305090426 


—8305250518 Proposed Tech 6pec changes deleting 020630 deadline for 
environ qualification of electrical equipment 

« Northeast Nuclear Energy Co (subs of Northeast Utilities) 
83/05/18 7pp laSSB 281 24X Flche 30-000/83/03/18,8303230510 


6305270114 Forwards Rev 1 to “Mark I Containment Program Plant-Unique 
Analysis Rept of Torus Suppression Chamber for Millstone 
Unit 1, “ technical rept 

CDUNSIL, U O , SEARBtC F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.W O Northeast Utilities 83/05/10 
CRUTCHFIELD, D Operablnq Reactors Branch 3 Ip 18640 331 24)C 

Flche 30-245, 83/05/101 03OS27O114 


—0305270119 Rev 1 to "Mart I Containment Program Plant-Unique Analysis 
Rept af Torus Suppression Chamber for Mlllstono Unit I," 
technical rept 

e Teledyne Engineering Services TR“33ia-l ROl 83/04/04 
MOpp 18640.332 84X Fiche 50-245/03/03/18,0305270114 


01 Inspection reports. IE Bulletins U correspondence 


— 830307D436 Amend 91 to License DPR-2i , ref 1 ectlng merger of Connecticut 
Light U Power Co 8, Hartford Electric Light Co 
CRUTCHPEELD, D Operating Reactors Branch 5 03/05/03 3pp 

18360 239 24 X Fiche 30-243,63/(33/05,8303090426 


—8303070442 Corrected App A Tech Spbc Page 5-1 of Amend 91 to License 
DPR-21, conta Ining captioned amend number U vertical line 
indicating change 

a Division of Licensing 63/05/03 2pp 16360 244 S4X 
Fiche 30-245,03/05/03.8305090426 


— 0305090460 Amend 06 to License DPR-65/ ref lac ting merger of Connecticut 
Light U Power Co & Hartford Electric Light Co Pages 1 & 2 of 
Amend 4 to License DPft-21 etiti 

CLARK, R A Operating Reactors Branch 3 83/05/05 4pp 

18360 246 24X Flche 30-24 3,03/05/03,6303090426 


— 8305090463 Notice 
Licenses DPR-21 
CRUTCHFIELD.D 
18360 250 24 X 


of issuance it availability of Amends 91 6 86 to 
& DPR-65, respective I y 

Operating Reactors Branch 3 83/05/05 2pp 

Flche 50-243 , 83/05/05. 8305 090426 


0305100368 Advises that u/erception of Item II K 3 31 on compliance 
W/10CFR50 56,830324 comments applicable to 830321 -draft 
generic ltr Revieu of 030324 submittal re comments on draft 
NUREG-0737 0WR Tech Spec* requested 

COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) C0UN81U. W 0 Nor th east Uti 1 1 ti e* 03/05/03 
erSENHUT. D O Division qf Licensing 2pp 10378 212 24X 

FtCha 50-245,03/05/03.8305100368 


0212060305 tE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Svc list 
end 

TAYLOR. J M Division of Safeguard* & Inspection Programs (Post 
8301031 03/03/21 Consolidated Edison Co of New York, Inc 

tl2pp 1B30S 319 24X Fiche 30-000.03/03/21,8212060303 


0303040021 IE Info Notice 83-21, “Defective Emergency Use Reeplrator " 
Sv-c list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) B3/04/13 Consolidated Edison Co of New 

York. Inc I26pp 10435 1S5 24X Flche 50-000,83/04/15/8303040021. 


8303040023 IE Info Notice 83-22, “BWR Saf ety /Rel ief Valve Failures " 
Svc list end 

JORDAN, £ L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Neu 

York. Inc llSpp 18383 089, 24X Fiche 50-000,83/04/22,0303040023 


8303040029 IE Info Notice 83-23j “tneperable Containment Atmosphera 
Sensing Sys '* Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Poet 030103) 03/04/23 Consolidated Edison Co of Naw 

York, Inc ll?pp 183B1 291 24X Fiche 50-000,83/04/29,8303040029 


8303040026 IE Info Notice 03-24. “Loose Parts in 0econdarg Side of 
Steam (Generators at PWRs *’ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Poet 830103) 83/04/20 Consolidated Edison Go of Neu 

York, Inc llSpp 18392 047 24X Flche 50-000,83/04/20,8303040026 


B30-S090659 Generic Ltr 83-20 to all operating reactor licensees & 8303040027 IE Info Notice 63-25. "Standby Oas Treatment Sys Heater High 

holders of CPs re Intayrated scheduling for implementation Temp Trip Setpoint Adjustment “ Svc list end 

of plant mods Svt list one I JORDAN, £ L Division of Emergency Preparedness 6 Engineering 

EISENHUT.Oe Division of Licensing 03/09/07 Consnlidated Response (Poet 830103) 83/04/20 Consolidated Edison Co of New 

Edison Cc bf New York. Inc I6pp 18627 193 9AX York, Inc liepp 10302 165 24X Fiche 50-000,83/04/20,8303040027 

Fiche 90-000, 83/05/09.03030906 57 


63-05100260 Advises that Atwood Morrill vacuum breakers acceptable as- 
bullt Chugging impact velocity results in insignificant 
laadlng on valve Ten valves modified to replace aluminum 
casting disks u/mare ductile aiuminum plate matt 
COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNSIL, W 0 Northeast Utilities 83/05/10 
CRUTCHFIELD/ D Operating Reactors Branch 3 2pp IG490 069, 24X 

Flche 50-245, 83/05/10,0303100260 


8305180304 Forwards "SEP Topic VI 1 1-2, 0ns i te Emergency Power 8ys Oas 
Turbine Generator Preventative Malnt Program " Program 
adequate except for engine-mounted fuel pump, fuel shutoff 
valve 6 air start regulating valve 

COUNSIL.W 0 Northeaet Nuclear Energy Co (subs af Northeast- 
Utilities) C0UNSIL,W 0 Northeast Utilities 03/03/10 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 10486 293 24X 

Fiche 50-24 5, 83/05/ 1 0, 83051 00304 


8303040028 IE Info Notice 83-26, “Failure of Saf e ty /Re 1 i e f VaWe 
Discharge Line Vacuum Breakers " Svc list ancl 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York* Inc I22pp 18441 170 24X Flche 90-000,03/05/03,8303040028 


9303040030 IE Info Notice 83-27, “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Neu 

York;/ Inc ll2pp (830^ 202 24X Flche 90-000, 83/05/04. 03O3O4OO3D 


9303040031 IE Info Notice 63-28, “Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc ll9pp 18441 OOl 24X Flche 50-000,83/05/04/0303040031. 
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8303040033 IE Info Notice 83-29. "Fuel Qindlny Caused bn Fuel Rack 
OBformation " Bvc list end 

JORDAN. E L Division of Emergencg Preparedncas it Engineering 
Reiponse {Post B301031 Q3/03/0& Cposdidated Edison Co of Neu 

Yorkr Inc 119pp 10923 248 24X Flche 90-000. 83/03/06. B3D3040O33 


B303040034 IE Info Notice 03-30. *'Mlsapp 1 1 cat 1 on of Generic Emergencg 
Operating Procedures (EOPi Guidelines " Svc list one 1 
JORDAN. £ L Division of Emergencg Preparedness U Engineering 
Response (Post B30103) 83/09/11 Consolidated Edison Co of Neui 

York. Inc 114pp 18924 003 24X Fiche 90-000.03/03/11.8303040034 


9303230437 Foruards IE tnsp Rept S0-245/B3-O7 on 830411-14 No 
noncompl iancB noted 

STAROSTECKI. R Division of Project it Resident Programs 83/05/11 
CQUN8IL. N G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 18368 073 24X Fiche 30-243,83/03/11.8305250437 


— 9303230443 IE Insp Ropt 30-245/83-07 on 830411-14 No noncomp 1 lance 
noted Major areas Inspected actions taken to comply 
U/NUREG-0737J Item II B 2. “Design Revieu of Plant 
Shielding “ 

BRIGGS, i- I EAPEN. P . PLI8CO1L Region I. Office Of Director 
83/03/09 6pp 18988 077 24X Fiche SO-243. 83/03/1 1. 0303230437 


0303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program *' 
8vc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/09/19 Consolidated Edison Co of Neui 

York. Inc ll4pp 10697 009 24X Fiche 90-000.63/03/19.0303040040 


B303040046 IE Info Notice 03-33. "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

JORDAN. E L Division of Emergency Preparedness i. Engineering 
Rasponse (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, inc ll4pp 18647 007 24X Fiche 30-000.83/03/26.0303040046 


8 RfportAble occurrences. LERs tt related correspondence 


0309060901 Forwards UER 03-O14/O3L-O Detailed event analysis end 
hR0C2KA. E J Northeast Nuclear Energy Co (subs of Northeast 

Utilities) 03/04/29 ALLAN. J M Region 1. Office of Director 

3pp 18391 139 24X Fiche 90-243, 83/04/29. 8305060301 


— 8309060912 LER 83-014/03L-0 on 030331. gas turbine accelerated on air 
start motor. but failed to achieve Ignition Cause unknown 
Investigation initiated to evaluate 6 determine cause of 
event 

THULL. T 8 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 03/04/29 Region 1. Office of Director Ip 
10391 142 24X Fiche 30-249.03/04/29.0309060301 


0305230349 Forwards LER 03-01 9/03L-0 Detailed event analysis end 
MROCZKA. E J, Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/03/10 ALLAN.J M Region 1. Office of Director 

2pp 10337 007 24X Fiche 30-243.83/05/10.8303230949 


--9303230997 LER 83-0t9/03L“0 on 030411. during tublne control valve fast 
cloture functional calibr test, time delay relays 390-123A 
Si 390-I29D tripped at 261 Si 262 ml 1 1 Iseconds. respect! vely 
Caused by setpoint drift Relays adjusted & tested 
THULL. T 8 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/03/10 Region 1. Office of Director Ip 
10337-089 24X Fiche 30-249.03/03/10.0305230949 
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D NRC Draft/Final Environmental Statements, supple S. correspondence 


0303030931 Forwards documents presented to NRC witnesses Bellups Si 
Kornegay during 030422 cross-examination 

FARRELLV. T J. Consolidated Edison Co of Now York. Inc 03/04/28 

LENI0.D Atomic Safety and Licensing Board Panel 24pp 18300 315 
24X Fiche - 90-247. 83/04/28. 03O3O3O531 


F Security* medical, emergency & fire protection plans 


0303230670 Advises that state can choose to offset or substitute 
compensatory planning measures in lieu of local level 
emergency plan per cited conditions NURCO-0634-FEMA-REP-1. 

Rav 1 stds would place heavy resource burden on stab* 
OIUFFRIDA. L 0 Federal Emergency Management Agency, 03/04/18 
PALLADINO. N J Commissioners. Ip 10942 329 24X 

Fiche 90-003. 03/04/18.8303230670, 


— 8303230676 Seeks clarification of issue re FEMA review of offsite 
emergency planning around facilities Questions uhuther 
State can substitute for county w/o own emergency plan 
PALLADINO, N J Commissioners 83/03/30 OIUFFRIDA.LO Federal 
Emergency Management Agency 2pp 18942 330 24X 

Fiche 30-003, 83/04/10. B305330670 


8305020348 Responds to B3D1D7 Itr re Rev 4 to physical security plan 
Changes consistent w/provisions of lOCFR^O 34(p ) b 
accep table 

VAROA. S A Operating Reactors Branch 1 03/04/20 Consolidated 

Edison Co of New York. Inc Ip 10264 237 24X 

Fiche 30-003. 83/04/20, 8303020540 


0303020573 Responds to 830128 Itr re Rev 3 to safeguards contingency 
plan Changes consistent tii/10CFR50 34(p> 6 acceptable 
VAROA« S A Operating Reactors Branch 1 83/04/20 O'TQDLE.J D 

Consolidated Edison Co of New York. Inc Ip 1B264 232 24X 

Fiche 30-003.83/04/20,0303020973 


8309030107 Forwards IE Safeguards Insp Rept 30-247/63-08 on 030220-0304 
& notice of violation Notice of violation withheld 
(ref 10CFR73 31 6 iOCFR2 790) 

MARTIN. T T Division of Engineering 8. Technical Programs 83/04/20 
Q'TQOLE, J D Commonwealth Edison Co 2pp 18 341 068 24X 

Fiche 90-247.83/04/20,6305050107 


—0303050190 IE Safeguards Insp Rept 50-247/83-00 on 830228-0304 
Noncompl lance noted barrier of one vital area not 
maintained Safeguards info deleted (ref 10CFR2 790) 

DAILEY. R J , CODY, A T Region 1. Office of Director 83/04/12 
6pp 18341 070 24X Fiche 30-247, 03/04/20. B309030'l 87 


6305040235 Releases public version of rev to emetgency plan & emergency 
plan Implementing procedure 

FELTON. J M Division of Rules and Records 03/04/22 Document 

Management Branch Ip 10364 180 24X Fiche 50-003,83/04/22. 

8303040235 


—0309040242 Forwards public version of revs to emergency plan 4. 
Emergencg Plan Implementing Procedure lP-1049, "Activation 
of Alternate Emergency Operations Facility 

O^TOOLE.J 0 Consolidated Edison Co of Now York. Inc 83/04/07 
HAYNES, R C Region 1. Office of Director 2pp 18364 190 24X 

Fiche 90-003.63/04/22.0305040239 


— 0303040247 Forwards public veislon of revs to emergency plan it 
Emergency Plan Implementing Procedure IP-1045, "Activation 
of Alternate Emergency Operations Facility “ 

LIEBLER.O H Consolidated Edison Co of New York, Inc 83/OJ/O0 
Office of Nuclear Reactor Regulation. Director 2pp 18364 192 
24 X Fiche 50-003.03/04/22.8309040235 


— 0309040249 Public version of rev to Emergency Plan Implementing 
Procedure iP-1049. "'Activation of Alternate Emergency 
Operations Facility “ 

4 Consolidated Edison Co of New York. Inc 63/03/00 ISpp 
10364 194 a4X Fiche 30-003.83/04/22,6305040235 


— 6309040S54 Public version of revised emergency plan 

* Consolidated Edison Co of Now York. Inc 83/03/07 49pp 
10364 212 24X Fiche 50-003.83/04/22.8305040239 


8305020419 Forwards “Indian Point Plans Verification Analysis" re 
emergency planning, for info Certificate of Svc end Related 
correspondence 

GLASS. 8 M Federal Emergency Management Agency 03/04/25 
GLEASON. J P I SHQN. F J . PARIS. D H Atomic Safety and Licensing 
Board panel 62pp 18273 128 24X Fiche 30-247.83/04/23. 

8309020419 


0303100427 Forwards IE Insp Rept 50-247/83- JO an 030302-0404 it notices 
of violation & deviation 

aiAROSTECKl. R Division of Project it Resident Programs 83/04/23 
□ 'TOOLE. J 0 CansoUdated Edison Co of New York. Inc 2pp 
18410 336 24X Fiche 30-247.03/04/25,8303100427 


— 0305100420 Notice of violation from insp on B30302-0404 

4 Region 1. Office of Director 83/04/29 2pp 10410 33B a4X 
Fiche 50-247, 63/04/23, 8303100427 


— 830910Q431 Notice of deviation from insp on 830302-0404 

* Region 1. Office of Director 83/04/23 Ip 10410 340 34X 

Fiche 30-247,63/04/23.8303100427 


— 8309100433 IE Insp Rept 90-247/63-10 on 830302-0404 NoncompUance 
noted failure to meet Tech Spec retiulrements ro 
reportab 1 1 1 ty of fire harriers. fat lure to establish QA 
procedures it failure to meet radwaste processing 
FOLEY. T . KOLTAY/P Region I. Office of Director KISTER. H B 
Division of Project L Resident Programs 83/04/19 I'fpp 
18410 341 24X Fiche 90-247.03/04/23,0303100427 
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0305110034 Generic Ltr 33-21 to all licensees of oiierating reactors, 
applicants for GLs It holders of CPs re c 1 arl f i cation oP 
access to control procedures For law en f orcemenit visits 
Svc list end 

E1SENHUT,D0 I>lvl s i on of tl cans i ng 03/05/ 1 1 Consolidated 

Edison Co of fJew Vork< Inc I6pp 16340 095 24X 

Flcha 30-000,63/05/11-8303110034 


B305240312 Informs of full cooperation befcueen licensee V local 
govt in development !< eeercise of emergency radiological 
response p Ian, c enfcrar g to Commissioner Ahearne 
83030>6 statement 

HEIMDACHiL fieuVork. State of 33/05/20 PALLADINO,N 
Comm 1 s s i oners tp t834B 134 24X Fiche 50'‘247i 83/03/20/ 

9303240312 


e30S030S4'9 fiotion for subpoena to be issued to RN Krlmm of FEMA 
Subpoena necessary to complete record on generic nature of 
deficiencies cited by FEMA & FEMA change in evaluation 
criteria Certificate of Svc end 

MOROAr/pC Pouer Authority of the State of Neui York MORGAN, C 
Morgan Associates 83/04/26 Atomic Safety and Licensing Board 
Panel 40pp 18306 147 24X Fiche 30-247-03/04/26,8303030349 


6305020401 Motion to amend svc list to add SP l^asserman delete 
P Chessin, LR Schuartx It M Oppel Notice of appearance £< 

Certificate of Svc enc 1 

iJAS BERMAN, S P Metropolitan Transportation Authority New Yorlfp NY 
MASSERMAN- B P Sotein, Hays. Sklar 8- Heriberg 83/04/27 Atomic 
Safety and Licensing Board Panel 6pp 13273 067 24X 

Flcbe 50-247.83/04/27.0305020401 


8305310049 Responds to 830323 1 br outlining specific proposals for 
ameliorating facility offsite preparedness situation t" vleus 
on emergency preparedness regulation FEMA uiil assist in 
improving federal laws re emergency preparedness 
OIUFFRIDAiL D Federal Emergency Management Agency 83/05/25 
CUOMO, M N New York, State of 4pp 10653 204 2AK 
FlCho 50-247.83/05/25,3303310049 


0 Adjudicatory correspondence 


6303030608 Motion for permission tq present 
of prevailing winds, sample surveys U hyste 
Discussion of Issues could not have been a 
to presentation of evidence 
PDTTEflFIELD. A Union of Concerned Scienti 
Public Interest Research Oroup-- New York 
83/04/19 4pp 18303 050 24K Flche 30- 


rebuttal witnesses on sub 
nder behavior 
nticipated prior 

sfcs POTTERFIELD. A 
KAPIAN.C New Vorlt. NY 
247. 03/04/19, 8305030608 


J 


83QS0204S1 8ubmlts info on status of Ray Miller, Inc problems affecting 
plant, per ASLD request 

MOORE, J E Hearing Branch 1 33/04/28 GLEASON, J P , SHON, F J, , 

PARIS, 0 H Atomic Safety and Licensing Doard Panel 8Bpp 

18283 IBO 24X Fi c he* 50-247, 33/04/23, 8305020451 


8303030531 Fortoards documents presented to NRC witnesses Bellupt & 
Kornegay during 8304S2 cross-examination 

FARRELLY, T J Consolidated Edison Cg of New York, Inc 33/04/28, 
L.EN1 Gj D Atomic Safety and Licensing Board Panel 24pp 18300 315 
24X Fiche 30-247.83/04/28,0303030331 


0305040305 Forwards util onsite emergency plans per A9LB request that 
documents he mailed rather than delivered 

BR’ANDE^f3UR0, 6 Consolidated Edison Co of New York, Inc 83/04/20 
GLEASON, J P , 8H0Ni F J , PARIS, 0 H Atomic Safety and Licensing 
Board Panel Ip 18322' 110 24X Fiche 50-247,83/04/28,8305040303 


—8305030619 
GUTMAN. D 
Interest 
03/04/19 


Testimony of □ Gutman re prevailing wind patterns 
Onion of Concerned Scientists GUTMAN. 0 Public 
Research Group. New York GUTMAN, D New York. NY 

4pp 16308 054 24X Fiche 50-847,33/04/19.0303030608 


- -0305030629 
KDLT/R R 
Interest 
33/04/19 


Testimony of RR Molt re sample surveys U bystander behavior 
Union of Concerned Scientists HOLT, R R Public 
Research Group. New York HOLT, R R New York. NY 

37pp 18303 059 24X Fiche 30-247,03/04/19.8305030600 


— 630S030'633 Reorganlted testimony of JR ThornbOTOugh & 0 Bohnlng re 
Contention 6 2 concerning impact of shutdown on physical 
environ near facility 

POSNER, P Parents Concerned About Indian Point 83/04/19 44pp 
13309 09S 24X Fiche 50-247.03/04/19,8305030608 


-8305030641 Motion requesting initiation of studies on human response to 
radiological emergent las. r 1 sks to individuals living near 
site U difficulty of evacuation In emergency 
POTTERFIELD, A Public Interest Research Group. New York 
POTT ERF I ELD, A Union of Concerned Gclentlsts, 83/04/26 Atomic 
Safety and Licensing Board Panel 6pp 16308,139, 24X 

Fiche 50-247,83/04/19.8303030606 


—0305030646 Affidavit of KT Erickion 6 AJ Solnit re radiological 
emergency response plan 

ERICKSON.K T Public Interest Research Group, New York 
ERICKSON.K T Union of Concerned Scientists ERICKSON. K r Vale 
Unlv , New Kaven. OT 03/04/26 42pp 13306 148 24X 

Fiche 50-247,93/04/19,6305030608 


—0305030652 Motion requesting completeness of record on NRC Questions 
3 6 4 re emergency planning issues. Including capability for 
handling phone calls In emergency planning lone during 
emergency 

POTTERFIELD, A , PDTTERFIELO, A Union of Concerned Scientists 
83/04/25 Atomic Safety and Licensing Board Panel 4pp 
16309 100 24X Fiche 50-247.83/04/19.8305030600 


9305020426 Motion to strike portions of 8303D7 emergency drill 
testimony Under Commission Questions 3 & 4 filed by 
witnesses for various intervenors Certificate of Svc 
enc I Related cerrespoad ence 

QRANDENQURO.B Consol idated Edison Co of New York. Inc 63/04/22 
Atomic Safety and Licensing Board Panel 23pp 18273 073 24X 

Fiche 50-247. B3/04/22, 9305020428 


8305020419 Forwards "Indian Point Plans Veri f [cation Analysis" re 
emergency planning, for Info Certificate of Svc end Related 
correspondenc e 

GLASS.fi M Federal Emergency Management Agency 03/04/25 
GLEASON, J P , SHONi F J , PARIS. 0 H Atomic Safety and Licensing 
Board Panel 62pp 10273 126 24X Fiche 50-247.83/04/25. 

0305020419 


6305030383 Forwards summary of training activities re offsite response 
organl lations that atlght be called upon to respond to onsite 
•mergenc Us. per ASLB 030223 oral request Util training 
detailed in B3D403 submittal Related correspondence 
BRANDENBURG, D Office of the General Counsel 03/04/29 LEN18. D 

Atomic Safety and Licensing Board Panel 7pp 18303 355 24X 

Fiche 50-247,83/04/29,0303030383 


8305040464 Requests official position re long-term operation of 
facilities 

GLEASON. J P . PARIS. 0 H , 8H0N, F J Atomic Safety and Licensing 

Board Panel 83/05/02 CUOMO. M M New York. State of 2pp 

18321 295 24X Fiche 30-247,83/05/02.0305040464 


8305050035 Proposes alternative views to questions posed in 0J Chllk 
030426 1 tr to FEMA re emergency planning & evacuation 
FLEISHER, Z S Nest Branch Conservation Association 83/05/02 
PALLADINO, N J . OILINSKY. V . AHEARNE. J F Commissioners 3pp 
18342 096 24X Fiche 50-S47. 63/03/02. 0303050033 


0303160304 Notification of contract execution "Conversion of Prefiltd 
Testimony for Indian Point Hearings." awarded to Central 
Data Proc ess 1 ng. Inc 

MILES, E 0 Administrative Contracts Branch FIN B-0055 03/03/02 

BASSETTiH 8 Office of Resource Management, Director FITTIrC 
Atomic Safety and Licensing Board Panel Ip IB471 247 24X 

Fiche 50-247.83/03/02,8303160304 


—8303160312 Contract: "Conversion of Prefiled Testimony for Indian Point 
Hearings," awarded to Central Data Process log. Inc 
a Central Data Processing. Inc MATT I A. N J Division of 

Contracts FIN D-B833 03/05/03 2pp 18471 248 24X 

Fiche 50-347,83/05/02.0303160304 


— 8305160316 So 1 1 c itation. of f or it award to "Conversion of Prefiled 
Testimony for Indian Point Hearings." to Central Data 
Process ing. Inc 

COUCH, M J Central Data Processing, Inc MATT I A, M J. 

Administrative Contracts Branch FIN 0-6655 63/04/26 56pp 

1847 I '230 24X Fiche ’ 30-247, 63/05/02. 8305160304 


8305050037 Forwards NY State Disaster Preparedness Commission 830504 
memo re State of NY commitment to continue work to ensure 
residents protected by best practicable emergency 
preparedness plan 

DAYNEj t| P Power Authority of the State of New York 63/05/04 
PALLADINO. N J . QILINSKYr V. . AHEARNE. J F Commissioners 3pp 
18339 103 24X Fiche 50-247.03/05/04.0305050037 


8305060496 Forwards NY State Disaster Preparedness Commission 030504 
Itr providing State of NY commitment to ensure residents 
protected by best practicable emergency preparedness plan 
BAYNE, J P Power Authority of the Stats of New York 83/05/04 
PALLADIND.N J . GJLINSKY.V . AHEARNE. J F Commissioners 3pp 
18348 103 24X Fiche 50-247.03/05/04.0305060496 
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G30906030& R««pond« to 330^26 Hr re Westchester Count^i NY bus driver 
l«sut 4 Roc k land GountgrNV plan issue U questions raised re 
FEMA briefing t< status rept on offsite emergencg 
preparedness 

KRlHKiR W Federal Emergency Management Agencg B3/09/04 
CH1LK<8 J Office of the Secretary of the Commission lf>pp 
10348 331 24X Flche 50-247. Q3/05/04i 8305060306 


--0305060629 Responds to request for clarification of issue on ckihether 
state emergency plan can substitute for county Dhich docs 
not have emergency plan State can substitute plan but 
N'UREO-0654 places heavy resource burden on state 
OIUFFRJOA<L □ Federal Emergency Management Agency 03/04/15 
PALLADINO, N J Commissioners 2pp 18348 347 24X 

Flche 30“S47i 03/05/04. 8305060306 


0309060460 Order CLI-03-11 advising that Commission mill issue order by 
830609 suspending plant operation unless FEMA determines 
significant deficiencies no longer exist or util shous 
compensating actions taken or deficiencies insignificant 
MQVLErJ Office of the Secretary of the Commission 83/09/05 9pp 
18340 075 24X Flche 50-247.83/05/03,0309060468 


8309090498 Memo providing citations to decisions referred to in hearing 
re -commitments from bus drivers needed in emergency 
evacuation plans 

PARtSrO H Atomic Safety and Licensing Doard Panel 83/09/09 2pp 
18362 239 24X Flche 30-247,03/03/09,0309090430 


6309190342 Supports Immediate plant shutdoun Emergency response plan 
represents theory Zt not practicality 

OALEF. a R Westchester County, NY 83/09/H PALLAOiNO. N J 
Commissioners 6 pp 18300 227 24X Fiche 50-247,83/03/11, 

8303190343 


6309L60133 Telecopy order granting licensee 830511 motion for extension 
of date to Pllo motions to correct transcript Motions due 
on 030613 

GLEASON, J P Atomic Safety and Licensing Board Panel 03/03/13 
C-onsol idated Edison Co of Nete York. Inc 4pp (8446 1 16 24X 

Ficha 90-247,83/05/13,8303160133 


8309160167 Order clarifying Commission 830309 order Comments from 
parties 6 general pub 1 ic , relevant to enfOTCement a c t i on , uri 1 1 
bo considered Public comments to be filed by 030923 Oral 
presentations limited to licensees tt Interested govts 
ClftLK, 8 J Office of the Secretary of the Commlsslan 03/09/13 
Cotnflilssioners 4pp 18445 132 24X Fiche 30-247,03/09/13, 

8309160167 


0309190220 Motion for opportunity to address issues outlined In 
Commission 830305 Order CLI-03-il establishing procedures 
for decision on enforcement action Intervener entitled to 
participate as matter of right Certificate of Svc end 
RaDRIOl/EZfF Parents Concerned About Indian Point B3/0S/13 
Commissioners 3pp 10502 143 24X Fiche 90“247f a3/05/l3» 

8303190220 


8309100200 Motion for extension of deadline until 030627 for all 
parties to submit proposed op Inion, f ind ingt of fact & 
recommendations re enforcement action on emergency planning 
itsvet, Certi f icate of Svc end 

0 RANDENSURO, Q Consolidated Edison Co of Neu York. Jnc MORGAN, C 
Pouer Authority of the State of Neu York MDROANiC Morgan 
Associates 83/03/06 PALLADINO, N J , GIL1N8KY,V . AHEARNE, J F 
Commissioners 9pp 18374 014 24X Fiche 30-247,63/05/06, 

6309100200 


8309100204 Motion for opportunity to address issues outlined in 
Commission 830909 Order CLI-G3-1 1 , es tab 1 1 sh ing procedures 
for decision on enforcement action on emergency planning 
lisues Certificate of 8 vc end 

WEt89, E R Union of Concerned Scientists WEISS, E R Harmon 
Waits 03/09/09 Commissioners 6 pp 16374 193 24X 

Fiche 50-247,03/09/09.8309100204 


8309130064 Motion for reconsideration of ruling denying licensee motion 
to receive DP McGuire deposition transcript into evidence 
Licensees entitled to place deposition in record 
certificate of Svc end 

SRANDENOURO. B Consolidated Edison Co of Neu York, Inc MORGAN, c 
Pouer Authority of the State of Neu York MORGAN, C Morgan 
AiSHOclates 03/09/09 Atomic Safety and Licensing Board Panel 
t9pp 10436.230 24X Fiche 50-247,83/03/09,8305130064 


830912030? Order authorlilng A 6 LD to grant relief from B30927 deadline 
for filing proposed findings of fact 4, conduslons of lau 
lines oral presentations before Commission to take place on 
830926 

GHILK. 8 J Office of the Secretary of the Commission 63/09/10 
Atomic Safety and Licensing Board Panel 2 pp 10424,100 24X 

Fiche 90-247,03/09/10,8309120309 


0309160024 Forwards I Levi affidavit clarifying 830211 testimony on 
suggested method of making sensible probability judgments 
described in Bectlon 9 

HARTZMAN,R H Friends of the Earth HARTZMAN, R M Audubon Society 
83/09/10. GLEA 6 ON 1 J P I PARIS. 0 N . SHON, F. J Atomic Safety and 
Licensing Board Panel Ip 18452 393 24X Fiche 90-247.83/09/10, 

6309160024 


8309200645 Advises that day of reckoning re evacuation plan Issue 
coming on 830609 Interim compensating actions by FEMA cannot 
componsata for unchangeable factors of problem roads & 
population density 

TO0GANI.K Affiliation Unknoun 03/05/19 Comim issioners 3 pp 
18920 122 84X Flche 50-247,03/03/13,8303200649 


0309100143 Order providing time (until 030610) to parties to respond to 
P AmfCO.ASLD consul tant, 830502 Itr summarizing conclusions 
based on review of testimony t, hearing transcripts re 
Commission Question 1 

GLEASON, J P Atomic Safety and Licensing Board Panel 83/05/16 
Office of the Executive Legal Director ip 10490 022 24X 

Ficho 90-247,03/05/16,0303100143 


—0303180-146 Summarizes rept on review of testimony & hearing transcripts 
re Commission Question 1 Addl testimony recommended on 
currant analyticel methods for risk assessment U on Issues 
not dealt u/in probabilistic safety study or NRC analysis 
AHICO.P J Applied Risk Technology Corp AMICO.P J Atomic 
Safety and Licensing Board Panel 03/05/02 GLEASON. 0 P , 

SHONi F J , PARIS, 0 M Atomic Safety and Licensing Board Panel 
4pp 10490 023 24X Fiche 30-247,83/09/16, 8309180143 


0309100424 Requests time to address Commission on 830526 re Commlsslcin 
030913 order 

0DANSKI.6 Rockland County, NY 83/03/16 CHILK Commissioners 
Ip 10409 302 24X Fiche 30-247,83/09/16,8303100424. 


8309200609 Requests time to speak on 630926 State of NY claims 
unsubstantiated NRC should adopt policy of communicating 
u/publ 1 c 

FLEISHER, Z 8 West Branch Conservation Association 83/09/16 
PALLADINO, N J , GILINSKY, V , AHEARNE, J Commi ss 1 oners i2pp 
18314 090 24X Flche 90-247, 83/05/16, 8303200609 


0303240333 Citizens advisory committee progress repts re nuclear 
evacuation 8 ( general disaster preparedness plan 
* Rockland County, NY 03/03/16 34pp 10576 053 24X 

Fiche 90-247.83/05/16,8309240333 


— 0303160020 Affidavit of I Levi clarifying 830211 testimony re suggi 
method of making sensible probability judgments described 
In Section 5 


LEVI. I, Friends of the Earth, LEVI, I Audubon Society 
83/05/10 2pp 10432.334. S4X Fiche 90-247,03/03/10.0303160024. 


t( 


8303240308 Forwards Ossining Town Doard resolution ecpresslng concerns 
re emergency plans Deflclenclos must be corrected before 
plan approved 

WISHNIE.R Q Ossining. NY 63/03/1? Office of tha Saerttary of 
tha Commission 4pp 10571 260 24X Fiche 50-2-17,33/03/19, 

0303240503 


B305130030 Memorandum it order granting licensee 030506 motion for 
extension until 830627 to file proposed findings of fact i, 
recommendeti Dns. Date extended until 03OB29 for ASLB to 
submit recommendations to Commission 

PARIS, 0 H . SHON. F J Atomic Safety and Licensing Board Panel 
B3/09/11 Consolidated Edison Co of New York. Inc 2pp 
18437.102, 24X Flche 30-247,83/09/11.8309130030 


8309130071 Motion for extension of deadline (to 830619) for filing 
corrections to transcripts tt deadline (to 630624) for filing 
comments Certificate of Svc end 

BRANDENBURG, B Consolidated Edison Co, of New York, InC MORGAN, C 
Power Authority of the State of New York MORGAN, C Morgan 
Associates 63/09/11 Atomic Safety and Licensing Board Panel 
7pp. 18437‘049. 24X Flche 90-247, 03/05/1 1, 8309130071 


0303240930 Expresses concerns re adequacy 6 workability of evacuation- 
plans 

B00ARDU3. R H Affiliation Unknown 83/03/19 NRC - No Detailed 
Affiliation Given 2pp 18371 236 24X Flche 50-247,83/09/19, 

8309240930 


0309340946 Forwards citizen 1, group statements expressing concern re 
plant safety t« flawed evacuation plan, in response to 
Coenmisstan Order CLI-83-U 

ELLIOTT.. N H Yorktown, NY 03/09/19 NRC - No Detailed 
Affiliation Given. iOpp 10979 266 24X Flche. 90-347, 03/03/ i 9. 

8309240346 
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830534054^7 Roruards board o# krusteca o# Village of Buchanan 
atate^nerht that p-lants are aaf^e b pravide clean energv 
PIERCE. F W Duchanati, NV 83/03/19 PALLADIHO, W J Connlae 1 aner t 
2pp 10575581 24X Flche 30-247,03/05/19.8305240547 


9305270583 Requests concrete actions re emergenci^ evacuation plan in 
light of REMA stated d ef i c i e nc i es . i n response to Commiission 
830305 Order 01-1-83-11 

ELLIOTT, NR Vorktouni NY 83/05/19 Commissioners Ip 
IB646 343 24X Fiche 30-247,83/05/1918303270383 


9305240454 Motion for leave tn submit written comments on NRC 630503 
order to suspend facility operations Deficiencies determined 
to be significant bg FEMA are not sufficientlg deficient to- 
require suspending operations 

JOY, J I HICKS, M H ■ OALLAGHERrP J Utility Workers t/nion o-f America 

83/05/20 Comm * Stoner 8 Gpp 18573 164 24X 

Fiehe 50-347.93/05/30,0305240454 


H General correspondence 


8305240441 Opines that decision re continued plant operation mutt 
luelgh health effects of replacement bg coal burning plants 
JAFFE. H Affiliation Unknouin 83/05/16 AHEARNE, J Atomic Safety 
and Licensing Board Panel 2pp 18371 068 24X 

Riche 30-247, 83/03/ i 6, 630324044 1 


8305240317 Supports continued facility operation 

SCKUL£R,n T. , HEALEY, J A , IRWIN, R D Affiliation Unknown 
63/03/16 PALLADINO, N J Commissioners 27pp 18571 191 24X 

Riche 30-247,03/03/16,6305240317 


6303240537 Supports closing down of facilltg 

CIMQUEMANig |> , ClNOUEMANr . F Affiliation Unknown 03/03/19 
Commissioners ip t9576 039 24X Fiche 30-247,83/03/19, 

6305240537 


8305240464] Response to Commission 830505 order establishing procedures 
for decision on enforcement action Emergency planning 
deficiencies not significant NRC enforcement action 
unwarranted tr improper W/Cer ti f icate of Svc 

MORGAN, C Power Authority of the State of New York HGROAN, C 
Morgan Asmciates 03/05/20 43pp 18573 isi 24X 
Riche 30-247, 83/05/20, 0305240466 


6303240927 Views re radiological emergencg planning In response to 
Commission 830505 order FEMA L NRC should rule that plants 
no longer have significant deficiencies based on improvement 
it Interim compensat ing actions 

QLOCK, J D j DRANDENDURO, B Consolidated Edison Co of New York, Inc 
83/09/20 4lpp 1B571 132 24X Fiche 50-247,83/05/20,6305240327 


0305240532 Opinion on NRC 830905 order re FEHA rept on licensee 
emergency planning S< preparedness b passible suspension of 
plant operations Immediate shutdown urged 

KAPLAN, C New York, NY KAPLAN, C National Emergency Civil 
Liberties Committee 83/05/20 lapp 10371 218 24x 

Riche 50-347.03/05/20,8305240932 


6305270566 Supports shutdown of facilities on 630609 

EPSTEIN, RD Affiliation Unknown 83/03/19 Commissioners 2pp 
18646 114 24X PUhO 30-247,83/05/19,8303270566 


8303240541 Supports suspension of plant operation 

GBANNIS.AB New York, State of ELLIOTT, NR Yorktown, NY 
83/03/20 NRC - No Detailed Affiliation Given 2pp 18576 091 

34X Ficho 50-247,83/05 / 20 , 6303240341 


a309270575 Package of tiuo cltiiens Itrs supporting continued facility 
operation 

KUNKEL, T C . tJElOANOT. J T Affiliation Unknown 83/05/20 

PALLAOrNO, N J Comttilas loners 2pp 10647 125 24X 

Fiche 50-247, 83/03/20. 6305270575 


6305240493 Supports continued plant operations Plants should not be 
held hostage to evacuation process 

TODOROVICH, H H Affiliation Unknown 83/05/23 CHlLK, 8 J Office 
of the Secretary of the Commission 9pp 18575 252 24X 

Fiche 50-247.63/05/83.8305240453 


8305250337 Submsslon re Commission 830505 order on intention to shut 
down facility on B30609 if emergency preparedness problems 
not resolved Adequate protective action tn case of 
rad loiog leal emergency cannot be guaranteed by 830609 
ODLDBEflO.M L Public Interest Research Group, New York. 83/05/21 
I7pp 18585 302 24X Fiche 50-247, 63/ 09/2 i. 8305250337, 


03OS24O523 Order providing guidance for B30S26 oral presentations to 
Commission re possibit plant shutdown 

CHILK.S J Office of the Secretary of the Commission 63/05/23 
4pp i057l il9 9AX Fiche 30-247,83/09/23.8305240323 


830S240339 Forwards comments on Commissinn Order CLI-83-11 estabUshlno 
procedures for decision on enforcement action 
HEISS.E ft Harmon b Weiss WEISS. E R Union, of Concerned 
Scientists 83/05/23 PAL4.ADIN0, N j , AHEARNE, J F . ASSELSTINE, J K 
Commissioners Ip 10576 093 24X Fiche 50-247.63/05/23, 

8305240338 


8305240542 Comment* on Commission Order CLI-BS-U establishing 
procedures for decision on enforcement action Emergency 
planning deficiencies fundamental Adequate interim 
compensating measures impossible Certificate of Svc end 
WEISS.Jc R Union of Concerned Scientists MEISS. E R Harmon b 
Weiss 03/03/23 19pp. 10376 094 34X Fiche 90-247,83/09/23, 


6309240343 QubmUslon re Cammisslon 830509 Order CL1-83-U Emergency 
planning must be w«u developed b detailed ui/special 
emphasis on health b safety of children 

POSNERjP Parents Concerned About Indian Point 83/09/23 20i>d 

1 8376 113 24 X Fiche 50-247,63/09/23,8305240343 


8305250223 
fad 1 i ky 
economic 
compa 11 i n 
CORREN, D 
18588 083 


Suhmiasion addressing Commiselpn 830505 order on possible 
Closing Requests oral presentation on 830326 re 
inpact of facility shutdown Economic Impact is not 
9 reason for continued operation 
Greater New York Council on Energy 83/05/23 12pp 
24 X Fiche 50-247,03/03/23.8305290223 


6309270386 Response opposing lie 
ASLB denial of licensee motion 
testimony before trial 
THORSEN, E 0 Rockland County, 
Licensing Board Panel 6pp 
6303270S86 


ensee motion for rec on* Iderat 1 on of 
to admit DP McGuire 

NY 83/03/24 Atomic Safety and 
18645 395 24X Fiche 30-247.83/05/24. 


P Operating license stage documents b correspondence 


830SQ304S6 Application for amend to License DPR-26, chang Ing Tech Specs 
by permitting eitension of 48 h to current 24 h limitation 
ui/con tai nment spray pump 81 out of svc 

OROSCUP. G W Consolidated Edison Co of New York, Inc 63/84/26 
VARGA, 8 A Operating Reactors Branch 1 2pp 18306 277 24X 

Fiche 30-247.03/04/26,6305030496 


— 9305030458 Proposed Tech Spec changes, permitting extension of 40 h to 
current 24 h limitation: u/containment spray pomp 21 out 
of svc 

» Consolidated Edison Co of New York, Inc 03/04/28 Ip 
18306 279 24X Fiche 90-247,83/04/28,0305030496 


B30SD60355 Confirm* 830420 telcon approving proposed Tech Spec amend 
re containment spray pump 

LAINAS.G C Assistant Director for Operating Reactors 83/04/28 
O'TOGLE, vl D Consolidated Edison Co of New York, Inc 3pp 
18393 109 24X Fiche 30-347. 83/04/28, 0305060359 


6305100175 Forwards addl Info re instrument accuracy 8, related data for 
containment pressure mon itors, containment water level 
monitors 9, containment hydrogen monitors <NURE0“0737, 1 toms 
II F 1 4,H F I 3 tx II. F i 6), per 821118 request 

fl'TODLE, J D Consolidated Edison Co of New York, Inc 03/04/2? 
VABOA.S A Operating Reactors Branch I l4pp 10374 274 24X 

Fiche 3 0-24 7 , 83/04/29. 0 305 100 1 7 5 


6309020455 Oenerlc Ltr 03—19 to all power reactor 6 testing llcenseas 
re new procedures for providing public notice concerning 
Issuance of amends to DL* Svc list end 

EISENKUT, D 0 Division of Licensing 83/09/02 Consolidated 
Edison Co of New York. Inc 50pp 18441 120 24X 

Fiche 50-000, 83/09/02, B305020459 


0305170644 Clarifies 630105 environ qualification SER Justifications 
for continued operation (sICO) should be reviewed to ensure 
that JCO axiits for all equipment that may not be qualified 
Proprietary rsvleu, per end guidel ines, due in 30 days 
VARQAiS A Operating Reactors Branch I 83/03/02 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc 9pp 18496 349 24X 

Fiche. 90-247, 83/03/02. 8305170644 


0303040323 Doard Notification 83-057 forwards differing prof opinions 
re sys interaction S< safety classification Info relates to 
Board Notifications 03-17 8, 83-44 re Unresolved Safety Issue 
A-17 

EISENHUr, D 0 Division of Licensing 03/05/04 PALLADINQ, N. , 

0ILIN6KY, V. I ROBERTS, T M Commissioners 22pp 10337 139, 24X 

Fiche 90-000,03/03/04,0305040323 
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— 0303030207 Forwardi "Statifli ic vans Vieoj of MRC Statistics. “ presentad 
tQ American Stds Assoc Advisors/ Committee on Nuclear 
Research 

RUBENSTEIN.O Applied Statistics Branch 81/02/04 ABRAMSON* E . 
BASSETT. H . ABELL. T NRC - No Detailed Affiliation Given Bpp 
10337 23A 24X Fiche 90-247.83/03/04.0303040323 


— fi30ii2043A Draft ''Random Thoughts on Uncertalntios. Rlstc Analg«ts 
Nuclear Regulation " 

rUBENSTEIN. 0 Reliability & Rist Assessment Branch 0t/lO/S6 
12pp 10337 244 24X Fiche 30-247,83/03/04.0303040323 


— 03OSO9O393 Comments on draft Itr from Hanauer to Cooper on NUPP0CO 
comtplttee Ltr accep tab le, houever. inf o re safety 
clefii f icat lon/tcrmlnology issue requires further 
discussion to standardiie term definitions 
CONRAN, J NRC - No Detailed Affiliation Given 82/03/18 
COFFMAN, F NRC - No Detailed Affiliation Given 3pp 10337 236 
24X Fiche 30-247.83/09/04,0309040323 


830909069? Generic Ltr 03-20 to all operating reactor licensees & 
holder* of CPs re integrated scheduling for Imp lementatlon 
of plant mods,0vc list end 

EI8ENHUT. 0 0 Division of Licensing 03/09/09 Consolidated 
Edison Co of Neu York, inc 16pp 10627 193 24X 

Fiche 90-000,03/09/09.0309090699 


03O913OO1B Foruards application for amend to License OPR-26. prop osing 
change to Tech Spec 3 3 Qialloulng extension of 40 h to 
current 24 h operating limitation ur/containment spray pump 
21 out of SVC Class HI amend fee end 

O'TOOLE, J D consolidated Edison Co of Neui York. Inc 83/09/09 
VARGA, 8 A Operating Reactors Branch 1 Ip 18436 317 24X 

Fiche 90-247.03/09/09,8309130010 


— 8303130022 Application for amend to License pPR-26. proposing change to 
Tech Spec 3 3 B, allowing extension of 48 h to current 24 h 
oparatlng limitation ui/conteinment spray pump 21 out of svc 
O'TOOLE. J D Consolidated Edison Co of Neu York, Inc 83/09/09 
8pp 10436 318. 24X Fiche 30-247,83/09/09,8309130010 


—0309130024 Proposed Tech Spec 3 3 D IPage 3 3-4), al loulng extension of 
48 h to current 24 h operating limitation ui/contalnment 
spray pump 21 out of svc Safety assessment Affidavit of 
Svc end. 

e Consolidated Edison Co of Neu York, Inc 03/09/31 6pp 
18436 320 24X Fiche 90-247.03/09/09,8309130018 


0303180030 Notification of contract execut ion, Mod 1 to "Consulting Svc 
on Indian Point Probab 1 1 let le Safety study " Contractor 
Columbia liniv 

HOYLB.A Administrative Contracts Branch FIN B-0644 83/03/10 

BENTON, H Office of Nuclear Reactor Regulation, Director. CODELL . R 
NRC - No Detailed Affiliation Given Ip 10499 209 24X 

Fiche 30-247103/09/10, 0309100030 


— 0303100047 Mod 1* extending period of performance to 830630 t< changing 
payment it general provi s 1 ons, to "Consulting Svc on Indian 
Point Probabilistic Safety Study " 

LENI0, J P Columbia Univ REBELLO. vi E Division of Contracts 
03/09/10. Ip, 10499-290 24X Fiche 90-247,03/03/10*8309180030 


O, Inspection reports. JE Bulletins & correspondence 


0212060309 IE Info Notice 83-14. "Deuatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
end. 

TAYLOR. 0. M Division of Safeguards it Inspection Programs (Post 
8301031. 83/03/21 Consolidated Edison Co of Neu York* Inc 

ll2pp, 10308 319. 24 X Fiche 90-000*83/03/21,8212060303. 


8303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator ** 
Svc lilt end 

JORDAN* E.L. Division of Emergency Preparedness it Engineering 
Response (Post 030103). 03/04/19 Consolidated Edison Co of Neu 

York, Inc 126pp 18439 135 24X Fiche 90-000,83/04/19,8303040021, 


0305030187 ForuardS IE 8a fe guards Insp Rept 90-247/03-08 on 830228-0304 
it notice of violation Notice of violation withheld 
(ref 10CFR73. 21 it I0CFR2 790) 

MARTIN, T T Division of Engineering & Technical Programs. 03/04/20 
O'TOOLE, J D Commonwealth Edison Co 2pp. 10341 060. 24X 

Fiche* 30-247* 83/04/20, 0309030107 


—0309090190 IE Safeguards Insp Rept 90-247/03-00 on 030220-0304 
Noncompliance noted* barrl er of one vital area not 
maintained Safeguards info deleted (ref i0CFR2 790} 

HAILEY, R J I GODYrA T, Region 1, Office of Director 03/04/12 
6pp. 18341 070 24X Fiche 90-247*03/04/20,8309090107 


Q303040023 IE Info Notice B3-22, "flWR Sa f ety /Re t 1 ef Valve Failures " 
Svc list end 

JORDAN*E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of Now 

York* Inc ll2pp 10303 009 24X Fiche 90-000,83/04/22,8303040023 


0303040025 IE Info Notice 03-23. “Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness J, Engineering 
Response (Post 030103) B3/04/25 Consolidated Edison Co of Neu 

York* Inc ll?pp 10301 291 24X F i c h e 50-000> 83/04 /85. 0303040025 


0305100427 Forwards IE Insp Rept 50-247/03-10 on 830302-0404 & notices 
of Violation 6 deviation 

STAROSTECKI j R Division of Project L Resident Programs 33/04/29 
O'TOOLE. J D Consolidated Edison Co of New York. Inc 2pp 
10410 336 24X Fiche 30-247,03/04/23,8305100427 


— 8305100420 Notice of violation from Insp on 030302-0404 

* Region I, Office of Director 03/04/25 2pp 10410 338 24X 

Fiche 90-247.03/04/25*0305100427 


— B309100431 Notice of deviation from insp on 830302-0404 

* Region 1, Office of Director 83/04/25 Ip 1B4J0 340 24X 

Fiche 90-247.03/04/25*0305100427 


—0309100433 IE Insp Rept 30-247/83-10 on 030302-0404 None omp 1 i ant e 
noted failure to meet Tech Spec requirements re 
reportability of fire barr lers. fal lure to establish QA 
procedures h failure to meet raduaste processing 
FOLEY*! . KOLTAY. P Region 1, Office of Director K18TER.H 0 
Division of Project L Resident Programs 03/04/1? I9pp 
10410 341 24X Fiche 90-247.83/04/29,0305100427 


0303040026 IE info Notice 03-24, "Loose Parts tn Secondary Side df 
Steam Generators at PWRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness I* Engineering 
Response (Post 630103) 03/04/20 Consolidated Edison Co of Neu 

York, Inc 119pp 1S3B2 047 24X Fit he 50-000.03/04/20.0303040026 


8303040027 IE Info Notice 03-23. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/20 Consolidated Edison Co of New 

York, Inc IlSpp 10302 165 24X Fiche 30*-000. 83/04/20. 8303040027 


0309020431 Submits info on status of Ray Miller, Inc problems affecting 
plant, per ASLD request 

MODRE, J E Hearing Branch 1 03/04/20 GLEASON, J P , 8H0N, F J . 

PARIS, OH Atomic Safety and Licensing Board Panel 08pp 

10283 100 24X Fiche 90-247,03/04/20,0305020491 


8303040028 IC Info Notice 03-26. "Failure of Saf oty/Rel 1 ef Valve 
Discharge Line Vacuum Breakers " Svc list enc 1 
JORDANiE L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/05/03 Consolidated Edison Co of New 

York, Inc i23pp 10441 170 24X fiche 50-000,83/09/03.8303040020 


0303040030 IE Info Notice 03-27, "aperational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 0vc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/03/04 Consolidated Edison Co of New 

Vorkr Inc I12pp 10302 282 24X Fiche 90-000,03/09/04,8303040030 


0303040031 IE Info Notice 03-20. "Criteria for Protective Action 
Rf c ammsndat 1 ons for General Emergencies " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response ^Post B30103) 03/09/04 Consolidated Edison Co of New 

York, Inc ) l?pp 18441 001 24X Fiche 50-000,83/05/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/09/06 Consolidated Edison Co of New 

York. Inc 1 iSpp 10523 240 24X Flch e 50-000, 83/03/06, 0303040033 


8303040034 IE Info Notice 03-30. "Misapp 1 Ication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDANtE L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 83/05/11 Consolidated Edison Co of New 

York, Inc I l4pp 18924 003 24X Fiche 90-000,03/09/11.0303040034 


8309200191 Forwards request for addl info resulting from review of 
020816 response to IE Bulletin 80-11. "Masonry Wall Design 
Info must be provided within 30 days of ltr receipt 
VARGA, S A Operating Reactors Branch 1 83/05/12 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc- 3PP 10940 229 S4X 
Fiche. 30-247, 03/03/12, 0309200191 
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0303040040 IE Info Notice S3-31* ''frror in ADLPIPE Computer Program *' 
Svc ILib en-cl 

JQRDANi E L Oivisioh of Envergency Preparednej* & Engineering 
RB-spante (Post 0301031 83/09/1'? Consol Idated Edison Co of Neu 

Vork< Inc n4pp 10697 00? S41C Fiche 50-00 0< 83/09/19. 8303040040 


8303040046 IE Info Notice 83-33. "Nonrepr a senta t i \^e Sarnpllng of 
Contaminate-d Oil “ Svc list end 

JORDAN. E L Dlvl»l’On of Emergency Preparednsss & Engineering 
Response (Post 8301031 83/09/56 ConsaUdated Edison Co of Neie 

Yark< Inc 114pp 10647 007 S4X Ficae 90-0 OO. 83/09/26. B303040046 


R Periodic operating reports if related correspondence 


8305110302 Forward! "Annual Environ Protection Plan. Hept for 1982" 1< 
^Annual Radiological Envlra-n Operating rieptil9e2. " per App 6 
to OLs 

O'TOOLE. J D Consolidated Edison Co of New Vorit. Ihc 83/09/02 
ALLAN. J M Region i. 8fflc« of Director 2pp 18392 221 24X 

Ficne 90-003.83/09/02.8303110302 


'0309110307 "Annual Environ Protection Plan Rept for 1982 " 
e Consolidated Edison Co of New York. Inc 03/09/DS 8pp 
18372 223 24X Flcho 50-003.03/05/02.8305110302 


— 8305110310 "Annual Rad i olog icat Environ Operating Rept. 1982 " 

• Consolidated Edison Co of New York. Inc 83/05/02 I12pp. 
18392 231 24X Flcfie 90-003. 83/05/02. 8305 U0302 


6 Reportable occunrences. LERs 6 related correspondence 


8305O304OO Forwards LER 03-OO6/O3L-O 

a^TGOL-E. J D Consolidated Edison Co of New York. Inc 83/04/15 
ALLAN. JN Region 1. Office of Director Ip 10291 219 24X 

F i c h a 90 -2 4 7. 83/04/ i 9 , S3 0 5030400 


— 8309030407 LER 83-006 /O3L-0* on 830316. reactor cavitg continuous sump 
level monitor Indicated 3 ft above normal it declared 
inoperable Caused drifted output from level transmitter 
LT 3302 In consarvative direction Transmitter recalibr 
KINRICHS.O consolidated Edison Co of New York. Inc B3/04/19 
Region 1. Office of Director Ip 1S29I S20 24X 

FU5* 90-247.83/04/15.8305030400 


8309230430 Forwards engineering evaluation rept. "Degradation of 
8af « tg-Re lated satteries Due to Cracking of Cattery Cell 
Cases 6/or Other Possible Aging-Related Nechanlsmi “ Aging 
factore not considered In Implemented replacensnt crltarle 
ASHE, F Reactor Operations Analysis Branch 83/04/lB SEYFRIT. K V 
Reactor Opsraticni Anal-ysis Branch 2pp 18545 356 24X 

Fiche 50-000.83/04/18.6305230430 


—8305230441 "Degrfd a tl on o-f Saf et y-Related QattirLei Due to Cracking of 
Battery Call Cases 6/ot Othar Possible Aging-Related 
Hichani sms. ** ensineerlng evaluation rept.LERs re 
safety-related battery degradation reviewed 
ASHE.F Reactor Operations Analysis Branch 93/04/18 5pp 
1Q94 9 353 24X Flcht 50-000.83/04/18.0309230430 


8305030373 Forwards LER 83-007/03L-0 

Q'TGOLE. J !> Consolidated Edleon Co of New York, fnc 63/04/21 
ALLAN. J H Region Ir Office of Director Ip 18306 295 24X 

Fiche 50-247 . 83/04 /2 1 . 630 5030373 


— 8309030380 LER 83-007/03L-0 on 830322. a vc water pump 26 removed from 
sv< due to inoperable stral ner. Caused by sheared key 
connecting drive motor to filter shaft due to excessive 
debris accuahuLatlon luithln strainer basket Basket cleaned 
HINRICHS. 8 Consolidated Edison Co of New York. Inc 83/04/21. 

Region I. Office cf Director 2pp 18306 356 24X 

Fiche 50-247 . 83/04 / 2 1 . 8305030373 


8305110393 Fpr wards LER 83-008/ 03L-0 

Q'TOOLEi J O Consolidated Edison Co of New York. Inc 83/04/27 
ALLAN. J N Region 1* Office of Director Ip 18406 197. 24X 

Fiche SO -247. 83 /04/27. a 3051 1 0393 


—8305110403 LER 03-OO8/O3L-O on 83032B, • lactr ic heat trace circuit 
51B found u/lnoperab 1 e primary circuit Caused by primary 
heating elemerit to be open circuit Element replaced. 

Circuit tested U returned to svc 

nOONEY. J CoTif a| Idated Edison Go of New York. Inc 03/04/27. 

Region 1^ Dfflte of Director Ip 10406 190 84X 

Fiche - 50-347.83/04/27. 0305110393 


8305160075 Forward t LER 83-009/031-0 

Q'TOOLE. J D Gcnselldited Edison Co of New York. Ino 83/04/30. 
ALLAN. J M Region 1. Office of Director Ip 18451 •004 24X 

F£ c h • • 50 -247r 03/ 0 4/30. 6 30 5 1 60075 


— B305160-077 LER a3-009/03L-0 on 030331. when operator attempted to start 
safety Injection pump 23 during steady-state op era 1 1 on. p ump 
motor breaker failed to close Caused by seised closing 
solenoid Breaker replaced 

HOQNEV.J Consolidated Edison Co of New York. Inc 83/04/30 
Region 1. Office of Director 2pp 18491 005 24X 

Fiche 30-247.83/04/30.0305160075 


8303160030 Forwards LER a3-010/03L-0 

O'TflOLE. J D Consolidated Edison Co of New York. Inc 83/05/01 
ALLAN. J N Region l^ Off ice of Director Ip 18432 349 24X 

Fiche 50-247, 83/03/01 *B305 160020 


— 8303160025 LER 83-010/03L-0 on 830401. svc water pump 23 declared 
inoperable when pump could not be restarted after pump trip 
Caused by nylon rope from old cathodic protection sys in 
travail in-g screens wrapping around impeller & shaft 
HfNRICHS.O Consolidated Edison Co of New York. Inc 83/09/01 
Region 1. Office of Director ip 18432 346 24X 

Fiche 30-247,93/05/01.0305160020 


8305250403 LER 03-01 1/03L-0 on 830413. dur i ng Inservlce valve test, valve 
B87B In suction line to safety injection pump 22 found 
Inoperative Valve B07A operable Caused by pinched & grounded 
wire for motor on LimCtorque valve operator W/830913 Itr 
MOONEY. J . 0 'TOOLE. J Consolidated Edison Co of New York. Inc 
03/05/13 MURLEY.T E Region 1. Office of Director 2pp 
18908 251 24X Fiche 30-247.83/09/13.0309290483 


T Hearing transcripts on non-anti trust matters 


8305230001 Transcript of 830322 hearing In Uhite Plains. NY 
Pp 10.737-11.117 Supporting documentation end 
* Atomic Safety and Licensing Board Panel 83/03/22 612pp 

18532 021 24X Fiche 30-247,83/03/22.8305230001 


8309110002 Excerpts from transcript of 830407 hearing Pp 13.017-13.01? 
n NRC - No Detailed Affiliation Oiven 83/04/07 3pp 1840? 00? 
24 X Fiche 30-247.83/04/07.0309110002 


8305030608 Motion Por permission to present rebuttal witnesses on subj 
of prevailing winds, sample surveys & bystander behavior 
Discussion of issues could not have been anticipated prior 
to presentation of evidence 

PDTTERFIELD.A Union of Concerned Scientists POTTERFIELD, A. 

Public Interest Research Croup. New York KAPLAN. C New York. NY. 
83/04/19 App 16308 050 24X Fiche 50-247,83/04/19.8309030608 


—030903061? Testimony of D Outman re prevailing wind patterns 
ODTMAN. 0 i/nion of Concerned Scientists OUTMAN. 0 Public 
Interest Research Oroup. New York OUTHAN, D New York. NY 
83/04/1? App 10308:054 24X Fiche 90-247, 83/04/ 19. 8309030600, 


--830903062? Testimony of RR Holt re sample surveys & bystander behavior. 
HOLT. R R Vnlon of Concerned Scientists HOLT. R R Public 
Interest Research Oroup. New York HQLT.R R New York, NY 
83/04/1? 37pp 18300 098 24X Fiche 90-247. 83/04/1?. 8309030608. 


— 0309030633 Rearganliad testimony of JR Thornborough & D Bohning re 
Contention 6 2 concerning impact of shutdown on physical 
environ near facility 

P03NER,P Parents Concornod About Indian Point 83/04/1? 44pp 
18300 095 24X FiChe 50-247, 83/04/19, 830S03060B 


— 8309030641 Motion requesting Initiation of studies on human response to 
rad 1 olog ical emergenc 1 es, risks to individuals living near 
site L difficulty of evacuation In emergency 
POTTERFIELD, A Public Interest Research Oroup. New York 
POTTERFIELD, A Union of Concerned Scientists 83/04/26. Atomic 
Safety and Licensing Board Panel Bpp 18308 13? 24X 

Fiche 90-247,83/04/19.0309030608 


— 8305030652 flotion requesting completeness of record on NRC Questions 
3 L 4 re emergency planning issues. Including capability for 
handling phone calls In emergency planning lone during 
emergency. 

POTTERFIELD, A . POTTERFIELD, A Union of Concerned Scientists. 
83/04/25 Atonic Safety and Licensing Board Panel 4pp 

18308 leo 24 X Fiche. 50-247, 03/04/1?. 8309030608 


8303020077 Transcript of B30426 hearing In White Plains.NY Pp 
14.419-14.396 Supporting documentation end 

* Atonic Safety and Licensing Board Panel 63/04/26 2lOpp 
1B27B 290 24X Fiche 30-247,03/04/26.8305020077 


9309030306 Transcript of 830427 hearing In White Plains, NV.Pp 14,997- 
14, 702 

e Atomic Safety and Licensing Board Panel 83/04/27, lt6pp 
ies?2-001 24X Fiche 30-247.83/04/27.0305030386 
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930S040I72 Trartscrlpt of 830429 hearing in White Plains/ NV Pp I4i 703- 
19i 087 supporting documentati on end 

# Atomic Safety and Licensing Ooard Panel B3/04/2& 926pp 

18324 297 24X FUhe 30-247,83/04/28,8303040172 


0309090429 Testimony of LA Cohen In rebuttal to testimony of D Gutman 
Taitlinony to be Included lu/ASLD 830420 transcript 
Certificate of &vc end 

CONEN, L A Consolidated Edison Co of Neu York, Inc 83/04/28 
tOpp ie3i>3 321 24X Fiche 50-247/83/04/20,0309090429 


8305040347 Transcript of 830429 hearing in White Plains, NY Pp 13.088- 
19 j 226 8gpp lementai testimonies end 

# Atomic Safety and Licensing Board Panel 83/04/29 149pp 

18322:242 24X Fiche 30-247/83/04/29,0303040347 


8309190327 Transcript of Commission 830305 meeting, d i scuss ion & 
possible vote in Wash Ing ton, DC re status of emergency 
planning at facilities Pp 1-22 

* Commissioners 93/09/09 27pp 18437 277 24X 

Fiche - 90-247, 03/09/03, 8303130327 


5309240934 Statement to be incorporated in minutes of Commission 030326 
public hearing State/f ederal govt must force counties to 
davise evacuation plans Problems u/emergency plans must 
be Piiolvtd before 030609 

OI OIACOMO, C 0 Cortland, NY 83/03/10 4pp 18976 029. 24X 

Fiche 30-247,83/09/18,0303240334 


S309240366 Rtlftaset transcript of Commission 821222 discussion & 
pofslble vote on emergency planning actions for placement in 
POR, per 10CPR9 Commission determination statement end 
CHIILK, B J Office of the Secretary of the Commission 83/03/18 
Public Document Branch 2pp 18393 063 24X Fiche 50-003,83/09/18, 

8309240966 


— 8309240970 Transcript of 821222 discussion (< passible vote on emergency 
planning actions in Wash ing ton, DC 

« Gommlstlonert 02/12/22 19pp 18993 069 24X 

Fiche* 90-003, 83/09/10, 8309240966 


— 0309240974 Transcript of 821222 discussion 8c possible vote on emergency 
planning actions in Wash Ington, DC 

* CommUeloners 02/12/22 99pp 10993 002 24X 

Fiche 90-003, 03/09/ 10, 0309240966 


8309240931 Statement of Cl ergy , Rel Iglous 8< Laity Concerned About Indian 
Fo Int. Common cltiieni raject idea that expertise Irrelevant 
Value of human life Is supreme value 

# Affiliation Unknown 03/09/20 4pp 16971 109 24X 

Fie ho; 90-247, 03/09/20, 0309240931, 


S309240933 Forwards written testimony on efforts to address 
doflclanclts In emergency response plan since 830909 
d'RaURKE, A. P Westchester County, NY 83/09/20. PALLADINO, N J. , 
OILINSKY, v, , AHEARNE, J Commissioners Ip 10976.043 24X 

Fiche* 90-247, 83/09/20, 0309240933 


»-g305240939 Testimony of AP O'Rourke re actions taken to improve 
•aiergincy planning since Commission 030909 order Unions 
representing but drivers fully support orientation course on 
radiological emergency response procedures 

O'iRQURKE, A P. Meetchaster County, NY 03/09/20. 6pp 10976.044 
24X Fiche 90-247,03/09/20,0309240933 


8309240999 Forwards statement for inclusion in special proceeding 
testimony. 

HE188, T. House of Rep 03/09/20, PALLADINO, N Commissioners Ip 
18976:029. 24X Fiche 90-247,83/09/20,0309240999 


•'-0309240998 0tatement of T Weiss re proposed evacuation plans Plants 
should be shut down permanently Planning for nuclear 
accident futile public safety should be top priority 
weiaa, T Houie of Rep 83/09/17. 3pp 10976* 026. 24X 

Fiche. 90-247, 83/09/20, 8309240999 


8309310002 Testimony of RW Ceflisl# re potential hazards of nuclear 
accidents Long-range educ in nucleer radiation should be 
imp lamented. Robots should be developed to dismantle plant 
after meltdown. 

CARL18LE, R W. Affiliation Unknown 83/09/20. 3pp 18693 240 24X 

Fiche* 90-247, 63/09/20, 03093 i 0002 


9309310099 Transcript of Commission 830923 discussion of Indian Point 
order in Wash ington, DC. Pp l-i? 

e Caewsiss loners. 83/09/23. 23pp 18663. 120 24X 

Fiche: 90-247, 83/09/23, 8309310099. 


U Congress iona l/Ei ecutl VO Correspondence 


0309340395 Forwards statement for inclusion in special proceeding 
tee t imony 

WE 1 86, T House of Rep 83/09/20 PALLADINO, N Commissioners Ip 

18976 029 24X Fiche 90-247,83/09/20/8303240959 


— 0309240398 Statement of T Weiss re proposed evacuation plans Plants 
should be shut down permanently Planning for nuclear 
accident futile Public safety should be top priority 
WEI53/T House of Rep 83/09/19 3pp 18576 026 24X 

Fiche 50-247,83/05/20.0309240595 


6309310099 Commende State of NY commitment of resources & cooperation 
w/llcensees & local govts to implement offsite emergency 
preparedness plan 

PALLADINO, N J Commissioners 83/09/23 CUQhO. M K New York, 
State of ip 18693 280 24X Fiche 90-247, 03/09/29, a3053l'OOS9 


— 0305310070 Expresses concern that addl actions required to satisfy 
mandates per 10CFR9D 54(S)(1) State of NY Disaster 
Preparedness Commission will work w/utlls until Rockland 
County completes emergency preparednosa plans 
CUOMO/ « ti New York. State of 03/09/29 PALLADINO, N J 
Commissioners 3pp 18693 281 24X Fiche 50-247, 03/09/29, 

8309310099 


DOCKET 90-249 DRESDEN NUCLEAR POWER STATION/ UNIT 3 


F Becurlty. medical, emergency St fire protection plans 


8309030336 Discusses IE Emergency Preparedness insp Repts 9O''OlO/03-Oi ■ 
90-237/03-01 U 90-249/03-01 on 030203 U forwards notice of 
def 1 c lenc ies 

PAPErtlELLO/C J Region 3. Office of Director 03/04/29 REED, C 
Commonwealth Edison Co 2pp 18297 137 24X Fiche 50-010, 83/04/29, 

8309030336 


— 0309030348 Notice of deficiencies from Insp on 830103-07 Public info 
brochures not distributed from Apr 1901 - Dec 1902 & 
emergency action levels not reviewed w/itate local govt 
since 010401 

* Region 3, Office of Director 03/04/3? 2pp 10297 139 24X 

Fiche 90-010, 03/04/29, 0305030336 


8309110034 Generic Utr 83-21 to all licensees of operating reactors, 
applicants for QLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
SVC list end 

FI0ENHUT,D 0 Division of Licensing 03/09/11 Consolidated 
Edison Co of New York, Inc 16pp 10340 099 24X 

Fiche. 90-000, 03/09/ 1 1 , 0309 1 10034 


8309120116 Advises that onsite U offsite emergency preparedness 
adequate per 10CFR90< App E Emergency plans upgraded per 
NURE 0-0737, Item 111 A 2 1 Item complete 

CRUTCHFIELD, D Operating Reactors Branch 9 03/09/11 FARRAR. D L 

commonwealth Edison Co 3pp IB423 040 24X Fiche 90-010,03/09/11, 

8309120116 


8309240249 Requests scheduler exemptions allowing delay In Implementing 
10CFR90 40 requirements for Installation of fire protection 
mods Request based on AE. manufae turer & const personnel 
anticipated Implementation schedule 

RYBAK, 0 Commonwealth Edison Co 03/09/ia DENTON. H R Office of 
Nuclear Reactor Regulation, Director 6pp 1894B 204 24X 

Fiche 90-000,03/09/18,8309240249 


P. Operating license stage documents h correspondence 


8309020499 Generic Ltr 03-19 to *11 power reactor Sc testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Syc list end 

EI8ENHUT,D, 0 Division of Licensing 03/09/02 Consolidated 
Edison Co of New York, Inc 90pp 10441: 120 24X 

Fiche 90-000,03/09/02,0309020499 


8309040446 Application for emend to Licenses DPR-i? 8< DPR-29i revli ing 
Tech Specs to clarify tnln reactor pressure when conducting 
ecram testing following refueling outage h requirement fur 
isolation control rod drive pumps, 

RYBAK.B Commonwealth Edison Co 03/09/02 DENTON, HR. Office of 
Nuclear Reactor Ragulatlon, Director 2pp 10322 238, 24X 

Fiche: 90-237, 83/09/02, 8309040446 


— 0309040496 Proposed changes to Tech Bpecs to clarify min reactor 
pressure when conducting scram testing following refueling 
outage 4< revise requirement for isolation control rod drive 
pumps to apply only to single rod scram testing, 
a Ccmmonweal th Edison Co 03/09/02 2pp 18322 240 24X 

Fi ch* 90-237, 03/09/02, 0309040446, 
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Gi30S0405^ Sjpplemental application for atriEnd to Licenses DPR-19 ft 
DPR-25. proposing changes to Tech Spec 4 3 B 1 t to verifij 
nuclear response to control rod drive ui/^eipcr 1 enced 
uncoupling at pouer levels above SO'/ 

RYSAK. B CommontueaUh Edison Co e3/a3/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Spp 18321 244 24X 

F I c h • 50-237. 83/03/02. 830304032 0 


— 8305040324 Proposed Tech Spec 4 3 B 1 b fPage 5i>) requiring 
verification of nuclear response to control rod drive 
uf/ttiper 1 enced -uncoupling at pauer levels ab-ove 307, 

« CQitimon wealth Edison Co 63/03/02 3pp IB321 246 24X 

Flche 30-237,83/03/02.6305040520 


B305040S31 Application to amend Licenses DPR-l*?. DPR-35. DPR-39 & 

DPR-30. chang ing fpp A Tech Specs re economic generation 
control operation 

RYBAKi 0 Commonueelth Edison Co 83/03/02 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp IB321 279 24X 

Flche 90-000, B3/05/02. 930504033 1 


— 8305040553 Proposed changes to App A Tech Specs re economic 
generation control operation N/o detailed changes 
» Comcnonuiealth Edison Co 83/05/02 Ip 18321 2B1 24X 

fiche SO-000, 83/05/02, B30S040351 


0305130209 Concurs u/NRC changes to draft Tech Specs re reactor 
protection sys (RP8 ) protective rala<jing mods. per 630420 
Itr Operation ui/RPS (nod, instal led per lOCFRSO 39 6 w/o Tech 
Specs, mill not compromise safe operation of facilities 
RYBAK, a Commanmealth Edison Co 63/05/06 DENTGN,H R Office of 
Nuclear Reactor Regulatian, Director 2pp 18439 330 34X 

Fiche 50-000,03/03/06.0305130209 


0305090659 Generic Ltr 83-20 to all operating reactor licensees & 
holders af CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

EfSENKI/r. O G Division of Licensing 83/03/09 Consolidated 
Edison Co of New York. Itic l£pp 10627 153 24X 

Flche 30-0D0, 63/Q5/09. B30S090659 


8305130038 Responds to 830316 request for addl Info re NUREG-0737. Item 
II K 3 23, “Verify Qualification of Accumulators on 
Automatic Depre isuri ra tton Sgs Valves Environ & seismic 
qual i f ica t i on ulll 5« in accordance u/lE Bulletin 79-OlB 
RY6AK,8 Commonwealth Edison Co 83/05/10 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp C8436 339 24X 

Flche 50-000,83/05/10. 8305130038 


6305120370 Forwards Accident Evakuatlbn Branch SER input re NURE-0’'0737> 
Item 111 D 3 4, "Control Room Habibabilitg “ Sgs acceptable 
CRUTCNFIELDj D Operating Reactors Branch 5 63/05/11 FARRAR, 0L 

Commonwealth Edison Cp 6pp 1B432 S93 24X Fiche 50-237.03/05/11, 

8305180370 


-'8305180374 Advises that licensee proposed program re NUftEO-0737. I tem 
III D 3 4. “Control Room Kab Itabi U ty, “ acceptable 
hURPJHV.D Vi Battelle Nemoriat Institute. Pacific Northwest 
Laboratory FIN 8-2383 82/03/23 HULHANi L 0 Accident 

Evaluation Branch 2pp 10432 301 24X Flche 50-237, 83/05/i 1 , 

8305120370 


B305200707 Forwards request for addl Info on NVREO-0737, Item II K 3 20 
re qualification of automatic depres sur iiati on sgs 
accumulatori Response requested uithln 45 days 

VASSALLO. D S Operating Reactors Branch 2 63/05/11 FARRAR, DL 

Commonwealth Edison Co 5pp 18528 350 24X Fiche 50-000. 63/05/ U, 

6305200707 


6305200186 Notifies that 830425 amend application for proposed Tech 
Spec changes re TNI Action Item HKD 15 on isolation of 
NPCI & RCIC requires fee Application requested From NRC for 
purpose of preventing inadvertent isolation of sys 
DIOO0,R ti License F0« Kanagement Branch 83/05/12 FARRAR. D L 
Conimdnusa 1 th Edison Co Ip 18540 228 24X Fiche 50-000, 83/05/12, 

6305200166 


8305180376 Forwards Hit of proprietary documents associated pages 
from technical evaluation repts re environ qua 1 i f ication of 
electrical equipment OE affidavit per 10CFR2.790 received 
Weitlnghouse affidavit forthcaraing 

RYBAK, 8. Cammonuealth Edison Co 63/05/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Dirictor 3pp 18490 347 24X 

Fiche 50-000.03/05/13,6303100376 


B305260290 Commits to resolution of three open items re NllREQ-0612. 
“Control of Heavy Loade, ** using Quad Cities guidelines Quad 
Cities analysis to verify stress design factors for 
dryer/separator lifting rig applicable 

RYBAK. 8 Commonwealth Edison Co 83/05/19 DENTON. H R Office of 
Nuclear Reactor Regulation, Director Ip 10625 334 24X 

Flche 50-237. 83/05/ 1 9, 8305260290 


8305270419 Notifies that response to 830316.0510 6 11 requests for addl 
info re THI Item fl K 3 2G, ’*Qu 4 l If Icatlon of Automatic 
Depressurization Sys Accumulators," addressed in 030510 ltr 
RYBAK, a Commonwealth Edison Co 83/05/23 DENTON. H R Office of 
Nuclear Reactor Regulation, Director Ip 10642 290 24X 

Flche 50-000.83/05/23,8305270419 


B305310086 Notification of B30614 meeting w/utll in Bethesda,MO to 
discuss util DCRDR program plan 

GILBERT, R A Operating Reactors Branch 5 83/05/26 CRUTCHFIELD. D 

Operating Reactors Branch 5 2pp 18650 063 24X 

Flche 50-000,83/05/26.8305310086 


8305310028 Advises that requirements of NUREO-0737, I tem II F 1 4. 
"Containment Pressure Monitor." 1 1 F 1 5, “Containment Nater 
Level Monitor" t. II F 1 6, "Containment Hydrogen Monitor" 
resolved, per 821220 & B0121S submittals 

CRUTCHFIELD, D Operating Reactors Branch 3 03/05/27 FARRAR, D L, 

Commonwealth Edison Co 7pp. 18653 213 24X Flche 50-000.83/05/27, 

0305310028 


0 Inspection reports, IE Bulletins & correspondence 


0212060385 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Eiothermic Chemical Reaction " Svc list 
enc 1 

TAYLORrJ M division of Safeguard's L Inspection Programs (Post 
030103} 83/03/21 Consolidated Edison Go of New Yort, Inc 

112pp 10300 319 24X Fiche 30-000,03/03/21.0212060385 


8304040268 Requests that tnsp program re IE Bulletin 80-13, "Cracking 
in Cora Spray Spargers," be performed every 3 yrs In 
conjunction w/reactor vessel Internal insp No abnormal 1 ties 
noted per subj bulletin 

RVBAK, B Commonwealth Edison Co 83/03/23 KEPPLER.J, 0, Region 3, 
Office of Director 2pp 17816 202 24X Fiche 50-837,03/03/25, 

8304040268 


8305020467 Forwards lE Insp Repts 50-010/83-06,50-237/83-07 U 
50-249/83-06 on 830203-0315 No non compliance noted 
STREETER, xf F Region 3. Office of Director 83/04/13 REED, C 
Commonwealth Edison Co 2pp 18203 073 24X Fiche 50-010,03/04/13, 

8305020467 


—8305020480 IE Insp Repts 50-010/03-06,50-237/83-07 & 50-249/83-06 on 
630203-0315 No noncompliance noted Major areas inspected 
operational safety , ma 1 nt, survel 1 lance, 1 iceniee events, plant 
tr ips, ref uel Ing activities St refueling surveillance 
TONOUE,T M , JORDAN, M J . STASEK.S Region 3. Office Of Director, 
83/04/12 16pp 18283 075 24X Flche 50-010.83/04/13,8305020467 


0303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L, Division Of Emergency Preparedness It Engineering 
Response (Post 8301031 83/04/15 Consolidated Edison Co of New 

York. Inc lS6pp 18435 155 a4X Flche: 50-000, 03/04/15, 8303040021 


8303040023 IE Info Notice 83-22, "BUR Safety /Rel lef Valve Failures." 
Svc list end 

JORDAN, E L Divielon of Emergency Preparedness & Engineering 
Response Cpost 6301031 83/04/22 Consolidated Edison Go. of Niu 

York, Inc il2pp 18383 06? 24X Flche; 50-000. 83/04/22, 6303040023 


8305100379 Forwards IE Insp Repts 50-237/03-08 it 50-249/03-07 on 
630222-25,0301.09 & 14 Sc notice of violation 

HlNDrJ A Division of Rad iol og lea 1 b Materials Safety Programs 
63/04/2R REED.C Commonwealth Edison Go 2pp 18377 0S8 24X 

Flche 50-237,83/04/2210305100379 


—9305100387 Notice of violation from Insp on 830222-25,0301,09 St 14 
HIND.vl A Region 3, Office of Director 83/04/22 2pp 
10377 330 24X Flc he. 50-237, 03/04/22, 8305100379 


— 0305100402 TE Insp Repts 50-237/03-00 St 50-249/03-07 on 030222-25,0301, 
09 S( 14 Nancomp 1 lance noted DOT radiation limits exceeded 
Sc failure to follnw health physics procedures 
PAUL.R A., LOVENDALE, P. C , OREOER.L R Reg tan 3, Office of 
Director. 03/04/21 I2pp 10377 332 24X Flche* 50-237, 03/04/22, 

8305100379 


8303040025 IE Info Notice 63-23. "Inoperable Containment Atmosphere 
Sensing Gqs " 6vc list end 

JDRDAN«E L Division of Emergency Preparedness St Engineering 
Response iPost 830103) 83/04/25 Consolidated Edison Co of New 

VoTlf, Inc H9pp 103B1 291 24X Fiche 50-000. S3/04/25i 8303040025. 


03OSO2OIOO Ack raceipt of 830330 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/83-05, 

30-237/03-05 4c 30-249/83-04 

SHAFER, W S> Region 3, Office of Director 03/04/23 REED, C 
ComiAonweal th Edison Co Ip 10270' 243 24X Flche 50-010,83/04/25, 

0305020100 
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•*-8309020106 Responds to NRC 830304 Itr re vlolatione noted in IE Insp 
R«pt« 90-010/03-05,90-237/83-05 & 50-249/03-04 Corrective 
action* Amend 71 reissued & incorporated Into Tech Spec* 

Corporate OA dept ulll audit accounting & foilomup sgs 
FARRAR«0 L Commonurea 1 th Edison Co 83/03/30 KEPPLER, J 0 

Region 3, Office of Director 3pp 16278 244 24X 

Ficha 50-010, 03/04/29, 8309020100 


8303040026 IE Info Notice B3~24« *'Loose Parts in Secondarg Side of 
Steam Generators at PWRs *' Svc list end 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response <Po«t 830103) 03/04/28 Consolidated Edison Co of Neu 

York. Inc llSpp 18302 047 24X Flche 30-000,63/04/20,0303040026 


0303040027 IE Info Notice 83-25i "Standby Oas Treatment Syi Heater High 
Temp Trip Setpoint Adjustment “ &vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Pott 830103) 63/04/26 Consolidated Edison Co of Neu 

York, inc U8pp 18302 165 24X Fiche 50-000.63/04/20,0303040027 


6305100092 Provides status of safe shutdown path support inttallation, 
per IE Bulletin 79-14 St util 630416 commitment Remaining 
aecavilble hanger li four Inaccessible hangers ulll be 
completed by mid-May & during Fall 1903 outage, respec tlvely 
RYBAK, B Commonuealth Edison Co 03/04/20 KEPPUER, J 0 Region 3, 

Office of Director 2pp 18377 218 24X Flche 90-237.83/04/28, 

0309100092 


0309030336 OSscusiei IE Emergency Preparedness Insp Repts 90-010/83-01. 
50-237/03-01 & 90-249/03-01 on 830200 (t forwards notice of 
deficiencies 

PAPER lEtLO.C J Region 3. Office of Director 03/04/29 REED, C 
Commonuealth Edison Co 2pp 18297 137 24X Flche 90-010.03/04/29. 

0309030336 


—8309030346 Notice of deficiencies from Insp on 830103-07 Public Info 
brochures not distributed from Apr 1901 - Dec 1902 & 
emergency action levels not revleued u/state u local govt 
since 810401 

a Region 3. Office of Director 03/04/29 2pp 18297 139 24X 

Flche- 50-010, 83/04/29. 8309030336 


8303040028 IE Info Notice 03-26. ‘'Failure of Safety /Re lief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, C L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/09/03 Consolidated Edison Co of New 

York. Inc I28pp 10441 170 24X Flche 90-000,63/09/0310303040026 


0309100161 Ack receipt of 830411 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-010/02-17, 

90-237/02-24 ti 90-249/82-24 

BKAPERrN 0 Region 3. Office of Director 03/09/03 REEO,C 
Commonwealth Edison Co Ip. 18374 310 S4X Flche 90-010,03/05/03, 
6309100101. 


—6305100190 Responds to NRC 030311 Itr re deficiencies noted in IE Insp 
Repts 90-010/82-17, 9O-'237/02-24 fa 50-249/82-24, Corrac tive 
actions. urltten agreement, EPIP200-1 1 re PMF for Units 2 fa 3 
between Corps of Engineers fa util to be revised 

RYBAK, B Commonwealth Edison Co 83/04/11 KEPPUER,J 0 Region 

3, Office Of Director 4pp 10374 319 24X Flche 50-010, 

83/05/03, 8305100101 


9303040030 IE Info Notice 03-27, "aperatlonal Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 03/09/04 Consolidated Edison Co of New 

York, Inc U2pp 18302 282 24X Fi cho- 50-000, 03/05/04, 8303040030 


0303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for Oaneral Emergencies " Svc list end, 

JORDAN, E L Olvlilon of Emergency Preparedness fa Engineering 
Response (Post 030103) 03/09/04. Consolidated Edison Co. of Neu 

York, inc li9pp 10441 001 84X Flcho 50-000,03/05/04,8303040031. 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation." Svc list encl. 

xRlRDAN.E. L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 03/09/06 Consolidated Edison Co, of New 

York, Inc. 119pp. 18923*240 24X Flche* 90-000, 83/05/06, 0303040033 


B303040034 IE Info Notice 83-30, "Misapplication of (Jeneric Emergency 
Operating Procadures (EdP) Ouidellnes " Svc list end 
JORDAN, e L. Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 83/05/U Consolidated Edison Co of New 

York, Inc U4pp 10924.003 24X Flche 50-000.83/09/11,0303040034, 


8305200421 Advises that uttl response to 820714 confirmatory action Itr 
re IE Oullotin 79-14, piping analysis to restore hot shutdown 
path piping sys to FSAR requirements by 83021 9, acc epta-b le 
8PES8ARD,R L Division of Engineering 03/09/18 REED, C 
Commonwealth Edison Co 2pp 10917 116 24X Flche 50-000, 83/05/ 1 □, 

0305200421 


0303040040 IE Info Notice 83-31, "Error in aDLPIPE Computer Program " 
avc list encl 

JORDAN. E L Division of Emergency Preparedness fa Engineering 
Rasponse (Post B30103) 03/09/19 Consolidated Edison Cp of New 

York. Inc ll4pp 18697 009 24X Flche 90-000,03/09/19,8303040040 


Q3092S0377 Foruards "OE-NEBS Electrical Penetration Assembly 
Qualification Program," Vols 1 fa 2 to "Response to IE 
Bulletin 79~01D Quad Cities Nuclear Power Station Units 1 fa 
2" fa Void i fa 2 to "Response to IE Bulletin 79-010 

RY0AK.il Commonuealth Edison Co 63/05/19 DENTON. H R Office of 
Nucloar Reactor Regulation, Director 2. llBpp 18570 001 24X 

Flche 90-000, 83/05/ 1 9. 8309230377 


—0305290393 "OE-NEBS Electrical Penetration Assembly Qua 1 1 f 1 cat l on 
Program " 

* Bechtel Corp 63/03/16 356pp IS978 179 24X 

Fieh « 90-000, 63/05/ 1 9, 0309290377 


—8305230407 Rev 2 to Vols 1 fa 2 to "Response to IE Bulletin 77-OlB for 
Dresden Nuclear Power Station Unit 3 " 

« Dechtcl Corp 03/09/31 307pp 1B98D 226 24X 

Flch* 50 -000,03/05/19,6305250377 


8309270395 Notifies that work to be performed on masonry walls, per IE 
Dulletln 00-11, ‘'Masonry Wall Design," will bo completed oA 
830719 Thirty masonry walls required mods 

RYBAK, D Commonwealth Edison Co 83/09/23 KEPPLER, J 0 Region 3, 
Office of Director Ip 10642 339 S4X Flche 90-237,83/09/23. 
8305270399 


0303040046 IE Info Notice 83-33, ''Nonrepresentative Sampling of 
Contaminated! Oil " Svc list encl 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc U4pp 18647 007 24X Fiche 90-000,83/09/26,0303040046 


8 Reportable occurrences. LERs fa related correspondence 


0309060981 Forwards LbR 83-015/03L-0 

SCOTT, D J Commonwealth Edison Co 03/03/29 KEPPLER. J 0. Region 
3, Office of Director Ip 10349 049 24X Flche 50-249,03/03/29, 

8309060981 


— 8309060994 LER 03-O19/O3L-O on 830406, during normal operation w/DI9 
207-1 in progress, pressure switch P8 3-1994 F would not 
operate at required pressure Caused by plugged instrument 
snubber S-nubber cleaned fa switch replaced 

COVCE.C H Commonwealth Edison Co a3/0<l/29 Region 3, Office 
of Director 2pp 10349 090 24X Flche 90-249,83/03/25, 

8309060581 


8309230973 Foruards engineering evaluation rept. "Crocks fa Leaks In 
Small Diameter Piping " 

DROWNfE J Reactor Operations Analysis Drench 03/04/19 
aEYFRiT. KV Reactor Dperatlons AnalysJs Branch Ip 10941 342 
24X Flche 90-000,83/04/19,83092309/3 


— 8305230619 "Crack* fa Leaks in Small Diameter Piping." engineering 
eveluatlon rept Small pipe leak* associated u/unantl clpated 
vibration problem* require addl supports or rerouting of 
piping 

BROWN. E J Reactor Operations Analysis Branch 83/04/19 9pp 
10941 343 24X Flche 90-000, B3/0-) /1 9, 8309230973 


8309020246 Forwards LER 83-013/031-0 

SCOTT, D J Commonwealth Edison Co 83/04/21 KEPPLER, J 0 Region 
3, Office of Director Ip 18277 2 6 3 24X Fiche. 90-249, 03/04/21, 

8309020246 


— 0303020296 LER 83-013/03L-0 on 930322, while performing main steam line 
high flow survetl lance, ful tch 3-261-21 tripped beyond Tech 
Spec limit Caused by particle on switch goa'i' movement Switch 
cleaned fa- retested 

ANANDAPPA. A Commonwealth Edison Co 03/04/16 Region 3. 

Office of Director. 2pp> 18277 266 24X Flche 50-249,03/04/21, 

0309020246. 


0309060963 Forward* LER 83-014/03L-0 

BCDTTiD. J. Commonwealth Edison Co 83/04/22 KEPPLERi J 0 Region 
3, Office of Director Ip 18348 2 3 9 24X Flche 50-249.83/04/22, 

0309060963 
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— g3030&DS7| LER 83-0 1 4 ^03U-0< on 630403, niAin steam Itrve log radiation 
monitor 3A eKperlonc^il Jots at high voltage pouar causing 
monitor to go dounseale Caused bij- burnod cut resistor on 
high voltage poysr supply Monitor GA replaced 

MERRITT, S Commanuealth Edison Co 63/04/21 Region 3* Office 
of Director 2pp 18346 260 24X Flche 30-249, B3 /04/S 2 < 

8303060963 


8303240366 LER Q3-016/01T-0 on 830304. <ta t Ion notified that hydraulic 
snubber 16, replaced In Feb 19B3« attached o-n one «rid onlg 
Caused by insufficient personnel Interface Hort paclage 
procedures revised U/630S17 Itr 

COEM, R , eCOTT,D J Commonwealth Edison Co 63/03/17 KePPLER.JQ 
Region 3, Office of Director 4pp 1ES49 291 S4X 
Flche 30-249183/03/17.8303240366 


DOCHer 30-230 TURKEY POINT PLANT, UNIT 3 


F Security, otedicali emergency U fire protection plans 


8303110223 Responds to 811031.620702 h 830)04 requests for exception 
from Table 1 of NUR £0-0737, Sup p 1 1 requirements r* location 
of emergency operations facility Exception granted 

EISENlOfTiD 0 Division of Licensing 63/04/29 UKRIO, R E, Florida 
Power U Light Co 2pp 18434.1134 24X Flche 30-230*83/04/29, 

8303 1 1 0223 


6303130003 Informs that emergency offsite facility JEQF) operational 
u/excaptlan of issuance nf Procedure 1212 ^ installation of 
ifadlcated phone lines at niar-sitc support ctr & EOF, par 
Oeneric Ltr 62-33 

UKRJOfR E Florida Power & Light Co 83/09/09 ElSENHUTiD 0 
Division of Licensing Ip 18436 326 24X Fiche 90-230,83/03/09, 

0303130008 


6303170104 [Jotiflcatlon of 830319 meeting w/util In fiethesda,MO to 
discuss App R alternative sKutdoun capability details 
MCDONALD, D 0 Operating Reactors Branch I 03/03/10 VARDA. 8 A 
Operating Reactors Branch I 2pp 1B49S 343 24X 

F i c h e , 90-230* 63 /OS/ 1 0, 0303 1 70 1 04 


6203110034 Oencric Ltr 83-21 to all licensees of operating reactors, 
applicants for GLs Sc holders of CPs re c larlf ita tion of 
aceass to control procedurei for law enforcement visits 
8vc list encl> 

El&ENHUT. D 0 Division of Licensing 63/09/11 Consolidated 
Edison Co of New Yorl, fnc t6p|i 1694-0 099 24K 

Fich# 30-000,83/03/11,6303110034 


6309170346 Requests exemption from App R Section lit 0 requiring 
reactor coolant pump tube oil collection ays to be capable 
of containing entire lube oil sys inventory Existing sys 

adequate 

UNRIG. R E F*! or Ida Pou«r & Light Co 83/09/12 EIBENHUT, 0 
Division of Llcansing. 2pp 10466 029 24X Flche* 90-290, 83/09/12, 

6309170946 


8309200099 Confirms that Dlv Of Safeguards will conduct safeguards 
regulatory effectiveness review on 830523-27 Review will 
evaluate overall effectiveness of security program List 
of review team members end 

VAR0A.8 A Operating Reactors Branch 1 83/09/12 UHRIO,R E 

Florida Power i* Light Co 3pp 18940 39S 24X 

FI Ch I ■ 90-290, 93/09 / 1 2, 830920009 9 


8309180363 Informs thet emergency plan upgrade to meet iOCFR30 App Er 
MURED -0737, I tim III A, 2 1, complete Item closed 
VAROAiS A Dperatlnp Reactors Branch I 83/0-9/13 UHRIO, R E 
Florida Power 6 Light Go, 3pp 13303 293 24X 

Flche 90-290, 03/09/ 1 3, 8309 1 00966 


J Insurance {< indemnity Information 


6309040203 Forwards Endorsement 64 to NELIA Policy NF-1E3 & Endorsement 
94 to HAELU Pqllcy KF-93 

DUCKiV.R Marsh & NcLennan, fnc. 83/04/27 6ALTXHAN, J Assistant 
Director for State Licensee Relatione. 3pp lEaSG-'SlS 24X 
Flche - 90-230, 83/04/29, 0303040208 


P. Operating license stage documents fit correspondence 


8309090293 Forwards draft 0ER of NUREO-0737. Itim IJ B 3, **Post-Accident 
Bifflpli-ng " Eight of 11 criteria met. Cr i terion 2,10 it II 
iitcomplets Addl info reauested to complete review of PA8S 
sys 

VAHOA.e A Operating Reactors Branch i 83/04/22. UHRIO, R.E 
Florida Power & Light Co. 31pp 18392’ 074. 24X 

Fiche: 30-290, 63/04/22, 8309090293 


0309040672 Informs that Amend 91 to License DPR-31 & Amend 89 to 
License DPR-41 it Oenerlc Ltr 03-07 requirements requiring 
action to Initiate negotiations w/DO£ re disposal of high 
level waste or spent nuclear fuel completed 

VAROA. 0A Operating Reactors Branch 1 83/04/29 UHRIO, R £ 

Florida Power «< Light Co 2pp 18336 296 24X 

Fi Che 90-230, 63/04/25, 6303040672 


63i09060693 Advises that addl testing In specific cases re use of energy 
balance technique fit arching action for masonry well 
qual If Icatlon not warranted Decision based on technical Info 
presented during & subsequent to 030120 meeting 
VAROA.S A Operating Reactors Branch 1 83/04/26 UHRIO. R E 

Florida Power & Light Co 2pp 1B390 360 24X 

Fiche 90-290,83/04/26,8303060693 


0309-020495 Oenerlc Ltr 83-1^ to all power realtor L testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs 8vc list end 

EIGEMHUT.OO Division of Licensing 63/03/02 Consolidated 

Edison Co of Mew York, Jrkc SOpp 10441 l20 24X 

Fiche 90-000.83/09/02,8309020499 


0309180094 Forwards safaty evaluation of util submittals r# NUREO-0737, 
Items II F 1 4, II r 1 3 & tl F 1 6 on containment pressure, 
water level fit hydrogen monitors Requirements resolved 
Equipment environ qua) 1 f icatlon to be reviewed separately 
VAROA,a A Operating Reactors Branch 1 83/03/02 UHRIO, R E 

Florida Power fit Light Co 2pp 10906 031 24X 

Flche 90-230, 63/09/02, 8309160094 


—8309180996 Safety evaluation of util submittals re NUREO-0737, Itami 
II F 1 4 re containment pressure monitor, II F 1 9 on 
containment water level monitor & 11 F 1 6 re containment 
hydrogen mon 1 tor. License e design acceptable 

» Office of Nuclear Reactor Regulation, Director 83/09/02 9pp. 
19906*033 24X Flche 50-290,63/03/02.0309100694 


8309090432 Forwards jus t i f lea t ion for continued operation u/elsctrlcal 
equipment in Categories I B 6 11 A identified in Frantlln 
Research Ctr technical evaluation rapt per NRC 821213 1« 

030327 L 31 Itrs 

UHRIO, R e Florida Power fi. Light Co 83/09/04 VAROA, 8 A 
Operating Reactors Branch I 70pp 18363 290 24X 

Fiche 50-290,83/09/04,9305070432 


9309160941 Summarixes 830329-30 site visit re radiation protection fi< 
ALARA aspects of steam generator replacement effort 
MCDONALD, D 0, Operating Reactors Branch 1 83/09/04 UHRIO, R E. 

Fterlda Power 8, Light Co 6pp 10909 070 24X 

Fiche 30-290.93/09/04,8309180941 


9309100165 Application to amend Licenses DPR-31 & 0PR-4i, deleting App 
B ETB re terrestrial biological fi, physical monitoring 
programs Request dtd 630210 re deletion of groundwater 
monitoring program withdrawn. 

UHRIO.R £ Florida Power & Light Co 03/09/09 EIEENHUT.D 0 
Division of Licensing 9pp 18374 349 24X Fiche* 90-290, 83/03/09, 

8309100169 


0309070697 Generic Ltr 63-20 to all operating reactor licensees St 
holders o-f CPs re Integrated scheduling for imp lementation 
of plant mods 8vc list end 

EI6ENHUT, D O Division of Licensing 83/09/09. Consolidated 
Edison CO of New York, Inc 16pp 18627 l93 24X 

Flche 90-000,63/05/09,8309090697 


6309260207 Forwards revised order confirming licenses commitments on 
NUREO-0 737, Item II F. 1 . "Post-Acc Ident Monitoring," per 
030331 fi, 0411 Itrs Extended completion schedule to 040919 
accep table 

VAROA, S. A Operating Reactors Branch 1 03/09/11 UHRIO.R E 

Florida power S, Light Co 3pp 10627 340 24X 

Flche 30-2 30, 8 3/05 / 1 1 , 6 309260207 


— 6309260211 Revised order confirming license# commitments on post-TMI 
related issues 

EI8ENHUT, D. 0. Division of Licensing 83/09/11 Florida power >c 
Light Co, 9pp 10627 343 24X Fiche 90-290,03/09/11,6309260207. 


6309£7092D Application for amend to Licenses DPR-31 L 41 providing 
requirement for monthly ualtdown of all acceselble safety- 
relatsd flow paths to verify correct valve position 
iINRIOtR E. Florida Power & Light Co 83/09/13 EtSENHUT, 0. 0. 
Olvltisn of Licensing 4pp 18467>292 24X Flche 90-290,83/09/19. 

B309I 70920 


— 0303170529 Proposed changes to Tech Bpecs providing requirement for 
monthly walkdown of all accessible saf ety-related floupathe 
to verify correct valve position. 

a Florida Power Ic Light Co 93/09/13 4pp. 18467.296 24X 

Fiche; 90-290, 93/09/13,6305170920 
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B309330472 Foruard® "St Lucie Units 1 2 & Turkey Point Units 3 4 

Oetatlfd Control Room Design Revieus Program Plan» " per 
0304 13 commitment re SuppJ i to NUHEO-0737 

UHHIOiR E Florida Power 8< Light Co 03/09/30 EISENHUTiDO 
Division of Licensing ip 10388 333 24K Flche 90-000. 83/0 3 /SOr 

0305230472 


— 0303290471 "St Lucie Units 1 & 2 & Turkey Point Units 3 4 Detailed 

Control Room Design Reviews Program Plan " 

• Florida Power it Light Co 03/04/30 34pp 1B90B 334 S4X 
Flche 30~000i 03/03/20. 0303230472 


8309230317 Forwards schedule ^or qualification or replacement of 
equipment important to safety per 10CFR30 47 Items 
identified In technical evaluation rept as not within scope 
of IE Bulletin 79-OlD being evaluated 

UHRtO. R E Florida Power & Light Co 03/03/20 VARGA. 8 A 

Division of Licensing 2lpp 10303 319 24X Ftche 50-230.03/03/20, 

8309230919 


8309310034 Forwards Class 1 fit 1 1 1 fees for proposed license amend re 
monthly sys walkdowns 

UHRIO. R E Florida Power & Light Co 83/09/26 EISENHUT. D 0 
Division of Licensing ip 18693 309 24X Flche 90-290.83/09/26. 

B3093 10034 


Q Inspection reports. IE Bulletins it correspondence 


0212060389 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Reein 
Sueeep tit II Ity to Exothermic Chemical Reaction Sve list 
and 

TAVLOR.J M Division of Safeguards it Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York. Inc 

tl2pp 10300 319, 24X Flche 30-000.03/03/21.8212060303 


8309270129 Suppli 830203 response to notice of violation contained in 
IE Insp Repts 90-290/82-37 & 30-231/02-37 Corrective 
actions procedure revised to require clearance reviews prior 
to starting unit from cold or hot shutdown 

UMRlOiR, E. Florida Power it Light Co 03/03/21 O^REILLY.J P 
Region 2. Office of Director 2pp 16630 213 24X 

Flche 90-230, 83/03/2 1 , 0309270129 


8303270868 Forwards IE Imp Rept 90-231/83-08 on 030322-24 No 
noncompl lance noted. 

DANCE. H C. Division of Project it Resident Programs 03/04/09 
UKRIO.R E Florida Power St Light Go 2pp 10646 G3B 24X 
Fi Che > 30-231 1 03/04/09. 8309270968 


—8309270307 IE Imp Repts 90-230/03-00 St 30-251/03-00 on 830322-24 No 
noncomp 1 lance noted Major areas Inspected hydrostatic 
testing of reconstituted steam generators 

KRUO.H E Region 2. Office of Director JAPE.F Division of 
Engineering St Radiological Safety Programs 63/04/04 3pp 
L8646 340 24X F1 Ch t , 90-291 . 03/04/05. 0303270368 


6303040021 lE Info Notice 83-21, "Defective Emergency Use Rasplrator " 
8vc list end 

JOfiDANi E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/04/19. Consolidated Edison Co of Neu 

York, Inc I26pp 18439 195. 24X Flche 90-000.03/04/19,0303040021. 


8303040023 IE Info Notice 03-22, "DWR 8af e ty/Re I lef Valve Failure*." 
avc list end, 

JORDAN. E.L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co. of New 

Vorki Inc 112pp 10383 009 24X Flche* 30-000, 83/04/22, 8303040023. 


8303040023 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Ey«< " 9vc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103). 03/04/29 Consdldatad Edison Co of New 

York, Inc U9pp 18381 >291 24X Flche 90-000,03/04/29,8303040029. 


8303090069 Forwards safety evaluation S< notice of granting of relief 
from Inservlce Insp requirements for ASME Class 1.2 St 3 
components, per 770229 request. 

VAR0A.6, A. Operating Reactors Branch i 03/04/26 UHRIO.R E 
Florida Power St Light Co, Opp 18367 126 24X 

Flcht' 90-290, 63/04/26, 8309070003 


— 0309090091 Safety evaluation supporting requests for relief from 
inservice Insp requirements for ASME Class 1,2 St 3 
components. 

a Office of Nuclear Reactor Regulation, Director 03/04/26 9pp 
1 0367 : 1 29. 24X F 1 c h a : 90-290, 83/04/26, 8309090009 


—6209190291 "Turkey Point Nuclear Generating Station Units 3 l< 4 
Inservice Insp Program," technical evaluation rept 
a Sctenca Applications, Inc NRC-03-02-076, 8AI-186-02B-16 

02/09/10. NRC - No Detailed Affiliation Given 39pp, 

16367' 136. 84X Flche- 90-000, 83/04/26. 0309090003. 


— 0305090104 Notice of granting of rolief from ASME Section XI Inservice 
Insp roquiremonts for ASME Class 1,2 ^ 3 components 
VAROA, S A Operating Reactors Drench 1 03/04/26 2pp 

18367 173 24X Flche 30-230,03/04/26,0305090009 


B303040026 IE Info Notice 03-24, "Loose Parts In Secondary Side of 
Steam Generators at PNRs " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness f/ Engineering 
Response {Post 030103) 03/04/20 Consolidated Edison Co af New 

York, Inc tlSpp 10302 047 24X Flche 30-000.03/04/28.8303040026 


6303040027 IE Info Notice 03-29, "Standby Oai Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment " Sve llat enc I 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) B3/O4/20 Consolidated Edison Co of Neu 

York. Inc llBpp 18302 169 24X FUhe 30-000.03/04/28.8303040027 


8309030392 Forwards tabulation of equipment qualification proprietary 
info listed by supplier ref in util response to IE Bulletin 
79-010. per 821213 request 

UHRIG. R E Florida Power 6 Light Co 03/04/29 VARGA. B A 
Operating Reactors Branch 1 2pp 10306 262 24X 

Flche 30-290,03/04/29,0305030392 


0303040028 IE Info Notice 03-26. "Failure of Saf e ty/Rel i ef Valve 
Discharge Line Vacuum Breakers *' Sve list end 
JORDAN. E L Division of Emergency Preparedness 8- Engineering 
Response (Post 830103) 03/05/03 Consolidated Edison Co of Neu 

York. Inc 122pp I044I 170 24X Flche 30-000,03/09/03.6303040028 


Q309120996 Discusses IE Insp Repts 30-230/93-06 it 90-251/83-06 on 
030222-29 t( 03-04 it forwards notice of violation h proposed 
imposition of civil penalty 

O'REILLY. J P Region 2. Office of Director 03/09/03 UHRIO.R E 
Florida Power it Light Co 3pp 10441 333 24X 

Flche 90-2 90,83/09/03,8303120390 


—8309120604 Notice of violation & proposed imposition of civil penalty 
In amount of 440,000 Noncamp 1 lance noted on 030201 & 02. 
self-reading dosimeter of individual found offscale & 11 
individuals performed work in high radiation area 
O'REILLY. J P Region 2. Office of Director 03/09/03 3pp 
I044t 336 24X Flche 90-290.83/09/03.0309130990 


8303040030 IE Info Notice 03-27, "Operational Response to Event* 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 63/03/04 Consolidated Edleon Co of Neu 

York. Inc 112pp 10302 202 24 X Flche 50-000.03/09/04.8303040030 


8303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list end 
JORDAN.E L Division of Emergency Preparedness it Englnaerlng 
Response (Post 030103) 03/09/04 Consolidated Edison Co, of New 

Yorki Inc U9pp 10441 001 24X Flche 30-000.03/09/0418303040031 


8303040033 IE Info Notice 83-29. "Fuel Oindlng Caused by Fuel Rack 
Deformation " 8vc list end 

JORDAN. 6. L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/09/06 Consolidated Edison Co of New 

York. Inc 119pp 18923 240 24X Fiche 90-000. 03/03/06, 0303040033 


8309100001 Bubmlts steam generator repair program cleanliriis* rapt 
po* t-c ointaminat ion it final loop Insps it steam generator 
search retrieval accompllthed to meet primary & secondary 
side cleanliness commitments 

UKRIOiR E Florida Power 6 Light Co 03/03/06 EISENMUTrD Q 
Division of Licensing Ip 10377 219 24X Flche 90-290, 03/09/06, 

8305100001 


8309270219 Forwards IE Insp Repts 90-29(^/83-03 6 90-231/03-09 on 
830119-0229 No noncompllanct noted. 

DANCEi H C Division of Project it Resident Programs 03/09/06 

UHRIO.R E Florida Power 6 Light Co app £0637 327 24X 

Flche. 90-290. 83/09/06, 0303270213 


— 0303270219 IE Insp Repts 30-230/03-09 it 90-29L/B3-09 on B30U3-0B29 Ho 
noncompliance noted Major areas inipec tod. followup on 
previous inop findings. IE bul let! ns, post-TMI implementation, 
surveillance tasting it malnt activities 
VOGT- LOWELL. R , AGLES, J, A Region Office of Director 
JULIAN. C. Division of Project it Resident Programs 03/09/09 
8pp 10637 331 24X Fiche 30-290. 03/03/06, 0303270219 


8309270376 Forwards IE Imp Repts 50-290/83-10 it BO-251 /03-IO on 
830404-06 No noncomp 1 lance noted 

DANCEtK C Division of Project it Resident Programs. 83/09/06 

UHRIO.R E Florida Power it Light Ca app 10643*001 24X 

Fl c he: 90-290. 83/03/06. 0309270376 
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--03O927O3B4 l£ Znip R#pt 5 30-290/83-10 U 30-251/03-10 an 830404-06 No 
nancontp i laric* nottd MAjar Area& inspett^d licence* program 
for Iveplnn radiation dofos 

DEBStD T I hOSEY, C M * QARR*K P Region 2. Office of Director 
83/03/04 Opp 18643 003 24X Ficho 30-230,83/03/06.8303270376 


8303040034 IE Info 83-30* "Hleapp 1 Lent ion of Oonoric Em«rgnncg 

Operating Procedure-s «£CP> Guidelines " Sv/g list end 
JORDAN, E L Division of Emergancyi Preparedness & Eng-ineer Ing 
Reipanse (Post 8301Q3I 83/03/11 Consolidated Edison Co of Neu 

Yorl, Inc I 14pp 18924 003 24X Fiche 90-000.83/09/11,8303040034 


8303040040 t£ Inf a Notice 83-31. “Error in AOLPIPE Contpuber Program " 
Sve Kit end 

JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response <Post 830103) 83/09/19 Consolidated Edison Co of Neu 

York. Inc Il4pp 13697 009 24 X Flche 30-000,83/03/19.6303040040 


B303040046 IE Info Notice 03-33, “Nonrepresenta t ive Sampling of 
Contaminated Oil “ 6vc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) B3/0S/26 Consolidated Edison Co of Neu 

York. Inc ll4pp 10647 007 24 X Fictie 50-000,83/05/26.8303040046 


8 Reportable accurrencei, LERs !< related correspondence 


8309230373 Foruards englrvearing evaluation rept* *'Cracts 6 Leals in 
Small Diameter Piping " 

BROWNjE J Reactor Operations Analysis Branch 83/04/19 
SEVFRIT.K V Reactor Operations Analysis Branch ip 16341 342 
24X FUfie 30-000,83/04/19,8305230573 


— 9305230619 "Craeli* 6 Leaks in Small Diameter Piping," engineering 
ev/aluation rept Small pipe leaks associated u/unantic ipated 
vibration problems re(|oire addl supports or rerouting of 
piping 

BftDWN.E J Reactor Operations Analysis Branch 03/04/19 9pp 
10541 343 24X Fiche 50-000,03/04/19,6305230373 


8309030405 EN-03-027 on 830503, no t i c e of violation 6 proposed 
Impotltion of civil penalty in amount 440,000 to be Issued 
for licensee failure to perform evaluations to ensure dose 
stds for workers exposed to radiation not exceeded 
FLACI1,E , AXBLRADiJ Director's Office, Office of inspection and 
EnfoTcement 93/04/29 Ip 1B306 312 24X Ftche 50-230.83/04/26. 

8305030409 


9309110487 Forwards LER 83-007/011-0 

WILLIAMS, J U Florida Power 6 Light Co 63/05/03 O'REILLV. J P 
Region 2, Office of Dirdctcr Ip 16409 031 24X 

Flehe 30-290.83/05/03,6309110487 


—8305110496 LER &3-007/01T-0 on 830419, manual valves on steam supply 
lines to auxillarg feedwater pump turbines B 6 C discovered 
closed Caused by personnel error In rechanging tags Valves 
Immediately lacked open 6 pumps satisfactorily tested 
SERRYj Z E Florida Power L Light Co a3/09/-03 Region 2, 
Office of Director 2pp 16405 092 24X Fiche 50-290,83/09/03, 

0309110487 


B3D910DO9B P NO- 1 1-63-034 on 630504, 1 icensee issued news release re 
1 noparab 1 1 1 ty of two auxiliary feed-water pumps an 830417 
Caiitad by valves inadvertently closed on 630414 

JVLIAH.C a , LEWIS, R C Region St Office of Director 83/09/05 
2pp. 18377 295 24X Fiche 30-290.63/05/05,6309100098 


DOCKET 90-251 TURKEY POINT PLANT, UNIT 4 


F Seciirity, medical, emergency Ic fire protection plans 


B3051 10223 Responds to BI I03t. 820702 it 830104 requests for exception 
from Tabla I of NUREG-oyD?, Supp 1 1 requirements re locatlan 
of emergency operations facility Exception granted 

ET6ENHUT, D 0 Division of Licensing 63/04/29 UHRIG. R E Florida 
Pauar 4( Light Co 2pp 16434 334 24X Fiche 30-250,63/04/29, 

8309110223 


8303130008 Informs that emergency offsite facility «EOF) operational 
w/excaptlon of issuance of Procedure 1212 $> Installation of 
dedicated phone lines at near-site support ctr & EOF, per 
QentrU Ltr 92-33 

UNRIG, R E Florida Power L Light Co B3/09/09 EISENHUT. D Q 
Division of Llcanstnj Ip 10436 326 24M Fiche 50-290,83/05/07, 

0305130006 


0309170104 Notification of BSOSIS meeting w/utll in 9sthesiia, HD to 
discuss App R alternative shutdown capability details, 

MCDONALD, D 0 Operating Reactors Branch I 63/05/10 VAROA, 0 A 
Operating Reectors Branch 1 2pp 18495 343 24X 

Flehe 50-230, 0 3/05/ 1 0 , 8305 i 70 1 04 


8305110034 Generic Ltr 33-2! to all licensees of operating reactors. 
appUca-nts far DLs & holders of CPs re c lar 1 f icatlon of 
access to control procedures for law enforcement visits 
6vc List end 

EISENHUT, D 0 Division of Licensing 03/05/11 Consolidated 

Edison Co of New York, Inc 16pp 10540 095 24X 

Fiche 50-000.83/09/11,8309110034 


9309170346 Requests exemption from App R Section III 0 requiring 
reactor coolant pump lube oil collection sys to be capable 
of containing entire lube oil syi inventory Existing sys 

adequate 

UHR 10, R E Florida Power 6 Light Co 83/05/12 EISENHUT, D Q 
Division of Licensing 2pp 18468 02? 24X Fiche 30-230,93/09/12, 

930517054^ 


6309200099 Confirms that Div of Safeguards will conduct safeguards 
regulatory effectiveness review on 830923-27 Review will 
evaluate overall effectiveness of security program List 
of review team members end 

VMOA.S A Operating Reactors Dranch 1 83/05/12 UHRI0,R £ 

Florida Power it Light Co 3pp 18940 352 24X 

Fiche 30-230,83/03/12,8305200099 


83-05160566 Informs that emergency plan upgrade to meet 10CFR50 App E. 
N1/RE0-D737* Item III A 2 1, complete It«m doted 
VAA0A.8 A aperating Reactors Dranch I 03/05/13 UNRIG, R E 
Florida Power & Light Co 3pp 10305 299 24X 

Fiche 30-250.03/03/13,6305180368 


J Insurance it indemnity information 


8305040208 Forwards Endorsement 64 to NELIA Policy NF-J85 It Endorsement 
54 to MAELU Policy MF-95 

DUCK, JR Marsh 6 McLennan. Inc 83/04/29 8ALTZMAN, J Assistant 
Director for State & Licenses Relations Opp 18323 213 24X 

Fiche 50-290,83/04/29,6305040206 


P Operating license stage documents it corrsspondenc e 


0309050293 Forwards draft 8ER of NUREO-0737. Item 11 B 3, "Poit-Acc I tf ent 
Sampling " Eight of li criteria met Criterion 2,10 St 11 
incomplete Addl Info requested to complete review of PA95 

V/AROA, 6 A Operating Reactors Dranch I 83/04/22 UNRIG, R E 
Florida Power 6 Light Co 3ipp 18392 074 24X 

Fiche 50-230. 03/04 /22. 0303050293 


8305040672 Informs that Amend 91 to License DPR-31 L Amend 63 to 
License DPR-41 & Generic Ltr 03-07 requirements requiring 
action to initiate negotiations w/DOE re disposal of high 
level waste or spent nuclear fuel completed 

VAROA, 8 A Operating Reactors Drench 1 03/04/25 UHRIO.R E 

Florida Power U Light Co 2pp 18336 256 94X 

Fiche 90-230f 63/04/25. 6305040672 


6305060653 Advises that addl testing In specific cates re use of energy 
balance technique it. arching action for masonry wall 
qual 1 f ica t i on not warranted Decision based on technical Info 
presented during L subsequent to 030120 meeting 
VAROA, 8 A Operating Reactors Branch I 83/04/26 UNRIG, R E 
Florida Power k Light Co 2pp 10390 360 24X 

Fiche 50-230.63/04/26.0309060653 


6305020453 Generic Ltr 83-19 bo all power reactor U testing licensee! 
r« new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end 

ElSENHUTrDG Olvlelan of Licensing 83/05/02. Consolidated 
Edison Co of New York(, Inc 50pp 10441 120 24X 

Fiche 90-000, 83/03/G8, 8305020455 


8305100854 Forwards safety evaluation of util submittals re NUREO-O737i 
Items 11 F 1 4. II F I 9 8< 1 1 F 1 6 on containment pressure, 
water level (< hydrogen monitors Requirements resolved 
Equipment environ qualification to be reviewed separately 
VARGA.8 A Operating Reactors Branch I 83/05/02 UNRIG, R.E 

Florida Power it Light Co 2pp 18506 031 24X 

Fiche 50-290,63/05/02,8303160394 


—6305160096 Safety evaluation of util submittals re NUREG-0737r Items 
II F. 1 4 re containment pressure monitor, II F 1 9 on 
containment water level monitor t, II F 1 6 re containment 
hydrogen monitor Licensee design acceptable 

•* Office of Nuclear Reactor Regulation, Director 83/03/02 3pf. 
18906 033 S4X FI ch e' 50-290, 03/09/02, 8309180954 


8305090432 Forwards justification for continued operation w/electr leal 
equipment in Categories I B S< II A identified In Franklin 
Research Ctr technical evaluation rept per NRC 021213 it 
83032? & 31 Itrs 

UHR IQ, R.E Florida Power & Light Co 03/05/04 VARGA, S A 
Operating Reactors Dranch 1. 70pp 10363 250 24X 

Fiche 90-250,83/05/04,8305090432 
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9305160341 Sufflmarliet 030329-30 site visit re radiation protection tc 
ALARA aepecti- of itaan generator replacentent effort 
HCOONALOf D O Operating Reactors Branch 1 03/09/04 UHRIO« R E 

Florida Pouar tt Light Co App 1B303 078 24X 

Fie he 30-aSO* B3/09/04f 0309100941 


83091001^9 Application to attend Licenses DPR-31 £« DPR-41 1 deleting App 
B ET8 re terrestrial biological & physical manitorlng 
programs Ra<iueft dtd 030810 re deletion of grounduiatev 
monitoring program uithdraun 

UHRlOiR E Florida Pouer «< Light Co 03/09/09 EISENHOT. D 0 
Division of Licensing 9pp 10374 343 24X Fiche 90-290103/09/09, 

0309100165 


63090'?0699 Generic Ltr 03-20 to all operating reactor licensees tc 
holders of CPs re integrated scheduling for 1 mp lementation 
of plant oiods 8vc list end 

£ISENHUT« D 0 Division of Licensing 8,3/03/09 Consolidated 
Edison C4 of Neu Yort, Inc 16pp 18627 193 24X 

Fiche 30-000. 83/03/09. 8309070639 


6309160010 Advises that mods to undervoltage protection syi will not be 
completed until next refueling outage In Har 1984i in 
response to NRC 821020 ltr re adequacy of electric 
distribution sys voltages 

UHRIO. R E Florida Power & Light Co 03/09/11 VAROA.a A 
Operating Reactors Branch t Ip 10496 002 24X 

Fiche 90-291.83/09/11.0309160010 


6309260207 Forwards revised order confirming licensee commitments on 
NUREO-0737. Item II F 1. ‘'Post-Accident Konitoring, ” per 
030331 & 0411 Itrs Extended completion schedule to 840919 
acceptable 

VARGA. S A. Operating Reactors Branch 1 63/09/11 UHRlO.R E 

Florida Power Light Co 3pp 18629 340 24X 

Fiche: 90-890. 83/09/ i 1 , 8309260207 


— 8309260211 Revised order confirming licensee commitments on post-THI 
related iisues 

EISENHUT. D Q Division of Licensing 63/09/11 Florida Power <c 
Light Co 9pp 10629 343 24X Fiche 90-290,03/09/11.0309260207 


8303170920 Application for amend to Licenses DPR-31 6 41 providing 
requirement for monthly ualtdoun of all accessible safety- 
related flow paths to verify correct valve position 
UHRlO.R £ Florida Power 6 Light Co 03/09/13 ElSENHUT. D O 
DlVltlon of Licensing 4pp 18467 292 24X Fiche 90-290, 63/09/ 13« 

6309170920 


— 6309170929 Propoitd changes to Tech Specs providing requirement for 
monthly uialkdown of all acceeiible safety-related flowpaths 
to verify correct valve position 

« Florida Power 6 Light Co 03/09/13 4pp 10467 296 24X 

Fiche 90-890.03/09/13.6309170920 


6309290472 Forwards "St Lucie Units 1 b 2 1. Turkey Point Units 3 4 

Detailed Control Room Design Reviews Program Plan, " per 
030419 commitment re Suppl 1 to NUREO-0737 

UHRrOifi £ Florida Power Sc Light Co 83/09/20 ErSENHUT.D 0 
Division of Licensing Ip 18900 333 24X Fiche 90-000.63/09/80, 

6309290472 


—8309290491 ''Bt Lucie Units 1 Sc 2 Sc Turkey Point Units 3 Sc 4 Detailed 
Control Room Design Reviews Program Plan " 

« Florida Power Sc Light Co 03/04/30 34pp 16980 334 24X 

FI Che 90-000. 83/09/20. 0309290472 


6309290919 F-orwardt schedule fur qual if Icatl on or replacement of 
equipment important to safety per 10CFR90 49 Items 
Identified in technical evaluatlc)n rept as not within scope 
of IE Bulletin 79-OiB being evaluated 

UHRIG.R E Florida Power S< Light Co 63/09/20 VAROA, 0 A 

Division of Licensing 21pp 18903 319 24X Fiche 90-290.03/09/20. 

6309290919 


6309310034 Forwards Class 1 Sc III fees for proposed license amend re 
monthly sys welkdowns 

UHRlO.R, E Florida Power 6 Light Co 83/09/26 EISEHHUT.D.G 
Division of Licensing, ip 18693 309 24X Fiche 90-290.03/09/86, 

6309310034 


■Q Inspsctlon reports, IE Bulletins Sc correspondsnet 


8212060369 IE Info Notice 03-14, "Dewatered Bpent Ion Exchange Resin 
Busceptlb 1 1 1 ty to Exothermic Chemical Reaction “ Bve list 
sne 1. 

TAYLOR, vl M Division of Safeguards 6 Inspection Programs (Post 
630103 ^ 63/03/21 Consolidated Edison Co. of Neu York. Inc 

tl2pp. 10300 319. 24X Fiche 90-000.83/03/21.0212060389 


6303270129 Supple 030203 response to notice of violation contained in 
IE Insp Repti 90-290/62-37 S< 90-291/82-37 Corrective 
actions procedure revised to require clearance reviews prior 
to starting unit from cold or hot shutdown 

1/HRIGjR E Fjoride Power it Light Co 83/03/21 O'REILLY. J P 
Raglon 2, Office of Director 2pp 10630 219 24X 

Fiche 90-290,03/03/21.0309270129 


0309270968 Forwards IE Insp Rept 50-291/03-00 on 830322-24 No 
noncompHance noted 

DANCE. H C Olvlilon of Project L Resident Programs 03/04/09 

UHRIGjR E Florida Power S. Light Co 2pp 10646 330 24X 

Fiche 90-291.83/04/05.0309270569 


— 0309270387 IE Insp Repts 90-230/83-08 U 30-291/83-00 on 030322-24 No 
none omp I lance noted Major areas inspected hydrostatic 
tasting of reconstituted steam generators 

KRUG.H E Region 2, Office of Director JAPE.F Division of 
Engineering 4. Radiological Safety Programs 63/04/04 3pp 
16646 340 24X Fiche 90-231. 83/04/09,0309270368 


e30304008i IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103> 83/04/19 Consolidated Edison Co of New 

York, Inc I86pp 16439 |35 24X Fiche 90-000,63/04/19.0303040021 


6303040023 IE Info Notice 03-22, "BUR Saf e ty /R«l lef Valve Failures 
Sve List end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 630103k 83/04/28 Consolidated Edison Co of New 

York, inc llSpp 1B303 089 24X Fiche 90-000,83/04/83.8303040023 


8303040089 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys " 8vc list end 

JORDANiE L Division of Emergency Preparedness it Engineering 
Responif (Post B30103) 63/04/89 Consolidated Edison Co of New 

York. Inc U9pp 1B3BI 291 24X fiche 50-000.03/04/39.6303040029 


03D9O9OO89 Forwards safety evaluation 6 notice of granting of relief 
from Inservice tnsp requirements for ASME Class 1,2 6 3 
components, per 770223 request 

VAROA. 8 A Operating Reactors Branch I 03/04/26 UHRIG.R E 
Florida Power & Light Co 3pp 10367 126 24X 

F t c h • 90-230. 03/04/26. 030909008 9 


— BDOao^OOfl Safety evaluation supporting requests for relief from, 
inscrvice insp requirements for A8NE Class 1,8 3 

components 

» Office Df Nuclear Reactor Regulation, Director 03/04/86 ?pp 
18367 127 24X Fiche 90-890.63/04/26,6309070009 


—6207150291 "Turkey Point Nuclear Generating Station Units 3 «< 4 
Inservlce Insp Program*" technical evaluation rept 
» Science Applications, Inc NRC-03~B2-076 SAI -106-023-16 
02/09/10 NRC - No Detailed Affiliation Given 3Spp 
16367 13B S4X Fiche 90-000, 83/04/26. 0305070009 


— 8309090104 Notice of granting of relief from ASME Section XI tnservlce 
insp requirements for ASME Class 1,2 6 3 components 
VAR0A.6 A Operating Reactors Branch 1 03/04/26 2pp 

10367 173 24X Fiche 30-290,03/04/26.0303070089 


0303040086 IE Info Notice 03-24, "Loose Parts In Secondary Side of 
8 team Generators at FWRs " Bve list end 

UORDAN, E L Division of Emergency preparedness it Engineering 
Response (Post 03D1O3) 83/04/20 Consolidated Ediso-n Co of New 

York. Inc il9pp 18308 047 84X Fiche 50-000,03/04/20,0303040086 


0303040027 IE Info Notice 03-29, "Btandby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Sve list end 
JORDAN. E Division of Emergency Preparedness St Eng Ineer Ing 
Response (Poet 030103) 83/04/38 Consolidated Edison Co qf New 

York. Inc llSpp, |B3fl2 169 24X Fiche 50-000,83/04/26.0303040087 


8309030392 Forwards tabulation of equipment qualification proprietary 
info listed by supplier ref in util response to IE D-ulletln 
79-0lB,per 821213 request 

UKRIG.R E Florida Power 6 Light Co 83/04/27 VAROA. S A 
Operating Reactors Branch 1 2pp 10306 868 24X 

Fiche 90-290*83/04/27.0309030372 


8303040026 IE Info Notice 63-26, "Failure of Safa ty/fle 1 le f Valve 
Discharge Line Vacuum Breakers " Bve list end 
JORDAN, £ L Division of Emergency Preparedness i, Engineering 
Response (Post 630103) 03/05/03 Consol Idated Edison Co of New 

York. Inc I22pp 10441 170 24X Fiche 50-000,03/03/03,8303040026 
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830S18039B OlBCusaoi lE In^p Heptf 50-230/03^06 U 30-251 /BG-O-fr or 
B30222-25 £< 03-04 *jl forwa-rda noticB of violation h propa**<i 
i^poiition of civil ppnoitv 

O'REILLViJ P Region 2< Office of Director 03/03/03 llHRlO*R E 
Florida iPower Light Co 3pp 1044 1 333 24!C 

Flcha 30-230,03/05/03,8305120390 


— B3031S0604 Notice of violation St proposed Impoiltlon of civil penoltg 
in amount of *-40< 000 None o-mp 1 1 arc e noted on 030201 It 02» 
tatf-roadlng doaimeter of individual found offatala & 11 
Indlvlduola perfarmed work In high radiation area 
O^REILLY'J P Rag ion 2. Office of Director 83/03/03 Opp 
18441 336 SAX Flche 30-250.03/05/03,8303120390 


8303040030 lE Info Notice 83-27, "Operational Response ta Evefiti 
Concerning Deliberate Acta Directed Agalnit Plant 
Etioipment " Sve liet end 

JORDAN. E L Division of Emergency Preparednesa 6 HnglneerinB 
Reaponae fPoat 830i03i 03/05/04 Consolidated Edison Co of New 

Vort. Inc llSpp 18382 282 24KFichB 30-000. 03/O3/O4i 8303040030 


B303040031 IE Info Notice 83-28, "Criteria for Protective Action 
ffecoiDjntnda 1 1 ona for General Emerg one i ea " Sve list enc] 

JORDAN. E L Division of Emergency Preparedness S» Engineering 
Refponae {post 830103) 03/03/04 Consolidated Edlton Co of Neur 

9ork. rnc 119pp 18443 001 24)( Ficha 50-000.83/03/04.0303040031 


8303040033 IE Info Notice 83-29. “Fuel Dltiding Cauied by Fuel Rack 
Defarmation " Sve list end 

JORDAN. E L Division, of Eoirrgencif Preparedness U Engineering 
fteeponse CPoat 8301031- 83/05/06 Consolidated Edison Ca of NeW 

York. Inc nSpp 10323 »4B 24X Fi Che 30-OOD. 83/05/06. 0303040033 


0303100001 Submits steam generator repair program cleanllnest rept 
Post-contamination & final loop inspa t steam generator 
search & retrieval accomplished to meet primary 6 secondary 
side cleaTiltness commitments 

UHRIO, R E Florida Pouer it Light CP 03/05/06 EISENHUT. D 0 
Division of Licensing Ip 18377 213 24X Flche 90-230.03/05/06, 

0305100001 


8303270213 Forwards IE Insp Repts 30-250/63-05 $e 30-291/83-03 on 
B30113-0229 No nencomp 1 lance noted 

DANCE. H C Dlvislort of Project ii Resident Programs 83/03/06 

UHRIO.R £ Florida Power 1< Light Co 2pp 18637 329 SAX 

Flche 90-230.03/03/06.8303270213 


—8305270219 IE Inap Repts 50-290/03-03 6 30-251 /03-O9 on 830113-0289 No 
noncompllance noted Major areas inspected follciuup on 
previous Insp findings. IG bu 11 etins. post-TMt Implementation, 
survi 1 1 lance testing 6 maint activities 
VOOT-LDWEtL, R . A0LE9, J A Region 2. Office of Director 
JULIAN, C OLvIslon of Project U Resident Programs 03/09/05 
8pp 10637 331 24X Fiche 90-230.83/09/06.0303870215 


0309270376 Forwards IE Insp Repts 30-290/03-10 90-251/83-10 on 

030404-06 No noncomp i lance noted 

DANCE, H C Divlslpn of Project 6 Resident Programs 63/05/06 

UNRfOiR E Florida Power 6 Light Co 2pp 18643 001 2AK 

Flche 90-230. 83/09/06. 83092 70376 


—0309270304 IE Insp Repts 30-250/03-10 i> 90-291/03-10 on 830404-06 No 
noncerip 1 lane e noted Major areas inspected licensee program 
for teeping radiation doses ALARA 

0EB8.D r , HO0EY. C M . BARR. K P Region 2. Office of Director 
53/05/04 8pp 18643 003, 24X Flche 30-250. ©3/09/06. 8305270376 


0303040034 I£ Info Notice 03-30. '"Mlsappl lea t ion of Oarieric Emergency 
Operating Procedures (EOF) Ouldallnes ” Bve list end 
JORDAN. E L Division Of Emergency Frtparedness t Engineering 
Response {Post G30I031 03/05/11 Consolidated Edison Co of New 

Vorl. Inc I14pp 10324 003 24X Flche 30-000,03/05/11,8303040034. 


0303040040 JE Info Notice 03-3J. "Error In ADLPIPE CampUtar Program " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response <Post 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc Il4pp 18697 009 24X Flche 50-000.83/05/19,8303040040 


B303040046 IE Info Notice 83-33. "Nonrepr ecenta t i ve 8ampltfig of 
Contaminated ail *■ sve list and 

JORDANrE, L Division af Emergency Preparedness In Engineering 
Response {Post 830103) 03/09/06 Consolidated Edison Co, of New 

York. Inc iUpp 10647 007 24X Flche 90-000.03/05/26,8303040046 


R Periodic operating reports it related correspondence 


—0309030173 "Steam Oanarator Repair Programr “ radiological progress fept 
for 030203-0331 

» Florida Power 6 Light Co 93/04/29 30pp 10300 212 24X 

Flche 90-291,83/04/29.8305030160 


0 Reportable occurrences. LERs S. related correspondence 


8305030405 EN-03-027 an 830-503. not i ca of violation 6 proposed 
imposition -of civil penalty In amount 440.000 to be Issued 
far licensee failure to perform evaluations to ensure dose 
stds for workers exposed to radiation not exceeded 
FLACK.E , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 83/04/28 Ip 18306 312 24X Flche 50-290,83/04/20. 

8309030405 


8305100291 Forwards LER aa-COS/Ol T-0 

WILLIAMS, J W Florida Power 4c Light Co 03/05/02 O'REILLY. J P 
Region 2. Office of Director Ip 18374 064 24X 

Fiche 50-251.83/05/02. 0305100251 


-“8305100253 LER Q3-003/OIT-0 on 830417. during spiral loading of core, 
fuel assembly X-04 observed leaning across empty core etr 6 
resting against aseembly W-51 Caused by assembly not 
proparly seated on guide pins 

BERRY, 2 E Florida Power 6 Light Co 03/05/02 Region 2. 
Office of Director 3pp 19374 065 24X Flche 50-291.03/05/02. 

8309100251 


DOCKET 50-293 ACCELERATOR PULSED FAST ASSEMBLY 


0 Inspection reports. IE Bulletins t< correspondence 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator," 
8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
fteiponie (Post 830103). 03/04/19. Consolidated Edison Co of New 

York. Inc l26pp 18435 199 24X Flche 50-000.03/04/19,8303040021 


DOCKET 90-254 QUAD-CITlEa STATION. UNIT 1 


F Security, medical, emergency 6 fire protection plans 


8303110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve lift end 

EISENHUT. D 0, Division of Licensing 83/09/11 Consolidated 
Edison Co of New Vork. Inc 16pp. 10540 099 24X 

Flche 50-000.03/09/11.0309110034 


8305240245 Requests scheduler exemptions allowing delay In implementing 
10CFR90 48 requlremente for Installation of fire protection 
mods Request based on AE. manufac turer it const personnel 
anticipated Implementation schedule 

RYBAKi S Commonwealth Edison Co 83/09/10 DENTOM. H R Office of 
Nuclear Reactor Regulation. Director 6pp 18940 204 24X 

Fiche 50-000. 83/09/18. 0309240249 


8305290141 Informs that NUR £0-0737. Item III A 2 l re emergency plan 
upgrade to meet 10CFR5O App E requirements complete for 
facility Item closed. 

VASSALLOiO.B Operating Reactors Branch 2 03/03/10 FARRAR. D L 

Commonwealth Edison Ct> 3pp 10396 198 84X Fiche 50-254.03/05/10. 

0309290141 


J Insurance t< Indemnity Infornatton 


0305230900 Forwards Endorsement 144 to NEHA Policy NF-43 6 Endorsement 
121 to MAEUH Policy MF-22 for Dresden Unit 1 6 Endorsement 
63 to NELIA Policy NF-201 U Endorsament 53 to MAELU Policy 
MF-64 for Zion Unit 1 W/o end Quad Cities endorsements 
OSTER.J Commonwealth Edison Co 83/09/13 8ALTZMAN. J. Assistant 
Director for Etate $< Licensee Relations 9pp 18937 174 24X 

Fiche 90-000» 83/05/13. 8309230900 


P Operating license stage documents 6 carrespondence 


8305020597 Forwards safety evaluation on NUREG-0737. 1 tern tl B 2 2. 
"Plant Ohielding Mode for Vital Are* Access " Requirements 
met 

VA00ALUOrO 0 Operating Reactors Branch 2 03/04/22 FARRAR, D 

Commonwealth Edison Co 5pp^ 18204 222, 24X Flche 90-294.03/04/22. 

8309020997 


B30503016& Forwards third radiological progress rept for steam 
generator repair program 

UHRlOtR E Florida Power 6 Light Co. 83/04/29 VAROA, 8 A 
Operating Reectors Branch L Ip 1B300 211 24X 

Flche: 50-251. 03/0 4 /29. 8305030 1 6 0 



DOCKETED ITEMS 


9305020430 Foruarda Jnfo rs NURE0~0737, I tem II D 1< ’*Perf orntance 
T*ttln$ of DUR Saf»t(j/Rel Valves." per NRC 030104 
request ^pp l Icab i 1 Itg of load combination info to DWR Owners 
Group generic test rept acceptable 

RYBAK. B Commonujoalth Edison Co 83/04/27 DENTON, H R Office of 
Nuclear Reactor Regulation. Director lOpp 1S283 311 24X 

Flche 50-234,83/04/37,0305020438 


8303020433 Generic Ltr 83-19 to all power reactor b testing licensees 
re neu procedures for providing public notice concerning 
issuance of amends to OLs 0vc list end 

EIBENHUTi D 0 Division of Licensing 03/03/02 Consolidated 
Edison Co of New York. Inc 30pp 18441 120 24X 

Flche 50-000,83/05/02.0303020453 


8303040531 Application to amend Licenses DPR-19, DPR-23, DPR-29 & 

DPR-30r chang ing App A Tech Specs re economic generation 
control operation 

RYBAK, B Commonuealth Edison Co 03/03/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 18321 279 24X 

Flche 30-000,83/05/02,8303040331 


— 8303040555 Proposed changes to App A Tech Specs re economic 
generation control operation N/o detailed changes 
e Cofflmonueal th Edison Co 83/03/02 Ip 16321 2B1 24X 

Flche 50-000, 03/03/02, 8303040531 


8303050043 Application for amend to Licenses DPR'’29 it DPR-30, chang 1 ng 
Tech Specs to limit control rod drive pump Isolation from 
accumulators to single rod scram testing 

RYBAK, B, Commonwealth Edison Co 83/05/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 10342 083 24X 

Flche 30-254, 83/05/02, 0303030043 


0303130209 Concurs w/NRC changes to draft Tech Specs re reactor 
protection sgs (RP8) protective relaying mods, per 830420 
ltr Operation u/RP8 mod, instal led per 10CFR50 39 h u/o Tech 
Specs, will not compromise safe operation of facilities 
RYBAK, B Commonwealth Edison Co 83/03/06 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 18439 330 24X 

Flche' 30-000, 83/03/06, 8303130209 


0305090639 Generic Ltr 83-20 to all operating reactor licensees «, 
holders of CPs re integrated scheduling for Implementation 
of plant mods 9vc list ancl> 

EISENHUTiDO Division of Licensing 83/03/09 Consolidated 
Edison Co of New York, Inc t6pp 18627 133 24X 

Flche 30-000,03/03/09,8303090639 


8303170716 Advises that action required by 030120 Amend 03 to License 
DPR-29 Sf Oanerlc Ltr 83-07 comp late, based on util 
negotlatlnB w/DOE re disposal of high level waste or spent 
nuclear fuel 

VASSAL LD, D D Operating Reactors Branch 2 03/03/09 FARRAR, D L 

Commonwealth Edison Co 2pp 104‘i^6 230 24X Flche 30-234,03/03/09, 

0303170716. 


8303130038 Responds to 030316 request for addl info re NUREO-0737, Item 
XI, K, 3. 20, ^'Verify Qualification of Accumulators on 
Automatic Depressur 1 latlon Sys Valves Environ seismic 
qualification will be In accordance w/IE Bulletin 79-010 
RYBAKiB Commonwealth Edison Co 03/03/10 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 10436 339 24X 

Fiche 30-000,03/03/10,0305130030 


0303200707 Forwards request for addl info on NUREO-0737, Item 11 K 3 20 
re qualification of automatic depressurl tati on sys 
accumulators Response requested within 43 days 

VA88ALL0, D B Operating Reactors Branch 2 03/05/11 FARRAR, P L 

Commonwealth Edison Co 3pp 10320*330 24X Flche 30-000,03/03/11, 

0303200707 


0303200106 Notifies that 830425 amend application for proposed Tech 
Spec changes re TMI Action Item 11 K,3, 13 on isolation of 
UPCI a* RCIC requires fee Application requested from NRC for 
purpose of preventing inadvertent isolation of sys 
DlOOB, R M License Fee Management Drench 83/03/12 FARRAR, D L, 
Coflimonuealth Edison Co ip 18540 220 24X Flche 50-000,03/03/12, 

6303200186 


8303100376 Forwards Hit of proprietary documents associated pages 
from technical evaluation repts re environ qual if Icatlon of 
electrical equipment OE affidavit per 10CFR2 790 received, 
Westinohouse affidavit forthcoming 

RYBAKrB. Commonwealth Edison Co 03/03/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 10490 347 24X 

Fiche 30-000,03/03/1310305100376 


8303310231 Advises that responses to NUREO-0737, 1 tern III D 3 4, 

^Control Room Habitability,'* acceptab le, comp 1 etlng action on 
item. Safety evaluation encl 

VA80ALLO, D. D. Licensing Branch 2. 03/03/17 FARRARrD.L, 

Commonwealth Edison Co 4pp 1B662 235 24X Fiche* 30-234, 03/03/ 17, 

8303310231. 


8305240373 Notifies that NUREC-0737, 1 1 em II K 3 43, Depr o a sur I la t i on 
ui/ather than Automatic Depresaur 1 lat ion Sys," completed 
Item closed Safety evaluation encl 

VAS8ALL0, D D Operating Reactors Branch 2 83/05/10 FARRAR, D L 

Commonwealth Edison Co 7pp IB593 338 24X Flche 30-254.03/00/10, 

0303240373 


8305270419 Notifies that response to 030316,0310 t> 11 requests for addl 
info re TMI Item II K 3 28, "Qual if icatl on of Automatic 
Qepres s ur 1 jati on Bgs Accumulators." addressed in 630310 ltr 
nVOAK. B Commonwealth Edison Co 03/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 10642 298 24X 

Flche 30-000, 03/05/23. 8303270419 


0305310086 Notification of 830614 meeting w/utll in Qetheada.MD to 
discuss util OCRDR program plan 

OILBERT, R A Operating Reactors Branch 3 83/03/26 CRUTCHFIELD, D 

Operating Reactors Branch 3 2pp I063B 063 24X 

Flche 30-000,83/05/26,8303310086 


03O531OO2B Advises that requirements of NURE0-D737, Item 1 1 F 1 4. 
"Containment Pressure Monitor," 11 F I 3. "Containment Mater 
Level Monitor'^ II F 1 6, "Containment Hydrogen ffonltor" 
resolved. per 621220 6 001213 submittals 

CRUTCHFIELD, D Operating Reactors Branch 3 03/03/27 FARRAR, D L 

Commonwealth Edison Co 7pp 10663 213 24X Fiche 50-000,03/03/27, 

0303310020 


Q Inspection reports, IE Bulletins b correspondence 


8212060305 IE Info Notice 03-14. "Dewatfred Spent Ion Exchange Resin 
Susceptibility to Esothormlc Chemical Reaction " Svc list 
enc 1 

TAYLOR. J K Division of Safeguards b Inspection Programs (Post 
030103} 03/03/21 Consolidated Edison Co of New York, Inc 

lt3pp 10308 319 24X Flche 30-000.83/03/21.0212060303 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
SVC list encl 

00R8AN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/04/13 Consolidated Edison Co of New 

York, Inc 126pp 10435 133 24X Flche 50-000. 03/04/ 1 9. 0303040021 


8303040023 IE Info Notice 83-22, "BWR Sa foty /Rel I ef Valve Failures " 
SVC list end 

«/ORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison Co of New 

Vorici Inc il2pp 10383 009 24X Fiche 90-000.83/04/22,8303040023 


8303040025 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
eanslng Bys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Respense (Post 030103) 03/04/29 Consolidated Edison Co of New 

Yerk, Inc U9pp 10301 291 24X Flche 90-000,03/04/23,0303040083 


0303040026 IE Info Notice 03-24, "Loose Farts In Secondary Side of 
Steam Oenerators at PWRs " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Responee (Post 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc llSpp 10302 047 24X Flche 90-000,03/04/80,0303040026 


0303040027 IE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 

JORDAN, £ L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/04/20 Consolidated Edison Co of New 

York. Inc llSpp 103S2 169 S4X F 1 che 90-000, 03/04/28, 0303040027 


8303040028 IE Info Notice 03-26, "Failure of 8af et y/Ro 1 i ef Valve 
Discharge Line Vacuum Breakers '* Svc list end 
JORDAN, E L, Division of Emergency Preparednees b Engineering 
Response (Post 030103) 03/09/03 Consolidated Edison Co of New 

York# Inc I2fpp I044X 170 24X Flche 30-000,83/05/03,0303040028 


0303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acta Directed Apalnat Plant 
Equipment " Svc list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Now 

York. Inc U2pp 18382 282 24X Flche 90-000.83/03/04,0303040000 


0305040031 IE Info Notice 83-20, "Criteria for Protective Action 
Racommendations for General Emergencies ” Svc list encl- 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of New 

York. Inc ll9pp 1B441 001 24X Flche 90-000,83/05/04,8303040031 


8303040033 IE Info Notice 03-29, "Fuel Sinding Caused by Fuel Rack 
Deformation '* Svc list end 

JORDAN, E L. Division of Emergency Proparednass b Engineering 
Response (Post 030103) 03/03/06 Consolidated Edison. Co of New 

Yorki Inc llSpp 10323 248 24X Fjche 50-000,83/05/06,0303040033 
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DOCKETED ITEMS 


G30S170167 roTuards re«pi)r>fB to e304li natfce oP violation & propofted 
lApotltton 0 # civil p^nalfcSo* re IG Insp Rept* 50-254/62^26 
^ 30-^365/62-26 Al&o Includffs remittance in amount oP »60« OGO 
rt itioperable rractor protection sys subchannel 

jREfOiC Cortimonuea I th Edison Co 03/05/09 Director's Offlcei 
Office of Inspection and £nf orceitient ip 18466 300 24X 

Flch#' 50-254i 03/I>5/O9i 8305170167 


—8305170184 Responds to notice of violation noted in IE Insp Repts 
50-354/03-26 6 50-265/03-26 on 021110-22 6 1213-16 
Corrictlve actions Startup Procedure G6P 1-t revised to 
Includi sign-off for verifi^lng clearance of alarm 
REED4C Consnoneaea 1 th Edison Co 03/05/09 Director's Office. 
Office 0# Inspection and Enforcemerit 9pp 16466 309 24X 

FlCh* 50'254. 83/05/09. 0305170167 


0303040034 18 info Notice 03-30* "Misapplication of Generic Emergencv 
Operating Procedures (EOP) Guidelines " Svc list end 
JOflOANiE L. Division of Energencg Preparedness Engineering 
Rtsponie (Post 030103}. 63/03/11 Consolidated Edison Co of Neu 

Yort. Inr ll4pp 10524 003 24X Fithe 50-000403/05/1110303040034 


6305310105 Forwards IE Insp Repts 50-254/83-06 tc 50-26S/e3'06 on 
830219*'042S No none omp 1 lance noted 

8HAPER1U D Region 3, Office of Director 83/05/12 REED. C 
Cdrtvsonvealth Edison Co 2pp 10658 051 24X Flche 50-234, 93/05/l2» 

8305310105 


--93053J0liS IE Insp Repts 50-254/03-06 & 50-265/B3-D6 on 030219-0422 No 
noncompli ance noted Major areas inspected operational 
saf etgi malntj survei 1 lance, 1 1 censee ^lontMg repts* reg ional 
r e<iutttsi LERs it public info 4, special repts 
GHRISSOTIMDS.N , WALl^EH, R D Region 3. Office of Director 
83/05/10 0pp 1B658 053 24X FlChe 50-254. 83/05/12* 8309310105 


8305200421 Advises that util response to 820-714 conf irmatorg action Itr 
rs IE aullekln 79-14, piping analgsis to restore hot shutdown 
path piping vgi to FSAR r egul rements bg 639219* ac ceptable 
SPEBSARDiR L Dlvisloit of Engineering 83/05/16 REED*C 
CoffiiDonuealth Edison Co 2pp 10917 1 16 24K Flche 50-009,83/09/16, 

8309200421 


B30304004D IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
8ve lilt ene I 

JORDANiC L Division of Emergencg Preparedness %- Engineering 
Response (Post 03D1931 83/09/19 Consoli dated Edison Co of New 

7opki Inc 114pp 16697’ 909 24K Flche 90-000. 83/09/ 19. 8303040040. 


839S290377 Forwards "GE-NED8 Electrical Penetration Assecntlg 
Ouallf iration Program,” Vols l & 2 to "Response to IE 
SuLlstln 79-016 Quad Cities Nuclear Power Station Units I & 

2" it Vols 1 & 2 to ^'Responie to J£ Bulletin 79-013 

RYBAK, a Commonweal til Edison Co 83/05/19 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2, 118pp 18978 OQl 24X 

Fichs 50-000.83/05/19,8305250377 


—0305250393 "GE-NEBS Electrical Penetration Assemblg Dual 1 f icat ion 
Progrjjn " 

4 Bechtel Corp 83/09/18 356pp 18978 175 24X 

Flche 50-000.83/09/19,0309230377 


— 03D92SO413 Rev 2 to Vols i -3 to "Response to IE Dulletln 79-OlB.Guad 
CXtlis Nuclear Power Station Units 162” 
a Bechtel Carp 83/05/31 786pp 18SB1 293 24X 

Fiche 90-000,83/09/19.8305250377 


0305270216 Ack receipt of 030509 transtnittal forwarding full pagment 
of proposed civil penaltg Corrective actions will be 
examined during future Insps 

AXELRAD. J A Enforcement Staff 63/05/29 REED. C R Commonweal tb 
Edison Co 2pp 18637 323 24X Fiche 50-254,83/03/29.0309270216 


8303040046 IE Info Notice 63-33. *'NanrepresertativB Campling of 
Contaminated 811 8vc list end 

JORDAN, E L Division of Energcncg Preparedness t< Engineering 
Response (Post 0301031 83/05/26 Consolidated Edison Co of New 

Yort, rnc ll4pp 16647 007 24X Fi che 90-000, 83/09/26. ©303040046 


R Piriodlc operating reports 1, related correspondence 


8305170372 Forwards monthlg operating repts for Apr 1983 

KALIVIANAKIS. N Commonuea J t b Edison Co 83/05/02 Director's 
Offlcsr Office of Inspection and Enforcement Ip 16466 055 24X 

Flche - 50-294. 03/05/02, 8309170372 


— 8305170376 Nonthlg operating repts for Apr 1983 

MISAK, A Comnonwealth Edison Co 83/09/02 21 pp 16466 096.. 

24X Flche' 50-294, 63/05/02.8305170372 


8 Reportable occurrences. LERs & related correspondence 


8305230973 Forwards engineering evaluation rept. "Cracks & Leaks in 
Small Olamfiter Piping " 

BROWN, E J Reactor Operations Analgsis Branch 03/04/19 
SEYFRir. K V Reactor Operations Analgsis Branch Ip 18941 342 
24X Flche 90-000, 03/04/19, 8305230573 


—8305230619 "Cracks t< Leaks in Small Diameter Piping," engineering 
evaluation rept 8mal) pipe leaks associated w/unantlc ipated 
vibration problems require addl supports or rerouting of 
piping 

BROUN, E J Reactor Operations Analgsis Branch 03/04/19 9pp 
10941 343 24X Fiche 90-000,03/04/19,8303230573 


0305020142 Forwards LER 03-O14/O3L-O 

KALlVlANAKie, N Coflimonureal th Edison Cn 03/04/20 KEPPLERrJ 0 
Region 3, Office of Director ip 10284 056 24X 

Fiehe 50-234,83/04/20.0305020142 


—9303020194 LER 83-014/03L-0 on 830322, 1 a w electrolyte level found In 
station battery ceil 100 Caused by crack in bottom corner of 
casing Normal loads transferred to Unit 2 S90-volt battery 
on 030324 Cell replaced 

IBEN. C A Commonwealth Edison Co 83/04/20 Region 3, Office 
of Director 3pp 10284 057 24X Flche 50-294,83/04/20, 

8305020142 


830903033 J Forwards LER 83-01 9/03L-0 

KALlVlANAKiSiN Commofibiea 1 th Edison Co 83/04/22 KEPPLER, J 
Region 3. Office of Director Ip 10297 048 24X 

Flche 90-254,83/04/22,8305030321 


—6309030333 LER 03-Ot5/O3L-O on 830405, r «ac tor bldg I* control room 
ventilation lys isolated & standby gas treatment 
aiitostarted Caused bg failure of relay coll 17OI-100A Coll 
replaced Relay will be replaced 

CLARK, D 0 Commonwealth Edison Co 83/04/22 Region 3, OffUl 
of Director 2pp 18297 049 24X Fiche 90-254.03/04/22, 

8305030321 


8305060390 Forwards LER a3-016/03L-0 

KALIVIANAKIS, N CofflfflonweaUh Edison Co 03/04/27 KEPPLER, J 0 
Region 3. Office of Director ip 18343 159 24X 

Fiche 50-254,03/04/27. 0309060390 


--9309060391 LER 83-016/03L-0 on 830331 , reactor operator found RHR 
discharge pressure greater than 90 psig, exceeding Tech Epee 
range Caused by valve leaking from condensate transfer sgs 
Into RHR discharge piping Mod implemented 

mSAK. A Commonwealth Edison Co 83/04/27 Region 3, Office of 
Director 3pp 10343 196 24X Flche 90-254,83/04/27.6309060390. 


8305130212 Forwards LER 83-01 9/03L-0 

KALIVIANAKIS* N Commonwealth Edison Co 63/09/03 KEPPLER, J 
Region 3, Office of Olractor ip 18440 089 24X 

rich# 90-254.03/05/03,8305130212 


—0309130220 LER 03-O19/O3L-O on 030412. lA loop Core spray discharge 
piping pressure indicated above Tech Specs Caused by 
operator failure to properly bleed dawn core spray discharge 
piping 4( failure of high pressure alarm to annunciate 
HEBEL, C Commonwealth Edison Co 83/05/03 Region 3, Office of 
Director. 3pp 18440086 24X Flche 90-294. 83/05/03, 8309130212 


8305240317 LER 83-01 r/OSL-O on 030412, RHR sve water pump 1-1001-63C 
taken out of sve to facilitate repair of broken coupling on 
RHR SVC water Vault room cooler 1-5749-C drain line Caused 
by overpraasarl xatlon of piping W/8305tO Itr 

LEAVERTON, W , KALI VIANAKIS. N Commonwealth Edison Co 83/05/10 
KEPPLER, J 0 Region 3. Office of Director 2pp 18948 195 24X 

Flche 90-294.83/09/10,0303240317 


8309240321 LER a3-Oi0/O3L-O on 830412, excess Ive ly high discharge 
pressure in low flow observed from RHR sve water pump 
l-t00l-69C Caused by anti-rotation pin falling out of valve 
uperator Pin replaced L screw tightened W/B30510 Itr 
REYNOLDS. S, KALIVIANAKIS, N Commonwealth Edison Co 03/09/10 
KEPPLER, J O Region 3. Office of Director 4pp 18548 063 24X 

Fiche 50-1234,83/05/10,0303240321 


B3053I0142 LER e2-027/03L-l on 830902, due to error in safety 
classif icaiion for procurement of main valve guides In 
e 1 ect romati c relief valves , nonsafety-related parts ordered 
New administrative procedure written U/830S16 Itr 
KALIVIANAKIS, N, , TZET2, O Commonwealth Edison Co 83/09/16 
KEFPLER,J 0 Region 3. Office of Director 3pp 18699 029 24X 

Flche 90-254,83/09/16,8309310142 
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DOCKET 50-253 PALISADES NUCLEAR PLANT 


F SBcUrltyj metficalr emergencii it fire protection plans 


B305020079 Forwards "Site Efflergency Plan 030524-25 Exercise Scenario “ 
DEMiTTi R B Consumers Power Co 83/04/11 KEPPLERi U Q Region 3i 
Office of Director ip 10279 255 24X Fiche 50-255. 83/04/1 1 i 

0303020079 


— B3030200B3 "Site Emergency Plan 030524-25 Exercise Scenario " 

* Consumers Pouer Co PALEX-83 03/04/ n 10pp 10279 236 
24X Flche 50-253,03/04/11.0305020079 


B305020389 Forwards IE Safeguards Insp Ropt 50-255/83-07 on B3032B-3I 
No noncompl l«nce noted 

MILLERiUR Region 3, Office of Director 03/04/27 DEWITT, R D 
Coneuniers Power Co 2pp 10276 216 24X Fiche 30-259,83/04/27, 
8305020369 


— 0303020397 IE Safeguards insp Rcpt 50-255/03-07 on 830320-31 No 
noncomp 1 iance noted Major areas inspected security plan 6 
implantentlng procedures, secur Ity organization - mgt it 
security program audit Details withheld (raf 10CFR73 21) 
EELANGERiJ, L . CHR ISTDFFER, 0 . CREED, J R Region 3, Office of 
Director 03/04/27 2pp 18276 210 24X Fiche 50-255.03/04/27. 

G3D9020389 


8309120147 Forwards revised closed circuit television coverage & 
security eye mods resulting from imp 1 amentatlon of technical 
support ctr Ends withheld <ref iOCFR73 21) 

VANSEWALLE. D J Consumers Power Co 03/05/05 Dfflce of Nuclear 
Reactor Regulation. Director 2pp 18427 137 24X 

Fiche. 30-255, 83/05/09. B305120147 


0309110074 Responds to 021105 Itr transmitting changes to sultablLlty, 
training Si i^ua 1 i f icat ion plan Changes acceptable except for 
items identified in end Change re Item 4 requested per 
lOCFRSO 90 End withheld Cref 10CFR73 2i ) 

CRUTCHFIELD. D Operating Reactors Oranch 5 03/05/09 

VANDEWALLE.D J Consumers Power Co Ip 18408 110 24X 

Fiche. 50-855. 03/05/09. 83051 10074 


8305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs it holders of CPs ro clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EISENHUT. D 0 Division of Licensing 03/05/1 i Consolidated 
Edison Co of New Vork. Inc 16pp 10540 095 24X 

Fiche 90-000. 83/05/11 » 03051 10034 


9309200200 Responds to 830210 ltr providing responses to 821209 
regulatory effectiveness review rept as result of 830320- 
0401 safeguards Insp Determinations from 630401 safeguards 
insp listed, 

CRUTCHFIELD. D Operating Reactors Branch 5 03/05/12 

VANDEWALLE. D <J Consumers Power Co 2pp 10940 217 24X 

Fiche' 50-259. 83/05/121 0309200200 


8309240043 Suppls 020602 response to IE Insp Rept 90-299/02-03 Initial 
responsibility for communications to offsite monitoring team 
will be kept at technical support ctr until emergency 
operations facility activated 

jDHNSONiD D. Consumers Power Co 83/09/10. KEPPLER. J 0 Region 3. 
Office of Director Ip 18549 124 24X Fiche 50-255.03/09/101 

8309340043 


8305270007 Forwards safety evaluation accepting licensee plan for safe 
shutdown after fire In Fire Areas 1-4 or in area of 
auxiliary shutdown control panel. Plan compiles w/iOCFR90i 
App RrSectlon lit 0 3 it III L requirements 
CRUTCHFIELD. D Operating Reactors Branch 9 83/09/26 

VANDEHALLEi D. J Consumers Power Go 2pp 18633.329 24X 

Fiche 90-259, 83/09/26. 0309270007 


—8309270010 fiafefcy evaluation accepting licensee plan for safe shutdown 
after fire in Fire Areas 1-4 or in area of auxiliary 
shutdown control panel, per 10CFR90, App RrBection HI 0 3 6 
III L requirements 

a Office of Nuclear Reactor Regulation. Director 83/05/26 
13pp 10633331, 24X Fiche, 50-295. 83/05/86,0309270007 


8309310046 Informs of NRC determination that onsite & offsite 
emergency preparednees adequate V emergency plans upgraded 
per NUR£0-0737i Item 111 A 2.1 Item complete 
CRUTCHFIELD. D Operating Reactors Branch 5 83/09/27 

VANDEWALLE. D J Consumers Power Co. 3pp 18653 149 24X 

Fiche 90-259.03/09/27.0309310046 


J Insurance A indemnity information 


8309240390 Forwards Endorsement 70 to NELIA Policy NF— 179 it Endorsement 
67 tfl MAELU Policy MF-90 

FROUMFELKER, n Consumers Power Co 03/05/20 SALIZMAN.J Office 
of Nuclear Reactor Regulation. Director 3pp 10548 1 12 24X 

Fiche 50-253. 83/09/20, 830524 0290 


P Operating license stage documents 6 correspondence 


03D5S3O72O Forwards list of utils responding to requests for cost 
figures on backfittlng 

TOURTELLOTTE. v! Regulatory Reform Task Force 83/04/11 
PALLADrNO,N J Commi ssioners 2pp 18542 272 24X 

F ich* 50-000, 83/04/1 ! , 0303230720 


0305020066 Forwards 8ER based on review of NUREO-0737, J tern III D 3 4, 
"Control Room Hahi tab 1 U ty. " submitted in 601219 U 821019 
Itrs Control room habitability sys acceptable 
CRUTCHFIELD. D Pperatlng Reactors Branch 5 03/04/29 

VANDEWALLE, D J Consumers Poujor Co 6pp 18276 236 a4X 
F i ch a 90-253, 83/04/29, 0303020066 


—0207000320 Notifies that control room meets requirements of SRP 2 2 1 
22 2, a23664«c General Design Criteria 4 5- 19 
Conclusions based on present plant sys 2, presumes 
implementation of effective HVAC mods by licensee 
hiURPKY'. D W Dattclle Memorial Institute, Pacific Northwest 
Laboratory FIN B-2323 82/03/24 HULMAN,L 0 Accident 

Evaluation Branch 2pp 18276 242 S4X Flcho 30-259,03/04/29, 
8309020066 


B309020455 Oeneric Ltr 63-19 to all power reactor tn testing Mcansees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Svc list one 1 

EISENHUT.O © Division of Licensing 83/05/02 Consolidated 
Edison Co of New York. Inc SOpp 16441 120 24X 

Fiche 90-000. 93/09/02, 0305020499 


8305040312 Advises that action required by Amend 73. Paragraph 3 to 
License DPR-20 to initiate negotiations w/DDE re disposal 
of high level or spent nuclear fuel considered complete, 
baiad on pursuit of contract w/DQE 

GROT CHFl ELD, 0 Operating Reactors Branch 5 03/09/03 

VANDEWALLE. D J Consumers Power Co 2pp 10328 291 24X 

Fiche 90-255,83/09/03.0305040312 


0309100170 Forwards check in response to 030425 ltr requesting 
remittance of fee for changes to Tech Specs submitted since 
821112 

v/OHNSOM, D D Consumers power Co 83/05/03 CRUTCHFIELD. D 
Operating Reactors Branch 5 ip IQ370 264 24X 

Fiche 90-299.83/09/03.0305100170 


8305100279 Forwards application for amend to License DPR-20. chang ing 
Tech Bpecs to allow surveillance tests that require cold 
shutdown conditions to be performed an refueling cycle 
frequency rather than current IB-month cycle 

VANDEWALLE, D J Consumers Power Co 03/05/09 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 18371 272 24X 

Fiche 50-255.03/09/09,8305100279 


— 83O91OOP07 A,-pllcation for amend bo License DPn-20. chang Ing Tech Specs 
to allow surveillance tests that require cold shutdown 
conditions to be performed on refueling cycle rather than 
current 18-month cycle 

DEWITT, R B Consumers Power Co 83/09/09 9pp 10371 273 24X 

Fiche 30-a35. 03/05/09, 0309100279 


-“8303100391 Proposed Tech Spec change request re surveillance testing 
frequency 

e Consumers Power Co, 83/09/03 I9pp 18371 202 24X 

Fich* 90-259. 03/09/09, 0309100279 


0305160090 Forwards response to 030423 10-day info request on environ 
qualification of saf ety-related electrical equipment 
dual t f ic a tion of Roiemounb transmitters will be maintained 
by periodic replacement of degradable O-rings 

TONER. K A Conswffieri Power Co 03/09/06 CRUTCHFIELD, D Operating 
Reactors Branch 9 30pp 18490 131 24X Fiche 50-239. B3/05/O6, 

8305160090 


0303090699 Generic Ltr 03-20 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT.D Q Division of Licensing 83/09/09 Consolidated 
Edison Co of Nfew York, inc 16pp 10637 193 34X 

Fich a 30-000. 93/03/09. 8305090639 
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93092^0505 Forwarda Rev t to CPC-2A “QA Program Deac p Ipt i an for 
Operational Nuclear Pouer Plants ” Changes do not reduce- 
c Omni i tments accepted bij NPC on R30112 Submittal ^ervee a$ 
annual rept 

VANDEWALLE.D J Coniumets Power Co S3/05/lt KEPPLER, J O Region 
3. Office of Olrectap gpp IB57S 116 a-lX Flche 30-0(50. 03/03/11. 
8303240309 


““83032-40363 Rev I to "OA Program Description for Operational Nuclear 
Power Plants ’’ 

REYNOLDS. J W , DEWITT. R 0 , COOK, H Consumers Power Co CPC-SA 
ROl 03/01/10 '90pp 19575 IIB 24X Flthe 50-000,93/09/11. 

8303240505 


O Inspection reparts. IE Bulletins It correspondence 


9212060305 IE Info Notice 83-14, "Dewatered Spent Ion Ekchange Resin 
Suscep t ibi 11 tg to Eipthernlc Chemical Reaction *' Bvc list 
end 

TAVLOR, vf M Civilian oP Safeguards & Inspection Programs (Post 
930103) 83/03/21 Consolidated Edison Co of New Yorlci Inc 

112PP 10308 319 24X Flche 50-000,83/03/21,0213060385 


8303040023 IE Info Notice 03-23. “DWR Saf e fcii/fte U ef Valve Failures " 
3vc lilt end 

JORDAN, £ L Division of Emergencg Preparedness t* Engineering 
Response (Post 930103) 83/04/22 Consolidated Edison Co of New 

York* Inc n3pp 18303 009 24 X FtC he SO-OOO, 83/04/22, B303040023 


0303040035 IE Infg Notice 83-23, ''Inoperable Containment Atmosphere 
Sensing Sgs " Svc list end 

JORDAN, E L Oivlsloti of Emergency Preparedness U Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of New 

Vark. Inc ll9pp 19381 291 34X Fiche 90-000-83/04/25.030304002^ 


6305020369 Forwards IE Safeguards Insp Hept 30-295/83-07 on 830328-31 
No noncofnpl lane » noted 

MILLER. J R Region 3, Office of Director 03/04/27 DEWITT, ft 9 
Coneumers Power Co 2pp 18276 216 24X Fiche 30-255,83/04/27, 
8305020309 


““83QS020397 IE Safeguards Insp Kept 50-255/93-07 on 830328-31 No 
noncomp ) lance noted Major areas intpecied sesurttg plan & 
Implementing procedures. security organ i latlon - ffigt & 
security program audit Details withheld (ref 10CFR73 21) 

BELANGER, J L . CHRlSTaFFER . Q , CREED. J R Region 3, Office of 
Director 03/04/27 2pp 18276 210 24X Fiche 50-235.83/04/27. 

9305020389 


8303040026 IE Infa Notice 83-24, "Lease Parts in Secondary Side of 
Steam Generators at PWRi " Svc list end 

JORDAN. £ L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 047 2AX Fiche 90-00(3,93/04/20,8303040026 


B303040027 IE Info Notice 93-25, "Standby Gas Treatment 8yt Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDANjiE L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 83/04/20 Consc 1 1 da ted Edison Co of New 

York, Inc lldpp 18362 165 24X Fiche 50-000.63/04/29,8303040027 


8303Q4047S Submits results of 821123 split sample from clean waste 
receiver tank for tritium, Sr-e9, Sr-90 l> gross beta activity 
analysis Open item In IE Tnsp Rept S0-235/B2-22 on 821029 
resolved 

JOHNSON, S D Consumers Power Co 83/04/29 KEFPLER.J 0 Region 3, 
Office of Director Ip 10319 145 24X Fiche 50-255.83/04/29. 

8305040475 


8303040028 lE Info Notice 03-26. "Failure of Safety/ReMef Valve 
Discharge Line Vacuum Eraakers " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineer tng 
Response (Post 830103) 33/05/03 Consolidated Edison Co of Neu 

York, Inc I22pp 18441 170 24X F I c he 50-000. 83/05/03. 8303040028 


8505200239 Forwards IE Insp Rept 50-255/83-06 on 830301-31 t notice 
of Violation 

SHAFER, N D Region 3. Office of Director 63/05/03 DEMJTT.R B 
Consumers Power Co 2pp 18517 107 24X Fiche 30-255.83/05/03. 
8305200239 


— 8305200244 Notice of vfolaticin from Insp an 830301-31 

SHAFER. W D Region 3, Office of Directar 63/05/03 Jp 
10517 109 24X Fiche 50-255,83/05/03.8305200239 


—8305200247 lE Insp Rept 50-255/03-06 on 630301-31 Noncompl 1 ance noted 
failure to foilou Instrueiint alarm aperahtlity surveillance 
test procedure 

JOROENSEN.B L , HELLER. J K , BOYD, D C Region 3, Office of 
Director 83/04/88 6pp 10517 ItO 24X Fiche 50-255.83/05/03. 
8305200239 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
ftespenie (Post 030103) 03/03/04 Consolidated Edison Co of New 

York. Inc il2pp 10382 202 24X Fiche 50-000,83/05/04,0303040030 


8303040031 IE Info Notice 83-20, "Criteria for Protective Action 
ftocommendatlons for Oenera I Emergencies " Svc list encl 
JORDAN. E L Division of Emergency Preparedness %> Engineering 
ftaiponse (Post 830103) 93/05/04 Consolidated Edison Co of Niu 

York. Inc 119pp 10441 001 24X Fiche 50-000.83/05/04,8303040031 


0305170293 Ack receipt of 830421 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rapt 30-233/83-05 
NORELlUSiC E Division of Project 6 Resident Programs 83/03/03 
DEWITT, R 0 Consumers Power Co Ip 10465 294 24X 

Fiche 50-235, 63/05/03, 8305170293 


— 63O5J703Q0 Responds to NRC 030405 Itr re violations noted in lE Imp 
Rept 50-239/83-05 Corrective actions instruments inspected 
for proper valve alignment found In correct position Review 
of Instrument calibr data ongoing 

VANDEMALLE, D J Consumers Power Co 03/04/21 HEPPLER, J 0 
Region 3, Office of Director 2pp 10463 293 24X 

Fiche 50-295,83/05/05,8303170293 


0303040033 I£ Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN, C L Divisicin of Emergency Preparedness (c Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of Ntu 

York, Inc llSpp 18523 248 24X Fiche 30-000,03/03/06,8303040033 


0305190170 Forwards l£ Insp Rept 50-255/83-00 on 030328-29 
No non-compliance noted 

LITTLE, H S Region 3, Office of Director 03/05/06 DEWITT, ft. 6. 
Consumers Power Co 2pp 18302 211 24X Fiche 30-253,83/03/06, 

0305190178 


—8303190193 IE Itisp ftept 30-253/03-08 on aaOSBOrS? No noncomp llanc# 
noted Major areas inspected support structure evaluations Sc 
analysis for safety injection 6 refueling water tank 
KEATINO, D E , DANIEUBON.D H Region 3, Office of Director 
83/03/03 3pp 18302 213 24X Fiche 30-253, 83/03/06, 8305190178 


8303240020 Forwards IC Insp Rept 3O-S59/03-O9 on 830406-08 S, 11-12 No 
noncompl (ance notod 

PAFERIELLO, C J Region 3, Office of Director 83/05/09 
DEWtTT.R B Consumers Power Co Spp 18349 016 84X 

Flthe 50-235.83/05/09,0303240020 


—8305240026 IE Insp Rept 80-253/83-09 on 030406-00 & 11-12 No 
moncompliance noted Major areas Inspected radiation 
protection program, including qua 1 i f Ications, audli ts, rad lation 
protection procedures & status of Thl action items 
LOVENDALE.P C , GRE0ER,L « Region 3, Office of Director 

83/05/09 epp 10349 018 24X Fiche 50-233,83/03/09,8303240080. 


0303040034 lE Info Notice 83-30, "Mlsapp 1 icatUn of Generic Emeppency 
Operating Procedures (EOF) Guidelines " Svc list end 
JORDAN.E U Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/03/11 Consolidated Edison Co of New 

York, Inc U4pp 10324 003 24X Fiche 30-000, 83/05/1 1, 0303040034. 


8305200200 Responds to 030216 Itr providing responses to 821209 
regulatory effectiveness review rept as result of 830326- 
0401 safeguards Insp Determinations from 030401 safeguards 
insp listed 

CRUTCHFIELD. 0 Operating Reactors Branch 5 83/03/12 

VANDEWALLE. D J Consumers Power Co 2pp 18340 217 24X 

Fiche 50-233. 53/05/12, 0303200200 


8305840032 Forwards EE Insp Rept 50-255/83-10 on 03O4Ol'’3O No 
noncompliance noted 

SHAFER, W 0 Region 3, Office of Director 83/03/17 DEWITT, R B 
Consumers Power Co 2pp 1B549 113 84X Fiche 30-235,83/03/17, 
8305240032 


—0305240037 IE Insp Rept 50-833/83-10 on 830401-30 No noncompliance 
noted Major areas inspected LERsr IE bul letins, operational 
safety, surve 1 1 lance, ma Int, receipt of new fuel & previous 
Imp findings 

JORGENSEN, B L . HELLER. J K , BOYD, D C Region 3, Office of 

Director 53/05/13 7pp 18349 117 24X Fiche 30-233,83/05/17, 

0305240038 


0303240367 Ack receipt of 830404 Ur Informing NRC of changes in steps 
taken to correct violations noted in IE Insp Rept 
30-235/82-15 Changes examined during IE Insp Rept 
30-255/03-10 S( acceptable 

6HAFEft,W D Region 3, Office of Director 03/05/17 DEWITT, R.B 
Consumers Power Co Ip 18574 000 24X Fiche 50-255,03/05/17, 

6305240367 
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"•"8309240371 Amend* rospan«e to NRC 620623 1 tr re violations noted In IE 
Insp Rept 90-293/62-19 Corractivo actions Surveillance Test 
hO-24 changed {‘ro/n 1 uk after startup to prior to primarg 
coolant temp of 323 F 

JOHMSDN. D, 0 Consumers Power Co 03/04/04 K6PPLER/ J 0 Region 

3, Office of Director 3pp 10374 009 a4X Flche 90-233< 

83/03/17, 6303240367 


6303240043 Suppli 820602 response to IE Insp Rept 30-299/62-03 Initial 
responsibility for communi cat ions to offsite monitoring team 
uill be kept at technical support ctr until emergency 
operations facility activated 

JOHNSON, D D Consumer* Power Co 83/03/18 KEPPLER* J 0 Region 3, 
Office of Director Ip 10349 124 24X Fiche 30-253. 83/03/ J 8. 

8303240043 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN, E L Divliion of Emergency Preparedness %t Engineering 
Response (Post 630103) 03/03/19 Consolidated Edison Co of New 

York, Inc 114pp 18697 007 a4X Flche 50-000,03/03/19,8303040040 


8303040046 IE Info Notice 63-33, *'Nonrepresentative Eampliitg of 
Contaminated Oil '* avc list end 

JORDAN, £ L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York, Inc 114pp 10647 007 24X Ficha 90-000,83/03/26,0303040046 


R Periodic operating reports ^ related correspondence 


8309230270 "Active Hod Projec ts, Operating PWR, 1902 " 

e Confumers Power Co 02/12/31 4pp 18376 332 24X 

Elehi 90-000,82/12/31,6303230270 


8303100076 Forwards "Annual Environ Operating Rept, 1902 " 

JOI^SON, D D Consumers Power Co 83/04/27 KEPPLER, J 0 Region 3, 
Office of Director Ip 16377 116 24X Flche 90-239.83/04/27, 

8309100076 


—8309100069 "Annual Environ Operating Rept, 1902 " 

« Consumers Power Co 03/04/27 6pp 18377 117 24X 

Flche 50-299,03/04/27,6309100076 


6309110396 Forwards monthly operating rept for Apr 1963 

KENNEDY, 0 h Consumers Power Co 03/03/09 NRC - No Detailed 
Affiliation Olven Ip 16406 190 24X Fiche 90-293.63/09/09, 

8309110396 


—8309110402 Honthly operating rept for Apr 1963 

PATERSON, 0 A Consumer* Power Co 83/09/09 4pp, 18406 191 
84X Flche 90-899, 03/09/09, 0309110396 


B309240410 "1962 Radiological Environ Konitorlng Rept (Addl Info)," 
revised Table* RaD-E-03A U R80-3-03D 

JOHNSON, B D Con*umers Power Co 83/09/16 KEPPLER, J 0 Region 3, 
Office df Director 4pp 16973 397 SAX Flche 30-299,83/03/16, 
6309240410 


0 Reportable occurrences, LERs ^ related correspondence 


6309020138 Forwards LER 03-022/01 T-0 

JOHNRONiB D Consumers Power Co 83/04/21 KEPPLER, J 0. Region 3, 
Office of Director, Ip 10276.214 24X Fiche 90-299,83/04/21, 

8308020130 


—6309020149 UEfl 83-022/OlT-O on B304H. sample from T-02D safety 
Injection tank showed boron concentration below Tech 0pec 
limit Caused by minor leek past loop check velve 4, safety 
injection tank check valve or fill drain valve. 

# Consumers Power Co 03/04/21 Region 3, Office of Director, 
Ip. 18278 219 24X Flche- 90-299, 83/04/21, 8309020130 


6309020173 Forwards LER 83-021 /03L-0 

JOHNSON, 0 D Consumers Power Co 03/04/21 KEPPLER, J, 0 Region 3, 
Office of Director. Ip. 18284 066 24X Flche 90-299,03/04/21, 

8309020173 


— 0309020179 LER 03-O2i/O3L’'O‘ on 030326, lamp le from safety injection tank 
D showed boron concentration below 1,720 ppm Tech Spec 
limit, Caused by minor leakage past loop check valve & eafety 
injection tank check valve or fill U drain valve, 
e Consumers Power Co 63/04/21 Region 3, Office of Director 
ip 10264' 067 24X Flche, 90-299, 63/04/21, 8309020173 


63O9D30642 Telecopy RO: on 630423, safety injection tank Inoperable due 
to routine sampling Add ttlona L ly, another tank became 
inoperable due to low level 

KRiCHrR M, Consumers Power Co 83/04/29 Region 3, Office of 
Director ip. 18309 284 24X Flche • 90-259, 83/04/29, 0609030642 


8305030135 Telocopy RO ofi B30429, two safety injection tanks inoperable 
Caused by low level 6 routine tosting Tank lev^l restored 
KRrCH, R N Consumers Powor Co 03/04/26 Region 3, Office of 

Director Ip 16306 331 24X Flche 50-255,83/04/26,8309030195 


0305100378 Forwards LER 93 023/017-0 

JOHNSON, n D Consumers Power Co 03/04/27 KEPPLER. J 0 Region 3, 
Office of Director ip 18370 224 24X Flche 30-235*03/04/27, 

8305100378 


— 8305100364 LER a3~023/0IT-0 on 830415, d urjng routine sampling of safety 
injection tank D. tank level fell below Tech Spec limit of 
106 inches Caused by delayed fill operations when low flow 
alarm received for cooling .eater 

a Consumers Power Co 83/04/27 Region 3* OfFlce of Director 
ip 10379 323 24X Flche 50-293,83/04/27.0305100378 


D303100396 Forwards LER 83-014/017-0 

JOHNSON, B D Consumers Power Co 83/04/27 KEPPLER, J 0 Region 3. 
Office of Director Ip 18377 336 24X Ficha 30-295,03/04/27, 

6309100396 


— 6309100403 LER 03“Oi4/OlT-O on Q30309. w/ s af e t y injection tank D (017) 
Inoperable due to routine evoluti op. sec and 6tT became 
inoperable due to low level Caused by leakage past fill 6 
drain valve on BIT D while draining SIT 0 for sampling 
« Consumers Power Co 03/04/27 Region 3, Office of Director 
Ip 18377 396 24X Flche 50-299,03/04/27,8309100396 


©309060477 Provides update to corrective actions re safety injection 
refunllnig water tank support structure discrepancies 
reported in LER 03-06 Tank design fix planned for 1903 
refueling outage Ouarterly itisps will continue 

JANDEHALLErD J Consumers Power Co 03/04/28 KEPPLER, J 0 Region 
3, Office of Director 2pp 18348 12? 24X Fiche 90-293,63/04/20, 

8309060477 


6309100290 Updated RO 63-06 ovaluation of discrepancies between as- 
built & actual design of safety injection refueling water 
tank support structure indicated sufficient capacity to 
resis-t loadings Schedule for mods & design review submitted 
VANDENALLE, D J Consumers Power Co 03/04/20 KEPPLER* J 0 Region 
3, Office of Director 2pp 10410 362 SAX Fiche 90-255,63/04/26, 
8309100230 


0309060388 Forwards LER B3-024/0lT~0 

JOHNSON. 0 D Consumers Power Co 83/04/29 KEPPLER, J 0 Region 3, 
Office of Director Ip 18343 194 a4X Flche 90-259.63/04/29, 
6309060308 


— 6309060393 LER 03-024/017-0 on 030423. sa f ety injection tanks 7-020 b 
T-02D became inoperable due to low level & routine 
«vo lution, respec t ive 1 y Caused by leakage past fill tf drain 
valve Fill & drain valves will be inspected 

» Consumers Power Co 03/04/29 Region 3. Office of Director 
Ip 10343 194 24 X Flche 30-235,83/04/29.8305060300 


8309100306 Telecopy RO on 830429, sample from T-B2D (safety injection 
tank D) showed boron concentration below Tech ©pec limit 
While attempting to increase boron level, addl safety 
Injection of 7-626 occurred T-0SD 6 7-8211 restored 
KRICH.R M Consumers Power Co 03/09/02 Region 3. Office of 
Director Ip 10371 190 24X Fiche 90-259, 63/03/02, 8305100306 


6309130140 Forwards LER 03-026/OlT-O 

JOHNSON, D 0 Consumers Power Co 83/03/0? KEPPLER, J 0 Region 3* 
Office of Director Ip IB440 045 24X Flche 50-235.03/09/09* 

8309130140 


— 8305130145 LER 03-O26/O1T-O on 030420, samp I e from T-a2D (safety tank D> 
showed boron concen trat 1 an below Tech Spec limit Caused by 
boron dilution due to minor leakage past loop check valve 
Primary coolant Leak rate monitored 

# Consumars Power Co 83/03/09 Region 3, Office of Director 
ip 16440' ©46 24X Flche 90-235,83/09/09,0309130140 


8309130200 Forwards LER 63-027/017-0 

JOHNRONrB D Consumers Power Co 83/03/0? KEPPLER, J O Region 3, 
Office of Director. Ip 18440 069 24X Fl che- 30-295, 03/09/09, 

8309130208 


— 6309130214 LER 83-027/017-0 on 830428, w/saf« ty injection tank D T-fi20 
Inof treble* tank T-82B became inoperable due to low level 
Caused by leakage past fill drain valve on tank B Fill 
drain valves to be inspected l, repaired 

» Cd-nsumers power Co 83/03/09 Region 3, Office of Director 
Ip. ia440'O7O 1J4X Ficha 30-233,03/03/09* 63 05130200 


8309130223 Forward* LER 03-O25/O3L-O 

JGJ^NEDN, 6 D. Consumer* Power Co 03/03/0? KEPPLER* J 0 Region 3, 
Office of Director ip 18439 927 24X Flche 90-299,83/03/0?, 

0309130229 
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— 8305130230 LER 63-025/03L-0 on 830410- samp 1 from T-B2c 9liaui<d boron 
coneentratioti be^Eotu TecS Spec limit of 1720 ppm Cau 9 «d bg 
minor leakage past loop check valve *y SIT check valve 
Primarg coolant leak rate being closelg monitored 

* Consumers Pouer Co B3/05/O9 Region Office of Director 
ip IB+S? 358 S4D( Fiche 50-2S5. 83/05/0?. 8305130233 


8305240011 LER 03-O28/O3L--O on 830415. level of safety injection tank D 
reached Tech Spec limit of 198 Inches Caused bg minar 
leakage past loop check valve Leak rate being closely 
monitored i/alves uill be Inspected U/e30311 I tr 

JDHKSON.B D Consumers Potuer Co 83/03/11 KEPPLEHrJ 0 Region 3. 
Office of Director 2pp 16349 026 a4X Fiche 5 0 “253. 63/03/1 1. 
02052400 S 1 


6305200407 Ack receipt of 830428 1 tr providing updated info re RO 
83-06 tt proposed schedule for mods to safety injection 
refueling uater tank support structure per FSAR 6 ACl code 
Remedial uork to be completed during 1983 refueling outage 
SPESSARD.R L Region 3. Office of Director 83/05/17 
VANDERALLE. D J Consumers Power Co 2pp 18518 120 2AX 
Fiche 30-255,83/05/17.8303200407 


8205S701S2 FMQ-1 1 1“03-O39 on 830323. util employee entered protected 
area through open unmoTrltor ed entrance to receive uhole 
bodg count Individual escorted out of area Region III ulll 
invest iga te 

CREED.O . lilMD.O Region 3. Office of Director 83/05/23 Ip 
10630 199 S4X Fiche 50-233.83/03/23.0305270132 


8303310160 LER 63-030/01T-0 on 830509. sample from safety injection tank 
T-B2D shoued baron conca titra t i on balou Tech Spec liinll 
Caused by minor leakage past loop check valve i. safety 
injection tank check or fill & drain valve 1^/930923 Itr 
e. JDHNSOM. 6 D Consumars Pouer Co. 83/05/23 KEPPLER. J 0 Raglon 
3. Office of Director 2pp 18652 333 24X Fiche 30-235, 83/09/23. 

8303310168 


6303310197 LER 83-031/017-0 on 630309. u/safetg injection tank iSITl D 
(T-S2D) inoperable due to routine evo lution. second BIT 
(T-82D) became inoperable due to Idli> level Caused bg leakjga 
past fill 6 drain valve on 8IT B W/e30523 Itr 

JOHNSON. D D Consumers Fouer Co Q3/Q3/S3 KEPPLER, J 0 Region 3. 
Office of Director 2pp 1S69G 156 24X Fiche 50-299. 83/09/23. 

8303310197 


8305310202 LER B3-D29/03L-0 on 830422. sa f etg Injection tani 0 reached 
Tech Spec limit of 198 Inches Caused by minor leakage past 
loop check valve Frimarg coola-nt leal rate being monitored 
Tank restored t« narmal range W/830923 itr 

JCHNSON.D D Consumers Fouer Co 83/03/23 KEPPLER, J 0 Region 3. 
Office of Director 2pp IB651 021 24X Fiche 90-293.83/09/23, 

6309310202 


DOCKET BO'259 BROWNS FERRY NUCLEAR POWER STATION, UNIT I 


F Security, medical, emergency A fire protection plans 


0309090191 Discusses IE Security Insp Repts 50-259/62-47,90-260/62-47 t, 
30-296/62-47 an 821220 & forwards notice of violation 
proposed Imposition of civil penalty Ends withheld (ref 
tOCFH2 790) 

a'RElLLY. J P Region 2, Office of Directar 03/01/13 PARRIS. H Q 
Tennessee Valley Authority 3pp 10363 119 24X 

Fiche 30-259. 83/01/13.8305090191 


8303040626 Releases public version of revised energencg plan 
inplementlng procedures 

FELTON. J N Division of Roles and Records 83/04/26 Document 
Nanagemcnt Branch Ip 18329 006 24X Fiche 50-239,83/04/26, 

6303040626 


— 6309040633 Forwards public version of revised emergency plan 
implementing procedures, t nc lud i ng Procedure lP-2 re 
notification of unusual event, lP-3 re alert IP~4 re site 
area eeiergencg 

KAMMER.D S Tennessee Valleg Authority 83/03/21 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director Ip 18329 007 
24 X Fiche 50-299.83/04/26,8309040620 


— 8309040655 Public versian of revised emergency plan implementing 
procedure. Includ 1 ng Procedure IP-2 re notification of 
unusual event. IP-3 re alert & IP-4 re site area emergency 
* Tennessee Valley Authority 83/03/03 64pp 18329 008 24X 

Fiche 50-259,83/04/26.6303040628 


6303100234 Reitviests that Figures B 3-48 & 8 5-13B be removed from 
updated F8AR 6 destrayed & replaced u/enci pages since 
figures contain Info classified as safeguards info per 
10CFR73 

HILLS, L H Tennessee VaUay Autherlfty. 83/05/04. DENTON. M « 
Office of Nuclear Reactor Regulation, Director 3pp 18373 266 
24X Fiche, 90-839. &3/09/04. 8309100234 


8303110034 Qenpric Utr 83-21 to all licensees of operating reactors, 
applicants for OLs -6 holders of CPs re c lar i f ication of 
access to control procedures for laui enforcement visits 
8vc list e n c ] 

EISENNDT. 0 O Oivlsion of Licensing 63/09/11 Consol Idated 

Edison Co of New York, tnc 16pp 18940 095 24X 

Fiche 50-000,83/09/11.0309110034 


0305260177 Informs of NRC determination that onsite & offsite 
emergency preparedness adequate & emergency plans upgraded 
per NUftEO-0737. Item III A 2 I 

VASSALLO, D D Operating Reactors Branch 2 83/03/18 PARRIS. H 0 

Tennessee Valley Authority 3pp 18640 107 24X 

Fiche 30-299. 03/05/10, 0305260177 


J Insurance indemnity informetlon 


0309160005 Forwards Endorsements 69 8. 94 to NELIA Policy NF-190 S. MAELU 
Pollcg MF-66, respectively 

DVCK. J R Marsh V McLennan. Inc 03/05/03 8ALTZMAN, J Assistant 
Director for State ii Licensee Relations 3pp 10456 059 24X 

Fiche 90-299,03/09/03.0305160005 


P Operating license stags documents & correspondence 


8305040730 Discusses AEOD/E309, “Potential for Water Hammer Damage 
During Restart of RHR Pumps at DWR Nuclear Power Plants '* 
Recammendat ions provided do not extend beyond procedural 
development 8< operator auarenesf 

HELTEMES.C J Director's Office 03/04/22 EISENHUT, D Division 
of Licensing BPEIS, T Dlvlfion of Safety Technology tp 
16320 067 24X Fiche 90-259.03/04/22.8305040730 


— 0309040737 Ffirujardi AEOD/E309i "Potential for Water Hammer During 
Restart of RHR Pumps at flWR Nuclear Power Plants " 

RUBIN, S Reactor Operations Analysis Branch 83/04/21 
SCYFRIT.K V Reactor Operations Analysis Branch Ip 18683 319 
74% Fiche 90-299.83/04/22,0305040730 


— 8309040749 "Potantlal for Water Hammer During Restart of RHR Pumps at 
BWR Nuclear Power Plants," AEOD angineerlng evaluation 
rep t 

RUBIN.B, LAMIK.e Director's Offlca 83/04/30 29pp. 

1 8328 06? 24K Fich #. 90-299, 03/04/22. 0309040730 


0305040911 Application for emend to Licenses DPR-33, DPR-92 OPR-60 
revising stated tsoletlon logic for Group 7 isolation valves 
to rsfleet actual logic. 

MILLB,L M Tennessee Valley Authority 03/04/20 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director 2pp 18322,038 
24X Fiche 90-259,83/04/28.8309040911 


— 0309040517 Proposed changes to Tech Specs revising stated isolation 
logic for Group 7 Isolation valves to reflect actual logic 
e Tennessee Valley Authority 03/04/28 9pp 16322 040 24X 

Fiche 50-299,83/04/80,0309040911 


6305020455 Generic Ltr 03-19 to all power reactor it testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs 8vc list end 

EISENHUTrD 0 Division of Licensing 83/05/08 Consolidated 
Edison Co of Mew York. Inc 90pp 18441 120 24X 

Fiche 90-000,03/09/02.8305020455 


6309090659 Generic Ltr 83-20 to all operating reactor llceneees U 
holders of CPs re integrated scheduling for Implementation 
of plant mods sve list end 

EISENHUT, D 0 Division of Licensing 03/09/09 Consolidated 
Edison Co of New York, tnc 16pp 18627 153 24X 

fiche 50-000,03/09/09,0305090659 


8305180045 Advises that action required by Amends B6, 83 it 97 to 
Licenses DPfl-33, DPR-52 DPR-6B, res p e c 1 1 ve I y 8, Generic 

Ltr 03-07 comp 1 e te. based on util negotiating w/DOE re 
disposal of high level waste 

VAS0ALLO. D B Operating Reactors Branch 2 83/05/09 PARRIS, H 0 

Tennessee Valley Authority 2pp 10506 OlS 24X 
Fiche 90-259.03/03/09,0305180845 


8305130003 Advises that plant-unique analysis for mods per Mark I 
containment program will be submitted In Dec 1903, In 
response Co NRC 830429 request 

MILLS, L M Tennessee Valley Authority 83/05/10 DENTON. H R 
Qffice of Nuclear Reactor Regulation. Director Ip 18437*008 24X 

Fiche 90-25^4 03/03/10. 8303130003 


B305230136 Forwards request for addl info re NUREO-0737. I tern II, K 3 28. 
"Qualification of ADS Accumulators ** Info requested within 
45 days 

VASSALLO, D 0 Operating Reactors Branch 2 83/03/11 PARRIS. H 0. 

Tennessee Valley Authority 3pp 10596 204 24X 

Fiche; 30-239, G3/03/11, B303250I36 
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8309S601Q7 Forwards safeti^ evaluation re B(^R OLuners Croup response to 
NUREO -07371 Item II K 3 4S« "Depressur lat ion W/Qther Than 
AotO^Ttatic Depressurization Sys “ Action complete 

VA8SALLQ. D B Operating Reactors Branch 2 Q3/05/1S PARRIS. H O 

Tennessee Valley Authority 2pp 12^48 O?? 24X 

Flche 30-259.03/09/10.0305260187 


8303230473 Forwards info re status of environ qualification of 
vquipetent per 10CFR50 49<g) Oua 1 i f Icati on status table, 
schedule for qualifying deficient equipment & addl 
JUS t tf Icatlon for continued operation end 

KAMMERrD 8 Tennessee Valley Authority 03/05/20 DENTON, H R 

Office of Nuclear Reactor Regulation. Director 94pp 10585 llO 
24X Pi Che 50-239,03/05/20,8305250473 


9303260372 Requests remittance of balance due for review of 020921 
application to amend Drowns Ferry I Tech Specs re Cycle 5 
MCPR values & 820623 application re physical security plan 
cftanges for Sequoyah 1 & 2 

M1LLGR.<W 0 License Fee Management Branch 03/03/20 PARRIS, H 0 
Tennessee Valley Authority 2pp 18647 204 24X 

Fit h ■ * SO-OOOi 83/03/20, 0305260373 


8303S70021 Notifies that util will submit schedule for performing mods 
to Merit I containment dryue 1 1/uetue 11 vacuum breakers once 
calculations complete it mods ident 1 f i ed, in response to 
Oenei’ie Ltr 03-00 

MILLS, L M Tennessee Valley Authority 83/05/33 DENTON, H R, 

Office of Nuclear Reactor Regulation, Director Ip 18638 313 S4J( 
Flch«: 30-239, 03/03/23, 0305270021 


0303270030 Forwards response to 030316 request to document compliance 
w/fc«eptance criteria schedule for NUREO-0737, Item 
If K 3 13, "Separate HPCI it RCIC Initiation Levels " 

Crltf-ria will bo met 

HILLd,L N Tennessee Valley Authority 03/05/24 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 18638 306 
a4X Flcho 50-259,83/05/24.8303270030 


■9 Inspection reports, IE Bulletins it correspondence 


0305090191 Discusses IE Security Insp Repts 50-239/82-47,90-260/02-47 & 
30-896/82-47 on 821220 & forwards notice of violation «< 
prapflaad Imposition of civil penalty Ends withheld (ref 
lOCFRS 790V 

a'REjULY.J P Region 2, Office of Director 03/01/13 PARRIS. H 0. 
Tenneasse Valley Authority 3pp 18363 1 19 24X 

FlchS 30-259, B3/0l/i3. 0303090191 


0303270171 Advises that full compliance in response te violation noted 
in IE Insp Repts 50-256/82-33. 50-260/82-33 t< 50-296/02-33 
will be delayed until 030301 

MILLS, L N Tennessee Valley Authority 83/01/20 O'REILLY. J P 
Region 2. Office of Director Ip 18638 071 24X 

Flche 30-259,83/01/28,8305270171 


8305270177 Forwards 830111 response to notice of violation tc proposed 
imposition of civil penalty erroneously submitted to JP 
O'Reilly U/o end 

MILLS, L M Tennessee Valley Authority 83/02/10 DEVOUNO, R C 
Dirt^tbr's Office, Office of Inspection and Enforcement Ip 
10637-362 24X FI Che 50-239,83/02/10,3303270177 


0212060385 IE Info Notice 83-14, "Dewatored Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 6vc list 
end. 

TAYLOR, J M Division of Safeguards Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of New York, Inc 

il2pp 18300 319 24X Flche 50-000,83/03/21,0212060385 


0305270314 Forwards IE Insp Repts 50-259/83-06,30-260/83-06 1, 
30-296/03-06 on 830214-19 No noncomp 1 lance noted 
VERRELLl.D M Division of Project i> Resident Programs 03/03/30 
PARRIS, H 0. Tennessee Valley Authority 2pp 10646 10S 24X 

Flcht: 30-239, 03/03/30, 8305270514 


—0305270926 IE Insp Repts 50-359/03-06,90-260/83-06 li 90-296/03-06 on 
930214-19 No noncomp I lance noted Major areas inspected 
witnessing primary containment integrated leak rate test t, 
review of procedure, preparation, performance & results 
WHtITCNERiH L , JAPE, F Region 2, Office of Director 03/03/20 
app. 10646 104 24X Flche 90-259,03/03/30,0309270914 


8309270202 Concurs w/util 030401 reyueet for extension of commitment 
dates for responding to violations noted In IE Insp Repts 
50-299/02“ 16, 50-260/02-16 & 50-296/82-16 until 030901 
LEMIS^R C Division of Project Resident Programs 03/04/07, 
PARRlBiH 0 Tennessee Valley Authority Ip 10637 170 24X 

Flche: 50-259. 03/04/07. 0305270202 


— 8305270206 Advises that neu. full compliance date of 830901 required 
to complete revlsbi of procedures . pr eparation of revs t. 

Issuance of revised Instructions in i esponse to IE Insp 
Repts 30-259/02-16, 90-260/02*- 16 U 50-'296/B2-l 6 

MILLS. L M Tennessee Valley Authority B3/04/01 O'REILLY, J P 
Region 2, Office of Director Ip 18637 171 24X 

Flche 50-259, 83/04/07, 8303270202 


8305270642 Ac Ic receipt of 630316 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-299/83-03, 
50-260/03-03 L 50-296/83-02 

VERREULl'D N Division of Project I' Resident Programs 83/04/07 
PARRIS>H (9 Tennessee Valley Authority tp ia&62 133 24X 

Flche 50-259.83/04/07,6305270642 


—8305270*52 Responds to NRC 030210 ltr re violations noted in IE Insp 
Repts 50-257/83-02.90-260/03-02 8, 90-296/03-02 Corrective 
actions rad 1 ochemical lab manual Procedure 726 lit 2 1 will 
bo revised 

MILLS, L W Tennessee Valley Authority 03/03/16 O'REILLY, J P 
Regton 2> Office of Director 3pp 18662 133 24X 

F i c h B 50-259, 93/04/07, 8305270642 


— 0309270658 Forwards IE Insp Repts 50-257/83-02,50-260/83-02 & 
90-296/83-02 on 630117-18 & notice of violation 

VERRELLI.D M Division of Project & Resident Programs 03/02/10 
PARRIS, H 0 Tennessee Valley Authority 2pp 18662 136 24X 

Flche 50-257,93/04/07.0305270642 


— 0309270661 Notice of violation from insp on B301t7**ie 

s Ragion 2, Office of Director 83/02/10 Ip 18662 138 24X 

Fi c ha 50-S59, 63/04/07, 6309270642 


—0309270666 IE Insp Repts 50-257/83-02,50-260/83-02 6 50-276/83-02 on 
0301 17-10 Noncompliance noted failure to use S-liter sample 
of RHR SVC water In MarlnelU beaker for isotopic analysis 
COLLINS. T R , DARR.K P Region 2. Office of Director 83/02/10 
3pp 10662 139 24X Fiche 50-257, 83/04/07,8305270642 


BG05270653 Acl< receipt of 830401 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 30-299/82-4 4, 
30-260/82-44 50-296/08-44 

VERRELLI.D H Division of Project Resident Programs 83/04/13 
PARRIS. H 0 Tennessee Valley Authority tp 18649 201 24X 

Flche 50-299,83/04/13, 0305270693 


— 0305270660 Responds to NRC 030225 ltr re violations noted in lE Insp 
Repts 50 -359 / 02-44. 90“26O/82-44 6 90-296/82-44 Corrective 
actions Interim criteria for removal of waste oil & 
miscellaneous wastes from regulated areas developed 
MILLS, L M Tennessee Valley Authority 03/04/01 O'REILLY, J P 
Region 2, Office of Director 5pp 10645 202 24X 

Fioha 50-399, 03/04/13, 8305270693 


--8309270664 Forwards IE Insp Repts 50-299/02-44, 50-260/82-44 U 
90-276/82-44 on 021113-19 6 notice of Violation 
O'RElLLYrJ P Region 2. Office of Director 83/02/23 
PARRIS. H Q Tennessee Valley Authority 2pp 18643 207 a4X 
Flche 90-299,83/04/13*8305270653 


—0309270669 Notice of violation from insp on 021119-17 

* Region 2, Office of Director 03/02/23 Spp 10649 209 24X 

Flche 90-2 99 , 03/04/13,0309270693 


—0309270668 IE Ihsp ReptS 90-259/82-4 4,50-260/82-44 6 90-296/82-44 on 
021119-19 Noncompliance noted licensee transferred licensed 
mat! to unauthorized recipients it disposed of matl by 
unapproved means 

DEBS, B T . BARR, K P Region 2, Office of Director 82/12/23 
7pp, 1864 9 211 24X Flche 90-299. 83/04/13. 0305270693 


0303040021 I£ Info Notice 83-21, "Defective Emergency Use Respirator " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Inc I26pp 10439 195 24X Flch* 30-000,83/04/19.8303040021 


8305270266 Forwards IE Insp Repts 50-299/03-13,90-260/83-13 6 50-296/ 
Q3-t3 on 830327-30 No noncomp 1 lance noted Major areas 
inspectsd procedures, representative records & observations 
of dem-onstrated ultrasonic methodology N/o end 

VERRELLIi D N Division of Project 6 Resident Programs 83/04/19 
PARRia, H 0 Tennessee Valley Authority 3pp 10641 326 24X 

Flche 30-299.83/04/17.8309270266 


03O3O4OOZ3 IE Info Notice 83-22, "DWR 6afoty/ReUe# Valve Failures '* 
Sve lilt end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/04/22 Consolidated Edison Co of New 

York. Inc 112pp 18303 009 24X Flche 30-000r 03/04/22, 9303040023 
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Forojardc addl Info r? (n^sonrii u/all per IE Dullttin 80-11, 
In rQipontff to 33012B ! tr □# uali d i splaca^nvnt 

anaLytls ulll be submlttffd B307IS- W/three ov«riit« 
draulns* Aperture- cards are In PDf? 

HltLSiLM Tenneftifie Valiev Authority 83/04/22 DEl^TONtH R 
OfMct of Ifuclcar Reactar Regulation, Director 7pp 18303 001 
24X Flche 50-259,03/04/22.8305030625 


— 03O5O3O&31 Rev 2 to BFN-30-D709, “Detailed Deilgn Criteria for 
R I evaluation Criteria for Masonry Wallt *' 

* rennet see Valley Authority 02/O3/S6 162pp 16303 008 2-4 K 

FUhi 50-299.83/04/22,8305030625 


8305270-510 For ward 1 IE Insp Repts 50-259/03-08. 90-260/83-00 t 
90'*296/e3-0B on 030329-31 Wo tioncorfipl lance noted * 

VERRELLli 0 h Dlvltlon of Project 6 Resident Program 83/04/22 
PARR t Sr M 0 Tennensee Valley Authority Spp 18646 069 SAX. 
riche 50-259. 03/04/22, B30 5 27051 0 


—0305270320 IE ln*p Ripti 30-259/83-08,50-260/03-08 6 50-296/03-08 on 
630320-31 Mo noncomp 1 lane c noted Major areas inspected ragt 
1 ( adminl strat 1 ve contra Is* t tatus reviet,) of radiological 
envlrfln monitoring prograra U Insp of monitoring stations 
CUWNiNCKAM.A L , MOWTOOMERY, 0 M Region 2, Office of Director 
03/04/30 5pp 16646 067 24K Flche 50-259,03/04/22,8309270910 


0303040025 IE Info Notice 03-23. ''Inoperable Containment Atmosphere 
Sensing Sys Sve list enicl 

VDRDANi E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103} 83/04/25 Consolidated Edison Co of New 

YOTl, Inc li9pp 10361 891 24X Plche 50-000,83/04/25,8303040025 


0303040026 IE Jrtfo Notice 83-24. "Loose Parts In Secondary Side of 
Steam Oenerators at PWRs " Bve list end 

JORDAMtE L Dlylslon of Emergency Preparedness it Engineering 
Response IPnit 03O1O3>, 63/04/20 Consolidated Ediian Co of New 

Yorl* Inc ll9pp 18302 047 SAX Fiche 50-000.63/04/28,8303040026 


B303040027 IB Info Notice 03-25, "Standby Oas Treatment 8 ys Heater High 
Temp Trip Setpoint Adjustment Sve list end 
v/'OROAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103} 83/04/20 Consolidated Edison Co of Neu 

York, Inc lj 8 pp 10302 165 24X Flche 50-000,03/04/28.8303040027 


6303040028 IE Info Notice 83-26, "Failure of Safety/RoUef Valve 
Discharge Line Vacuum Sreakers " 8 vc list end 
JOROANrE L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 83/09/03 Consolidated Edlsen Co of Neu 

York, Inc 122pp 10441 170 24X Flche 50-000.83/05/03.0303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment *' Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 03/05/04 Consolidated Edison Co o-f New 

york. Inc liapp. 18302 202 24X Fiche 50-000,63/09/04,8303040030 


0303040031 IE Info Notice 63-28. "Criteria for Protective Action 
Reeooimindatlons for Oeneril Emergencies " 8 vc list encl 
JORDAN. E L Division of Emergency Preparedness 4' Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of Neu 

York. Inc 119pp 10441 OOl 24X Flche 50-000,03/05/04.0303040031 


6303040033 IE Info Notlcs 03-29. "Fuel Binding Caused by Fuel Rack 
Deformation *-* Svc list end 

JDRDANpE U Dlvliion of Emergency Preparedness 6 Engineering 
Reiponsc (Poet 830103). 03/05/06 Consolidated Edieon Co. of New 

York. Inc 115pp 18323 248 24X Flche 90-000* e3/05/06i 8303040033 


8305270345 Aci receipt of 830421 Itr informing NRC of steps taken to 
correct violations notatf In IE Insp Repts 90-259/83-05. 
50-260/83-09 6 50-296/03-09. 

LENIS. R C Division of Projact & Resident Programs 63/05/09 
PARRie.H, D Tennessee Valivy Authority Ip 16642 079 24X 

F 1 c h ■ ‘ 50-259 , 83/05 / 09, 8303270345 


--8305270355 Responds to NRC 830316 Itr rs violations noted in IE Insp 
Repts 5O-B59/03-C9i 90-860/03-05 6 90-296/03-05 Corrective 
ae t ions' condui t mounting supports connected to conduits 6 
supported per General Const Bpec 0-3. 

MILLS, L M Tennessee ValUy Authority 03/04/21 <J "REILLY, J P 
Region 2, Office of Director 4pp 10642 OSD 24X 
Flche 50-259, 03/05/09, 0305270345 


—8303870362 Forwards lE Insp Repts 50-259/03-05.50-260/83-05 It 
50-296/03-05 on 830126-0225 |c notice of violation 
LEWIS* R C Oiviflon of Project 6 Rasldent Programs 03/03/16. 
PARRIS, H.O Tsnneieae Valley Authority. 2pp 10642,084. 24X 

Flche* 50-299* 63/03/09, 8305270349 


—0305270368 Notice of violation from insp on 030126-0229 

a Region 2, Office of Director 03/03/16 2pp 10642 086, 24X 

Flche 90-259,83/09/09,0305270345 


—8305270381 lE Insp Repts 90-259/03-05,50-260/83-05 |< 50-296/83-05 on 
830126-0223 Noncoripl 1 anc e noted violation of 10CFR50, App B, 
Criterion V in malnt area 6 violation of Tech Spec re 
Surveillance Insp 2 

PAULK, 0 L Region 2* Office of Director CANTRELL, F 9 Division 
of Project it Resident Programs 83/03/14 8 pp 16642 0GB 24X 
F1 Che 50-259, 03/09/09. 8305270349 


0303040034 1£ Info Notice 03-30, "Misapp 1 Ication of Oanerlc Emergency 
Operating Procedures <EOP) Ouidellnes '■ Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of Kau 

York, Inc it4pp 18524 003 24X Fithe 50-000,83/09/11,8303040034 


D303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program * 
8 vc list e nc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) S3/05/19 Consolidated Edison Co of New 

York, rnc il4pp. 10697 009 24X Flcha 90-000,83/05/19,8303040040 


6303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaminated Qi I " Sve list end 

JORDAN.E L. Division of Emergency Praparednets 8 , Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co. cf K*w 

York, Inc 114pp 18647 007 24X Fiche 90-000.03/05/26,8303040046. 


0 Reportable occurrences. LERs 4< related correspondence 


8305230973 Forwards engineering evaluation ropt. "Crack* Leak* In 
Small Diameter Piping " 

BROWN, E J Reactor dperations Analysis Branch 03/04/19 
8GYFR1T,K V Reactor Operations Analysis Branch Ip 16941 342 
24X Fiche 50-000.83/04/19,8305230573 


— 8309230619 "Cracks Leaks in Small Diamster Piping," engineering 
•valuation rept Small pipe leaks associated w/unanticlpated 
vibration problems require addl supports or rerouting of 
piping 

BROWN, E J Reactor Operations Analysis Branch 83/04/19 9pp 
IB94 1 34 3 24X Flche 50-000,83/04/19,8305230973 


0309030501 Telecopy «0 90-259/03021 on 830424,130 fuel bundles unloaded 
from core Ic placed In high density fuel storage rack In 
spent fuel atarege pool not tested for boron concentretlon 
Caused by inadequate procedures 

COFFEY, J A Tennessee Valley Authority 03/04/25 Region 2. 
Office of Director 2pp 18294 168 24X Flche 50-299. 83/04/25* 

6305030501. 


B305090266 Forwards LER 83-020/OlT-O 

GREEN. H J Tennessee Valley Authority 83/04/29 O^REILLY, JP 
Region 2, Office of Director Ip 16338 044 24X 

Flche 50-259*83/04/29,8305090266 


—0305050272 LER 83-020/OlT-O on 630410, line A, B, C 8 < D NSlVt exceeded 
allowable leakage rates Caused by deter loratlon of MBIV 
seating surfaces during operation Valves will be repaired 
prior to etartup 6 MSIV Improvement program implemented 
HOLDER* E T Tannessee Valley Authority 03/04/29 Region 2i 
Office of Director 2pp. 10338 045 24X Flche 90-299,63/04/29* 

0305090266 


0309100061 Forwards updated LER 82-030/03X-1 

CREEN. H J Tennessee Valley Authority 03/09/03 O'REILLY, JF^ 
Region ?, Office of Director Ip 18377 262 24X 

Flche: 50-299, 83/09/03, 8309100001 


—0305100083 Updated LER 62-030/03X-1 on 020506, during normal operation* 
OE error noted in transient analysis for Cycle 5 Caused by 
procedural error Min critical power ratio Increased by 0.02 
(1 6 %). Data constants will be changed 

LOCHBAUM. D A Tennessee Valley Authority. 83/09/03 Region 2, 
Office of Director 3pp 18377 263 24X Fiche 50-259. 83/05/03, 

0309100061, 


6309100012 Forwards updated LER 0O-O49/O3X-t 

OREEN.H J. Tennessee Valley Authority 83/09/04, O^REILLY.JP 
Region 2* Office of Director Ip 10377.154 24X 

Flcha. 50-299*63/05/04, 8305100012 


—8305100014 Updated LER eo-04?/03X-l on 600620, Increase In presturs 
detected on shell side of RHR 1-C HX Caused by loose locking 
L full nuts on floating head due to thermal cycling & 
vibration Locking tabs installed on nuts 

HOLDER, E.r, Tennessee Valley Authority 03/09/09 Region 2r 
Office of Director. 2pp 10377 199 24X Flche* 90-299* 83/09/04* 

8309 I 000 I 2 



DOCKETED ITEMS 


65 


@309110355 Foruardi LER 03-01 9/oaL-O 

CREENj K J Tenn«i>9» Valley /Authority 03/OS/O6 O'RElLLVi J P 
Ri-gloit 2i Office of Director Ip 10406 079 34X 

FI Che 30-299i 83/03/06, 0305110335 


—03091103^7 LER aS-OW/OSU-O on 8304 lOi smoke detector X8-39-66S(H 
alarmed due to leakage of uater into detector Source of 
uiater not determined Detector replaced & ulll be relocated 
to avoid leakage 

MURPHVr D Tanneesee Valley Authority 83/05/06 Region S, 
Office of Director Spp 18406 080 24X Flche 50-259. 03/03 /06» 

8309110355 


8305130085 Forwards LER aO-OOl/OlT-O 

OREEMi H J Tennessee Valley Authority 03/05/06 O'REILLV. J P 
Region Hi Office of Director Ip 18436 016 24X 

F 1 c fi • 30-259. 03/05/06. 8305 1 3000 5 


— 0309130091 LER 83-021/01T-0 on B304S4. J30 fuel bundles unloaded from 
core into high-denstty spent fuel storage rack (HDSF0R) did 
not have required post-instal lation boron test Caused 
by personnel failure to verify HD8F0R acceptab 1 1 Ity 
HHireON, 0 R Tennessee Valley Authority 03/05/06 Region 2. 
Office of Director 3pp 10436 017 24X Flche 50-259.03/05/06. 

0309130005 


0309200388 PNO'’n**03-O39’ two Intergranular stress corrosion cracks 
found on recirculation line end cap weld Cracks found during 
ultrasonic Inep par !E Dulletin 83-02 Further weld Insps 
planned 

BLAKEiJ. J. I fiUTGHER.R C Region 2, Office of Director 83/05/16 
ip 18514-247 24X Flche 50-259.03/05/16.8305200500 


8309290402 Telecopy RO 50-259/83024 on 830517. des ign review of 
iaargancy diesel generator room ventilation sys capabilities 
revealad design temp limits of some electrical components 
leay be eiceeded Caused by error In heat dissipation data 
COPFEV* J A. Ttnnisese Valley Authority 83/05/10 Region 2. 
Offica of Director 2pp 18505 333 24X Flche 50-259.83/05/18. 

8305290402 


X. Onsite Storage of Low Level Waste 


8305030679 Requests remittance of addl sum to complete payment of 
800731 Ik 1134 amend applications to permit storage of low 
level rad waste 

killer. W 0. License Tee Hanagement Oranch 03/04/22 HILLS. L M, 
Tennessee Valley Authority 2pp. 10309 193 24X 

Flche 90-000. 03/04/22. 8305030679 


DOCKET 80-260 BROWNS FERRY NUCLEAR POWER STATION. UNIT 2 


F Bfcurlty. medical, emergency Ik fire protection plans 


6309090191 Discusses IE Security Insp Repts 90-259/82-47, 90-260/82-47 <c 
90-296/62-47 on 821220 6 forwards notice of violation 
proposed imposition of civil penalty Ends withheld iref 
1(K:FR2. 790). 

O'REILLY. J.P Region 2. Office of Director 83/01/13 PARRIS.H. 0 
Tenneiset Valley Authority. 3pp 18363 119 24X 

F i e h • - 90 -259i 83/01 / 1 3. 8305090 1 9 1 


8309040626 Releases public version of revised emergency plan 
Implimenting procedures 

FELTON. J M. Division of Rules and Records. 83/04/26 Document 
Hatiagement Branch. ip 10329 006 24X Flche 50-299.83/04/26. 

8309040620 


—0309040633 Forwards public vepsiPn of revised emergency plan 
implementing procedures. Including Procedure lP-2 re 
notification of unusual event. IP-3 re alert 6 IP-4 re site 
area emergency. 

KAHMERrD.8. Tennessee Valley Authority 83/03/21. DENTON. K R 
Office of Nuclear Reactor Regulation. Director Ip. 18329 007 
84X Ft chf 90-299. 03/04/26. 0305040620 


— 8309040699 Public version of revised emergency plan implementing 
procedure. Inc luding Procedure IP-2 re notification of 
unusual event. IP-3 re alert 4< IP-4 re site area emergency, 
e Tennessee Valley Authority 83/03/03. 84pp. 18329 008, 24X 

FI Che, 90-299. 83/04/26. 8309040628, 


8309100234 Requeste that Figures 0 9-4B L 8, 9-13B be removed from 
updated F8AR L destroyed L replaced w/encl pages since 
figures contain info classified as safeguards info per 
t0CFR73. 

HILLS. L H Tennessee Valley Authority. 83/09/04 DENTON. K R. 
Office of Nuclear Reactor Regulation. Director. 3pp 10373 266 
24X F i e h e . 90-259. 83/0 9/04. 0309 1 00234 


8305110034 Ooneric Lir 83-21 to all licensees of operating reactors* 
applicants for DLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT.DO Division Of Licensing 03/05/11 Consol i dated 
Edison Co nf New York* Inc I6pp 10540 095 24X 

Ficha 90-000*03/03/11.8309110034 


0309260177 Informs of NRC determination that onsite 6 offsite 
cmargency preparedness adequate ** emergericy plans upgraded 
per NUREO-0737, Item III A 2 1 

VASSALLOjD 0 Operating Reactors Sranch 2 03/05/18 FARRI9, H 0 

Tennessee Valley Authority 3pp 18648 107 24X 

rich a 30-259.03/05/18*8305260177 


J Insurance & indemnity InfoTmation 


B303160005 Forwards Endorsements 63 8. 54 to NELIA Policy NF-19B 6 MAELU 
Policy 11F-66* raspec t i vel y 

DUCK. VR Marsh & McLennan, inc 83/09/03 eALTZMAN. J Assistant 
Director for State i( Licensee Relations 3pp 16496 099 24X 

Flche 50-259*63/03/03,8305160005 


P Operating license stage documents 8. c arr espandence 


8303300387 Forvards Amend 85 to License DPR-92, safety ovaluatlan 6 
notice of issuance 6 availability Amend ravlses Tech Bpeci 
to incorporate limiting conditions for operation during 
Cycle 9 & reflects procedural mods 

CLARK. R J Operating Reactors Branch 2 83/03/U PARR 18* H 0 

Tennessee Valley Authority 2pp 17753 211 24X 

Flche 50-260.83/03/11.8303300387 


— 8303300396 Amend 89 to License DPR-52* revising Tech Specs to 
incorporate limiting conditions for operation during Cycle 5 
6 reflecting des Ign* equipment if procedural mods made during 
refueling outage 

VA8SALL0*D B Operating Reactors Branch 2 83/03/11 77pp 

17753 213 24X Flche 50-260. 83/03/U. 830330033 7 


— B30330040I Bafety evaluation supporting Amend 09 to License DPR-92 
e Offica of Nuclear Reactor Regulation* Director 03/03/11 
t2pp 177a3'890 24X Fiche 90-260.83/03/11,8303300387 


--8303300408 Notice of issuance L availability of Amend 69 to License 
DPR-92 

VA88ALL0.D B Operating Reactors Branch 2 83/03/11 2pp 

17793*302 24 X FI C h e; 90-260, 83/03/ 1 1, 8303300387 


8309040911 Application for amend to Licenses DPR-33r DPR-92 U DPR-6S 
revising stated isolation logic for Oroup 7 isolation valves 
to reflect actual Logic 

MILLS, L M Teisnassee Valley Authority 83/04/28 DENTON* H R 
Office Df Nuclaar Reactor Regulation, Director 2pp 18322 030 
24X Flche 90-299# 83/04/20. 83080409 U 


— 6305040917 Proposed changes to Tech Specs revising stated leolation 
logic for Oroup 7 isolation valves to reflect actual logic 
« Tennessee Valley Authority 83 / 04/20 9pp. 18322* 040. 24X 

Flche* 90-299, 83/04/28, 0305040511 


0309020499 Oenarlc Ltr 83-19 to all power reactor Sc testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLt Sve list ertcl. 

EISENNUT.P 0 Division of Licensing 83/09/02 Consolidated 
Edison Co. of New York# Inc. 90pp 18441 < 120, 24X 

Flche 90-000, 83/09/02, 8309020499 


6309090699 Oeneric Ltr 83-20 to all operating reactor lictnsees b 
holders of CPs re Integrated scheduling for implementation 
of plant mods sve Hit e nc 1 

EI6ENHUT*1>0 Division of Licensing. 83/09/09 Consolidated 
Edison Co of Naw York* Inc 16pp 18627 193 24X 

Flche: 90-000* 83/09/09, 8305090697 


8309160771 Requests permission for M Tolar, Core Performance Branch* to 
visit site on 03O9S2 to discuss 821023-1101 test on fuel 
bundles Fuel failures caused by crud-induced lacallied 
corrosion 

VASHALLO. D, B Operating Reactors Branch 2 03/05/09 PARRIB.H 0 

Tennessee Vallay Authority 2pp 18906 057 24X 

Fiehs 90-260* 83/09/09. 8309100771 


8309180-849 Advises that action required by Amends 86.03 & 97 to 
Licenses DPR-aa* DPfl:-92 L DPR-68* rssp ec 1 1 ve I y 6 Oenerlc 
Ltr 03-07 camplste, besed on util nagoti-atlng w/DOE re 
disposal of high level ^aste 

VA88ALL0.D 0 Operating Reactors Branch 2. 03/09/09 PARRiBrH Q 

Tinnsstet Valley Authority. 2pp 18906:018 24X 

FI Che 90-299, 83/09/09* 8309180849 
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e:3Q9l30003 Advlsei that plan k-uniqu* analysis fo-T" rnodi per Mar It I 
cantainmerit prograin utill be tubtitlfcted in Dec 1963, in 
raiponse to IMRC 030429 request 

KILLS* L rt Tatinessee Valley Aut^tonfcq B3/05/’*0 DENTPN. H R 
Office of Muclear Reactor Reg'Ulatlani Director Ip 1G437 DOS I2:4X 
rich* ao -259, 83/ 03/ lOi 8305130003 


6305230136 Forwards request for add I Info re NUREO-0737, Item II K 3 28, 
"Qual I f ication of ADS Accumulators " Info requested within 
49 [|ai|s 

VASSALL6- D Q Operatlnj Reactors Oranch 2 eiros/li FARRIS, H 0 
Tennessee Valley Authority 3pp 18596 204 24X 

Fiehe 50-259.63/03/11.9305230136 


8305250473 Forwards Info re status of environ qua 1 1 f lea tion of 
equipment per I0CFR3O 47(91 Dual { f 1 cation statue table, 
schedule for qualifying deficient equipment & add! 
justification for continued operation end 

KAfiMER, D 3 Tennessee Valley Authority 63/05/20 DEN7aif,H R 
Office of Nuclear Reactor Regulation, Director 94pp 16985 110 
24X FlChe 50-259, 63/05/20, 830S290473 


8305270031 Notifies that util will submit schedule far perfornting mods 
to Mark I containment drywell/we twel 1 vacuum breakers once 
calculations eenapiete & mods Identif i ed, in response to 
Oenertc Ltr 63-00 

KILLS, L K Tennessee Valley Authority 83/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 18636 313 24X 

Flche 50-299, 63/05/23, 830927002 1 


6303270030 Forwards response to 630316 request to cfocument compliance 
u/accep tance criteria & schedule for NVREO-0737, Item 
n K 3 13, "Separate HPCI 6 RCIC Initiation Levels " 

Criteria will be met 

MILLS, L N Tennessee Valley Authority 83/05/24 DENT PM, M R 
Office of Nuclear Reactor Regulation, Director 2pp 16636 306 
24)( Flche 50-2 5<7, 83/09/24,8305270030 


0 Inspection reports, lE bulletins >ic correspondence 


3305090191 Discusses JE Security Insp Repts 30-299/62-47,50-360/83-47 It 
30-396/02-47 on B21220 4: forwards notice of violation i 
proposed imposition of civil penalty Ends withheld iref 
I0CFR2 790J 

O'RBILLV, JP Region 2, Office of Director 63/01/13 PARRIS.MO 
Tennessee Valley Authority 3pp 18363 119 24X 

Flche 50-259,83/01/13,6303070191 


8305270171 Advisee that full compliance in response to violation noted 
in IE rnsp ReptS 50-256/63-33,50-260/32-33 U 30-296/62-33 
wilt be delayed until 630301 

NILLS.L M Tennessee Valley Authority 63/01/26 Q'REILLVrJ P 
Region 2, Office of Director Ip 1S626 071 24X 

Flche 50-259,83/01/20,8305270171 


8305370177 Forwards 630111 response to notice of violation & proposed 
Ijnposition of civil penalty erroneously eutmitted to JP 
Q'Relllg U/o encl 

WILLS, L n Tennessee Valley Authority 83/02/10 DEYOUMQ^R C 
Director's Office, Office of Inspection and Enf orcement- Ip 

16637 362 24X Flche 50-259,83/02/10,6305370177 


0212060365 TE Info Notice 83-14, "Dewatered Spent Ion Esebange Resin 
Euseeptlb i 1 i ty to Exothermic Chemical Reactfon ” 8vc list 
enc I 

TAYLORrJ M Division of Safeguard* Inspection Programs CPost 
8301031 63/03/21 Consolidated Edison Co of Mew york, Inc 

112pp. 16303 319 24X Fiche 90-000,83/03/21.6212060385 


03052705 1 A Forwards IE Imp Repts 50-259/03-06.50-260/83-06 8c 
50-296/83-06 on 630314-17 Mo noncomp 1 lance ndted 

VERRELLI,D If Division of Project L Resident Programs 83/03/30 
PARR18, N O Tennessee Valley Authority 2pp 18646 182 24X 

Flche 50-299, 03/03/30, 830527051 4 


—8305270926 IE Insp Repts 30-259/93-06. 30-260/83-06 L 30-296/03-06 on 
03O214’-19- No none offlp I lance ndted Major areas inspected 
witnessing primary containment Integrated teak rate test -L 
review of procedure, preparation, performance L results 
WNITENER, H L , JAPE, F Region 2, Office of Director 83/03/28 
0pp 18646,104 24X Flche 50-239,83/03/30,8305270314 


8305270202 Concurs u/util 630401 request for extension of commitment 
dates for responding to violations noted In IE tnsp Repts 
50-259/82-16. 50-260/82-16 fic 50-296/32-16 until 830901 
LEll[8rR. C. Division af Project & Resident Programs 83/04/07 
FARRI6,W O Tennessee Valley Authority tp, 16637 170 S4X 
Flche 50 -2 59, 03/04/07,8309270202 


--8305270206 Advises that new full compliance date of 030901 required 
to complete review of proc edures, preparation of revs 8« 
issuance of revised instructions in response to IE tnsp 
Repts 30-939/82-16,50-260/^2-16 Sc 50-296/02“ 16 

MILLS, L M Tennessee Valley Authority 03/04/(51 O'REILLY, JF 

Region S, Office of Director Ip 10637 171 24X 

Ficho 50-299.03/04/07,8309270202 


8305270642 AeJe receipt of 830316 ltr informing MRC of stops taken to 
correct violations noted in IE Insp Repts 90-259/03-02, 
50-260/83-02 & 30-296/83-02 

VERRELLI.D M Division of Project L Resident Program* 83/04/07 
FARRIS, H 0 Tennessee Valley Authority Ip 10662 132 24X 

F1 c he 50-259, 83/04/07, 8309270642 


—0305270652 Responds to MRC 830210 ltr re violations noted in IE Insp 
Repts 30-259/83-02.90-260/03-02 & 50-296/83-02 Corrective 
actions radiochemical lab manual Procedure 7S0 III 2 1 will 
be revised 

HILUS.L M Tennessee Valley Authority 03/03/16 Q'PEILLY, JP 
Region 2, Office of Director 3pp 18662 133 24X 

Flche 90-259,83/04/07,0305270642 


— 0305270698 Forwards lE Insp Repts 50-259/B3-02i 90-260/03-02 «< 
50-296/83-02 on 030117-10 notice of violation 

VERRELLIjD M Division of Project 8. Resident Programs 63/02/10 
PARRIS, H O Tennessee Valley Authority 2pp 10662 136 24X 

Fiche 50-259, 03/04/07, B305270642 


— 0305270661 Notice of violation from insp on 830117-10 

♦ Region 2, Office of Director 83/02/10 ip 10662 138 24X 

Flche 50-259,83/04/07,8305270642 


—8305970666 IE ln*p Repts 50-259/83-02,50-260/03-02 & 50-296/03-02 PR 
630117-18 Noncompliance noted failure to use 3-liter sample 
of RHR SVC water In Marlnelli beaker for isotopic analysis 
COLLINS, T R , BARR, K P Region 2, Office of Director 83/02/10 
3pp 18662 139 24X Flche. 90-259, 03/04/07, 8305270642 


6305270653 Act receipt of 030401 ltr informing MRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/82-44, 
50-260/82-44 U 50-296/82-44 

VERRELLIiD M Division of Project L Resident Programs 03/04/13 
PARRIS, H 0 Tennessee Valley Authority Ip 19645 201 24X 

Fiche 50-259, 03/04/13, 8305270693 


— 8309270660 Responds to NRC 030325 ltr re violation* noted in 2E Imp 
Repts 50-259/02-44,50-260/02-44 L 50-296/02-44, Corrective 
actions interim criteria for removal of waste oil & 
mil c el laneaus wastes from regulated areas developed 
KILLBiL K Tennessee Valley Authority 03/04/01 O'REILLY# JP 

Region 2, Office of Director 9pp 18645 202 24X 

Flche 50-259,03/04/13,8305270653 


—8305270664 Forwards IE ln*p Repts 30-259/02-44,50-260/82-44 It 
30-296/82-44 on 821115-19 & notice of violation 
O'REILLY, J P. Region 2. Office Of Director 03/02/25. 

PARRIS, H O Tennessee Valley Authority 2pp 10645 207 24X 

Fiche 50-259,83/04/1310305270653 


—8305270665 Hofeice of violation from insp on 82U 15-19 

f Region 2, Office of Director 03/02/35 2pp 10645 209 24X 

Fiche 50-259,83/04/13,0305270653 


— 8305270660 |E Insp Rept* 90-259/82-44,30-260/02-44 «< 90-296/82-44 on 
021115-19 Noncompliance noted licensee transferred licensed 
matl to unauthorixtfd recipients 6 disposed of matl by 
unapproved means 

DEE8, 0. r . BARRiK P Region 2, Office of Director 02/12/23 
7pp 18645 211 24X Fiche 50-239,83/04/13,8303270653 


9303040021 IE Info Notice 83-21, ’"Defective Emergency Use Respirator ** 
a VC lift encl 

JORDAN.E L- Division of Emergency Preparedness 8< Engineering 
Response <Post 8301031 03/04/15 Consolidated Edison Co qf New 

York, Inc 126pp. 18435 155 24X Flche 50-000,03/04/15,0303040021 


0305270266 Forward* IE Insp Rept* 50-259/83-13,50-260/03-13 k 50-296/ 
83—13 on 830329—30 No noncompliance noted Major areas 
Inspectad procedures, repre s entatlve records St observations 
of demonstrated ultrasonic methodology U/o end 

VERRELLI,D M Division of Project S, Resident Programs 83/04/19 
PARPra.H <3 Tennessee Valley Authority 3pp 10641 326. 24X 

Flche 50-259, 83/04/1 9, 8305270266, 


6303040023 IE Info Notice 83-22, "BUR Sa f e ty/Re 1 i e f Valve Failure* '' 
8vc list enct 

JORDAN, E L, Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of New 

York, Inc 112pp 10303 089 24X Flcha 50-000,03/04/22,0303040023 
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&30U030625 Forwjrdi addl Info re mesonry uaU per IE Bulletin 80-11/ 
In ra<pone« to NRC 83012B Itr llevultf u^all displacement 
artelv*^'* ulll be submlttecf bij 830719 iv/three ovcrsiie 
draulriss Aperture cards are in POR 

MH-Lflj L. M Tenneesee Valley Authority 83/04/22 DENTOM, H R 
Of#lc# oP Nuclear Reactor Regulatloni Director 7pp 18303 001 
24X Fiche 90-299, 03/04/22/ 8309030629 


— 8303030631 Rev 2 to DFN-90-D709, "Detailed Design Criteria for 
Reavaluatlon Criteria far Masonry Ualls " 

» rann»**eB Valley Authority 82/03/26 162pp 10303 008 24X 

Flchi 50-299183/04/22.8309030629 


0309270910 Forwards IE Irtsp ReptS 90-239/83-08.30-260/83-00 4c 
90-S96/83-08 on 030329-31 No noncomp 1 1 anc e noted 

VEftREti-l*0 M Dlvlsioni of Project & Resident Programa 83/04/22 
PARRIS. H 0 Tennessee Valley Authority 2pp 18646 063 24X 

Fiche 30-239.83/04/22,0303270910 


—0303270523 IE Imp Repts 30-299/03-00, 90-260/83-08 «. 9O-S96/03-O8 on 
830328-31 No noncompliance noted Major areas Inspected mgt 
ti administrative control s. status review of radiological 
environ monitoring program & insp of monitoring etations 
CUNNINOHAM. A. L . MONTGOMERY. D M Region 2, Office of Director 
83/04/20. Spp 18646 067 24X Fiche 90-299.83/04/22.0303270310 


0303040023 IE Info Notice 83-23, “Inoperable Containment Atmosphere 
aensinp 8g«. ” Bvc list end 

JORDANfE L Division of Emargancy Preparedness Engineering 
Retponee IPost 830103} 83/04/29 Consolidated Edison Co of New 

York. Inc 119pp 10381 29 1 24X Flcho 90-000.83/04/25.8303040023 


0303040026 IE Info Notice 83-24. “Loose Parts in Secondary Side of 
8tean Oeneretors at PNRs *' Bvc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Past 830103) 83/04/28 Consolidated Edison Co. of New 

York. Inc li3pp 18302 047 24X Fi the. 90-000. 83/04/20, 8303040026 


8303040027 IE Info Notice 83-23. “Standby Gas Treatment 8ys Heater High 
Tamp Trip Setpoint Adjustment •* 9vc list end 
%/OR D AN. E L Division of Emergency Preparedness Engineering 

Response iPost 030103) 63/04/20 Consolidated Edison Co of New 

Yorki Inc. 110PP 18302 169 24X Fiche 90-000.03/04/20.0303040027 


0303040020 IE Info Notice 83-26. '‘Failure of Safety/Relief Valve 
Discharge Line Vacuum Dreakers " Svc list end, 

JORDAN. E L Division of Emergency Preparedness t( Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co of New 

Y-orkf inc. I22pp 10441 170 24X Fiche 90-000.03/09/03.8303040028 


0303040030 IE Info Notice 83-27. “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
ERulpment “ Bvc list end 

JORDAN* E L Division of Emergency Preparedness tf Engineering 
Response (Past 830103) 83/03/04 Consolidated Edison Ce of Neu 

York. Inc 112pp 18382 282 24X FUhe 90-000.83/09/04.8303040030 


0303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Racommendat ions for General Emergencies " Svc list end. 

JORDANiE L Division of Emergency Preparedness Engineering 
Responea <P«et 830103), 63/09/04 Consolidated Edison Co of New 

York, inc il9pp 10441‘OO1 24X Fiche 90-000,63/09/04,6303040031 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation.'* avc list end, 

JORDAN. E. L Division of Emergency Preparedness ^ Engineering 
Rtiponee {Post 830103) 83/03/06, Consolidated Edison Co of New 

York, Inc. iispp 10323,248 24X Fiche 30-000. 03/05/06. 8303040033, 


6305270348 Acb receipt of 830421 Itr Informing NRC of steps taken ta 
correct violations noted in IE Insp Rep t« 30-299/83-03. 
30-260/03-Ofl U 90-296/83-03 

LEHlSiR C, Division of Project Resident Programs. 83/03/09 
PARRIS, H O Tennessee Vail ay Authority. Ip. 10642 079 24X 

Fiche. 30-239* 03/05/09.8309270343 


—6309270393 Responds to NRC 030316 Itr re violations noted In IE Insp 
Repts 90-239/03-03,90-260/83-09 8c 30-296/03-09 Corrective 
act ions: conduit mounting supports connected to conduits If 
supported per General Conat Bpec G-3 

MIULe. LN Tennessee Valley Authority, 83/04/21 O'REILLY, J P 
•Regicn 2. Office of Director 4pp 10642 060 24X 

Fiche: 30-239. 83/03/09, 0303270343 


—6309270362 Forwards IE Insp Repts 90-299/63-03.90-260/83-09 8< 
90-296/03-03 on 630126-0223 It notice of violettan 
LENlEiR C Division of Project it Resident Programs. 03/03/16 
PARRIS. H>G Tennsstet Valley Authority 2pp, 10642< 004 24X 

Fiche; 30-239, 03/09/09,0303270349. 


— 0309270368 Notice of violation from msp on B30126-D229 

* Region 2, Office of Director 03/03/16 2pp 10642 086 24X 

Fiche 30-239,83/09/09, 0303270349 


—8305270381 IE Insp Repts 30-239/83-05,90-260/83-05 t> SO-296/83-05 <Jti 
830126-0225 Noncoenp I lane e noted violation of 10CFR90«App 6, 
Criterion V in malnfe area 8. violation of Tech Spec re 
Surveillance Insp 2 

PAULK. OL Region 2. Office of Director CANTRELL, F 8 Division 
of Project it Resident Programs 83/03/14 Bpp 18642 080 24X 

Ft Che 30-299.83/03/09.8305270343 


8303040034 IE Info Notice 63-30. "Mi sapp 1 irat ion of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JDRDANfE U Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of New 

York. Inc H4pp 18924 003 24X Fiche 50>000. 83/05/ 1 1 . 0303040034 


8303040040 IE Info Notice 83-31* "Error in APLPIPE Computer Program '* 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/03/19 Consolidated Edison Co of New 

York* Inc 1 14pp 18697 009 24X Fiche 90-000*03/05/19.8303040040 


8303040046 lE Info Notice 83-33. ''Nonrepresenta t i ve Sampling uf 
Contaminated Oil " Svc list end 

JORDAN. E L Division of Emergency Preparedness % Engineering 
Response (Post 830JO3) SD/OS/SA ConfOlldated Edison Co of New 
York. Inc ll4pp 18647007 24X Fiche 50-000.83/03/26,8303040046 


a Reportable occurrences* LERs L related correspondence 


0305030238 Forwards LER 83-014/03L-0 

GREEN* M J Tennessee Valley Authority 03/04/28 O'REILLY. JP 
Region 2. Office of Director 2pp 18337 299 24X 

Fiche; 50-260. 03/04/29. 8305090230 


— 8309090243 LER B3-014/O3L-0 on 830330 air operator on main Steam relief 
valve PCV-1-180 found assembled incorrectly Caused by 
failure to foltow reassenibly procedures Valve repaired h 
Insp procedure clarified 

HOLDER. E T Tennessee Valley Authority 03/04/20 Region 2* 
Office of Director 2pp 18337 300 24X Fiche 50-260. 83/04/28. 

8305030236 


0303100031 Fpruards LER D3-019/03L-0 

GREEN, H J Tennessee Valley Authority 83/09/04 O'REILLY* J P 
Region 2, Office of Director ip 18377 144 24X 

Fiche 30 -260* 83/03/04* 8305 1 0003 1 


—8309100036 LER 83-013/03L-0 an 830406, dry wel I pressure switch 
2-P8-64-37A found operating above Tech Spec limit Ceused by 
setpoint drift Static O-rlng switch. Model 12N-AA4. recal 1 br. 
tested it returned to svc 

BABSiO N Tennessee Valley Authority 03/03/04 Region 2, 
Office of Director 3pp 18377 143 24K Fiche 30-260*83/09/04* 

8303100031 


8305100265 Forwards LER 03-O16/O3L-O 

OBEEN.H J Tennesst-e Valley Authority 03/03/04 O'REILLY. J P 
Region 2. Office of Director ip 10371 243 24X 

Fiche. 30-260, 83/05/04. B309I0D2BS 


—8303100292 LER 83-0 I 6/03 L-0. on 830406, dry we 11 pressure switches 
2-P5-64-3BD, SVr 1 ic 2 found to operate at setting exceeding 
Tech Spec Limit Caused by setpoint drift Static O-rlng 
switch 12N-AA4 recallbr 

0A88,G U Tennessee Valtey Authority 03/09/04 Region 2* 
Office of Director 3pp 10371 244 24X Fiche 90-260.03/03/04. 

0303100283 


6309130131 Forwards LER 03-01 7/03L-O 

GREEN. H J Tennessee Valley Authority 83/03/03 O'REILLV.J P 
Region 2. Office of Director Ip 16437 202 24X 

Fiche 30-260,93/03/09.6309130131 


—8303130141 LER 03-O17/O3L-O on 830409* hydrog en analyiar B. H2AN-76- 104 
declared Inoperable due to receipt of loss-of-flow light 
76-88 Caused by moisture collecting in sample lines Lines 
blown down 6 dried flolsture collection devices to be added^ 

LITTLE, 0 V Tennessee ValUy Authority 83/03/05 Region 2. 
Office of Director 2pp 18437 203 24X Fiche, 30-260, 03/03/09. 

8309130131 


03051 70330 Forwards LER 83-020/03 L-0 

GREEN. H J Tennessee Valley Authority 83/05/09 D'REILLYiJP 
Region 2* Office of Director Ip 18469 141 24X 

Fiche 90-260*83/03/09.0303170330 
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— 930S170340 LEfl D3-020/03L“0 on B30410. during power ft^neuvers for 
recirculation sv* te*-tlng« calcu lated R factor wa4 leis than 
R setpoint Par 2 h 45 minutes Caused b(j poitfar pealing due to 
xenon transients from previous pouer changes 

HlN-flDiM D Tennessee Valleij Authorlfcij 83/05/09 Region 2. 
Office of Director 2pp IQ465 642 24X Flch* 50-260.03/03/09, 

8305170330 


8305200420 Forueris LER 83-O10/O3L-O 

OR£ENiH J Tennessee Valiev Authority 03/05/11 O'SElLUy, J P 
Region 2. Office of Director ip 10517 159 24X 

FichB 50-260.83/05/11,0305200420 


— 0305200426 LER 03-O!a/O3L-O on 830413, core max fraction of critical 
politer detcrmlrietf that min critical power ratio exceeded 
Caused by ultKdraual of deep control rods Control rods 
inserted to reduce core mac fraction of critical power 
aTlLE&, H Tennessee Valley Authority 03/05/11 Region 2. 

0/fl«« oP Director 2pp 10517 160 a4X Flche 50-260. B 3/05/1 1 , 
0305200420 


8305200208 Foiruiards LER e3-Ol9/03L-0 

OREEM.B J Tennessee Vail eg Authority 03/05/12 Q'RErUlLY, J P 
Region 2. DPftee of Director Ip 10516 267 24X 

Flche 50-260103/03/12.0305200283 


— 0305200300 LER S3-0I9/03L-0 an 030413, lu/unlt at 72 9V. power returning 
to rated poucr* ca Ic Via ted R factor Ibis than R setpoint for 
4 h 44 nlnutes Caused bg local power peaking Setting 
Adjusted 

NaVE,£ O Tinnestes Valleg Authority G3/0S/12 Region 2, 
Office of Director 2pp 16516 260 24X Flche 50-260.03/05/12. 

8305300208 


0305250357 LER 83-021 /-OSL-O, or» B30423. ca I culated R factor less than 
flov bias Tech Spec setpoint Caused by pulling group of 
eight rods four notches to fully withdrawn position Tech 
Spec revs sufanltted M/83052D Itr 

LOCH0AWI, D A . OREEI^, H J Tennessee Valiev Authority 03/05/28 
a*RElLLY, J P Region S, Office of Director 3pp 18585 352 24X 

Ft C h f 30-260. 03 /05/80. 93052 50357 


X Onsite Storage of Low Lavtl Masts 


0305030677 Requests remittance of addl sum to cooiplete pagmant of 
B00731 6 1124 amend applications to permit storaga of low 
lavcl radwai-te 

MiLLCRiMO Llcsnte Pas Management Drench 03/04/22 MILL8.L H 
Ten-nefsei Valleg Authorltil 2pp 18309 193 24X 

Flche 50-000. 03/04/22. 0305030679. 


DOCKET 50-261 H D ROQ1N0OM PL AMT. UMXT 2 


F Sicurltg. medical, emergency Ic fire protection plans 


0305270390 Forwards IE Tnsp Rept 50-261/83-09 an 030305-0410 Mo 
ncncodipl ian-c# noted 

VERRELLIiO M Division of Project & Resident Programs 83/04/26 
UTLEY. E E Carolina Power 6 Light Cp 2pp 96207 294 24X 

Flche 50-26 1 . 93/04/26. 030 527039 0 


— 0305270401 IE Imp Rept 50-361/03-09 on 030305-0410 No rkoneompliance 
noted Major areas Inspected Tech Spec comp 1 lance, plant tour, 
□{teratlons performance* ROs. housekeeg 1 ng. 1 1 te security, 
surveillance U malnt activities L IE bulletin followup 
HElSEiS , DEMIS. P . HARDIM, A K Region 2. Office of Director 
03/04/25 12pp 18643 059 24X Flche 50-261,83/04/26.0305270390 


8305110610 Matiflcation of B30510 meeting w/uttl In e«thesda,l1D to 
discuss App R exemption request technical submittal 
schedule. 

REQUAjO Operating Reactors Branch I 03/05/05 VAROA, 8 A 
Operating Reactor* Branch 1 2pp 1G41S 361 24X 

FUKe; 50-261. 83/09/05, B3051 10618. 


8305110034 Oeneric Utr 83-21 to all licensees of operating rractori. 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures For Uw enforcement visits 

Sve list ATVCl 

£16£NHUT*D 0 Division of Licensing 83/05/11 Consolidated 
Edison Co. pf New Yort. Inc 16pp 18540 095 24X 

Flche< 50-000, 03/05/11. 0305110034 


8305170048 Advises that NVREO-0737, Item III A 2 1. ’‘Amend 10CFR50 4c 
App considered complete following comprehensive 8-wt 
onsite emergency preper ednes s appraisal 

VAROA.S A Operating Reactors Branch 1 03/05/11 UTLEY* E E 

Carolina Power & Light Co 3pp IB494" IBI 24X 
Flche; 50-261, 83/05/1 1.8305170048 


0 Adjudicatory correspondence 


B3O5D3O406 Objection to 030412 order following special prehearing 
conference >i< motion for referral NRC licensee failed to 
cite precedent far disallowing Contentions 4. 5 & 9 
Certificate of Syc end 

HArrHCN&. 0 A Affiliation Unknown 03/04/26 Atomic Safety and 
Licensing Board Panel 13pp 10306 201 24X Flche 50-261.03/04/26. 

8305030406 


0305030493 Informs that conference call no longer required to determl-n* 
licensee Intentions re sleeving of steam generator tubas 
MATTHEWS. D A Affiliation Unknown 83/04/30 MAR0UL1E8. M D 
Atomic Safety and Licensing Board Panel Ip 1B299 303 24X 

Flche 50-261.03/04/30.0305030493 


8305090470 Request for authorization to reply to Hartsville Oroup 
030426 objai;tion to 830412 order & motion for denial of 
Cantentions 4.5 6 9 Certificate of 3vc end 

TROWBRIDGE, O.F Carolina Power t. Light Co TROWBRIDGE. 0 F ShAWi 
Pittman. Potts & Trowbridge 83/05/04 Atomic Safety and 
Licensing Board Panel 5pp 18360 250 24X Flche 50-261.83/05/04, 

0305090470 


0305100413 Grants unopposed applicant request for permission to reply 
on 030511 to objections to A8LB special prehearing 
conference order 

HAROULlES.hf B Atomic Safety and Licensing Board Panel 03/05/06. 
ip 18378-079 34X Flche 50-261.83/05/06.0305100413 


8305130092 First set of interrogatories to Hartsville Group on 
contention 3- re cost-inef f ectl vanees of proposed steam 
generator repair Responses due within 45 deys certificate 
of Bve end Related correspondence 

TROMBRIDGErG F Cerollna Power & Light Co TROWBRIDGE, 0, F. Shaw, 
Pittnan* Potts 4, Trowbridge 93/05/11 Hartsville Group, App^ 
18437 213 24X Flche 50-261,03/05/11,0305130092 


0305130137 Notice of appearance In proceeding Certificate of 0vc encl, 
RlDQWAViD A Shau. Pittman, Potts 8, Trowbridge 03/05/11 4pp 
10437 107 24X Flche 50-261,03/05/11,0305130137 


8305130162 Response to Hartsville Group 030426 objection to ASLB 030412 
order following special prehearing conference St motion for 
referral Hartsville failed to challenge foundation of ASLB 
rulings rejecting contentions W/Cer tif icate of 8vc 
TROWBRIDGE, 0 F Carolina Power 6 Light Co TROWBRIDGE, 0. P Shatfi 
Pittman. Potts It Trowbridge 03/05/11 Atomic Safety and 
Licensing Board Panel Hpp 10437:339 24X Flche. 50-261, 03/09/1 1 . 

B309 130162 


8305170593 Respensc opposing Hartsville Group 030426 objection to ASLB 
030412 special prehearing conference order No bases 
furnished for assumption util cannot hire workeri to handle 
proposed steam generator replacement W/Csrtlf icate of Svc. 

KARMAN, M Hearing Branch 1 83/05/16 Atomic Safety and 

Licensing Board Panel 7pp tB46B 161 24X Flche 50-261. 03/05/ 16i 

0309170559 


8305100299 Motion to require NRC responses to Hartsville Group 
interrogatories 6 requests to produce Answers necessary for 
proper decision L not reasonably obtainable from any other 
source Related correspondence 

MATTHEWS, B. A Hartsville Group 03/03/16 Atomic Safety and 
Licensing Board Panel Ip 10490 344 24X Fichc 50-261,03/05/16, 

03O518O299 


8305100452 Flr-st set of interrogatories 6 requests to product Affidavit 
of 6ve tncl. 

MATTHEH8.B.A Hartsville Group 83/05/16 Office of the 
Executive Ligal Director. 58pp 10406.067. 24X 

Flche: 5G-261, 83/05/16,0305180452 


0305270014 Order disallowing Hartsville Group 830426 objections to 
ASLB 030412 order denying request for admission of 
Contentions 4, 5 6 9 Request for referral of Contention 4 to 
ASLAB denied. Contention does not Involve policy issue 
MARGULIE8, H B Atomic Safety and Licensing Board Panel 03/05/29. 

Hartsville Group 7pp 10638 318 24X Flche 50-261,03/05/25, 

0305270014 


H General correspondence 


0309030477 Requests that JC Ruoff b-e added to svc list for proceeefing, 
MATTHEWS. B A. Aff 1 Hatlon Unknown 03/04/30 HAROULIES, M. B 
Atomic Safety and Licensing Board Panel Ip 18300 246 24X 

Flche. 50-261*83/04/30, 0305030477 
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0305200^00 Requests plant general mgr be placed on distribution list 
to receive correspondence from Dlv of Licensing concerning 
fac 1 1 i tg 

ZIMMERMAN. S R Carolina Power & Light Co 83/03/17 EI8ENHUT. D 0 
Division of Licensing Ip 10314 113 24X Plche 50-261.83/03/17, 

B303S00600 


J. Insurance t. Indemnltg information 


0303160043 Foruards Endorsement 73 to NELlA Pollcg NF-IBO 

BARHAHrC D Carolina Power & Light Co B3/03/02 8ALTZMAN, J 
Antitrust & Economic analgsls Branch iUtltity Finance) 2pp 
1G4S3 016 24X Fiche 30-261,83/03/03.8303160043 


P Operating license stage documents & correspondence 


0303230863 Foruards capital cost analgsls for bactflttlng expenditures 
rsflsctlhg both actual costs & estimates for mods planned or 
in prograss 

BMITHfS H Carolina Power & Light Co 83/03/22 TOUR TELLO TIE. 0 

Regulatorg Reform Task Force 13pp 10343 277 24X 

Fit tin 30 - 000 . 83 / 03 / 28,8305230283 


0303230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TCHWITELLCJTTE, J Ragulatorg Reform Task Force 03/04/11 
PALLADINO, N J Commissioners 2pp 18342 272 84X 

Fiche 30-000, 83/04/11. 0303230720 


0303020433 Forwards addl info per NRC 621210 request re Oenertc Ltr 
82-23 concerning inadequate core cooling sgs Procurement of 
reactor vessel level instrumentat Ion sgs completed 9ys 
Installation 30X complete 

EURY, L M Carolina Power 8< Light Co 83/04/26 EIBENHUT, D 0. 
Division of Licensing 2pp 18281 '222 24X Fiche 30-261,93/04/86. 

8303020433 


0303160346 Forwards Amend 76 to License DPR-23. safety evaluation t. 
notice of issuance & availability Amend changes particle 
else distribution specified for in-place testing of HEFA 
filters in fuel ti control room filter syi 

REOUArO Operating Reactors Branch 1. 03/04/26. UTLEY. E E 

Carolina Power U Light Co 2pp, 18472 COS 24X 
Fiche; 30-261. 83/04/26, 0305160346 


—0303160349 Amend 76 to License DPR-83 j changing particle slie 
distribution specified for In-place testing of HEPA filters 
in fuel h control room filter syt 

VAROA. G A Operating Reactors Branch 1 83/04/26 3pp 

16472.007 24X Fiche- 30-261. 83/04/26, 0305160346 


—0303160331 Safety evaluation supporting Amend 76 to License DPR-83 
e Office of Nuclear Reactor Regulation. Director 63/04/26 2pp 
18472; 012 24X Fiche* 30-261, 03/04/26. 8303160346. 


—0305160336 Notice of issuance availability of Amend 76 to License 
DPR-23 

UAROAr B. A. Operating Reactors Branch l 03/04/26 2pp 
18472.014. 24X Fiche, 30-261. 03/04/26. 0303160346 


8305170397 Clarifies 030103 environ qualification 8ER Justifications 
for continued operation (JCO> should be reviewed to ensure 
that JCO exists for all equipment that may not be qualified 
Proprietary review, per end guide 1 ines, due In 30 dags 
VAROAiS. A. Operating Reactors Branch I 83/04/20 UTLEY#E E. 
Cerollne Power ti Light Co. 3pp 10493 019. 24X 

Plchs 30-261, 53/04/20. 8303170397. 


8303040362 Rssponds to 830217 6 0407 requests for addl Info rs 
NUREO-0737. Item tl.K.S 17, ‘«EGC8 Outagis Info compiled 
from equipment Inopsrebi 11 ty record which is completed each 
shift during cold shutdown 

HURFORD.W. J. Carolina Power t. Light Co 03/04/29 YAROA, S A 
Operating Rsactore Branch 1. 4pp, 10323 194 24X 

Fiche* 30-261, 83/04/29. 8303040362 


6303020435 Generic Ltr 83-19 to all power reactor ti testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Syc list end 

CISENhlUT. D 0 Division of Licensing 83/03/02 Consolidated 
Edison Co of New York» Inc. 30pp. 16441 120 24X 

Fiche; 30^000, 83/03/02, 0305020435 


6303060378 Notification of B3030S meeting w/uttl In Bethesda.HO to 
dlecuss schedule It prioritize open Items 

REQUA. O. Operating Reactors Branch 1 03/03/02 VAROA. 8.. A 

Operating Reactors Branch 1. 2pp 10333*090 24X 

Fiche; 30-261 , 03/03/02, 0305060378, 


830S06067B Notification pf 830306 meeting w/util in Bethesda.MD to 
discuss technical -aspocts of steam generator replacement 
program 

REQUA. 0 Operating Reactors Branch 1 83/03/02 VAROA i S A- 

Operating Reactors Branch 1 2p p IB337 324 24X 

Fiche 50-261,83/03/02,8303060678 


0303180306 Forwards EIA of licensee 830331 request for approval of 
proposed procedures to stabilize In-place low level 
contaminated soil Radiation risks Involved in transfer 
imail 

VAROA. 8 A Operating Reactors Branch I 03/03/03 UTLEY. E E 
Carolina Power L Light Co 3pp 10303 303 24X 

Fiche 50-261,03/03/03,8305100386 


— 8303100589 EIA supporting licensee 830331 request for approval of 
proposed procedures to stabilize In-place low Level 
contaminated soil 

e NRC - No Detailed Affiliation Given B3/03/03 3pp 
10303 303 24X F I th a: 50-261 , 83/03/03. 0305100306 


B30S090639 Generic Ltr 83-20 to all operating reactor licensees 4. 
holders of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

ElBENHUT. D 0 Division of Licensing 03/03/09 Consolidated 
Edison Co of New York. Inc I6pp 18627 153 24X 

Fiche 30-000,83/05/07,8305090639 


8303200435 Forwards revised $< reformatted comprehensive list of 
NUfieo-0737 licensing Issues containing status ic priority 
assigned for open Items 

ZIMMERMAN, 0 R Carolina Power 8. Light Co B3/03/17 VAROA. 8 A 
aperating Reactors Branch 1 lipp 10317 134 24X 

Fiche 30-261,83/03/17.0305200433 


8305260022 Requests t-month extension until 830701 to respond to 930428 
ltr re environ qualification of safety-related electrical 
equipment Environ qua 1 i f 1 catl on eipertise dedicated to 
preparing responses to 830105 l< 0329 SERs 

ZIHM6RMAM, S R Carolina Power & Light Co 83/05/20 VAROA. B A 
Operating Reactors Branch 1 Ip 18399 307 24X 

Fiche 30-261.83/05/20.6305260022 


830327000B Forwards Hit of qualified electrical equipment important to 
safety 6 response to 8ERs Final environ qual i f Icatlon 
scheduled to be completed by GS0331 

UTLEY.E E Caroline Power I. Light Co 03/05/20 VAROA. S A 
Operating Reactors Branch t 613pp 1Q632-022 24X 

Fiche 30-26 1 , 03/03/20 . 83052700 08 


—6303270011 ‘*Oual i f lea tion Test Rept on In-Contalnment Cables for CFI<L '' 
MARCONNET, J, JORDAN. H . KIM8RELL, M Ny U Laborator iei 45307-1 
01/12/23 373pp 18632 262 24X Fiqhe: 50-261 . 03/05/20, 

0303270008 


8305230249 Forwards Rev I to figures from B30331 final steam generator 
repair rept Corrected page list 6 figure list end 
EURY. L N Carolina Power t* Light Co 83/05/23 VAROA. 8. A 
□pirating Reactors Branch 1 19pp 18592 278 24X 

Fiche 30-261,03/03/23,8303230249 


Q Inipsctlon reportet IE Bulletins h correspondence 


8212060365 IE Info Notice 83-l4i "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction Svc list 
enc 1, 

TAYiLORiJ H Division of Safeguards l< Inspection Programs (Post 
630103). 83/03/21 Consolidated Editon Co of Naw York. Inc 

tl2pp. 18306 319 24X FI che* 30-000, 83/03/21. 0212060383. 


8303270229 Forwards IE Insp Rept 3O-261/03-D6 on 630307-1 1. No 
noncamp 1 1 anc e noted 

VERRELLl.D M Division of Project S. Reeldent Programs. 03/04/01. 
UTLEY. E E Carolina Power 6 Light Co 2pp 16637*206 84X 

Fiche 30-261.83/04/01.8303270229 


— 6303270231 IE Insp Rept 30-261/83-06 an 030307“ 11 No none omp I lance 
noted. Major areae i nsj»«c ted . radioac tlve ef fluents ■ external 
exposure c ontrol,. i ol id radwaste S. preplanning for 1984 steam 
generator outage. 

ALBRIOMT.R, H, . BARR, K P Region 2, Office of Director 03/03/25 
3pp. 18637*200 24X Fiche. 30-26lt 83/04/01. 0303270229 


830327047*9 Ack receipt of 630325 ltr Informing NRC of eteps taken to 
correct violations noted In IE Imp Rept 30-261/83-02 
LENTS. R C Division of Project l< Resident Progrems 03/04/07. 
UTLEYrR E Carolina Power & Light Co 2pp 16644*032. 24X 

Fiche* 30-261, 83/04/07, 8303270479. 
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— 83033704B7 R«tpondi. to NflC 030353 I tr re violdtian^ noted in IE Insp 
Rept 30-861/83-02 Correctiva actlE>n& pTOjrams to visuialLy 
verify poftitloni vjlvea being deveioped QA &. onsite 
ntpcla^r tafetg groups 

STARKEV. R a Carolina Power U Light Co 83/03/23 O'REJLLViJ P 

Region S« OfFlce of Director 5pp 18644 033 a4X 
PlcM 30-26 1 , 63/04/07,8303370479 


— 0305270494 Foruerds IE IthP Rept S0-261/Q3-O2 on 830110-0210 A notice 
of violation 

LEWlSi-R C Division of Project b Resident Prograims 83/02/23 

UTLEY. £ E Carolina Power 8. Light Co 2pp 1S644 038 24X 

FI Che 50-261,33/04/07.6303270479 


—8305270500 Notice of violation from irsp on 830110-0210 

* Region 2, Office of Director 83/02/23 2pp 1B644 040 S4X 
FI the 50-261.83/04/07,8305270479 


— 8305270306 IE Imp Rept 30-561/93-02 on 830110-0210 Noncompliance 
noted failure ta implement equipment control procedures, 
to initiate prompt corrective action 4 to maintain 
a-nitunc lator procedures 

WEISEiS Region 2. Office of Director GEMIS, P Division of 

Project tt Resident Programs 63/03/22 I2pp 16644 042 34X 

FicKe 50-261.83/04/07,8303270479 


8303270461 Forwards IE Enforcement Conference Repts 30-261/83-10, 
30-324/83-12 & 30-323/03-12 on 830328 No nonconpUance 
noted 

□ 'REILLY. J P Region 2, Office of Director 83/04/11 UTLEV, E E 

Carol ina Power 6 Light Co 2pp 10644 133 24X 

FI Che 30-000, 83/04/ U, B305270461 


—8303270474 IE Enforcement Conference Repts 50-261/83-10,30-324/93-12 
k 50-323/63-12 on 930328 No -noncomp 1 lane e noted Major areas 
(llecussed shipment of raduaste containing free liquid 6 
inoperab i 1 it V of standby gas treatment deluge sgs 
LEWIS.R C Division of Project & Resident Programs 93/04/07 
dpp 19644 160 24X Fl Che 50-000, 83/04/1 I, 0305270461 


9303040081 I£ Info Notice 83-31, "Defective Emergenev Use Respirator *' 
8vc list end 

JORDAN, E 1- Division of Emergency Preparedness !e Engineering 
Response (Post 830103) B3/04/I3 Consolidated Edison Co of Netp 

Yort, Inc 1 26pp 10433 155 24X FUhe 50- OOD, 83/04/15, 9303040021 


03D3O4OO23 EE Info Notice 83-22, "DWff Safety/Relief Valve Failures *' 
Sve list end 

JORDAN, F L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 93/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 19363 009 24 X Fiehe 30-000.63/04/22,8303040023 


0303040025 IE Info Notice 93-23. "Inoperable Containment Atmosphere 
Sensing Sys ” gve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 930103) 93/04/25 Consolidated Edison Co of New 

York, Inc U9pp 19381 291 24X Fiche 50-000,83/04/25,9303040023 


830517D654 Requests TLO doetrneter data be collected from steam 
generator insp ac tS vl 1 1 es, f or Independent determl nati on of 
beta dose using theoretical model u/gamitia •calibr factor 
VARDA, 8 A (Operating Reactors Drancih l 83/04/26 UTLEY, E E 
Carolina Power 6 Light Co 2pp IB496 246 24X 

Flchl 50-261,93/04/26.8305170634 


6305270390 Forwards IE Insg Rapt 50-261/63-09 on 830305-0410 No 
noncomp 1 lance noted 

VERRELLI,D M Division of Project k Resident Programs 83/04/26 
UTLEViE E Carolina Power fc Light Co 2pp 96207 294 24X 

Fiche 30-261 . 83/04 / 26. 830327 0390 


—8305270401 IE Insp Rept 30-261/83-09 on 830305-0410 No noncompliance 
noted Major areas inspected Tech Spec c ompl 1 ance, p lant tour, 
operations p erf ornance, ROs. house keeping, site security, 
surveillance it malnt activities 6 tE bulletin followup 
UEISE. S , DEMI9,P . HARDIN. A K Region 2, Office of Director 
83/04/25 lapp- 10643059 g4Y Fiche 50-261,03/04/26,8303270390 


9303D40026 IE Infq Notice 83-24, "Loose Parts in Secondary Bide of 
9ttam Generators at PNRs- " Sve list end 

JORDAN,E L Division of Energancy Preparedness 6 Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

YotIj Inc IlSpp 18382 047 24X FI c he 50-000. 93/04 /2B, 8303040026 


9303040027 IE Info Notice 63-25, "Standby Gas Treatment 9ys Heater High 
Temp Trip Detpolnt Adjustment " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B3/D4/26 Consolidated Edison Co of New 

Yort, Inc llBpp 19392 165 24 X Fiche 50-000.83/04/28.6303040027 


8303040029 lE Info Notice 83-26, "Failure of Safety /Re 1 lef Valve 
Discharge Line Vacuum HreaterB ” Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 930103) 93/03/03 Consolidated Edison Co of Ntu 

York, Inc l22pp 1844J 170 24X Fiche 50-000, 83/05/03, 8303040028 


03D3040030 IE Info Notice 93-27, "Operationa 1 Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

tiORDAN, E L Division of Emergency Preparedness S' Engineering 
Response (Post 930103) 93/05/04 Consolidated Edison Co of Ntu 

York, Inc 112pp 18382 282 24X Fiche 30-000, 83/03/04, 8303040030 


6303040031 IE Info Notice 83-28, ''Criteria for Protective Action 
Recommendati ons for General Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Kiw 

York, Inc 119pp 18441 OOt 24X Fiche 50-000, 83/05/04, B303D4003J 


8305270380 Forwards IE Insp Rept 50-261 /83-It on 630412-15 k lB-19 No 
none amp t lance noted 

VERRELLI.D M Division of Project U Resident Programs 83/05/-04 
UTLEV.E E Carolina Power Sc Light Co 2pp 10643 030 24X 

Flch a* 50-261. 83/03/04, 8305270380 


—8305270399 IE Insp Rept 50-261/83-11 on 030412-13 k 18-19 NP 
noncompliance noted Major areas inspected seismic analysl# 
for as-bui 1 1, safety-related piping sys L pipe support 
baseplates using concrete expansion anchors 

AN(J, W P Region 2, Office of Director BLAKE, J J Dlvlilon of 
Engineering Sc Radiological Safety Programs 93/03/02 Sff 
18643 032 24X Fiche 50-261,83/09/04,8303270390 


9303040033 IE Info Notice 83-29, "Fuel Binding Cajsed by Fuel Rack 
Deformation " Sve list end 

JORDAN, £ L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 63/03/06 Consolidated Edison Co of N#« 

York, Inc M5pp 10323 246 24X Fiche 50-000,03/09/06,6303040003 


8303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Gve list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) B3/03/11 Consolidated Edison Co. of Ntte 

York, Inc ll4pp 18924 003 24X Fiche 50-000,03/09/11,8303040034 


9305200009 Confirms commitments for operation of Cycle 9 Sumjnarv 
of steam generator eddy current insp results for May 1993 
outage k justification for continued operation end 
eORY.L N Carolina Power k Light Co 83/05/16 VARGA, S A 
Operating Reactors Branch I 9pp 10519 077 24X 

Fiche 50-261,83/0 5/16,0309300009 


9303040040 IE Info Notice 03-31# "Error In APLPIPE Computer Program, " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness l< Engineering 
Response fPost 030103) 03/09/19 Consolidated Edison Co of New 

York. Inc 114pp 18697 009 24X Fiche 50-000,83/09/19,0303040040 


9303040046 IE Info Notice 93-33, "NonrepreBentatlv# Sampling of 
Contaminated Oil ♦’ 8vc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response {Post 930103}, 93/05/26 Consolidated Edison Cq of New 

York, Inc 114pp 10647 007 24X Fiche 90-000,93/09/26,0303040046 


6 Reportable occurrences, LERs p related correspondence 


9303030999 RD on 030424, svc water booster pump S declared inoperabla 
due ta bearing failure k plant shutdown commenced following 
pump A trip due to blown control power fuses Fuses replaced 
pump A restarted Investigation continuing 
STARKEY, R B Carolina Power k Light Co 83/04/29 O'RElLLYi J P 
Region 2, Office of Director Ip |B303 214 24X 

Ftc h e • 50-26 1 , 03/04 /29, 0309030599 


930303Q2S6 PNO-1 1-03-030 on 030429, control led shutdown begun due to- 
steam generator tube leak which increased from 0 I to O 309 
gpm Licensee plans to keep plant out of svc for 3 wks to 
repair leak k conduct eddy current testing 

HARDIN, A K , VERRELLI.D M Region 2. Office of Director 93/04/20 
ip 10300 038 24X Fiche 90-261,93/04/28,8309030296 


63D9050249 RO on 830427. svc water pump A removed from svc for normal 
preventative malnt k replaced w/rebutlt spare pump 
Post— maint testing resulted in pump over current trip Caused 
by internal binding of rebuilt pump 

STARKEY, R 6 Carolina Power k Light Co 83/04/20 D 'REILLY. J P, 
Region 2, Office of Director 2pp 10337 340 24X 

Fiche aO-261, 83/04/20, 8305030249 
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0305110231 Forwards LER 83-003/011-0 

aTARHEViR a Carolina Power h Light Co 83/03/06 □ 'REILLY, J P 

Region 2, Office of Director Ip 18393 206 24X 

Flch# 30-261,03/03/06,8305110251 


— 0303110236 LER 83-003/01T-0 on 830424, avc water booster pump D declared- 
inoperable due to loss of bearing oil Caused by bearing oil 
Slinger being positioned near vent hole Pump Inspected & 

Oil replenished 

COX, H T Carolina Power 6 Light Co 03/05/06 Region 2, Office 
of Director 3pp 18393 287 24X Flche 50-261.03/03/06. 

8303110231 


0303230423 LER 83-004/03L-0 on 030419, w/uni t at 0*/. power fotloLiing 
reactor trip. auc i 1 lary feedwater pump 0 tripped on low 
discharge pressure Caused by pump cavitation resulting from 
buildup of water vapor inside pump casing M/830318 ttr 
COX, H T I STARKEY, R B Carolina Power & Light Co 03/03/18 

O'REILLY. J P Region 2, Office of Director 3pp 183B3 333 24X 

Flche 30-261,83/03/18,0303230423 


8303020435 Generic Ltr 03-19 to all power reactor & testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to QLs 6vc list encl 

EIS-ENHUT, D 0 Division of Licensing 03/03/02 Canso 1 1 d ated 

Edison Co of New Yorir. Inc 30pp 18441 120 24X 

Flche 30-000.83/03/02,8303020453 


S30323024B Forwards safety evaluation supporting resolution of 
NUREO-0737, Item II F 3 22. "Automatic Switchover of RCIC 
Suction," based on revleui of util 011231 ^ 020908 submittals 
re procedure verification 6 design mod 

VAQSALLO, D D Operating Reactors Branch 2 B3/05/05 MUSOLF. D rt 

Northern States Power Co 5p p 10543 244 24X 

Fiche 30-263,83/03/03,8305230248 


0JOSO9O639 Generic Ltr 93-20 to all operating reactor licensees U 
holders of CPs re integrated scheduling for imp iamen katlon 
af plant mods Sve list ancl 

EISEMHUT,0 O Division of Licensing 83/03/09 Consolidated 
Edison Co of New York, Inc I6pp 18627 133 24X 

Flcha 30-000. B3/03/09, 8303090639 


DOCKET 30-262 BHIOKAM VOUNO UNI 9 RESEARCH REACTOR 


P Operating license stage documents & correspondence 


8303160129 Requests clarification If license authorizes unloading it 
shipping of fuel Info on procedures Ik dismantling plans to 
dtcQMmlfflon L-77 reactors also requested 
LAMBERT, N E Brigham Young Univ 83/03/09 CARTER, R E 
Standard I zatlon & Special Projects Branch Ip 16448 142 24X 

Flche 30-262.03/05/09,8303160129 


DOCKET 50-263 MONT I CELLO NUCLEAR GENERATING PLANT 


F Security, medical, emergency h fire protection plans 


6303110034 Generic Ltr 63-21 to all licensees of operating reactors^ 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcoment visits 
8 yc lift end 

ElSENHUr, D 0 Division of Licensing 83/03/11 Consolidated 

Edison Co of New York, Inc 16pp 10540 095 24X 

Flche 30-000,03/05/11,8305110034 


6303190343 Forwards Rev 1 to NUREG-O720J "NRC Incident Response Plan," 
in reeponie to 030429 ltr requesting updated ltr of 
agreement U/o end 

HINDjJ a Division of Radiological Materials Safety Programs 
03/03/13 LARSQN, C E Northern States Power Co 2pp 18300 225 
24X Fiche 30-000,83/03/13,0303190343 


6305240372 Informs that NUnEQ-0737r I tom III A 2 1, "Eoiergency 
Preparedness, Upgrade Emergency Plans to App £, 10CFR30. *' 
completed Item closed 

VA88ALL0, D B Operating Reactors Branch 2 83/03/10 MUSOLF, D M 

Northern States Power Co 3pp 16593 343 24X 

Flche 30-263,03/05/16,8305240572 


K. Utility Final Safety Analysis Report (FSAR) U amends 


6303030603 Forwards Rev 1 to updated FSAR it "Annual Rept of Changes* 
Tests it Experiments, Jan-Oct 1902 " 

MUaOLF, D Northern states Power Co 83/04/29 Office of Nuclear 
Reactor Regulation, Director Ip 18304 001 24X 

Flche* 30-263. 03/04/29, 0303030603 


—0303030610 "Annual Rept of Changes. Tests & Eiper Iments, Jan-Oct 1962 *' 
a Northern States Power Co 03/04/29 12pp 16304 002 24X 

Fiche 30-263, 03/04/29, 8303030603 


—6303030613 Rev 1 to updated FSAR 

a Northern States Power Co 02/lO/3i 496pp 18304 014 24X 

Flche* 30-263, 03/04/29, 0305030603 


P, Operating license stage documents & correspondence 


8303100429 Forwards respone# to 630200 ltr re backfitting costs of 
two nuclear power plant* All three units have combined 
capability of 1,33? MUE (summer! net 

HADLEY, C D Northern States Power Co 03/03/15 TOURTELLOTTE, J« 
Regulatory Reform Task Force 6pp 1834i 041 24X 

Flche- 30-000, 83/03/15, 8303160429 


6303230720 Forwards list of utils responding to requests for cost 
figures on backfitting 

TOURTELLOTTE, 0. Regulatory Reform Task Force 33/04/11 
PALLADINO, N, J. Comml siloneri 2pp 18342 272 24X 

Fiche: 30-000, 83/04/ 1 J , 8303230720 


8305240062 Clarifies 830104 safety evaluation on environ qualification 
of sa f 0 ty-re 1 ated electrical equipment Requirements of 
lOCFRSO 49 suporsoded 90-day response ta SER Schedule of 
equipment qua 1 1 f 1 cati on required by 030320 

VABSALLO.D D Operating Reactors Branch 2 83/05/11 MUSOLF. D M 

Northarn States Power Co 4pp 18593 351 24X 

Flche 30-263,93/05/11,8305240562 


B30326G201 Forwards request for addl info re 911231 response to 
NUREG-0737, Item II K 3 28, "Qua 1 1 fleet 1 on of Accumulators on 
Automatic Depressor i za t Ion Sys " Reply requested within 30 
days of ltr receipt 

VABSALLO.D D Operating Reactors Branch 2 03/05/11 MUSOLF, D II 

Northern States Power Co 3pp 18648 067 24X 

Flche 30-263, 03/05/ 1 1 , 030 526020 1 


B30S240 537 Informs that NUREG-0737, I tern ll K 3 45, "Dep ressur i xa tlom 
w/Qther than Automatic Depressur i lation Sys." completed 
I tern closed Safety evaluation encl 

VABSALLO.D D Operating Reactors Branch 2 83/05/10 MUSOLF, D M 

Northern States Power Co 7pp 18593 290 24X 

Fiche 50-263,03/03/10,8305240357 


Q Inspection reports, IE Bulletins & correspondence 


8212060385 IE Info Notice 83-14* "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
encl 

TAYLOR, J M Division of Safeguards L Inspection Programs (Post 
9301031 03/03/21 Consolidated Edison Co of New York, Inc 

l£2pp 18308 319 24X F 1 che 50-000. 63/03/21, 0212060383 


6303040021 IE Info Notice 83-2], "Defective Emergency Use Respirator " 

avc list encl 

JORDAN, £ L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 93/04/15 Cons o 1 tdated Edison Co of New 

York. Inc 12&pp 18435 155 24X Flche 50-000,83/04/13,0303040021 


8303040023 IE Info Notice 83-22. "BWR Ba f ety /Rel i ef Valve Failures 
9vc list encl 

JORDANrE L Division of Emergency Preparedness L Engineering 
Response (Post 830103) B3/C4/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 009 24X Fiche 50-000.03/04/22,8303040023 


0303040025 EE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing 8ys " Sve list end 

JORDAN. C L Division of Emergency Preparedness ^ Engineering 
Response (Post 8301031 93/04/23 Consolidated Edison Co of New 

York, Inc ll9pp IB30I 291 24X Ftcho 50-000,03/04/23,0303040025 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary 81de of 
ateam Generators at FNRs " Sve list end 

JORDANrE L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 93/04/26 Consolidated Edison Co of New 

York, Inc Il3pp 10302 047 24X Fiche 50-000,83/04/20,8303040026 


0303040027 IE Info Notice 03-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " 8vc list encl 

jORDANiE L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York. Inc ll0pp 10382165 24X Flche 50-000,83/04/28,8303040027 


8303200391 Forwards IE Insp Rept 50-263/63-06 on 030302-0401* No 
nancompllance noted 

SHAFER, H 0 Region 3, Office of Director 03/05/02 LARSON, C E 
Northern States Power Co 2pp 10514 107 24X 

Fiche 30-263,83/05/02.8305200391 
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,-^303200611 IE Insp Rept 50-263/63-06 on 630302-0401 No noncompUancB 
noted Wajor «re«i inspcctid operational safety verification 
onsite review conuit t teet LER fonotyup regional requests 
ra main stean safetv valve eicsssive b-lowdoun 

H . UAUKER^R D Region 3, Office cf Director 83/04/26 
4pp 13314 109 a4X Fiche 30-263.63/05/02,8305200391 


b Reportable occurrencesi LERs related correspondence 


0303020488 Forwards LER 03-006/0 1 T-0 

HUSOLF, D Northern States Power Co 03/04/22 Region 3, Office 

of Director Ip 10261 247 24X Flcho 30-263,63/04/22,8303020480. 


6303040028 IE Info Notice 03-26, "Failure of Saf ety/Rel ief Valve 
Discharge Line Vacuum Breakers " Sve list end 
t/ORDANfE L Division of Emergency Preparedness h Engineering 
Response (Past 3301031 63/03/03 Cgnsolidated Edison Co of Neu 

Vort. Inc I22pp 13441 170 24X Fiche 50-000.63/03/03,8303040028 


6303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Dlrecteif Against Plant 
Equipment ** gve list end 

JOROAN.E L Division of Emergency Preparedness St Engineering 
Risponse (Post 330103) 83/03/04 Consolidated Edison Co of New 

Vorti Inc tl2pp 18382 282 24 X Fiche 30-000,83/03/04,8303040030 


6303040031 IE Info Notice 03-2Oi "Criteria for Protective Action 
Recammendat 1 ons for General Emergencies " Sve list end 
JORDAN, E L Division Of Emergency Preparedness 6 Engineering 
Response (Post B30103J 83/05/04. Consolidated Edison Co of Neu 

Yort, Inc. U9pp 1S441 00 i. 24X Fiche 50-000,83/03/04.6303040031 


6303040033 I£ Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation “ Sv< list end 

JORDAN, E t Division of Emergency Preparedness Engineering 
Response IPost 830103J 63/03/06 Consolidated Edison Co of New 

York, Inc. I tSpp 18323 248 24X Fiche 50-000.83/03/06.8303040033 


— B305020492 LEft 83-006/OIT-0 on 830408, HPCI Woodward Oovernor EOfl 
hydraulic actuator coll tailed Caused by lead wire 
Insulation degradation allowing ground fault to £0R houeing 
EGR replaced HPCI satlif actor! ly tested 

WDJCHOUSKI.A V Northern States Power Co 83/04/22 Region 3, 

Office of Director Ip 18201 240 34X Fiche 30-263.83/04/22, 

6303020460 


0305260314 PNQ- 1 1 1-83-030 on 83051?, reac tor placed in hot shutdown to 
Investigate & repair steam leak in drain line between 
moisture separator 8, preheater in nonsafety-related turbine 
sys Addl steam leak found in turbine control valve flange 
WALKER, R 0 , SHAFER, W D Region 3, Office of Director 83/05/20 
ip 18625 190 24X Fiche 30-263, 03/05/20, 0303260314 


DOCKET 50-264 DOW CHEMICAL CO 


F Security, medical, emergency 6 fire protection plane 


6305030313 Forwards IE Safeguards Insp Rept 30-264/B3-O1 on 830403-06. 
No noncomp llance noted 

MILLER, J R Region 3, Office of Director 83/04/29 RAMPY.L. H. 

Dow Chemical Co 2pp 10294 173 24X Fiche 30-264.83/04/29. 

S30S030513 


8303040034 IE Info Notice 83-30. "Mlsapf 1 icatian of Generic Emergency 
operating Procedures (EOP) Ouldellnei '* Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
ReiponsB IPoit 830103} 83/03/11 Consolidated Edison Co of New 

York. Inc. Il4pp. 16524 003 24X Fiche 50-000,03/03/11,6303040034 


6303160352 Responds to violations noted in 630411 enforcement Itr 
Corrective actions combustible gas control sys isolation 
valve It local leak rate test connection valves closed, leak 
test connection cap replaced & agt meeting conducted 
LARSON, C E Northern States Power Co 63/05/11 DEYOUNG, R C 
Oirsetor's Office, Office of Inspection end Enforcement. lOpp 
10403*263 24 X Fiche 50-263,03/05/11.0303160352 


630S200S91 Ack receipt of 830511 Itr transmitting payment of proposed 
civil penalty Response to notice of violation 1. proposed 
ItBposltlon of civil panelty will be evaluated 6 corrective 
actions esealned during future Insps 

AXELRAD, J A. Director's Office. Office of Inspection and 
Enforcement 33/05/18 LARSON, C 6 Northern States Power Co Ip 
10316 323 24 X FiCtia 30-263,63/05/16*3305200291 


8303040040 tE Info Notice 03-31, "Error In ADLPIPE Computer Program " 
SVC list end 

jORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 3301031 03/03/19 Cons ol Idated Edison Co of New 

York, Ine Ii4pp 10697*009 24 X Fiche 50-000,93/03/19,0303040040 


6303040046 IE Info Notice 83-33, "Nonrepresentative Bampllng of 
contemina ted Oil * sve I jet end. 

JOROAN.E L OIvIsIph of Emergency Preparedness ?c Engineering 
Response (Poet 630103) 03/05/26 Consolf deted Edison Co of New 

York, Inc 114pp 13647 007 24X FI Che 50-000. 03/05/26. B303040046 


R Piriodic operating report! 6 related corr gspandence 


6305030603 Forwarde Rev 1 to updated FSAR U "Annual Rept of Changes, 
Tests 6 Eip erlmenti, Jen-DCt 1932 ** 

KlfSOLF.D Northern States Power Co. 83/04/29 Office of Nuclear 
Reactor Regulation. Director Ip 18304 OOl 24X 
Fiche 50-263, 03/04/29, 83D50306O3 


— 9305030610 '•Annual Rapt ef Changes, Tests 6 Eiperlments, Jan-Oct 1982 " 
* Narthern States Power Co 33/04/29 12pp 10304 002 24X 

Fiche 50-263,03/04/29, 0305030603 


—0303030521 IE Safeguards Inep Rept 50-264/83-01 on 030405-04 No 
noneompHance noted Major areas inspected facility 
organliatlon 6 operation, measurement 6 statistical control 
Dstalls withheld (ref 10CFR2 790) 

HADEDA,T J , KNICELEY,J R , CREED, J R Region 3. Office of 
Director 33/04/29 Ip IB294 173 24X Fiche: 30-264, 83/04/29, 

8303030313 


0 Inspection reports, IE Bulletin* 6 correspondence 


8305030313 Forwards l£ Bafeguards Insp Rept 30-264/83-01 on 830405-06. 
No noncompl lance notad 

MILLER, J R Region 3, Office of Director 03/04/29. HAMPY, L U 
Dow Chemical Co 2pp 18294 173 34X Fiche 30-264,83/04/29, 

0303030313 


.0303030521 IE Safeguards Insp Rept 30-264/03-01 on 830403-06 No 
noncompliance noted Major areas inspected facility 
organliatlon 6 operation, measurement 6 statistical control 
Details withheld (ref 10CFR2 790) 

MADEDA, T J , KNICELEY, J R , CREED, J R Region 3, Office of 
Director 83/04/29 Ip 10294 173 24X Fiche . 30-264, 83/04/29. 

8303030313 


DOCKET 30-263 QUAD-CITIES STATION, UNIT 2 
F Security, medicel, emergency 6 fire protection plane 


8303110034 Generic Ltr 03-21 to all licensees of operatlnfl reactorc. 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcemant visits, 

Sve list end 

EISENHUT, 0 0 Division of Licensing 03/03/11 Consolidated 
Edison Co of New York, Inc 16pp 18340 093 24X 

Fiche 50-000,83/05/11,8305110034 


^ ■enwBUier cicempsionB allowing dalay in implemen 

lOCFRSO 40 requirements for installation of fire protection 
nods Request based on AE, manufacturer 6 const personnel 
anticipated Implementation schedule 

RYBAK, 0 Commonwealth Edison Co 83/05/10 DENTON, H, ft Office 
Nuclear Reactor Regulation, Director 6pp, 10548 204. 24X 

Fiche 50-000.83/03/18,8305240245 


of 


6305160092 Forwards monthly operating rapt for Apr 1983 

MUSOLFiD. Northern States Power Co 83/03/11 Office of Resource 
Hanageaent, Director Ip 18452 009 EdX Fiche 50-263,03/05/11, 
8305160092 


— 8303160098 Monthly Qperating rept for Apr 1983 

MYRABOi A L Northern States Power Go 83/05/03 4pp 
24 X Fiche. 50-263, 83/05/ 1 1 , 0305 i 60092 


10452 009 


8303230141 Informs that NUREO-0737, Item III A 2 I re emaroency pl.n 
upgrade to meet 10CFR50 App e requirements complete for 
faclUty Item closed 

?i.h ^ Reactors Branch 2 03/05/IB FARRAR, D. L. 

Co 3pp 10396 190 24X Fiche* 30-254, 03/05/10, 

83092S01 4 1 e 
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P Opfrattng liconie stage (documents & correspondence 


03050209?? Forwards safety evaluation on NUREG-0737, Item 11 D 2 2. 
”Plant Shielding Mod* for Vital Area Access ” Requirements 
met 

VASSALLOi D D Operating Reactors Branch S B3/0A/22 FARRAR. D 
Commonwealth Edison Co 3pp 10304 222 24X Flche 30-254,83/04/22* 

8309020597 


8305020498 Forwards info r« NURE0-0737i Item 11 D 1. "Performance 
Testing of QWR Safety /Re 1 1 ef Valves*" per NRC 830104 
request Applicability of load combination info to BUR Owners 
Croup generic test rept acceptable 

RYBAWfB Commonwealth Edison Co 83/04/27 DENTON* H R Office of 
Nuclear Reactor Regulation* Director IBpp 18203 311 24X 

FJ C h # : 90-254* 03/04/27* 8303020498 


8305020433 Generic Ltr 83-19 to all power reactor t/ testing licensees 
r« new procedures for providing public notice concerning 
issuance of amends to OLs 8vc list end 

EISENHUTf D 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of New York. Inc 50pp 18441 120 24X 

Flehe 90-000* 83/03/02* 0303020455 


0303040991 Application to amend Licenses DPR-19* DPR-23i DPR-29 & 

DPR“30t changing App A Tech Specs re economic generation 
control operation 

RYBAK* B Commonwealth Edison Co 83/03/02 OENTON.HR Office of 
Nuclear Reactor Regulation* Director 2pp 24X 
FI c h e . 90-000. 03/05/02, 8305040931 


--83090409S3 Proposed changes to App A Tech Specs re economic 
generation control operation U/o detailed changes 
e Commonwealth Edison Co 83/09/02 Ip 24X 
Flche 90-000, 83/09/02* 8309040531 


8305090043 Application for amend to Licenses DPR-29 Ic DPR-30, changing 
Tech Spec* to limit control rod drive pump isolation from 
accumulators to single rod scram testing 

RYBAK* B Commonwealth Edison Co 03/09/02 DENTON.H R* Office of 
Nuclear Reactor Regulation* Director 3pp 18342 083 24X 

Flche 90-254* 03/09/02* 8309090043 


6309130209 Concurs w/NRC changes to draft Tech Bpecs re reactor 
protection sys (RPSl protective relaying mods, per 030420 
ltr Operation w/RP8 mod* Instal led per 10CFR50 99 w/o Tech 
Bpecs* will not compromise safe operation of facilities 
rVBAKi B. Commonwealth Edison Co 03/09/06 DENTON.H R Office of 
Nuclear Reactor Regulation. Director 2pp 10439 330 24X 

Fic ha: 30-000* 03/05/06* 0309130209 


8303090659 Generic Ltr 83-20 to all operating reactor llcenfoes U 
holder* of CPs re Integrated scheduling for implementation 
of plant modi Bvc list end 

ElBENHyr.D 0 Division of Licensing 83/09/09 Consolidated 
Edison Co of New York* Inc 16pp 10627 193 24X 

FI c ha 00-000* 83/09/09* S309090699 


8309130030 Responds to 830316 request for addl info re NiyREG-0737. Item 
II K 3 28, "Verify Qualification of Accumulators on 
Automatic Depressurl lation Sys Valve* " Environ <« seismic 
qualification will be in accordance w/lE Bulletin 79-OlB 
RYBAK* B Commonwealth Edison Co 03/05/10 DENTON.H R- Office of 
Nudaar Reactor Regulation. Director 2pp 18436 339 24X 

Flche 50-000* 83/09/10* 8305130038 


0309200707 Forwards request for addl info on NUREO-0737* Item II K. 3 28 
re qualification of automatic depresiur i xatlon sys 
accumu lators. Response requested within 49 days 

VAOBALCa* D, B Operating Reactors Branch 2 03/05/11 FARRAR* D L 

Comnoniifealth Edison Co 5pp 18928 390 24X Flche 50-000* 83/09/i 1* 

8309200707 


6309200186 Notifies that 830429 amend application for proposed Tech 
Spec changes re TMI Action Item II K 3 19 on Isolation of 
HPCI RCIC requires fee Application requested from NRC for 
purpose of preventing inadvertent isolation of sys 
DIOOB, R M License Fee Management Branch 83/09/12 FARRAR* D, L 
Commonwealth Edison Co. Ip 18940 228 24X Flche 90-000,83/09/12, 

8303200106 


8309180376 Forwards list of proprietary documents V associated pages 
from technical evaluation repti re environ qual If Ication of 
electrical equipment GE affidavit per 10CFR2 790 received 
Westinghouse affidavit forthcoming 

RYBAK, B Commonwealth Edison Co 83/09/13 DENTQNjH R, Office of 
Nuclear Reactor Regulation, Director 3pp 18490 347 Z4X 
Flche: 50-000,83/05/13. 8305180376 


0305310231 Advises that responses fco NUREO-O737d tem III 0 3 4. 

"Control Room Habitability*" acc e p tab 1 c * c omp 1 e 1 1 ng action on 
Item Safety evaluation end 

VASSALLO. 0 D Licensing Branch 2 03/05/17 FARRAR* Q L 

Commonwealth Edison Co 4pp 18662 255 24X Fiche 50-254 , 83/09/ 1 7^ 

8309310231 


3309240973 Notifies that NURe0-0737 . I tom II KG 49* Depreiiur 1 1 a t i on 
w/Other than Automatic Depressurization Sys*" completed 
Item closed Safety evaluation enc I 

VASSALLO. D D Operating Reactors Dranch 2 83/09/10 FARRAR, D L 

Commonwealth Edison Co 7pp 10993 33B 24X Flche 50-294*83/09/18, 

0309240573 


83093704 1? Not i f 1 es that response to- 830316* 0910 L IL requests for addl 
info re TMI Item II K 0 2B, "Qualification of Automatic 
Depressurization Sys Acc irmulators* " addressed in 830910 ltr 
RYBAK, B Commonwealth Edison Co 83/09/23 DENTON.H R Office of 
Nuclear Reactor Regulation* Director Ip 18642 298 24X 

Flche 90-000*83/09/23*8309270419 


8309310066 Notification of 830614 meeting ui/util in Bethesda.MD to 
discuss util OCRDR program plan 

GILBERT. R A Operating Reactors Branch 9 83/05/26 CRUTCHFIELD* 0 

Operating Reactors Branch 9 2p p 1 8690 063 24X 

Flche 90-000*03/09/26*0309310006 


8305310028 Advises that requirements of NUnEG-0737* I tem II F 1.4. 
"Containment Fressure Monitor*" T 1 F 1 9. "Containment Hater 
Level Monitor" & It F 1 6. "Containment Hydrogen Monitor" 
resolved, per 821220 I' 801219 submittals 

CRUTCHFIELD. D Operating Reactors Dranch 5 83/05/27 FARRAR* D L 

Commonwealth Edison Co 7pp 10693 213 24X Flche 50-000,83/09/27* 

8309310028 


O Inspection reports, IE Bulletins correspondence 


8212060385 IE Info Notice 83-14* "Dewatered Spent ton Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 5vc list 
•nc 1 

TAYLOR, M Division of Safeguards Inspection Programs iPost 
030103) 83/03/21 Consolidated Edison Co of Neu York* Inc 

112pp 10308 319 24X Flche 90-000,83/03/21. 8212060389 


8303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
9vc list enc I 

JORDAN, E L Division of Emergency Preparedness i* Engineering 
Response (Post 830103)- 03/04/19 Consolidated Edison Co of New 

York* Inc 126pp 18439 199 24X Fiche 90-000.03/04/19*8303040021 


8303040023 IE Info Notice 83-22* "DUR 8a f ety /Rel i ef Valve Failures " 
avc I ist end 

JORDANfS L Division of Emergency Preparedness L Engineering 
Response (Post 830103) B3/04/22 Cansolidated Edison Co of New 

York* Inc ll2pp 18303 089 24 X Flche 90-000.03/04/22*8303040023 


8303040029 IE Info Notice 83-23. “Inoperable Containment Atmosphere 
Benslng Sys " 8vc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response iPost 830103) 83/04/29 Consolidated Edison Co of New 

York, Inc I19pp 10G01 291 24X Flche 90-000*03/04/29*8303040029 


8303040026 IE Info Notice 83-24* "Loose Parts in Secondary Side of 
Steam Generators at PMRs " 6vc list end 

JORDAN.EL. Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York* Inc 1 19pp 18382 047 24X Fiche 90 - 000 . 03/04/28* 03O3O4OD26 


8303040027 IE Info Notice 83-29* "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end. 

JORDANiEL. Division, of Emergency- Preparedness Engineering 
Response (Post 830103) 83/04/2D Comeitdated Edison Co of New 

York* I AC llOpp 18302 169 24X Flche 90-000.83/04/28,8303040027 


8303040020 IE Info Notice 03-26* "Failure of Safety /Relief Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co of New 

York. Inc I22pp 10441 170 a4X Flche 90-0 0 0*83/09/03*9303040 020 


0303040030 IE Infe Notice 03-27* "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment '* Sve list end 

JORDAN* £ L. Division of Emergency Preparedness 1. Englneerl-ng 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

Yorlc* Inc lt2pp 18382 282 24 X Flche 30-000.83/05/04.0303040030 


0303040031 IE Info Notice 03-20. "Criteria for Protective Action 
Recommendations for OaneraJ Emergencies " Sve list end 
JORDAN.E L. Division of Emergency Preparedness Engineering 
Rasponse (Post 030103) 03/09/04 Consolidated Edison Co of New 

York, Inc ll9pp 1B441 001 24X Flche 90-000*83/09/04,8303040031 
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0303040033 IE Into Nlotic« B3-29, "Fuel Oimding Caused by Fuel flack 
De f Drtnai 1071 '* Svc 1 Isb ertcl 

JOROAl^i E L Divliian of Emergency Preparedness A Engineering 
Reiponae (Post 6301031 03/05/06 Conso 1 1 da ted Edison Co of New 

York* Inc J15pp 1B5?3 24B 24X Flche 5 0~OQO. 83/03/06, S3 03040 033 


0305170167 Forward* response to 830411 notice of violation & propasetj 
imposition of civil penalties re IE fnap Pfipts 50-354/02-96 
& 30-263/82-26 41 lo Includes retnittaitc e in amount of *60.000 
ra inoperable reactor protection sys subchannel 

REEDi C Commonyea 1 th Edison Co 03/03/09 Director '^s Office* 

Office of Inspection and Enforcement Ip 1B466 300 24X 

Fiche 50-254*83/03/09,6303170167 


— 8303170104 Responds to notice of violation noted in IE Insp ftepts 
30-234/82-26 8. 50-263/83-26 on 021118-92 6 1213-16 
Corrective actions Startup Procedure QGP l-l revised to 
include sign-off far verifying clearance of alarm 
REED. C CommanLiealth Edison Co 83/05/09 Director's Office* 

Office of Inspection antf Enforcement 9pp 16466 309 24X 

Fie he 50-254*03/05/09*8303170167 


0303040034 IE Info Notice 63-30, "flisapp I 1 cat 1 an of Generic Entiergcncy 
Operating Procedures CECP) (Suidelines “ Svc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Pest 030103) 83/03/11 Consolidated Edison Co of New 

York. Inc ll4pp 18324 003 24X Flche 30-000.03/03/11*9303040034 


8303310105 Forwards IE Insp Repts 50-254/83-06 b 30-365/03-06 on 
030219-0422 Nfl none omp 1 Ian c e noted 

SHAFER* W D Region 3. Office of Director 83/05/12 REED.C 

Comrnon wealth Edison Co 2pp 18638 051 24X Flche 50-234,03/03/12* 

8305310105 


— 0305310112 IE [nsp Repts 50-254/63-06 t 50-265/03-06 on 830219-0422 No 
noncompl lanc e noted Major areas inspected operational 
saf fi tg * ma in t * surve i 1 1: an c e I 1 1 c en see monthly t epfcs, reg iona I 
reques tsi LERs & public info b special repts 
CHRISSOTIMQS. N . WALKER. R D Region 3. Office of Director 
83/05/10 8pp 18658' 033 24X Ficbe 30-254*83/05/12,8303310103 


6303200421 Advises that util response to Q20714 c anf i rmabory action Itr 
rs IE Bulletin 79-14. piping analysis to restore hot shutdown 
path piping ays to FSAR requirements by 930213. accep tab 1 e 
EPE3SARD. ft L Division of Engineering S3/05/E8 REED. C 
Conmonyealth Edison Co 2pp 16517 116 24X Fiche 50-000.03/05/10* 

6305200421 


0303040040 lE Info Notice 63-31. ‘''Error In ADLPiPE Computer Program " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness S* E-ng Ineer 1 ng 
Response (Post 830103) 83/03/19 Consolidated Edison Co of New 

York, Inc 114pp 10697 009 24X Fiche 30-000*83/05/19,8303040040 


0305250377 Forwards "(SE-NEQS Electrical Penetration Assembly 
Gue I If Icat t on Program." Vois 1 & 2 to "Response to IE 
Bulietlm 79-OlB Quad Cities Nuclear Power Station Units 1 
2" 6 VQls I 6 2 to "Response to IE Dulletin 79-OlD 

RYBAK. B Commonwealth Edison Co 03/O3/)9 DENTON, H R Office of 
Nuclear Reactor Regulation. Director fi.ilBpp 18578 001 24X 

Flche 30-000, 83/05/19,8305250377 


--0309250393 "OE-NEBS Electrical Penetration Asseiubig Qualification 
Program ” 

•* flechtel Corp 03/03/18 203pp 16578 174 24X 

Flche 50-000,83/03/19.8305290377 


—8305250413 Rev 2 to Vols 1-3 tu "Response to IE Bulletin 79-01B,Ouad 
Cltiefi Nuclear Power Station Units i b 2 " 

* Bechtel Corp 03/05/31 786pp 16581 233 24X 

Flche 50-000. 63/03/19, 8303230377 


830327-0216 Ac k receipt of 830509 transmittal forwarding full payment 
of proposed civil penaltit Corrective actions tuill be 
•lamlned during future Insps 

AXELRAD, J A Enforcement Staff 03/05/23 REEDiC R Commenuea 1 th 
Edison Cp 9pp 18637 323 24X Fiche 50-234.83/03/23,0305270216 


8303040046 IE Info Nqtice 93-33, "Nonrepresentative Sampling of 
Contaminated Oil " Sve list enc i 

JQRDAN.E U Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co of New 

York. Inc Il4pp IB647 007 24X Fiche 50-000. 03/03/26. B3030400 46 


R Periodic operating reports ^(‘related correspondence 


8305170372 Forwards monthly operating repts for Apr 1903 

KALIVI ANAK18, N C ommonwi a 1 th Edison Co 83/03/02 Direct-or's 
Office* Office of Inspection and Enforcement ip 10466 035 24X 

Fiche 50-234.83/03/02,0305170372 


— 8305170376 Monthly operating repts for Apr 1983 

MI0AK* A Commoniiiaal th Edison Co 83/05/02 21pp 18466 036 
24X Fiche 50-234,03/05/02,8305170372 


S ftaportable occurrences* LERs b related correspondence 


8303260286 LER 83-006 /03U-0 on 830424, AO 2-203-2D MS IV failed to 
Initiate half scram on reactor protection sys channel B 
Caused by channel D lOX closure limit switch failure Limit 
Biuitch replaced u/1 1 ke-for-l i ke switch W/B30316 Itr 
FUH8. A . KALIVlANAKlSi N Commonwealth Edison Co 83/05/16 
KEPPLER. J Region 3. Office of Director 3pp 18623 351 24X 

Flche 50-263,03/05/16,8305260286 


B305310152 LER a3-007/OlT-0 on 830309, while reviewing out-of-svc 
docuflien tat 1 on, d i scovered that control rod drives (CRD) 

30-07 & 46-33 on Unit 2 & 06-43 on Unit I made inoperable 
u/o veri Flying shutdown margin or Insertion N/e30323 Itr 
UUNDERLJCH. J , tlALIVlANAKIS, N Commonwealth Edison Co 83/03/23 
KEPPLER, J 0 Region 3. Office of Director Ip 18693 044 24X 

Flche 30-263*83/03/23,0303310132 


DOCKET 50'-266 POJiiT BEACH NUCLEAR PLANT, UNIT I 


F Security, medical, emergency b fire protection plans 


0303030323 Requests revs to proposed mods to iOCFR50 App R eiemptlon 
requests re separation r equi rements, per 830322 meeting 6 
830323 Sc 31 telcons Detailed discussion of revs end 
FAY, C W Wisconsin Electric Power Co 83/04/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK. H A 
Operating Reactors Bran<h 3 29pp 18300 286 24X 

Fiche 50-266, 03/04/28* 8303030323 


8309110340 Forwards exemption from App R in partial response to 820630 
Itr It 020929 6 1011 suppls Eiemptlon permits relief from 
requirements to install fixed suppression sys & fire 
barriers to separate hydrogen lines from safety equipment 
CLARK, R A Operating Reactors Branch J 03/04/20 FAY* C U 
Wisconsin Electric Power Co 3pp 10419 i04 24X 

Fiche 50-266,83/04/23,0309110540 


— 0305110342 Exemption from requirements of lOCFRSO, App R. Section III 0 
re fised fire suppression sys in control room 
EISENHUT.D.G Division of Licensing 83/04/89 Wisconsin 
Electric Power Co 3pp 10415 107 24X Fiche 30-266.83/04/28, 

030 3 110340 


8303170241 Ack receipt of 630121 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-266/82-17 6 
30-301/02-17 Violation 1 re fire signaling sys testing 
wl thdrawn 

SPESSARD.R L Division of Engineering 83/05/09 SURSTEIN. S 
Wisconsin Electric Power Co 2pp 10464 333 24X 

Flche 30-266,83/03/09,8303170241 


—8305170292 Responds to NRC 021 13D Itr le violations noted in lE Insp 
Rspti 90-266/82-17 b 90-301/82-17 Corrective actions annual 
fire pump capacity test revised to include eddl performance 
data Fire protection tests reviewed 

FAY,C W Wisconsin Electric Power Co 03/01/21 KEPPLER, J 0 
Region 3. Office of Director 42pp IB464 333 24X 

Fiche 90-266, 83/09/09. 0303 1 7024 1 


— 8305170263 Responds to C Ramsey question re largest single fire water 
flow requirement at facilities Sprinklers for diesel 
generator rooms supplied from svc water sys capacity 
FAY.C W Wisconsin Electric Power Co 83/02/24 KEPPLER, J 0 
Region 3. Office of Director 3pp 10463 013 24X 

Flche 30-066* 83/03/09, 0303 1 7024 1 


8305170138 Ack receipt of 030413 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-266/03-05 6 50-301/03-05 

HIND, J A Division of Radiological tx Materials Safety Programs 
B3/03/L0 BURBTElNiS Hisconsln Electric Power Co Ip 18466 270 
24X Fiche 30-266, 83/05/10, 8305170138 


—0303170144 Responds to NRC 830314 Itr re violations noted In IE 
Safeguards insp Repts 30-266/03-05 b 50-301/03-05 Corrective 
actions withheld Cref 10CFR73 2l> 

DURBTEIN. S Wisconsin Electric Power Co 03/04/13 HIND. J A 
Division of Radiological bt Materials Safety Programs Ip 
18466 271 24X Fiche 50-266*83/05/10,8305170130 


8305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLa 6 holders of CPs re c lari f icatlon of 
access to control procedures for law enforcement visits. 

8vc list end 

EI0ENHUT*D Q Division of Licensing 03/05/11 Consolidated 

Edison Co of New York, Inc 16pp 18540 095 24X 

Flche 50-000,03/05/11,0305110034 
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e303a00021 Notifies that NUREO'0737, I tem HI A 2 I, "Emergency 
Prapjrotlnvssi Upgrade Emergencg Plans to App E. 10CFR90* " 
completed Item closed 

CLARKj R A Operating Reactors Branch 3 03/09/12 FAVj C U 

Viflscontln Electric Poiuer Co 3pp 18540 114 24X 

Fichc SO-S^&i 03/05/13. 0305200031 


B305090346 Lists drauring 
Tuo sets of full ssra 
CLARK. R A Operating 
Wisconsin Electric PQui 
F icho 50-266,63/04/27, 


s ne« d ed to 1 e v-ieu 
dracijings requested 
Reactors Branch 3 
er Co 3pp 10301 
0305090946 


insorvice testing 

03/04/27 FAV.C 
205 24 X 


program 

W 


0 Adjudicatory correspondence 


0309020439 Brief opposing Wisconsin Environ Decade eicoptions to ABLD 
030204 Initial decision authoriilng full*'scale sleeving 
EiCeptlons uaived for failure to brief or arguments i»</o 
merits 

CHURCHILL, B W Wisconsin Electric Power Co CHURCHILL. B U Shaw, 
Flttmifi, Potti 4t Trowbridge 03/04/29 Atomic Safety and 
Licensing Appeal Panel 32pp 18201 in 24X Fiche 90-266. 
83/04/27. 0309020430 


B30S100314 Brief in opposition to Wisconsin Environ Decade 830214 
appeal of ASLG 830204 memorandum 6 order LaP-03-4 ASLAB 
should rajact exceptions not briefed k affirm ASL0 order re 
attan generator tuba rupture W/Cer tif icate of 8vc 
BACKHANNi R O Hearing Branch 1 03/05/09 Atomic Safety and 

Lltansing Appeal Panel t0pp 18371 141 24X Fiche 90-266. 

03/05/09. 0309100314 


0309170291 Opposes Wisconsin Environ Decade 030906 request to provide 
Westinghoust proprietary info from licensee Decade petition 
for d 1 scratlonary Commission review does not entitle 
patitlonar to proprietary info 8vc list end 

CHURCHILL. 0 W BhaUi Pittman. Potts 6 Trowbridge CHURCHILL, D W 
Hltcontln Electric Power Co 83/09/13 MOORE. T 9 , JOHNSON. W R , 
OOTCHY. R L Atomic Safety and Licensing Appeal Panel 3pp 
10466' 121 24X Fich# 90-266.03/05/13.8309170291 


0309270990 Requests info re date, time 6 location for Commission meeting 
an tmergency operations facility location Leave to address 
Commisflo-n requested 

FAY»C W Wisconsin Electric Power Co 03/O9/SO CHILK. B J Office 
of the Secretary of the Commission ip 18646 154 24X 

Fiche 90-2661 83/09/80, B3O927O990 


P Oparetlng license stage documents 6 correspondence 


8303110028 Informs of Class I L HI fee classification for B30324 
application for Tech Spec changes re auiiliary feetfwator sys 
operability Overpayment for 790926 application for 
administrative changes will be applied toward current fees 
HILLER. W O License Fee Management Dtanch 03/04/27 FAV.C W 

Wisconsin Electric Power Co 2pp 18421 313 24X 

Fiche 30-266, 83/04/27, 8305 1 1 0028 


Q309020455 Generic Ltr 83-19 to all power leactor t testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end 

EI8ENHUT. D 0 Division of Licensing 03/05/02 Consol idated 
Edison Co of New YorV, Inc SOpp 18441 120 24X 

Fiche 90-000.03/09/02.0305020455 


830906040B Requests extension of dea-dlirie for environ qualification 
of equipment until 840330 for Unit 2 S, 841101 for both units 
for environ qualification of all 1OCFR50 49(Pi(3) equipment 

i tens 

aURSTEIN. S Wisconsin Electric Power Co 63/05/04 DENTON. K R 
Office of Nuclear Reactor Regulation. Director CLARK, R A 
Operating neactora Drench 3 3pp 18340 210 24X 

Fiche 90-266, 83/09/04, 83030604 OB 


8305110075 Remits license amend approval fee for temporary 
c lar if i c atlen of Tech Specs re auxiliary feedwater sys 
operabi 1 i tg 

BURBTEJN. 5 Wisconsin Electric Power Co S3/09/04 DENTON. H R 
Office of Nuclear Reactor Regulation, Dliector MItLER, W D License 
Fee Management Branch Ip 10408 IO 9 24X riche 50-266.03/05/04. 
0309110075 


03O511OJ81 Application to amend Licenses nPR-24 6 OPn-27. cons isting of 
Tech Spec Change Request 91 re limiting conditions for 
operation requiring both RKR loops be operable unless 
reactor sys is in refueling shutdown condition 

DUR8TEIN. 8 Wisconsin Electric Power Co 03/05/04 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 16407 125 
24X Fiche 90-266.83/09/04.8305110181 


0309230724 Forwards estimated annual regulatory t, nonregulatory 
■ xpinditures in 830208 Itrs re cost of backfitting Combined 
capacity of facilities Is 994 MWe 

BURBTEIN. a Wisconsin Electtlc Power Co 03/02/29 TOURTELLOTTE. J 
R«gutatori| Reform Task Force 3pp 10942 269 24X 

FUhs • 90-266. 83/02/29, 0309230724 


0309020272 Forwards Affidavit AW-00-27 m support of request to 
withhold proprietary info re effect of radiation on 
Intulattng metis in Westinghouse medium motor per 
10CFR2 790 re end util draft 030413 ltr 

MIEfiEHANN. R A Wesilnghouse Electric Corp 63/04/13 THOMAS. C 0 
DiVltlon of Licensing 9pp 18277 196 S4X riche 90-266.03/04/13, 
0309020272. 


--8303110187 Tech Spec Change Request 91 re limiting conditions for 
operation requiring both RHR loops be operable unless 
reactor sys is in refueling shutdown condition 

* Wisconsin Electric Power Co 93/09/04 6pp 10407 125 24X 

Fiche 50-266.83/05/04.8309110131 


6305110501 Forwards addl fees associated w/Tech Spec Change Request 
69 to allow repair of degraded stesm generator tubes by 
a leaving 

BURSTEtN, S Wisconsin Electric Power Co 03/09/04 OENTON.H R 
Office of Nuclear Reactor Regulation, Director DIGGS, R M License 
Fee Management Branch Ip 10407 111 24X Fiche 50-266.83/05/04. 

8309110201 


— 0309020392 Nonpr opr ietary version of "Effect of Radiation on 
Insulating Matls Used in Westinghouse Medium Motors " 

BARTKO. J Westlnghouse Electric Corp 71-1C2-RADMC-RI 71/04/10 
39pp. 10277 209 24X Flche 90-266.03/04/13.0309020272 


03O9OSO126 Forwards safety evaluation of util preferred ac power sys 
conformance to ODC 17 Power sys do not fully meet intent of 
8DC 17 since sys could be automati cal iy disconnected from 
4,160-volt safeguards buses in worst case accident loads 
NORELlUa.C.E Division of Project k Resident Programs 83/04/29 

EISENHUTr D, 0 Division of Licensing 3pp 10270 220 24X 

Flthe. 30-266. 83/04/29, 0309020120 


— 0309020137 Safety evaluation of util preferred ac power sys conformance 
ODC 17 Proximity bf low voltage transformers does not fully 
rneet ODC 17 requirements for physical separation, but deluge 
sprinkler lys adequate 

* NRC - No Detailed Affiliation Given 83/04/29 8pp 
10270^223 24X Fiche 90-266.03/04/29.0305020120 


3303120495 Fowards Amends 73 be 70 to Licenses DPR-24 6 DpR-27. 
r eapac tlvs Ly* saf e ty evaluation it notice of Issuance 6 
availability Amends allow temporary Isolation of shared 
motor driven auxiliary feedwater pumps 

COLBURN. T <3 Operating Reactors Branch 3 03/09/04 FAY. C W 

tflsconsin Electric Power Co 4pp 18440 814 24X 

Fiche 90-266.93/09/04.8303120493 


—9309120498 Amends 73 V 70 to Licenses DPR-24 6 dPR- 27. resp ect i ve] y . 
allowing temporary Isolation of shared motar driven 
aurillarg feedwater pumps for unit during star tup. shutdown 6 
surveillance testing of other unit 

CLARK. R A Operating Reactors Branch 3 83/03/04 6pp 

10440 218 24X Fiche 90-266.83/09/04.8309130495 


—8305120302 Safety evaluation supporting Amends 73 6 70 to Licenses 
DPn-24 k DPR-S7. respect ivety 

^ Office of Nuclear Reactor Regulation. Director Q3/0S/D4 2pp 
IB440 224 24X Fiche 90-266,83/05/04.6305120499 


0309060001 Forwards EG&iO sumtrary of discussion re radiological effluent 
TitJi Specs during 820602-03 plant visit Final draft of 
prbposad radiological effluent Tech Specs $ offsite dost 
calculation manual should be developed within 60 days 
CLARK. R. A Operating Reactors Branch 3 83/04/29 FAV.C M 

Wlecaneiti Electric Power Co 49pp 18353 263 24X 

Fiche. 90-266. 83/04/29, 0309060001 


— 0309060007 STANDARD RADIOLOGICAL EFFLUENT TECHNICAL SPECIFICATIONS 
FOR PRESSURIZED WATER REACTORS SEPTEMBER 1902 
«» NRC ~ No Detailed Affiliation Given NUREG-0472 007 RD3 
02/09/03 B3pp 10393 300 24X Fiche 50-266.03/04/29,8309060001 


— 0309120509 Notice of issuance !, availability of Amends 73 6 78 to 
Licenses DPR-a4 6 DPR-27, r espec tt ve I y 

TRAMMELL. C M Operating Reactora Branch 3 83/09/04 2pp 

I844D 226 24X Fiche 90-266.03/09/04.8305120495 


8305130009 Updates progress In meeting schedular commitments per NRC 
830314 order re implementation of post-TME Action Item 
II F 1. "Addl Accident Monitoring Instrumentation " 

FAY, C N Wisconsin Electric Power Co 83/05/06 PEiNTON.H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 18436 341 24X 

Fiche 90-266, 83/09/06, 8305 ! 30009 
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a3050'?0639 Generic Ltr B3-20 to dll operating reactor licensees U 
holders of CPs re integrated acfiedul ing for implementation 
of plant mads Svc list enc t 

EISEMHUT, D 0 Division of Ulcensing B3/03/09 Cofiaolldated 

Edison Co of New Vori. Inc I6pp 10627 1 33 34X 

Fiche 30-000*83/03/09.8305090659 


8303240131 Informs that piping 6 Ins trumentat t on diagram* requested 
In 630427 ltr re inservlce testing program will be foruar-ded 
under separate cover 

FAy*C 14 Wisconsin Electric Power Co 03/03/19 OEWTDN* M « 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactor* Branch 3 ip 18349 006 24X 

Plche 30-26A-. B3/03/19. 0303240131 


e3{>32404-?7 Forwards list of electric equipment important to safety to 
be environmental 3y qualified at factlitiBS ttifo duplicates 
011008 response. per lE Oulletin 79-OlBi w/ 1 I sted exceptions 
FATiC W Wisconsin Electric Power Co 03/03/20 DENTON. H R 
Office pf Nuclear Reactor Regulation. Director 29pp 10371 360 
24X Flche 30-266.83/03/20,0303240497 


0 Inspection reports, IE Bulletins I' correspondence 


8212060383 IE Info Notice 83-14. ’’Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction Svc list 
enc 1 

TAYLOR. J M Division of Safeguards 8. Inspection Programs fPost 
6301031 B3/03/21 Consolidated Edison Co of Neu vork. Inc 

!l2pp 10308 319 24 X Flche 50-000.83/03/21. 0212060383 


8303040021 IE Info Notice 03-21. “Defective Emergency Use Respirator 
Svc list ahcl 

JORDAN. E L Division of Emergenuy Preparedness ^ Engineering 
Response (Post 030103) 83/04/15 Consolidated Edison Co of Neu 

yori. Inc 126PP 18433 135 24X Fiehe 50-000, 03/04/ 1 3, 8303040021 


8303040023 IE Info Notice 03-22. "OWR 8af ety/Re 1 i ef Valve Failures ■■ 
Svc list end 

JORDAN. E L Division Of Emergency Preparedness If Engineering 
Response <P-ost B30103) 03/04/22 Consolidated Edison Co of New 

York, Inc U2pp 10383 089 24XFiche 50-000,03/04/23.0303040023 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

jQRDANiE L DlVlsidn of gmergancg Preparedness It Engineering 
Response (Post 9301031 03/04/23 Consolidated Edison Co of New 

Ydrki Inc I19pp 10381 291 24X Flche SO-000. B3/04/23. 0303040025 


8305120496 Forwards JE Imp Repts 50-266/83-04 & 50-301/83-04 on 
83D201-033I & notice of violation No reply to Item 2 of 
notice of violation rei^uired 

SHAFER.H D Region 3, Office of Director 83/04/25 BURSTS IN. 3 

Wiiconsin Electric Power Co 2pp 16431 029 24X 

Flche 50--266. 63/04/23. 9303120456 


—8305120463 Notice of violation from imp on 030201-0331 

SKAFER.lf D Region 3, Office of Director 93/04/25 Ip 
10431 031 24X Flche 30-266.83/04/23.8305120456 


—8303120468 IE tnsp Rept* 50-266/63-04 6 50-301/83-04 on 930201-0331 
Nsncampl lance noted personnel failed to check out when 
exiting containment per Procedure KP 2 4 two Eberllne 
Model 0AJ-6CC area radiation monltars not labeled 
HAGUE. R L f FITZPATRICK. Q . JACKIVI. I N Region 3. Office of 
Director 83/04/22 7pp 19431 03S 24X Riche 50-266.83/04/25. 

8305120436 


8303040026 IE Info Nsfric* 93-24, "Loose Parts in Secondary Side of 
Steam Generators at PWRs Svc list end 

JORDAN. E L Division of Emergency Pr eparedness U Engineering 
Response (Post 830103) B3/04/26 Consolidated Edison Co of Neu 

Yarl. Inc liSpp 18302 047 34X FI ch a 50-000. 03/04/28. 9303040026 


8303040027 IE Info Notice 83-23. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 63/04/29 Consol idated Edison Co of New 

Yort. Inc liSpp 1 9302 165 24 X Fiche 30-000.83/04/29.8303040027 


0303040028 IE In Fa Notice 83-26. “Failure of Sa f e ty/Re 1 lef V^alvt 
Discharge Line Vacuum Breakers “ Svc list end 
JORDAN.E L Division of Emergency Preparedness i* Engineering 
Response (Fast 830103). 83/05/03. Consolidated Edison Co. of New 

yort. Inc I22pp 184 41 170 24X Flche 30-000.83/05/03.8303040029 


9J03040D30 IE Info Notice 83-27. "Operational Response to Events 
Concirnlng Deliberate A(ts Directed Against Plant 
Equipment " Svc list en<l 

JORDAN. E L. Division of Emargency Preparedness 4c Engineering 
Retpohfe (Post 830103) 93/03/04 Consolidated Edison Co of New 

York- Inc n2pp 18382 382 34X f 1 che 30-000, 83/03/04. B303040030 


0303040031 IE Info Notice 83-28. "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JOROAN.E^ L Division of Emergency Preparedness 6 Engineering 
Response (Past 830103) 03/05/04 Consolidated Edison Co of Nfw 

York. Inc ll9pp 18441 OOJ 24X Flche 30-000,83/05/04.0303040031 


9305130408 Submits addi response to IE Bulletin 79-14, "Seismic 
Analysis for As-Built Safety-Related Piping 8ys " Mechanical 
correctiuns installed w/a/ception of two corrections 
requiring welding to rHR piping 

BURSTEIN.S Wisconsin Electric Power Co 83/03/04 KEPPLERr J 0 
Region 3. Office of Director 2pp 18431 150 24X 

Flche^ 50-266. 83/03/04, 03OS12O4O0 


0303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fual Rack 
Deformation " Svc list encl 

JQROAN.E L Division df Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co. of N*n> 

York. Inc llSpp 18323 240 24X Fiche 30-000.83/03/06.8303040031 


8305200229 Clarifies position re maint testing program for HVAC 
filter units not controlled by Tech Specs 6 for respirator 
fitting program, per lE Insp Repts 30-266/83-03 & 

30-301/83-03 rftd 830216 although no none omp 1 lance noted 
FAY.C W Wisconsin Electric Power Co 83/05/06 KEPPLER, J. 0 
Region 3. Office of Director 3pp 18317 102 24X 

F i c ha 30-266, 03/05/06. 8305200229 


8305170241 Ac k receipt of 030121 ltr informing NRC of steps taken to 
corract violations noted In IE Insp Repts 30-266/02-17 & 
3O-3OJ/02-17 Violation 1 rtf fire signaling sys testing 
withdrawn 

SPESSARD. R L Division of Engineering 83/03/09 BURBTEIN, B 
Wisconsin Electric Power Co 2pp 18464 333 24X 

Flche 30-266.03/03/09.0303170241 


— B305170252 Responds to NRC 021130 ltr re Violations noted In IE Imp 
Repts 50-266/02-17 & 30-301/82-17 Corrective actions annuel 
fire pump capacity test revised to Include addl performence 
data Fire protection tests reviewed 

PAY. C N Wisconsin Electric Power Co 83/01/21 KEPPLER. J D 
Region 3. Office of Director 42pp 18464 335 24X 

Flche 50-266.03/03/09.8305170241 


—6305170263 Responds to C Ramsey question re largest single fire Witer 
flow requirement at facilities Sprinklers for diesel 
generator rooms supplied from svc water sys capacity 
FAY, C W Wisconsin Electric Power Co 03/02/24 KEPPLER, J 0 
Region 3, Office of Director 3pp 18465 013 24X 

Flche 30-266,83/03/09,0309170241 


8305170130 Ack receipt of 630413 ltr informing NRC of steps taken to 
correct vielatlans noted in IE Safeguards Insp Repts 
50-266/03-05 6 30-301/83-03 

NINO.J A Division of Radiological l< Materials Safety Programs 
83/03/10 BURSTEIN, 8 Wisconsin Electric Power Co Ip 18466 270 
24X Flche 30-266.83/03/10.0303170138 


—8309170144 Responds to NRC 030314 ltr re violations noted in IE 
Safeguards insp Repts 30-266/63-03 6 30-301/83-03 Corrective 
actions withheld (ref 10CFR73 21) 

BURSTEIN. 0 Wisconsin Electric Power Co 83/04/13 HlNDrJ A 
Division of Radiological 4t Materials Safety Programs Ip 
10466 271 24X Flche 30-266.03/03/10.8303170130 


6303040034 IE Info Notice 83-30, “Mi sapp 1 Icatl on of Generic Emer9*hcV 
Operating Procedures (EQP) Ouidellnes " Svc list end 
JORDAN.E L Division of Emergency Preparedness |< Engineering 
Response (Post 030103) 03/03/11 Consolidated Edison Co of New 

York, Inc 114pp 10324 003 24X Fiche 50-000. 83/03/t 1 . S3O304DO04 


030-3040040 IE Info Notice 03-31, “Error In ADLPIPE Computer Program " 
Svc list encl 

JDROAN.E U Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/03/19 Gonsolldated Edison Go. of 

York, Inc. H4pp 10697 009 24X Fiche 50 - 000 . 83/03/19. 8303040040 


8305240380 Conf Irma tory action ltr re NRC 030314 order specifying 
certain TMI action items as complete or completion dates 
noted Item n F 1,1. "Noble Oas Effluent Montior," complete, 
houevar. main steam line monitors not operational 

KEPPLER, J O Region 3, Office of Director 83/05/20 BURSTEIN, 8 
Mi scans in Electric Power Co Ip 18373 072 24X 

ri ch a 30-266. 83/05/20, 8303240380 


8305270241 Documents agreement per 030517 conference call fe timing 
requirements for notification of state & local agencies for 
unusual event or alert, per IE Insp Repts 50-266/83-01 if 
30-301 /83-01, Proc edure to be initiated by 030701 
PAY.C W Wisconsin Electric Power Co 03/03/23 KEPPLER. J O 
Regions. Office of Director Ip 18637. 161 24X 

Flche 30-266,93/03/23,0303270241 
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83^0304004^ IE Info Notice 83-33/ "Nonrepreaentat ivc Sanipling of 
Contaminated Oil “ Svc list and 

JORDAN/ E U Oivialon of Emergency Preparedness !« Engineering 
Responie (Post 830103) 83/09/26 Consolidated Edison Co of Neu 

Vorki Inc 114pp 18647 007 24X Fiche 90-000/ B3/03/26< 8303040046 


R Periodic operating reports 6 related correspondence 


B309t60169 Forujards manthlg operating repts for Apr 1983 

FAVrC W Wisconsin Electric Power Co 83/09/10 NRC - No 
Detailed Affiliation Given ip 18446 073 24X 

Flche 30-*266i 03/09/10. 8303160169 


>8309160171 Monthly operating repts for Apr 1983 

FAY/ C W Wisconsin Electric Power Co 83/03/09 9pp 18446 074 
24X FlchU 30-266/ 03/03/10, 0305160169 


8 Reportable occurrences/ LERs 6 related correspondence 


0309030376 Forwards updated LER 82-022/01 X-2 

FAV/C W Wisconsin Electric Power Co 83/04/23 KEPPLEHi J O 
Region 3/ Office of Director Ip 16300 216 24X 

Flche 90-266/63/04/23.0303030376 


— 8309030332 Updated LER e2-023/0iX-2 on 021111/ eddy current indications 
of mechanical damage In excess of Tech Spec plugging limit 
Identified Caused by foreign objects in steam generator 
secondary side Tubes u/mechanlcal damage plugged 
FAViC W Wisconsin Electric Power Co 83/04/29 Region 3. 

Office of Director 9pp 10308 217 24X Flche 90-266,83/04/29. 

0309030376 


Q303130034 NPDE8 none omp 1 1 anc ft notification on 030429# dally max pH 
effluent limit exceeded Investigation will include review 
of sampling it analysis techniques# Insp of treatment 
equipment it review of operator logs 

FAViC W Wisconsin Electric Power Co 03/09/05 Wisconsin# State 
of 2pp 18436 2t)0 24X Fiche 90-266/03/09/05/8309130034 


&309190226 Followup to 830331 NPDES nontomp 1 iance notification 
Qn 030316 i, 17/ retention pond discharge (Sample Point 301) 
exceeded pH limit Caused by carryover of lime from water 
treatment sys 

FAVfC W Wisconsin Electric Power Co 03/09/12 Wisconsin/ State 
of 2pp 10900 202 24X Flche 30-266/03/09/12/8309190226 


B309240002 PNO-I 11 -03-037 on 830S09, Reg i on III radiation specialist 
learned that main steam line noble gas monitors not yet 
Installed per 030314 commitment date Ofe of Investigation 
Investigating failure Monitors to be installed by mid June 
LOVENDALE/P / PAPER lELLO/C Region 3, Office of Director 03/09/lB 
Ip 18949 138 24X Flche 50-866/ 83/09/18, 8309240002 


0309240379 NPDES noncomp llance notification on 030429# pH of retention 
pond discharge found above limit Caused by demlnera 1 1 zed 
makeup water treatment tys problems re undissolved line 
carrying through to pressure filter sys 

FAY,C.W Wisconsin Electric Power Co 03/09/10 Wisconsin, State 
of Ip 18971 040 24X Fiche 30-266,83/09/18,0303240379 
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F Security, medical# emergency 8, fire proloctlon plans 


B309090146 Forwards rev to Chapter 9 of amended security plan Rev 
Withheld (ref 10CFR73 21) 

MCBRIDE, L N. Public Service Co of Colorado 83/03/20 
COLUNSiJ T Region 4, Office of Director ip 18342 83! 24X 

Flche 90-267, 83/03/28, 6309090146 


Q3O9120366 Releases public version of Changes to radiological 
emergency response plan Implementing procedures 

FELTON/J M Division of Rule# and Records 83/03/02 Document 
Management Branch Ip 10442 079 24X Fiche 90-267^83/03/02, 

8309120966 


8309120970 Forwards public version of Issue 4 to Radiological Emergency 
Response Plan RERP-HOME# "Home Packet for Off-Shift 
Notifications" & Issue 13 to RERP-PHONE LI8TB 
MAREMDOURO, D W Public Service Co of Colorado 83/02/16 
EI8ENHUT, O 0 Division of Licensing COLLINS, U T Region 4, 

Office of Director 2pp 10442 001 24X Fiche 50-267,83/03/02, 

0309120966 


— 0303120978 Public version of issue 4 to Radiological Emergency Response 
Plan RERP-HOME, "Home Packet for 0ff-9hlft Notif Icatlotis" 

Issue 13 to RERP-PHONE LiaiS 

WAREMDOURO, D M Public Service Co of Colorado 03/02/16 12Bpp 
10442 003 24X Flche 90-267/03/05/02/8309120966 


G3092004'94 Responds to NRC 830331 1 tr rt deviation noted in IE Insp 
Rept 30-267/83-03 on 930117-31 Correct! ./o actions emergency 
plan imp lometit I ng procedures revised to state 
responsibilities of shift supervisor/emoT gene y coordinator 
UAREHfiDURG/D W Public Service Co of Colorado 83/09/06 
COLLINS/ J T RegloT, 4# Office of Director 2pp 18513 005 24X 

Flche 30-267,83/03/06,8309200494 


8309110034 Generic Ltr 03-21 tn all licon&tes of operating reactors, 
applicants for QLs holdeis of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EISENHUT.D G Division of Licensing 03/09/lL Consolidated 

Edison Co of New ynrk/ Inc I6pp 18940 095 ?4X 

Fiche 30-000.03/03/11,8309110034 


O Adjudicatory correspondence 


0303200316 Forwards ord^r confirming util commitments on po«t-TMl- 
related issues Order based on commitments in util 8203t7 & 

0903 Itra responding to Generic Ltr* 82-05 tt 92-JO 
MADSEN.GL Region 4, Office of DirpctOT 83/04/27 LEE/ O R 
Public Service Co- of Colorado 4pp JB516 043 24X 

Flche 90-267/83/04/27,0305200916 


— 03032^00928 Order confirming licensee commitments on pos t-Thl-rc 1 ated 
issues Schedule changes acceptable for TMI Items 1 A 3 !• 

II B II D 3. 11 D 4 & I 1 F 1 

OAGLIARDDp J E Division of Resident# Reactor Project 4 Engineering 
Programs 83/04/27 Public Service Co of Colorado llpp 

18916 049 24X Flche 90-267.83/04/27/8309200916 


P Operating license stage documents 1# correspondence 


8309020462 Advises that NRC 330226 requested d ocumantat ion re nuclear 
detector decalibr will be transmitted within 30 days 
Existing drawings described in Enel 3 to 630226 ltr do not 
reflect proposed changes 

BREV»H L Public Service Co of Colorado 83/04/19 CCLLINSrJ T 
Region 4, Office of Director 2pp 18283 308 24X 

Flche 30-267, 83/04/£ 5/ 8305020462 


830909D214 Forwards application tn amend License DPR-34 Amend assures 
operability of plant protective sys ft other critical 
Instrumentati on by defining min operable Instrument channels 
trip settings in response to RD-B3-001 
LEE, 0 R Public Service Co of Colorado B3/04/19 COLLINS, J T 
Region 4, Office of Director 2pp 18336 ! 12 24X 

Flche 90-267,83/04/19,8303030214 


— 8303030222 Application to amend License nPR-34, r evl s Ing App A Tech 
Specs to assure operability of plant protective sys & other 
critical Instrumentation by defining min operable instrument 
channels Sc trip settings 

LEEfO R Public Service Co of Colorado 63/04/19 8pp 
1833B 114 24X Flche 30-267,03/04/19,8305050214 


— 8309030228 Proposed Tech Spec Tables 4 4-1 - 4 4-4 re instrument 
operating requirements for plant protective sy s, scram, loop 
shutdown* c ire ula tor trip 8< reactor protective sys rod 
withdrawal prohibit 

e Public Service Co of Colorado 83/04/1? 24pp 18338 122 
24X Flche 30-267,83/04/19.8309030214 


8303160048 Clarifies proposed changes in undervol tage protection |< 
reiterates schedule for Imp t amontat ion of design changes i> 
mods Existing non-Class IE undervoltage relays will be 
retained as protection for 4, 160-volt buses 

DREY.HL Fublic Service Co of Colorado 83/04/27 COLLING, J T 
Region 4, Office of Director 2pp 18433141 24K 

Flche 30-267,03/04/37/0303160048 


6309160033 Forwards comments of util & OA Technologies re Interim rept 
by LA0L on PRCV liner hot spots Util does not concur 
w/ca tegor 1 xatian of hot spots according to universal it 
relative degrees of severity 

nR£Y,HL Public Service Co of Colorado 63/04/27 GDULINS/J T 
Region 4, Office of Director 9pp. 10453 132 24X 

Flche 30-267,83/04/27.6305160033 


0303170380 Informs that control room HVAC sys satisfies requirements of 
single-failure criteria for control room habitability Ho 
further mods anticipated 

BREY/H L Public Service Co of Colorado 83/(54/29 MADSEN, G L 
Region 4, Office of Director 2pp 1846'9 211 24X 

Fiche 90-267,83/04/29,0303170300 


6309020433 Generic Ltr 03-19 to all power reactor tt testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to PLs Svc list end 

E18ENHUT, D 0 D1 vis 1 on of L I c ens Ing 83/03/02 Consolidated 

edlso-n Co of Mehr York, Inc 90pp 18441 120 24X 

Flche 30-000,03/03/02.6305020499 
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Q3‘05S004*?4 l;o NRC 830331 1 Ir re dev'tattan noted in 3E fnsp 

ftept 5^0-267/83-03 on 03Olt7“2l Corrective actions emerg-ency 
plan irnp lement I ng procedures revised to state 
r^spor s 1 b 1 1 1 ties of shift supervi sor/emergiency coordinator 
VfAREfieDL/RG, & \4 Public Service Co of Colpradq 03/05/06 
COLLIKSi J t Region 4. OFfice o# director 2pp 18513 005 24X 

Flche 30-S67, B3/05/06. B305200494 


9303090659 Oeneric Ltr 83-30 to all operating reactor L£ceiis.e«s U 
holders of CPs re Integrated scheduling for implementation 
of plant aiods Svc list end 

ElSEmiUT, D c Division of Licensing 83/05/09 Consolidated 

Erflson Co of New 7Qrfc, Inc 16pp 10637 153 34X 

Fiche 30"000, 83/05/09- B3050906 59 


8305300167 Sufrunarg of B304?a-29 t 0503-04 6 06 meetings in OethesdapHD 
re Impact of f*ublic Lau 97-143 (Sholly Decision) on 
llcanslng activities 

RAONER.P C NRC - No Detailed Afriliatlon Given 83/05/11 
OAGLIARDO^J E Division of Resident, React&r Project Engineering 
programs 3pp 10519 067 S4K Fiche 30-367.03/03/11.8305300167 


9305300178 Requests rpinjttance of RETS amend fee due from revieut of 
810103 application 'Wlthln IS days of ) tr receipt 
MILLER. iJ □ License Fee Hanagement Branch 83/03/0 LEE» □ R 
Public Service Co of Colorado Ip 1BS40 229 24X 

Fiche 50-367.03/05/12,0305200170 


8305230566 clarification U add] info re 830415 ltr on control 

rod drive mechanisms operating temp 1 {mi ta t ions, url thin 60 
da^s of ltr receipt Adequate assurance eiclsts for safe 
Interim op prat i on 

FffOSEN.G L Region 4, Office of Director 83/05/16 LEE, 8 R 
Public Service Co of Colorado 4pp >053/ 098 24X 

Fiche 50-267,83/05/16,8305230566 


830S240477 Forwards nuclear detector decallbr documentation per MRC 
030229 requrst Documentation unavailable uhen originally 
requested due to plant procedures which permit revs only 
after mod approved & Installation begun If/o documentation 
DRE7, H I public Service CD of Colorado 83/05/16 CDLLINS, J T 
Region 4 j Office of Director 3pp £8549 338 a4X 
FI the 30-267. 93/05/l6> 8305240477 


8305310027 Discusses changes to operating procedures for Issuance of 
licensing actions Util uiH provide State of CO ur/cupy of 
amend applications filed u^MRC Util OOfOOl amend 
application encl U/o encl 

HAOUEH.P G Region 1, Office of Director 03/05/20 HAZLE. A J 
Colorado. State of Ip 10653 |70 24X Fiche 50-267.03/05/20, 

8305310027 


a3D53C0D70 Reciuests Pr publication of notice of consideration of 
630419 OL amend request & proposed no significant haeards 
consideration d e termination opportunity for hearing 
MADSEN. 0 L Region 4, Office of Director 83/05/20 CLARK. R A 
Operating Reactors Branch 3 2pp 10655 127 24X 

Fiche SD-267< 83/05/20, 0305310090 


0305310111 Forutards fees for radiological ET8 changes proposed in 
030323 ltr 8< reformat of Tech Specs into STS developed by 
EGl«0- per Jan 1981 request 

WAREMaOUROjD Public Service Co of Colorado 83/05/20 
CDLLINS. J T. Region 4r Office of Director 3pp 18650 048 24X 

Flthe 50-267,83/03/20,0305310111 


830531-0229 Requests FR publication of notice of proposed issuance of 
amend to CL, proposing no significant haiards consideration 
detormina ti an since proposed amend Incorporates present NRC 
guidelines 

MADSEN, 0 L Region A, Office of Director 03/05/20 CLARK, R A 
Operating Reactors Branch 3 2pp 10656 002 24X 

Fiche 50-267, 83/05/20,8305310229 


Q Inspection reports, IE Bulletins h correspondence 


8212060305 IE Info Nbtica 03-14, “'Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR, J M Division of Safeguards ^ Inspection Programs iPost 
830103) 83/03/21 Consolidated Edison Co of Tfeui York, Inc 

112PP 1B3O0 319 24X Fiche 30-000,33/03/21.8212060305 


0303040021 CE Info Natice 03-21, "Defective Emergency Use Respirator *' 
Svc list and 

jaRDAtf,E L Division of Emergency Preparedness 8< engineering 
Ras^onse fPost 330103) 03/04/15 Ccnsol (dated EdfsoA Ca, of New 

York, Inc L26pp 18435 159 24X Fi che 50-000. 83/04/1 5. 8303040021, 


6303040023 IE IfifP Notice 83-22, "flWR Sa f e ty /Re 1 1 e f Valva Failure* * 
Svc list end 

JORDAN.E L Division of Emergency Preparedness ?< Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

Yori, Inc U2pp 10303 089 24X Fiche 50-000,83/04/22,0303040023 


B303O4O025 IE Info Notice 83*'23, "Inoperablo Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN. E L Division of Emergency Preparednesa Engineering 
Response (Post 030103) 83/04/25 Consolidated Edison Co of New 

York, Inc ll9pp 18381 291 24X Fiche 50-000,03/04/25.0303040025 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at Pi-JRs Svc list encl 

JORDAN. E L Division of Emergency Preparedness 8c Engineering 
Response (post 830103) 83/04/29 Consolidated Edison Gd of New 

York, Inc IJSpp 103B2 047 24X Fiche 50-000. 83/04/28, 8303040026 


9303040027 lE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 

JDRDAN.E L Division of Emergency Preparedness 8< Engineering 
Response tPost 930103] 83/04/28 Consolidated Edison CD of N*u 

York, Inc llBpp 18382 165 24X Fiche 50-000. 83/04/28. 0303040027 


8303040028 IE Info Notice 83-26, "Failure of 5af etg/Rel i sf ifalvi 
Discharge Lino Vacuum Breakers " Svc list encl 
jDRDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 83D1031 03/05/03 Consolidated Edison Co, of Niu 

York, Inc I22pp 10441* 170 24X Fiche 50-000.83/05/03.8303040020 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Cnncerning Deliberate Acts Directed Against Plant 
Equipment " Svc list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/03/04 Consolidated Edison Co of Ntu 

York, Inc ll2pp 10383 202 24X Fiche 50-000. 83/05/04. e303040MO 


8303040031 IE Info Notice 83-20. "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
jORDAN/E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Cn of New 

York, Inc tl9pp 19441 001 24X Fiche 50-000,03/05/04.8303040031 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation *’ Svc list encl 

JORDAN. E L Division of Emergency Preparedness 8. Englnearirg 
Response (Post 830103), 03/05/06 Consolidated Edison Co of Niw 

Yerkr Inc llSpp 18523 240 24X Fiche 50-000.83/09/06,8303040033 


8303040034 JE Info Notice B3-30, "Misapplication of Generic Emergency 
Operating Procedures <EDP) Guidelines *' Svc list and 
JC]RDAN,E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/09/11 Consolidated Edison Co of New 

York, Inc ll4pp 18524 003 24X Fiche 50-000, 83/05/11. 0303040034 


8303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program ■ 
Svc list encl 

JDRDAN.E L Division of Emergency Preparedness it. Engineering 
Response CPost 830103) 03/05/19 Consolidated Edison Co of New 

York. Inc llApp 18697 009 24X Fiche 50-000,83/05/19.8303040040 


8303040046 TE Info Notice 83-33, "Nonropresentative Sampling o# 
Contaminated Dll " Svc list encl 

JOROAM.E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co- of New 

York, Inc 114pp 18647 007 24X Fiche 50-000, 03/05/26, 8303040046 


R Periodic operating reports related correspondence 


0305060546 ForuJards revised '^initial Approach to Power Tests 
<B-SarlesJ," Interim Rept 26 for period ending 030222 
WABEMBaURC-, D Public Service Co of Colorado 83/04/13 
COLLINS. J T Region 4. Office of Director 2pp t034G 302, 24X 

Fiche 50-267,83/04/13,0305060546 


— 8303060552 "Initial Approach to Power Teats (B-Serles)," Interim Rept 
26 for period ending 030222 

* Public Service Co of ColoradOj,^ S3/02/22 gpp 18340,304 
24X Fiche 90-267.83/04/13,8305060546 


03O3O9O4S9 Forwards revised "Rept of Chang es , Tests Experiments Nat 
Requiring Prior Commission Approval Per 10CFR30 99(a) for 
I9B2 *• 

WAREMBOl/RG, D Public Service Co of Colorado 83/04/29 
COLLINS/ J,T Region 4, Office of Director 2pp 18360 113, 24)1 

Fiche 50-267, 83/04/25, 0305090489 


— 0305090569 Revised "Rept of Changes, Tests U Experiments Not Requiring 
Commission Approval per IOCFR50 59(a) for 1982 " 

# Public Service Co of Colorado 03/04/25 37pp. 18360 119 

24 X Fiche 50-267,03/04/25.0305090489 
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8309330426 Foriuards monthly operating rep t for Apr 1983 
WAREhaOURQ.D Public Service Co of Colorado 83/03/12 
Director's Officoi Office of Inspection and Enf orcefnent Ip 

lasaa 219 sax Flche 83/05/ 12, S30323042& 


— B305230427 Monthly operating rept for Apr 1983 

FULLER, C H Public Service Co of Colorado 83/05/10 Spp 
10538 220 24X Ftche 50-267,83/05/13,8303230426 


8 Reportable occurrences, LERs ^ related correspondence 


8303060479 Forwards LER 83-016/03L-0 Detailed event analysis enc 1 
WAREMBQURO, D Public Service Co of Colorado 83/04/28 
COLLINS, J T Region 4, Office of Director 3pp 18348 153 24X 

F 1 c ho 30-267, 83/04/28, 8305060479 


— 0303060484 LER 83~016/03L-0 on 830331, tiwo Class 1 hydraulic shock 
suppressors Pound inoperable Caused by fully eitended 
mubborsi due to therrnal pipe movement One snubber adjusted 
6. other replaced 

» Public Service Co of Colorado 03/04/28 Region 1, Office 
of Director Ip 18340 160 24X Flche 50-267,83/04/20, 

0305060479 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency i* fire protection plans 


B305270326 Foruards IE Insp Repts 30-269/03-13,50-270/83-13 & 
30-287/83-13 on 830311-0410 No noncomp 1 lance noted 
DANCE, H C Division of Project Resident Programs 83/05/06 
TUCKER, H n Duke Power Co 2pp 10641 142 24X 

Flche 50-269,83/05/06,8305270326 


—9305270338 IE Insp Repts 50-269/03-13,50-370/83-13 tt 50-287/83-13 on 
030311-0410 No noncompliance noted Major areas inspected 
lurvelllance tes ting, ma int 6 operations fk annual emergency 
drill 

BRYANT, U Region 2, Office of Director 03/09/06 9pp 
18641 144 S4X Flche 90-269, 83/05/0*, 8305270326 


0305270374 Forwards IE Insp Repts 50-269/03-10,90-270/83-10 S, 
50-287/83-10 on 030405-06 No noncompliance noted 
DANCE, H C Division of Project t, Resldant Programs 83/05/06 
TUCKERrH D Duke Power Co 2pp 18643 011 24X 

Ficfie 50-269,83/09/06,8309270374 


— 0309270387 IE Insp Repts 50-269/83-iO. 50-270/83-10 6 90-207/03-10 on 
030409-06 No none omp 1 1 anc e noted Major areas inspected 
emergency preparedness exercise 

HUFFMAN, 0 N Region 2, Office of Director 03/09/03 lOpp 
10643,013 24X Fiche 90-269, 03/09/0*, 8309270374 


0309110034 Generic Ltr 03-21 to all Uconseos of operating reactors, 
applicants for OLs fc holders of CPs ra clarification of 
access to control procedures for law enforcement visits 
8vc list end 

EI8ENHUT, D G Division of Licensing 03/09/11 Consolidated 
Edison Co of New York, Inc 16pp 10340 093 24X 

Flche 90-000,83/03/11,0309110034 


J Insurance 6 indemnity information 


0309260261 Forwards Endorsements 95 8< 96 to MAELU Policy MF-61 t 
Endorsement 72 to NELIA Policy NF-102 for Oconee Nuclear 
Gtation U Endorsements 25 h 20 to NELIA Policy NF-240 6 
MAELU Policy MF-lOl, respec tively, for McOuiro 

LAUBON, L T Duke Power Co 03/05/20 SA1_TZMAN, J Office of 
Resource Management, Director 19pp 18626 120 24X 

F 1 Ch a • 90-000, 03/09/20, 8309260261 


P Operating license stage documents h. correspondence 


8303090078 Forwards Amends 120,120 117 to Licenses DPR-30, DPR-47 

0P-R-S5, respective ly, safety evaluation notice of issuance- it 
availability Amends revise Tech Spec withdrawal schedule 
for reactor vessel surveillance capsules 

CONNER, E L Operating Reactors Branch A 03/04/13 TUCKER. H D 
Duka Power Co 4pp 10301 140 24X Flche 30-269,03/04/15, 

0305090078 


— 8309090111 Amends 120,120 «< 117 to Licenses DPR-38, DPR-47 it DPR-55, 
r asp ec 1 1 ve ly , re vl s 1 ng Tech Spec withdrawal schedule for 
reactor vessel surveillance capsules 

8T0LZ, J F Operating Reactors Branch 4 03/04/19 8pp 

18301 144 24X Fiche 90-269,03/04/13.8309090070 


— 8309090124 Safety evaluation supporting Amends 120,12-0 6 117 to 
Licenses DPR-3B, DPR-47 t, OPR-59. respect Ivs 1 y 

» Office of Nuclear Reactor Regulation. Director 83/04/15 2pp 
18381 1S2 24X Flche 30-269,83/04/13,830 3090070 


— 8309090130 Notice of issuance tr availability of Amends 120, 120 & 117 
to Licenses DPR-38. OPR-47 L DPR-SS, respect We ly 
ST0L2< J F Operating Reactors Branch 4 83/04/13 2pp 

18381 154 24X Fiche 90-269, 03/04/ 1 3, 930 5090{}7e 


B3DS130294 Forurards safety evaluation Franklin Research Ctr technical 
evaluation rept, ''Control of Heavy Loads <C-iO) , Oconee 
Nuclear Power S ta t aon, Un 1 ts 1 , 2 ?< 3 " Phase 1 actions 
acceptable per NUREG-0612 

STOLZ.J F Operating Reactors Branch 4 03/04/20 TUCKER, H D 

Duke Power Co 3pp IB437 179 24X Flche 50-269,83/04/20, 

8305130294 


— 0305130296 Safety evaluation supporting Phase I actions re control of 
heavy loads <N JltE0-06t2> 

* Office of Nuclear Reactor Regulation, Director 83/04/20 ip 
16437 102 24X Fiche 50-269,83/04/20,6305130294 


— 8304070286 "Control of Heavy Loads (C'"10>, Oconee Nuclear Power Station 
Units 1,2 6 3," technical evaluation rept 
ROBERTS, S Franklin Ins ti tu te/pi ank 1 in Research Canter 
NRC-03-al-130 Tefl-C9506-374/375/37 03/03/31 CLEMENSON, F NRC 

- No Detailed Affiliation Given 20pp 18457 1B3 24X 

Ficha 90-869,83/04/20,8305130394 


8309020372 Forwards corrections f* updates to 830410 ltr supporting 
830418 application for amend to License DPR-3a, postp oning 
certain instrument surveillance requli ements 

TUCKER, H 0 Dolce Power Co 83/04/22 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 2pp 10276 290 24X Fichu 50-269,83/04 / 22.8 3 050 20372 


— 8309020375 Corrected 8« updated proposed Tech Spec changes re instrument 
surveillance requirements 

* Duke Power Co 03/04/22 I7pp 18276 292 24X 

Fiche 50-269,03/04/22,0309020372 


8309090608 Forwards safety evaluation in support of continued PWR 
operation w/Dresser primary safety valves re TMI Action Item 
II D 1 EPRl data on tests of certain models of Dresser 
safety valves under review on generic basis 

8TQL2.JF Operating Reactors Branch 4 03/04/27 TUCKER. H D 

Duke Power Co 2pp 1B367 111 24X Flche 90-269,83/04/27. 

8303090608 


— G305D7061S 8ER in support of continued PUR operation w/Dresser primary 
safety valves <Ti1I Action Item HDD 

» Operating Reactors Branch 4 83/04/27 I3pp 10367 113 2-lX 

Flche 50-269, 03/04/2/, 8309090600 


8305040964 Forwards proposed App A to offsite dose calculation manual, 
supporting radiological effluent Tech Spec per 830209 ltr 
Submittal constitutes final revised offsite dose calculation 
manua 1 

Ti;CKER,H S Duke Power Co 03/04/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Oranch 4 Ip 10320 003 S4X Fiche 50-269, 03/04/26, 0305040564 


—0303040560 App A to-, "Oconee Nuclear Station Site Specific Info " 
ft Duke Power Co 83/04/20 32pp 10320 084 24X 

Flche 30-269,83/04/20,0305040964 


9305200103 Farufarde safety evaluation on standby shutdown facility 
Design meets requ 1 rements. excep t for pr-ocess monitoring 
Instruments for source range flux monitoring steam 
generator pressure Indication 

STOLZ. J F Operating Reactors Branch 4 03/04/20 TUCKER, H 0 

Duke Power Co 4pp 18376 134 24X Flche 50-269,03/04/20, 

8305200103 


— 8303200106 Safety evaluation re standby shutdown facility Design 
acceptable except on availability of source range flux 
monitor S, steam generator pressure indication 
It Office of Nuclear Reactor Rcgulatlen, Director 03/04/28 
17pp 10576 130 24X Fiche 90-269,03/04/28,0303200103 


6308020455 Generic Ltr 03-19 to all power reactor 6 testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list encl 

EISENHUT, D O Divicton of Licensing 63/09/02 Consolidated 
Edison Co of New York., Inc SOpp IB441 120 24X 

Fiche 50-000,03/09/02^8303020455 
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□3090603&9 iNati f t cation of 030306 ateeti'n 9 Owners Oroup in 

Bethevda' HO to di^cus^ core barrel faUuro at Rancbo Beco & 
Crystal Wlvar 3, future plans- for resolving problem it 
justification for continued aperatlon 

MINER- S Operating Reactors Branch 4 83/03/02 STOLZi J 

Operating Reactors Branch 4 Spp JS353 092 SAX 
Fiche 30-000.83/03/02,9303060365 


8303100034 Forwards Amends 121.121 f- 118 to Uicenaes DPR-3a* DPR-47 t 
DPR-55. reap BCtlve l«f, safety evaluation t notice af Issuance 
U availability Amends revise Tech Specs to delay certain 
surveillance requirements until next refueling autage 
EfSENHLPT, D 0 Division pf Uieenaing 83/03/03 TUCKER, H fl Oulie 
Poiuer Co 3pp 13499 243 SAX FlchP 50-269,83/05/03,0303180034 


—8303180045 Amends 191,121 & IlB to License# DPR-38, DPR-47 DPft-53, 
resp ec tive 1 y . rsvl si ng Tech Specs to delay certain 
surveillance requirements until neit refueling outage 
STOLZ.J F Operating Reactors Branch 4 93/05/03 2lpp 

18499 24B a4K Flchd 50-269, 33/05/03, 93051 80034 


— 0305180059 Safety evaluation supporting Amends 121,121 1* 118 to 
Licenses DPn~38, DFR-47 6 I7PR-55, respec tlv« I y 

* Office of Muclear Reactor Regulation, Director 83/03/03 3pp 
10499 269 24!t Fiche 30-269,83/05/05,8305180034 


—8303180068 Notice of issuance & avaClabllity of Amends 121,121 i> 110 to 
Licenses DPR-3 8, DPR-47 S. DPR-35-. r espec tive ly 
0TQLZ, J F Operating Reactors Branch 4 B3/03/D5 2pp 

10499 274 24X Fiche 30-269,03/03/03.8303180834 


8305090659 Generic Lbr 83-20 to all operating reactor licensees U 
holders of CPs re integrated scheduling for Imp I ementation 
of plant mods Svc list end 

ElSENHUr, D 0 Division of Licensing 83/09/09 ConsoUdatad 
Edison Co of Nsui Vorli Inc I6pp 18627 133 24X 

Fiche 50-000, 83/05/09, 8303090659 


83OS10O1S1 Foruards request far add! info re details on void formation 
during natural circulation cool douin, p er 61D903 Generic Ltr 
81-21 Response dtd BI1105 inadequate 

aTOL7,J F Operating Reactors Branch 4 83/09/09 TUCKER. H 0, 

DulB Power Co 4pp 18502 344 24X FlChc 50-269-, 83/05/09, 

8303100151 


6305130025 Submits inf-o supporting determinat ion that critical path 
outage time could be saved if containment purging commented 
at RCS temp betueen 250 F i* 235 F rather than present 200 F 
Preparation of proposed Tech Specs re purging In progress 
TUCKER, H 0 Duke Power Co 03/05/10 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZiJ F Operating Reactors 
Sranch 4 2pp 10437 IS4 24X Fiche 30-269,83/05/10,8303130025 


0305230499 Notification of Q3060S meeting -ur/uei I in flethesda.MO to 
discuss forthcoming appeal meeting re staff positions for 
standby shutdown facility Process monitoring instruments 
& source range flux monitors to be addressed 

8UERKANN,J F Operating Reactors Branch 4 83/03/16 STOL2,J F 

□perating Reactors Branch 4 2pp 18341 274 24X 

Fiche 30-000,83/05/16,8303330499 


63032S0479 Forwards responses to 830411 ltr re environ qualification 
of saf ety-related electrical equipment Justi f Icati on for 
continued operation, per NUREG-0737, THI Action Item It H 4 
provided Response to IE Bulletin 79-0(D tul 1) be revised 
TUCKER, H B Duke power Co 83/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3T0LT,J F Licensing Branch 
4 27pp 18599 005 24 X Fiche 30-269,03/05/19,0305230*79 


0305270239 Application to amend License Dpn-38, chang i ng core protection 
safety I imJ ts, protective s-ys max allowable setpoints &, rod 
position limits 

TUCKER. n 0 Dute Power Co 03/05/19 DENTON. H H Office of 
Nuclear Reactor Regulation, Director 8T0LZ,J F Operating Reactors 
Branch 4 4pp 1064 i 224 24X Fiche 30-269# 83/05/19, 8303370259 


— 8305270279 Proposed Tech Spec changes re core protoctlan safety limits, 
protective sys max allowable setpoints it rod position 
limits 

s Duke Power Co 83/03/19 |7pp 18641 238 24X 

Fiche 50-269,83/09/19,0305270259 


— 8305270394 "Oanerlc Startup Physics Test Program " 

* Duka Power Co 63/03/31 22pp. 10641 Z45 24X 

Fiche 50-269, S3 /03/ 1 9. 0 305270259 


--8305270309 "Oconee Unit 1 Cycle 0 Reload Rept " 

* flabcocl l< WiUfrx Co 0AW-J774 83/02/23 46pp 18641,267. 

243£ Fiche 30-269, 93/09/ 1 9, 0305270259 


8309310081 Submits addl info re safety-related environ qualification of 
electrical equipment, per 10CFR30 49<g) it lE Bulletin 79-010 
Electrical isolation provided for all reactor protective sys 
& engineered safeguards protective sys 

Ti/1.KER,H B Puke Power Co 83/05/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 10655 123 24X 

Fiche 50-269, 03/09/20, 0305310081 


0305310083 Forwards SER based on review of mechanical response to 
primary coolant sys subjected to asymmetric LOCA loads 
Util assessment of asymmetric loads problem acceptable 
STOLZ.J F Operating Reactors Branch 4 03/05/20 TUCKER, H B 

Dube Power Cp Spp 18662 311 24X Fiche 50-269.03/03/20, 

0305310083 


—8303310089 Safety evaluation accepting util analysis of asymmetric LDCA 
loads Reasonable assurrance that reactor can be brought to 
cold shutdown safely provided 

» Operating Reactors Branch A 83/05/20 74pp 18662 313 24X 

Fiche 50-26<7. 83/05/20, 8305310083 


0 Inspection reports, lE Bulletins & correspondence 


0305200303 Forwards order Imposing civil monetary penalties transmitted 
to licensee on 021012, for transmi ttal to Ofc of FR for 
publication N/o end 

AXELRAD, J A Director's Office, Office of Inspection and 
Enforcement 62/10/15 Docketing & Services Branch ip 
18517062 24X Fiche 50-269,82/10/15.0305200303 


8305200344 Submits addl responee to 020625 notice of violation, per NRC 
621012 request Directive 4 2 5, *'Frocedure for Implementing 
Independent Verification Requirements,*’ will be revised 
Payment of civil penalty end 

TUCKER. H D Duke Power Co 02/11/11 DEVOUNO, R C Director's 
Office, Office of Inspection and Enforcement 4pp 18515 356 Z4X 
Fiche 30-269.82/11/11,8305200944 


0212060385 IE Info Notice 03-14, ’’Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Bve lift 
end 

TAYLOR, J M Division of Safeguards it Inspection Programs (Post 
B3D103) 03/03/21 Consol i da ted Edison Co of New York, Inc 

n2pp 18309 319 24 X Fiche 50-000.83/03/21,0212060303 


8305270403 Forwards IE Insp Repts 50-269/03-08,50-270/83-06 & 
30-287/63-09 on 830211-0310 No noncompliance noted 
DANCE. K C Division of Project 8, Resident Programs 83/04/05 
ruCKER.H 8 Duke Power Co 2pp 1B642 321 24X 

Fiche 50-267, 83 /04/05, G305270403 


—6305270411 1£ Insp Repts 50-269/83-00,50-270/83-09 I* 30-287/83-00 on 
830211-0310 No noncompliance noted Major areas inspected 
Qperat 1 ons I survei llance testing* malnt, event rept review 
it emergency procedure review 

BRYANT. J . FALCONER, D Region 2, Office of Director, 
lONATGNIS.A J Division of Project it Resident Programs 83/04/04 
12PP 18642 323 24X Fiche 50-269,03/04/05,8305270403 


8305270497 Forwards IE Insp Repts 50-269/83-09,50-270/83-09 it 
30-287/63-09 on 030308-11 No noncompliance noted 
DANCE, H C Division of Project it Resident Programs 03/04/05 
TUCKER, H B Duke Power Co 2pp 18646 192 24X 

Flcbo 30-269183/04/05,8305270497 


—0305270518 IE Jnsp Repts 50-269/83-09,50-270/83-09 i 50-207/83-09 on 
830306-11 No noncomp 1 lance noted Major areas inspected 
NUREG- 0737, Items II B 2, ’’Plant Bhleldlng Hods" & 11 B 3, 
"Post-Accident Sampling &ys ” 

COLLINS, T R r BARR, K P Region 2, Office of Director 03/04/01 
7pp 18646 194 24X Fiche 50-269,83/04/03,0305270497 


B303040021 lE Info Notice 83-21, '*Defoctlve Emergency Use Respirator " 
Svc list end 

JORDAN, E I. Division of Emergency Preparedness i> Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of Neu 

York. Inc I26pp 10435 135 24 X Fiche 50-000, 83/04/13, 6303040021 


0303040023 IK Info Notice 83-22, "BWR Safety /Relief Valve Failures ” 

8VC list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/04/22 Consolidated Edison Co of New 

York. Inc Il2pp 18383,099 24X Fiche 50-000,83/04/22,8303040023 


8303040025 lE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys ” Svc list and 

JORDAN, E L Oivision of Emergency Preparedness Engineering 
Response (Post 030103) 03/04/25 Consolidated Edison Co of New 

York, Inc Ll9pp 18381 291 24X Fiche 50-000,83/04/25,8303040025. 
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6303040026 IE Info Matic« 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PWfIs " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103> 83/04/28 Consolidated Edison Co of Neuj 

York« ire 1 iSpp 18302 047 S4X Flche 50-000,63/04/28,0303040026 


8303040027 IE Info Notice 83-25, "Standby Gas Treatment Sgs Heater Higft 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/20 Consolidatsd Edison Co of Neuj 

Yorkr Inc H0pp 10302 165 24X Fiche 50-000,83/04/20,0303040027 


a3Oa(?4OO20 IE Info Notice 83-26, "Failure of Safefcy/Rel lef Valve 
Discharge Line Vacuum Qreakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Neu 

York. Inc i22pp 18441 170 24X Fiche 50-000,83/05/03,0303040028 


6303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equlpisent " 8 vc list end 

JORDAKrE L Division of Emergency Preparedness << Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co. of Neu 

York. Inc 112pp 10302 202 24X Flche 50-000.83/05/04,0303040030 


83053100B1 Submits addl info re saf ety-rn lafced environ qualification of 
electrical equ i pment, p er lOCFRSO 49 ( 9 ) & IC Bulletin 79-DlB 
Electrical isolation provided for all reactor protective sys 
& engineered safeguards protective sys 

TUCKER, H D Duke Power Co 03/05/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ST0L2, J F Operating Reactors 
Branch 4 3pp 18655 1 23 24X Fiche 50-269,63/03/20,0305310081 


B303040046 IE Info Notice 83-33, "Nunr ep resenta 1 1 ve Sampling of 
Con tain ina ted Oil Sve list end 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 83/03/26 Consolidated Edison Co of New 

York. Inc 1 !4pp 10647 007 24X Fiche 50-000, 83/0 5/26. 8303040046 


R Periodic operating reports h related corres p ande nc o 


B305170455 Forwards monthly operating repts for Apr 1963 

TUCKER, H Q Duke Power Co 83/03/13 Director's Office. Office 
of Inspection and Enforcement Ip 16470 142 24X 

Fiche 50-269.63/03/13.0305170455 


—8303170460 Monthly operating repts for Apr 1983 

REAVI9. J A Duke Pou/er Co 63/03/13 I 6 pp 10470 143 24X 

Flche 50-269.03/03/13,0303170455 


9303040031 IE Info Notice 03-20. "Criteria for Protective Action 
Recommendationf for General Emergencies " 8 vc list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc 119pp 18441 OOl 24X Fiche 50-000.83/03/04,8303040031 


0303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDANrE L Division of Emergency Preparedness 5, Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

Yorkr Inc ll5pp 18523 248 24X FI Che 50-000, 83/05/06, 0303040033 


0305270326 Forwards IE Insp Repts 50-269/03-13.50-270/83-13 $, 
30-267/03-13 on 830311-0410 No noncomp Hance noted 
DANCErH C Division of Project $< Resident Programs 83/05/06 
TUCKER. K D Duke Power Co 2pp 18641 142 34X 

Fiche 50-269. 63/05/06, B305270326 


8 Reportable occurrences. LERs $, related correspondence 


0109040024 PNO-I I-ai-032A on 810715, uih t le performing reactor vessel 
insp u/ramote video cameras. loose parts discovered in 
bottom of vessel Parts identified as missing from internal 
vessel structures Caused by corrosion fatigue 

BRYANT. J C Region 2. Atlanta. Office of the Director (81/03/011 
01/08/07 ip 18326 300 24X Flc he 50-269, 81/08/07, 8109040024 


030503034) Forwards AE0D/E305, "Inoperable Motor Operated Valve 
Assemblies Due to Premature Degradation of Motors b/or 
Improper Limit Switch/Torque Switch Adjustment " Rept should 
be forwarded to NRR. RES it IE 

BROWN, E J , ASHE, F S Reactor Operations Analysis Branch 03/04/13 
SEYFRITrK V Reactor Operations Analysis Branch 2pp 10352 031 
24 X Fiche 50-000,03/04/13.030505034) 


—0305270330 IE Insp Repts 50-269/83-13.50-270/03-13 U 50-207/83-13 on 
830311-0410 No noncomp I lance noted Major areas inspected 
surveillance testing, malnt $< operations $> annual emergency 
drill 

BRYANT, J , FALCONER. D Region 2, Office of Dlrectr- 

BROWNLEE. V L Division of Project $, Resident Programs 03/05/06 

9pp, 18641 144 24 X Fiche. 50-269. 83/05/06. 0305270326 


0308270374 Forwards IE Insp Repts 50-269/03-10.50-270/83-10 & 
50-267/83-10 on 830405-06 No noncompliance noted 
DANCE. H C Division Of Project & Resident Programs. 83/05/06 
TUCKER, H D Duke Power Go 2pp 18643 011 24X 

Flche. 50-269. 03/05/06. 8305270374 


— 9305270387 IE Insp Repts 50-269/83-10.50-270/83-10 $< 50-287/83-10 on 
830405-06 No noncompliance noted Major areas Inspected 
emergency preparedness exercise 

HUFFMAN. 0 N Region 2. Office of Director JENKINS. 0 R Division 
of Emergency Preparedness & Materials Safety 83/05/03 tOpp 
1 0643 013 24X Fiche 50-269.83/05/06.8305270374 


0303040034 IE Info Notice 83-30. "MlsappUcati on uf Generic Emergency 
Operating Procedures (EOP) Guidelines " 8 vc list end 
JORDANrE L Division of Emergency Preparedness it Engineering 
Response (post 830103) 83/05/11 Consolidated Edison Co of New 

York. Inc 114pp 10524 003 24X Flche 50-000.03/05/11,8303040034 


6305270425 Forwards IE Enforcement Conference Repts 50-269/83-12, 
50-270/83-12 $, 50-237/03-12 on 830323 k 0419 No 
noncomp I lance noted Concern re open pressuri ration line test 
valve on Unit 3 discussed 

O'REILLY, J P Region 2, Office of Director 83/05/11 TUCKER, H D 
Duka Power Co 2pp 10642 200 24X Flche 50-269,83/05/11. 

6305270425. 


— 8305270435 IE Enforcement Conference Repts 50-269/83-12.50-270/03-12 
$t 50-287/03-12 on 030323 $< 0419 Major areas discussed open 
pre i iurl ration lint isolation valve on emergency hatch on 
630317 k corrective actions 

DANCE. H C Division of Project $1 Resident Programs 03/05/10 
5pp 18642‘20a 24X Fiche 50-269.03/05/11,0305270425 


6303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program " 
8 vc list end 

JORDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of Neu 

York, Inc 114pp. 18697 009 24X Flche 50-000.03/05/19.0303040040 


—8305050353 ^'Inoperable Motor Operated Valve Assemblies Due to Premature 
Degradation of Motors 8</ot Improper Limit Swi tch /Torque 
Switch Adjustment," AEQD engineering evaluation rept 
BROWN, £ J . ASHE. F 8 Director's Office 83/04/13 7pp 
18352 053 24X Flche 50-000.83/04/13,8305050341 


8305230573 Forwards engineering evaluation rept. "Cracks & Leaks in 
Small Diameter Piping " 

BROWN, E J Reactor Operations Analysis Branch 83/04/19 
SEYFRIT/K V Reactor Operations Analysis Branch ip 1&541 342 
24X Flche 50-000,83/04/19.8305230573 


— 8305230619 "Cracks k Leaks in Small Diameter Piping. " engineering 
evaluation rapt Small pipe leaks associated w/unant Idpa ted 
vibration problems require addl supports or rerouting of 
piping 

BROWN, E J Reactor Operations Analysis Branch 83/04/19 9pp 
10541 343 a4X Flche 50-000. B3/04/1 9. 0305230573 


0305170324 Forwards LER B3-OI2/OiT-0 Detailed event analysis end 
TUCKER. H B Duke Power Co 83/04/22 O'REILLY, JP Region 2, 
Office of Director 4pp 18465 227 24X Flche 50-269. 63/04 /22» 

8305170324 


— 6305170336 LER BG-OlS/OkT-O on 830409. emergency discharge valve to 
Keowte Tailrace CCW-0 opened w/o command, rendering condenser 
circulating water emergency discharge sys inoperable Caused 
by shorted conductor Conductor replaced 

PETTY, J C Duke Power Co 03/04/22 Region 2. Office of 
Director Ip 18465 231 24X Flche 50-269.83/04/22.8305170324, 


8305110324 Part 21 rept re Type SA-I Class IE relays Silicon controlled 
rectifier (SCR> in trip output circuit mag cause random trip 
output Westlnghouie corrective action includes replacing SCR 
u/burn-ln SCR 

DUVALL. D D Brown Dover! Carp (subs Brown Doverl $r Co., Ltd ) 
83/04/27 STELLD.V Director's Office. Office af Inspection and 
Enforcement 3pp 18393 270 24X Fiche 50-000.83/04/27,8305)10324 


030 5050234 ROa 269/93-10 & 237/83-04 re 821212 k 830303 loss of 
containment Integrity Mgt audit in progress Summary list of 
completed $< remaining act i vltles, u/pro jected completion 
dates. enc 1 

TUCKER. H B Duke Power Co 83/04/29 O'REILLY. J P Region 2, 
Office of Director 15pp 18338 001 24X Flche 50-269. 03/04/29. 

8305050254 
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8303170361 Foru^rrfs updated L£R 83-0137017-1 Detailed event analysis 
enc 1 

TUCKgfliH 8 Duke PoL;er Co 83705/05 O'REILLY- J P Refflon 2. 
Office of Director 2pp 10460 125 24X Fiche S0-369i fi3/05/05« 

6303170561 


—0305170566' Updated LEO 03-O|2/OlT~l on 830421, emergency discharge valve 
to kltouee Taj Irate CCW-8 opened u/o c orama rid, render 1 r»g 
CQitdensar circulating urater' ejnergencii discharge 
inoperable Caused t>g component falluic 

PETTY, J C Du^e Pouer Co 83/03/03 Region 2r OPflce of 

Director ]p 1S468 127 2AX Fiche 50-269, Q3/05/03, 8305170361 


G3052305S6 Not i f 1 es tiiat noble ga« mam tor -stac It high-range radiation 
monitor (NURE12-0737, I tern H F KlM reported as being 
operable in 630310 or d g r, be t a me inoperable on 830426 Caused 
IfV mo-istore c en tarn £ na 1 1 on New monitors ordered 

WKERiH 0 Duke Power Co 03/03/19 DENTOM, H R Office of 
Nuclear Reactor Regulation, Director STOLZi J F Operating Reactor« 
Branch 4 3pp 18300 183 24XFtc-he 90-269, 83/05/19, 9303250556 


DOCKET 90-270 OCONEE MUCCEAR STATION. UNIT 2 


F Security, medLcal, emergence^ ^ fire protection plans 


0303270336 Forwards IE Insp Repts 50-269/93-13.30-270/83-13 ic 
50-207/83-13 on 83031 1-O-dlO No noncomp 1 ianc e noted 
OAMCEi M C Division of ProiBCt 6 Resident Programs 83/05/06 
TUCKER, H 0 Duke Power Co Spp 10641 142 24X 

fiche 30-369. 03/09/06 . 0303270326 


—8305270333 IC Insp Repts 50-269/83-13.50-270/63-13 «c 30-207/83-13 on 
S30311-04IO No noncompl lance noted Major areas Inspectccf 
surveillance test ingi maint 6 operations h annual emergeneg 
drill 

BRYANT, J Region S. Office of Director 63/03/06 9pp 
10641 144 244 Flthe 30-269.83/05/06,6305270026 


0309270374 Forwards IE Insp Repfcs 30-269/83-10.50-270/83-10 6 
90-287/63-10 on 030405-06 No none ompl iance noted 
DANCE. H C 01 vision of Project 6 Resident Programs 83/05/06 

TUCKER. H B Duke Pauar Co 2pp 16643 Qt 1 24 X 

Fiche 30-269.80/05/06.8305270374 


— 0305270387 IE Insp Rapts 50-269/83-10.50-270/83-10 U 50-267/63-10 on 
030403-06 No noncompl lance noted Major areas inspected 
energeneg preparedness exercise 

irUFFMAN. G N Region 2. Office of Director 63/09/03 lOpp 
10643 05 3 24K Fiche 50-269, 03/03/06. 8305270374 


S30S110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for QLs 6 holders of CPs re c i ari f 1 c ation of 
access to control procedures for ta-u;' enforcement visits 
Sve list end 

EISENKUT. D 0 Division of Licensing 03/09/11 Consolidated 

Edison Co of fleui Yorlc, Jnc 16pp 18540 095 24!< 

Fiche 50-000.83/05/11,6305110034 


■J Insurance & indemnlti( information 


8305260261 Forward* Endorsements 35 8< 56 to MAELU Policy MF-61 6 
Endorsement 72 to NELIA Policy NF-IB2 for Oconee Nuclear 
Station 6 Endorscfflants 23 6 20 to NELlA Policy NF-24e J. 

HAELU Policy MF- lOl . respec t 1 vely , f or McGuire 

LAWSON. L T Duke Power Co 03/03/20 SALTZMAN. J Office of 
Resource Management, Director I9pp £0626 120 24X 

Fiche 5O-OOO1 03/09/20, B305260261 


P Operating license stage documents 6 correspondence 


0305090070 Forwards Amends 120. 120 fc- 117 to Licenses DPR-3B. OPR-47 St 
DP-R‘-55i res p ec t i va 1 y. sa f ety evaluation 6- notice of issuance 6 
availability Amends revise Tech Spec withdrauai schedule 
for reactor vessel surveillance capsules 

CONNER, E L Operating Reactors Branch 4 83/04/15 TUCKER, H 0 

Duke Power Co 4pp 18381 140 24X Fiche 30-269,83/04/19, 

8305090078 


— 0305090111 Amends 120.120 4« 117 to Licenses DPR-3a. DFR-47 & DPR-95, 
respective 1 y. revising Tech Spec withdrawal schedule for 
reactor vessel surveillance capsules 

ST0L7, J F operating Reactors Branch 4 83/04/15 Bpp 

10381 S44 24X Fiche 50-269,83/04/13.0305090076 


— 0305090124 Oafetg evaluation supporting Amends 120,120 U 117 to 
Licenses DPR-DBt DPR-47 It DPR-55, reip ect iva ly 

» Office of Nuclear Reactor Regulation. Director 83/04/15 2pp 
10301 152 24X Fiche 50-269,83/04/15,0305090070 


— B305090138 Notice of Issuance 6 availability of Amends 120,120 h |17 
to Licenses DPR~3a, DPR-47 6 DPR-59, re sp e c 1 1 vc 1 y 
STOLZ, J F Operating Reactors Branch 4 83/04/15 2pp 

16301 154 24X Fiche 30-269,83/04/13,0305090078 


6305130294 Forwards safety evaluation 6 Franklin Research Ctr technical 
evaluation rept, "Control of Heavy Loads (C-lOl , Oconee 
Nuclear Power Station, Uni ts 1,2 I, 3 '' Phase 1 actions 
acceptable per NUREG-0612 

STOLZ, J F Operating Reactors Branch 4 83/04/20 TUCKER. H 0 

Duke Power Co 3pp 18457 179 24X Fiche 30-269,03/04/20, 

B303 130294 


— 0303130296 Safety evaluation supporting Phase I actions re control of 
heavy loads (NUREG-06i2> 

» Office of Nuclear Reactor Regulation, Director 83/04/20 Ip 
IB437 1B2 24X Fiche 30-269, 83/04/20, B303130294 


—6304070286 "Control of Heavy Loads <C-10). Oconee Nuclear Power Btatlon 
Units 1,2 & 3," technical evaluation rept 
ROBERTS, 3 Franklin lust 1 tute/Frank 1 1 n Research Center 
NRC-03-BI-130 TER -C 3506-374/37 5/37 63/03/31 CLEMENSONi F NRC 

- No Detailed Affiliation Given 2Bpp 16437 163 24X 

Fiche 30-269, 83/04/20, 6305130294 


8305090606 Forwards safety evaluation in support of continued PWR 
operation w/Dresser primary safety valves re TMI Action Item 
II D 1 EPRt data on tests of certain models of Dresser 
safety valves under review on generic basis 

ST0L2.JF Operating Reactors Branch 4 83/04/27 TUCKER, H B 

Duke Power Co 2pp 10367 lU 24X Fiche 30-269,83/04/27, 
0303090606 


B303040364 Forwards proposed App A to offsite dose calculation manual, 
supporting radiological effluent Tech Spec per 830209 ltr 
Submittal constitutes final revised offsite dose calculation 
manual 

TUCKER. H 0 Duke Power Co 63/04/28 DENTDN, H R Office of 
Nuclear Reactor Regulation. Director STOLZ.J F Operating Reactors 
Branch 4 Ip 16320 083 24X Fiche 50-269,63/04/26,8305040564 


—8305040560 App A to. "Oconee Nuclear Station Site Specific Info " 
a Duke Power Co 03/04/26 32pp 16320 064 24 X 

Fiche 30-269.83/04/28,6305040564 


6305200103 Forwards safety evaluation on standby shutdown facility 
Design meets requirements, ezeep t for process monitoring 
instruments for source range fluz monitoring & steam 
generator pressure indication 

STOLZ.J F Operating Reactors Branch 4 83/04/28 TUCKER, H D 

Duke Power Co 4pp 16576 154 24X Fiche 50-269,83/04/28, 

8305200103, 


— 8305200106 Safety evaluation re standby shutdown facility Design 
acceptable except on availability of source range flui 
monitor It steam generator pressure indication 
* Office of Nuclear Reactor Regulation, Director 63/04/28 
17pp 16376 I5B 24X Fiche 50-269,63/04/20,8303200103 


6305020455 Generic Ltr 63-1? to all power reactor ii> testing lieensaes 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end 

EISCNHUT, D 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of New York, Inc 50pp 18441 120 24X 

Fiche 30-000,03/05/02,8303020455 


6305060365 Notification of 830506 meeting w/B&M Owners Group in 
Bethesda,MO to discuss core barrel failure at Rancho 3eco & 
Crystal River 3, future plans for resolving problem & 
justification for continued operation 

MINER. 8 Operating Reactors Branch 4 83/05/02 8T0LZ, J 

Operating Reactors Branch 4 2pp 10333 092 24X 

Fiche 30-000, 83/05/02, 6303060365 


B3051B0034 Forwards Amends 121,121 U 110 to Licenses DPR-38, DPR-47 4t 
DPR-55, respec tlvely, safety evaluation it notice of issuance 
L availability Amends revise Tech Specs to delay certain 
surveillance requirements until next refueling outage 
EISENHUT, D 0 Division of Licensing 83/05/05 TUCKER, H 8 Duke 
Power Co 3pp 18499 245 24X Fiche 30-269,83/03/03.8305160034 


—0303160045 Amends 121,121 8< 110 to Licenses DPR-30. DPR-47 «. DPR-35, 
respec tlvely, revl sing Tech Specs to delay certain 
surveillance requirements until next refueling outage 
STOLZ, J F Operating Reactors Branch 4 03/05/05 2lpp 

10499 240 24X Fiche, 50-269. 83/05/05, 0305180034 


— 83051B0059 Safety evaluation supporting Amends 121,121 L 116 to 
Licenses DPR-30, DFR-47 ir DPR-55i respect iye ly 

e Office of Nuclear Reactor Regulation, Director 83/05/03 3pp 
1S499 269 24X Fiche 50-269,83/05/05.0305100034 
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— 03O91GOO6B Notice af Msuonco dvaijabilitg oP Amends 12-l<i2L & HQ to 
Licenses DPR-30f DPR-47 & DPR-33i rospec tl vely 
STOLZj J F Operating Reactors Branch 4 Q3/05/05 2pp 

18497 274 24X Fiche 50-269.83/03/05-8303180034 


8309090659 Ooneric Ltr 83-20 to all operating reactor licensees Cc 
haldere af CPs re integrated scheduling for implementation 
of plant mods Svc list enc 1 

EISENHUT-D 0 Division of Licensing 83/05/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 153 24X 

Fiche 50-000.83/03/09,8303090659 


0305100131 Forwards request for addl info re details on void formation 
during natural circulation cooldown, per 810305 Generic Ltr 
81-21 Response dtd 011103 inadequate 

9TQLZ.J F Operating Reactors Branch 4 03/05/09 TUCKER. H It 

Duke Power Go 4pp 18502 344 24X Fiche 50-269.03/03/09. 

8303100151 


8309130023 Submits info supporting determination that critical path 
outage time could be saved if containment purging commenced 
at RGB temp between 230 F & 229 F rather than present 200 F 
Preparation of proposed Tech Specs re purging in progress 
TUCKER. H Q Duke Power Co 83/05/10 DENTON. H R Office af 
Nuclear Reactor Regulation. Director STQUZ.J F Operating Reactors 
Branch 4 2pp 18437 134 24X Fiche 30-269.83/03/10.8305130023 


8303230499 Notification of 830608 meeting w/utll in Dethesda.nO to 
discuss forthcoming appeal meeting re staff positions for 
standby shutdown facility Process monitoring instruments 
& source range flux monitors to be addressed 

8UERHANN. J F Operating Reactors Dranch 4 83/03/16 9TQLZ.J F 

Operating Reactors Branch 4 2pp 10941 274 24X 

Fiche 90-000.03/05/16.0305230499 


830S23D479 Forwards responses to 830411 ltr re environ qualification 
of saf ety-rolatad electrical equipment Just 1 f i catl on for 
continued operat 1 on. per NURE0-0737i TMI Action Item II 0 4 
provided Response to IE Bulletin 79-OIB will be revised 
TUCKER. H B Duke Power Co 83/05/19 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOLZ. J F Licensing Branch 
4 27pp 18309 009 g4X Fiche 30-269.83/09/19.8309290479 


8305310081 Submits addl info re safety-related environ qua 1 1 f i c a t ion of 
electrical equ ipment. per I0CFR9O 49(g> ^ IE Bulletin 79-OlB 
Electrical Isolation provided for all reactor protective sys 
it engineered safeguards protective sys 

TUCKER. H D Duke Power Co 03/09/20 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 3pp 10653 123 24X 

Fiche 90-269.03/09/20.8303310081 


0303310003 Forwards SER based on review of mechanical response to 
primary coolant sys subjected to asymmetric LOCA loads 
Util assessment of asymmetric loads problem acceptable 
STOLZ. J F Operating Reactors Branch 4 03/05/20 TUCKER. H 8 

Duke Power Co 2pp 18662 311 24X Fiche 50-267.83/05/20. 

Q3033 10083 


—0305310009 Safety evaluation accepting util analysis of asymmetric LDCA 
loads Reasonable assurrance that reactor can be brought to 
cold shutdown safely provided 

« Operating Reactors Dranch 4 03/05/20 74pp 38662 313 24X 

Fiche 30-269.83/05/20,0305310083 


0 Inspection reports. TE Bulletins 6 correspondence 


8212060383 lE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Bve list 
end, 

TAYLOR. J M. Olvlfion of Safeguards ii Inspection Programs (Post 
B30103) 83/03/21 Consolidated Edison Co of New York. Inc 

112pp 18308 319 24X Fiche 30-000.83/03/21.8212060385 


8305270403 Forwards IE Insp Repts 50-269/03-00,50-270/03-08 6 
30-207/83-00 on 830211-0310 No noncamp 1 lance noted 
DANCE. H C Division of Project i. Resident Programs 63/04/05 
TUCKER. H D Duke Power Co 2pp 18642 321 24X 

Fiche 50-269.03/04/05.0305270403 


—8309270411 IE Insp Repts 90-269/03-08.90-270/03-00 it. 5O-2B7/03-OB on 
030211-0310 No noncompliance noted Major areas Inspected 
operat ions, survei 1 lance testing. maint. event rept review 
it emergency procedure review 

BRYANT. J . FALCONER. D Region 2. Office of Director 
I0NAT0NI8. A J Division of Project Resident Programs 83/84/04 
12pp 18642 323 24X Fiche 50-269. 83/04/09. 0305270403 


8309270497 Forwards IE Insp Repts 50-269/03-09.90-270/03-09 & 
90-287/83-09 on 830300-11 No noncomp 1 ianco noted 
DANCErH C Division of Project it Resident Programs 03/04/05 
TUCKER, K B Duke Power Co 2pp 18646 192 24X 

Fiche 90-269, 83/04/09. 8309270497 


—0303270310 IE InSp Repts 50-2697 83-09.30 270/&3-09 K 90-287/83-09 on 
03O3OQ-I 1 No none amp I J anc e noted Major areas inspected 
NUnEG-0737. I toms I[ D 2. "Plant Shielding Mads" 1 1 B 3. 

"Poi t-Ac ciden t Sampling Sys " 

COLLINS, T R . SARR. K P Region 2, Office of Director 03/04/01 
7pp 10646 194 24X F I c h e 30-269, 03/04/03. 8303270497 


8303040021 IC Info Notice 93-21. "Defective Emergency Use Respirator 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 83/04/19 Consolidated Edison Co of New 

York. Inc 126pp 1S435 195 24X Fiche 50-000, B3/04/ 1 5. B303040021 


8303040023 IE Jnfo Notice 83-22. "DWR Saf e ty /Re 1 1 e f Valve Failures '' 
Sve list end 

JORDAN. E U Division of Emergency Preparedness i Engineering 
Response (Post 630103) 03/04/22 Consolidated Edison Co of New 

York. Inc M2pp 18383 089 24X FichP 50-000.03/04/22,0303040023 


B30304002S IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDANtE L Division of Emergency Preparedness i> Engineering 
Response (Post 930103) 83/04/25 ConaoUdated Edison Co. uf Now 

Vork, Inc U9pp 18381 291 24XFjche 30-000,83/04/29.0303040029 


9303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Oenerators at PWRe " Sve list end 

JORDAN. E L Division of Emergenicy Preparednesa i> Engineering 
Responae (Post 030103) 03/04/28 Consolidated Edison Co of New 

York. Inc Jl9pp 18302 047 34X Fiche 50-000, &3/04/SB, 0303040026 


0303040027 IE Info Notice 03-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpalnt Adjustment " Sve list end 
JORDAN. E L Division of Emergency Preparedness- ^ Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York* tnc t lOpp 10382 169 24X Fiche 90-000.83/04/28.6303040027 


0303040020 IE Infa Notice 03-26. "Failure of Saf e ty /Rcl ie f Valve 
Discharge Line Vacuum Breakers " 5vc list end 
JORDAN*. E L Division of Emergency Preparedness £- Engineering 
Response (Post 030103) 03/05/03 Coitsolidated Edison Co of New 

Vork, Ii^c I22pp 10441 (70 24X Fiche 90-000.83/09/03,0303040028 


0303040030 IE Infa Notice 03-27, "Dperational Response to Events 
Concerning Deliberate Acta Directed Against Plant 
Equipment " Sve list enc I 

JORDAN. £ L Division of Emergency Preparedness 4, Et^glnoerlng 
Response (Post 8301031 03/05/04 Consolidated Edison Co of New 

Vork' Inc il2pp 10382 282 24X Fiche 50-000.03/03/04.63013040030 


0303040031 IE Info Notice 83-26, "Criteria for Protective Action 
Recommandati ons for General Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Po>st 830103) 03/05/04 Consolidated Edison Co of New 

York. Inc I19pp 1044 1 001 24X Fiche 30-000. 83/05/04, 8303040031 


8303040033 IE Tnfo Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/03/06 Consolidated Edison Co of New 

York, Inc IlSpp 10523 248 24X Fiche 30-000.83 / 05/06.8303040033 


8305270326 Forward* IE Insp Repts 50-269/83-13.50-270/83-13 it 
50-207/03-13 on 030311-04 10 No noncompliance noted 
DANCE, H C Division of Project i Resident Programa B3/09/O6 
TUCKER, H B Duke Power Co 2pp IB641 142 24X 

Fiche 90-269.83/09/06.0305270326 


— 0305270330 IE Insp Repts 50-269/03-13,50-270/83-13 «< 50-287/03-13 on 
830311-0410 Ne noncompliance noted Major areas inspected 
surveillance tes ti ng. ma i nt it operations it annual emergency 
drill 

BRYANT, J I FALCONER.D Region 2, Office of Director 

BRDWNLEC, V L Division of Project S. Resident Programs 03/05/06 

9pp 18641 144 24X Fiche 30-269,83/05/06,0305270326 


0305270374 Forwards IE Insp Repts 90-269/83-10,30-270/83-10 it 
90-287/83-10 on B30403-06 Mo noncompliance noted 
DANCErH C Dl vision of Project b' Resident Programs 83/09/06 
TUCKER, H 0 Duke Power Co 2pp 18643 011 24X 

Fiche 50-269,03/09/06.0305270374 


—0305270307 IE Insp Repts 50-269/03-10. 50-270/B3- i 0 & 3O-267/03'lO on 
830403-06 Wo noncomp 1 lance noted Major areas inspected 
emergency praparedness exercise 

HUFFMAN.© ,N Region 2, Office of Director JENKINS.O R Division 
of Emergency Preparedness 8* Materials Sa Fety 83/05/03 lOpp 
18643 013 24X Fiche 50 - 269 . 83/03/06, 03032703 7 4 
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8303040034 IE Info Wotice 83-50, *'M1 iapp U c-atfon of Gensrlc EniBrjency 
□p<T' 4 tln 9 Proc«durea CEOP) 0(/idelin.es “ Svc Hat and 
JDROANi E L Division of Em«rffancv PreparadnBss !< Enginserln^ 
f;e«ponae <Post 830103) 83/OS/ll Con^alida ted Edison Co of Notu 
Varli« tnc U4pp 18324 003 24X Fich« SO-000. 83/09/ It* 8303040034 


8305370423 Foruarda IE Enforcement Conference Rept* 50-269/83- 12< 
30-270/85-12 it 30-287/83-12 on 830323 It 0419 No 
nencomp 1 lance noted Concern re open pr e&surl lation line test 
v'alvc on Unit 3 diecuesc-d 

0')!EI&.LV', J P Region 2< Office of Director 83/05/El TUCKER. H 

Dutc Power Co 2pp 18442 880 24X Fiche 50-269^ 83/03/1 U 

8303270429 


—0305270435 IE Enforcement Conference Repts 30-269/03-12,30-270/03-12 
ft 30-807/03-12 an 830323 it 04]9 Major areas dl&cuased open 
pr essur I lation line iftoletion valve on emergency hatch on 
830317 l< corrective actions 

DAfJCE. K C Division of Project S< Resident Programs 83/09/10 
Spp 18642 202 SAX Fiche 30-269, 03/0 5/ Ifc. 83 03270 4 29 


8303040040 IE Info Notice &3-31, -Error jn ADUPIPE Computer Program 
Svc lilt end 

JORDANj E U Division of Emergency Preparedness & Engineering 
Response fPost 830103> 83/05/19 CorssoUdated Edison Co of New 

York/ Inc Jl4pp 10697 009 24X Fiche 30-000,03/05/19,8303040040 


0305310001 Submit! addl info re safety-related environ g.ua 1 1 flea t ion of 
electrical equi pinent* per J0CFR30 47(g} & IE Bulletin 79-OiB 
Electrical isolation provided far all reactor protective sys 
& eripineered safeguards protective sijs 

TUCKER, H B Duke Pouer Co 03/03/20 DEMTON>» R Office of 
Nuclear Reactor Regulatlonj Director STOLZ, J F Operating Reactors 
Branch 4 3pp 18655- 123 24X FI che 30-269. 83/03/20, 0303310081 


8303040046 IE Info Notice 03-33, "Nonrepresentative Sampling of 
Contaminated Oil *’ sve list end 

JORDAN, £ L Division of Emergency Preparedness t, Engineering 
Response (Post 830i03> 83/03/26 Consolidated Edison Co of Neu 

Yorici Inc 114pp 18647 007 24X Fiche 50-000.03/05/26,0303040046 


R Periodic operating reports it related correspondence 


B30317D499 Feruardi monthly operating repts for Apr 1903 

TUCKER, H B Duke Power Co 83/09/13 Director's Office, Office 
of Inspection and Enforcement Ip 18470 (42 24X 

Fiche 30-269,83/09/13^03031704 99 


—8303170460 Monthly operating repts for Apr i983 

REAViSiJA Duka Pauer Go 83/05/13 I6pp 18470 143 24X 

Fiche 90-269,83/09/13,0309170453 


& Reportable occurrences, LEBs & related carr esp andence 


0305110324 Part 21 rept re Type GA-1 Class IE relays Silicon controlled 
rectifier iSCRj Jn trip output circuit may cause random trip 
output Mestinghouse corrective action Includes replacing SCR 
w/burn-ln SCR 

OUVALU, D 0 Broun Ooveri Corp Csuhs Drown Dover! & Co * Ltd ) 
03/04/27 STELLO, V Director's Office, Office of Inspection and 
Enforcement 5pp 10393 27B 24X Fiche 30-000,03/04/27^8305110324. 


0305110323 Forwards LER 83-006/03L-0 Data lied event analysis end 
TtrCKER^H 3 Duke Power Co 83/-04/29 O'RErLCY. J P Region 2, 
Office of Director 3pp 16406 143 24X Fiche 50-270,83/04/29. 

0309110323 


--B30S 110339 LER B3-006/03L-0. on 830401, after pumping down reactor bldg 
normal sump level, valve 2LND-I found cycling open & shut 
since work completion Caused by component malfunction Valve 
locked shut Valve will be d 1 lasseitib led for repair 
PETTY, J C Duke Power Co 83/04/29 Region 2, Office of 
Director ip 10406' 146 24X Flch e 50-270, 83/04/29, 83091 10323 


8305230596 Notifies tbet noble gas monitor-stack hlgh-range radiation 
monitor <NURE<}-o 737, I tern II F 1 ( i ) )• reported as being 
operable in 03D31B order. bacame inoperable on 830426 Caused 
by moisture contamination New monitors ordered^ 

TUCKER, H 0 Duke Power Co 83/03/(9 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J P Operating Reactors 
Drench 4 2pp 18508 105 24X Fiche. 50-369. 83/05/19. 9309250596 


DOCKET 90-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Security, medical, emergency Ic fire protection plans 


6303190310 Forwards IE Safeguards Insp Rept 90-271/83-08 on 030404-00 
id notice of violation 

kart IN, T T Diviiion Of Engineering 6 Technical Programs 83/09/09 

MURPHY, W P Vermont Yankee Nuclear Power Corp 3pp 10901 066 

24X Fiche 30-271.83/09/05,8309190310 


—0309190311 Notice of violation from insp on 030404-00 Safeguards Info 
delated (ref tOCFR73 211 

a Region 1, Office of Director 03/05/05 Ip 18901 06? 24X 

Fiche 50-271,03/03/03.8305190310 


—8309190313 IE Safeguards Insp Rept 50-271/03-08 on 030404-00 
Non comp 1 iance noted vlta:l area barrier degraded w/o 
compensatory measures in. effect Safeguards info deleted 
(raf IOCFR73 21) 

SMITH,© C . DUNLAP, J M , COPY, A T Region 1, Office of Director 
83/04/22 4pp 10301 070 24X Fiche 30-271,03/09/09,0303190310 


0309200708 Responds to 030120 Hr re changes identified as Rev 7 to 
physical security plan Changes do not decrease ef f ecti veness 
of plan, uf/e iceptlon of changes on Page 9-2 & Figure 9-1 
Dul lat-resi stant structure req^u irements unclear 

VAS3ALLC, D B Operating Reactors Branch S 83/09/09 SINCLAIR, J B. 

Vermont Yankee Nuclear Power Corp 2pp 10926 395 24X 

FKha 50-271,83/09/09.8303200708 


0305110034 Oeneric Ltr B3''21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re c lari f (cation of 
access to control procaduras far law enforcement visits 
Svc list end 

EI6ENHUT.D0 Division of Licensing 03/05/11 Consolidatid 

Edison Co of Mew Yorl(, Inc I6pp 18540 095 24X 

FI Che 50-000.63/03/11,0305110034 


8309240991 Informs that NUREO-0737, Item IH A 2 i, ^'Emergency 
Preparedness. Upgrade Enargency Plans to App E, 10CFR90, " 
completed. Item closed 

VA68ALL0, D B Operating Reactors Branch 2 83/05/18 SINCLAIR, J.D 

Vermont Yankee Nuclear Power Corp 3pp 10994 211 24X 

Fiche 90-271,83/05/18,0309240991 


8305310212 Fowards errata to 030126 Rev 7 to security plan Errata 
withheld Iref 10CPR73 21) 

StNCLAlR.J 0 Varment Yankee Nuclear Power Corp 83/09/23 
VASBALLO, D B Operating Reactors Branch 2 ip 18658 134 24X 

Fiche 90-271,33/09/23,8305310312 


P Operating license stage documents 6 correspondence 


8309020592 Forwards request for addl info needed to review structural 
aspects of util plant-unique analysis rept for Mark I 
containment long-term program Response requestad within 
45 days, 

VAsaALLO. D a Operating Reactore Branch 2 03/04/14. SINCLAIR. JB. 

Vermont Yankee Nuclear Power Corp Spp 10204 24? 24X 

Fiche 50-271,83/04/14,0305020552 


S305D20495 Oeneric Ltr 83-19 to all power reactor it testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs. Svc list end 

EIS£NHUT,DO Division of Licens ing 83/05/02 Consolidated 

Edison Co of Neu York. Inc 50pp 1044t 120 24X 

Ficlie 50-000.03/05/02,0309020455 


8309170069 Forwards Amend 79 to License DPR-2a, safety evaluation 6 
notice of issuance U a vai labi 1 ity Amend modifies 
organ! lat i onal placement of shift technical advisors 
ROONEY, V L, Operating Reactors Branch 2 03/05/02. BINCLAlRi J. B. 

Vermont Yankee Nuclear Power Corp 2pp 18495 189, 24X 

Fiche 30-271, 83/05/02, 8309170069 


— 8309170071 Amend 79 to License DPR-2B, modify ing organ! rational 
placement of shift technical advisors 

VA9SALL0, D D Operating Reactors Branch 2, 03/09/02 7pp 

10495. 107 24X Fiche: 90-271, 03/09/02, 0305170069 


— 0309170072 Safety evaluation supporting Amend 79 to License DPR-SB, 
e Office of Nuclear Reactor Regulation, Director 03/09/02. 2pp 
10499-194 24X Fiche: 50-271, 03/05/02, 0309170069 


—8305170079 Notice of Issuance it availability ef Amend 79 to License 
DPR-20 

VA89ALL0. 0 0 Operating Reactors Branch 2. 03/09/02 2pp 

1 8495 < 196. 24X Fiche 90-271.83/09/02,8309170069 
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63032^0068 Advises that action required bg 
Oinaric Ltr 63-07 c amp 1 ete< ba sed on util 
re disposal of high level uaste or spent 
VASSALLO# 0 0 Operating Reactors Branch 
Vermont Yankee Nuclear Pouier Corp 2pp 
FlCh# 30-271,83/03/03,8303230068 


Amend 74 to License DPR''20 & 
negotiating u/DO:£ 
nuclear fuel 

2 83/05/03 SINCLAIR. JB 

1B343 ISO 24X 


0303270141 Requests exemption from schedular requirements of equipment 
qualif Iration final rul« (lOCFRSO 48<d)> Final submittal 
expected bg S30610 Delay due to late receipt Of Franklin 
Research Ctr rept 

SINCLAIR. J D Vermont Yankee Nuclear Power Corp 33/03/30 

EISENHUT, 0 a Division of Licensing 2pp 1D63B 206 24X 

Flche* 30-271, B3/03/20. 0303270141 


8305230115 Forwards safety evaluation of util submittal re procedure 
verification 8* design mod per NUREO-0737. I tern 11 K 3 22, 

"Automatic Switchover of RCIC Suction *' Item resolved 
VASSALLOiD Q Operating Reactors Branch 2 83/03/05 SINCLAIR. -JB 

Vermont Yankee Nuclear Power Corp 3pp 18546 344 24X 

Flche 50-271, 83/03/03, 8305230113 


830S230279 Foruierdi safety evaluation of plant mods & design revieui of 
shUeldlng for vital areas per NUREO-0737, Item II Q 2 2 
Required mods completed St acceptable 

VASSALLOi D B Operating Reactors Drench 2 83/03/03 SINCLAIR, J D 

Vermont Yankee Nuclear Power Corp 6pp IB343 260 24X 

Flche 30-271, 03/03/05, B303230279 


6303090659 Generic Ltr 83-20 to all operating reactor Itcenseei St 
halderi of CPt re Integrated scheduling for implementation 
of plant mods Sve list end 

ElSENHVTiO 0 Division of Licensing 03/05/09 Consolidated 
Edieon Co of New York, inc i6pp 18627 133 24X 

F i e he 30-000, S3/03/09r 0303090639 


B30S130103 Forwards Rev 0 to "Improved Dynamic Vacuum Dreatror Valve 
Response for Vermont Yankee, " In response to NRC 030202 
Generic Ltr 03-00 

SINCLAIR, J D Vermont Yankee Nuclear Power Corp 03/03/11 

VAS6ALLQ, D, D Operating Reactors Branch S Ip 18436 061 24X 

Flche 30-271,03/03/11,0303130103 


--SD03I30104 Rev 0 to "Improved Dynamic Vacuum Breaker Valve Response 
■for Vermont Yankee " 

BILANIN, A J Continuum Dynamics, Inc 03/03/11 20pp 
10430 062 24X Fiche 30-271,83/03/11.0305130103 


8303230312 Forwards request for addl info needed to complete review of 
util 610313 response to NOREG-0737, Item II K 3 26, 

"Qua Llf Icatlon of ADS Accumulators " Response requested 
within 43 days of receipt of ltr 

VAeSALLO, D B Operating Reactors Branch 2 03/03/i 1 SINCLAIR, J 0 

Vermont Yankee Nuclear power Corp 3pp 10543 301 24X 

Flche 30-271,83/05/11,0303230312 


6305200317 Forwards list of additions U deletions of saf ety-re lated 
shock suppressors Installed to conform u/acciptance criteria 
in N(JREG-066l Proposed change to Tech Specs will be 
submitted by 830601 

SINCLAIR, J B Vermont Yankee Nuclear Power Corp 63/05/17, 

VA8SALL0, 0 B Operating Reactors Branch 2 3pp 18316 080 24X 

Flche: 50-271, 03/03/17, 6303200517 


8309240193 Forwards summary of NUREO-0737 Tech Spec review to determine 
consistency w/guldance criteria provided in 630110 Generic 
Ltr 83-02. 

SINCLAIR, J B Vermont Yankee Nuclear Power Corp 63/03/17 

VA66ALLO, D B Operating Reactors Branch 2 5pp 18546 032 24X 

Flche. 50-271, 63/08/17, 8305240195 


Qi Inspection reports, IE Bulletins I' correspondence 


B2120-60385 IE Info Notice 63-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
end 

TAYLOR. V M Division of Safeguards V Inspection Programs (Post 
0301031 63/03/21 Consolidated Edison Co of New York, Inc 

ll2pp 18300 31? 24X Flche 50-000,63/03/21,6212060305 


0309120468 Addl response to FOIA request for s 1 X categories of 
documents Forwards App A documents 

FELTON. V M Division of Rules and Records 63/03/23 HIATT. 8 L 
Ohio Citlxena for Responsible Energy 2pp 18437 211 24X 

Flche 30-271,03/03/25.0309120466 


--8207300178 Details of IE Investigation Rept 50-271/02-12 on 020606-10 
No noncompliance noted Najor areas investigated licensee 
actions In withholding info re 020424 loss of feedwater 
transient Proprietary details deleted (ref 10CFR2 7901 
a Region 1, Office of Director 02/07/20 30pp 18457 217 24 X 

Flche 50-271,03/03/29.8303120466 


— 0303130223 Forwards chronology of Region 1 actions re 620424 loss of 
feedwater event, imp invest Igatlon. documentatl ons. meetings 
w/state Sr licensee of fi cl als, evaluations of appropriate 
■ nforcement action 4, processing civil penalty 

HOLODY, D J Region 1, Office of Director 62/10/13 AXELRAD. J 
Director's Office. Office of Inspection and Enforcement 3pp 
ie437 262. 24X Flche 50-271,63/03/29.0309120480 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
3vc list end 

JORDANr E L Division of Emergency Preparedness & EngineeTlng 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

Ydrk. Inc I26pp 16435 135 24X Flche 50-000.83/04/15.6303040021 


8303040023 IE Info Notice 83-22. "BWR Saf ety/Rel lef Valve Failure* " 
SVC list end 

ifORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 18303 089 24X Flche 30-000. 83/04/22.6303040023 


8303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing 8ys *' Sve list end 

JORDAN, E L Division of Emergency Preparedness «« Engineering 
Response (Post 830103) 63/04/25 Consolidated Edison Co of New 

York, Inc 119pp 18301 291 24X Flche 50-000.83/04/23.8303040025 


8303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
8team Generators at PWRs *** Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103> 83/04/26 Consolidated Edison Co of New 

York, Inc 119pp 16302 047 24X FiChe 50-000,83/04/20.0303040026 


8309260296 Forwards safety evaluation of BWR Owners Group generic 
response to NUREO-0737, 1 tem II K 3 45, "Depressurl lat ion 
H/Other Than Automatic Oepreasuri ration Sys " No mod to 
plant design or operations required Action complete 

VAS6ALLD,0 D Operating Reactors Branch 2 03/05/16 SINCLAIR. J B 

Vermont Yankee Nuclear Power Corp 2pp 166S9 330 24X 

Flche: 30-27 1 , 63/03/16, 6305260296 


0305250369 Proposed Change lOB to License DPR-2ei App A, revising Tech 
Specs re safety-related shock suppressors Rev makes 
number of snubbers installed concurrent w/completlon of Mark 
I cantalnment long-term program 

HElDERrL H Vermont Yankee Nuclear power Corp 83/03/20 Office 
of Nuclear Reactor Regulation, Director 2pp 18366 216 24X 

Flche: 50-271, 63/05/80, 8305230569 


--8309290574 Proposed Tech Specs re safety-related shock suppressors, 
making number of snubber* Installed concurrent w/completlon 
of Mar)( I containment long-term program 

* Vermont Yankee Nuclear Power Corp 03/03/20 6pp 16386 S18 
24X Flche* 30-271 , 83/05/20, 0303230569 


B30926<0|14 Informs that response to NUREO-O737r I tem II K 3.13 re RCIC 
rastart complate for f acl 1 i ty, based on 630415 commitment 
to follow OE Owners Group conceptual design 

VA66ALL0, D B Operating Reactors Branch 2 63/05/20 SINCLAIR. J.B 

Vermont Yankee Nuclear Power Corp 2pp 18649.065. 24X 

r J c h ■ r 90-27 i I 63/05 /20, 0305260 114. 


8303040027 IE Info Notice 03-25, "Standby Oat Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment " 8vc list end 
J(3RDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B3/04/28 Consolidated Edison Co of New 

York, Inc llBpp 18362 163 24X Flche 50 - 000 , 03 / 04 / 20 . 630304 0027. 


B3O3O4DO20 IE Info Notice 03-26. "Failure of Safety /Rel 1 ef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Rasponie (Post 83D103 ) 83/03/03 Consolidated Edison Co of New 

York. Int I22pp 16441 170 24X Flche 30-000.03/05/03.0303040026 


8303040030 IE Info Notice B3-27. "Operational Response to Events 
Comcerning Deliberate Acts Directed Against Plant 
Eq,ulp(nsnt " 6vc list and 

JORDAN, E L Division of Emergency Preparedness Engineering 

Response (Post 030103) 03/03/04 Consolidated Edison 

York, Inc 1 12pp 16302 202 24X Flche 30-000,03/09/04.8303040030 


8303040031 IE Info Notice 83-20. "Criteria for Protective Action 
Recommendations for General Emergencies ’* Sve list end. 

JORDAN, E L Division of Emergency Preparedness I- Engineering 
Response (Post 830103) 63/03/04 Consolidated Edlion Co. of New 

Yarkr Inc 119pp 16441 001 24X Flche 30-000.83/03/04.8303040031 


8309190187 FoTWards IE Insp Rept 50-271/63-06 on 830329-0401. No 
nencompl lance noted 

MARTIN, T.r Division of Engineering «< Technical Programs 
MURPHY. H P Vermont Yankee Nuclear Power Corp 2pp 
24X Flche 90 - 271 . 03/09/04, 8303190187 


03/09/04 
18502. 26 G 
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--8303190191 IE Jnsp ftept 30-271/93-0* on B30329-0401 No noncompUance 
noted Major arejs inspected radiation protection prograrn 
advanced planning U prepara t i on< tra ining > c ontamlnat«d 
ligdrolas^r (m follGiuup on previous in%p -findings 

CLEMOMS. P . 5HANDAKY. M Region 1. Office of Director 83/04/25, 
3pp 19502 262 24X Flche 50-371-93/03/04/8305190197 


8303Q901B4 EN-83-Q31 on 930510. no t i c e of violatian & proposed 
Intpositlon of civil penalties In amount of 440.000 biill be 
issued tD util Action based an Tech 6pec limiting condition 
for oparatian violation re secondary containment integrity 
DARBER. G . AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 90/05/03 ip 18364 001 24X Fiche 30-27 1 . 93/03/09^ 

9303090594 


9303190310 Forwards IE Safeguards Insp Rept 30-27I/93-OS on 030404-03 
& notico of vtalatlon 

MARTIN. T T Division of Engineering h Technical Programs 93/03/05 
MURPHY. W P Vermont Yankee Nuclear Poiiier Corp 3pp 1B901 066 
24K Fiche 50-271, 03/03/03, 93051 90310 


— 0305190311 Notice of violation from insp on 030404-09 Safeguards info 
deleted tref 10CFR73 21 > 

♦ Region I- Office of Director 83/03/05 Ip 18301 069 a4X 
Fiche 30-271.83/05/05,0305190310 


—8303190313 lE Safeguards Insp Rept 30-271/03-09 on 830404-09 
Noncompliance -noted vital area barrier degraded ur/o 
compensatory mBasurcs in effect Safeguards info deleted 
(ref iOCFR73 21) 

SMITH. 0 C , DUNLAP, J H , OODY. A T Region 1, Office of Director 
93/04/22 4pp 10501 070 24X Fiche 30-271.83/05/05.8305190310 


e303230233 Advises that responsibility for evaluating util preposed 
actions In response to IE Bulletin 93-03 re recircu lat 1 on 
sys pipe cracks £■ restart approve 1 , transferred to Oiv of 
Li cansing 

VASSALLO. D B Operating Readtors Branch 2 93/05/05 SINCLAIR-, J fi 

Vermont Yankee Nuclear Power Corp 2pp 18343 249 24)C 

Fiche 50-271, 03/OS/O5, 0303230253 


8303040033 IE Info Notice B3-29, "Fuel Binding Caused by Fuel Rack 
Deformation 5vc list end 

JORDAN, E L Division of Emergency Preparedness -Sc Engineering 
Response (Post 8301031 93/05/06 Consolidated Edison Co of New 

York. Ind llSpp 10523 248 24X Fiche 50-000,83/05/06.8303040033 


9305250572 Discussee IE insp on 830321-25 8t forwards notice of 
violation It proposed impositlcin of civil penalty 
ALLAN, J H Region 1. Office of Director 83/05/10 MURPHY* W P 

Vermont Yankee Nuclear Power carp 3pp 10594 347 24X 

Fiche 50-271.03/09/10.8305230572 


— S3D5290577 Notice of violation it proposed imposition of civil penalty 
in amount of 440,000 None ompl iance noted on B3032I , secondary 
containment integrity not maintained when irradiated fuel 
rods it bundles asoved within fuel pool 

ALLAN, J M Region 1. Office of Director 93/05/10 4pp 
1B3Y4 390 24X Fiche 50-271,83/03/10.8309950972 


8303040034 IE Info Notice 03-30. "Misapp 1 Jcat 1 on of Generic Emergency 
Operating Procedures CEOP) Guidelines ■' Bve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 

Response (Post 830103) 83/05/11 Consq 1 i dated Edison Co of New 

York, Inc ll4pp 18524 003 24X Fiche 3 O-OOO, 83/03/11 , 8303040034 


8305250447 Forwards IE Mg t Meeting Rept 5(?-27i /93-I0 on 830419 to 
discuss i ntergranolar stress corrosion cracking of 
recirculation ays 

STAROSTECKl . R Division of Project & Resident Programs 83/05/1 f 
murphy. W P Vermont Yan-kee Nuclear Power Corp 2pp 18593 204 
24X Fiche 50-271. 93/03/ 1 1, 8305250447 


— 8309250450 IE Mgt Meeting Rejit SO-271/83-10 on 930419 Major areas 
discussed intergranular stress corrosion cracking problems 
it response to IE Bulletin e3-(?a 

HOLDEN, C F . GALLO. R M Region I. Office of Director 83/04/21 
4pp 18509 206 24X Fiche' 30-274. 93/05/ U . 0305230447 


83-03040040 IE info Notice 83-31, "Error In ADLPfPE Computer Program.** 
&VC list encl 

JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 930103) 83/05/19 Consolidated Edison Co of Nan/ 

York, Inc 114pp 19697 009 24 X FUh e 50-000, 03/03/19, 0303040040 


9305270045 Discusses review of relief requests from inservlce Insp 
retulremeTits per lOCFRSO 33a(g) Relief granted for 
requirements impractical to implement SER. technlca I 
evaluation U FR notice of granting of relief end 

VASSALLO. D B Operating Reactors Branch 2 03/05/ J 9 SlHCLArRf^ B 

Vermont Yankee Nuclear Power Corp 3pp 10661 171 24X 

Fiche 50-271.83/05/19,830527004 5 


— 8303270030 Safety evaluation granting in part it denying in part, 
requests for relief from Inservlce insp requirements per 
10CFR30 SSaig) 

a Office of Nuclear Reactor Regulation, Director 83/05/19 
12pp 18661 174 24X Fiche 30-271,93/03/19.0305270045 


— 0305370052 "VT Yankee Nuclear Power Station Inservica Insp Program, “ 
technical evaluation rept 

• Science Applications, Inc NRC— 03— 82— 096 IB6— 028—24 

82/09/02 NRC - No Detailed Affiliation Given 68pp 
16*61 186 24X Fiche 50 - 271 . 83/05/19. 0303270045 


— 0303270033 Notice of granting of relief from ASME Code Section XI 
fnsarvica insp requirements 

VASSALLO* D B Operating Reactors Branch 2 93/05/19 2pp 

18661 249 24X Fiche 50 - 27 t. 83/03/19, 0303270043 


8303230480 Clarifies 830324 responsj to util 021203 Itr ra IE Jnsp Rept 
30-271 /B2-13, rod irac ting attention to requirement to 
naintain related records of malnt performed by licenaee on 
package at licensee site. as noted in IE Info Notice 83-10 
martin. T r Division of Engineering it Technical Programs 93/03/20 
MURPHY. W P Vermont Yankee Nuclear Power Corp Ip 10309 253 
24X Fiche 30-271.83/03/20,0303230480 


0303040046 IE Info Notice e3-"33, "Nonr epresentatlve Sampling of 
Contaminated Oil Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Respanie (Post 830103) 83/03/26 Consolidated Edison Co of New 

York. Inc ll4pp £8647-007 24X Fiche 30-000, 03/03/26, 8303040046 


R Periodic operating reports related correspondence 


8305170006 Forwards monthly operating rept for Apr 1983 

MURPHY* M P. Vermont Yankee Nuclear Power Corp 83/03/12 Office 
of Resource Management, Director tp 18466 142 24X 

Fiche 50-271.03/09/15,8305170006 


— 6303170007 Monthly operating rapt for Apr 1903 

Bl/ROER.F J Vermont Yankee Nuclear Power Corp 83/03/09 7pp 
19466 143 S4X Fiche 50-271,03/09/12,8303170006 


8 Reportable occurrences, LERs t, related correspondence 


8305050341 Forwards AEOD/E305, ■' Inoperable Motor Operated Valve 
Assemblies Due to Premature Degradation of Motors 8</or 
Improper Limit Swi tch/Torqua Switch Adjustment *' Rept should 
be forwarded to NRR/RES S( IE 

BROWN, E J , ASHE.F 8 Reactor Operations Analysis Branch 83/04/13 
8EYFRIT. K V Reactor Operations Analysis Branch 2pp IB352 031 
24X fiche 30-000.83/04/13,8305090341 


— 8305050333 "Inoperable Motor Operated Valve Assemblies Due to Prematura 
Degradatidn of Motors 8,/or Improper Limit Bwltch/Torque 
6<jiltch Adjustment," AEOD engineering evaluation rept 
BROWN. E J , ASHE, F S Director's Office 83/04/13, 7pp 
10352 053 24X Fiche 50-000,83/04/13,0303050341 


6305050101 Fortuard* LER 83-01 1/03L-0 

fELLETIEn,0 P Vermont Yankee Nuclear Power Corp 83/04/25. 
ALLAN. J M Region J, Office of Director Ip 18341:336 24X 

Fiche 50-271.03/04/25,0309050101 


— 8303050108 LER 83-0JI/03L-0 on 830329, during visual imp, shock 
suppressor M8-6 on main steam A piping found w/no visible 
fluid in sight glass 8i failed to lock up Caused by damaged 
Icnitae Snubber cleaned it rebuilt 

PELLETIER, O P Vermont Yankoe Nuclear Power Corp 83/04/25. 
Region I, Office of Director Ip I834I 337 24X 

Fiche, 50-271,83/04/29, 8303050101 


V Operator Esam-ina t ions 


9305240340 Withdraws commitment re NUREO-0737, Item I A I 3, '‘Licensing 
Exam Criteria " Recommendations to delete requirement for 
use of simulator exam as part of operator license exam 
program approved per 92J012 Oenerlc Ltr 82-18 it SECY 82-232 
HEIOER, L H Vermemt Yankee Nuc 1 ear Power Corp, 93/09/19 
VASaALLO. D 0 Operating Reactors Branch 2 2pp 18972 359 24X 

Ftche 50-27 1 1 83/03/ 19. 8305240343 


DOCKET 50-272 SALEM NUCLEAR OENERATINO STATION, UNIT 1 
F Security, medical, emergency 4t fira protection plans 


8303130307 Releases public version of revised emergency plan 

FECraN.J M Division of Rules and Records 03/05/02 Document 
Management Branch Ip 10496 335 24X Fiche 50-272,83/05/02, 

8309130307 
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0305130300 Foruards public version of Rev 2 to emergency plan Receipt 

form end 

ft Jersey Central Poujer Light Co 03/04/04 v/ARQAi 8 A 
Operating Reactors Qranch 1 Ip 1645A 336 24X 

Fiche 50-272.63/05/02,8309130307 


— 030313030? Public version of Rev 2 to emergency plan 

BUROE. C A , MIDURA.H J Jersey Central Pouer & Light Co 
83/04/04 IBBpp 10456 337 24X Fiche 50-272/83/03/02. 
0303130307 


— 6305110 1 56 PSE-OJOe, "Maint Procedures " 

ft Public Service Electric Gas Co of New Jersoy 83/04/37 
J,3l7pp 1039? 101 24)C Fiche 50-272,83/04/27,8305110154 


83030204S5 Generic Ltr 03—1? to all power reactor testing licensees 
re new pracedipres for providing public notice concerning 
issuance of amends to OLs Svc list enc t 

EISENHUT, D O Division of Licensing 83/05/0? Consolidated 

Edison Co of New Vork, Inc 50pp 10441 120 24X 

Fiche 50-000,83/05/02,8305020435 


8305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs fc holders of CPs re clarification of 
accftss to control procedures for law enforcement visits 
a-vc lilt end 

EI8ENHUT. D G Division of Licensing 83/09/11 Consolidated 

Edison Co of Now York, Inc I6pp 18540 095 24X 

Fiche 30-000103/09/11,0305110034 


6305090437 Application to amend Licenses OPR-70 K, DPR-75, rev i s ing 
safety Tech Specs by raising trip setpoint & allowable value 
of steam generator water levd low-law reactor trip in 
Table 2 2-1 

LIDEN, E A Public Service Electric b Gas Co of New Jersey 

83/09/04 VAFGA. S A Operating Reactors Branch I 2pp 16360 252 

24K Fiche 30-272. 83/05/04. 0305090457 


8305270043 Ac k receipt of 030305 ltr informing NRC of steps taken to 
torrset violations noted in IE Insp Repts 90-272/03-08 b 
50-311/63-07 Request to further mitigate violation re 
security access control denied „ 

8TAR09TECK1, n Division of Project Ik Resident Programs 63/05/23 
UDERirZ. R A public Service Electric $- Gas Co of New Jersey 2pp 
10630 345 24X Fiche 50-272,03/09/23,0305270043 


— 0305270053 Responds to NRC 030409 ltr re violations noted in lE Insp 
Repts 90-272/03-08 b 90-311/83-07 Corrective actions b 
request for reduction in severity level of violation end 
Ends withheld (ref 10CFR73 21 > 

UDERITZ.R A Pyhlic Service Electric b Gas Co of New Jersey 
03/05/09 Region 1, Office of Director 3pp 10A38 347 24X 

Fiche 50-272,03/09/33,0305270043 


D Adjudicatory correspondence 


0305170493 Order extending time until 030927 for Commission to act to 
revlau Director's Decision DD-03-6 

CHILK, 8 J Office of the Secretary of the Commission 03/05/13 
Commissioners Ip 10470 034 24X Fiche 90-273,83/05/13. 

8303170493 


—6305090499 Proposed changes to safety Tech Spec s* ra ising trip setpoint 
&( allowable value of steam generator water level iow-lou, 
reactor trip in Table 2 2-1 

ft Public Service Electric & Gas Co of New Jersey 03/09/04 
4pp 18360 294 24X Fiche 50-372. 83/09/04, 03O5O9O497 


B309170079 Forwards Amends 53 6 21 to Licenses DPR-70 DPR-75i 
respec tive 1 y, safety evaluation h notice of Issuance L 
avallabllliy Amends raise trip setpoint & allDwable value 
of steam generator water level low-low leactor trip 
FISCHER, D Operating Reactors Branch 1 83/05/05 UD£RITZ,R A 

Public Service Electric It Gas Co of New Jersey 3pp 18499 311 
24 X Fiche 50-272,03/05/05,830517007? 


—8305170004 Amends 93 tc 21 to License DPR-70 4, DPR-75, reap ecti vel y. 
raising trip setpoint tt allowable value of steam generator 
water level low-low reactor trip 

VAROA, S A Operating Reactors Branch 1 B3/05/05 Spp 

IB499 214 24X Fiche 90-272,03/05/09,0305170079 


— 6309170067 Safety evaluation supporting Amends 53 & 21 to Licenses 
DPR-70 & DPR-75i respectively 

ft Office of Nuclear Reactor Regulation, Director 03/05/09 2pp 
18495 223 24X Fiche 50-272,63/09/09.0309170079 


8303310006 Order extending time until 030601 far Commission to act to 
rovlesi Director's Decision DD-03-6 

CHlLKi 6 J Office of the Secretary of the Commission 83/09/27 
Commissioners Ip 18693 230 24X Fiche 50-272,03/09/27. 

8309310000 


— 6305170090 Notice of issuance %t availability of Amends S3 S. 21 to 
Licenses DPR-70 ft OPR-79, re spec 1 1 vely 

VAROA, S A Operating Reactors Branch 1 83/09/09 2pp 

19495 224 24X Fiche 50-272,03/03/09,9305170079 


I Financial information 


8305300067 Forwards Annual Financial Repts for 1982 

FRYLINO. R Public Service Electric ft Gas Co of New Jersey 
33/09/17. Office of Nudoar Reactor Regulation, Director Ip 
10516 190 34X Fiche 90 - 000 , 03/09/17, 0309200067 


6305170117 Forwards Amends 52 ft 20 to Licenses DPR-70 tt DPR-79, 
resp ec 1 1 vely, safety evaluation & notice of Issuance & 
availability Amends change partial power multiplier from 0 2 
to 0 3 

FieCHERi 0 Operating Reactors Branch I 03/05/05 UDERITZ,R A 
Public Service Electric & Gas Co of Now Jersey 3pp JB496 001 
24X Fiche 90-272.83/03/05,6305170117 


J iniurance it indemnity information 


6303160157 Forwards Endorsements 90 U 45 to NELIA Policy NF-a30 <» MAELU 
Policy NF-90i respectively . . 

golden, M P Harsh ti McLennan, Inc 03/09/02 SALTZMAN, J 
Assistant Director for State t, Licensee Relations 3pp 18449 06? 
24X Fiche 90-273< 03/09/02, 0303160137 


p Operating license stage documents L correspondence 


6305050013 Forwards response to Generic Ltr 82-26 re inadequate core 
coaling instrumentation iy$ <TMI Action item II F 2) 

Uestlnghouse reactor vessel level instrumentation sys. 
described in eoi23i , 810206 ft 1307 submi tta Is, utl 1 1 led 
LIDEN.E.A Public Service Electric I, Gas Co of New Jersey 

63/04/22 VAROA, 6 A Operating Reactors Branch I 27pp 

18339' 026 24X Fiche 30-272,03/04/22,0305090013 


8305020166 Clarifies 830422 response to NRC 830420 ltr. Item 2. II D 
10CFR30 94(flire Westlnghouse treatment of undervoltage trip 
attachment delivered disassembled 

tiDERlTZ. R A Public Service Electric Gas Co of New Jersey 
83/04/27 EI0ENHUT, D 0. Division of Licensing 2pp 
i24X Fiche SO -272, 03/04/27, 8309020 1 86 


18270 192 


0305110154 Forwards supplementary response to 020223 6-month response 
to Genftric Ltr 81-07. NUREG-06 12. -’Control of Heavy LoadSr 
to confirm It clarify Items discussed In 020804 telcon 
LiDENrE A Public Service Electric it Oas Co of New 

03/04/27 VARGA, S, A Operating Reactors Branch 1 Bpp 103?? 007 
24X Fiche 90 - 272 < 83/04/27. 8303110194 


— 6305170119 Amends 93 ft SO to Licenses DPR-70 ^ DPR-75, posp oc t i vely , 
changing partial power multiplier from 0 2 to 0 3 
VAROAi S A Operating Reactors Branch i 63/05/05 13pp 
16476 004 34X Fiche 50-272.03/09/09,0305170117 


—0309170124 Safety evaluation supporting Amends 92 i< 20 to Licenses 
DPB-70 ft DPn-73/ respec 1 1 valy 

ft Office of Nuclear Reactor Regulation, Director 03/05/09 8pp 
18496 017. 24X Fiche 50-272,83/03/09,8309170117 


— 6305170129 Notice of issuance fr availability of Amends 92 U 20 to 
Licenses DPR-70 ft DPR-79, respec 1 1 vdy 

VAROA. S A Operating Reactors Branch 1 83/09/03 2pp 

16496 019 24X Fiche 50-272,83/09/09,0303170117 


6305090659 Generic Ltr 83-20 to all operating reactor licensees L 
halders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT. D 0 Division of Licensing 03/O9/G9 Consolidated 

Edison Co of New York, Inc i6pp 10627 193 24X 

Fiche 90-000,03/05/09,030509069? 


6305170320 Forwards schedule for qualification or replacement of 
unqualified equipment for Categories I B, II A, II C IV 
identified In 6ER on environ qual i f icat ion of safety-related 
electrical equipment 

LIDEN, E A Fulillc Service Electric U Gas Co of New Jersey 
63/03/09 VAROA. 8 A Operating Reactors Branch i 16pp 
10465 153 24X Fiche 50-272,83/09/09,0309170328 


6309230304 Forwards affidavit 6 fee for review of 630504 application to 
amend Licenses DPR-70 Ik DPR-7S 

LIDEN, E A Public Service Electric ft Gas Co of New Jersey 

83/09/11 VARGA. B A Dperatlny Reactors Branch 1 2pp 10937 170 

S4X Fiche 50-272.83/05/11,6305230304 
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Q3053l0;?ar R«q.ue«ts on opsrability of 10-inch presairre/ 

vacuum relief valves used lor pur 9 e or venfc of containments 
to demonstrate that valves will operate In event of ODA- 
LOCA Infd re<iuested u^lthin 13 dags 

VABOA, S A Operating Reactors Branch 1 03/05/19 UDEfllTZ^R- A 

PuhLlC Ssrvicfr Electric U Gas Cp cf Utu Jersey 7pp 186&2 261 
2AX FiChe 50-272,03/05/19-03053*0221 


Q Inspection reports- IE Bulletins h correspondettce 


9212060383 IE Info Notice 83-14. "Dowatered Spent Ion Exchange Resin 
Susceptibility to Exathermlc Chemical Reaction “ 5vc list 
enc 1 

TAVLOR. J h Division of Safeguards 6 Inspection Programs (Post 
e3Dl03> 03/03/21 Consol idated Edison Co of New Yoi-Iif Inc 

H2pp 10309 319 24Jf FIche 50-000.63/03/21.9212060303 


0303040021 IE Infp Watitfs 93-21. “Defective Emergency Use Respirator " 
Sve list end 

JORDAN, E U Division of Emergency Proparedness 6 Engineering 
Response (Post S30103I 93/04/15 Consolidated Edison Co of Ntur 

YorK. Inc i26pp 10433 13S 24X Flche 90-000- 03/04/15. 8303040021 


0303040023 IE Info Notice 83-22i "BNR Saf ety/Rel ief Valve Failures " 
0VC liet end 

JORDAN, £ U Division of Emergency Preparedness ^ Engineering 
Response (Post 330103) 03/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 089 24XFlche 30-000. 83/04/22. 0303040023 


8303040025 IE Info Notice 83-23. “Inoperable Conbalnm.ent Atmosphere 
Eensing Sys " &vc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103), 03/04/25 Consolidated Edison Co. of New 

York. Inc ll9pp 1B3BI 291 24J( Flehe 30-000,83/04/25,0303040025 


0305020299 Act receipt of 630407 Itr informing NBC of steps taken to 
correct violation noted in lE Insp Repts 9t>-272/a3-0'9 (< 

90-311/03-00 

HARTlNrT T Division of Engineering t« Technical Programs 03/04/26 
UDERITZiR A Public Birvice Electric S< Oas Co of New Jersey Ip, 
10277 260 24X Flehe 90-272,03/04/26.0305020298 


—0309020267 Responds to NRC Q30310 Itr re violation noted in IE Insp 
Rep ts 50-872/03-09 4, 90-311/93-00 Corrective actions 
Procedure RP7 004 revised to incorporate more extensive 
bracing for future low-specific activity box shipments 
UDERITZ.R A Public Bervlce Electric 4c Oas Co of New Jersey 
93/04/07 MARTIN- T T Division of Engineering k Technical 
Programs 2pp 10277 269 24X Fiche 90-272. 03/04/26. 0309020290 


0303040026 IE Info Notice Q3-24, '^Looee Parts in Secondary Side of 
Bteam Oenerators at PNRs " 0vc list encl 

JORDAN. E L Division of Emergency Freparadness 4, Engineering 
Response (Post 03OH)3> 63/04/20 Consolidated' Edison Co of New 

York- inc ll5pp )B3d2 047, 24X Fiche 90-000.33/04/20.6303040026 


0303040037 IE Info Notice 03-29- “Otandby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JOBOANiE L Division of Emergency Preparedness & Engineering 
Response (Post B3(9103) 03/04/20 Consolidated Edison. Co of New 

York- Inc 110pp 10382 169 24X Fiche SO-ODO- 03/04/20. 0303040027. 


0303040(720 IE Info Notice 93-26. "Failure of Safety/Rellef Valve 
Discharge Line Vacuum Breakers '* Bve list encl 
JORDAN. E L Division Of Emergency Preparedness 4c Engintarlng 
Response (Post 6301031 83/05/03 Consolidated Edison Co. of New 

York. Inc l2Ppp 16441 170 24X Fiche 50-000. 83/09/03. 0303040028 


0303040030 IE Info Notice 83-27, •'Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Bve list encl 

«JORDAN.E L Division of Emergency Preparedness 4( Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc Ai2pp 16302 262 24 X Fiche 90-000-83/09/04-0303040030 


S30304003I IE Info Notice 03-20, “Critiria for Protective Action 
Recemnendati ons for General Emsrgencies “ Ovc list encl 
JORDAN- E L Division of Emergency Preparedness 6 Englnaerlng 
Response (P-Dst 030103) 03/09/04 Consolidated Edison Co of New 

York, rnc U9pp. 10441 OQl 24X Fiche 50-000. 03/05/ 04. 0303040031, 


030507039-7 EN-03-032 on 03O5O9f not i c e of violation ft proposed 
inposition of civil penalties In amount of 4890-000 to he 
issued Action based on vloletlon of Tech spec requirements 
re reactor trip breaker failure 

KLINGLER-G . AXECRAD. J Director^ Office- Office of Inspection and 
Enforcement 03/09/05 Ip 10363 359 24X Fiche 90-272- 83/03/05/ 

0303090397, 


0303040033 IE Info Notice 03-29- "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 63/05/06 Consolidated Edison Co. of Neu 

York. Inc llSpp 10923 848 24X Fiche 50-000,03/09/06-0303040033 


8305190163 Forwards IE Insp Repts 50-272/03-14 k 50-311/03-11 on 
030323^25 k notice of violation 

MARTIN- T T Division of Engineering k Technical Programs 03/09/06 
UDERITZ-ft A Public Bervice Electric & Gas Co of New Jersey 2pp 
10902 240 24X Fiche 50-272-03/03/06-8309190163 


—0309190169 Notice of violation from insp on 030321-25 

a Raglan 1, Office of Director 83/09/06 Ip 185(73 242 24X 

Fiche 50-272,83/09/06-0305190163 


— e303l'90l74 16 Insp Repts 50-872/83-14 8* 50-311/83-11 on 030321-25. 
Noncompl lance noted failure to adhere to radiation 
protection proceduras be failure to use suitable measurements 
of airborne radloactl vl tg. per 10CFR20 l03{a>(3} 

NfHITZrR L . aHANOAKVfM Region 1- Office of Director 03/09/06 
13pp 18502243 24X Fiche 90-272-03/05/06-0305190163 


930S1600S9 Forwards response to NRC 630325 Itr re violations n-oteif in 
IE Insp Repts 90-272/82-33 $< 50-311/82-31 on 020405-1016 
Corrective actions. operational test group establishad to 
verify testing requirements Civil penalty fee encl 
(JDERITE-R A Public Oervice Electric 6 Gas Co of New Jersey. 
03/05/09, DEVOi/NG-R C Director's Office, Office of Inspection and 
Enforcement 7pp 10451 027 S4X Fiche 90-272-03/09/09-0305160005 


0303040034 IE Info Notice 83-30- “Misapplication of Generic Emergeiicy 
Operating Procedures (EOF) Guidelines " 8vc list encl 
JORDAMxE L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 83/09/11 Consolidated Edison Co of N*w 

York. Inc lt4pp 10924 003 24X Fiche 90-000-03/09/11-0303040034, 


8303040040 IE Info Notice 63-31, "Error in ADLPIPE Computer Program. " 
8vc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 63/05/19 Consolidated Edison Co, of New 

Yorfct Inc lt4pp 10697 009 24X Fiche 50-000- 03/05/19. 0303040040, 


6309240205 Ack receipt of 830425 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-272/03^11 6 
90-311/83-10 

MARTIN, T T Division of Engineering k Technical Programs, 03/05/19. 
UDCRlTZ- R A public Bervice Electric k Gas Co of New Jersey 2pp 
10548 1 07 24X Fiche. 50-272, 03/05/19- 6309240205 


—8309240291 Responds to NRC 630329 Itr re violations noted in IE ln*p 
Repts 90-272/03-11 k 50-311/03-10 Corrective actions all 
badges improperly issued destroyed Individual responsible no 
longer in security mgt position 

UOERlTZ.R A Public Service Electric k Gas Co of New Jersey, 
93/04/25 Region 1- Office of Director Ip 10548 109 24X 

Fi Ch e 50-272- 03/09/19- 0305240205 


0309270043 Ack recslpt of 830509 Itr Informing NRC of steps taksn to 
correct violations noted in IE Insp Repts 90-278/03-08 & 
90-311/83-07 Request to further mitigate violation re 
security access control denied 

BTAROareCKl.R Division of Project k Resident Programs 83/05/23 
UOERITZ. R A Public Service Electric k Gas Co of New Jersey 2pp. 
18638. 345 24X Fiche* 90-272- 83/09/23. 8305270043 


— 0305270053 Responds to NRC 830405 Itr re violations noted in IE Insp 
Bepts 50-272/03-08 k 90-311/B3-07 Corrective actions k 
request for reduction in severity level of violation encl 
Ends withheld (ref 10CFR73. 21) 

DDERITZ.R A Public Service Electric k Gas Co of New Jersey 
03/05/05 Region 1- Office of Director 3pp 10638 347 24X 

Fi c he 90-272, 83/05/23- 8305270043 


8309270164 Ack receipt of 830509 Itr forwarding payment of proposed 
civil penalty Response to notice of violation k proposed 
imposition of civil penalty will be evaluated 6 correetlva 
actions examined during future Insp 

AXELRAD-J. A, Enforcement Staff 80/09/29 UDERITI-RA Public 
Service Electric 6 Gas Co of New Jersey 2pp 10630 064 24X 

Fiche: 50-272, 83/09/29. 8309270164, 


S303C40046 XE Info Notice 83-33- "Nonrepresentative Sampling of 
Contaminated Oil ■' 3vc list encl 

JORDAN. E L. Division of Emergency Preparednsis k Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co. of New 

York, Inc U4pp, 18647 007 a4X Fiche 50-000, 03/05/26, 8303040046, 
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R PBTladi<. operating reports t. related correspondence 


6309170018 For<iiards monthly operating rept for Apr 1963 

ZLfPKOr J M Public Service Electric & Oas Co of Neu Jersey 
63/09/10 Director's Offlcei Office of Inspection and Enforcement 
Ip 1046* 163 2AX Flche 90-273,83/03/10.8303170010 


--*9309170051 Monthly operating rept for Apr 1903 

MiLLEPf L K Public Service Electric it Oas Co of Neui Jersey 
83/03/10 19pp 18466 164 24X Flche 30-372,03/03/10,6303170018 


0 Reportable occurrences, LERs it related correspondence 


0309300497 PND-I-83-049 ell licensee commitments rei^ulred for restart 
completed Actions to assess & mitigate svc uiater blofouling 
in support of plant heatup anticipated to occur on 830SI6 
comple ted 

ffORRHOl-M, L i COLLINS, 9 Region 1. Office of Director 63/03/17 
Ip 18314 032 24X Flche 90-272.82/09/17.0303200497 


0309020130 Forurardi 030414 & 56 Itrs documenting revieui of corrective 
action program re 830202 it 23 reactor trip breaker failures 
Ltrs previously transmitted at 830414 i 06 meetings 
ODERITIi R A Public Service Electric it Oas Co of New Jersey 
03/04/27 EISENHUT. D O Division of Licensing 2pp 10277 278 
24 )C Flche 50-272,83/04/27.8303020130 


--03O5O8O16O “Prel Imlnarg Review of PSEi<0 Co Corrective Action Program 
re Reactor Trip Dreatcer Failures at Salem Generating Station 
Unit 1 ■ 

•» Basic Energy Technology Associates 83/04/14 6pp 10277 380 
04X Flche 90-272103/04/27,0309020130 


8309040630 Notifies of CROR Meeting 36 on 630429 to discuss findings 
of SaLom Generic Implications Task Force 

BTELLOfV Committee to Review Generic Renuirements 93/04/27 
EISE-NHUT. D 0 Office of Nuclear Reactor Regulation, Director 
JORDAN, F L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety it 
Safeguards, Director 2pp 18336 306 24>C Flche 90-272,63/04/27, 

8309040630 


8309030490 PNO-I-03-041 on 030423, While Closing reactor trip breaker 
16 to test newly Installed reactor manual trip switches, 
breaker would not latch in closed position Caused by 
unattached coll spring at latch mechanism end 

LAZARUa, W , KEIMIO, R Region l. Office of Director 03/04/28 Ip 
18306 249 24 X Fiche 90-272.83/04/28,0309030490 


8303040262 Forwards summary listing short- & long-term actions it 
completion schedules re 030222 b 29 reactor trip breaker 
events , Corrective action program will also be applied to 
Unit currently scheduled to return to svc In June 1983 
UOERITZiR A Public Service Electric it Gas Co of New Jersey 
B3/O4/20 EISENHUT, DO Division of Licensing llpp 10323 249 
a4X Fiche 90-272,83/04/20.8303040262 


8309060476 Forwards LER 03-OO9/99X-O Detailed event analysis end 
2UPK0* J M Public Service Electric it Oas Co of New Jersey 
33/04/20 ALLAN, J Region 1, Office of Director 4pp 10340 161 
24X Fiche 90“272i 03/04/28, 0309060476 


—8303060482 LER Q3-009/99X-0 on 830130, dur ing routine plant cooldown. 
Inadvertent safety injection occurred due to low preisuriier 
preesure Caused by operator overlooking decreasing pressure 
All safety-related equipment functioned as designed 
FRAHH, R Public Service Electric & Gas Co of New Jersey 
63/04/50. Region 1, Office of Director Ip 10340 169 24X 

Flche 90-272, 83/04/28, 83090604 76 


9309090244 Responds to 830329 memo re mgt & technical issues of ATMS 
events Issues to be addressed in NUREO-IOOO, ''Generic 
Implications of ATWS Events at Salem Nuclear Power Plant '* 

RKR capability addressed in Unresolved Safety Issue A-43 
DENTON, H R, Office of Nuclear Reactor Regulation. Director 
83/04/29 EPLERiE P Epler. E P 8pp 18381 084 24X 

F r c h e : 90-272, 03/04 /29, 830509024 4 , 


--8305090299 Requests comments re need for effective leadership In light 
of ATtlS event, fa i lure of RHR lys it small break mitigation t, 
failure of initltutions to employ best available technology 
EPLER, E P Epler, E. P 83/03/2? PALLADINOi N J Commissioners 
ESER8QLE, J C AGR6 - Advisory Committee on Reactor Safeguards. 
CULLER. F L Electric Power Research Institute iOpp 10381 091. 

24 X Flche* 90-272, 83/04/29, 8309090244 


9303170064 Responds to 830412 petition i 0418 ama nd, r equ e s t i ng that 
NRC order PSE&Q to show cause why Facility restart should 
not be I estralncd Petition denied based on end Director's 
Decision 

DENTON, H fl- Office of Nuclear Reactor Regulation. Director 
03/04/29 RDDRIGI;EZ,J H New Jersey, State of 3pp 16494 184 
34X Flche 30-272,83/04/29,8305170064 


— 8305170085 Director's Decision DD 83*6, denying Public Advocate of NJ 
830412 petition 6 0418 amend requesting issuance of order 
to show cause why facility should not be restrained from 
restart until listed actions taken 

DENTONrM R Office of Nuclear Reactor Regulatian, Director 
03/04/29 app 18494 187 84X Fiche 30-272. 83/04 /29. 0303 1 70064 


— 0303170095 Safety evaluation re restart of facilities Licensee 
acceptably revised it expanded surveillance testing programs 
to address reactor trip issue 

* Office of Nuclear Reactor Regulation. Director 83/04/28 
45pp 18494 199 24X Fiche 30-272, 83/04/29, 03D31 7G064 


— 0305170106 "Evaluation of Failure to Trip, of Reactor Trip Circuit 
Breakers on Q3D222 it 25. Salem Nuclear Goneratlng Station 
Unit i," InfceTim technical evaluation rept 
TOMAN. G J Franklin I i>s 1 1 tute/Frank 1 in Research Center 
NRC-03-ai-130 03/04/07 SHENANSKI.P NRC - No Detailed 

Affiliation Given 71pp 18494 241 24X Fiche 50-272,03/04/29, 

0305170064 


—8303170110 Notice of issuance of Director's Decision DD 83-6 denying 
Pubtic Advocate of NJ 830412 petition L 0410 amend 
requesting issuance of order to show cause why facility 
should not be restrained from restart 

CASE.E 0 Office of Nuclear Reactor Regulation, Director 
03/04/29 2pp IB494 336 24X Flche 30-272.03/04/29,8309170064 


8309170674 GENERIC IMPLICATIONS OF ATW8 EVENTS AT THE SALEM NUCLEAR 
POWER PLANT Generic Implications 

d Office of N'uclear Reactor Regulation, Director MUREG-IOOO VOl 
83/04/30 i49pp Available at NRC *6 50 I04SI 103 84X 

Flche 30-272.63/04/30,8309170674 


0309170232 Informs Commission of findings of Salem ATWS generic 
imp 1 i cations task force re overall mgt capability & 
performance & reactor trip sgs roliability 

DIRCKS, W *f Office of the Executive Director for Dparatlons 
8ECV-83-15G 83/05/02 159pp 10476 IB4 24X 

Fiche 90-272,83/09/02,8303170232 


8309100004 PNS-l-03~Oll on 830904, spcur ity officer received bomb 
threat on inside plant telephone line from male caller 
Bearch initiated No bomb found Cali considered hoax 
HCKEOWN, OODY, JOYNER Region i, Office of Director 83/09/04 Ip 
10377*231 24X Flche 50-272, 03/03/04.8305100004 


B30910025B PN0-l“e3-046 on 030426, d lose I generator IC tripped off bus 
during i h test Caused by blofouling in svc water sys 
Licensee plans c nmprehenslve program of svc water sys 
chlorination & insp to evaluate extent of blofouling 
NORRHOLH. L , TR IPP, L , KEIMIO, R Region t, Office of Director 
83/05/04 2pp 10373 317 24 X Flche 30-272.83/03/04,8305100290 


0305120434 PN8-|-83~013 on 030502. Lower Alloways €r eek, N J, po 1 ice dept 
Informed licensee of planned, peaceful demonstration to 
protest facility restart scheduled for 030508 No press 
release planned 

MCKEQWN. L . OODY, A T , JOYNER, J Region )• Office of Director 
83/09/06 Ip 10431 131 24X Fiche 90-272, 03/03/06, 8309 120434 


0309180030 Forwards 030906 order confirming commitment to implement 
it/or maintain items specified In 03O4S0 Itr re reactor 
trip breaker failures 

EISENHUT, DO Division of Licensing 03/05/06 UDERITZ.RA 
Public Service Electric it Gas Co of New Jersey 3pp 16506 001 

24X Flche 50-272, 83/<I9/06r 8303 [B0B30 


— 8309100836 Order confirming licensee commitments to implement 8</or 
maintain items specified in 030420 Itr re reactor trip 
breaker fal Lures, «f fee t i ve immediately 

EISENHUT, D G Division of Licensing 83/09/06 Public Service 

Electric it Oas Co of New Jersey 4pp 18906 004 S4X 

Fiche 90-272183/05/06.8305180830 


8309200394 Forwards supplemental LER 02~O70/OlX-l Detailed event 
analysis encl 

ZUFKD, J M Public Service Electric 8< Gas Co of New Jersey 
83/05/09 ALLAN. J Reglen 1, □fflca of Director 9pp 1B510 110 
24 X Fiche 30-272.83/05/09.8309200394 
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--03O3aOO3<;7 Suppl?4ii»nfcdl UER B2-078/^0lK- 1 on B2 1 01 7y during routine 
containment purg e. abnormal decrease of radioactivity level* 
observed as indicated by containment plant vent monitor 
Caused by sample line left capped 

FR^hrt. R Public Service Electric U Gas Co <jf Neu Jer-sey 
83/05/0'» Reslon l> Office of Director Ip lasie 115 24X 

Flche 50-272, 83/05/09. 83032OO3»?4 


B30519D336 PN0-1-B3~Q50 on B30513. 100 gallons of cantamlnatetf uater 
discharged f rtjm aui 1 li ary bldg sump o-nto ground betuieen 
auxiliary & fuel handling bldgs Cause under investigation No 
Offsite release occurred Contaml rtated soil removed 
Sl/MHERS.R . THIPP,L Region 1. Office of Director 33/05/13 Jp 
10300 233 24X- Flche 30-272.63/05/13,0303190336 


8309250230 PNO- 1-03-032 ori B30520. plant went critical for first time 
since 030323 Reactor startup & Te<luireif reactor trip breaker 
testing completed uithlrt 24 h Poiiter ascension to 1 OOV 
expected over nert several days 

NOR R HOLM, L . J/IGOBS. R , GREENNAN. E Region 1. Office of Director 
03/05/23 Ip 10592 330 24X Flche 30-272.03/05/23.0303230230 


T Hearing transcripts on non-anti trust matters 


0303020329 Unofficial transcript of Commission 630426 public meeting 
re possible vote on restart in Hash Ington. DC Pp 1-107 
* Co^nmlss loners 83/04/26 I27pp 10504 075 2gX 
Flche 30-272,03/04/26.0303020529 


830517006? Transcript of Commissian 63QS12 meeting in Hash ingtooi DC to 
discuss evaluation of implication* of Salem event <Part 1) 

Pp 1-70 Supporting documentat i on end 
* Cammlss loner s 93/05/12 Btpp 16495 226 24X 

Fiche 50-272,03/05/12,0305170009 


0303230130 Transcript of Commission 830516 public meeting in 
t^ash 1 ngton, DC re evaluation of implications of facility 
event (Part I) Pp 1-62 Supporting documentation end 
* Commissioners 83/05/16 ?7pp 19577 110 24X 

Flche 50-272, 63/05/18. B30523O13O 
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F Security, medUal, emergency l< fire protection plan* 


0309030100 Releases public version of revised emergency plan 
irfiplemantl ng procedures 

FELTON.^ M Division of Rules and Records 83/04/29 Document 
Managerteat Branch Ip 1B3IO 001 24X Ficbe 50-275.03/04/22. 

0303030160 


—6305030168 Forwards public version of Rev 0 to Emergency Plan 
Implementing procedures EP-RD-12. "Mid b High-Range Vent 
Konltors'^ ^ EP 0-3. "Notification of Offsite Organ i lat ions 
CRANE. P A Pacific Oas Electric Co 03/04/06 MARTIN. J 6 
Region 5, Office of Director 2pp SB3I0 002 24X 

Flche 50-275.63/04/22.0305030160 


■0305030193 public version of Rev 0 to Emergency Plan Implementing 
Procedures EP-RD-12. "Mid i High-Range Vent Monitors" fc 
EP 0-3, "Notification of Offsite Organ! iat loti* " 
a Pacific Gas k Electric Co 03/04/06 I9pp 18310 004 24X 

Flche 50-275. 03/04/22. B3090301 BO 


0305040320 Forward* Amend Heq-uest 83-03 ta License DPR-76. changing 
containment isolation valves , organl xa t i on & guantltle* of 
fire datectian instrument* 

CRAKE. P A Pacific Gas Electric Co 03/05/02 DENTON, H R 
Office Of Nuclear Reactor Regulation. Director Ip 10319 331 94X 

Ficha 50-275.83/05/02.0309040330 


— 0305040328 Amend Reciuest 63-0-3 to License DPR~76. c hang I ng containment 
isolation valve 1 1 st. organ! lation. ^ quantiiie-s of fire 
detection instruments 

SCHUYLER. vl O , CRANE. P A Pacific Oas S* Electric Co 83/05/02 
2pp 18319 332 24X Flche 50-275.83/05/02.0305040320 


— 8305040473 Proposed Tech Specs re containment isolation valves, 
admlnls trat i ve controls & fire detection instrumentation 
* Pacific Gas & Electric Co B3/05/09 I9pp 18319 334 24X 

Flche 50-273,83/05/03,0305040320 


0305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants por OUs t, holders pf CPs re c lar 1 f lea t i on of 
access to control procedures for law enforcement visit* 

0VC lilt end 

EI8ENHUT.D Q, Division of Licensing 03/05/11 Consolidated 

Edison Co of Neu York. Ific I6pp 18940 095 24X 

Flche 50-000.83/05/11,3305110034 


8305190137 Notifies that fept documenting previous exemption* A 
justifying differences hotueen existing or proposed fire 
protaction features 8« features specified in Sections HI 0, 
iir J.L & 0 of App R will be submitted by 830610 
CRANE, P A Pacific Gas & Electric Co B3/05/13 ElSENKUT, D, 0 

Division Df Licensing Ip 10502 256 24X Flche 50-275.83/05/13. 

8305190137 


0305240213 Forwards monthly status rept on offsite emergency 
praparedness for OL reviews for Apr 1903 

DIRCKS.W J Office of the Executive Director for Operation* 
83/09/13 PALLADINO. N J Commissioners 5pp 10393 322 24X 

Flche 30-000.03/05/13.6305240213 


8305310130 Forwards application for amend to License DPR-76. chang inf 
portions of Tech Specs 3 7.9 1 re fire suppression 
water sys & 4 7 9 4 re Halon sys 

CRANE. P A Pacific Oas & Electric Co B3/05/23 DENTON. M R 
Office of Nuclear Reactor Regulation. Director Ip 18655 020 24X 

Fiche 50-275,83/05/23.0303310130 


—8305310135 Application for amend to License DPR-76i chang ing portion* of 
Tech Specs 3791tj4794 increasing high pressure pump 
capacity to 2,250 gpm fr eliminating need for replacing Halon 
sys w/5-yr sve life remaining 

SCHUYLER. J 0 . CRANE, P A Pacific Oas it Electric Co 83/05/23 
2pp 10655 029 24X fiche 50-275,03/05/23.8305310130 


— 0309310140 Proposed Tech Specs 3791 re fire suppression water *V» *< 
4 7 9 4 re Halon sys 

* Pacific oas 8< Electric Co 03/09/23 4pp 10655 031 24X 

Flche 50-275, S3/C5/23. 8305310130 


O Adjudicatory correspondence 


6305060491 Advises that Informant alleging P06E/Dechtfll misconduct 
declined to meet w/NRCt fear ing PO&E/Dechtel reprisals 
FLEI8CKAKER, D FUischaker, D S 03/03/03 EISENHUT, D 0 
Division of Licensing 3pp 18343 140 24X Fiche 50-275.03/05/03, 

830506045] 


0305090438 Advise* that since 030423 correspondence, informant cotitacta-d 
Joint Interveners re allegations of Bechtel/util misconduct 
Fear of reprisals prevented informant from meeting or 
calling NRC 

FLEISCHAKER.D Flelschaker, D S FLEISCHAKER. D Joint 
Intervenors-Diablo Canyon 83/05/03 EISENHUT. 0 0 Division of 
Licensing 3pp 18362394 24X Fiche 50-275,83/05/03.0305090433 


83-03110212 First reg.uest for document production by Oovernor Oeokmejlan 
tc Joint Intervenors Related correspondence 
STRUMWASSER. M California, State of REYNOLDS, U R Joint 
Inter venors-Diablo Canyon 83/05/06 Pacific Oas 6 Electric Co 
8pp 18407 100 24X Flche 90-279.03/05/06.8305110212 


8309110217 Certifies «vc of first set of interrogatories it first 
document production req^uest on listed parties on 830506 
STRUMMASSER. M California. State of 03/05/06 5pp 18407 095 
24X Fiche 50-273,83/05/06,6305110217 


03O911O3B3 First set of 1 nterrogatof 1 es by Oovernor Daukmejlan 1. Joint 
Intervenor* Sworn response req^uested within 14 days Related 
corretpondencB 

STRUMWASSER. M California. State of REYNOLDS. J R Joint 
Intervanora-Dlablo Canyon 03/OS/O6 Pacific Oas !< Electric Co 
26pp 10406 230 SAX Flche 30-273.83/05/06,8305110383 


8305120205 Motion to reopen record on const QA issue to receive 
significant new evidence of recently established 
deficiencies in const QA & QC program Certificate of five 
enc 1 

REYNOLDS. J R. Joint Intervenors-Diablo Canyon REYNOLDS. J R 

Center for Law in the Public Interest 03/05/10 Atomic Safety 
and Licensing Appeal Panel 39pp 10427 159 24X 

Flche 50-275,83/05/10.8309120205 


8305160127 Advise* that NRC cannot pinpoint when NRC respons Ibll 1 tie* 
to Commission re Independent design verification program 
sufficiently complete to permit discovery against NRC Final 
rept* due by 830630 

CHANDLER, L J Hearing Branch 2 83/05/13 MOORE. T S , BUCK, J H , 

JOHNSON. N ft Atomic Safety and Licensing Appeal Panel 2pp 
18448 105. 24X Fiche 50-275.83/09/13,0305160127 


8305260102 Motion to reopen record on const GA Info discovered an util 
QA program design Ic const deficiencies on const contractor 
OA program deficiencies 

KAl/FMAN. P H California, State of 83/05/17 Atomic Safety and 
Licensing Appeal Panel 3Bpp 10599 024 24X Fiche 50-279, 

03/05/ 1 7, 8305260102 
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'-03092£»0183 Declaration of flQ Hubbard re breaidouti in const QA 
Oeacrlbefi events occurring since issuance of 83032& 
supplemental affidavit demonstrating util QA/QC const 
program noncompliance Certificate of 5vc end 

HUBBARD, R 0 California, State of 03/09/06 90pp 18599 063 
24X Ficbe 90-275,83/03/17,0305260183 


0305200697 Decision ALAD-73a, af f i rming ASUD 010717 Partial Initial 
Decision L&P-01-21 authorizing fuel loading 6 1 ou power 
tvating Johnson op inlon, d issent Ing in part, end 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 83/09/LB 
64pp 10919 340 24X Fiche 50-279,03/09/18,8309200697 


G30S2706S2 Answers to Governor Deukmojian 6 Joint Intervenon 630906 
first set of Interrogatories Ka) through (f).B(a),(d 6 
fd),9Ca>,(cl 6 (d),10<a) 6 ic) 6 tl(a) & (d re independent 
deilgn verification review Certificate of Svc end 
CRANE, P A Pacific Oas 6 Electric Co 03/09/23 DEUKHEJIAN, O 
California, Otate of 200pp 10649 001 2dX Fiche 90-279« 03/09/23. 

8309270622 


H Oaneral correspondence 


0305180622 Responds to 030320 Itr re eight allegations by anonymous 
Individual Preliminary evaluation of allegations underway 
Meeting w/util planned In near future to solicit evaluation 
on iubj 

EISENHUT, 0 O Division of Licensing 83/04/21 FLE18CHAKER, D 
FlolSChaker, D 8 Bpp IB909 317 24X Fiche 30-275,83/04/21, 

0303180622 


P Operating license stage documents correspondence 


0305230407 Informs that backflttlng matl will be forwarded as soon as 
available, in response to 030200 Itr 

FURBUSH, N H Pac i f ic Oas & El ec tr ic Co 03/02/23 T0URTELL0T7E, J 
Regulatory Reform Task Force Ip 10943 397 24X 

Fiche’ 90-000, 03/02/23, 0309230407 


0305230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTE, J Regulatory Reform Task Force 03/04/11 
PALLADIND, N J Commissioners 2pp 10942 272 24X 

Fiche 90-000,03/04/11,0309230720 


0309030191 Board Notification 83-51 forwards info re QA/QC allegations 
at facilities Region V currently investigating allegations 
EISENHUT, D 0 Division of Licensing 83/04/13 PALLADINQ, J , 
OtLINSKY, U , AHEARNE,J. Commissioners Ip 10309 350 24X 

Fiche 90-279,83/04/19,0309030191 


—8309030200 Recommends QA/QC allegations be brought to attention of 
ASLB 

CREUBi J L Division of Resi dent, Roac tor Project It Engineorlng 
Programs 83/04/13 EISENHUT. D G Division of Licensing Gpp 
18309 391 24X Fiche 90-279,03/04/19,8309030191 


6309020368 Responds to 830322 request for addl info on instrumentation 
tys for detection of Inadequate core cooling (Generic Ltr 
02-28) Installation completed & sys currently being tested 
Status of conformance w/NUREG-0737, I tern 11 F 2 end 
SCHUYLER, J 0 Pacific Oas Electric Co 03/04/27 EISENHUT, D Q 
Division of Licensing 7pp 10276 329 24X Fiche 90-279,83/04/27, 

0309020388 


6309090202 Board Notification B3-94 notifies of status of activities 
performed under independent design verification program re 
safety issue on design adequacy 

EISENHUT, D G Division of Licensing 83/04/27 P ALL AD I NO. N J , 

OILINSKY, V A. r AHEARNE, J F Commissioners 4pp 18366 105 24X 

Fiche 90-275,63/04/27,8305090262 


8309100422 Summary of 830419 meeting w/util In San Francisco, CA re 
areas of review for component cooling water sys 
VieTTI,A Licensing Branch 3 03/04/20 Licensing Branch 3 

Qpp 10621 200 24X Ftche 90-279,03/04/20,0309100422 


0309030510 Application to amend License DPR-76, requesting extension 
of 49 days for relief from Tech 8pec 3/4 9 7 for mods to 
fuel handling bldg per License Amend 3 Conditions & 
procedures applicable to Amend 3 remain in effect 
CRANEiP A Pacific Gas Electric Co B3/04/29 KNIOHTQN, 0 W 
Licensing Branch 3 2pp 16295 039 24X Fiche 90-279, 83/04 /a?, 

6309030910 


0305020459 Generic Ltr 03-19 to all power reactor 6 testing licensees 
re neu procedures for providing public notice concerning 
issuance of amends to OLa Svc list end 

EISENHUT, D G Division of Licensing 03/05/02 Consolidated 
Edison Co of New York, Inc 90pp 18441 120 24X 

Fiche 90-000, 83/09/02, 0309020499 


8309040320 Forwards Amend Request 03-03 to License DPR-76, chang ing 
containment isolation valves, organl lat i o-n 6 quantities of 
fire detection ins truments 

CRANE, P A Pacific Gas «< Electric Co 03/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Diiectar Jp 10319 331 24X 

Fiche 50-275,63/05/02,8305040320 


— 630504032Q Amend Request B3~03 to License DPR-76, c han g ing containment 
isolation valve 1 ist, organi za t ion quantities of Fire 
detection instruments 

SCHUYLER, J O . CRANE, P A Pacific Oa g L Electric Co 03/09/02 
2pp 18319 332 24X Fiche 90-279.83/05/02,0305040320 


—0309040473 Proposed Tech Specs re containment isolation valves, 
administrative controls 6 fjre detection instrumentation 
» Pacific Oas & Electric Co 03/09/02 I9pp 18319 334 24X 

Fiche 50-279, 03/09/02, B305040320 


6305090196 Forwards schedule far submitting component cooling water sys 
ii>ftj discussed at 830419 meeting in response to request for 
addl Info at 630128 meeting 

CRANE, P A Pacific Gas L Electric Co 03/09/03 EISENHUT, D G 
Division of Licensing 3pp 18342 239 24X Fiche 50-275,03/05/03. 

0303090190 


9305040323 Board Notification 83-057 forwards differing prof opinions 
re ays interaction 6 safety classification Info relates to 
Board Notifications 83-17 i 93-44 re Unresolved Safety Issue 
A- 17 

EISENHUT, D G Division of Licensing 03/09/04 PALLADINQ, N 
Commissioners 22pp IS33 7 1 39 24X Fiche 50-000,03/05/04, 
8305040323 


8309120611 D-oard Notification B3-9? forwards info re componen-t 
cooling water sys discussed at 030419 meeting u/PGSeC in 
San Franc! sc ii> CA 

EISENHUT, D O Division of Licensing 03/09/04 PALLADINQ, N J , 
OILINSKY, V I AHEARNEi J Comml s s i oners 3pp IB440 228 24X 

Fiche 50-275, 03/09/04, 830912061 I 


—8309120621 Transcript of B30-419 public meeting in San Franc iso, CA re 
review of component cooling water sys Pp 1-121 
» Commissioners 03/04/19 123pp 10440 231 24X 

Fiche 90-379.03/05/04.3309120611 


0309200266 Doard Notification 83-061 forwards Joint Inter venors 830420 
ltr requesting meeting u/lnformant to discuss allegations 
re design verification program per Commission Order 
CL 1-81-30 

EISENHUT, D O Assistant Director for Licensing 33/09/04 
PALLAD1N0,N , OILINSKY. V , AHEARNE, J Commissioners Bpp 
18940 198 24X FtChe 50-275, B3/O3/04, 6305200266 


--8305200273 Advises of Informant refusal to meet w/NRC to discuss 
allegations re design verification program Individual 
fearful ot POLE/Dechte 1 reprisals 

FLEI8CHAKER, D FI el sc hater , D 0 FLEISCHAKER, D ^oint 
Iistervenors-Dlab lo Canyon B3/04/28 EISENHUT, D 0 Assistant 
Director for Licensing 9pp IB940 SOI 24X 
Ftche 90-279.33/05/04,3309200266 


B30S120039 Ooard Notification 33-99 forwards info on allegations re 
const GA at facilities 

EI&ENHVT, D G Division of Licensing 63/09/05 PALLADINQ, N J , 
OILINSKY, V • AHCARNE. J Commissioners 3pp 104 22 236 24X 

Fiche 50-275.83/09/09,0305120099 


--03O912OO93 Toruards sworn statements of V Tennyson ti R Roam re 
allegations of matt violations of NRC OA regulations at 
facilities 

VAN DE KAMP, J California, State of 33/04/12 EISENHUT, D O 
Division of Licensing 90pp 1B422 239 24X 

Fiche 30-279.83/09/09.3309120035 


— 0305120099 Transcript of 830325 interview u/VH Tennyson re alleged 
deficiencies In Implementation of HP Foley Co-nst Co OA 
program 

TENNYSON, V H Affiliation Unknown 63/03/25 73pp IB422 329 
a4X Fiche 50-275,33/09/09,8309120089 


8309100024 Forwards Amend 9 to License DPn-76 L notice of Issuance L 
availability Amend grants relief for 4D days to allow for 
movement of Loads In excess of 2,500 )b to make mods in fuel 
handling bldg 

KNIGHTON, 0 M Licensing Branch 3 03/09/09 CRANE, P A Pacific 

Gas & Electric Co 6pp 16499 276 24X Fiche 50-275,83/05/09, 

0305100024 


--0303100029 Amend 9 to License DPi{-76i ex tending relief request to 45 
days for mods In fuel handling bldg 

KNIGHTON, 0 H Licensing Branch 3 83/05/09 Spp 10499 281 

24X Fiche 50-279,33/03/09, 6305100024 
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— 83031B003S Notice df is-si/ance i- availability of Amend 5 to Liceiise 
DPR-7* 

itMIOHTON, Q W LUensln? Drancli 3 83/05/05 2f»p IS499 286 

24)C Flche S0“275. 33/03/05. 8305180024 


3303090639 Ooneric Lfcr 33-2i0 to all operating reactor licensees tt 
holder* of CPs re Integrated sceedullng for implomentati on 
of plant crvod* Svc list etucl 

EISENHUT* D G Division oF Licensing 33/03/09 Consolidated 

Edison Co of NetJ york* inc 16pp 18627 i 53 24K 

FicihB 30-000. 83/05/09, 8305070639 


B305120042 Respond* to 830420 at requests for clarification of 
specific Items re pressure /temp analysis for pipe break 
outsidf containment submlttad in 830413 1 tr 

CRANE* P A Pacific 0a« V Electric Co 83/05/09 ElSENHUTi D 0 
Division of Licensing 3pp 18423 048 24X Fiche 50''273» 83/05/09* 

8305*20042 


B305] 20325 Foruards response to NUREO-^ONia. "Control of Heavy Loads ’* 
Act of receipt of matl requested 

CRANE. P A Pacific Gas i Electric Co B3/05/09 KNIGHTON* Q U 
Licensing Branch 3 222pp 18432 0A3 2AX Fiche 30-273.83/05/09. 

9303120325 


S303120333 Forwards Rav 1 to "Pump 6 Valve Insefvice Testing Program. 
Diablo Canyon Power Plant. Unit 1 " Requests for relief from 
ASHE Code Section XI requirements included 

CRANE. P A Pacific Gas 4. Electric Co 83/03/10 KNIGHTON. O H 
Licensing Pranch 3 2 pp 18431 3I7 24X Fiche 30-273.83/03/10. 

8303120333 


— >-8303120339 Rev 1 to- "Pump & Valve Inservice Testing Program. Oiab 1 a 
Canyo-n Pauer Plant. Unit i " 

» Pacific Oas & Electric Co 83/03/10 83pp 16431 319 24X 

Ficbe 50-275.83/05/10.8305120333 


3303160172 Forwards Rev 2 to Test Procedure 42 7. "Natural Circulation 
Baron Mixing Test*' 6 pretest r«pt Receipt ack requested 
CRANE. P A Pacific Gas 4c Electric Co 83/03/H KNIGHTON. 0 W 
Licensing Branch 3 Ip 18445 128 24X Fiche SP-275. 93/03/1 J . 

8303160172 


^—0303160176 Rev 2 to Test Praceiure 42 7, "Natural Circulation Boron 
Miilng Test '■ 

REIS. N P Pacific Gas %t Electric Co 03/04/06 59pp 18446 129 
24X Fiche 50-273.83/03/11.8305160172 


sa03040044 Board Notification 83-66 forwards review of HCAP- 10297 (P^. 
"Droppped Rad Hethodology for Negative Flux Rate Trip 
Plants '* Rod issue resolved by analysis in rept Plants 
beyond first cycle must perforei analysis Comments end 
EISBNHJT. D G Division of Lleansing 80/05/13 PALLADINO.-N , 
eiLlNSKT. V * AHEARNE. J Commi s s i oner S 21 pp 18541 066. 24X 

fiche 50-000.83/05/13,0303040044 


S305340373 Forwards Info on component cooling water sys* Items 1.2 8< 
a a - 3 e. addressing seismic qual 1 f tcati on* bas 1 s for 64 r 
ocean temp & max flou/slngle failure analysis requested at 
Q30419 meeting to resolve remaining issues 

CRANE. P A Pacific Gas L Electric Co 83/05/18 EISENHUT. D O 

Di Vi lion of Licensing 34pp 18571 006 24X Fiche 30-275.83/03/18. 

8303240375 


8305270296 Forwards Rev 3 to ^'Interface Between independent Design 
Verification Program par t ic ipants. Plant 6 Designated Other 
Parties " ■Comments requested 

COOPER. M E Tdedyne Engineering Services 83/05/20 DENTON. H R 
Office of Nuclear Reactor Regulation, Director MART3N. J D Region 
Office of Director MANEATIS.G A Pacific Gas S' Electric Co, 

Ip 13644-339 24 X Fiche 50-273, 83/05/20* 8303270296 


0303270305 Rev 3 to "Interface Between independent Design Verification 

Program Par ticlpants. Plant & Designated Other Parties 
COOPER, H E Teledyne Engineering Services 83/03/18 i5pp 
18644 340 24X Fiche 30-275*83/03/20.8303270296 


l3H053l0i30 Forwards application for amend tc License DPR-76. Chang Ing 
portion* of Tech Specs 3 7 9 I re fire suppression 
uJater sys b 4 7 9 4 re Halon sgs 

CRANE* P A Pacific Gas t< Electric Co 83/05/23 DENTON, H ft 

Office of Nuclear Reactor Regulation. Diractor Ip 18633.028, 24X 

FTlcJi* 30-273.03/05/23.8303310130 


^;02O53]O135 Application for amend to License DPR-76, chang Ing portions of 
Tech Specs 3 7,9 I fc 4 7 9 4 increasing high pressure pump 
capacity to 2.250 gpm eliminating need for replacing Halon 
syi w/5-yr «vc life remaining 

SCHUTLER.J O r CRANE, P A Pacific Gas & Electric Co 03/05/23 
2pp 18655 029. 24X Fiche 50-275.83/03/33.8303310130 


— 83D5310I40 Proposed Tech Specs 3 7 9 1 re fire suppression water *y* b 
4 7 9 4 re Halon sys 

* Pacific Gas & Electric Co 83/05/23 4pp 18635 031 24>X 

Fiche 50-275. B3/05/23. 0303310130 


8303270317 Notifies of 83D602 meeting w/util & independent design 
verification program group in Boston, NA to followup 830312 
discussions re turbine bldg, polar crane 6 auxiliary bldg «* 
rcdiftr i bution of moments & forces 

COOPER. W E . CRAGINi J Q Teledyne Engineering Services 63/03/27 
J1ANEATI8, G A . DENTON. H R . MARTIN. J B NRC - No Detailed 
Affiliation Given Ip 18642 223 24X Fiche 50-273.03/03/27. 

830327i>3l7 


Q luspection reports. IE Bulletins & correspondence 


8212060395 JE Info Notice 83-14. "Dewatered Spent Ion Exchange Rec{n 
Susceptibility to Exothermic Chemical Reaction " Svc list 
«nc 1 

TAVLOR.J M Division of Safeguards t* Inspection Programs IPost 
030103) 83/03/21 Consolidated Edison Co of New York. Inc 

n2pp 18308 319 24X Fiche 30-000.83/03/21.8212060385 


0305170332 Forwards IE Insp Rept* 30-273/83-12 «, 30-323/83-09 on 
030306-0402 No none omp 1 lance noted 

BISHOP* T M Region 3. Office of Director 83/04/00 CRANE. P A 
Pacific Oas b. Electric Co 2pp 10465 133 24X 

Fiche 50-275. 83/04/08. 0303170332 


—8305170339 IC ln*p Repts 50-275/83-12 6 50-323/83-09 on 830306-0402 No 
non-compliance noted Major areas inspected, survel I lance 
testing. malnt & TMI task action plan Items 

CARLSDN.J D . MENDONCA. M N . KIRSCH. D F Region 5, Office of 
Director 83/04/03 6pp 18465 133 24X Fiche 50-275.83/04/08. 

8303170332 


0303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator 
Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 83/04/13 Consolidated Edison Co of New 

York. Inc t26pp 18433 135 S4X Fiche 30-000.83/04/13.8303040021 


0303040022 IE Info Notice 83-22, "DWR Safety/Relief Valvo Failure* " 
ave lilt encl 

JOROAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc li2pp 18303 0B9 24X Fiche 30-000.83/04/22.8303040083 


8303170496 Forwards IE Insp Rept 50-273/83-09 on 030222-23 S( 0314-10 No 
nencompl lance noted 

BOOK, K 6 Region 5. Office of Director 83/04/22 CRANE. P A 
Pacific Oa* & Electric Co 2pp 18470 045 24X 

Fiche 30-275. 83/04/22.8303170496 


—8303170301 IE Insp Rept 30-275/83-09 on 830222-23 in 0314-18 No 
noncompliance noted Major areas Inspected implementation of 
NUREO-O737f Item II F 1. "Add! Accident Monitoring 
Instrumentation " 

GARCIA* E M . NEN&LAWSKI.F A , BOOK, H E Region 5. Office of 
Director 03/04/22 7pp 18470 047 24X Fiche 30-273.83/04/22* 

030 3170 496 


03030400-25 JE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sy* " Svc list encl 

JORDAN, £ L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of Ne&J 

York, Inc il9pp 10381 291 24X Fiche 50-000.83/04/23.8303040029 


B303040026 lE Info Notice 83-24. "Loose Parts in Secondary Side of 
0team Generators at PWRs " Svc list end 

jORD4NrE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of N*u- 

Yark, Inc llSpp 1B302 047 24X Fiche 00-000. 83/04/28. 8303040026. 


03030400-27 IE Info Notice 03-25. "Standby Gas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment “ Svc list end 
JOROAN.E L, Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Nau 

Yorkt Inc nSpp 18382 163 24X Fiche 30-000.83/04/28.8303040027, 


8303040020 lE Info Notice 83-26. "Failure of Saf ety /Re 1 ief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN* E L. Division of Emergency Preparedness b Engineering 
Raiponie (Post 830103) 83/05/03 Conso) idated Edison Co of Neui 

York* Inc 132pp 18441 170 24 X Fiche 30-000. 63/03/03, 8303040029, 


63D3040D30 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list encl 

JOROAN.E L Oivitlon of Emergency Preparedness b Engineering 
Response (Past 830103) 83/05/04 Consolidated Edison Co of Neu 

Yorlf, Inc llHpp 10302 282 24X Fiche 30-000, 83/03/04. 0303040030 
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G303040031 IE Info Notice a3~2a, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDANtE L Division of Emergency Preparedness ^ engineering 
Reeponee (Post Q30103) ^3/09/04 Consolidated Edison Co of Neu 

York, Inc ll9pp 18441 001 24X Ficlie 30-000,83/05/04,8303040031 


8303040033 IE Info Notice 83-29, “Foel Binding Caused by Fuel Rack 
Deformation '* Svc list end 

JORDANrE L Division of Emergency Preparedness & Engineering 
Reeponse (Post 830103) 83/03/06 Consolidated Edison Co of Neu 

Yorki Inc llSpp 18323 348 24X Fiche 30-000,03/03/06.6303040033 


8303040034 IE Info Notice 83-30, "Ml sapp 1 icat i on of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Reiponse (Post 630103) 83/03/It Consolidated Edison Co of New 

York, Inc 114pp 18324 003 24X Fiche 50-000,83/03/11.8303040034 


8303040040 IE Info Notice 83-31. "Error in ADUPIPE Computer Program " 
Bve list tncl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103)> 83/03/19 Consolidated Edison Co of New 

Vort, Inc lt4pp 18697 009 24X Fiche 30-0(30. 83/03/19, 6303040040 


&30S260257 Forwards IE Insp Ropts 30-273/03-13 30-323/83-10 on 

030330-0406 h 23-29 W/o notice of violation 

fllfiHOPrT W Region 3, Office of Director 83/05/19 CRANE, P A 
pacific Oa» & Electric Co 2pp 18623 172 24X 

Fic^• 30-275,83/05/19.0303260257 


— 0305260262 IB Insp Repts 30-275/03-13 Z, 50-323/83-10 on 830330-0406 6 
25-29 Noncompliance noted failure to comply w/procedural 
requirements for processing of nonconf ormance repts 4* to 
conduct uelder reque 1 if icat ion 

CARLSON, J D . HERNANDEZ, 0 K . MENDONCA, H M Region 5, Office of 
Director 83/05/19 24pp 18625 174 24X Fiche 50-275,03/05/19, 

8305260257 


0305030271 Forwards Rev I to ''Ver i f teat ion of Met hanica 1/Nuc lear Design 
of Control Room Ventilation «, Preasurl la 1 1 on Sy s V 
" Ver 1 f i catl on of Weehani ca 1 /Nuc 1 ear Design of Aui^lliary 
Feedwater Sy$, " Interim Technical Repts 20 1, 22 N/o Rept 20 
KRECHTING, J E Stone S, Webster Engineering Corp 83/04/25 
DENTON, H R Office of Nuclear Reactor Regulation. Director 
ENGELKEN. R H Rag ion 5. Office of Director MANEATIS, G A Pacific 
Oas 6 Electric Co Ip 18300 091 24X Fiche 50-275,63/04/25, 

8303030271 


— 8305030202 "Verification of rtecPanlca 1 /Nnt lear Design qf Auxiliary 
Fee-dwaftcr Sy-s." Interim Technical Rept 22 

9eSTAW,F Stone U Wabster Engineering Corp STRATDULY, D C 
TaJadyne Engineering Services 83/04/20 36pp IB300 093 24X 

Fiche 50-275, 83/04/25. 830303027 I 


6305030538 Forwards Rev 1 to "‘Verification of Mec hanical /Nuclear Design 
of Control Room Ventilation Pre ssur i ia t i on ays," Interim 
Technical Rept 20 

KRECHTINO.J E Stone ?, Webster. Inc 63/04/23 DENTON, H R Office 
of Nuclear Reactor Regulation, Director ENOELKEN,R H Region 5. 
Office of Director MANEATIS, O A Pacific Oas V Electric Co ip 
18305 229 24X Fiche 50-27 5,83/04/23.8305 030539 


— 8305030345 Rev t to "Verification of Mechanical /Muc 1 ear Dasigti of 
Control Room Ventilation ?< Pres s ur i lati on Sys, " Interim 
Technical Rept 20 

SE8TAK, F . STRATOULY, P C Btone t Webster, Inc 83/04/20 34pp 
18305 230 24X Fiche 50-275.63/04/23,0305030336 


0305030573 Forwards Rev I to "Diablo Canyon Unit 1 Independent Design 
Verification Program Electrical Equipment Analysis.’* Interim 
Technical Rept 33 

DENISON, E Robert L Cloud Associates, Inc 03/04/29 DENTON. H R 
Office of Nudear Roaetpr Reguldtian. Director MARTIN. J B Region 
5, Office of Director WANEATIS.G H Pacific Gas U Electric Co 
Ip 18301 293 24X Fiche 50-275,83/04/29,8305030373 


0305240390 Forwards IE Insp Rapt 30-273/03-16 on 830425-0504 No 
noncamp 1 lance noted 

FAVLKBNBERRY. 0 Region 5. Office of Director 83/05/20 CRANE, P A 
Pacific Oas S( Electric Co 3pp 10573 121 24X 

Fiche, 30-275. 03/03/20, 0305240390 


— 0305240393 IB Insp Rept 50-275/03-16 on 830425-0304 No noncatnp 1 iance 
noted Major area* inspected action initiated by licensee in 
response to gouge* discovered in reactor coolant pipe 
Details withheld (ref 10CFft2 790) 

aCARANO, R A , BISHOP, T W , MCQUEEN, A D Region 5. Office of 
Director 83/03/18 2pp 18573 124 H4X Fiche 50-273.03/05/20, 
0303240390 


— 0305030501 Rev 1 to "Diablo Cangon Unit I Independent Design 
Verification Program Electrical Equipment Analysts," Interim 
Technical Rept 33 

DENISON, E Robert U Cloud Associates, Inc P 103-4-839-033 ROl 
83/04/aa 33pp 18301 296 24X Fiche 30-273,03/04/29,0305030573 


8305050299 Forwards "Diablo Canyon Nuclear Power Plant Unit 1, 
Independent Design Verification Program,'* final rept, in 
response to Commission order 

COOPER, W E Teledyne Engineering Service* 63/03/02 DENTON, H R 
Office of Nuclear Reactor Resuletlon, Director MARTIN. J D Region 
5. Office of Director HANEATIS, 0 A Pacific Oas 8< Electric Co 
2pp 10337 001 84 X Fiche 50-275,03/05/02/8305030299 


8303260270 Forwards IE Mgt Mpetlng Repts 50-275/83-18 30-323/83-14 

on 030407 h BALP rept for Jul l90l - Dec 1982 

MARTIN, J 0 Region 5. Office of Director 03/03/23 CRANE, P A 
pacific (?as it Electric Co 2pp 10626 211 24X 

Fiche 50-273. 03/03/23, 0305260270 


— 0305260272 IE Mgt Meeting Repts 50-273/83-18 t' 30-323/83-14 on 030407 
Mo noncompl lance noted Major areas d 1 scussed* SALP rept for 
Jul 1981 - Die 1962, Inc lud ing design, const li eperetlons 
flORRILLrP J . KIRBCH, 0 F Region 3, Office of Director 03/05/20 
2pp 18626 213 24X Fiche 50-273,83/03/23.8303260270 


— 8303030303 "Diablo Canyon Nuclear Fower Plant Unit I . I ndep endent 
Design Verification Program," final rept 

» Teirdyne Engineering Servico* 03/03/02 l26pp 1B337 003 
24X Fiche 30-273.03/05/02.0305050299 


0303200723 Cpriments on ftev O to Interim Technical Rept < ITR ) 36 i> Rev 1 
to ITR 38, evaluat ing BLW audit of GF Atkinson b Wlsmer it 
Becker const QA Closing out engineering open Item opposed 
Repts should be revised ri 

NOVAK, T M Assistant Director for Licensing 03/05/02 COOPER, W E 
Affiliation Unknown 3pp 18540 092 24X Fiche 50-275.83/03/02. 

0303200723 


— 8303260274 Bobmits comments on draft 8ALP rept for Jol 1901 - Dec 1902 
discussed at 030407 meeting 0AUP rept will be used as guide 
for assigning priorities It allocating resources to maintain 
Improve mgt controls 8</or quality of work 
CRANE, P A Pacific Oas it Electric Co 03/04/27 MARTIN, J B 
Region 5. Office of Director 2pp 10626*250 24X 

Fiche. 50-275. 83/05/23, 8305260270 


0305230206 Board Notification 03-36 forwards "Independent Design 
Vartflcdtlon Program - Semimonthly Statu* Rept for Apr 1903" 
it "Intarim Technical Rept 42 - RF Reedy Independent Design 
Varlflcatkon Program Phase II Review it Audit 

EiaENHUT.DO Division of LlcerUlng 83/03/03 PALLADINO. N J , 
(JIUlNSKV.V • AHEARNE, J F Commissioners 4pp 18343 OOl BAX 
Fiche 30-275.03/03/03.0303230206 


8303040046 lE Info Notice 83-33. "Nonrepresentative Sampling of 
contaminated Oil, " 8vc list end 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co of New 

York. Inc I14pp 10647 007 24X Fiche 50-000,83/05/26,0303040046 


R, periodic operating reports 6 related correspondence 


0305100173 Forward* Rev l to "Verification of Auxiliary Feedwater Sy* 
Electrical Design." Interim Technical Rept 23 I Rev I to 
"Verification, of Control Room Ventilation & Preasuri »a tlon 
ays Electrical Design.'* interim Technical Rept 26 
KREOHTINO, J E Stone U Webster Engineering Corp 63/05/04 
DENTON, H B Office of Nuclear Reactor Regulation. Director 
ENOELKEN.R H Region 5. Office of Oireebor MANEATIS, 0 A Pacific 


Oas it Electric Co 
0305100173 


(p 10377 060 24X Fiche 50-275.83/03/04, 


0305160427 Advises that no open Item repts issued B3Q321-040B, 
Individuals assigned to independent design varl f Icatlon 
arOBram completed acceptable conflict of interest statement 
REEDY. R F R F Reedy, Inc 83/04/13, DENTON, H R Office of 

Mucleer Reactor Regulation, Director MANEATIS, 0 A Pacific Oas fc 

Electric Co ENOELKEN. R H Region 5. Office of Director 2pp 
10485:296. 24X Fiche 50-275, 03/04/13. 8305100427 


0305100179 Rev 1 to "Var t f Icat I on of Auxiliary Feedwater Sys Electrical 

Deiign, " Interim Technical Rept 25 o..-- 

SESTAK, F Stone 8, Webster Engineering Corp 83/04/29 Kopp 
18377 062 24X Fiche 50-273,03/05/04,8303100173 


— 0305100103 Rev i to "Verification of Control Room Ventilation ir 
Pr esiurl lat iop Sys Electrical Design," Interim Technical 

SESTAKiF Stone 8, Webster Engineering Corp 83/05/02 23pp 
18377 009 24 X Fiche 50—27 5,03/05/04.0305100173 
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B305l?0303 ^^p^rii/aTdi Rev l to tntei im Teohrucal flept n> "Verification 
of E^ffects of High Energy Line Cracks S- Moderate Energy Line 
Dredks for Auiiliary Feeduater Sijs ^ ControJ Rcoir '* S Rev 
1 to Interins Technical Rept 34# "Verification of 4^ 1^0 “ 

KRECHTINOjJ C Stone It Webster Engineering Corp ©3/05/09 
□ElMTO^|| H R Office of fJuclear Reactor ni>^gulat 1 arip director 
ENOELKErl.R H Region 5. Office of Oirecter M/^fVEATI 5. C A Paclfit 
Oa» f* Electric Co Ip 18427 100 P4 < Fiche 50-2 ? 3. 83/05/09. 
B3031202O3 


--930512(}2E1 Rev 1 to "Vcr i Fkcat l an of EFfBcts of High Energy Line Cracka 
t Moderate Energy Line Breaks for Aunlidry Feeduiater Sys t< 

Control Room Ventilation Pressui i lation Sys, " Interim 
Technical Rept 21 

SESTAK.F Stone & Webster Engineering Corp 83/03/03 21pp 
1B427 102 &4X Fiche 30-275.83/05/09,8305120203 


— 03O3lSO21i Rev t to "Verification of 4,160-VoJt Safety-Related 
Electrical Di $ tr ibu 1 1 an Sys« ' Interim Technical Rept 24 
SESTAI^.F Stone !< Wehater Engineering Corp 83/05/04 2Spp 
18437 124 24)( Ftche 50-279,03/03/09,0305120203 


830523021^ Board Notification 03-65 Foruards info items re design 
veriFicatjon program 

EISENHOT. D C Division of LJ censing 83/05/11 PALLADINO. N J . 
OILINSKV. V , AHEAHKE. J F Ccur-niss i oners 4pp 18544 001 24X 
Fiche 50-275*83/05/11.8305230216 


-"8305230224 Forwards Rev O to "Diablo Canyon Unit I Independent Design 
Verification Program - HKs- " Interim Technical Rept 43 
OENISOM) E Robert L Cloud Associates, Inc 83/04/15 
DENTONp M R Office of Nuclear Reactor Regulation, Director 
MARTIN/O 8 Region 5, Office pF Director MAN£ATIS*0 H Pacific 
<Ja* ^ Electric Co ip 10544 163 24X Fjche 50-375 j 03/05/1 1» 

B305230216 


8305160105 Board Notification 83-60 forurards Teledyne Engineering Svcs. 
'"Diablo Canyon Nocleai Pouer Plant.Unit 1, Final Rept. 

Independent Pesign Verification Program " Final installment 
of rept scheduled for submittal by 830630 

EISENHUr, D G Division of Licensing 83/05/12 PAILADIWO, N . 
PlLINSftV. V . AHEARNE. J Commissioners 3pp 10474 239 24X 
Fiche 3P-275. 83/05/ IS, 0303160135 


03G317O511 Forwards Rev 1 to "Vei i f icat i on of Pressure. TempnHumid ity l< 
Submergence Environs Used For Safety-Related Equipment Spec 
Outside Cnnkainment for Auxiliary Feedwater Sgs & Control 
Room Interim Technical Rept 14 

KRECHTING,V E Stone 6c Webster Engineering Corp 83/05/12 
PEN TOW. H R Office of Nyc I ear Reactor Regulation. Director 
ENGEUKEN. R H Region 5. Office of Director MANEATI0. G A Pacific 
Oas L Electric Co Ip 1S46S 323 24X Fiche 50-275.63/05/12, 

830917031 1 


—0305170517 Rev 1 to "Verification of Pres sure, Temp a Humid i fry t 
Submergence Environs Used fur Safety-Related Equipment Spec 
Outside Containment for Auxiliary Feedwater Sys & Control 
Room Ventilation rntenm Technical Rept 14 

SESTAl^iF . STRATQULVi D C Stone t Webster Engineering Curp 
83/05/09 45pp 10469 324 24X F tcfie 50-275, 03/03/12. B3051 705U 


6305160377 Advisas that no open item repts issued since last 
semimonthly r«pt 

KRECHTrNO.J E atone Webster Engineering Corp 03/05/13 
DENTON. H R Office of Nuclear Reactor Regulation, Director 
MANEATIS. 0 A Pacific Gas U Electric Co HARTIN, U B Region 5. 
Of fled nf Director Ip 18490 346 24X Fiche 50-275,83/03/13. 

0305100377 


6305180395 Forwards "Diablo Canyon Nuclear RpuBr Plant, Unit 1. 
independent Design Verification Program,” second Friday 
semimonthly rept for Nay 1983 

CdOPER,W E TeUdyne Engineering Services 03/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, ritector MARTIN. U 0 Region 
Si- Office of Director MANEATfS.O A Pacific Gas «, Electric -Co 

ip 10483 303 24X Flche 50-275.63/05/13,0305100395 


--8305160403 "Diablo Canyon Nuclear Power Plant, Unit I, Independent Design 
Verification Program. " second Friday sem i month 1 y rept for 
May 1983 

» T«ledyne Engineering Services 93/03/13 2&pp 18405 304 
24X Flche 50-273. 83/05/13, 8305180395 


3305100417 Fort^ards Rev 0 to Open Item Repts 1131 1122 for May S9S3 

Responsible individuals assigned by RU Cloud have completed 
acceptance statement re potential or apparent conflicts 
of interest 

DENTSON, E Robert L Cloud Associates. Inc 03/05/13 OENTDN, H R 
Office oF Nuclear Reactor Regulation, Dli actor MARTIN. J, 3 ttaglon 
9. Office uf Director MANEATIS. 0 H Pacific Gas * Electric Cu 

3pp IB48& 353 24X Flche 50-275.03/03/13,8309100417 


0305340230 Forward-s "Diablo Canyon Verification Program," Semimonthly 
Status Rept 37 for period 030419-0509 Rept submitted per NRC 
Order CLJ-ai-30 

CRANE. P A Pacific Gas & Electric Co 03/09/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MARTIN, J D Region 
5, Office of Director Ip 18348 221 24X Fiche 30-273,83/09/13, 

0305240238 


— 0303240242 "Diablo Canyon Verification Program," Semimonthly Btatui 
Rept 37 for period 030419-0309 

a Pacific Oas & Electric Co 03/Ob/l3 65pp 16548 222 24X 

Flche 90-273.03/03/13,8305240238 


83O52OO3S0 Fortuards "Independent Design Verification Program Final 
Rept," second draft submittal Next submittal scheduled for 
830530 Final submittal scheduled for 830630 

COOPER, M E Teletfyne Engineering Services 83/03/16 DENTON, H B 
□fflco of Nucleai Reactor Regulation. Director MARTIN, J B Region 
5. Office of Director MANEATIS.G A Pacific Gas Ci Electric Co 
2PP 16510 016 24X Flche 30-275. 03/09/ 16, 8303200358 


--03OS2OO364 "Independent Design Verification Program Final Rept, " 
second draft subolttal 

* Teledyne Engineering Services 03/09/16 73pp 18910 018 
24X Flche 30-273.03/05/16,6303200390 


6309230213 Forwards Rev 1 to "Verification oP Instrument U Control 
Design of Control Room Ventilation i> Pressurization Sys, " 

Infrerim Technical Rept 26 

KRECHTIMO, J E Stone it Webster Engineering Carp 83/09/10 
OENTON.H R Office of Nucleai Reactor Regulation, Director 
MARTtN.U D Region 3, Office of Director MANEATlSiO A Pacific 
Oas it Electric Co Ip 1893<? 149 24X Fiche 90-279,63/03/10, 

8305230213 


— 6305230231 Rev 1 to "Verification of Instrument & Control Design of 
Control Room Ventilation Fre s surl zat ion 8ySr " Interim 
Technical Rept 20 

SESTAKj F Stone it Webster Engineering Corp 83/09/13 30pp 
18539 146 24X Flche 30-27 9,83/09/18,0305230213 


B3D3S309S6 Forwards Rev 1 to "Ver 1 f icatl on of Instrument & Control 
Design of Auxiliary Feeduater Bys." Interim Technical 
Rept 27 

KRECIIT ING. J £ Stone & Webster Engineering Corp 83/09/18 
DHNTON',H R Office of Nuclear Reactor Regulation, Director 
MARTIN, U 0 Region 3, Office of Director MAKEATI8, G A Pacific 
Oas t Electric Co Ip 18537 102 24X Ftche 50-275,03/09/10, 

0303230356 


— 8305230359 Rev 1, "Verification of Instrument Control Design of 
Auxiliary Feediuater 6ys," Interim Technical Rept 27 
6ESTAK, F Stone & Webstar Engineering Corp 83/09/13 37pp 
10537 103 24 X Flche 90-275,63/05/18,8309230556 


9305250066 Board Notification 83-69 forwards technical repts it 
transcript of 830304 public meeting re design verification 
program 

EISENHUT, D G Division of Licensing 83/03/16 PALLADINO, N , 
OILJNSKV. V , AHEARNE, V Commissioners 3pp 18399.001 24X 

Fichfl 90-279,03/03/16.0305230066 


— 0303250166 Transcript of 830504 public meeting to review design 
verification pro4ect In San Francisco, CA Pp 1-236 
# Comtnl 65 loners 83/03/04 43pp 18393*003 24X 

Flche 90-275,93/03/18,8303290066 


8303230466 Forwards Rev O to "Add 1 Verification of Redundancy of b 

Equipment 8< Pouiar Supplies in Shared Saf ety-Re lated Sys, " 

Interim Technical Rept 45 Meeting announcement end 
KRECHTINQ, J E 8tone S< Webster Engineering Corp 03/09/20 
DENTON. H R Office of Nuclear Reactor Regulation, Director 
MANEATI0, O A Pacific Oas & Electric Co MARTIN, J B Region 3, 
Office of Director 2pp 10585 320 24X Flche 50-275,83/05/20. 

0305250466 


— B309290467 Rev 0 to "Addl Verification qf Redundancy of Equipment 6 
Power Supplies In Shared Safety-Related sy*, " Interim 
Technical Rept 45 

6E5TAK. F Stone U Webster Engineering Corp 83/03/17 I7pp 
18589 230 24X Ftche 30-273,83/03/20,8305230466 


8305310186 Forwards Rev 1, fro "Verification of Fire Protection Provided 
for Auxiliary Feedwater Sys, Control Room Ventilation 
Pressuri lation Sys. Saf ety-Relatad Portion of 4160-Volt 
Electric Sys," Interim Technical Rept 10. 

KRECHTINQ. J E Stone it Webster Engineering Corp 83/09/26 
DENTON.H R. Office of Nuclear Heaefror Regulation, Director 
MANEATISfG. A Pacific Qas Electric Co MARTIN, J B Region 5, 
Office of Director Ip- 18692 347 24X Flche 50-273,03/03/26, 

8303310186 
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— &3053l0t9i Rev 1 to "Verification of Fire Protection Provided foi 
Aujclliary Feeduater Sys. Control Room Ventilation f< 

Pressurl zotlon, Sys. Safety-Re lated Portion of 4l&0-Volt 
Electric Sysi '* Interim Technical Rept 18 

SEBTAKi F Stone & Webster Engineering Corp 83/05/34 38p p 

19652 347 24X Fiche 50-373,03/03/26.8303310186 


3 Reportable occurrences, LERs Sc related correspondence 


83Q5030313 PN5-V-03-OD3 on 030426, reg 1 on dispatched reactive insp team 
to revletti findings status to date of licensee 
investigation of safety significance of recent vandalism 
event an 83041? involving gauges in coolant pipe 
fiCQUEEM, A D , NOHDERHAUG, L R Region 3, Office of Director 
S3/04/27 Ip J8297 069 24X Fiche 50-275,83/04/37,0305030313 


G3050605B0 PNO-V-83-019 on 830502,6 5 Richter scale earthquake occurred 
appror 03 miles from facility No damage identified Strong 
notion seismic recorder not actuated Media interest 
expected 

KIR8CH,D F Region 3, Office of Director 83/05/03 Ip 
18349 057 24X Fiche 50-275,83/03/03,8305060580 


8305240397 LEfi 93-004/001-0 on 0304 19, gr ind ing wheel t, rotary file 
gouges Found on main coolant sys piping on main coolant pump 
3 discharge side Caused intentionally by unknown persons 
Oougfts removed by grinding & blending U/830503 Itr 
KELLV. W J i BHIFFER.J 0 Pacific Gas S- Electric Co 83/03/03 
MARTIN, J Q Region 5, Office of Director 3pp 18549 273 24X 

Fiche 50-275, 83/03/03, 8303240397 


8305160009 PND-V-a3-021 on 830429, leak discovered in component cooling 
water piping sys Caused by potentially inadequate uelds In 
pipe spool Visual insp it NDE to be performed to verify weld 
Integr I ty 

KIRSCH.DF Region 5, Office of Director 03/05/10 ip 
>0436 081 24X Fiche 30-273,83/03/10,8305160009 


0305130107 PNO-V-03-022 on 830309, while porforming addl ultrasonic 
exams, RCS piping in area of one weld determined less than 
min wall thickness specified by code Caused by welds being 
ground smooth during original preservice exam 
KlRSCHiD F Region 5, Office of Director 83/03/U Ip 
10439 347 34X Fiche 30-273,03/03/11,0303130107 


9305270249 LER 83-003/03L-0 on 0304 14, control operator unable to 
achieve satisfactory check source reading on liquid radwaste 
discharge line radiation monitor (RE-lB) Caused by missing 
check source from monitoring mechanism W/830313 Itr 
aHIFFEflr J 0 . kelly, M J Pacific Gas tt Electric Co 83/03/13 
riARTlNi vf D Region 3, Office of Director 4pp 18637 153 24X 

FlCha 50-273,03/03/13,8303270249 


T Hearing transcripts on non-anti trust matters 


9305110093 Transcript of 830419 public meeting re component cooling 
water lys in San Franclsco-CA Pp 1-121 

# NRC - No Detailed Affiliation Given 83/04/19 I34pp 
18434,112 24X Fiche 50-275,83/04/19,8305110093 


9303120611 Board Notification 03-39 forwards info re component 
cooling water sys discussed at 030419 meeting w/PG£'E In 
Ban Franc i sco. CA 

EISENHWT, D 0 Division of Licensing 83/03/04 PALLADINO.N J , 
OILINSKY,V , AHEArNEiJ Commissioners 3pp 18440 228 24X 

Fiche* 30-273, 03/05/04, 8303120611 


— 0303120621 Transcript of B30419 public meeting in San Franciso.CA ra 
review oP component cooling water sys Pp 1-121 
* Commissioners 83/04/19 t23pp 18440 231 24X 

Fiche 30-275,83/03/04,0305120611 


9305230066 Board Notification 03-69 forwards technical repts it 
tranecrlpt of 830504 public meeting re design verification 
progran 

EISENHtlT. D 0 Division of Licensing 83/03/10 PALLADINO, M , 
OILINSKY, V , AHEARNE, J Commissioners 3pp 18393 001 24X 

Ficha 30-273,83/03/18,8305250066 


--B30323O186 Transcript of 830504 public meeting to review design 
verification project in San FranciscoiCA Pp 1-236 
a Commissioners 83/05/04 43pp 18595 005 24X 

Fiche 30-275,83/05/18,8305230066 


If Congressional/Executive Correspondence 


0303100124 Supplemental testimony of JO Keppler re OA 

KEPFLER, J Q Region 3, Office of Director 83/03/23 6pp 
18375.197 24X Fiche 50-000,83/03/25,8303100124 


— 8305100111 Responds to 811113 Itr re i mp 1 i-c a fc i on s of recent seismic 
design errors at facility Due to dnsign errors, util license 
suspended on B11119 pending completion of independent 
design review t receipt of schedule for ,-ompl«ting mods 
PALLADEN0,N J Commissioners 82/02/01 DJfJGELL, J D House of 
Rep , Energy & Comaierce 5pp 1Q375 TPB 24 X 
riche 50-000,83/03/23,8305100124 


DaCKCT 50-2/7 PEACH BOTTOM ATONIC POWER STATION, UNIT 2 


F Security, tnedical, emergency 6 f l r o protevtior plans 


B303040716 Summary of 830405 meeting w/util in. Dethesda.MD re status 
of App R concerning fire protection, prugrain mods at 
facll 1 ty 

GEARS, C E □perating Reactors Branch 4 83/04/25 Operating 

Reactors Branch 4 3pp 10328 106 24X Fiche 50-377.03/04/25. 

8303040716 


030310035? Describes plans for completirtg fiie protection mods re 
Sections III F, 2II O, [II J t lit M of App R Exemptions 
requested for schedule relief to peimit complotiun of mods 
by certain dates Justification For operation provided 
DOVER, V S Philadelphia Ekectiic Co 03/03/02 EISENHUTiDG 
Divtalon of Licensing 6pp 18379 033 ?^X Fiche 50-277,83/05/02. 

8303100359 


0303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs %, holders af CPs re c lar i Fic a tion of 
access to control procedures for law enforcement visits 
Sve list enc 1 

ElSENHlfT, D O Division of Licensing 83/0-5/11 Consolidated 

Edison Co oP New York, Inc I6pp 18540 095 24X 

Fiche 50-000,03/03/11,8303110034 


9305190322 Notification of 830526 meeting w/uti 1 in Bathesda,HD to 
discuss alternative safe shut down, App R 

GEARS,© Operating Reactors Branch 4 83/03/17 8TGLZ, J 

Operating Reactors Branch 4 2pp 1B323 136 24X 

Fiche 50-2/7,83/05/17,8303190322 


0 Adjudicatory correspondence 


9304040470 Order extending time until 030428 For Commission to act to 
review ALAB-701 Commissioner Ahearno dissenting views oncl 
CHILK, 8 J Office of the Secretary of the Commission 03/03/31 
Commissioners 3pp 17807 049 247 Fiche 50-000.83/03/31, 

8304040470 

« 

8305060230 Order extending time until 830513 for Commission to act to 
review ALAD-701 

HOYLE, J C Office of the Secretary of the Ccmmlssion 63/03/05 
Commissioners Ip 18345 196 24X Fiche 50-000,63/05/03, 

8305060250 


8305130060 Response opposing Intcrvenor motion for recusation Motion 
does not specifically discuss reasons why prior activities 
may constitute conflict of Interest 

PALLADINO.N J Commissioners 03/05/11 2pp 10436 220 24X 

Fiche 50-000,03/03/11,0305130060 


03D313OO61 Order extending time until 030520 for Commission to act to 
review petition for review oF ALAD-701 

CHILK, S J Office of the Secretary of the Commission 83/05/12 
Commissioners Ip 18437 033 24X Fiche 30-000,03/03/12, 

8305130061 


8305200360 Order extending time until 830527 for Commission to act to 
review intorvonor 821227 petition for review of ALAD-701 
CHICK, B J Office of the Secretary of the Commission 83/05/19 
Commissioners Ip 18314 283 24X Fjehe 50-000, 03/03/19, 

8305200560 


8305310017 Memorandum & order to hold decision in ALAD-701 in abeyance 
until Commlss i on completes review of U mtU tailings pile 
requirements 6 of rulemalclngs to conform Commission 
requi reinents to ERA stds Beparata J Ahearne statement one 1 
CHILK, 8 J Office of the Secretary pf the Commission 83/05/27 
I4pp 18653 311 24X Fiche 50-000,83/05/27,0303310017 


J Insurance ?t Indemnity information 


0303240307 Forwards Endorsements 1,2 ti 3 to NAELU Certificates M-a 6 
M-9 for secondary financial protection 

BRADLEY, EJ Ph i ladfrlph ia El ectrl c Co B3/05/17 SALTZMAN. J 
Assistant Director for State it Licensee Relations 41pp 10548 141 
24X Fiche 30-277,83/03/17,8305240307 
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620913020^ Forii/dTds P}bv 1 to InteriiH Teci>njcdl Re'pt 21/ *'V 0 r i f i cat! on 

D.f Elfect? q ( HJ 9 h En^rgi^ Line CrJcbs & Moderate Eriergg Line 
breaks ^or Auil I lar^ Feedii/ater S«i« ' Control Koom " t f?ev 
I to Interim Technical Rept 24, "Verification of 4^160 " 

HRECHTlNOi J E Stone h Webster Engineering Corp 83/05/09 
DERTOM, H fi Office of Nuclear Reactor fiogulation. director 
E«aELKeN/R H Reg ton 5, Of F i ce o r Diroc tor ilANEATISrO A Pacific 
Gai A Electric Co tp 10427 100 ?4< Ficbe 50-275,63/05/09/ 

ea&ai 20303 


**-83-03120211 Rev 1 to "Ver i f ica 1 1 an of Effects of High Energy Line Cracks 
Moderate Energy Line Breaks for Aunliarg Feedwater Sys & 

Control Rflotn Ventilation 8- pressur 1 1 at i on Sys," Interim 
Technical Rept 21 

SESTAl^p F Stone & Webster Engineering Co-rp B3/05/03 2lpp 
1B427 102 24X Flche 30-275/03/05/09/0305130203 


— B303120216 Rev I to "Ver I f I cati on of 4, t60-Volt Safety-Related 
Electrical Distribution Sys." Interim Technical Rept 24 
SESTAiiir Stone 4 Webster Engineering Corp G3/05/04 23pp 
1S427 124 24X FUhe 50-279.63/05/09.0305120203 


B3032302I& Board Notification 83-65 forwards info items re design 
verification program 

EISEWHUT/D G division of Licensing 83/05/11 PALLADINO.N J . 
GILINSKV.V . AHEARNE. J F Commissioners 4pp 18344 OOl 24X 
Fiche 30-275/63/03/11/8305230216 


*--8309230324 Forwards Rev 0 to "Diafala Canyon Unit I Independent Design 
Verification Program - HXs. " Intaram Technical Rept 43 
DEMISCN. E Robert L Cloud Aseoclates, loc 83/04/15 
DENTON/H R Office of Nuclear Reactor Regulation/ Director 
MARTIN/V D Region 5. Office of Director MANEATIS,G H Pacific 
Gas &, Electric Co Ip 16544 163 24X Piche 90-275,83/05/11/ 

8303230216 


0303160199 Board Notification 63-69 forwards Teledyre Engineering Sves, 
"Diablo Canypn Nuclear Power PIan.t,Unib 1. Final Rept. 

Independent Design Verification Program " Final installment 
of rept scheduled for submittal by 830630 

EISENHUT/D 0 Division of Licensing 93/05/12 PALLADINO, N > 
OfLlNSKV. V / AHEARNE/V Cofftmi ss i onor s 3pp 10474 239 24X 

Flche 30-275.83/05/12,9305160109 


6395170511 Forwards Rev 1 to "Verification of Pressure/ Temp . Huml d I ty l< 
Submergence Environs Used for Saf cty-Re lated Eituipenent Spec 
Outside Containment for Auxiliary Feedwater Sys t/ Control 
Room /" Interim Technical Rept 14 

KRECMTIHO. J E Stone it Webster Engineering Corp 83/05/12 
DENTON, H R Office of Nuclear Reactor Regulation* Director 
ENOELKEN. R Jl Region 5, Office of Director WAMEA7IB, 0 A Pacific 
Gas tr Eluclric Co Ip 10468 323 24X Fiche 30-279* 83/03/12. 

0305170511 


--B3051705I7 Rev I to ■■Verification of Pressure/ Temp* HuAidi ty t 
Submergence Environs Used for Safe ty-Re I a ted Equipment Spec 
Outside Containme-nt for Auxiliary Feedwater Sys 6 Control 
Room Ventilation / ” Interim Technical Rept 14 
SESTAK.F * STRATOULY, D C Stone 6 Webster Engineering Corp 
83/05/0? 45pp 18468 324 24X Flche 50-275/ 03/05/ 12* 630517051 1 


6309160377 Advices that no open item repts issued since last 
s einiffion th 1 y rept 

KRECHTINO/ J E Stone t< Webster Engineering Carp 83/09/13 
DENTON/H R Office of Nuclear Reactor Regulatian, Director 
HAMEATIS. G A Pacific Gas ii Electric Co MARTIN/ J B Region 5/ 
Qffife of Director Ip 18490 346 24X Flche 50-279/63/05/13, 

0309(80377 


6305180399 Forwards "Diablo Canyon Nuclear Rawer Plant, Unit I* 
Independent Design Verification Program/" second Friday 
semimonthly rept for May 1983 

CDOPERiW e Teledyne Engineering Services 83/09/13 DENTON. H R 
Office of Nuclear Reactor Regulation* Qiiector llARTiNiU 8 Region 
5/ Office of Director MANEATId, G A Pacific Cas & Electric C<Q 
ip 10485 203 24X FI Che 50-275.83/09/13,6305180395 


-*-9305180403 “Diablo Canyon Nuclear Power Plant.Unit I , Ind'epand'ent Design 
Verification Prog ram. '* second Friday semimonthly rept for 
May 1963 

* Teledyne EngiAeerlfig Services 83/05/13 2Bpp 18485 304 
2AX Flche 50-275.03/05/13*8305100395 


6305180417 Forwards Rev 0 to Open I tern Repts 1121 S* 1122 for hay 1963 
Responsible individuals assigned by RL Cloud have completed 
acceptance statement re potential or apparent conflicts 
of interest 

DENISON, E Robert L Cloud Associates/ Inc 83/05/13 DENTON, H R 
Office of Nuclear Reactor Regulation. Director MARTIN/U, fl, Region 
5, Office of Director MANEATIS/O H Pacific Gas I* Electric Co 

3pp 18405 353 24X Fiche S0-275i 83/05/13, 6303180417 


8009240230 Forwards "Diablo Canyon Verification Program," Semlmontlily 
Status Rept 37 for period 830419-0909 Rept submitted per NRC 
Order CLI-BI-BO 

CRANE, P A Pacific Gas 6 Electric Co 03/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation. Director MARTIN, J D Region 
5. Office of Director Ip 18548 32J 24X Flche 50-275,03/03/13* 

8305240230 


— 0303240242 "Diablo Canyon Verification Program*" Semimonthly Statu* 
Rapt 37 for period 030419-0509 

* Pacific Gas it Electric Co 83/05/13 63pp 18548 222 24X 

FiChe 50-275,03/05/13,8305240238 


B30520035B Forwards "Independent Design Verification Program Final 
Rept, " second draft submittal Next submittal scheduled for 
030330 Final submittal scheduled for 030630 

COOPER/ W E Telodyne Engineering Services 63/03/16 DENTON. H R 
Office of Nucleai Reactor Regulation, Director MARTIN, J B Region 
5, Office of Director MANEATIS.O A Pacific Gas ti Electric Co 
2pp I85IB 016 P4X Fiche 50-273, 03/05/16, 0305200350 


— 8305200364 "Independent Design Verification Program Final Rept," 
Becond draft submittal 

* Teledyne Engineering Services 03/05/16 73pp 10318 010 
24X Fiche 50-275*03/03/16,8305200338 


8305230213 Forwards Rev 1 to "Verification of Instrument It Control 
Design of Control Room Ventilation Pressur i jat ion Sys." 

Interim Technical Rept 20 

KRECHTING, J E Stone & Webster Engineering Corp 83/05/18 
DENTON* H R Office of Nuclear Reactor Regulation, Director 
MARTIN/ J D Region 5, Office of Director MANEATJS, 0 A Pacific 
Oas it Electric Co Ip 18339 143 24X Fiche 50-275, 03/O9/18x 

8303230213 


--8305230221 Rev I to "Ver if ication of Instrument U Control Ddilgn of 
Control Room Ventilation it Pressuri iation Sys," Interim 
Technical Rept 20 

SESTAK.F Stone it Webster Engineering Corp 83/05/13 30pp 
16339 146 24X Flche 50-275,83/03/18,0309230213 


8309230596 Forwards Rev 1 to "Verification of Instrument U Control 
Design of Auxiliary Feedwater Sys*" Interim Technical 
Rept 27 

KRECHTING, V £ Stone U Webster Engineering Corp 83/05/16 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
MARTIN* J 0 Region S, Office of Director MANEATIS, 0 A Pacific 
Oes & Electric Co Ip 18537 103 24X Fiche 50-275,63/05/10, 

0305230556 


—8303230559 Rev I, "Vert f Ication of Instrument fe Control Design of 
Auxiliary Feedwater Sys," Interim Technical Rapt 27 
SESTAK*F Stone 6 Webster Engineering Corp 63/05/13 37pp 
18537 103 g4X Fiche 50-275,03/05/10.9309230556 


8305250066 Doard Notification 83-69 forwards technical repts it 
transcript of 630504 public meeting re design verification 
program 

EISENHUT, D G Division of Licensing 83/05/18 PALLADINO, N . 
OILINSKY, V , AHEARNE, J Commissioners 3pp 18975 001 24X 

Flche 90-279, 83/05/18, 0309250066 


—6305290186 Transcript of 830504 public meeting to review design 
verification project In San Francisco, CA Pp 1-236 
# Commissioners 03/05/04 43pp 10995 005 24X 

Fiche SO-R/S, 83/05/18, 0305250066 


8305290466 Forwards Rev 0 to "Addl Verification of Redundancy of 
Equipment U Power Supplies in Shared Saf ety-Re lated Sys," 

Interim Technical Rept 45 Meeting announcement end 
KRECHTING, J E Stone t* Webster Engineering Corp 03/09/20 
DENTON/H R Office of Nuclear Reactor Regulation, Director 
MANEATIS, G A Pacific Gas 6 Electric Co MARTIN, J B Region 5. 
Office of Director 2pp 18305 228 24X Fiche 50-275,03/05/20, 

6309250466 


— 83033904.67 Rev 0 to "Addl Verification of Redundancy of Equipment & 
Pouer Supplies In Shared Safety-Related Sys," Interim 
Technical Rept 49 

SE9TAK,F Stone it Webster Engineering Corp 83/09/17 I7pp 
10385 230 24X Fiche 90-279,03/05/20,8309250466 


0305310186 Forwards Rev I, to "Verification of Fire Protection Provided 
for Auxiliary Feedwater Sys, Control Room Ventilation & 

Pressurization Sys, Safety-Related Portion of 4160-Volt 
electric Sys," Interim Technical Rept 18 

KRECHTING, J E Stone it Webster Engineering Corp 83/09/26 
DENTONiH R Office of Nuclear Reactor Regulation, Director 
MANEATIS,© A Pacific Gas & Electric Co MARTIN, J D Region S, 
Office of Director Ip 18692 347 24X Flche 90-279,83/05/26, 

6305310186 
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— 8305310191 Rev 1 to "Verification of Fire Protection Provided for 
Auxiliary Feeduater Sg5« Control Poon^ Ventilation Hf 
Pr Bt« ur 1 rat i on Sy Si Safety-Re latod Portion of ^liO-Volt 
Electric Sy s , " Interio) Technical Rept IS 

SESTAKi F Stone & Webster Engineoring Corp 03/09/24 SBpp 
10692 349 24X Fiche 90-279.03/09/26,0309310186 


— B309100141 ftesponds to 011113 ) tr re implications of recent leismSc 
destgn errors at facility One to der,ign errors.util license 
suspended on 011119 pending completion of independent 
design revieuj receipt of schedule for .ompleting mods 
PAUUAOINOp N J CofnmiBs I oner s 02/02/01 DJtJGEi_L. J D House of 
Rep , Energy t/ Commerce 5pp lS37b ?28 24)r 

Fiche 90-000,03/03/25,6305100124 


S Reportable occurrences! LERb ^ related correspondence 


8309030313 PNS- V-83,-009 on 03O426i reg I on dispatched reactive insp team 
to review Findings «< status to date of licensee 
investigation of safety significance of recent vandalism 
event an 630419 involving gauges in coolant pipe 
rtCdUEEN, A D i MaRDERHAUOiL R Region 9r Office of Director 
33/04/27 Ip 1B297 069 24X Fiche 50-279103/04/27,0303030313 


8309060960 PND-V-03-0 1 9 on 030902,6 5 Richter scale earthquake occurred 
approx as miles from facility No damage Identified Strong 
motion 8-olsmic recorder not actuated Media interest 
e xpec ted 

KIR3CH, D F Region 9, Office of Director 03/05/03 Ip 
19349 037 24 X Fiche 50-275,83/05/03.8305060380 


e3032403'97 LER 83-004 /08T-0 on 8304 19. grind Ing wheel U rotary file 
gouges found on main coolant sys piping on main coolant pump 
3 discharge side Caused Intentionally by unknown persons 
Gouges removed by grinding t* blending W/830303 Itr 
KE4 .lv, frf J , SH1FFER,J D Pacific Oas V Electric Co 83/09/03 
HARTIN, J B Region 9, Office of Director 3pp 18949 279 24X 

Fiche 30-275,33/05/03,8309240397 


B305160009 PNO-V~03-O21 on 030429, leak discovered in component cooling 
water piping sys Caused by potentially Inadequate welds in 
pipe spool Visual insp h NDE to be performed to verify weld 
Integr 1 by 

K1R3CH, D F Region 9, Off ice of Director 03/05/10 Ip 
18436 031 24X Fiche 30-279,83/05/10.8309160009 


8309130107 PNQ-V-03-022 on 830909, while performing addl ultrasonic 
exams, RCS piping in area of one weld determined less than 
fflln wall thickness specified by code Caused by welds being 
ground smooth during original prcservice exam 
KIR0CH)D F Region 5, Office of Director 83/05/11 Ip 
16439 347 S4X Fiche 50-275,83/09/11,0309130187 


docket 50-2 '7 PEACH GOTTOM ATOMIC POWER STATlaM. UNIT 2 
F Security, nodical, emergency 6 fire protection plans 


6305040716 Summary of 630409 meeting w/util in DBthesda.MD re status 
of App R concerning fire piotection program mods at 
fac 1 Llty 

GEARS, (j E Operating Reactors Branch 4 03/04/23 Operating 

Reactors Oronch 4 3pp 86320 106 24k Fiche 30-277.83/04/25. 

0305040716 


830910039? Describes plans for completing fire protection mods re 
Sections III F, III O. til J ^ HI « of App R Exemptions 
requosted for schedule relief to peimit completion of mods 
by certain dates Justification for operation pro^rided 
BOTER.V S Philadelphia Elecliic Co 03/03/02 EISENHtPT, D Q 
Division of Licensing 6pp 18379 033 P4X Fiche 50-277,03/09/02. 
0303100399 


8309110034 Generic Ltr 
applicants for OLs & 
access to control pr 
Sve list end 
EISENHV1,0G Dlvis 
Edison Co of New Yo 
Fiche 30-000, B3/09/1 


83-21 to all licensres of operating reactors, 
holders of CPs le c I ai i f icati on of 
ocedures For law anfoTcemsnt visits 

ion of Licensing 83/09/11 Consolidated 

rk. Inc 16pp 10340 095 24X 

I, 6309110034 


6305170922 Notification of 830326 meeting w/util in Dethesda.MD to 
discuss alternative safe shutdown/App R 

GEARS, G Operating Reactors Branch 4 83/05/17 STOLZ, J 

□peratlng Reactors Branch 4 2pp 18923 136 24X 

Fiche 90-277. 63/05/ 17. 8303190522 


■0 Adjudicatory correspondence 


0305270247 UER e3-O03/03L-0 on 830414, control operator unable to 
achieve satisfactory check source reading on liquid radwaste 
discharge line radiation monitor {RE-18) Caused by missing 
check source from monitoring mechanism W/830913 ltr 
ainrFER, J O , KELLV.W j Pacific Oas & Electric Co 83/09/13 
MARTIN, J D Region 9. Office of Director 4pp 10637 152 24X 

Fiche 80-275,63/05/13,0309270249 

T Heaping transcripts on non-ant i trust matters 

0305110093 Transcript of 830419 public meeting re component cooHng 
water sys in San Francisco. CA Pp 1-121 

» NRC - No Detailed Affiliation Given 03/04/1? 124pp 

18434 112 24X Fiche 90-279.03/04/19,0309110093 


0309120611 Hoard Notification 83-59 forwards Info re component 
cooling water sys discussed at 830419 meeting W/PG5E in 
San Franc i sco, CA 

EI8ENHUT. D Q Division of Licensing 83/09/04 PALLADINO, N J 
OILINSKY. V , AHEARNE. J Commissioners 3pp 18440 220 24X 

Fiche 80-275, 03/05/04.8309120611 


9304040470 Order oxtending time until 830423 for Commission to act to 
review ALAH-701 Commissioner Ahearno dissenting views enc I 
CHILK.8 J Office of the Secretary of the Commission 83/03/31 
Commissioners 3pp 17807 049 24X Fiche 50-000,03/03/31, 

8304040470 

A 

9309060230 Order extending time until 030513 for Commission to act to 
review ALAD--701 

HOYLE, J C Office of the Secretary of the Commission 83/05/05 
Commissioners ip 18349 196 24 X Fiche 90-000.83/03/05, 

8305060250 

8309130060 Response opposing intervonor motion for recusation Motion 
does not specifically discuss reasons why prior activities 
may constitute conflict of interest 

PALLADfND.M J Commissioners 03/09/11 2pp 18436 228 24K 

Fiche 30-000,83/09/11,8309130060 


0303130061 Order extending time until 830920 for Commission to act to 
review petition for review of AL6D-701 

CMILK.S J Office of the SBcretary of the Commission 03/05/12 
Commissioners ip 18437 033 24X Fiche 50-000.03/05/12. 

6309130061 


--'9309120621 Transcript of 030417 public meeting in San FrancisorCA re 
review of component cooling water sys Pp i-12l 
e Commissioners 03/04/17 123pp 10440 231 24X 

Fiche 90-275, 83/05/04,0305120611 


0303250066 Board Notification 83-67 forwards technical repts 6 
transcript of 030904 public meeting re design verification 


program 

£1SENHUT, D Q Division of Licensing 
GILlMBKYrV , AHEARNE, J C qmml s s i enors 

Fiche 50-275*93/05/18,8305250066 


03/09/18 PALLADINO, N , 
3pp 18999 OOi 24X 


e305290ia6 Transcript of 030904 public meeting to review design 

verification project In San Francisco. CA Pp 1-236 
* Commissioners- 03/09/04 43pp 18999 009 24X 

Fiche 30-275,83/09/10,0309290066 


8303200560 Order extending lime until 030527 for Commission to act to 
review Intervenor BS1227 petition for review of ALAB-701 
CHILK, S J Office of tho Secretary of the Commission 63/05/19 
Commissioners ip 10914 263 24X Flcha 30-000, 03/03/ 17. 

8309200960 


830331Q0I7 Memorandum & order to hold decision in 4LAD-701 In abeyance 
until Commission completes review of V mill tailings pile 
requirements 6 of rulemakings to conform Commission 
requirements to ERA stds Separate J Ahearne statement enc I 
CHILK, S J Office of the Secretary of the Commission 03/09/27 
I4pp 10693 311 24X Fit he 90 - 000 . 03/05/2/, 830931 001 7 


J Insurance indemnity Information 


U Congres B 1 t»na 1 /Ex ocutlve Correspondence 


9305100124 Supplemental testimony uf JG Keppler re OA 

KEPPLER,J O Region 3, Office of Director 03/03/29 6pp 
10373 177 a4X Fiche 90-000.03/03/25,0309100124 


B305240307 Forwards Endorsements i,2 L 3 
11-9 for secondary financial protection 
DRADLEV, E J Philadelphia Electric Co 
Assistant Director for State 6 Licensee 
24X Fiche 90-277.83/09/17,8309240307 


to HAELV Certl FI cates M-B h 

63/09/17 SALTZMAN. J 

Relations 41pp 18546 141 
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P Operating license stage docunents t c crrespondenc e 


830304070^ SuiTi;paTy af B3032G njeetmg lu/utsl in Bethesda« MD re technical 
presentation on (JE-|hybrld control rods asaerablles currently 
proposed ^<)r installation 

GEARS, O E Operating Reactors Branch A 83/04/22 Operating 

Reactors Branch 4 3pp [8336 333 24X Flche 30-377. B3/04/S2. 

3303040704 


83030200?? Respond* to 830322 1 tr re clarification of safety evaluation 
for environ qualification of safety-related electrical 
equipment Revised justifications for continued operation 
enc 1 

OALTRDFF.SL PJi i 1 ade 1 ph ia Ei ec tr i c Co 83/04/27 ST0L2. F 
Operating Reactors Branch 4 12pp 18279 241 24X 

Flch* 50-277,33/04/27.8303020099 


8309020435 Generic l-tr 83-19 to all power reactor ^ toattng licensees 
re neu procedures for providing public notice ccncernlag 
issuan-co of amends to OL* Svc list end 

CiSEhfHUr, D 0 Division of Licensing 83/09/02 Consolidated 
Edison Co of Neu; York. Inc SOpp 18441 (20 24X 

Fiche 50-000.83/03/02.8305020433 


Q3O5O9D021 Forujarda appllcatiun for amend to Licenses DPR-44 L DPR—56 
changing Tech Spec re limitations on U monitoring 
riquirements for Iodine concentrations in reactor coolant 
b coolant leak testing 

BRADLEV.E J Philadelphia Electric Co 83/05/04 DENTON, HR 
Office of Nuclear Reactor Regolationi Director Ip 18342 106 24X 

F 1 e h B SO - 277, 03 /03/04 . 0303 09002 1 


--8303030027 Application for amend to Licenses l)PR-44 ft. DPR-36 changing 
Tsch Spec re i imltat i ons on Ct moriltoTlng requirements for 
Iodine concentrations In reactor coolant 6 coolant leak 
testing 

OALTROFF, S L 4 BRADLEY, E J Philadelphia Electric Co 83/05/04 
6pp 10342 107 24X FIChe 50-277.83/05/04,8305050021 


—8305050033 Proposed changes to Tech Specs re limitations on & 
mofiltanng requirements for iodine concentra ti one in reactor 
coolant 

« Philadelphia Electric Co 83/05/04 5pp 18342 J 13 24X 

Flch* 50-277, 83/05/04, 0305050021 


8305090659 Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

Er&ENHUr,D 0 Division of Licensing 83/09/09 Consol i dated 
Edison Co of Neu; York, Inc 16pp 18627 193 24X 

Fiche 5O-(J00. 83/09/09, 8309090639 


8303170401 Foruards scheme explaining degraded grid voltage relay 
circuit provided In 830310 ltr, per 030331 conference call 
between OE Gears & MB Ryan During surveillance test, each 
undsrvoltage relay is made to operate individually 
DALTHOFF, S L Philadelphia Electric Co B3/D9/I3 STOLZ^J F 
Operating Reactors Branch 4 4pp 18469 242 24X 

Fiche 50-277,83/05/13,8305170401 


3305180414 FPruards Peach Dottom precadures supplementing util 630916 
response to item 5 of Radiological Assessment Branch draft 
SER Bimilar or improved procedures uilll ha developed for 
Llmer i ck 

BRADLEY, E J Philadelphia Electric Co 83/09/16 8CHWENCER. A 
Licensing Branch 2 2pp 1S492 <J07 24X Fiche 50-000.83/05/16, 

8305180414 


— 9303180426 PracodUTe HPO/CD-3, "Airborne Activity Survey Techniques. 
Including techniques for constant air monitor s, portable 
fixed Filter samplers L charcoal cartridges 

» Philadelphia Electric Co 83/05/16 I5pp 18482*009 24X 

Fiche 30-000,03/05/16,8305160414 


— 03O5iBO43l Precedure HPO/CO-65, "Field Use of Low Vo 1 Portable Air 
Sampler " 

* Philadelphia Electric Co 83/05/16 2pp 18462 024 24X 

Fiche 50-000,03/05/16,0303100414 


—6305180438 Procedure HPA-63d, "Callbr of Ventilation 8ys Radiation 
Monitors " 

» Philadelphia Electric Co S3/05/I6 8pp, 18482 026 24X 

Fich* 30-000, 03/OS/16r 83031804 14 


— 6305180443 Procedure HPA-77, '“Determination of Max Permissible 
Concentrablon Hours " 

s Philadelphia Electric Co 63/05/16 Spp 18462 034 24X 

Fiche 50-000, 03/05/16, 0305180414 


8305230318 Netificatian of 830520 meeting w/util In Oethesda, MO to 
discuss pipe cracks 

OEARG, O Operating Reactors Branch 4 83/03/16 STOLZ,J 

Operating Reactors Branch 4 2pp 10343 304 24X 

Fiche 50-277,83/05/16,8309230318 


8305240420 Forwards electric equipment mad schedule for qualification 
or replacement of remaining electrical equipment 6 
qua L if 1 c atlon programs for equipment hot previously 
described, per 030322 request 

DALrROFF,S L Philadelphia electric Co 03/05/20 STOLZ, J F 
Operating Reactors Granch 4 6pp 10574 166 24X 

Fiche 50-'277, 03/05/20, 8309240428 


0 Inspection reports, IE Dulletlns 6 correspondence 


8212060389 IE Info Notice 83-14, "Dewatered Spent Ion Ejcchange Resin 
Susceptibility to lEcathermlc Chemical Reaction ” Svc list 
end 

TAYLOR,J M Division of Safeguards & Inspection Programs IPoat 
830103k 83/03/21. Consolidated Edison Co of Neu York, Inc 

il2pp 16308 319 24 X Fiche 90-000,83/03/21,8212060365 


8303040021 IE Info Notice 83-21. "Defdctive Emergency Use Respirator * 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response IPost 330103) 83/04/19 Consolidated Edison Go of New 

Yorkr Inc I26j>p 10489 193 34X Fiche 50-000,83/04/15,8303040021 


8305030139 Forwards notice of violation from Insp on 820520-0806 
STAROSTECKl. R division of Project it Resident Programs 03/04/18 
DALTROFF/8 L Philadelphia Electric Co 2pp 18300 282 24X 

FKhe 50-277,03/04/10,8309030139 


— 8309030149 Notice of violation from insp on 820520-0806 Noncompl latits 
noted during performance of Special procedure 516, 
containment penetration block valves were in closed & tagged 
closed condition 

* Region 1, Office of Director 83/04/18 ip 18300 284 24X 

Fiche 5D-277, 03/04/ 18r 0305030139 


6305050141 Forwards IE Insp Repfcs 50-877/83-00 50-278/03-08 on 

030307-09 No noncomp 1 lance noted 

martin, T T Division of Engineering 6 Technical Programs 83/04/21 
DALTRQFF. 8L Philadelphia Electric Co 2pp 18341 108 24X 

riche 90-277.63/04/21.8305090141 


—0305090147 IE Insp Repts 90-277/83-00 6 90-270/83-08 on 830307-09 No 
noncompl lane s noted Major areas inspected Induction heating 
stress 1 xTbpro Yemen t procedures used to mitigate Intergranular 
stress corrosion cracking 

REVNQLOS.a D Region 1. Office of Director OURR,J Division of 

Engineering it Technical Programs 83/04/21 8pp 18341 llO- 24X 

Fiche 50-277,03/04/21,0309050141 


8303040023 IE Info Notice 93 - 22 . "BWR Safety /Re I i«f Valve Falluras ” 
8VC List end 

JORDAN.C L Division of Emergency Preparedness it Engineering 
Response (Post 6301031 83/04/22 Consolidated Edison Go of New 

York, Inc Ll2pp 18383 089 24X Fiche 90-000,83/04/22,8303040023 


8303040029 IE Info Notice 03-23, "Inoperable Containment AtmosphOT* 
Benslng sys " Svc list end 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response IPost 030103) 83/04/29 Consolidated Edison Co of New 

York, Inc il9pp 10301 291 24X Fiche 90-000,03/04/25,8303040025. 


6305020343 >Confirms 830506 enforcement conference in King of Prussia, PA 
to discuss operation in excess of limiting condition for 
operation for primary containment integrity 8( inadequate 
review of proposed mods 

GTAROBTECKt, R, Division of Project it Resident Programs 03/04/25, 
DALTROFF.S L Philadelphia Electric Co, 2pp 18276 329 24X 

Fiche 50-277.83/04/25.0305020343 


83050605L3 Forwards peyment in response to NRC 830329 notice of 
violation ■!« Imposition of civil penalties re valving error 
events I, radiation protection violations Corrective actions, 
tills far collictlon affidavit end 

BOYER. V 8 Philadelphia Electric Co 83/04/27, Director's 
Office, Office of Inspection and Enforcement 36pp 18340 i67 24X 

FIchei 50-277, 03/04/27, 0305060513 


830304002-6 IE Info Notice 83-24, "Loose Parts In Secondary Side o>f 
Steam Generators at PNRs Svc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Reiponse iPost 83010-3) 83/04/28, Consolidated Edison Co. of New 

York, Inc llSpp 16382:047 24X Fiche 50-000, 83/04/28, 0303040026 
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S303040027 IE Inf>o Notice Q3-25. "Standby Gas Treatment Sys Heater Hlg4i 
Tim[> Trip Setpoint Adjustment " Svc list end 
JOROAN 4 E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 83/04/58 Consolidated Edison Co of Neui 

Yorii Inc llBpp 1 8382 IAS 24X Plche 30-000,83/04/28.8303040027 


e30311O2Al Forwards IE In»p Repts 50-277/83-07 U 50-278/83-07 on 
83031 9** 21 & notice of violation 

MARTINET T Division of Engineering !< Technical Programs 83/04/29 
DALTR0FF.8 L Philadelphia Electric Co 3pp 18393 lAO 24X 
FI Che 50-277, 83/04/29, 83051 102A1 


— 8309110565 Notice of violation from insp on 830315-21 

* Region 1, Office of Director 83/04/29 Ip 18393 163 24X 

Fiche 50-277,83/04/29,0305110261 


—9303110267 IE Insp Repts 90-277/03-07 90-278/83-07 on 030319-21 

Noncamp 1 lance noted failure to post radiation area around 
reactor water cleanup skid 

COLLINS. D J , SHANDAKV, M N Region 1, Office of Director 
83/04/20 llpp 18393 164 24X Fiche 50-277, 83/04/29, 83091 10261 


9309200100 Forwards safety evaluation i technical evaluation rept re 
util requests for relief from inservice Insp requirements 
Portion of requests granted 

STOLZ.J.F Operating Reactors Branch 4 83/03/02 DAUER, E (J 

Philadelphia Electric Co. 4pp 10340 154 24X 

Fiche: 90-277, 83/09/02, 8309200100 


— B3092Q0107 Safety evaluation re requests for relief from Inservic# 
Intp requirements 

a Office of Nuclear Reactor Regulation, Director 83/03/02 Bpp 
18340 i5B 24X F 1 ch e . 90-277, 83/03/02. 8303200100 


—8309200110 "Inservicv Intp Program," technical evaluation rept 
* Science Applications, Inc NRC-03-82-096 106-028-14 

02/09/10 NRC - No Detailed Affiliation {?lven 27pp 
18340 166 24X Fiche 30-277,83/09/02,8309200100 


— 9309200238 Notice of granting relief from ASME Code insp requirements 
8 TOLZ*J F Operating Reactors Branch 4 83/05/02 2pp 

18340 196 24X Fiche 90-277,83/09/02,0309200100 


6303040028 IE Info Notice 83-26. "Failure of 8 afety/Rel lef Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E, L, Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B3/05/03 Consolidated Edison Co of New 

York, Irc. 122pp. 10441 170 24X Fiche 90-000,83/09/03,8303040 0 28 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acte Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York, Inc U2pp 10382 282 24X Fiche 90-000,83/05/04,0303040030 


G303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN, e U Division of Emergency Preparedness & Engineering 
Reiponee (Post 030103) 83/09/04 Consolidated Edison Co of New 

York 4 Inc lt?pp. 10441 001 24X Fiche 90-000.83/09/04.8303040031, 


B303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Reeponse (Post 030103) 83/05/06 Consolidated Edison Co of New 

York, Inc 119pp 10523 248 24X Fiche 90-000,83/03/06,8303040033 


6303040034 lE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EQP) (Guidelines " Svc list end 
JORDAN, e L Division of Emergency Preparedness S* Engineering 
Response (Post 830103) 03/05/11 Consolidated Edison Co of New 

York* Inc. U4pp 18924.003 24X Fiche 90-000,03/09/11,0303040034, 


0305230299 Forwards IE Insp Repts 90-277/63-20 V 50-278/03-10 on 
8303:Zl-29 I, notice of violation 

MARTIN, T T Division of Engineering i Technical Programs. 03/03/13 
DALTROFF, 8 L Philadelphia Electric Co 2pp 10992 048 24X 

Fiche 30-277,03/05/13,8309290299 


-—0303250303 Notice of violation from Insp on 830321-29 

# Region 1, Office of Director 03/09/13 2pp 10992.090 24X 

Fiche: 90-277, 03/05/ 13, 8305250299 


— 0305250306 IE Insp Repts 50-277/83-10 90-270/83-10 on 830321-23 

Non c amp 1 lance noted; lack of administrative controls, 
nontraceab i 1 i ty of Instrument usage t, exceeding Instrument 
calibr due date in measuring & test equipment area 
SHAUB, E T , MEYER, 0 W , PR ELL, J A Region 1, Office of Director 
83/03/11 iSpp 18392 052 24X Fiche 90-277,83/09/13,6305230299 


S303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program " 
&VC list enc 1 

JORDAN, E L Division of Em-ergency Preparedness ^ Engineering 
Response (Post 830103) 83/09/19 Co nso 1 i d a ted Edison Co of New 

Vor%. Inc H4pp 18697 009 24X Fiche 30-000,03/03/19,8303040040' 


0303040046 IE Info Notice 83-33. "Nonr epr e s enta t 1 ve Sampling of 
Contamina ted Oil " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/03/26 Consolidated Edison Co of New 

Vork. Inc i I4pp 18647 007 24X Fiche 30-000,83/05/26,8303040046 


S Reportable occurrences. LERs fi, related correspondence 


♦8305120473 LER e3-00a/03L-0 an B30407, MPCI high steam flow isolation 
switch DPIS-B-23-77 setpoint found above Tech Spec limit 
Caused by setpoint drift of Barton Model 288 Instrument 
r eca 1 (br# tested & returned to svc 

COONEY, M J Philadelphia Electric Co 83/04/21 ALLAN, J M Region 
t. Office of Director Ip 18431 07t 24X Fiche 30-277,03/04/21. 

8305120473 


0303120338 LER e3-009/03L-0 on Q3G324 , dun 1 ng surveillance testing, smolte 
detector in drytuell failed to provide audible alarm code or 
annunciate in control room Caused by defective detector 
circuit board Board rep 1 ac ed. tes ted returned to svc 
COONEY, M J Philadelphia Electric Co 03/04/22 ALLAN. J M Regtun. 
I, Office of Director Ip 10434 047 24X Fiche 50-277,83/04/22, 

8303120338 


8309060313 Forwards payment in response to NRC 830329 notice of 
violation U imposition of civil penalties re valving error 
events & radiation protection violations Corrective actions, 
bills for collection & affidavit end 

DOVER, V S Philadelphia Electric Co 03/04/27 Director's 
Office, Office of Inspection and Enforcement 36pp (8346 167 24X 

Fiche 30-277*83/04/27,6305060513 


8309060387 PN0-I-83-04S on 030903, shutdown initiated due to 
containment pressure increase to O 6 psl unlrfontlfted 
containment leakage of 3 4 gpm Rec i rcula t( an pump cooling 
water leakage noted 

MCCABE, E , KEIMIOjR Region 1* Office of Director 83/09/03 Ip 
18343 163 24X Fiche 90-277,03/03/03.0309060387 


G30511C316 LER e3-007/03L-0 on 930404. narrow range torus level 
transmitter LT e027A determined to be out of calibr Caused 
by instrument drift Instrum.»nt recallbr tt returned to svc 
COONEY, MJ Philadelphia Electric Co 03/05/03 ALLAN. J M Region 
i. Office of Director Ip 10393 139 a4X Fiche 90-277,03/09/03, 
8303110316 


8309060530 f NO-l “03~O45A‘ on 830903, dr ywe I 1 entry identified packing 
leak on recirculation pump discharge header cross connect 
motor operated valve HO-ASA Cause not stated Region I will 
respond to media Inquiries 

iICCAOE, KEtMIG Region t. Office of Director 83/03/04 Ip 
10348262 24X Fiche 50-277.83/09/04,8309060998 


8309270239 LER 83-01 1/OIP on 830306, u I tras on Ic testing Indicated crack 
In RHR shutdown cooling suction line Caused by 
intergranular stress corrosion cracking Crack analysis 
program implemented to determine c-orrective actions 
FLBISCHMANN*R Philadelphia Electric Co 03/(53/06 ALLAN, J M 
Region 1, Office of Director 2pp 16637 198 24X 

Fiche 30-277,83/09/06,8303270233 


0309120412 PN0-I-83-043B on 830503i w 1 trason I c testing conducted on 
Sample 2 recirculation riser welds one RHR weld on Unit 2 
to determine (P Unit 3 crack indications exist on Unit 2 RHR 
showed cracks on both pipe & elbow side 

BLOVQH, MCCABE Region 1* Office of Director 83/05/09 Ip 
18431 133 a4X Fiche. 50-277*03/03/09, 8303120412 


8309270184 LER B3-012/01F on 830911* insp of fire barrier penetrations 
revealed inadequacies In penetration seats Caused by const 
or design error 6 Inadequate initial insp Fire watches 
posted 8 ( addl insps Initiated 

FLEISCHMANN, R Philadelphia Electric Co 83/03/12 ALLAN, J M 
Region 1, Office of Director 2pp (8637 399 24X 

Fiche 30-277,93/03/12, 8305270104, 


DOCKET 30-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


r Security, medical, emergency U fire protection plans 


8309040716 Summary of 030409 meeting w/utll in Be thes da , MD re status 
of App R concerning fire protection program mods at 
facility 

(GEARS,© E Operating Reactors Branch 4 83/04/29 Operating 

Reactors Drench 4 3pp 1B32Q 106 24X Fiche 90-277.03/04/29, 

8309040716 
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030310035^ DestT'ibes plans for c o/np 1 eting fire protettio-n mods re 
Sections UI FrlU C. Ill J 5< III « of Ap p R Estemptlons 
f'eq,ueste>d for schedule relief to permit cq/npjetian of mods 
by -certain dates Jus t ( fi cation for aperdtlon provided 
BOYER, V S Phi lade Ip ma Electric Co S3/03/02 EISEMHUT. D G 
Division of Lice using App 10379 033 ?4X Flche SO-277^ QJ/OS/ilS, 

3305100359 


6303110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for DLs & holders of CPs re c lar i f i cat 1 an of 
access to control procedures for lau enforcement visits 
Gvc list end 

EISEWKUti D G Division of Licensing 83/03/11 Consolidated 

Edison Co of VorJt. Inc I6pp 18540 093 S^K 
Flche 50-000, 83/05/11,63031 10034 


030519052? Notification of 030526 meeting w/util in Dethfisda>MD to- 
discuss alternative safe shu tdaiun, App R 

GEARS, G Operating Reactors branch 4 03/05/17 STOUZi J 

Operating Reactors Branch 4 2 pp 18323 136 24X 

Flche 30-377, 63/09/17, 0303190522 


6305020435 Generic Ltr 03-19 to ail power reactor testing Hcenseei 
re neu procedures for providing public notice concerning 
issuance of amends to OLs Svc list end 

EISENKIIT, D G Division of Licensing 83/05/02 Consolidated 
Edison Co of Neu Vort, Inc 50pp 10441 120 24X 

Ficha S 0-000 > 83/05/02, 8305020455 


03O5O^tO6B4 Notification of 630306 meeting ui/utll in Bothesda, MD to 
discuss recent crack-like indications discovered in 
recirculation sys 

GEARS, O Operating Reactors Branch 4 83/03/03 ST0LZ,J 

Operating Reactors Branch 4 2pp 10357 3|1 24X 

Flche 30-278, 03/03/03. 8303060684 


B303030021 Forwards application for amend to Licenses DPR-44 DPfi-56 
changing Tech Spec re limitations on S< monitoring 
re<iu 1 reman ts for iodine concentrations in reactor coolant 
t coolant l^ak testing 

BRADLEY, E J Philadelphia Electric Co 03/05/04 DENTONi H R 
Office of l/uclear Reactor Regulation, Director ip 10342 106 24t 

Flcho 30-277, 03/03/04, 8303050021 


Q Adjudicatarg correspondence 


B304040470 Order extending time until 830428 for Commission to act to 
revie'j ALAI3-701 Commissioner Ahtarne dissenting ^iews end 
CHILK,8 J Office of the Secretary of the Commission 83/G3/31 
Commissiorora 3pp 17807 049 24X Flche 50-000,83/03/31, 

0304040470 


B30506023Q Order extending time until 830513 for Commission to act to 
review ALAB-701 

HOVLEvJ C Office of the Socretarg of the Comtnisslan 83/05/05 
ComrnUf loners ip 10345 196 24X Fiche 30-000.83/05/03, 

8305060350 


8305130060 Response apposing intervenar motion for recusation Hotipn 
does not specifically discuss reasons why prior activities 
mag constitute con-fllct Of interest 

PALLADINO,N J Commissioners 83/05/11 2pp 18436226 24X 

Flche 50-000,03/05/11,0305130060 


— 8305050027 Application for amend to Licenses DPR-44 L 020-96 changing 
Tech Spec re limitations on & monitoring renulrefnents for 
iodine concentrations in reactor coolant & coolant leak 
teat ing 

DALTnoFF,s L . BRADUEY, E J Philadelphia Electric Co 03/05/04 
6pp 18342 107 24X Flche 90-277,83/05/04,8303050021 


— 0305050033 Proposed changes to Tech Specs re limitations on St 
monitoring requirements for iodine concentrations In reactor 
c oolan t 

a Philadelphia Electric Co 03/05/04 5pp 18342 113 24X 

Flche 50-277, 83/03/04, 8305050021 


8305100007 Forwards Amend 92 to License DPR'-S6, safety evaluation It 
notice of Issuance ?« availability Amend revises Tech Specs 
for reactor operation w/Reload 5 core during Cycle 6 
GEARS, G £ Operating Reactors Branch 4 83/05/04 BAUER, E O 

Philadelphia Electric Co 4pp 18497 161 24X 

Flche 30-278,83/09/04,6309180007 


0305130061 Order extending time until 830520 for Commission to act to 
review petition for review of ALAB-TOl 

CRILK, S J Office of the Secretary of the Commission 83/05/12 
Commissioners Ip 18437 033 24X Fiche 50-000,03/05/12. 

83051 3006 J 


0305300560 Order extending time until B30S27 for Commission to act to 
revieu Intervenor 821227 petition for review of ALAD-701 
CHILK,S J Office of the Secretary of the Commission 83/05/19 
Commissioners ip 18914 283 24X Piche 50-000.63/05/19, 

0305200560 


8309310017 Memorandum L order to hold dpcision tr> ALAjl-701 in abeyance 
until Commission completes ravieu/ of UmiLl tailings pile 
requirements b of rulemakings to conform Commission 
requirements to EPA stds Separate J Ahearne statement end 
CHILK, 6 J Office of the Secretary of the Commission 83/05/27 
t4pp 16633 311 24X Fiche 30-000, 83/05/27, 630331001 7 


J Insurance L indemnity Information 


--B30518000B Amend 92 to License DPR-96, permi tt ing reactor operation 
y/R«load 3 core during Cycle 6 

8T0LZ. J F Operating Reactors Branch A 83/05/04 12pp 
18497 169 24X Flche 50-278,63/09/04,0309180007 


— 8305180011 Safety evaluation supporting Amend 92 to License DPR-56 
e affsec of Nuclear Reactor Regulation, Director 03/05/04 
I9pp 18497 177 24X Ffche 50-278,03/05/04,8309180007 


— 8309100014 Notice of issuance & availability of Amend 92 to License 
DPR-36 

8T0LZ, J F Operating Reactors Branch 4 63/03/04 2pp 

18497 196 24X Flche 90-278,83/03/04,0309100007 


e30909-0699 Generic Ltr 63-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EtSENHUT.D 0 Division of Licensing 93/09/07 Consolidated 

Edison Co of New Yorfe, Inc I6pp 10627 153 24X 

F( Che SO-000, 03/09/09, 03O9O9O639 


6303240307 Forwards Endorsements 1,2 b 3 to NAELU Certificates M-a b 
M-9 for secondary financial protection 

flRADLEY, E J Philadelphia electric Co 83/05/17 SALT£MAN, J 
Assistant Director for State b Licensee Relations 4lpp 18348 l41 
24X Flche 50-277,03/05/17,8303240307 


P Dparating license stage document* L correspondence 


8305040704 Summary of B30323 meeting w/utU In Bethesda, MD re technical 
presentation en GE— hybrid control rods assemblies currently 
proposed for installation 

GEARS, 0 E Operating Reactors Branch 4 83/04/22 Operating 

Reactors Branch 4 3pp 18336 335 24X Ficfte 50-277.83/04/22, 

6303040704 


G30S020099 Responds to 030322 ltr re clarification of safety evaluation 
for environ qualification of sa Fety^r el ated electrical 
equipmont Revised justifications for continued operation 
and 

DALTROFF.S L Philadelphia Electric Co 83/04/27 STQLZ»^/F 
aperating Reactors Branch 4 I2pp 16279 341 24X 

Fiche 90-2 77. 03/ 04/27 1 8305020099 


0305170401 Forwards scheme axplalning degraded grid voltage retag 
circuit provided in 830310 ltr, per 830331 conference call 
between G£ Gears b KB Ryan During surveillance test, each 
undervol tag e relay Is made to operate individually 
DALTRPFF,g.L Fh 1 lad el phia Elec tr ic Co 83/03/13 STDLZ, J F. 
Operating Reactors Branch 4 4pp 10469 242 24X 

Flche 90-277,03/05/13,0305170401 


8305180414 Forwards Peach Bottom procedures supplementing util 830316 
response to Item 3 of Radiological Assessment Branch draft 
SER Similar op improved procedures will be developed for 
Limerick 

DRADLEV.E J Philadelphia Electric Co 03/09/16 ECHRENCER, A 
Licensing Branch a 2pp 1B4B2 007 24X Fiche 90-000,83/05/16/ 

0305180414 


— 8309100426 Procedure HPO/DO-3, "Airborne Activity Survey Technique s, " 
Including techniques for constant air monitor «, por tab le 
fixed filter samplers b charcoal cartridges 

» Philadelphia electric Co 83/05/16 13pp 10402.009 24X 

Fiche 50-000, 83/05/1^, B3O5180414 


— 6305160431 Procedure HPD/CO-65r "Field Use of Low Vo 1 Portable Air 
Samp I er " 

* Pbi ladeLphia Electric Co 83/05/16 2pp 18482 024, 24X 

Flche 30-000,03/05/16,8305180414 
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—8303100^38 Procadure HPA-feStf. "Callbr of Vontilation By t Radiation 
Monitors " 

« Philadelphia Electrli: Co 03/05/16 8pp 10482 -026 24X 

FI Che SO-GOOiaS/OS/iai 0305100414 


— 0303180443 Procedure HPA-77# ^'Datermlnat Ion of Max Pormls^lblo 
Concentration Hours " 

» Philadelphia Electric Co 83/03/16 3pp 1B402 034 a4X 
FichO 30-000. 03/03/ 16i 8303100414 


0303230318 Notification of 630320 meeting u/utll in Dethesda*HD to 
dlicuis pipe cracks 

GEARS. 0 Operating Reactors Dranch 4 03/03/16 STOLZ.v/ 

Operating Reactors Branch 4 2pp 18343 304 24X 

Flche 30-277. 83/03/16. 8303230310 


G 30524042 B Forwards electric equipment mod schedule for qualification 
or replacement of remaining electrical equipment &< 
qualification programe for equipment not previously 
defer Ibedi per 830322 request 

DAUTROFFiS L Philadelphia Electric Co 83/05/20 8TOL2. J F 
Operating Reactors Oranch 4 6pp 10374 106 24X 

Fiche 30-277.63/03/20.8303240420 


Q Inspection reports. IE Bulletins correspondence 


GS120603G3 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction 6vc list 
•nc 1 

TAVLORi J M Division of Safeguards t< Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of Neu Vorki Inc 

il2pp 10300 319 24X Ficha 30-000. 03/03/21# 8212060383 


0303040021 IE Info Notice 03-21# "Defoctivo Emergency Use Respirator " 
8vc lift end 

JORDAN# E L Division of Emergency Preparedness tt Engineering 
Retpanse (Post 830103) 83/04/13 Consol Idated Edison Co of Neu 

Vork# Inc I2^pp 10433 133 24X Flcho 30-000# 03/04/15# 8303040021 


0305030139 Forwards notice of violation from Insp on 82O5SO-O0O6 
8TAR08TECKI# R Division of Project (< Resident Programs G3/04/1B 
0ALTRaFF#8 L Ph 1 1 ad e 1 p h 1 a El oc tr 1 c Co 2pp 1B30O 202 24X 

Fiche 50-277# 03/04/18# 0305030139 


>8305030145 Notice of violation from Insp on 020320-0806 Noncotnp 1 iance 
noted during performance of Special Procedure 518. 
containment penetration block valves wore In closed ^ tagged 
closed condition 

» Region 1# Office of Director 03/04/10 Ip 10300 284 24X 

Fiche 30-277.03/04/18,0305030139 


0305050141 Forwards IE Insp Repts 50-877/03-00 4. 30-278/03-00 on 
030307-09 No noncompliance noted 

MARTIN# T T Division of Engineering Technical Programs 03/04/21 
DALTROFF# 0 L Philadelphia Electric Co 2pp 16341 100 24X 

Fiche 30-277# 83/04/21# 0303050141 


—0305050147 le Insp Repts 50-277/03-00 4. 50-270/03-00 on 030307-09 No 
noncompliance noted, Major areas inspected induction heating 
stress Improvement procedures used to mitigate intergranular 
strait corrosion cracking 

REYNOLD0#8 D Region 1# Office of Director DURR#J Division of 

Engineering 4< Technical Programs 03/04/21 0pp 10341 110 24X 

Fiche 50-277103/04/21,0305050141 


0303040023 IE Info Notice 03-22. *'BNR 8af ety/Rel 1 ef Valve Failures 
0VC list end 

JORDAN# E L Division of Emergency Preparedness 4. Engineering 
Response (Post 830103), 83/04/22 Gansolldated Edison Co of Neu 

York# Inc U2pp 18303 089 24X Fiche 50-000# 03/04/22, B303040023 


0303040025 lE Info Notice 03-23# "Inoperable Containment Atmosphere 
Qentlng 8ys " 0vc list end 

JORDAN# E L. Division of Emergency Preparedness h. Engineering 
Response (Post 030103). 03/04/23 Consolidated Edison Co of Neu 

York# Inc ll9pp 18301 291 24X Fiche 50-000# 03/04/23# 0303040023 


8303020343 Confirms 030506 enforcement conference in King of Prussia# PA 
to dlicusB operation In excess of limiting condition For 
oparatlon for primary containment integrity U inadequate 
revieu of proposed modi 

8TAR0STECKI#R Division of Project Resident Programs 03/04/23 
DALTROFF# 8 L Philadelphia Electric Co 2pp 18276 325 24X 

Fiche 30-277# 03/04/23# 8303020343, 


8303060313 Forwards payment In response to NRC 030329 notice of 
violation l< imposition of civil penalties re valving error 
events U radiation protection violations Corrective actions# 
bills for collection t/ affidavit end 

BOYER, V.S, Philadelphia Electric Co 03/04/27 Director's 
Office# Office of Inspection and Enforcement 36pp. 18340 167 24X 

Fiche 50-277# 83/04/27# 8303060313, 


0303040026 IE Info Notice 03-24# "'Loose Pai ts in Secondary Bide of 
Steam Generators at PWRs '' Sve list end 

JORDAN# E L Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc IlSpp 18382 047 24X Fic he 50-000, 83/04/28, 0303040026 


0303040027 IE Info Notice 03-25. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Responso iPosl 030103) 83/04/20 Consolidated Edison Cn of Nau 

York, Inc llBpp 1B3B2 165 a4X Fiche 50-000.03/04/28,0303040027 


8305110261 Forwards IE Insp Repts 50-277/83-07 b 50-278/83-07 on 
030315-21 !c notice of violation 

MARTIN# T T Division of Engineering h Technical Programs 83/04/29 
DALTRQFr. B L Philadelphia Electric Co 3pp 10393 160 24X 

Fiche 30-277.83/04/29.0305110261 


■0305110263 Notice of violation from insp or> 030315-21 

a Raglan 1, Office of Director 83 / 04/29 ip 10393 163 24X 

Fiche 30-277.83/04/29,8303110261 


— 0303110267 IE Insp Repts 50-277/83-07 & 50-278/83-07 on 630315-21 
Noncompliance noted failure to post radiation area around 
reactor water cleanup skid 

COLLINS, D J # SHANDAKY.M M Region I, Office of Director 
03/04/28 llpp J8393 164 a4X Fiche 30-277# 83/04/29# 03051 10261 


0303200100 Forwards safety evaluation b technical evaluation rep t re 
util requests for relief from inservlce insp requirements 
Portion of requests granted 

STOLZ. J F Operating Reactors Branch 4 83/05/02 BAUER# £ G 

Philadelphia Electric Co 4pp 10540 154 94X 

Fiche 30-277# 03/05/02/8305200100 


— 8303200107 Safety evaluation re requests for relief from Inservlce 
insp requirements 

a Office of Nuclear Reactor Regulation, Director 03/03/02 Bpp 
18540 158 24X Fiche 50-27 7,83/05/02.8305200100 


>6303200110 "Inservice Insp Program," technical evaluation rept 
a Science Applications# Inc NRC-03-B2-096 106-020-14 

02/O9/iO NRC - No Detailed Affiliation Given 37pp 
10540 166 24X Fiche 50-277,03/05/02.8305200100 


— 6303200230 Notice of granting relief from ASMS Code insp requirements 
STOLZ# J F Operating Reactors Branch 4 03/05/02 2pp 

10540 i96 24X Fiche 50-277,03/05/02,6305200100 


0303040020 16 Info Notice 03-26# "Failure of Baf »ty /Rel i ef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 83/Q5/'Q3 Consolidated Edison Co of New 

York. Inc 122pp 10441 170 24X Fiche 50-000# 83/03/03, 8303040028 


B303040D30 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment Bve list end 

JORDAN/E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc U2pp 10302 202 24X Fiche 50-000.83/09/04,0303040030 


0303040031 IE Info Notice 03-20# "Criteria for Protective Action 
Recommendations for General Emiergencies " Sve list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Neu 

York, Jnc ll9pp 10441 001 24X Fiche 50-000,03/09/04,8303040031 


0303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN#E U Division of Emergency Preparedness 8# Engineering 
Response (Poet B30103) B3/D5/06 Consolidated Edison Co of Nau 

York# Inc M9pp 18523 246 24X Fiche 50 - 000 # 83/03/06, 0303040033 


0303040034 IE Info Notice 03-30# "Wlsapp Ucatlon of Oenerlc Emergency 
Operating Prucedures (EOP) Guideltnee “ Sve list end 
JORDANtE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/05/11 Consolidated Edison Co of New 

York# Jnc ll4pp 18524 003 a 4 X Fiche 50-000, 03/03/11# 0303040034 


0303350299 Forwards IE Insp Repts 50-277/83-20 b 50-278/03-10 on 
830321-29 If notice of violation 

MARTIN.T T Division of EnginaeTlng b Technical Programs 83/05/13 
DALTROFF# 0 L Philadelphia Electric Co 2pp 10592 048 24X 

Fiche 30-277*63/05/13.0305290299 


— 0305250303 Notice of violation from insp on 830321-25 

* Rsglon 1. Office of Director 63/05/13 2pp 18592 050 24X 

Fiche 50-277# 83/05/13. 0309250299 
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—6203250306 IE lit ip R«pts 30-277/83- JO fi, 30-270/83-10 on 830321-23 
None omp ) loncfi noted lack of adrntnl 9 trat 1 V'e controls* 
nontrace^b 1 1 1 ty of instrument usage U exceeding instrument 
calibr due data in ntsasur-mg Sc test equipment area 
&HAUJ3.E T i HEYERfO M . PRELL. J A Region 1* OfFic« Of Director 
03/03/11 tSpp 18392 05S 24K Fiche 30-277, 03/03/13* 8305230299 


0303040040 le Info Notice 63-31. "ErroT in ADLPlPE Computer Program 
Svc list end 

JDROAN.E L Olvialon of Emergency Preparedness Sc Engineering 
Reiponse (Post 8301031 83/03/19 Consolidated Edison Co of Ncu 

Vorki Inc 114pp 1B697 009 24X Fiche 30-000,33/05/19.0303040040 


0303040046 l£ Info Notice 63-33, "Nonrepresentati ve Sampllfij of 
Contaminated Oil " Svc list end 

JOROANjiE L Oivislan af Emergency Preparedness & Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co of Nou 

york, Inc n4pp 18647 007 24)C Ficha 50-000.83/05/26.0303040046 


6 Reportable occurrences* LERs S* related c orreipondrnce 


0305110340 Forward* LER 03-OH/OlT-O Detailed event at>f lysis submitted 
caON£y. M J Philadelphia Electric Co 63/04/21 ALLAN. J N Region 
1, Office of Director 3pp 10406 154 24X Fiche 550-276*83/04/21. 

6305 11 0340 


—8305110349 LER 83-011/017-0 on 030407. loss of control rod position 
indication occurred from control rods 22-47,50-31 6 54-15 
Caused by improper use of jumper procedure on 830311.26 8 . 

0402 Jumpers removed Jumper procedure suspended 
COONEy.N J Philadelphia Electric Co 83/04/21 Region 1, 

Office of Director Ip 18406 157 24X FIche 50-270. 83/04/2 J« 

63051 10340 


8305030116 PNO- 1-03-038. on 830425. three 1-inch long aclal indications 
I. one circumferential indication In heat affected lone of 
recirculation pump riser discovered Caused by i ntergranui ar 
stress corrosion craetiog 

8 LOUOH 1 NCCAOE Region 1. Office of Director 03/04/26 tp 
18300 187 24X Fiche, 50-276. 83/04/26. 0305030110 


8305270117 LER 63-012/0IP. on 630425. analys i s of radiographs L 
ultrasonic testing data indicated presence of four cracl- 
llXt indications in 0 reactor recirculat ion sys riser of 
loop A Caused by Intergranular stress corrosion cracking 
FLEieCKNANN. R Ph i 1 adelp h la E I «c tr 1 c Co 83/04/26 ALLAN. J M 
Region 1. Office of Director 2pp 18638 166 24X 

FI Che 50-273.83/04/26.8305270117 


B30S020337 PN0-1-83-036A on 830427. rec 1 rcula t ion loop A riser exam 
completed One weld in each of two risers had crack 
Indications Data forvarded to OE for more detailed analysif 
Licensee addressing repair method 6 Impact on outage 
BLOUIOH. MCCABExE Region 1. Office of Director 83/04/27 Ip 
I8277>134 24X Fjche 50-278,83/04/37.8305020337 


8305060513 Forwards payment in response to NRC 830329 notice of 
violation I. ImposItJon of civil penalties re valving error 
events & rediatlon protection violations Corrective actions* 
hills for collection affidavit end 

80YER. V S Philadelphia Electric Co 93/04/27 Director's 
Office* Office of Inspection and Enforeament 36fp 1B348* 167 24K 

Fich* 50-277*03/04/27.8305060513 


8305270184 LER B3-012/01F on 830511. insp of fire barrier penetrations 
revealed inadequacies in penetration seal* Caused by const 
or design error & inadequate initial insp Fire uatchee 
posted & addl Insps initiated 

FLEIGCHMANN. R Philadelphia Electric Co 83/05/12 ALLAN. J N 
Region 1* Office of Director 2pp 18637 359 24X 

rich# 90-277.83/05/12.8305270104 


docket 50-200 SURRY POWER STATION. UNIT 1 


F Security* medical* emergency Sc fire protection plans 


8305050126 Informs that 030202 Itr provided changes to securltv plan, 
not personnel training &< quail f icat ion programs.as stated 
STEWART. W L S/irginia Elactrlc b Power Co 83/03/24 MCDl/rRE.D R 
Division of Emargency Preparedness & Materials Safety Ip 
18342^200 24X F I che. 50-000, 03/03/24. 0305050126 


8305270423 Forwards IE Insp Repte 30-200/03-11 b 50-281/03-11 on 
830301-31 No noncompliance noted 

DANCE. H>C Division of Project b Resident Programs 03/04/2? 
aTENART*N L Virginia Electric b Poufer Co 2pp, 1 864 4 > 287 24X 

rich e 50-200. 63/04/29r e3052704S3< 


—8305270439 IE insp Repts 90-280/83-11 b 30-281/03-11 on 830301-31 No 
noncoAp 1 iance noted Major areas Inspected plant operations b 
operating record a. malnt b survei 1 Janco. secur 1 ty event 
felJob^up b LERs 

0 URKE. D J , DAVIS. M J Region 2, Office of Director JULIAM.C 
Division of Project b Resident Programs 83/04/29 7pp, 

10644 209 24X FichO 50-280,83/04/29.8305270423 


8305130058 Forwards revised submittal describing preliminary plai^ for 
emergency operations facilities (EOF) updating 820408 
response to Oensrlc Ltr 82-33 Local EOF will be constructed 
adjacent or connected to existing training facilities 
STEWART. W L Virginia Electric b Power Co 03/05/06 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director EI0ENHUT. D 0 
Division of Licensing 13pp 18436 215 24X Flche 50-000*03/09/06, 

8305130058 


9305110034 Oeneric Ltr 03-21 to all licensee* of operating riactorSi 
applicants for OLs b holders of Cps re c lari f icatlon of 
access to control procedures for law enforcement visits 
Svc list end 

EISENHIIT. D 0 Division of Licensing 83/05/U Consolidated 

Edison Co of New York. Inc I 6 pp 1B540 095 24X 

Flche 50-000.83/09/11.0309110034 


8305180169 Informs that emergency plan upgrade te meet 10CFR50 App Ei 
NJREO-O737i I tem III A 2 1 requirements complete 

VAR(JA*S A Operating Reactors Branch I 83/09/13 STEWART. W L 
Virginia Electric b Power Co 3pp 18502 391 24X 

Flche 90-260.83/09/13,0305180169 


P Operating license stage documents b corYespondence 


0305060659 Foruards safety evaluation re NUREO-0737, I terns 11 F 1 4i 
II F 1 5 b 1 1 F 1. 6 on containment pressure, water level b 
hydrogen monltars Wtll 801210 submittal b 830218 rev 
acceptable Environ qua! 1 f ication to be reviewed separately 
VAROA. 8 A Operating Reactors Branch 1 83/04/22 BTEWART. N L 

Virginia Elactrlc b Pouer Co 2pp 18357 397 24X 

Flche 90-280*83/04/22,0309060658 


—8309060663 Safety evaluation re TMt Action Plan Items <NUREO-O7a71 
II F I 4. “Containment Pressure Monitor* “ H F I 9. 

“Containment Mater Level Monitor" b II F 1 9. "Containment 
Hydrogen Monitor " Designs acceptable 

a Office of Nuclear Reactor Regulation. Director 83/04/22 9pp 
16397 399 24X Flche 50-800.83/04/22.8305060690 


6309090321 Forwards Amend 87 to License DPR-32i safety evaluation b 
notice of issuance b availability Amend revises Tech Specs 
to raise control rod hank Insertion limits 

NElOHBORSrJ 0 Operating Reactors Branch 1 03/04/26 BTEWART.HL 

Virginia Electric b Power Co 2pp 18367 245 24X 

rich# 50-260,03/04/26*0309090321 


— 8305090327 Amend 07 to License DPR-32. r evis Ing Tech Specs to ralsf 
control rod bank insertion limits 

VAR 6 A, 8 A Operating Reactors Branch 1 83/04/26 9pp 

18367 247 84X Flche 50-200,83/04/26.0309090321 


—6305090331 Safety evaluation supporting Amend 87 to License DPR-32 
s Office of Nuclear Reactor Regulation. Director 83/04/26 2pf 
18367 252 24X Fi che. 50-280, 83/04/26, 8309090321 


—8305090339 Notice of Issuance b availability of Amend 87 to Licenit 
DPH-32 

VAR0A.8 A Operating Reactors Branch I 83/04/26 2pp 
18367.254, 24X Flche 90-200.83/04/26.8309090321, 


0309090049 Forwards Amend 86 to Licenses DPR-32 b OPR-37. 

safety evaluation b notice of Issuance b availability Amends 
revise Tech Specs to change schedule requirements for 
functional testing of 90 KIP 8 b snubbers 

NEIGHBORS, J D Operating Reactor* Branch 1 83/04/27 STEWART. WL 

Virginia Electric b Power Co 2pp 18361 184 24X 

Flche 30-280*83/04/27* 0309090045 


—8309090091 Amend 96 to Licenses DPR-32 b pPR-37. revli ing Tech Spelt t« 
change schedule requirements for Functional testing of 90 
MPS t» snvbber* 

VARDA, 8 A Operating Reactors Branch 1 , 83/04/27 8 pp 

1B30L 186 24X Flche 90-280*03/04/27.8309090045 


—0309090062 Safety evaluation supporting Amend 89 to Licenses DPR-33 4 
DPIl-37. 

» Office of Nuclear Reactor Regulation. Director 83/04/27, 2pf< 
18301 194 24X Flche 50 - 200 . 83/04/27. 8305090045 


• — '6305090070 Notice of issuance b availability of Amend 88 to LlcensSS 
DPR-32 b 6PR-37 

VAROA, S A Operating Reactors Branch 1 03/04/27 2pp 

19381,196 24X Flche 30-2B0, 83/04/27, 8305090049 
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B3050204S5 Generic Ltr 33-19 to all poiuer reactor 6t testing licensees 
ri new procedurei for providing public notice concerning 
issuance of airenda to OLs Svc list one 1 

EtSENKUTi D 0 Division of Licensing 03/O3'/O2 Consolidated 
Edison Co of New York. Inc SOpp 13441 100 24X 

Flche 50-000,83/09/02,3305020455 


B3030609S6 Application for amend to Licenses DPR-32 DPR-37, changing 
Tech Specs to atlouf optlmiiation of core loading patterns & 
provide addl operating flexibility by changing ecistlhg 
fractional power limit 

STEWART, W L Virginia Electric & Power Co S3/O3/02 DENTON, H R 
Office of Nuclear Reactor Regulation. Director VARGA, S A 
Operating Reactors Dranch 1 Bpp 18348 263 24X 

Fiche 50-230. 83/05/02. 83050^0556 


--03O5O6O561 Proposed Tech Spec pages allowing optimltation of core 
loading patterns & providing addl operating flexibility by 
changing existing fractional power limit 

* Virginia Electric & Pouter Co 83/05/02 33pp 18340 271 24X 

Fiche 50-280, 83/05/02, 8309060556 


8305100108 Application to amend Licenses DPR-3a U DPR-37. revls Infi 
radiological effluent Tech Specs in accordance ui/Rev 3 to 
NUREG-0472 "Offsite Dose Calculation Manual" also end 
BTEWAHT, w L Virginia Electric S. Power Co 63/05/04 DENTON,' H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 3pp 10371 346 2'4X 

Fiche 50-200,83/05/04,8305100100 


—8305100111 Proposed revs to radiological effluent Tech Specs, in 
accordance u/Rev 3 to NUREG-0472 

* Virginia Electric t Power Co 03/05/04 a7pp 18371 349 24)C 

Fiche 50-280,03/05/04,8305100100 


83D5090659 Generic Ltr 63-20 te all operating reactor licensees 6* 
holders of CPs re integrated scheduling for iirpl ementation 
of plant mode Svc list end 

EI8ENHUT, D 0 Division of Licensing 03/05/09 Consolidated 
Edleen Co of New York, Inc 16pp 10627 153 24X 

Fiche 50-000, 83/05/09, 8305090659 


8305100372 Forwards response te 830404 lir re Category IV equipment 
Equipment qual if Icatlon file packages submitted in support 
of specific Identified i terns. Response to 030106 ltr re 
proposed corrective actions expected by 030520 

flTEWART, W L Virginia Electric Si Power Co 03/05/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 

Operating Reactors Branch 1 771pp 18403 120 24X 

Flchi’ 50-200, 03/05/n, 0305100372 


8305200163 Responds to 030126 6 0404 requests to review proprietary 
matl contained In Franklin Research Ctr technical evaluation 
repts re environ qual 1 f icatlon of saf ety-rela ted electrical 
equipment Info no longer requires proprietary protection 
STEWART, W L. Virginia Electric S< Power Co 83/05/11 DENTON, K R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 Ip 18519 070 24X 

Fiche 50-200,03/05/11,0305200163 


8305200499 Forwerds response to Generic Ltr 02-20, "Inadequate Core 
Cooling Ins trumentation Sgs," per 030310 ltr During upset 
condl tlons, elarn functions provided in conjunction w/ 
subcoaling monitors 

STEWART, W L Virginia Electric U Power Co 03/05/12 DENTON. M R 
Office of Nuclear Reactor Regulation, Director. EISENHUTiD. o 
Division of Licensing 19pp 10513 iB2 24X Fiche 50-000,83/05/12, 
0305200499 


8305260232 Submits schedule for replacement or mod of saf ety-r«lated 
equipment for environ qual If icatlon par 10CFR50 49(g> 
criteria Master list of equipment end 

STEWART, W L Virginia Electric Sc Power Co 83/05/20 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 

Operating Reactors Branch 1 60pp 10622 127 24X 

Fiche. 50-200, 03/05/20, 8305260232 


Q Inspection reports, IE Bulletins & correipondanca 


0212060385 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Reeln 
Busceptib 1 1 i ty to Exothermic Chemical Reaction “ Svc list 
end 

TAYLOR, J M. Division of Safeguards Sc Inspection Programs (Post 
B30103) 83/03/21. Consolidated Edison Co of New York, Inc 

liypp. 18300 319 24X Fiche 50-000,03/03/21,0212060385 


8305270565 Forwards IE Jnsp Repts 50-200/03-06 S, 50-201/83-06 on 
830222-25 No noncompl lance noted 

DANCE, H C Division of Project & Resident Programs 03/03/29 
0TEWART, W L. Virginia Electric S. Power Go. ypp 10647’ 172, Si4X 
Ftcha; 50-200, 03/03/27, 8305270965 


—0305270374 IE Insp Repts 50-280/03-06 S- 50-201/03-06 on 930222-05 No 
none amp 1 i aiice noted Majoi areas inspected Inservlce testing 
of pumps S, valves , secondary coolant chemlxty program, 
inservice Insp Si LER5 

(9IRARD>E H , ROSS, W J « BLAKE. J J Region 2* Office of Director 
03/03/25 9pp 1B647 174 24X Ftche 30-280.03/03/27,0305270369 


0305270403 Forwards IE tnsp Repts 50-280/03-00 S< 50-201/03-00 on 
830201-20 No noriciiimp 1 lance noted 

DANCE«H C Division of Project S< Resident Programs 03/04/04 
STEWART. W L Virginia Electric L Pawer Co 2pp 10662 142 24X 

Fiche 50-200. 03 /04/04, 0303270463 


— 0303270490 IE insp Repts 30-280/03-00 «< 50-201/03-00 on 030201-20 No 
noncompliance noted Major areas inspected plant Dperatlons & 
operating records . plant maint S, surve 1 1 lance. p lank security, 
foLlauiup of events 6 lERs 

BURKE, D J , DAVIS. M J Region 2. Office of Director VULIAN. C A 
Division of Project & Resident Programs 03/04/01 Spp 
10662 144 24X Fiche 30-200,83/04/04.0305270403 


0303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/13 Consolidated Edison Co of New 

York, inc ia6pp 10433 155 24X Fiche 50-000,03/04/19.0303040021 


0303040023 IE Info Notice 83-22. "SWR Safety/Relief Valve Failures 
6 VC list find 

JORDAN, E L Division of emergency Preparedness U Engineering 
Response (Post 03DIO3) 63/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 18303 009 24X F I c he 50-000. 03/04/22- 0303040023 


0305100315 Forwards response to 030324 notice of violation Sc proposed 
Imposition of civil penalty Corrective actions engineering 
safaguards valve check list revised Ct added to startup 
procedure tc sys valve lineups now required 

STEWART, W L Virginia Electric U Power Co 03/04/22 DEYOUNG, R C 
Director's Offlcei Office of Inspection and Enforcement 3pp 
10370 GDI 24X Fiche 50-200.03/04/22,0309100315 


03092-70513 Advises that 8ALP Board assessment reviewed •«< Issuance of 
rept approved Nuclear activities conducted u/proper concern 
for nuclear safety 

□ 'REILLY, J P Region 2, Office of Olroctor 03/04/22 STEWART. W U 

Virginia Electric 4, Power Co 2pp 18646 001 24X 

Fiche 50-000,03/04/22.0303270513 


—0305270327 Forwards 3ALP Repts 90-200/03-02, 90-201 /B3-02, 50-330/03-03 
ii 90-339/03-03 for Jul 1981 - 3ept 1902 

LEWISiR C Division of Project & Resident Programs 83/02/10 
STEWART. W L Virginia Electric t* Power Co 3pp (8646 003 24X 

Fiche 50-000,83/04/22,0305270513 


—0305270941 SALP Repts 50-200/03-02,90-201/03-02,50-330/03-03 t, 
50-339/03-03 for Jol 1901 - Sept 1982 

* Region 2, Office of Director 83/02/10 45pp 10646.005 24X 

Fiche 50-000,03/04/22,6305270513 


0303040025 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys *' Svc list end 

JORDAN, E,L Division of Emergency Preparednesi Si Engineering 
Response (Post 030103) 03/04/29 Consolidated Edison Co of New 

York, Inc il9pp 13301 29J 24X Fiche 50-000,83/04/25,6303040025 


6305090029 Grants 630316 request for relief from 19B0 ASME Section XI 
requirements far Inservlce Insp hydrostatic tests. Relief 
permits drain I* manual leolatlan valve replacement in main 
steam sys w/o performing hydrostatic tests for entire syi. 

VAROA.S A Operating Reactors Branch l 83/04/27 STEWART, W L 
Virginia Electric 6 Power Co 3pp 103B1 200 H4X 
Fiche 50-280,03/04/27, 0305090029 


— 8305090037 Notice of granting of relief from ASliE Code requirements for 
tnservice insp hydrostatic tests 

VARGA. 8 A Operating Reactors Branch 1 03/04/27 2pp 

18301-203 a4X Fiche 50-200,03/04/27,8305090029 


8303040026 IE Info Notice 83-24. "Loose Parts in Secondary 01d« of 
Steam Generators at PWRi " Svc list end 

JORDAN, EL. Division of Emergency Preparedness ^ Engineering 
Response (Post 030103} 03/04/20 ConsoUdabed Edison Co of New 

York, Inc ll5pp 10302 047 24X Flch e 50-000, 83/04/28, 03O3D4OO26 


0303040027 IE Info Notice 03-25, "Standby Oas Treatment Sys Heater Nigh 
Temp Trip Setpoint Aijustment " Svc list end 

JORDANirEL. Division of Emergency Preparedne ss 9t Engineering 
Response (Post 0301031 03/04/26 Consol 1 fated Edison Co. of New 

York, Inc 110pp. 1S3S2 1A5 24X FI che ’ 50-000, 03/04/20, 03O3D4OO27 



102 


DOCKETED ITEMS 


3305270423 Forwards IE insfr Repts 5O“2a0/83-n 50-S8l/83'n on 

830301>‘31 No nanc omp ] 1 an c 0 noted 

DAWCEpH C Divialofv oi Project & Resident PToeframs 63/04/29 
STEWAflfp W U Virginia Electric fy PaoJer Co Sp p 1B644 287 24X 

Ftche 30-280.33/04/29.8309270423 


-■'3303270439 IE Insp Repts 90-280/63-11 t 50-381/83-11 on 030301-31 Mo 
noncompl i erne e noted Major areas inspected plant operations & 
operating re c ord s . <na in t V sur vel 11 anco^ secur i tg event 
follQU(/p $r LERs 

aURKE. D J . DAVI8<M J Region 2. Office of Director JUUiAN. C 
Division of project i< Resident Programs B3/04/29 7pp 
1QS44 289 24)C Fiche 50-200. B3/04/29. 83032704 23 


8303040022 lE Inf 4 Motjce a3-2i» "Failure a# Saf etijj/Re 1 1 ef Valve 
Dlichargo Line Vacuum Dreaters Sve list end 

JDROANf E L Dlviston Of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/03 Cansolidated Edison Co of Mqu) 

Yort. Inc I22pp 18441 170 24 X FI Che 30-000. e3/OS/03» 8303040028 


B305090139 foruiards payment of c»viJ penalty imposed for valve 
infraction reported in Enforcement Aetjon EA 62-143 

3TEt/APr, W L Virginia Electric 8t Power Co 83/05/03 DEVOi/MO. R C 
Director's Office^ Office of Inspection and Enforcenent 3pp 
S8364 049 24X Ficfie 50-580.83/05/03.0305090139 


8305270243 Act receipt of 630408 1 tr informing NRC of steps tahen to 
correct violations noted in IE Insp Repts 50-280/83-09 & 
50-281/63-09 

DAMCE. H C Division of Project U Resident Programs 63/09/03 
STEWART. W L Virginia Electric 1. Power Co Ip 1B442 029 24X 

Fiche 90-280. 83/03/03. B30 5270242 


—8305370246 Responds to MRC 930311 Itr re violations noted In 16 Insp 
Repts 50-280/63-05 90-231/83-09 Corrective actions 

Addil nistra tlve Procedure ADM-B reviewed ui/staff assistant It 
notice of Violation * response posted 
STEWART, H L Virginia Electric U Power Co 83/04/08 
O'RErLLV. V P Region 2. Office of Director 2pp 16642 <f3& 24X 

Fiche 90-280,83/09/03.9305270242 


— 3305270292 Forwards IE Insp Repts 50-280/83-05 *« 50-261/83-05 on 
830207-11 & notice of violation 

DAWCE.H C Division of Project & Resident Programs 63/03/11 
STEWART' W L Virginia Electric 8. Power Co 2pp 18642 028 24X 

Fiche 50-260.83/05/03.8309270242 


—0303270297 Notice of violation from insp on 830207-11 

• Region 2. Office of Director 83/03/11 Ip igi4a 030 24X 

Fiche 50-230.83/05/03.830527024 2 


—0305270265 IE Imp Repts 50-280/83-05 4 50-S81/B3-09 on 830207-11 
None omp I lane e noted failure to post notice of violation 8e 
licensee response to I£ Insp Repts SO-aao/B2-*33 U 
50-281/82-33 on 821221 

NOSEY. C M . DARR.H P Region 2. Office of Director 83/03/08 
7pp 16642031 24X Fiche 90-260.83/05/03,6305270242 


8303040030 IE Info Notice 03-27. '^Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list and 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630J03) 83/05/04 Consolidated Edison Ca of Neu 

York, Inc ll2pp 18382 202 24X Fiche 90-000.83/05/04.8303040030 


6303040031 !E Info Notice 93-26. ''Criteria for Protective Action 
Recoffimendat j ons for General Emergencies ” Sve list end 
JORDAN. E L Division of Emergencv Preparedness 8t Engineering 
Response (Post 830103) 83/05/04 Consolidated Edlso-n Co Of New 

York- Inc ll9pp 10441 001 24X Fiche 50-000. 83/03/04, 6303040031 


6303090224 EN-B3-030 On 030309. na tic a Of violation 8. proposed 
imposition of civil penalty in amount of «40. 000 issued to 
licensee Action based on serious weaknessps In internal it 
external dpse monitoring t* procedural coinptlance 

FLAC«.E , AXELRAD, J Director's Office, Office of Inspection ^nd 
Enfarcdmsnt 83/05/04 ip 18363 349 24X Fiche 50-280. 83/03/04, 

8303090224 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Oefo-rmetion ” 6vc list enc 1 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response {post 830103) 83/09/06 Consol i dated Edison Cp of New 

York, Inc £l9pp 16523 24 B 24 X Fiche 50-000,83/03/06,8303040033 


8305250541 Discusses I£ insp on 830321-25 Sc forwards notice of 
violation it proposed imposition of civil penalty 

0 'REliLLYi J. P Resion 2. Office of Director 83/05/09 STBHART^WL 
Virginia Electric Power Co 3pp 16595 344 24X 

Fiche 9 0-200 , 83/05 /09. 63052309 4 1 


— 8305290346 Notice of violation it proposed Imposition of civil penalty 
in amount of e40, 000 Noncomp 1 lance noted radiation program 
failed to meet 10CFR20 requirements V Tech Spec provisions 
in area of worker protection 

□ 'REILLY, JP Region 1. Ofrlce of Director 03/05/09 9pp 
18595 347 24X Fiche 90-280, 83/05/09, 030925054 1 


6303040034 lE Info Notice 83-30, "MJ sapp I icat Ion of Generic Emergency 
Operating Procedures (E0P> Guidelines " Sve list end 
JORDAN,£ L Division of Emergency Preparedness & Engineering 
Rasponse (Post 830103) B3/05/1I Consolidated Edison Co of Niw 

York. Inc 114pp 18524 003 24X Fiche 50-000.03/05/11,6303040034. 


8303040040 l£ Info Notice 83-31. "Error In ADLPIPE Computer Prdsrafl " 
Sve list anci 

JORDANiE L Division Of Emergency Preparedness it Engineering 
Response (Post 830103) 03/05/19 Consolidated Edison Co of New 

York, Inc H4pp 18697 009 24X Fiche 50-000,03/09/19,8303040040 


6303040046 IE Info Notice 03-33, "Nonr epresen ta t i ve Sampling of 
Contaminated Oil " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co Of Niu 

York. Inc ll4pp 18647 007 24X Fiche 50-000,63/05/26,8303040046 


S Reportahle occurrences, LERs related correspondence 


0305100115 Forwards LERs 83-018/03L-0 It 83-019/03L-0 

WILSON, J L Virginia Electric It Power Co 83/05/03 O'REIULY, J P 
Region 2. Office of Director ip 10375 043 24X 

Fiche 90-280,03/05/03,0305100115 


—8305100120 LER Sa-Oia/OSL-O on B30411,Type C testing (PT-16 4 
containment isolation valve leakage) performed during Spring 
19'83 refueling outage dlidosed as-found leakage exceeding 
allowable rate Caused by normal wear Valves repaired 
WILSON, J L Virginia Electric it Power Co 63/05/03 Region 2, 
Office qf Director 2pp 18379 044 a4X Fiche 90-200,83/09/03, 
6309100119 


— 8305100129 LER 03-OJ9/O3L-O on 830408, performance Of Periodic Test 
l-PT-390-2 revealed snubbers 1-WFPD-HS8~15, 1-RC-HSS-l 1 5, 
l-Sf-WSS-27A, l-RW-HBS-12 S, l-SI-HS8-2a inoperable. Caused by 
fluid leaks it loose pipe damp Snubbers replaced 

WILSON, J L Virginia Electric it Power Co 83/05/03, Region 2, 
Office of Director 2pp 18375 046 24X Fiche 50-280.83/09/03, 

0309100115 


0305130198 Forwards updated LER B3-068/03X-1 

WltaON.J L Virginia Electric it Power Co 03/09/06 G'REILLYiJ P 
Raglan 2, Office of Director ip 18440 077 24X 

Fiche- 50-280. 83/09/06, 0309130198 


—8305130203 Updated LER 82-06B/03X-I on 620614, fire detection sys 
discovered to have lost program, render Ing sys inoperable 
Probably caused by inadvertently reset program button Sys 
reprogrammed & central processing unit installed 

WIL80N, J L Virginia Electric 4' Power Co 83/05/06 Region 2, 
Office of Director 3pp 18440 079 84X Fiche 90-280,83/05/061 

8305130198 


B3O313022B Forwards LER 03-O2O/O3L-O 

WILSON, J L Virginia Electric it Power Co 83/05/06 O'REILLY, J P 
Region 2. Office of Director Ip 18439 332 24X 

Fiche 30-200, 83/09/06, 03051 30228 


—8303130243 LER 03-O2O/O3U-O on 830408,20 of 98 snubbers failed to 
meet acceptance criteria stipulated in periodic test Caused 
by seal degradation Snubbers either read jus ted, repa ired or 
replaced 

WILSON, J L Virginia Electric & Power Co 83/09/06 Rtglun 2. 
Office of Director 3pp 10437 333 24X Fiche 90-200,83/05/06. 

8309130228 


6305130142 PN0-n-03-03S on 830510, safety injection pumps inadvertently 
actuated during heatup in preparation For restart Caused by 
loss of vital dc electrical bus Damaged batteries replaced 
JENISOW, K M , JULlANrC A Region 2, Office of Director 83/05/10 
Ip 1B436 131 24X Fiche 50-280,03/09/10,8309130142 


DOCKET 90-201 SURRY POWER STATION, UNIT 2 


F security, medical, emergency V fire protection plans 


8305050126 Informs that 830202 Ur provided changes to security plan, 
not personnel training qua 1 i f icatlon programs, as stated 
SreWARTrW L Virginia Electric it Power Co 83/03/24 MCGUIRE, D R 
I7ivision of Emergency Preparedness 8< Materials Safety Ip 
10342.200 24X Fiche 50-000, 03/03/24^ 8305090126 
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830S270423 Foruardu IE Insp Repts 50"2B0/B3-tl 50-281/83-11 on 

830301-31 No none Dmp 1 loncs noted 

DANCEfH C Division of Project & Resident Programs B3/04/2‘7 
STEWARTi W L Virginia Electric i PoL/er Co 3pp 1B&44 287 24X 

Ficha 5 O- 20 O 1 83/04/29, 0303270423 


— 0303270439 IE Insp Repts 30-280/03-11 50-281/83-11 on Q30301-31 No 

none omp 1 i Stic e noted Major areas Inspected plant operations & 
operating records, maint ^ serve 1 1 lancet secur 1 tg event 
follouup Sc LERs 

BURKE, D J Region 2, Office of Director 83/04/29 7pp 
10644 289 a4X Fiche 30-200,03/04/29,0303270423 


B30S060100 Requests exemption from 10CFR50 40(c > < 4 > * el louil ng completion 
of mods to lOCFRSOiApp R, Section lit Q 3 during second 
refueling outage after 830317 

STEWART, W L Virginia Electric 8. Pou/er Co 83/03/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VAROA,5 A 
Operating Reactors Branch 1 Ip 18343 111 24X 

Fiche S0-2B1, 83/03/03, B305060100 


8303130038 Forwards revised submittal describing prelimlnarg plan for 
emergency operations facilities (EOF) updating 02O4OS 
response to Generic Ltr 82-33 Local EOF will bo constructed 
adjacent or connected to existing training facilities 
STEWART, W U Virginia Electric & Power Co 83/03/06 OENTON.H R 
Office of Nuclear Reactor Regulation, Director EISENHUTrD Q 
Division Of Licensing 13pp 18436 213 24X Fiche 30-000,03/03/06, 

0303130030 


8303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for DLs & holders of CPs re c lar 1 f Icat ion of 
access to control procedures for law enforcement visits 
8vc list end 

EISENHUT, D 0 Division Of Licensing 83/03/11 Consolidated 

Edison Co of New Yorti Inc 16pp 10340 093 24X 

Fiche 30-000,83/03/11,8303110034 


6305100169 Informs that emergency plan upgrade to meet 10CFR50 App E« 
NUREO-0737, I tom III A 2 1 requirements complete 

VAR0A,a A Operating Reactors Branch 1 93/05/13 STEWART. W L 

Virginia Electric 6 Power Co 3pp 18302 331 54X 

Fiche 30-200,83/03/13.8305180169 


B30306O356 Application for amend ti> Licenses DPR-32 «< DPR-37. Chang ifig 
Tech Specs to allow optimliation of core loading patterns & 
provide addl pperating flexibility by changing existing 
fractional pocijer limit 

STEWART, W L Virginia Electric t Power Co 83/03/02 DENTON, H H 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 app 10349 263 24X 

riche 30-200, 83/03/03, 8303060556 


— 8305060561 Proposed Tech Spec pages allowing optimization of core 
loading patterns 6 providing addl operating flexibility by 
changing existing fractional power limit 

* Virginia Electric & Power Co 03/05/02 22pp 1834 8 27 J 24X 
Fiche 3O-aa0, 83/05/03- 830 5060556 


8309100108 Application to amend Licenses DPR~32 DPR-37, revis ing 
radiological effluent Tech Specs in accordance w/Rev 3 to 
NUREC-0472 '^Offsite Dose Calculation Manual" also enc i 
STEWART, W L Virginia Electric & Power Co 83/05/04 DENTON, H R 
Office of Nuclear Reactor Regulation- Director VARGA, 8 A 
Operating Reactors Branch 1 8pp 18371 346 24X 

Fiche 30-280-83/03/04,0303100108 


— 0305100111 Proposed revs to radiological effluent Tech Specs- in 
accordance w/Hev 3 to NUREG-0472 

* Virginia Electric 6 Power Co 83/05/04 B/pp 18371 349 24X 

Fiche 50-200,03/03/04,8305100100 


8309090639 Generic Ltr 03-20 to -all operating reactor licensees & 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list end 

EISENHUT.D O Division of Licensing 63/05/09 Consolidated 
Edison Co of New York, Inc 16pp 10627 133 24X 

Fiche 50-000,03/09/09,6305090699 


8305120244 Forwards Rev 1 to ^‘Reload Safety Evaluation for Surry 2 
Cycle 7 (Pattern JD2> Toch Specs approved through Amends 
86 it( Q7,require no addl changes Reload core design will be 
verified 

STEWART. W L Virginia Electric 8- Power Co 83/05/09 DENTON. H R 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 3pp 10424 103 24X 

Flcho 50-281,03/05/09,8303120244 


P, Operating license stage documents S- correspondence 


8 309060638 Forwards safety evaluation re NUREQ-0737, Items II F I 4, 
1 1 F 1, S S' 1 1 F 1 6 on containment pressure, water level & 
hydrogen monitors Util 801210 submittal S, 830216 rev 
acceptable Environ qualification to be reviewed separately 
VARGA, 8 A Operating Reactors Branch l 83/04/22 STEWART, W L 
Virginia Electric Power Co 2pp 18337 397 24X 

Fiche 30-200,03/04/22,0303060698 


— 0303060663 Safety evaluation ro Ttll Action Plan Items (N-UREO~0737) 

II F I 4 , "Containment Pressure Monitor," 11 F 1 3, 

"Containment Water Level Monitor" II F 1-3- "Containment 
Hydrogen Monitor " Designs acceptable 

* Office of Nuclear Reactor Regulation, Director 83/04/22 9pp 
18337 359 24X Fiche 50-280,83/04/22,8305060630 


0309090043 Forwards Amend 80 to Licenses DPR-32 S, DPR-37. 

safety evaluation U notice of issuance availability Amends 
revise Tech Specs to change schedule requirements for 
functional testing of 30 KIP8 snubbers 

NEIOHBQRS, J D Operating Reactors Branch i 83/04/27 STEWART , W L 
Virginia Electric 6 Power Co 2pp 18381 184 24X 

Fiche 90-280,83/04/27,8303090043 


— 8309090031 Amend 60 to Licenses DPR~32 fy dpR- 37, revis ing Tech Specs to 
change schedule requirements for Functional testing of 50 
KIPS it snubbers 

VARGA, S A Operating Reactors Branch 1 83/04/27 Bpp 

10301 106 24 X Fiche 50-280,83/04/27,8303090043 


— 8303120250 Rev I to "Reload Safety Evaluation for Surry 2 Cycle 7 
(Pattern J02) " 

SMITH. N A , SUWALiO M , CROSS, R U Virginia Electric & Power Co 
282 ROI 03/03/31 20pp 18424 186 24X Fiche 50-201,83/03/09, 

8305 120244 


B305160372 Forwards response to 930404 Ihr re Catego»‘y IV equipment 
Equipment qualification file packages submitted in support 
of specific identified items Response to 030126 ltr rc 
proposed corrective actions expected by E309SO 

STEWART. M L Virginia Electric U Power Co 83/05/11 DENTON. H ft 
Office of Nuclear Reactor Regulation, Director VARGA, S A 

Operating Reactors Branch l 77lpp 10483 120 24X 

Fiche 90-280,03/05/11.8309180372 


B305200I63 Responds to 830126 U 0404 requests to review proprietary 
matl contained in Franklin Research Ctr teehnlcai evaluation 
repts re environ qua I i f i cat ion of safety-related electrical 
equipment Info no longer requires proprietary protection 
STEWART, W L Virginia Electric 6 Power Co B3/05/i 1 DENTON.K R 
Office of Nuclear Reactor Regulation- Director VARGA- 8 A 
Operating Reactors Branch I Ip 10919 070 24X 

Fiche 30-280,83/05/11,8305200162 


B305200499 Forwards response to Generic Ltr 82-20, "Inadequate Core 
Cooling Instrumentation Sys, " par 830310 ltr During upset 
cond 1 t ions , alarm functions provided in conjunction w/ 
subcooling monitors 

STEWART, W L Virginia Electric U Power Co 83/05/12 DENTON.K R 
Office of Nuclear Reactor Regulation, Director EISENHUT. D 0 
Division of Licensing 19pp 19313 182 2dX Ficha 30-000,83/03/12, 
0305200499 


— 8309090062 Safety evaluation supporting Amend 08 to Licenses 000-32 tc 
DPR-37 

» Office of Nuclear Reactor Regulation, Director 03/04/27 2pp 
18301’ 194 24X Fiche 90-280,03/04/27,0303090045 


— 8309090070 Notice of Issuance it availability ef Amend 88 to Licenses 
DPR -32 it DPR-37 

VARGA, 8 A Operating Reactors Branch 1 03/04/27 2pp 

18381 196 24X Fiche 30-280.03/04/27,8305090045 


8305^60232 Submits schedule for replacement or mod of safety-related 
equipment far environ qualification per 10CFR30 49lgl 
criteria Master list of equipment end 

BTEWART.W L Virginia -Electric h Power Co 83/05/20 DENTON. H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 

Operating Reactors Branch I 60pp 10623 127 24X 

Fiche 3 0-280, 03 /05 / 20 . a 30526 0232 


O Inspection repo-rtsi IE Bulletins V correspondence 


0309020435 Generic Ltr 83-19 to all power reactor it testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end 

EI 8 ENHUT 1 D, 0 Division of Licensing 03/05/02 ConsoUdated 
Edison Co of New York. Inc 50pp 18441 120 24X 

Fiche. 90-000, 83/09/02. 8305020499 


82120603B5 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Suscoptlbi 1 1 tv tp Exothermic Chemical Reaetinn " Sve list 
enc 1 

TAYLOR, J M Division of Safeguards 6 inspection Programs (Post 
030103) 83/03/21 Consolidated Edison Co of New York, Inc 

ll^pp 10308 319 34X Fiche 90-000,83/03/21.8212060383 
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S3aS370S65 Forward 5 IE Repts 30-200/33-06 & 50-201 /03-O6 on 

030222-23 No n ancomp 1 lanc e noted 

D/^NCE.H C Div'ision of Project f< Resident Progranrs 83/03/29 
STEgART, H L Virginia Eisctrlc U Power Co 2pp 136^7 172 2^X 

Fiche 50-280.63/03/29,8305270365 


--‘e30»270374 IE Insp Repts 30-200/83-06 & 50-281/03-06 on 830222-23 No 
none o^p 1 lance noted Major area» inspected inservice testing 
of pumps {< va WeSi- secondarg coolant cliemisty program, 

Inservlce tnsp k LER5 

CIRARD^E H . ROSS,g J , DL6K.E, J J Region 2. Office nf director 
B3/03/23 9pp 10647 174 24X Fiche 50-200. 83/03/29. 8305870563 


Q3O387O403 Foruiards IE Insp Repts 50-200/03-09 k 50-201/83-08 on 
030201-20 No noncompl lane e noted 

DANCE, H C Division of Project k Resident Programs 83/04/04 
BTEgART. g L Virginia Electric 6 Pcuier Co 2pp 10662 142 24X 

Fiche 30-200. 33/04 / 04. 030527040 3 


--8305270490 IE Insp Repti 50-280/83-00 6 90-201/83-09 on 830201-20 No 
noncompliance noted Major areas inspected plant operations & 
operating records, p lant mainfc h curve i 1 lance, p iant seeurlti^* 
fall ou up of events I, LERs 

OURKE. » J . DAVIS. M J Region 2. Office of Director JULIAN. C A 
Division of Project Ic Resident Programs 03/04/01 5pp 
10662 144 24X Fiche 50-280.03/04/04,0305270433 


8303040081 IE Info Notice 03-21. ’’Defective Etnergencg Use Respirator 
SVC list end 

JORDAN. E L Division of Emergencg Preparedness & Engineering 
Response (Post 03O1(13> 03/04/15 Consolidated Edison Co of New 

york. rnc J36pp 10435 155 24K Fiche 50-000,03/04/15,0303040021 


8303040023 IE Info Notice 83-22. Safe tg /Relief Valve Failures 

SVC lilt end 

JORDAN. E L Division of Emergency Preparedness |< Engineering 
Response (Post 830103) 03/O4/2S Consolidated Edison Co af Nev 

Vprfc. Inc ll2pp 19303 099 24Jf Fiche 90-000.03/04/22.8303040023 


0309270513 Advisee that SALP Board assessment reviewed ir issuance of 
rept approved Nuclear activities ccnducted u/proper concern 
for nuclear safety 

Q^REILLY.J P Region 2. Office of Director 83/04/22 STEWART, If L 
Virginia Electric £. Power Co 2pp 10646 001 24X 

Fiche 90-000,03/04/22.0309370513 


--8305270527 Foriuards 8 ALP Repts 50-200/03-02.50-281/93-02.90-330/03-03 
k 50-339/83-03 for Jul 1981 - Sept 1902 

LEWIS. R C Dlvlslan of Project V Resident Programs 83/02/10 
STEWART. U L Virginia Electric k Power Co 2pp 10646 003 24X 

Fiche 90-000. 03/04/22. 83052705 1 3 


—8309270541 SALP Rep ts 90-280/83-02, 50-281 /03-O2. 90-33a/e3-03 & 
30-339/93-03 for Jul 1901 - Sept 1902 

• Region 2, Office of Director 03/02/10 45pp 18646 009 24X 

Fiche 50-000,93/04/22.8309270513 


0303040029 IE Info Notice 03-23. "Inoperable -Coota Jnment Atmosphere 
Sensing Sys " sve list end 

JORDAN. E L Division of Eaiergencv Preparedness k Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

Vork, tnc ll9pp 10381 291 24X Fiche 90-000. 03/04/29. 8303040029 


8303040026 IE Info Notice 03-24, "Loose Parts In Secondary Side o-f 
Steam Oenerato-rs at PWRs " 8vc list end 

JORDAN, C L Division of Emergenci/ Preparedness k Engineering 
Response (Pott 030103) 83/04/20 Consolidated Edison Co of New 

York. Inc IlSpp 18302 047 24 X Fiche 90-000.83/04/20,8303040026 


8303040027 IE Jnfp Notice 83-29. ’Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc llSpp J8392 169 34X Flchp S 0-000, 83/04/20. 03 D3040027 


B30527O423 Forwards IE Insp Ropts 90-280/03-11 k 50-281/93-11 on 
03O3O1-3J Na noncomp J lane e noted 

DANCE. H C Division of Project 6 Resident Programs 83/04/29 
STEWART. W L Virginia Electric k Power Co 2pp 10644^287 24X 

Fiche 90-280.03/04/29,0305270423 


--8305270439 l£ Insp Repfcs 50-300/03-11 k 30-201/83-11 jn 030301-31 No 
non comp 11 ante noted Major areas Inspected plant operations 6 
operating records, ma int k survej 1 lance, securltg event 
follcwup & LERs 

6URKE, D J , DAVIS.H J Region 2. Office of Director JULlANrC. 
Division of Project k Resident Programs. 03/04/29 7pp 
10644 289 24 X Fiche 90-280.83/04/29,0309270423 


8303040020 IE Info Notice 03-26, "Failure of Safoty/ReUef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN. E L Division «jf Emergency Preparedness k Engineering 
Response (Past 830103) 03/05/03 Consolidated Edison Co of Miu 

York. Inc 122pp 1B441 170 24X Fiche 90-000,03/05/03.0303040029 


0305060061 Advises that first lO-yr Inservice Insp program interval 
attended tn a41IO0,per A3ME Section XI 1974 Ed i tlon. Summer 
1979 addenda 

STEWART. M L Virginia Electric 6 Power Co 03/09/03 DENTON. H R 
Office of Nuclear Reactar Regi?Utlon. Director VAROA. 8 A 
Operating Reactors Drench t ip 18345 031 24X 

Fiche 30-201.03/09/03,8303060061 


8309270242 Ack receipt of B304D8 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept* 90-280/03-09 k 
90-281/03-05 

DANCE, H C Division of Project & Resident Programs 03/09/03 
STEWART, W L Virginia Electric 6 Power Co Ip 10642 029. 24X 

rich t 50-280. 03/03/03, 8303270242 


—8309270248 Responds to NRC 030311 Itr re violations noted In IE Inep 
Repts 50-200/83-05 k 90-281/03-03 Corrective actions 
Administrative Procedure ADM-0 reviewed u/steff assistant 8. 
notlca of violation & response posted 
3TEWART. W L Virginia Electric k Power Co 83/04/00 
O'REILLY, J P Region 2. Office of Director 2pp 18642 026 24K 

Fiche 50-280,03/03/03,8305270242 


-8309270292 Forwards lE Insp Repts 90-280/03-09 k 50-281/83-09 on 
030207—11 6 notice of violation 

DANCE^ H C Division of Project k Resident Programs 83/03/11 
STEWART. W L Virginia Electric k Power Co 2pp 18642 020 24X 

Fiche, 9 0-280. 03/05/03. 0309270242 


—8305270297 Notice of violation from Insp on 830207-11 

• Region 2. Office of Director 03/03/11 Ip 18642 030 24X 

Fiche 90-200,83/05/03.8305270242 


—0309270265 IE Insp Repts 50-280/03-05 k 50-201/83-09 en 030207-11 
Noncamplianc* noted failure to post notice of violation k 
llcansee response to IE Insp Repts 90-200/82-33 k 
90-231/82-33 on 021S21 

MOSEY, C M , BARR. K P, Region 2. Office of Director 83/03/00 
7pp 10642 031 24X Flcha 50-280.83/09/03.6309270242 


0303040030 IE Info Notice 83-27. "Operational Response to Event# 
Concerning Deliberate Acts Directed Against Plant 
equipment ’■ Sve list end 

JDRDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Niw 

York. Inc ll2pp 183S8 282 24X Fiche 90-000. 03/09/04. 0303040030 


0303040031 IE Info Notice 83-20. '•'Criteria for Protective Action 
Recommendations for General Emergencies " Bve list end 
JORDAN. E L Division of emergency Preparedness 6 Engineering 
Response (Post 830103) 03/05/04. Consolidated Edison Co of Neu 

York, Inc ll'^pp 10441 001 24X Fiche 50-000. 03/09/04. 0303040031 


0303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation." 0vc list encl- 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Rssponse (Post 030103) 03/O9/'{>6 Consolidated Edison Co of New 

York. Ihc lt9pp 10523 248 24X Fiche 90-000.83/05/06.8303040033. 


8305250541 Discusses IE insp on 8303S1-25 k forwards notice of 
vietatlon k proposed Imposition of civil penalty 

O-'REILLY, J P. Region 2, affice of Director 83/05/09 STEWART.W L. 

Virginia Electric k Power Co 3pp 18595 344 24X 

Fiche 90-280. ©3/05/09, 0309290541 


—8309290946 Notice of violation & proposed Imposition of civil penalty 
in amount of ♦40.000 Noncompl lance noted radiation program 
failed to meet 10CFR20 r e<(uir ements 6 Tech Spec provisions 
(n area of worker protection 

O'REILLV, jp Region t. Office of Director 03/09/09 5pp 
10999 347 24X Fiche 90-280.83/05/09.8309290941 


B3D3040034 IE Info Notice 03—30, '’Misapplication of Generic Emergency 
Operating Procedures fEOP) Guidelines ’’ Sve list end. 

JORDAN,© L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co. of New 

York. Inc ll4pp 18924 003 34X Fiche 50-000,03/05/11.8303040034. 


0303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Sve list end, 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103). 83/09/19 Consolidated Edison Co of New 

York, Tnc 114pp 10697.009, 24X Fiche 90-000,03/09/19/8303040040. 
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B30304004A IE Info Notice 03-33< "Nonrepresentotlvo Saioplinj} of 
Contaminated Oil " Svc list end 1 

JORDAN; E L Division of Emergency Preparedness V Engineering 
Response <Post 830103) B3/05/S6 Consolidated Edison Co of Neui 

york; Inc U4pp lQ647 007 a4!( Flche 50-000, 83/03/ a*, B303040046 


8 Reportable occurrences, LERs related correcpondenco 


B305050118 Forwards LERs 83-01 5/03L-0 h Q3-016/03L-0 

WILSON. J L Virginia Electric «< Power Co 83/04/27 O'REILLy. J P 
Region a. Office of Director Ip 10341 330 SAX 
Flcfxe 50-301. 03/04/27; 83050501 10 


— 0303030226 Public version of revised emergency plan Implementing 
p roc ed ur es , inc 1 ud 1 ng Procedure F3-2 re classification of 
emer g enc i e bj F3-3 re emergency notification h F3--9 re 
emergency evacuation 

SCHULUKEj O A Northern States Power Co 83/03/2^a 129pp 

18310 157 24 X FI chi o 50-202. 83/04/22, 83050302H 


6305170637 Forupards exemption from l0CFf?5O,App H, Subsection III 0 2 ro 
f eparat I ohi f i re barrior ^ suppression requirements where 
both trains of redundant safe shutdown components located 
within same fire area, per 820630 1022 requests 

CLARK. R A Operating Reactors Branch 3 83/03/0') MUSOLF. Q M 

Northern atatep Power Co 4pp 10481 072 24X 

FI c h e 30-202. 83/03/04 . 8303 170657 


—8303030121 LER 03-O16/O3L-O on 030329, si gna i from B steam line pressure 
transmitter PT-2-483 Increased approx 300 mv. rendering 
transmitter inoperable Cause not determined Basis adjusted It 
transmitter callbr ^ returned to svc 

WILSON. U L Virginia Electric tt Power Co 03/04/37 Region 2. 

Office of Director 2pp 18341 339 24X Fiche 30-261.03/04/27. 

8305030118 


— 0303170666 Exemption from LOCFRSO. App R, Subsection III 0 2 ra 
sapara t ion. fire barrier 6 suppression requirements whore 
both trains of redundant safe shutdown components located 
within same fire area 

EIEENHUT.D O Division of Licensing 83/03/04 Northern States 

Power Co 7pp 10401 076 24X Flche 50-202, 83/03/04. 0303 1 706S7 


— 8303030130 LER 03-O15/O3L-O on 030402, PT-27A revealed that amp readings 
for heat tracing Panel 10 circuit IQ & Panel 11 circuits 2A, 

4A & 6B below acceptance criteria Caused by axcecBlve heat 
Defective heat tracing replaced U design change initiated 
WILSON. J L Virginia Electric Power Co 03/04/27 Region 2. 
Office of Director 2pp 10341 341 24X Fiche 50-281,03/04/27, 

0303030110 


—630S 1 70663 Safety evaluation re exemptions from 10CFR30. App R, Section 
131 G 2 roqu 1 rament for arairtt of one train of equipment 
necessary for safe s hutd own, w/o fire damage Exemptions 
should be denied in feur areas granted in five areas 
» Office of Nuclear Reactor Regulation. Director 02/10/27 
Sipp 10401 003 24X Flche 30-282. 03/05/04, 0305170637 


8305130123 Forwards LERs B3-017/03L-0 & 83-018/03L-0 

WILSON; J L Virginia Electric 6 Power Co 03/03/06 O 'REILLY- ij P 
Region 2. Office of Director Ip 1S437 291 24X 

Flche 30-201.03/03/06.6305130125 


—0303130130 LER 83-017/03L-0 on 030400. at lOOX power, amp readings for 
heat tracing panels 6 ^ V.circult 200 discovered below 
acceptable limits Caused by excessive heat Defective heat 
tracing replaced Design changes implemented 

W1L80N. J L Virginia Electric Power Co 03/05/06 Region 2, 
Office of Director 2pp 18437 292 24X Flche 50-201,03/05/06, 

0305130125 


0305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for QLs 6 holders of CPs re c I ar if 1 c ation of 
access to control procedures for law enforcement visits 
Svc list end 

EISENHUr. D 0 Division of Licensing 03/05/11 Coniolldated 

Edison Co of New York, Inc I6pp 10S4D 095 24X 

Flche 50-000.03/03/11,0303110034 


8305190343 Forwards Rev 1 to NUREG-0728. "NRC Incident Response Plan. 
In response bo 93042? ltr requesting updated itr of 
agreement (f/o end 

HIND. J A Division of Radiological ii Materials Safety Programs 
83/05/13 LARSON, C E Northern States Power Co 2pp 10300 223 
24X Flche 30-000; 03/05/13. 0303190343 


—0305130136 LER OS-OIS/OSL-O on 830406, at lOOX power, control rod 0-6 
dropped to fully inserted position causing quadrant power 
tilt or turbine runback Cause unknown Fuses 6 other 
components operable Control rod withdrawn 

WILSON. J L Virginia Electric i> Power Co 83/05/06 Region 2. 
Office of Director 2pp 10437 294 24X Flche 30-201 » 83/03/06, 

6305130123 


6305200023 Notifies that NUREO -0737. 1 tern III A 2 1. “Emergency 
Praparedness, Upgrad e Emergency Plans to App E, lOCrR30. " 
coflipleted Item doietf 

CLARK. R A Operating Reactors Branch 3 03/05/13 MUSDLF. D » 

Northern States Power Co 3pp 10540 117 24X 

Fic h o 50-202, 83/05/ 1 3. 8305200023 


8305230424 Forwards LERs e3-019/03L-0 t, updated 00-005/0 IX-t 

WILSON; J L Virginia Electric 6 Power Co 83/05/13 O'REILLY. J P 
Region 2. Office of Director Ip 18330 188 24X 

Flche: 50-201, 03/03/13, 0305230424 


—0305230432 LER 03-O19/O3L-O on 830415, M0V-LCV-2i 1 5D failed to open 
during performance of PT18 6 Caused by motor leads not 
making contact due to loose plug in terminal atrip in motor 
control ctr, Tertnlna 1 strip properly seated 

WILSON; J,L Virginia Electric 6 Power Co 03/05/13 Region 2. 
Office of Director 2pp 10538 189 24X Flche 50-201,03/03/13, 

8305230424 


— 0305230451 Updated LER 80-005/01X-1 on 800306. Type A testing 
revealed leakage through recirculation spray diaphragm 
plate sea] welds Caused by lack of fusion I. slag inclusion 
In weld areas Defects repaired 

WILSON; J L Virginia Electric & Power Co 83/05/13 Region 2. 
Office of Director 3pp 18530 191 24X FI che' 50-281 , 03/05/ 13, 

0305230424 
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F* Sicurlty. medical, emergency t/ fire protection plans 


0305030214 Releases public version of revised emergency plan 
Implementing procedures 

FELTON; J.H. Division of Rules and Records 83/04/22 Document 

Kanagement Branch Ip 18310 153 24X Flche 50-282,83/04/22. 

8305030214 


— 8305030221 Forwards public version of revised emergency plan 
implementing procedures, inc lud Ing Procedures F3-2 re 
c laislf icatl on of emergencl es, F3-5 re emergency notification 
84 F3-? re emergency evacuation, 

WARD.E C Northern States Power Co 83/04/08 Region 3> Office 
of Director Ip 10310 156 24X Fic he- 50-202, 83/04/22. 

830503021 4. 


6305230323 Forwards clarifying Info In support of 030311 exemption 
requests for lOCFRSO 40, App R re Fire Areas 58,59,73 &> 74 
MUSDUFtD Northern States Power Co 63/05/16 Office of Nuclear 
Reactor Regulation, Director 62pp 19536 329 24X 

Flche SD-202. 83/05/16. Q30523D523 


0305240389 Advises that date For next annual emergency preparedness 
exorcise revised to 040313. per 830126 telcon 
PAPER lELLD, C, J Region 3, Office of Director 83/05/19 

LARSON, C E Northern Stetes Power Co tp 18575 069 24X 

FiChe 50-282.83/05/19,0305240309 


P Dparating license stage documents t- correspondence 


0303160429 Forwards response to B3020B Hr re backflttlng costs of 
two nuclear power plants All three units have combined 
capability of 1.537 MWE (summer) net 

HADLEY. c 0 Northern States Power Co 83/03/15 TOURTELLOTTE. J 
Regulatory Reform Task Force 6pp IB54I 041 24X 

Ficfio 50-000,63/03/15.8303100429 


0305230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTEULOTTE. J Regulatory Reform Task Force 03/04/11 
PALLADINO, N J Commissioners 2pp 16542 272 24K 

Flcfia 50-000,63/04/11.8305230720 


0305020320 Forwards R«v 6 to “ASHE Code Qection XI Insarvlce Insp Sc 
Testing Program 4i Info Required for NRC Review of Requests 
for Relief Prom A8ME Code Section XI Requl rements, “ per 
780201 submittal 

MUfiOLF. D Northern States Power Co 03/04/19 Office of Nuclear 
Reactor Regulation. Director 2pp 10277 146 24X 

Flche 50-282. 03/04/ I7r 8305020320 


—0303020329 Rev 8 to "ASME Cade Section XI tnservUe Insp S< Testing 
Program Ir Info Required for NRC Review of Requests for 
Relief fram A8KE Code Section XI Requirements ” 

* Northern States Power Co 03/04/17 2Ipp 18277 148 24X 

Fiche, 30-282, 03/04/19. 0305020320 
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8305060013 Advices that action req^uired bi* 830202 Amends 61 & 55 to 
Licenses DP8-42 tt DPR-AOi I'e-s p oc 1 1 ve ly *j Generic Ltr 03-07 
coiin(>lo te(}> ba aedi on util actively negotiating u/DOE re 
dis|>asal oP high level waste or apent nu'clear fuel 
CLARK, R A Operating Reactors aranth 3 B3/04/2J MUSDLF, D M 

Northern States Power Co app 18394 31 l SAX 
Ficha 50-282,03/04/21,8303060013 


B30506010S Advises that r a tiul re nients of NUREG-0737, Tfll Action Plan 
Items II F 1 4,11 F 1 5 tc 1 1 F 1 6 met r, jtfiDS resolved 
Criteria requiring equipment to be env ir onmen tal ly qualified 
wl 1 i be reviewed under environ quatlflcation program 
CLARKiR A Operating Reactors Branch 3 83/04/21 rtUSGLF, D M 

Northern States Pglupp Co 9pp 18334 26S 24JC 
Flcbe 50-282,83/04/21,8305060108 


0305060023 Forwards safety evaluation 6 technical evaluation rept for 
environ qualification of saf ety**r e lated electrical 
equipment Just i f i cat i on for continued operation schedule 
for proposed corrective action requested bij B30520 
CLARK, R A Operating Reactors Branch 3 63/04/25 KUSOLF. D M 

Northern States Power Co 3pp 1B334 322 24X 

Fiche 50-282,83/04/25,8303060023 


— 0305060036 S'afety evaluation re environ qualification of safety-related 
electric equipment Major qual l f i cat i on deficiencies 
identified in Franklin Research Ctr technical evaluation 
rept Tables 4-1, 4-2, 4-3 & 4-4 must be resolved 

* Office o-f Nuclear Reactor Regulation. Director 83/04/25 7pp 
18354 325 24X Fichc 50-262.63/04/25,8305060033 


B3050S0455 Generic Ltr 83-19 to all power reactor testing Licensees 
re new procedures for providing public notice concerning 
issuance of amends to DLs Svc list enc I 

EI&£NHUT,DD Division of Licensing 63/05/02 Consolidated 
Edison Co of New York, Inc 50pp 18441 120 24X 

Flche 50-000,83/05/02,8305020435 


8305120389 Forwards response to NRC 830425 ltr transmitting safety 
evaluation for environ qualification of safety-related 
electrical equipment Rosemount 1153 Series A transmitters 
Should be reclassified as Category II C equipment items 
MUSOLF, 0 Northern States Power Co 63/05/05 Office of Nuclear 
Reactor Regulation, Director 39pp IB433 124 24X 

F i c h e 50-282, B3 /09/0 5 , 030 5120309 


6309090659 Generic Ltr 83-20 to all operating reactor licensees U 
holders of CPs re integrated scheduling for implementation 
of plant mods five list end 

EISEMHOT, D 0 Division of Licensing 83/05/09 Consolidated 
Edison Co of New York. Inc (6pp 18627 1 53 24X 

Fiche 90-000,83/03/09,8305090699 


0 Inspection reports, IE Bulletins & correspondence 


6212060385 IE Info Notice 63-14. '^Dewatered Spent Ion Exchange Resin 
Suscep ti bl I i tg to Exothermic Chemical Reaction “ Svc list 
end 

TAYLOR, J M Division of Safeguards 6 Inspection Programs CPost 
8301031 83/03/21 Consolidated Edison Co of New York, Inc 

ii2pp 18308 319 24 X Fiche 50-000.83/03/21,8212060369 


8303040021 IE Info Notice 63-21, "Defective Emergency Use Respirator " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness i!, Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Cu of New 

York, Inc I26pp 18435 155 24 X Flche 50-000. 03/04/15. B303040021 


B30S020320 Forwards Rev 8 to "A5ME Code Section XI Inservice Insp k 
Testing Program 6 Info Required for NRC Review of Requests 
for Relief From ASME Code Section XI Requ i retnon ts, " per 
780201 submittal 

MUSDLF. 0 Northern States Power Co 83/04/19 Office of Nuclear 
Reactor Regulation, Director 2pp 1B277 146 34X 

Flche 50-202,83/04/19,8305020320 


•"”8305020329 Rev 8 to ‘’ASME Code Section XI Inservice Insp & Testing 
Program tc Info Required for NRC Review of Requests for 
Relief from ASME Code Section XI Requirements " 
a Northern States Power Co 83/04/19 2lpp 18277 HB 24X 
Fiche 50-282, 83/04/19, 8305020320 


6303040023 IE Info Notice 83-22. "HWR Saf ety/Bel le f Valve Failures ’’ 
Svc list encl 

JORDAN, E L Division off Emergency Preparedness t Engineering 
Rfrsponie fPost 830103) 83/04/23 Consolidated Edison Co of Neu 

York, Inc 112pp 18303 039 24X Flche 50-000, &3/04/^a, 8303040023 


8J03040025 IE Info Notice 83-33, "Inoperable Containnient Atmosphere 
Sensing Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response CPost 030103) 83/04/25 Consolidated Edison Co ef New 

York, Inc U9pp 18381 291 24X Flche 50-000,83/04/25,0303040025 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Osnerators at PWRs " 8vc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 03/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18392 047 24X Fiche 50-000,83/04/20,8303040576 


8103040027 IE Info Notice 83-25, "Standby Qas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl, 

JORDAN, E L Division of Emergency Preparedness C, Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of Niu 

York, Inc liapp 18382 165 24X Flche 50-000,83/04/26,9303040027 


9303040028 IE Info Notice 03-26, "Failure of Saf ety/Re 1 i ef Valve 
Discharge Line Vacuum Draakers " Svc list encl 
JDRDAN.E L Division of Emorgency Preparedness 5 Engineering 
Response fPost 830103) 03/05/03 Consolidated Edison Co of New 

York, Inc l&2pp 18441 170 24X Fiche 50-000, 83/05/03, 8303040020 


B303D40030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment ’’ Svc list enc I 

J0RDAN,^E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/O5/-O4 Consolidated Edison Co of Nsu 

York. Inc 112pp 10382 203 24X Fiche 50-000,83/05/04,8303040030 


B303040031 IE Info Notice S3-2B, "Criteria for Protective Action 
Recommendations for General Etrergenc 1 es " Svc list encl 
JORDAN, E L Division of Emergency Preparedness «, Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Nfu 

York, Inc lt9pp 18441 001 24X Flche 50-000,83/05/04,0303040031 


9303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN, E L. Division of Emergency Preparedness k Engineering 
Response iPost 830103) 03/05/06 Consolidated Edison Co of Nruf 

York. Inc ilSpp 18523 248 24X Flche 50-000.03/05/06,8300040033 


6305240029 Forwards IE Insp Repts 50-282/03-06 6 50-306/83-05 on 
8302I6'’0331 Wo noncomp 1 lance noted 

SHAFER, M D Region 3, Office of Director 03/05/06 LARSON. C B 
Northern States Power Co 2pp 10549 095 24X 

Flche 50-202,93/05/06.8305240029 


— B305240'06l IE Infp Repts 50-202/03-06 6 30-306/03-05 on 630216-0331 Mo 
noncompliance noted Major areas inspected plant operational 
safe ty, malnt, survei 1 lance, review of operating events, LERs, 
fire penetration seals k IE bulletins 

FEIERADEND.C D f WILLIAMS, D L , JACKIW, I N Region 3, Office of 
Dine tor 83/05/05 IBpp 10549 097 24X Fiche 50-202,03/05/06, 

9305240029 


0303040034 IE Info Notice 93-30, "Mlsapp 1 icat ion of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list encl 
JORDAN.E L Division of Eftiergency Preparedness k Engineering 
Response (Post 8301G3) 83/03/11 Consolidated Edison Go of Nsu 

York, Inc lldpp 10524 003 24X Fiche 50-000,83/05/11,8303040034 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103> 83/05/19 Consolidated Edison Co of Keu 

Vorlt. Inc 114pp 10697 009 24X Flche 50-000,83/05/19,8303040040 


830304‘0046 IE Info Notice 83-33, "Nonrepresentati ve Sampling of 
Contaminated Oil " Svc llsC encl 

JORDAN, E L Divtsiom of Emergency Preparedness 6 Engineering 
Response (Post 830103) 93/05/26 Consolidated Edison Co of Ntur 

Ybrk4 Inc iI4pp 18647 007 24X Fiche 50-000,83/05/26,8303040046 


fi Periodic operating reports <!< related correspondence 


B3DSI60056 Forwards monthly operating repts for Apr 1983 

MVSOLF.D Northern States Power Co 83/05/11 Office of Reiource 

Management. Director Ip 1845J 036 24X Fiche 50-282,93/05/11, 

830S160'DS6. 


— B3D3I60076 Monthly operating repts for Apr 1983 

0006 T A D, D Northern States Power Co 03/05/04 8pp 184SI 037 

24X Flche 50-202,83/05/11,8305160056 


S Reportable occurrences, LERs it related correspondence 


8305240166 LER 83-010/031,-0 on 030417, reactor coolant sample found 
missing after load changing operations for turbine testing 
Sample taken 2 h late Caused by lack of communication Load 
changing procedure uitll be revised M/830516 ltr 
HUNSTADvA A . MUSOLF, D Northern States Power Co 83/05/16 
Region 3. Office of Director 2pp 10549 237 24X 

Fiche 50-202,83/05/16,8305240166 
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docket 50-285 FQRT CAtHQUN STATION, UNIT 1 


F 9»ctJrlty, medlcralt eriergencij i< fire protection ptens 


0303100226 Revised pages to radiological ernergency response plan 

w Omaha Publlr Pouer District 83/03/lS 1 BOp p 15372 324 24X 

Flch# SO“20Si 83/03/18, 5303100226 


B305040614 Releases public version of updated radiological Offiergoncij 
retponse plan 

TEUTON, J M Division of Rules and Records 83/04/25 Docufnent 

rtanagement Branch Ip 18333 276 24X Flche 50''2a5. 03/04/2 5. 

6305040614 


-"”830504061? Forwards public version of updated radiological emergency 
response plan Receipt form encl 

JONES, M C Omaha Public Power District 83/03/24 Region 4, 
Office of Director Ip 18335 277 24X Fiche 30-203,83/04/25, 
8303040614 


■0303040624 Public version of updated radiological emergeneg response 
pUn 

-» Omaha Public Power District 83/03/04 162pp 10333 278 24X 

FI Che 50-283,83/04/25,8303040614 


B305030425 Responds to 830318 Itr requesting rea f f Irisat 1 on of 8i061O 
Itr re role of NRG In radiological emergency response Uhlle 
Itr reflects current policy, itr of agreement not intended 
8B1DLB W C Region 4. Office of Director 83/04/2? FRAMCO. F F 
Omaha Public Power District 2pp 18306 230 24X 

Flche 30-283,83/04/27,8303030423 


>0305030429 Requests reaf f irma t i on of NRC 010610 Itr of agreement re 
role of NRC In radiological emergency response 

JONES, W C Omaha Public Power District 83/03/ J8 C0LLIN8, J T 

Region 4, Office of Director 2pp {8006 2SS 24X 
Flche 30-205,83/04/29,0305030429 


-—8305030433 Responds to 810601 Itr discussing role of NRC during 
radiation emergency primary role is to monitor licensee 
activities associated ui/incident U to provide technical 
asii stance, 1 f requested 

COLLINS, J T Region 4, Office of Director 01/06/10 JONES, M C 
Omaha Public Power District Ip 18306 254 a4X 
Flche 30-285,03/04/29,0303030423 


Ba0'3ia0394 Releases public version of revised radiological emergency 
response plan 

FELTON, 0 M Division of Rules and Records B3/05/02 Document 
Kanagement Branch Ip, 10441 339 24X riche 50-205,03/05/02. 

0305120594 


>3305120603 Forwards public version of revised radiological emergency 
response plan W/o end 

JONES, W C Omaha Public Power District 03/03/34 COLLINS, J T 
Region 4, Office of Director tp 10441 340 24X 

Flche 50-289,03/05/02,8305120394 


03 09110034 Generic Ltr 03-21 to all licensees of operating roactors, 
applicants for OLs S< holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Bve list encl 

EISENHUr, D 0 Division of Licensing 83/05/11 Consolidated 

Edison Co of New Vork, Inc I6pp 18340 095 S4X 
Flche 30-000,83/05/11,8303110034 


0305200060 Informs that onsite offsite emergency preparedness 
adequate U emergency plans upgraded per NURE0-0737r 
Item III A 2 1 Item closed 

CLARK, R A Operating Reactors Branch 3 83/09/11 JONE0, W C 

Omaha Public Power District 3pp 18340,123 24X 

Ft Che. 30-285, 03/05/1 1 , 0305200060 


I. Financial information 


030506006? Forwards Annual Financial Rept 1902 

JONEDiU G Omaha Public Power District 03/04/29 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 10345 027 24X 

Fi chi 30-205, 03/04/29, 8305060069 


— B30506009i Annual Financial Rept 1902 

SPENCE,© P Omaha Public Power District 03/04/29 24pp 
18345 020. 24X Fiche 30-205,83/04/29,0305060067 


P Operating license stage documents 6 correspondence 


8305230588 Forwards backfitting ^ regulatory impact cQ»t data for 
hardware V nonhardwar e-re lated baclfits Requirement for 
adding one addl senior reactor operator to each operating 
shift will cost S600, 000 per yr 

REZNtCEK, □ U Omaha Public Power District 83/03/04 

TOUR TELL OTTE, J Regulatory Reform Task Forc-e I6pp 10341 322 

24X Fiche 90-289,83/03/04 8305330388 


8305160027 Ack receipt of Commission 830404 ltr clarifying SER on 
environ qualification of safety-related electrical equipment 
in harsh environ Justification for continued operation of 
valve pos 1 1 ion.er> cab 1 e motor biake encl 

JONES, 14 C Omaha Public Power District 03/04/11 CLARK, R A 
Dpera:ting Reactors Branch 3 lOpp 18452 399 24X 

Flche 30-289, 83/04/ 1 1 . 8309160027 


0309230720 Forwards list of utils responding to requests for cost 
figuree on backfitting 

TOURTELUOTTE. J RegolattJry Reform Task Force 03/04/11 
PALLA8IN0, N J Commissioners 2pp 10342 272 24X 

riche 90-000.83/04/11.8305230720 


8305030196 Revised amend application re heatup X, cooldown curves Amend 
revises 030304 amend application 

JONES. N C Omaha Public Power District 83/04/28 CLARK, R A 
Operating Reactors Branch 3 ip 1039? 101 24 X 

Fiche 90-285,83/04/28.0305030156 


— aOOSOGOlAO Revised Tech Specs far 830304 amend app 11 ca t ion. chang Ing 
heatup Cc caeldawn curves 

• Ojivaha Public Power District 03/04/28 17pp 18300 194 24X 

Flche 50-285, 63/04 /20, 0305030 1 56 


8305060106 Forwards response to 030311 ltr requesting addl info re 
proposed spent fuel storage rack mod New analysis indicates 
spent fuel can be adequately cooled even w/4 h loss of 
spent fuel pool cooling 

JONES, N C Omaha Public Power District 03/04/29 CLARK, R A 
Operating Reactors Branch 3 40pp 18344 152 24X 

Flche 90-285,83/04/29.8303060186 


0305020455 Generic Ltr 83-19 to all power reactor V testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list end 

EI8ENHJT,D0 D I vis I on o f Li cens log 03/03/03 Consolidated 

Edison Co of New York, Inc SDpp 18441 120 24X 

Flche 30-000,83/05/02,0303020439 


0309090659 Oenoric Ltr 83-20 to all operating reactor licensees V 
holders of CPs re Integrated scheduling foi implementation 
of plant mods 3vc list encl 

ETSENHUT, D 0 Division of Licensing 83/05/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 193 24X 

Flche 90-000,03/03/09,8305090639 


6305310240 Requests addl Info for control of heavy loads review, 
including info open items for updated "Control of Heavy 
Coads '* 

CLARK, n A aporatlng Reactors Branch 3 83/05/ 17 JONES, W C 

Omaha Ftibllc Powfr District 2pp 18662 100 24X 

Fiche 50-209,83/05/17,8303310240 


— 0305310241 ‘’Control of Hoavy Loads <C-10) , Omaha Public Pnuer District, 
Fort Calhoun Station, “ updated draft technical evaluation 
rep t 

V080URY,F , DOHDEROER, C , SARGENT, I H Franklin Ins tl tu te/Frank 1 1 n 
Research Center NllC-03-01-130 TER-C5506-356 DRFT 82/11/29 

CLEflENSON, F NRC - No Detailed Affiliation Given 92pp 
18662 102 24X Fiche 90-285.83/03/17.8303310240 


0305240474 Provides 90-day response to SER 6 addl Info per 
10CFR50 49 Cb> U 830404 clarification ltr Position on 
outstanding Items in tecfinlcal evaluation rapt h description 
of methods used to Identify equipment discussed 
JONES, W C Omaha Public Power District 03/03/20 CLARK, R A 
Operating Reactors Branch 3 36pp 10549 296 24X 

Flche 50-285, 03/05/20. 0309240474 


0 Inspection reports, IE Dulletlns 6 correspontfenee 


9212060309 IE Info Notice 83-14. “Dewatered Spent loh Exchange Resin 
Susceptibility to Exothermic Chemical Reaction '* Eve list 

one 1 

TAYLOR, J M Division of Safeguards 6 Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of New York. Inc 

tl2pp, I830B 319 24X Fiche 30-000.83/03/21,8212060303 
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0303040021 IE Inf'o Notice &3-21^ “Defective Emorgency Use Respirator ” 
Eve M4t encJ 

JORDANjE t- Divisian o# Emqrgervcy Preparedness 6 Engineering 
Response (Past 8301031 03^04/13 Conso 1 t dated Edls-on Co of New 

York. 7nc I26pp 19433 133 24X Pichc SO~OO0. 93/04 / 13. 9303040021 


0303040023 IE Info Notice fl3'22. “awR Safety/Re I i q f Valve Failures " 
Sve lilt end 

JDHDAMi E L Division of Efnergency Preparedness 9* Engineering 
Response (Past 8301031 B3/04/22 Consolidated Edison Co of Neu 

York' Inc Il2pp JB3B3 099 24X Fiche 30-000.83/04/22.8303040023 


8303100241 Forwards IE Insp Repfc 50-235/83-09 during Mar 1 9B3 8t notice 
of violation 

EEIDLE/N C Region 4. Office of Director 83/04/22 JONES. M C 
Omaha Public Power District 2pp 18374 lOS 24X 
Flche 50-283. B3/04/22. 8305100241 


— 03O3JOO242 Notice Of violation fron Insp during Mar 1903 

* Region 4, Office of Director 93/04/22 Ip 19374 110 24X 

Flche 30-285.03/04/22^8303100241 


—8303100244 IE Insp Rrpt 50-2as/a3'-09 during Mar 1983 None ompl lance 
noted failure to do-cumervt performance steps added by 
Procedure Change 10222 to Section F 3 <Pomps Sl-IA b SI-iBI 
of Surveillance Test ST-SI/CS-1 

YANDELt-U A , JDHNSDN, M D Region 4, Office of Director 
83/04/21 Mpp 18374 111 24X Fiche SD-2B5, 83/04/22. B30310D24 1 


0303040025 lE Info Notice 83-23. '’Inoperable Containment Atmosphere 
Sensing Sy4 “ Sve list end 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Rost 83(}J03> S3/04/2S Consolidated Edison Co of New 

York. Inc ll9pp 18391 291 24X Fiche 50-000.83/04/25.0303040025 


GJ03040D2i IE Info Notice 83-24. "Uoose Parts in Secondary Side of 
Steam Oenerators at PWfls " Sve list end 

JORDAN' E L Division of Emergency Prepar edness Engineering 
Responie iPost 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc H Spp 18392 047 g4X Ficiie 50-000.03/04/28.9303040026 


B303040027 lE Info Notice 83-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adiustment " Sve list end 
JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response IPost B3DI03) 83/04/20 Consolidated Edieon Co of New 

York, inc JlQpp 18382 165 24X Ficlie 50-000. 03/04/20, 8303040027 


8303040028 lE Info Notice 83-26. "Failure of Saf ety/Re I i ef Valve 
Discharge Line Vacuum GreaJrers " Sve list end 
JORDAN.E L Division of Emergency Preparedness V Engineering 
Response (Post 8301031 83/05/03 Consolidated Edison Co of New 

York. Inc I22pp 19441 170 24X Flche 30-000.83/05/03.8303040020 


9303040'030 lE Info Notice 03-27. "Opera t i ona I Response to Events 
Concerning Dellierate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN' E L Division Of Emergency Preparedness & Engineering 
Response (Post B301O3) 03/03/04 Consol i dated Edison Co of Mew 

York. Inc I E2pp 18382 282 24X Flche SO-DOO, 83/03/04, 0303040030 


8303040031 IE Info Mdtice 83-28. "Criteria for Protective Action 
ftecommendfatl ons for Oeneral Emergencies " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/05/04 Consolidated Edison Co of New 

Yon. Inc Il9pp, 10441 001 24X Flche 50-000.83/05/04,8303040031 


8303040033 IE Info Notice 83-29. ’’Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 830103) e3/05/-05 Consolidated Edison Co of New 

York. Inc 115pp 10523240 24X Flche 50-000.03/03/06.8303040033 


0303230464 Forwards IE Insp Rept 50-285/83-08 on 830404-00 «c notice 
of dsviakltin 

SEIDLE. U C Region 4. Office of Director 83/05/06 JONES. H C 
Omaha Public Power District 2pp 10537 151 24X 

Flche 50-285. 83/05/06. 8305230464 


--8305230467 Notice of deviation from Insp on 830404-08 

a Region 4, Office of Director 83/05/06 2pp 18537 153 24X 

Flche 50-285. B3/05/06i 8305230464. 


— 9305230475 IE Insp Rept 50-285/93-08 on 830404-00 Noncomp I lance noted 
documentatl on for continuing training of OA personnel not 
established it maintained 6 procedures requirement to meet 
audit finding 30-day response time not met 

MURPHY, M E , MCCRORYrS L . WESTERMAM. T Region 4, Office of 
Director, 93/05/02 9pp IB537 155 24X Ftche 50-285,83/09/06* 

0305230464 


B303040034 IE Info Notice 83-30, "Misapplication of Oenerlc Emergency 
Operating Procedures lEOP) Guidelines " Sve list end 
JORDAN.E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 83/09/li Consolidated Edison Co of Niu 

York, Inc lt4pp 18524 003 24X Flche 50-000.83/05/11*0303040034 


8303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program " 
Sve list end 

JORDANiiE L Division of Emergency Preparedness it Engineering 
Response (Pest 830103) 83/05/19 Consolidated Edison Co of Niu 

York, Inc I14pp 10697 009 24X Fiche 50-000.83/05/19*0303040040 


8305240173 Act receipt of 030421 Itr informing NRC of steps taken ta 
correct violations noted In IE Insp Rept 5O-205/03-'O2 
Corrective actions will be reviewed during future insp 
8EIDLE. N C Region 4. Office of Director 83/05/20 JONES, N C 
Cmaha Public Power District Ip 18540 037 24X 

Fiche 90-265*03/05/20,9305240173 


8303040046 IE Info Notice 93-33, "Nonrepresentative Bampltng of 
Contaml na ted Dll " Sve list end 

JORDAN. E L Division of Emergency Preparedness 8* Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of NiW 

York, inc ll4pp 18647 007. 24X Fiche 90-000,83/05/26*8303040046 


R Periodic operating reports & related correspondence 


8305160111 Forwards "Reactor Containment Dldg Integrated Leak Rate 
Test, Jan I9B3 " 

JONES, N C Omaha Public Power District 83/05/11 DENTON, K R. 

Office of Nuclear Reactor Regulation, Director Ip 10450 161 S4X 

Fiche 50-285,03/05/11,8305160111 


--8305160116 "Reactor Containment Bldg Integrated Leak Rat# Test, Jan 
1983 " 

a Omaha Public Power District 83/05/11 44pp 18450 162 S4X 
Flche 50-205,83/05/11,8305160111 


8305170465 Forwards monthly operating rept for Apr 1903 

JONES, WC Omaha Public Power District 83/05/12 DEYDUNOrR C 
Director's Office, Office of Inspection and Enforcement Ip 
10470 112 24X Fiche 50-235.03/05/12,8305170465 


— 8305170470 Monthly operating rept for Apr 1903 

MA7HEH9. T P Omaha Public Power District 03/09/12 llpp 
10470 113 24X Flche 90-285,03/05/12,0305170465 


DOCKET 50-206 INDIAN POINT STATION, UNIT 3 


D NRC Oraft/Flnal Environmental Statements, suppls 6 correspondence 


BSOSOSOSSl Forwards documents presented to NRG witnesses Be 11 ups 6 
Kornegay during 830422 cross-examination 

FARRELLV, T. J Consolidated Edison Co of New York, Inc 03/04/28 

LENI8, D Atomic Safety and Licensing Board Panel 24pp 18300 315 

24 X Flche 50-247,03/04/38,8305030531 


F Security. «tedical. emergency h fire protection plans 


8305230670 Advises that state can choose to offset or substitute 
compensatory planning measures in lieu of local level 
emergency plan per cited conditions NURE0-0654-FEMA-REP-1 , 

Rev 1 stds would place heavy resource burden on state 
OtUFFRlDA. L D Federal Emergency Management Agency 03/04/18 
PALLADINO.N J Commissioners Ip 18542 329 24X 

Fiche 50-003.83/04/18,0305230670 


— 8305230676 Seeks c lari f icatlon of issue re FEMA review of offsite 
emergency planning around facilities Ouestlons whether 
state can substitute for county w/o own emergency plan 
PALLADINO.N J Commissioners 83/03/30 GIUFFRIDA, L □ Federal 
Emergency Management Agency 2pp IB542 330 24X 

rich# 50-003,83/04/18,0309230670 


6305D90D73 Informs that licensee 030216 commitment re interim flra 
protection mods generally acceptable Present Tech Specs 
should be revised to comply w/lnterlm mods Sample Tech Specs 
enc 1 

VAROA.S A Operating Reactors Branch 1 83/04/31 BAYNE* J P. 

Poiirer Authority of the State of New York 3pp 18358 014. 24X 

Flche: SO-206. 03/04/21, 8305090073 


--8305050076 Sample Tech Specs re interim fire protection mods concerning 
alternate shutdown sys 

* Operatin-g Reactors Branch I 83/04/21 Ipp 10352.017 84X 

Fiche 50-206,83/04/21*0305050073 



DOCKETED ITEMS 


109 


8303110338 Forwards safetij evaluation of util compliance tj/lOCFR3D. Ap p 
RiSettlons 111 0 3 & IlII U Lon 9 ”tPrrn compliance acceptable 
except for three items Spurious operation can be corrected 
fag closing valves Response needed in 30 dags 

VARQAi 8 A Operating Reactors Branch 1 83/04/21 BAYNE. J P 

iPouer Authoritg of the State of Neu York 3pp lB4t<? 2B& 24X 

Flche 30-2Bt, 83/04/21, QSOSllOSBS 


■0305110343 Safetg evaluation of util compliance w/ 1 OCFROO. App R 
Proposed alternate shutdown capabilitg performance goals of 
reac t i Vi tg 4 i nven torg* DHR reactor pressure h process control 
metisubj to listed exceptions 

» Office of Nuclear Reactor Regulation. Director 03/04/Sl 
t7pp 1B419 289 24X Flcfae SO-2Q6, 83/04/21 1. B 303 1 10S3B 


— B303n054& "Process Monitoring Ins trumentati on " 

» NRC - No Detailed Affiliation Given 83/04/21 3p p 
10419 306 24X Flche 30-286103/04/21.0303110338 


8303030284 Notification of 830429 meeting util in Dotheada.MD to 
discuss steam generator chemlstrg tt fire protection interim 

measures 

PQLK.P J Operating Reactors Branch 1 03/04/22 VAROAi S A 

Operating Reactors Branch 1 4pp 18309 330 24X 

Fiche 30-206,83/04/22,0305030234 


8303080419 Forwards "Indian Point Plans Verification Analgsls" rc 
amargency planning, for info Certificate of Svc and Related 
correspondence 

GLASS, 8 M Federal Emergencg Management Agency B3/04/23 
OLEA80hfj 0 P Atomic Safetg and Licensing Board Panel 6^2pp 
18273 128 24X Fiche 30-347,83/04/23,8303020419 


8303110034 Generic Ltr 03-81 to all licensees of operating reactors, 
applicants for OLs ^ holders of CPs re c lar i f i tat 1 on of 
access to control procedures for laui enforcement visits 
Svc list end 

EISENHUT,0 0 Division of Licensing 03/05/11 Consolidated 
Edison Co of New York, Inc 16pp 10340 095 84X 

Flche 50-000,03/05/11,8303110034 


0303160003 Advises that no basis exists to further delag facility 
startup per B21018 amend application re steam generator tufao 
sleeving 8* 630303 order concerning emergencij preparedness 
SINCLAIR, L W Power Authoritg of the State of New York 83/03/12 
DENTON, H R Office of Nuclear Reactor Regulation, Director 5pp 
10450 337 24X Fiche 80-206.63/03/12,0308160083 


0305240099 Submits current status of App R fire protection activities 
per 030510 request Installation of equipment committed to in 
830216 ltr comp leted, B20701 proposed design installed 4* addl 
Tech Specs for equipment mods will be submitted 
BAYNE, J P Power Authority of the State of New York 03/03/19 

VARGA, 0 A Operating Reactors Branch i 8pp 18848 341 24X 

Fiche 30-286,03/05/19,0303240099 


6305240234 Documents NRC/utll teUon re seismic qual 1 f ica tlon 
documentation for auxiliary feedwater sgs & proposed fire 
protection Tech Specs Tech Specs on quarterlg surveillance 
of alternate electrical feed sgs to bo submitted 
PAYNE, J P Power Authoritg of the State of New York 03/03/20 

VARGA, 8 A Operating Reactors Branch 1 2pp 10548 309 24X 

Fiche 50-206, 03/03/20, 8305240234 


0305240312 Informs of full cooperation between licensee tn local 
govt In development & exercise of emergencg radiological 
response p Ian, contrarg to Commissioner Ahearne 
630506 statement 

HEIMBACH, L New York, State of 03/05/20 PALLAI>INO, N 
Commissioners Ip 18540 104 24X Fiche 30-247,83/03/20, 

8303240312 


B303240338 Forwards response to 630421 ltr re App R fire protection 
review, Section III 0 3 & HI L Exemption from schedular 
requirements for Sections SO 48(c) & (d> for mods prior to 
startup from Cycle 4/5 refueling outage requested 
BAYNE, J P Power Authority of the State of New York 83/05/20 

VARGA, 8 A Operating Reactors Branch 1 4pp 18375 258 24X 

Flche 30-206,03/05/2010305240330 


8303310049 Responds to 830523 ltr outlining specific proposals for 
ameliorating facility offsite preparedness situation views 
on emergency preparedness regulation FEMA will assist in 
improving federal laws re emergencg preparedness 
GlUFFRiDA, L Q Federal Emergency Management Agency 83/03/23 
CUOMO, K N New York, State of 4pp 18633 204 24X 

Flche 30-247,83/05/23,6305310049 


G Adjudicatory corr a spandenc e 


G30S0303B3 Forwards summary of trajniitg re offsite response 

organ! la ti ons that might be called upon to respond to onsite 
emer gene 1 es. p er A5LD 830223 oral request VtsI training 
detailed in 630405 submittal Related corr espondence 

BRAMDENBVRO, B Office of the General Counsel QT/04/29 LEWIS, D 

Atomic Safetg and Licensing Board Panel 7pp 18303 335 2'IX 

Flche 30-247,83/04/29,8305030503 


830503-0600 Motion for permission to prei^enfc lobuttal witnesses on subj 
of prevailing winds, sample surveys bystander behavior 
Oiscusalon of Issues could not have been anticipated prior 
to presentation of evidence 

POTTERFIELD- A Union of Concerned Sc j flfit i s ts PDTTERFJELD, A 
Public Interest Research Group. New York KAPLAN, C New York, NY 
03/04/19 4pp 18308 050 24X F iche 30-247, 83/04/ 19. 0305030608 


— 0305020641 Motion requ-sstlng initiation of studies on human responte to 
radiological emerg enc ies, r t sks to individuals living near 
site difficulty of evacuation in emergency 
POTTERFIELD, A Public Interest Research Group, New York 
POTTERFIELD, A Union of Concerned Sclontlsts 03/04/26 Atomic 
Safety and Licensing Board Panel Bpp 18306 139 24X 

Fiche 50-247.63/04/19,8305030608 


— 9305030646 Affidavit of KT Erickson 4- AJ Solntt re radiological 
emergency response plan 

ERICK60N, K T Public Interest Reseerch Group, New York 
ERICKSON, K T Union of Concerned Scientists ERICKSON, K T Vale 
Univ , New Haven. CT 03/04/26 4/pp 19300 148 24X 

Flche 50-247,83/04/19.8305030600 


— S303030652 Motion requesting completeness of retord an NRC Questions 
3 -6. 4 re emergency planning issues, inc lud ing capability for 
handling phone calls in emergency planning rone during 
emergency 

POTTERFIELD, A . POTTERF lELD, A Union of Concerned Scientists 

83/04/25 Atomic Safety and Licensing Board Panel 4pp 

IB308 180 24X Fiche 50-247,03/04/19,8305030600 


Q3G502042S Motion to strike poitions of 030309 emergency drill 
testimony under Commission Questions 3 Ic 4 filed by 
ultnessos for various interveners Certificate of Svc 
end Related c orr espondence 

BRANOENUUROf D Consolidated Edison Co of New York. Inc 63/04/22 
Atomic Safety and Licensing Board Panel 22pp 10273 075 24X 

Fiche S0-247i 83/04/22, 0305030428 


B30S020419 Forwards "Indian Point Plans Verification Analysis" re 
emergency planning, for info Certificate of Svc end Related 
c orr espondenca 

GLASS, 8 M Federal Emergency Management Agency 03/04/23 
GLEASON. J P . 9HON, F J , PARIS, 0 H Atomic Safety and Licensing 
Board Panel 62pp 19273 i20 24X Fiche 30-247,03/04/25, 

6303020419 


6303030549 Motion for subpoena to be issued to RW Krimm oF FEMA 
Subpoena necessary to complete record on generic nature af 
deficiencies cited by FEMA b FEMA change in evaluation 
crltorla Certificate of Svc encl 

MORGAN, C Power Authority of the State oF New York MORGAN. C 
Korgan Associates 83/04/26 Atomic Safety and Licensing Board 
panel 40pp 16306 147 24X Flche 50-247.03/04/26,8305030549 


B303020401 Motion to amend svc list to add 8P Masserman U delete 
P Chessln.LR Schwarti ir H Dppei Notice of appearance tr 
Cartlftcate of 8vc end 

NAB8ERMAN. 8 P he tmp a 1 1 tan Transportation Authority New York, NY 

MASSERMAN.a P Botcln, Hays. SVIar U Herxberg 83/04/27 Atomic 
Safety and Licensing Board Panel 6pp 18273 067 24X 

Fiche 30-247* 63/04/27., 9305020401 


6305020431 Submits info on status of Ray Miller. Inc problems affecting 
plant. per ASLD request 

MOORE, J E Hearing Branch I 83/04/29 GLEASON. J P . 9H0N. F J . 

PARIS. O H Atomic Safety and Licensing Board Panel BSpp 

10263 £80 24 X Flche 50-247,03/04/20,8303020431 


6305030531 Farwards documents presented to NRC witnesses Bellups -Sc 
Kornagag during 630422 cross-examination 

FARRELLV. T J Consolidated Edison Co of New York, Inc 03/04/26 

LENiSi D Atemic Safety and Licensing Board Panel 24pp 16300 315 
24X Fiche 30- 34 7* 83/04 /30.8305030531 


6305040505 Forwards util onsite emergency plans per ASLB request that 
documents be mailed rather than delivered 

BRANDENBURG, 0 Consolidated Edison Co of New York, Inc 93/04/20 
GLEASON, J P * SHON,F J, . PARIS.OH Atomic Safety and Licensing 
Board Panel tp 19322 110 24X Flche 30-247,63/04/28,0303040503 
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B309O4O4M Pequests oFficial positiOTk re long-term operation at 
facilities 

GLEASCM, J P , PARIS, O H < SHOll, F J Atamii. Safety and Licensing 

Doard Panel B3/0fl/02 CUOMO, M |1 new York, State of 2pp 

19321 2V5 24X Flche 30-247, 03/OS- 02. 


B303030033 Proposes alternative vicci^ to questions poaed in BJ ChilW 
930426 Itr to F£MA re e<nergenc<j planning ty evacuation 
FLEISHER, Z S West Branch Conservation Association 03/03/02 
PALLADiriO, ri J , OILINSKY, V . AHEAPNE, J F Comml ss j onei'5 3pp 
10342 096 24< Fiche 30-247. 03/05^02- 8309030033 


8303160304 Notification of contract eiccution 'Conversion of Profiled 
Testicnoriy- for Indian Point Hearings.'* awarded to Central 
Data Ptoc ess i ng> Inc 

HILES.E 0 Administrative Contracts nranch FIN 0-SS33 ^3/05/03 

BASSETT, H S Office of fiesoorce Managements Director FITTIiC 
Atomic Safety and Licensing Hoard Panel Ip 10471 247 a4X 
Fiche SO-247. B3/03/Oa B305160304 


■03D916O312 Contract "Conversion Profiled Testimony for Indian Point 
Kearings," awarded to Central Data Proc e so ing , tnc 
# Central Data Processing, Inc MATTIA.M J Division of 
Contracts FIN D-BBSS B3/O5/02 ?pp 18471 24B 24X 

Fiche 50-247,03/05/02,6309160304 


—0305160316 Sol I c I tat i on, of f er award to ''Conversion of Prefiled 
Ta itimoni/ for Indian Point Hearings." to Central Data 
Process 1 ng, Inc 

COUCH, M J Central Data Processing- Inc MATTIA, M J 
Administrative Contracts Branch TIN D-0093 S3/04/26 56pp 

1847J 230 24X Fiche 50-247. &3/05/02, 8303160304 


0305060300 Expresses concern that FEMA 030415 pos t-evero se assessment 
of 830309 emergency planning eiercise presents incomplete 
picture of present status of offsite radiological omergcncy 
planning Certificate of Sve end 

DAYME, J P Power Authority of the State of New York 83/03/03 
PALLADIND.rJ J . OILINSKY, V , AHEARNE. J Commissioners t7pp 
10348 I £2 24X Fiche 50-206, 63/03/03. 0305060300 


830S030D37 Forwards NY State Disaster Preparedness Commission 830504 
memo re State of NY commitment to continue work to ensure 
residents protected by test practicable emergency 
preparedness plan 

BAYNE. J P Power Authority of the State of New York G3/-05/04 
PALLADIND. N J , OIUINSKYrV . AMEARNE. J F Commissioners 3pp 
10339 105 r4X Fiche 50-247,63/03/04.8303050037 


3305060476 Forwards NY State Disaster Pr eparsdness Commission 030504 
Itr prgviding State of NY commitment to ensure residents 
protected by best practicable emergency preparednoas plan 
BAYNE, J p Power Authority of the State of New fork 03/03/04 
PALLADIND. N U , OILINSKY, V , AHEAR NE, J F CemmU s i oners 3pp 
18349 105 B4X Fiche 50-247,83/05/04,0309060496 


8305060506 Responds to 930426 1 Lr re Westchester County, NV bus driver 
is sue. Roc k land County, NV plan issue t* questions raised re 
FEhfA briefing f, status rept on offsite emergency 
preparedness 

KRIM[1,fl W Federal Emergency Management Agency 03/09/04 
CHILKfS J Office of the Secretary of the Cotnmlsslofi 16pp 
I834S 331 24X Fiche 50-247. 03/03/04, 8305060306 


■8305060627 Responds to request for clarification of issue on whether 
State emergency plan can substitute for county which does 
not have emergency plan State can substitute plan but 
NUREG-0654 places heavy resource burden on state 
OIUFFRlDA, L □ Federal Emergency Management Agency 63/04/13 
PAULADINO, N J Commissioners 2pp IB34D 347 24X 

Fiche 50-247.83/03/04.8309060506 


3305060468 Order CLI-S3-I1 advising that Commission will issue order by 
830609 suspending plant operation unless FEMA determines 
significant deficiencies no longer exist or util shauis 
compensating actions taken or daflciencUs Insignificant 
HOYLE, J Office of the Secretary of the Commission 83/05/05 5pp 
18348 075 24X Fiche 50-247.03/09/05,0305060466 


130309045a Memo providing citations to decisions referred to in hearing 
re c ommi tflients from bus drivers needed In emergency 
evacuation plans 

PARIS, Q H Atomic Safety and Licensing Board Panel 03/03/05 Spp 
18362 359 24X Fiche 50-247.83/05/05,8303090439 


1309100208 notion for extension of deadline until 830627 for all 
parties to submit proposed op i n 1 on, f i nd mg s of fact ft 
recommendations re em Forcement action on emergency planning 
issues Certificate of Sve end 

BRANDENDDRO, Q Consolidated Edison Co of New York, Inc MORGAN, C 
Power Authority of the State of New York liOROAN, C Morgan 
Associates 83/03/06 PALLADIND, N J . GILINBKY, V , AMEARNE, J F, 
Commissioners 9pp 18374 014 24X Fiche 30-247,83/03/06, 

8305100200 


8309100204 Motion for opportunity to address Issues outlined in 
Commlsslun. S30S05 Order CLI-83-1 1 , estab 1 i sh ing procedures 
for decision on enforcement action on emergency planning 
Issues Certificate of Sve end 

IfEISS, E R Union of Concerned Scientists NEIS3, E R Harmon 6 
Weiss 63/05/07 Comimss loners 6pp 18374 193 24X 

Fiche 30-247, 83/05/09. 6305100204 


G3D513O064 Motion for reconsideration of ruling denying licensee motion 
to receive DP McOuire deposition transcript into evidence 
Licensees entitled to place deposition in record 
Certificate of Sve end 

DRANDENBURO. D C o nso 1 i d a te d Edison Co of New York, Inc MORGAN, C 
Power Authority of the State of New York MQROAN. C Morgan 
Associates 83/05/09 Atomic Safety and Licensing Board Panel 

19pp 10436 230 24X Fiche 90-247,83/05/09,9303130064 


8309120309 Order author l ring ASLS ta grant relief from 030527 deadline 
for filing proposed findings of fact conclusions of law 
since oral presentations before Commission to take place an 
830326 

GHILK.Q J Office of the Secretary of the Commission 03/05/10 
Atomic Safety and Licensing Board Panel 2pp 18424 100 24X 

Fiche 30-247,83/0 3/10.0305120309 


B30S160024 Forwards I Levi affidavit clarifying 030211 testimony on 
suggested method of making sensible probability judgments 
described in Section 5 

HARTZMAN. R M Friends of the Earth HARTZMAN, R M Audubon Society 
83/09/10 GLEASON, J P , PARIS, 0 H . SHDN. F J Atomic Safety and 
Licensing Board Panel Ip 10432 353 24X Fiche 30-247,83/09/10, 

B303 160024 


— 8305160026 Affidavit of I Levi clarifying 830211 testimony re suggeited 
method of making sensible probability judgments described 
in Section 9 

LEVI, I Friends of the Earth LEVI, I Audubon Society 
83/09/10 2pp 10452 334 24X Fiche 50-247, 83/05/ 10, 0303 160024 


0309130030 Heaiorandum & order granting licensee 830506 motion for 
extension until 030627 to file proposed findings of fact it 
recommendations Date extended until 03082? far ASLB to 
submit recomnnendat i ons to Cammlsslon 

PARlSiO H , SHQN.F <J Atomic Safety and Licensing Board Panel 
03/03/11 Consolidated Edison Co of New York, Inc 2pp 

10437 102 24X Fiche 50-247.83/05/11,8309130030 


0309130071 Motion for extension of deadline <to 030619) for filing 
corrections to transcripts i< deadline (to 030624) for filing 
comments Certificate of Sve end 

BRANDENBURG. 0 Consolidated Edison Co of New York, Inc MORGAN, C 
Power Authority of tho State of New York M(DRGAN, C Morgan 
Associates 83/09/11 Atomic Safety and Licensing Board Panel 

7pp 10437 049 24X riche 50-247,83/09/11,8305130071 


8305190342 Supports immediate plant shutdown Emergency response plan 
represents theory 4* not practicality 

OALEF.S rt Westchester County, NY 83/05/11 PALLADINO, N J 
Cammi ssl oners 6pp 10900 227 24X Fiche 90-247,03/09/11, 

0309170342 


0309160133 Telecopy order granting licensee 030911 motion far extension 
of date to file motions to correct transcript Motions due 
on 030615 

GLEASON, J P Atomic Safety and Licensing Beard Panel 83/09/13 
Consolidated Edison Co of New York. Inc 4pp 18446 116 24X 

Fiche 90-347.63/09/13.8309160133 


6309160167 Order clarifying Commission 830909 order Comments from 
parties U general p ub 1 1 c r r » levant to enforcement action, will 
be considered Public comments to be filed by 030523 Oral 
presentations limited to licensees &- interested govts 
CKlLKiS J Office of the Secretary of the Commission 63/05/13 
Commissioners 4pp 16445 152 24/ Fiche 90-247,03/09/13, 

6305160167 


6305170220 Motion for opportunity to address Issues outlined in 
Commission 630505 Order CUI“03“11 establishing procedures 
for decision on enforcement action Intervener entitled to 
participate as matter of right Certificate of Sve end 
RODRIGUEZ* P Parents Concerned About Indian Point 03/09/13 
Commissioners 3pp 18502 143 84X Fiche 50-247,03/09/13, 

0309190230 


0305200645 Advises that day of reckoning re evacuation plan issue 
coming on 830607 Interim compensating actions by FEMA cannot 
compensate for unchangeable factors of problem roads S- 
population density 

TOSCANLW Affiliation Unknawn 83/05/19 Commissi onors 3pp 
16520 tS2 a4X Fiche 50-847,83/05/15,8305200645 
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^309160143 Or<iDr providing time (until t)30*l0' to pottles to respond to 
P An»lco< ASLO consul tant. 030903 Itr summjtiiing conclusions 
baaed on revieu of testiOiong bearing tionscripts re 
Commission Ouestion 1 

GLEASON; J P Atomic Safety and Licetising Board Panel 83/09/16 
□fficB of the Executive Legal Director Ip iSgoO 022 34X 

Fiche 30-347; 03/05/16. 0309180143 


— Q3Q51BQ146 Summarlies rept on revieui jf testimony h bearing transcripts 
re Commission Question 1 Addl testimony recommended on 
current analytical methods for risk assessment fjt on issues 
not dealt n/ln probabilistic safety study or NPC analysis 
AMICOiP s) Applied Risk Technology Corp AMICO.P J Atomic 
safety and Licensing Board Panel 03^05/02 GLEASDN< J P . 

SKONf F J > PARlSiO H Atomic Safety and Licensing Board Panel 
4pp ia4«?0 033 g4X Tic be 50-347, 03/05 ' 16. 8309100143 


0305180434 Request^ time to address Commission on 030536 re Commission 
830913 order 

ODANBKIiS Rockland County. NV 03/09/16 CHILK Commissioners 
Ip 13489 303 24X Fiche 50-247.83/05/16.8305100434 


0305300605 Requests time to speak on 830526 Stote of NV claims 
unsub 9 tan t i at e d NRC should adopt policy of communicating 
le/pub 1 Ic 

FLEISHER. Z S Uest Branch Conservation Association 83/05/16 
PALUADINO.N J , GiLfNSKY. V . AHEARNE. J Commissioners I2pp 
18514 Q70 fi4X fiche 50-247.83/05/16.0305200605 


0305240535 Citiiens advisory committee progress repts re nuclear 
evacuation & general disaster pi eparedness plan 
» Rockland County. NY 83/09/16 34pp 10576 093 24X 

Fiche 30-347.83/09/16.0305240535 


B3O324OSO0 Poruiard^ Ossining Tomn Board resolution expressing concerns 
r« smergency plans Deficiencies must be corrected before 
plan approved 

VllSWNlEiR O Ossining. MY Q3/Q5/I9 Office of the Secretary of 
the Commission 4pp 185/1 260 34X Fiche 30--247. 83/05/ 17, 

0309340508 


8305240530 Expresses concerns ie adequacy t u)orkab 1 1 1 ty of evacuation 
plans 

OOOARDUS, R H Affiliation l/nknown 83/05/19 nRC - No Detailed 
Affiliation Given 2pp 10571 236 24X Fiche 50-247. 03/09/ 19. 

8309240930 


8309240946 Foruiards cltlion t group statements expressing concern re 
plant safety tt flamed evacuation plan. In i esponse to 
Commission Order CL1-S3-11 

ELLIOTT, N R York town. NY 03/03/19 NRC - No Detailed 
Affiliation Given lOpp 1SS75 366 34X Fiche 50-347.83/09/19, 

0309240546 


Q30524053e Opinion on fviRC 030505 oidtr lo Ftfi'' i ep t wn licensee 
emergen y planning ». piepare.ne-s * pin.3iiilc suspension of 
plant operations Immediate sl.utdown ui geu 

KAPLAN. C New York NV KAPtAth C National fmergoncy Civil 
Liberties Commit fee 03/05 /p’n IRpp 10571 21 B 24 / 

Fiche 90 -2 A 7 83 ‘ 05/30. B30 5240932 


□30925033’ SuOmission re Commission 03O‘'O5 c' de. om intention to shut 
down facility on 830609 if emtrgency prep jretjness problems 
not rcsolveU Adequate protective ar ♦ j un in case of 
radiological emergency cannci^ be guai ln^e 0 .J by 030609 
GOLDBERG, M L Public Interest Peseai.’h Gj pup, New /ork 03/03/2] 
I7pp IB905 303 ?4X Fiche 90 -24”, 83/ 0“., ''1 , 8305350337 


0305240523 Order providing guidance for H305?6 oral p f e s ent a t i o n s to 
Commission re possible plant shutdown 

CHILK, S J Office of the SoTetary f,f th/. Commission 03/05/23 
4pp IQS”! t 19 2dX Ficbe ‘^0-247. 03 05 2 3.0305240523 


830524 0930 Forwards comments or. Commission Qidpr Cl I~d3-U establishing 
prpceduies for decision on enforcement aLtiori 
WEISS, E R Harmon Weiss WElsa.E R Union of Concerned 
SclohtHts 83/05/23 FALLaDINO. N J . AHEARNf.J F .• ASSELSTINE. J K 
Commissioners ip 169/6 093 24 X Fiche 50-24 /, 03/09/23, 

8309540538 


830924054? Coinmervts on Commission Order Cl 1-93-11 establlBhing 
procedures for decision on enforcement action Emergency 
planning deficiencies fundamental Adequate Interim 
compensating measuies impossible Ceitificate of Sve encl 
WEISS.E R Union of Concetned Scientists klElSS. E R Harmon J 
Weies B3/09/P3 I9pp 18576 094 24Y Fiche 50-247,83/09/23, 

G309240530 


S305240543 Submission re Commission 830905 Order 0^-83-11 Emergency 
planning must be uell developed 6 detailed u/special 
emphasis on health h safety of children 

POSNER, r Parents Concerned About Indiaii Point 03/05/23 20pp 
10976 113 24X Fiche 50-247, 03/09/23. 03O974O54J 


8309290223 Submission addressing Commlsstoi. 0JO5O5 order on possible 
facility cldc-Liig Requests oral presentation on 830526 re 
economic inpact of facility shutdown Fconornlc impact is not 
compelling reason for continued operation 

CORREN. D Qreatar New York Council on Energy 83/05/23 ISpp 
18988 083 24X Fiche 90-247. 83/09/23, 8309250223 


B3092709B6 Response opposing licensee motiun for rcc-ons ideratiori op 
ASLB dental of licensee motion to admit Dp ricGuire 
testimony before trial 

THORSEN, E 0 Rockland County. NY B3/0';/24 Atomic Safety and 
Licensing Board Panel 6pp 10649 355 24X Fiche 50-247.03/05/24. 

5309370906 


8305240947 Forwards board of trustees of Village of Buchanan 
ffcatament that plants are safe 6 provide clean energy 
PIERCE. F W Buchanan, NY 03/09/19 PALLADINO.N J Commissioners 
2pp 10579 291 24X Fiche 90-247.83/09/19.0309240547 


8309270983 Requests concrnfce actions r® emergency evacuation plan in 
light of FENA stated depi c lenc 1 es, i n responso to Commission 
030909 Order CLl-BO-ll 

ELLIOTT, N R Yorktown. NV 03/09/19 Commi sst oners Ip 
IB646 343 24X Fiche 90-247. 83/09/ 19, 0309270583 


0309240494 Motion for leave to submit mitten comments on NRC 830505 
order to suspend facility operations Deficiencies determined 
to be significant by FEMA are not sufficiently deficient to 
require suspending operations 

JOY. J I HICK3.M M , GALLAGHER. P J Utility Workers Union of America 
83/09/20 Commissioners 8pp 18973 164 24X 

Fiche 90-247,03/09/20.0309240494 


H General correspondence 


8309240441 Opines that decision re continued plant operation must 
weigh health effects of replacement by cuol burning plants 
JAFFE, H APfi I lat ion Unknown 83/05/16 AHEARNE. J Atomic Safety 
and Licensing Doard Panel 2pp 10571 060 ?4Y 

Fiche SO-aA?. 03/09/ 16.8305240441 


B309S40917 Supports continued facility opdiation 

SCHULER, P 7 , HCaLEY. J A . iRWIN. R D Aft illation Unknown 
03/09/16 PALLADINO.N J Commissioners 27pp 10971 191 24X 

FI Che 90-247. 33/09/16. 830924051 7 


6309240937 Supports closing down of facility 

CINQUEMANI. D , ClNQUEMANt.F Affl I latlan Unknown 03/05/1? 
Commi Bsipners Ip 18576 03? 24<Ficbo 50-247. 83/05/1 9< 
8305240937 


8309240466 Response to Commission 830505 order establishing procedures 
for decision on enforcement action Emergency planning 
doflclencios not significant NRC enforcement action 
unwarranted & Improper W/Cert 1 f Icato of Sve 

MORGAN. C Power Authority of the State of New York MORGAN. C 
Morgan Associates 83/09/20 43pp 18973 181 24X 

Fiche 90-247, 03/05/20. 8305240466 


8309240927 Views re radiological emergency planning in response to 
(Jomfflisilon 830909 order, FEMA 8< NRC should rule that plants 
no longer have significant doficionclcs based on improvement 
8( interim compensating actions 

BLOCK. J D . DRANDENBURO. 0 Consolidated Edison Co of New York, Inc 
03/09/PO 41pp IS971 132 24X Fiche 90-247,03/09/20,0309240927 


8309270966 Supports shutdown of facilities on 030609 

EPSTEIN, R n Affiliation Unknown 03/05/19 Commissioners 2pp 
10646 114 24X Fiche 50-247,03/09/19.8303270966 


8305240941 Supports suspension of plant operation 

0RANNI8. A a New York. State of ELLIQTT.N R Yorktuun. NY 
83/09/20 NRC - No Detailed Affiliation Given 2pp 10576 09| 
24X Fiche 30-24 7.03/09/20.0309240541 


83G9270979 Package of two citliens Itr* supporting continued facility 
operation 

KUNKEL.TC . WEIGaNDT.J T Affiliation Unknown 83/09/20 
PALLADlNOiN J Commissioners 2pp J8647 125 24X 

Fiche 50-247. 83/09/20, 0305270979 



112 


DOCKETED ITEMS 


G303?^0433 Supports continued plant operation^ Plants should not be 
held hostage to ovacuation pro-c&sa 

TODORO'/ICH*M h Affiliation UnknaujJi 8D/05/23 CHlLK. S J Office 
of thd Secretary of the Coaiinission 3pp 18575 255 24X 

Flche 50-347. 03/05/23. 9305240453 


J Insurance I. indemnity information 


8305ia020S Forwards E:nd€JT seme n t £jS to NFLIA Policy hTF-aoa Endorsemant 
55 to MAELU Policy MF-77 

OOLDEf^M P Marsh !< McLennan. Inc B3/05/03 SALT2MAN, J 
Assistant Director for State f< Licensee Relations 3pp 16427 356 
S4X Fiche 30-000. 63/05/03, 0305120208 


P Operating license stage documents t- corr pspondance 


B3052305?? Encourages industry approach to f oroiu lat ion of baclcflttlng 
rule in line u/Regu i atory Refonn Task Force effort, per 
321221 ttr 

OVSQN. ./ 5 Poiuer Authority of the State of New York 83/03/02 
TOUR TEL LOTTE. J Regulatory Reform Task Force 2pp 18541 339 a4X 

Fi Che 30-000.03/03/02.3305230597 


8303230720 Forwards list of utils reapontfiiig to reguests for cost 
figures on backfittlng 

TOURTBU QTTE. J Regulatory Reform Task Fared 63/04/11 
PALLADlffO. M J Commissioners 2pp 13942 272 34X 

Fiehe 90-000.83/04/11.6305230720 


830S030284 Natifipatian of 030429 meeting util in QethesdaiMD to 
discuss steam generator chemistry *' firo protection interim 
measures 

POLK.P J Operating Reactors Branch I 03/04/22 VAR&A. S A 
Operating Reactors Dranch 1 4pp 18309 330 24X 

Flche 90-286.03/04/22.8305030294 


8305020381 Forwards description of mods to contra] roooi celling 
eggerate ceiling supports to be implementeii prior to startup 
from current refueling outage 

HAVNE.J P Power Authority of the State of New Vorii 83/04/28 
VAROA.S A Operating Reactors Branch i 5pp 1827.6 21 J 24X 
Flche 50-286.03/04/28,8309020361 


8305030408 Forwards Rev 2 to "FracturB Mechanics Analysis of Indian 
Point Unit 3 Nuclear Generating Station Bteam Generator 
Olrth Ueld Cracks '* Response re util approach requested by 
030504 

BAYNE. J P Power Authority of the State of New York 03/04/20 
VABOA. S A Operating Reactors Dranch i 4pp IB291 223 24X 
Flche 50-296.03/04/20.6309030408 


•-8303030412 Rev 2 to '‘Fracture Mechanics Analysis of Indian Point Unit 3 
Nucleai Generating Station Steam Generator Girth Maid 
Cracks " 

COTTER. K H . PARIS. P C Fiacture Proof Design Corp 83-194 n02 
83/04/11 U3pp 10291 227 24 H Flche 90-286. 83/04/28, 

83030304 08 


305170637 Clarifies 621220 environ qualification SER Ous 1 1 f 1 cat ions 
for continued operation <JCO> should be reviewed to ensure 
that UCO eilsts for all equipment that may not be qualified 
Proprietary review, per and gui de lines, due In 30 days 
VARCA, S A Operating Reactors Branch 1 83/04/30 BAYNE. J P 

Power Authority of the State of New York 6 pp 10496 354 24X 

Fiche 50-286,83/04/20.8305170637 


3OSO30455 Generic ttr 83-19 to all power reactor 7. tasting Ucensaes 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list encl 

EISENHUT. D 0 Division of Licensing 83/09/02 Consolidated 

Edison Co of New York. Inc gOpp 16441 120 24X 

Flche 90 '000, D3/09/0Qr 83050204 59 


3050603?/ Forwards proprietary version of '‘Fracture Mechanics Analysis 
of Indian Foint.Unlt 3 Nuclear Generating gta 1 1 on. Steam 
Generator Girth Weld Cracks Under Rresaui ired Thermal 
Shock Conditions " Rept withheld iref iOCFR2 7901 
BAYNE.jp Power Authority of the State of New York 63/09/03 

UARGAi 8 A Operating Reactors Branch I 2pp 18348 203 24X 

Flche 90-266, 03/05/03, 8305060397 


■8305060407 Forwards proprietary version of "Fracture Mechanics Analysis 
of Indian Point, Unit 3 Nuclear Generatiny Stat 1 on. Steam 
Generator Girth Weld Cracks Under Picssurlred Thermal 
Shock CoTidltjoJii Rept withheld Cref I0CFR2 790> 

COTTER, K M Fracture Proof Design Corp 83/04/29 Office of 

Nuclear Reactdr Regulation. Director Ip 18348 205 24X 

Fiehe 50-2B6. 03 /05/03 . 830506039 7 


— 8309060417 Submits application for wl thholding from public disclose. 
"Fracture Mechanics Analysis of Indian Point. Unit 3 Nuclear 
Oenerabing Sta t ion. Steam Generator Girlh Wold Cracks Under 
Frassorized Thermal Shock Conditions " 

COTTER. K H Fracture Proof Design Corp 03/04/29 Office of 
Nuclear Reactor Reg uJat 1 on. Director 4pp 10348 206 24X 

Fiehe 90-286.83/05/03,8309060397 


03O3O6D427 Forwards application for amend to License DPR-64i chang 1 ng 
Tach Specs 4 2-3.4 2-3a, 6 II t. Table 4 2-1 to amend 
License Condition 2 I 3 to include condenser hot well 
manltoring as process sampling point 

BAYNE. J P Power Authority of the State of New York 03/09/03 
YArQA. S A Operating Reactors Branch 1 2pp 10343 227 24X 
Flche 50-266.83/09/03.8303060427 


— 8303060446 Application for amend to License DFR-64, chang Ing Tech Spec 
4 2 *- 3 . 4 2-’3ai - 6 II & Table 4 2-1 to amend License Condition 
2 1 3 to include condenser hot well monitoring as process 
sampling point 

BAYNE. J P Power Authority of the State of New York 83/05/03 
4pp 10343 239 24X Flche 30-286,83/05/03,8305060427 


— 0309060449 Proposed changes to Tech Specs 4 2-3.4 2-3a. 6 U & Table 
4 2-1 to amend License Condition 2 I 3 to include condenser 
hot well monltoTing as process sampling point 
a Power Authority of the State of New York 03/09/03 6 pp 
18343 333 24X FiChe 30-206,03/09/03.8305060427 


8303060431 Foruarda application for amend to License DPR'’64, chang ing 
Tflcb Specs 6 9 1,6 9 i 4,6 9 I 7.6 9 I 8.6 9 2 & Tables 
3 6-1 4c 4 4-i to reflect containment isolation valve mods ?f 
NRC & uttl organ! eat i ona 1 changes 

BAYNE. J P Power Authority of the State of New York 83/09/03 
VAROA.S A aperating Reactors Dranch 1 3pp 18331 199 24X 
Fiche 30-286, 83/09/03. 8305060431 


— 8305060432 Application for amend to License DPR-64. chang ing Tech Spec 
6 9 1,6 9 1 4,6 9 1 7, 6 9 I 0,6 9 2 6 Tables 3 6-1 it 4 4-t 
to reflect containment isolation valve mods St NRC it util 
organi iationa 1 changes. 

BAVNE, J P Power Author tty of the State of New York 03/09/03 
Ip 18391 202 24 X Flche 30-206.83/09/03,0309060431 


— 0303060433 Proposed changes to Tech Specs 6 9 1 . 6 9 1 4 . 6 9 1 7. 
6 9 1 8.6 9 2 ft Tables 3 6-1 4 , 4 4-1 to reflect containment 
isolation valve mods 6 or ganl latlona 1 changes W/one oversiio 
drawing Aperture card is available in PDR 

* Power Authority of the State of New York 03/09/03 I3pp 
18391 203 24X Fiche 30-286.03/09/03.0309060431 


030906043? Forwards draft Rev I to Vol 1 of "Sys Interaction Study." 
Incorporating or gan 1 lat 1 o-oa 1 changes Commetits requested by 
030919 

OAYNE, J P Power Authority of the State of New York 83/09/03 
VARGAiS a Operating Reactors Branch I Spp 10343 303 24X 
Fiche 90-286.03/05/03,8309060439 


— Q305060440 Draft Rev t to Vo I 1 of "Sys Interaction Study ” 

a Ebasco Services, Inc isubs of Enserch Corp ) 83/05/03 

91 pp 1B343 309 S4X Fiche 30-286.83/09/03.8303060439 


8305130117 Forwards Rev 2 to Procedure SOP~SO- 2 , "Secondary Plant 
Chemistry Control” $. Rev S to Procedure RE-Cs-12. "Routine 
Chemistry Specs 4 , Frequency. " In response to NRC 830421 Itr 
4. discussion at 83042? meeting 

BAYNE. J P Power Authorlti; of the State of New York 63/03/03 

VARGA. 8 A Operating Reactors Branch I ip 18430 009. 24X 

Flche 90-286,83/05/03,8309130117 


—8303130120 Rev 2 fen Procedure nE-CS-OI2. "Routine Chemistry Specs 4i 
Frequency '' 

KERNS.M Power Authority of the State of New York 03/09/02 
18pp 10438 010 24X Fiche 90-306.03/09/03,8309130117 


—0305130123 Rev 2 to Pracedure Sap-SG- 2 , "Secondary Plant Chemistry 
Control " 

GILLEN, J Power Authority of the State of New York 03/09/02 
I 6 pp 18438 029 24X Fiche 90-286,83/09/03,0309130117 


0309040323 Board Notification B3-057 forwards differing prof opinions 
re eys interaction l< safety c i ass 1 f icafeion Info relates to 
Board Notifications 83-17 4, 83-44 re Unresolved Safety Issue 
A-17 

EISENHUT.DG Olvislon of Licensing 83/09/04 PALLADINO, N 
Commissioner* aapp 10337 13? 24X Fiche 50-000103/05/04, 

8303040323 
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03O3nOO5a Forwards application for amend to License 0PR-64p c^ang inQ 
Tech Specs re safety 1 Imi t« reac tor core 8* control rod S- 
power distribution 1 1 mi tSi shutdown reactivity & deleting 
ref* to three-loop operation 

BAYNEj J P Power Authority of the State of New Yort B3/03/03 
VAROAi S A Operating Reactors Branch 1 2pp 18408 003 24X 
Flche 30-2861 83/03/03, 0303110033 


—0305110030 Application for amend to License DPR-64, changing Tech Specs 
re safety 1 iml t« reactor core & control rod ^ power 
distribution 1 imi ts, shutdown reactivity ^ deleting refs to 
thres^loop operation 

BAYNE/ P Power Authority of the State of New York 03/05/05 
Ip 10408 003 24X FIche 30‘-2e6i 83/03/05* 03051 10033 


•'-0305110063 Proposed Tech Spec changes re safety 1 Iml t« reac tor core tt 
control rod ic power diitribotion 1 iml ts, shutdown reactivity 
Refs to three-loop operation deleted since facility 
restricted to 10/4 power 

* Power Authority of the State of New York 03/03/03 27pp 
18406 006 24X FIche 30-286.83/03/03,8305110033 


8303090639 Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list enc 1 

EI8ENHUT/D 0 Division of Licensing 83/03/0? Consolidated 
Edison Co of Now York, Inc t6pp 18627 133 24K 

Flcho 30-000,03/09/09,8303090659 


8303130039 Forwards supplemental info to 021012 response re NUREG-0737f 
Item 11 D 3/ ''Post-Accident Sampling Sys " Response to 
NRC Ouastlon 9(b) not presently available Info will be 
submitted by B30619 

BAYNE, J P Power Authority of the State of New York 03/03/10 
EISENHUT/0 0 Division of Licensing 16pp 18437010 24X 

Fiche 30-206/03/05/10,8303130039 


83O310OO3B Notification of contract e xecut I on, Hod 1 to "Consulting Svc 
on Indian Point Probab i 1 istic Safety Study " Contractor 
Columbia Univ 

HOYLE, A Administrative Contract* Branch FIN B-3644 83/03/10 

DENTON, H Office Of Nuclear Reactor Regulation, Director CODELL, R 
NRC - No Detailed Affiliation Given Ip 18499 289 24X 

FIche 30-247/83/03/10,8303100038 


—0305180047 Mod 1, extending period of performance to 630630 changing 
payment t, general provis Idns, to "Consulting Svc on Indian 
Point Probabilistic Safety Study " 

LEWIS/ J P Columbia Univ REDELUO/ J E Division of Contracts 
83/03/10 ip 18499 290 24X FIche 30-247,83/03/10,8303180030 


8303160080 Advises that no basis exists to further delay facility 
startup per 821018 amend application re steam generator tube 
sleeving 030903 order concerning emergency preparedness 
SINCLAIR/ L W Power Authority of the State of New York 03/03/12 
DENTON/ H R Office of Nuclear Reactor RegulatlPti/ Director 3pp 
18450 337 24X Fiche 30-206.83/03/12,0303160000 


8303200405 Forwards Rev 3/ to "Fracture Mechanics Analysis of Steam 
Oenirator Olrth Weld Cracks “ 

BAYNE/ J P Power Authority of the State of New York 03/03/16 

VAROA, 8 A Operating Reactors Branch 1 Ip 10317 173 24X 

Fiche 30-206/03/03/16,0303200403 


— 8303200412 Rev 3 to "Fracture Mechanics Analysis of Steam Generator 
Olrthweld Cracks " 

COTTER, K H , PARIS, P C Fracture Proof Design Corp 03-134 R03 
83/03/03 119pp 10317 176 24X Fiche 30-286,83/03/16/ 

8303200403 


8303240329 Responds to request for info re seismic qualification of 
auxiliary feedwater sys "Alarm Response Procedures Panel 
SCF Condensate it Boiler Feed AnP-6/ " revised to include 
listed manual actions 

BAYNEiJ D Power Authority of the State of New York 83/03/18 
VAROA/ 8 A Operating Reactors Branch 1 2pp 18371 123 24X 
Fiche 30-266/ 63/03/18, 6303240329. 


8305240349 Forwards addl info re ability of purge t' vent valves to 
function against accident containment pressures, per 
030206 Ur 

BAYNE, J P Power Authority of the state of New York 03/03/19 
VAROA/ 8 A Operating Reactor* Branch i I3pp 18374 036 24X 
Fiche. 30-266/ 03/03/19, 0303240349 


8303240090 Submits verification of steam generator repair info 
requested in B30320 teUon Addl Info re dose breakdown by 
major task & total dose for sleeving girth weld repairs 
enc 1 

BAYNErJ P. Power Authority of the State of New York 03/03/20 
VAR(?A/ 8 A Operating Reactors Branch I 6pp 10348 333, 24X 
Fiche- 30-206/ 03/05/20, 0303240090 


8303240234 Documents NRC/util tolcon re seismtc qual i f ica tion 
documentation for auelliary feedwater sys x. proposed fire 
protection Tech Specs Tech Specs on quarterly survejllance 
of alternate electrical feed sys to be submitted 
DAYNE/J P Power Authority of the State of New York 03/05/20 

VAROA, S A Operating Reactors Branch 1 ?pp £8340 309 24X 

Fiche 30-206,83/05/20,8303240234 


0303240328 Forwards, "tdent i fl cation t. Listing of Electrical Equipment 
Important to Safety per 10CFR50 49 “ Nonsa f e ty-r ela tad 
electric equipment w/^failure that would prohibit 
accomplishment of safety functions not identified 
BAYNE, J P Power Authority of the State of New York 83/09/20 

VAROA, 3 A Operating Reactor* Branch 1 36pp 18349 239 24X 

Fiche 30-206,03/05/20,8303240328 


Q Inspection reports^ IE Bulletins t correspondence 


8212060385 IE Info Notice 83-14, "Dewatered Spent Inn Eichange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR, J M Division of Safeguard* Inspection Programs (Post 
830103) B3/03/ai Consolidated Edison Co of New Vark, Int 

lt2pp 18300 319 24X Fiche 50-000,83/03/21.0212060309 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list end 

JORDAN'E L Division of Emergency Preparedness & Engineering 
Reaponse (Post 830103) 83/04/15 Consolidated Edison Co of New 

Vopit, Inc !26pp 18433 155 24X Fiche 50-000.03/04/15,8303040021 


8303030200 Forwards request for addl info re secondary water chemistry 
program concerning steam generator girth weld insei vice 
insp NRC approval of program necessary prior to plant 
startup Meeting re subj requested as sodti as possible 
VAft(JA,fi A Operating Reactors Branch ( 03/04/21 BAYNE, J P 

Power Authority of the State of New York 5pp 18332 063 24X 

Ftcha 90-286,83/04/21.8303090280 


8303040023 IE Infa Notice 33-22, "DWR Sa fety/Ral lef Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post 930103) 63/04/22 Consolidated Edison Co of New 

York/ Inc I12pp 1B3E3 069 24X Fiche 50-000,93/04/22,0303040023 


6303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sgs '■ sve list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/04/23 Consolidated Edison Co of Neu 

York, Inc ll9pp 18301 291 24X F i che 30-000, 83/04/25, 0303040029 


6305100405 Forwards t£ Insp Rept 50-206/83-07 on 830316-0415 No 
noncomp 1 1 anc e noted 

STAROSTECKlif? Division of Project & Resident Programs 83/04/25 
BRONS, J C Power Authority of the State of New York 2pp 
18378 046 24X Fiche 50-206.03/04/23.0309100403 


—8305100410 IE Insp Rept 30-286/83-07 on 830316-0415 No noncompliance 
noted Major areas inspected regular 6 backshift insps of 
operati onsi survel I lance/ main b. monthly operating rept review, 
design chenges ^ mods U repair work update 

KENNY. T J , ROBSBACH/L W , KISTER.H Region 1, Office of Director 
83/04/22 9pp J037B 037 24X Fiche 90-206,03/04/23, 0305100403 


0303040036 IE Info Notice 03-34, "Loose Parts in Secondary Side of 
Steam Generators at PURs " Svc list encl 

•JORDAN, E L Oivislon of Emergency Preparedness Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York, me JlSpp 1 0302 047 24X Fiche 30-000. 03/04/20, 0303040026 


0303040027 IE Info Notice 83-25, "Standby Qas Treatment 8ys Heater HigJt 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN, E. L Division of Emergency Preparedness Engineering 
Response (Post 830103), 83/04/28 Consolidated Edison Co of New 

York, me llBpp 10302 165 24X Fiche 30- 000,83/04/28.8303040027 


8303020451 Submits info on status of Ray KillBr/lnc prabUms affecting 
plant, per ASLD request. 

MOORE, d E Hearing Branch I 03/04/20 0LEA8DN, d P Atomic Safety 
and Licensing Board Panel BBpp t0263 ISO 24X 
Fiche 30-247.83/04/28,8303030451 


0303040020 IE Info Notice 03-26. "Failure 
Discharge Line Vacuum Braaker* " 9vc Us 
JORDAN/E L Division of Emergency Prepa 
Response (Post 830103). 03/03/03 Co 

York. Inc I22pp 18441 J70 24X Fiche 
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S303040030 IE Infj Notice B3-27i Operdtional Rasporiise to Ev-ents 
Concerruny Deliberate Acts Directed Against Plant 
Equipment ’ list end 

JORDAN E L Division of Emergenci^ Preparedness h Engineering 
Response iPost 030103) 83/05/04 Consolidated Edison Co o-f Neui 

yorl, Inc llSpp 18302 282 24x Pi the 30-000. e3/05/04i 0303040035 


8303040031 IE InFo Notice 93'2Bi Criteria for Protective Action 
R ecQ/TTi enda 1 1 on s for General E/nergencies Svc list end 
JORDAN E L Division of Etrergenc*/ Preparedness fc Engineering 
Response (Post 830103) 03/05/04 Consol idated Edison Co of Neta 

York, Inc U9pp 18441 001 24X Fic he 50-000. 03/05/04, 8303040031 


B305110167 Advises that util uj 1 1 perform mid-cgcle insp of cteam 
generatir girth ueldi Preliminarg results «< corrective 
measures ulll be Faruarded to NRC 5 dags prior to plant 
s tartup 

BAYNE. J P Pouer Authority of the State of Naw York 83/09/05 
VARDA, S A Operating Reactors Branch 1 Ip 18407 J31 a4X 
Fiche 50-206,83,05/05.830511014:7 


— 0303110310 ‘'Annual Radiological Environ Operating Rept# 1982 ” 

* Consolidated Edison Co of New York, Inc 03/03/02 llHpp 
16392 231 24X FJchc 30-003,83/05/02,0309110303 


S Reportable occurrences, LERs %> related correspondonco 


0305030274 PNfi-I-83-OOa on 830424, secur 1 ty officer overheard vd 1 c e s 
from storage trailer m protected area Officers apprehended 
four contractor employees exiting trailer rear mindow Search 
revealed marijuana cigarette Employees suspended 

MCKEONN.L , GDDY, A T , JOYNER, J H Region 1, Office of Director 
83/04/29 Ip 18297 144 24X Flche 90-286,03/04/29,8309030374 


0309110439 PNS-I-83-012 on 830905, 1 iconsee Informed Region I that 
contract health physics employee of Inst for Resource Mg t 
arrested on suspected multiple federal drug-relafcod charges 
Individual access to site voided as nf 830905 

MCKEONN* BAILEY, GODY Region 1, Office of Director 83/09/03 Ip 
10405 007 24X Fiche 90-286, 83/09/05, 03091 10437 


0303040033 IE Info Notice 83-29. Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post B30103I 83/05/06 Consolidated Edison Co of Neu 

York. Inc llSpp 18523 248 24X Fiche 50-000,83/05/06,0303040033 


S303040034 |£ Info Notice 83-30, '‘Misapplication of Generic Emergency 
Operating Procedures (EGP) Guidelines '* Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post Q30103) 83/05/11 Consolidated Edison Co of New 

York Inc llApp 10524 003 24X Fiche 50-000,83/09/11,0303040034 


T Hearing transcripts on non-antitrust matters 


8303230001 Transcript of 030322 hearing in White Plains, NY 
Pp 10*737-11,117 Supporting documentation one 1 
♦ Atomic Safety and Ulcensing Board Penal 03/03/32 6l2pp 
18332 031 24X Fiche 90-247,83/03/22,0309230001 


63091 10002 Excerp ts from transcript of 83040/ hearing Pp 13,017—13*019. 
* NRC - No Detailed Affiliation Given 03/04/07 3pp 10409 009 
24X Fiche 50-247,83/04/07,8305110002 


8305250503 Forwards IE Insp Rept 50-286/83-09 on 030418-22 Na 
nqncoiTip I lance noted 

^ Division of Engineering !, Technical Programs 03/05/12 
BRQNS, J C Power Authority of the State of Neu York 2pp 
16584 001 24X Fiche 30-286.83/05/12,8305250503 

--03O525O5O? IE Insp Rept 50-286/03-09 on 830418-22 Mo noncompliance 
noted Major areas inspected status of repair operations for 
cracked upper shell to transition cone closure ueld on four 
steam generators 

REYNOLDS. SO , DURR. J Region 1. Office of Director 83/05/06 
9pp 18584 003 24X Fiche 50-286,83/05/12,8305250503 

8305250226 Forwards IE Insp Rept 50-286/03-05 on 830320-31 No 
noncomp 1 lan c e noted 

V ^ Resident Programs 83/09/1^ 

Authority of the State of New York 2pp 
18627 017 24X Fiche 50-286.83/05/13.8305250226 

’0-2S<>''S3-03 on B30328-3I Np nonco.T,p 1 l.nc. 
not., Major area, intptct.d liens,, actions talcn to cooolu 
°f ''“'’E6-0737. It.M II S a, •Dosljn RovUs. Sf 
I'lanc anieiding " 

HAVEBKAMP, D R , KEMNy. T J . EAPEN, P R R.jion I, DfPIco of 

=0-a84°83/03/I3, 

s.snl, leant lic.ns.e oi.otln, u./ottl 
^ ^ present results of SALP rents 

KISTER.M B Region 1, Office of Director B3/05/I7 Reolon 1 

run, 


"Error in ADLPIPE Computer Program 


8303040040 IE Info Notice 83-31, 

Svc list end 

Hpp 18697 009 24X FI the 30-000,93/05/19,0303040040 

“ 2 «t“?nalL'Su ^”‘i",“;“;^;N»"7.pr,„nt.t,v, Saaipllns o, 

34 X Fiche 90-000,83/05/26,8303 040046 


„ ^ . 830103) 83/03/36 

York, Inc Il4pp 18647007 


«<_related correspondence 

;;; j™- ■ 

SlCdirS:;-?""" “""'•..as 


83OSO3O6O0 Motion for permission to present rebuttal wltnessee on lubj 
of prevailing winds, samp 1 e surveys ir bystander behavior 
Discussion of issues could not have been anticipated prior 
to presentation of evidence * 

POTTERFJELD, A Union of Concerned Scientists POTTERFIELD, A 
Potterfleld, A 83/04/19 4pp 18300 050 34)( 

Fiche 90-247, 03/04/19, 8305030600 

—8305030619 Testimony of D Gutman re prevailing wind pattern* 

OUTMAN. 0 Union of Concerned Scientists GUTMAN, 0 Public 

Research Group, Now York GUTMAN, D New York, NY 

83/04/19 4pp 10309 054 24X Fiche 50-247*83/04/19,0309030600 

'^^HOLT^R^R sample surveys 8t bystander behavior 

HOLT, R R Union of Concerned Scientists HOLT, 0 R Public 

New York HOLT, R R New York, NV 

4 19 a7pp 10308 098 24X Fiche 50-247*03/04/19,830 3030600 

Reorganlxed testimony of JR Thornborough 6 D Bohnln.g re 
^™^nea? 

^03O8”o99 Indian Point 03/04/19 44pp 

10300 099 24X Fiche 90-247,83/04/19,9303030608 

«"»»"hXSRp, Ma. York 
Atomic Safety and Licensing Board Panel Bon 
18308 139 24X Fiche 30-247,83/04/19,8309030608 

—8309030652 Notion requesting completeness of record on NRC Oiieitians 
Lnd^in! issues, including capabJJity for 

eieiien?y^ emergency planning lone^durlng^ 

Union of Concerned Scientists 83/04/23 Atomic 

Flch. ''80-247. M%i/?,“|3S503S6SB 

.0=78 =30 

■>' MO-'a;’ O^rlnj White Plain,, NY P, ,4.397- 

®®I'*ty and Licensing Board Panel 
.0292 OO, 24X FUR. 30-247, l3/04/27rMM0303BB ® 


116pp 


8305090425 Teatimony of LA Cohen in rebuttal to testirtinnu na n o i. 
Test mony to be included w/ABLB 830420 transMnfc Outman 

LertlFicatn of Svc encl ^ 
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8303040347 Transcript of 830429 hcarini; in White PIains*NV Pp 15.088- 
194236 8upp lermente 1 testimonies end 

» Atomic dafeti; a(t[i Licensing Hoard Panel 03/04/2? I49pp 
18323 242 24X Fiche 30-247,83/04/29.8305040347 


0303130327 Transcript of Commission 630503 meet ing. d i scusslan it 
possible vote in Wash ing ton. DC re status of emergency 
planning at facilities Pp 1-22 

« Commissioners 83/03/05 27pp 1Q457 277 24X 

Fiche 30--247. 03/03/03. 8303130327 


8303S40554 Statement to he incorporated in minutes of ComimissiDn 830526 
public bearing stato/f edera 1 govt must force counties to 
devise evacuation plans Problems u/emergency plans must 
be resolved before 830609 

01 OIACOKOiC Q Cortland, NY 03/05/10 4pp 18376 029 24X 

Fiche 90-247.03/03/10,8303240554 


S303S40566 Releases transcript of Commission 021222 discussion It 
possible vote on emergency planning actions for placement in 
PDRf per 10CFF19 Commission determination statement end 
CHlUKi 0 3 Office of the Secretary of the Commission 03/03/10 
Public Document Branch 2pp 18393 063 24X Fiche 30-003. 83/03/ IB. 

8303240366 


— 0303240370 Transcript of 021222 discussion U possible vote on emergency 
planning actions in Wash ing ion. DC 

♦ CommiBfilonors 02/12/22 ISpp 18393 065 24X 

Fiche 30-003.03/03/18.0305240366 


■0303240574 Transcript of 021222 discussion & possible vote on emergency 
planning actions in Wash ing ton. DC 

» Commissioners 03/12/22 39pp 18593 082 24X 

Fiche 30-003,83/03/10.0303340366 


8303240331 Statement of C 1 er gy . Re I i g ious 6 Laity Concerned About Indian 
Point Common citizens reject idea that expertise irrelevant 
Value of human life is supreme value 

» Affiliation Unknown B3/03/20 4pp 10371 103 24X 

Fiche 30-247.83/03/20.0303240331 


0303240333 Forwards written testimony on efforts to address 
deficlendes in emergency response plan since 030309 
D'RdURKE.A P Westchester County. NV 03/03/20 PALLADINO. N J , 
OlLlNSKViV . AIIEARNE.J Commissioners Ip 18376 043 24X 

Fiche 30-247.03/03/20.8309240333 


— 0303240939 Testimony of AP O'Rourke ro actions taken to improve 
emergency planning since commission 030909 order Unions 
representing bus drivers fully support orientation course on 
radiological emergency response procedures 

O'ROURKC. AP Westchester County. NV 83/03/20 6pp 10976 044 
24X Fiche 90-247.83/03/20.8309240933 


0303240333 Forwards statement for inclusion in special proceeding 
testimony 

WEJB8.T House of Rep 83/09/20 PAI-LADINO.M Comml s sioners Ip 
18376 029 24X Fiche 50-247.03/05/20.0303240999 


•0309240350 Stalemont of T Weiss re proposed evacuation plans Plants 
should be shut down permanently Planning for nuclear 
accident futile Public safety should be top priority 
WElSa. T. House of Rep 03/09/19 3pp 10376 026 24X 

Fiche 90-247. 03/09/20. 8309240999 


8309310002 Testimony of RW Carlisle re potential haiards of nuclear 
accidents Long-range educ in nuclear radiation should be 
implemented Robots should be developed to dismantle plant 
after meltdown ^ 

CARLISLE. R W Affiliation Unknown 83/03/20 3pp 10693 240 24X 

Fiche 90-247,03/09/20.8309310002 


8309310033 Transcript of Cemmisslon 830323 discussion of Indian Point 
order In Wash Ing ton. DC Pp 1-19 

a Commissioners 83/03/23 23pp 10663 128 24X 

Fiche 30-247.83/03/23.0305310033 


U Congress 1 ona 1 /Exocut Ive Correspondence 


0309240995 Forwards statement for inclusion In special proceeding 
testimony * 

WEISS, r House of Rep 03/03/20 PAUL^INO.N Commissioners Ip 
18376 023 24 X Fiche 90-247.03/03/20.8303240335 


— 0303240530 Statement of T Weiss re proposed evacuation plans Plants 
should bo shut down permanently Planning for nuclear 
accident futi le, Pub I ic safety should be top priority 
WEISS. T House of Rap 83/03/19 3pp 10376026 24X 

Fiche 50-247.83/05/20.0303240993 


8305310059 Commends State of NV commitment resources ^ cooperation 
w/liconsces *. local govta to implement oftsite emergency 
prepareaness. plan 

PALLADINO.N J Commissioners 83/05/25 CUOMO. M H New Voi k, 
State of Jp 18693 200 24X Fiche 90-24 7, 83/05/25. 0305310059 

— 8303310070 Expresses concern that addl actions reciuired to satisfy 
mandates per 10CFR3D 34(S)(1) State of lA Disaster 
Preparedness Commission will work w/utils until Rockland 
County completes emergency preparedness plans 
CUOMO. M M New Vork. State of 83/03/25 PALLADINO, N J 

Commi ss lonar-s 3pp 18653 281 24X Fiche 50-247.63/09/25. 

0309310059' 


DOCMET 90-207 OCONCE NUCLEAR gTATjON. UNIT 3 


F Security, medical, emergency t Fire protection plans 


8305270326 Foro^ards IE Insp Repts 30-269/03-13,30-270/83-13 & 
30-287/03-13 on 830311-0410 No noncomp 1 lanv e noted 
DANCE. H C Division of Pioject 6 Resident Programs 83/05/06 
TUCKER. H D Duke Power Co 2pp 18641 142 24X 

Fiche 30-269. 83/05/06. 8303270326 


—8305270330 IE Insp Repts 50-269/03-13,90-270/03-13 U 5O-207/S3-I3 on 
030311-0410 Wo noncomp 1 lance nnted Major areas inspected 
surveillance test! ng. ma int h operations 6 annual emergency 
drill 

RRYAhITiJ Region 2, Office of Director 83/Q3/06 9pp 
18641 144 S4X Fiche 50-269.83/09/06.8309270326 


8309270374 Forwards IE insp Repts 90-269/83-10,50-2/0/03-10 U 
50-287/03-10 on 830409-06 No nancomp 1 larce noted 
DANCE. H C Division of Project 6 Resident Programs 83/09/06 
TUCKER, H D Duke Power Co 2pp 18643 OH S4X 
Fiche 90-269.03/05/06.8305270374 


— 8303270307 IC Insp Repts 50-269/83-10.90-270/83-10 6 SO-207/03-lO on 
830409-06 No noncompliance noted Major areas inspected 
emergency preparedness exorcise 

HUFFMAN, 0 N Region 2. Office of Director 83/09/03 lOpp 
18643 013 a4X Fiche 90-269.03/05/06.8305270374 


0305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for QLs It holders of CPs ro clarification of 
access to control procedures for law enforcement visits 
Bve list end 

EiaENHUT. D 0 Division of Licensing 83/05/11 Consolidated 

Edison Co of Now York. Inc i6pp 10540 099 24X 

Fiche 90-000,03/09/11.8309110034 


J Insurance !< indemnity information 


0309260261 Foriuavds Endorsements 59 6 56 to MAELU Policy riF-6l h 
Endorsement 72 to NELIA Policy NF-102 for Oconee Nuclear 
Station 6 Endorsements 29 6 20 to NELIA Policy NF-248 << 

MAELU Policy MF-lOl . respec ti ve ly. for McOuire 

LAWeON.L T Duke Power Co 03/09/20 SAUTZffAN, J Office of 
Resource Management. Director 19pp 10626 120 24X 

Fiche 50-000. 03/09/20. 030526026 1 


P Operating license stage documents 6 correspondence 


8305240249 FOIA request for three categories of documents re Reactor 
Safety Study Methodology Application Program 
<NURE0/CR-1639. VoU I-4I h Interim Reliability Evaluation 
Program (NUREC?/CR-25t 9. 2707 U 2002) 

8H0LLV, S C Union of Cuncerned Scientists 83/03/11 FELTON, j M 
Division of Rules and Records Ip 18593 170 24X 

Fiche 30-000,83/03/11.8309240249 


0309240294 Partial response to FOIA request kor three catogorics of 
documents ro Reactor Safety Study Methodology Application 6 
Interim Rollabltity Evaluation Program ropts Forwards 
App A documents- Search for add! documents in progress 
FELTON, J M Division of Rules and Records 03/03/31 SHOLLY.S C 
Union of Concerned Scientists 2pp 10993 179 24X 

Fiche 30-000, 83/03/31 ♦ 8309240234 


*•-0305240239 Fur^uards comments on draft rept re Reactor Safety Study 
Methodology Applications Program Pot facility Changes 
Indicated in areas of validity of sys criteria correctness 
6 appropialeness of assumptions in sys analysis 

PARKER, W 0 Duke Power Co 80/09/22 DERNCRD- R Probab 1 1 1 S ti c 
Analysis Staff (Pre 801119) ilpp 18993 101 24X 

Fiche 30-000/ 03/03/31 , 8305240294 



116 


DOCKETED ITEMS 


B30509007B Foruards Amend & 120« 120 11"* t<) Lic«n«e6 DPR-3B» OPR-47 8* 

0PR'35i re« pec 1 1 VC I . sd Fetg evaluationi L notice of iiiuance & 
as/d i t ab 1 1 t tu Atnends revise Fecb Spec uithdrau^al acriedule 
for reactor vessel surveiliance cap-sules 

conn EH. E L Operating Reactors Branch 4 B3/04/19 TUCKER, H B 

Duire Pouer Co 4pp 16361 140 24 < Fiche 50’'3&9. 03/04/ 1 5. 

6309090070 


— 8303090111 Amends 120,120 t> 11'' to Licenses DPR-aS, DPR-47 i DPR-53, 
r« s p ec 1 1 ve 1 1^4 ravi s J ng Tech Spec uithdraual schedule Far 
reactor vessel surveillance capsules 

STOLZ, J F Operating Reactors Branch 4 83/04/13 Spp 

IS301 144 S4X Fictte 30-267. 83/04/ 1 5- 8303090078 


-“8303090124 Safety evaluation supporting Amends 120,130 & 117 to 
Licenses DPR-38. DPR-'47 2, DPR- 33, r espec t i ve I y 

* Office Of Nuclear Reactor Regulation, Director 83/04/15 2pp 
18381 152 24X Fiche S0“269, 83/04/1 5. 830309Q07B 


— 8303090138 Notice of issuance Jt a /a 1 1 eb i I t ty Of Amends 120,120 «< I 1 7 
to Licenses DPR-38i DPR-47 S, DPR*'SS, respec fclve 1 y 
STOLZ, j F Dperatiiig Reactors Branch 4 83/04/15 2pp 

19361 154 a4X FlchB 30-269, 83/04 / 1 3, Q3030700-78 


3303130294 Foru/ards safety evaluation 4. FranHih Researcli Ctr technical 
evaluation lept. "Control of Heavy Loads (C-lO K Oconee 
Nuclear Pomer Stat 1 on, Un I ts 1 , 2 3 •' Phase 1 actions 

acceptable per NUflEO-OilS 

STOLZiJF OperatlTif Reactors Branch 4 03/04/20 TUCKER, H B 

Duke Power Co Spp 18457 179 24X FUhe 50-267,03/04/20, 

0303130294 


-a305l3-029A Safety evaluation supporting Phase I actions re control of 
heavy loads >(NURE0-0612> 

e Office of Nuclear Reactor Regulation, Director 83/04/20 Ip 
18457 £02 24X Fiche 30-269,33/04/20,0303100294 


“8304070286 "Control of Heavy Loads <C“I0>, Oconee Nuclear Power Station 
Units 1.2 & 3,*’ technical evaluation rept 
ROBERTS, S Franklin I nst 1 tute /Frank 1 in Research Center 
NRC-03-ai-l30 TER-C 5506-374/373/37 83/03/31 CLEMeNSON,F NRC 

- No Detailed Affiliation OLven 20pp 10437 >03 24X 

Fiche 36-267,03/04/20,8305130294 


305090606 Forwards safety evaluation in support of continued PVJR 
operation u/Dresser pririary safety valves re TNI Action Iten> 

II D I EPRl data on tests of certain models of Dresser 
safety valves under review on generic basis 

STOLZ, Jr Operating Reactors Branch 4 83/04/27 TUCKER, H B 

Duke Power Ca 2pp 1B367 111 24X Fiche 30-269,03/04/27, 

0305090600 


105040564 Forwards proposed App A to offsite dose calculation manual, 
supporting radiological effluent Tech Spec per 630209 Itr 
eubmitta] constitutes final revised offsite dose calculation 
manua 1 

TUCKER, H B Duke Power Co 03/04/20 DENTON, If M Office of 
Nuclear Reactor Regulation, Director ST0L2, J F Operating Reactors 
Branch 4 Ip 18320003 24X Fiche 50-269,03/04/20,8305040564 


6305040560 App A to, "Oconee Nuclear Station Bite Specific Info " 
♦ Duke Power Co 03/04/28 32pp 18320 084 S4X 
Fiche 3 0-269 ,83/04/20, 030504056 4 


05200103 Forwards safety evaluation on standby shutdown facility 
Design meets r B^tuireman ts, e»c ept for process monitoring 
instruments for source range flux monitoring Sg steam 
enerator pressure indication 

STOLZ, J F Operating Reactors Branch 4 83/04/20 TUCKER* H D 

Duke Power Co 4pp 18576 134 24X Fiche 50-269,03/04/28, 

J30520Dt03 


33052-00106 Safety evaluation re standby shutdown facility Design 
acceptable except on availability of source range flui 
monitor S< steam generator pressure indication 
4 Office of Nuclear Reactor Regulation, Director 83/04/28 
I7pp 16376 156 24X fiche SO-269. 83/04/28, G 30520 01 03 


150204S3 Generic Ltr 03-19 to all power icactor it testing licensees 
e new procedures for previding public notice concerning 
stuance of amends to OL* Sve list enc 1 

rSENHUTiO G Divlslan of Licensing 03/05/02 Consolidated 
dison Co of New York, Inc 50pp J844|,150 24X 

Iche 50-000,03/05/02.8305020435 


5060365 Notification of B30506 meeting w/B&W Owners Group In 
ethesda,l1D bo discuss core barrel failure at Rancho Baco I, 
rysfcal River 3, future plans for resolving problem 4, 
uitlflcatlon for continued operation 

INER,a Operating Reactors Branch 4 83/05/02 STOL.Z, J 

larating Reactors Branch 4 2pp 10333 092 24X 

he 50-000 , a3/-(>5/0a , 030506036 5 


0305090435 Forwards safety evaluation of implementation of asymmetric 
fault for control rod 6-3 during Cycle 7 Method for 
restoring norinal operating flexibility can be 
undertaken w/o affecting plant safety 

TH1E0, A C Duke Power Co 03/03/04 DENTON, H R Office of Nuclear 
Reactor Regulation, Director STOLZ, J F Operating Reactors Branch 
4 3pp 10363 071 24X Fiche 50-287,03/03/04,0305090435 


6303100034 Forwards Aiftcnds 121.121 U8 to Licenses DPR-3B, DPR-47 &« 
DPR“55, respec t i veil/, safe ty evaluation it notice of issuance 
6 availability Amends revise Tech Specs to delay certain 
surveillance re q.ui rumen ts until next refueling outage 
eiSENKUT, D O Division of Licensing 63/03/03 TUCKER, H 6 Duke 
Power Co 3pp 10499 245 24X Fiche 50-269,03/05/03,0305180034 


—0309160045 Amends I2i,l2i It i 18 to Licenses DPR-38i DPR-47 & DPR-S5, 
resp ec tivel y, r evl s 1 ng Tech Specs to delay certain 
surveillance t ei^uir emen ta until next refueling outage 
STOLZ, U F Operating Reactors Branch 4 83/05/05 2lpp 

10499 248 24X Fiche 30-*269, 03/03/03, 8303180034 


—8305160059 Safety evaluation supporting Amends 121,121 t< 118 to 
Licenses DP R-Oa, DPR-47 it DPR-95i respec tl vely 

a Office of Nuclear Reactor Regulation, Director 83/05/05 Spp 
18499 269 24X Fiche SO-269, 03/05/05, 8305100034 


“-8305160060 Notice of issuance V availability of Amends 121,121 ^ 118 to 
Licenses DPR -38, DPR“ 47 U OPR-93, respec ti vely 
STOLZ, J F pperatlng Reactors Branch 4 03/05/05 2pp 

18499 274 24X Fiche 50-269,03/05/03,0305160034 


8305090639 Generic Ltr 8D-20 to all operating reactor licensees S< 
holders of CPs re Integrated scheduling for implementation 
of plant mods 8vc list end 

erSENHUT, D G Division of Licensing 03/05/09 Consolidated 
Edison Co of New York, Inc 16pp 10627 133 24X 

Fiche. 30-000. 83/05/09, 0303090659 


8305100151 Forwards request for addl info re details on void formation 
during natural circulation cooldoun.per 010303 Generic Ltr 
81-21 Response dtd BlllOS Inadequate 

STOLZ, J F Operating Reactors Branch 4 63/05/09 TUCKER, H B 

Duke Power Co App 18502 344 24X Fiche 90-269,83/05/09, 

0305180151 


8305130025 Submits info supporting determination that critical path 
outage time could be saved if containment purging commenced 
at RC8 temp between 250 F 223 F rather than present 200 F 
Preparation of proposed Tech Speus re purging in progress 
TUCKER, H B Puke Power Co 83/03/10 DENTON. H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 2pp 10437 134 24X Fiche 50-269,03/05/10,0305130023 


8305230499 Notification of 830606 meeting w/util in Dethesda,MD to 
discuss forthcoming appeal meeting re staff positions for 
standby shutdown facility Process monitoring Instruments 
tc source range flux monitors to be addressed 

SUERMANN. J F Zlperating Reactors Branch 4 83/05/16 STOLZ, J F 

Operating Reactors Branch 4 2pp 18541 274 24X 

Fiche 30-000.83/05/16,8305230497 


0309^30479 Forwards responses to 030411 ltr re environ qualification 
of safety-related electrical equipment Uustl fi cation for 
continued operat i on. p er NUREG-0737i TMI Action Item II B 4 
provided Response to IE Bulletin 79-OlB will be revised 
TUCKER, H D Duke Power Co 83/05/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STDLZ,U F Licensing Branch 
4 27pp 38989 005 24X Fiche 50-269,83/03/17,8305250479 


0305310081 Submits addl info re safety-related environ qualification of 
electrical equipment, per 1 0CFR3O, 49( g ) IE Bulletin 79-OlB 
Electrical Isolation provided for all reactor protective sys 
ie engineered safeguards protective sys 

TUCKER, H B Ouko Power Co 83/05/20 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 3pp 18655 123 24X 

Fiche 50-269. 83/03/20, 8305310001 


0309310083 Forwards SER based on review of mechanical response to 
primary coolant sys subjected to asymmetric LOCA loads 
Util assessment of asymmetric loads problem acceptable 
STOLZ, U F Operating Raactors Branch 4 83/05/20 TUCKER, H B 

Duke Power Co 2pp 16662 311 24X Fiche 30-269,03/05/20, 

83D53100B3 


— 8305310069 Safety evaluation accepting util analysis of asymmetric LOCA 
loads Reasonable asiurrance that reactor can be brought to 
cold shutdown safely provided 

* Operating Reactors Branch 4 03/03/20 74pp 10662 313 24X 

Fiche 50-269 , 83 /05/2 0, 8 3053 10003 
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0 Inspection reports* IE Bulletins U correspondence 


8218060385 IE Info Notice 83-14* “Deuatercd Spent Ion Exchange Resin 
8osc epti b 1 1 1 tg to Exothermic Chemical Reaction Svc list 
«nc 1 

TAYLORtJ M Division of Safeguards Inspection Programs (Post 
030103) 83/03/21 Consolidated Edison Co of Neui Yorti Inc 

112pp 18308 319 24X Flche 50-000, 83/03/21 . 8212060385 


8305270403 Foruard* IE Insp Repts 50-269/03-08,50-270/83-08 Sr 
5O-2Q7/03-O8 on 830211-0310 No noncomp 1 lance noted 
PANCEi M C Division of Project & Resident Programs 83/04/05 
TUCKER, H Q Duke Pouer Co 2pp 18642 321 24X 

Flche 50-269,83/04/05,8305270403 


— 03052704 U IE Insp ReptS 50-269/83-08, 50-270/93-08 8c 50-287/83-08 on 
830211-0310 No none omp I i anc e noted Major areas inspected 
op era 1 1 onsi surve 1 1 1 anc e test ing, ma int, event rept revieu 
8c emergency procedure revleui 

BRYANT, J I FALCONER, D Region 2, Office of Director 
IONATONI8, A J Division of Project & Resident Programs 83/04/04 
12pp 10642 323 24X Flche 50-269,03/04/05,0305270403 


0305270497 Forwards IE Insp Repts 50-369/83-09,30-270/83-09 U 
50”287/a3-09 on 830308-11* No noncomp 1 lance noted 
DANCE, H C Division of Project 4t Resident Programs 03/04/05 
TUCKER, H B Duke Pouer Co 2pp 18646 192 24X 

Flche 50-269,83/04/05,8303270497 


—0305270318 IE Insp Repts 50-269/83-09. 50-270/83-09 8c 50-287/83-09 on 
830308-11 No noncomp 1 lance noted Major areas inspected 
NUREO-0737, Items II B 2, "Plant Shielding Mods" 8c 1 1 B 3, 
"Post-Accident Sampling Sys " 

COLLINS, T R , OARR,K P Region 2, affico of Director 03/04/01 
7pp 10646 194 24X Flche 50-269,83/04/05,8305270497 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
8ve list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of Neu 

York, Inc I26pp 18435 155 24X Fiche 50-000,03/04/15,8303040021 


8303040023 IE Info Notice 83-32, '^BLIR 8af ety/Re 1 i ef Valve Failures " 
8vc list end 

JORDANrE L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 089 24X Flche 50-000. 03/04/28, 8303040023 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of Neu 

York, Inc 119pp 18381 291 24X Fiche 50-000,83/04/25,8303040025 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Oeneratori at PWRi " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York, Inc 115pp 10382 047 24X Flche 50-000,83/04/28,8303040026 


0303040027 lE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc IlSpp 18382 165 24X Flche 50-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Dlvlilon of Emergency Preparedness k Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Neu 

York, Inc I22pp 18441 170 24X Flche 50-000,83/05/03,8303040028 


6303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103} 83/05/04 Consolidated Edison Co of New 

York, Inc U2pp 18382 282 24X Fiche 50-000,83/05/04,0303040030 


8303040031 IE Info Notice 83-20, “Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Svc list end 
JORDAN, E. L, Division of Emergency Preparedness V Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc 119pp 18441 001 24X Flche 50-000,83/05/04.0303040031 


8303040033 I£ Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L, Division of Emergency Preparedness I, Engineering 
Response (Post 830103). 03/05/06 Consolidated Edison Co of Neu 

York, Inc llSpp 16523 248 24X Fi che 50-000, 83/05/06, 8303040033 


0305270326 Forwards IE Insp Repts 50-269 'GJ- 13- 30-270/83- 13 8^ 
30-287/63-13 on 830311-0410 No nohcooip 1 iitnce noted 
DANCE, H C Division of Project ^ Resident Programs 83/05/06 
TVCKER. H D Duke Power Co 2pp t864l 142 24X 

Fiche 50-269,83/05/06.8305270326 


— 8309270330 IE Insp Repts 50-269/83-13,50 270/03-13 i, 50-2B7/B3-13 on 
830311-0410 No none amp 1 1 anc e noted Major areas Inspected 
surveillance tes ting, maint ) operations f/ annual emergency 
drill 

BRYANT. J , falconer. D Region 2, Office of Director 

BROWNLEE, V L Division of Project 6 Resident Programs 83/03/06 

9pp tB64l 144 24X Fichc 50-269. 83/05/06, 83 0 5270326 


0309270374 Forwards IE Insp Repts 50-269/03-10, 30- 270 ''83 -10 t, 
50-287/83—10 on 830403-06 No noncomp 1 lance noted 
DANCE* H C Division of Project L Resident Programs 83/05/06 
TUCKER, H □ Duke Power Co 2pp 1B643 Oil 24X 
Fiche 50-269. 83/05/06. 8305270374 


— 0305270387 IE Insp Repts 50-269/83-10, 50*-270/e3-1 0 t 30-287/83-10 on 
S30405-06 No noncomp 1 lance noted Major areas Inspected 
emergency preparedness exercise 

HUFFMAN, 0 N Region 2, Office of Director JENKINS, 0 R Divlslo<n 
of Emergancg Preparedness tt Mater lals Safety 83/05/03 lOpp 
18643 013 24X Flche 50-269.83/05/06,83052/0374 


8303040034 IE Info- Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of Neu 

York, Inc Il4pp 10524 003 24X Fiche 90-000.63/05/11,8303040034 


8305270425 Foruards IE Enforcement Conference Repts 50-269/83-12, 
50-270/83-1? & 50-207/83-12 on 830323 U 0419 No 
none omp 1 i anc e noted Concern re open pressurl la tion line test 
valve on Unit 3 discussed 

O'REILLY, J P Region 2. Office of Director 83/03/11 TUCKER. H H 

Duke Power Co 2pp 18642 280 24X Fiche 50-269,03/09/11, 

8305270425 


“-8305270433 IC Enforcement Conference Repts 90-269/83-12,90-270/83-12 
& 50-287/03-12 on 030323 U 0419 Major areas discirssed open 
pr essur 1 y a t ion line isolation valve on emergency hatch on 
630317 tc corrective actions 

DANCE. H C Division of Project 6 Resident Programs 83/09/10 
5pp 18642 282 24X Flche 50-269,03/1)5/11.9305270429 


0303040040 IE Info Notice 83-31, "Error in AOLPIPE Computer Program " 
3vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Rosponie (Post 030103) 83/05/19 ConsrxUdafcad Edison Co of Neu 

York, Inc 114pp 10697 009 24X Flche 50-000, 83/05/ 19, 8303040040 


8309310081 Submits add! info re saf ety-rolated environ qualification of 
electrical equipment, per iOCFRSO 49(g) 6 IE Bulletin 79-OlB 
Electrical isolation provided foi all reactor protective sys 
I engineered safeguards protective sys 

TUCKER, H D Duke Power Co 83/09/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 3pp 18655 123 24X Flche 50-269.83/0 5/20,8305310081 


03D3O4OO46 IE Info Notice 03-33, "Nonrepresentat i ve Sampling of 
Contaminated Dll " 3vc list end 

J^ORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 83/05/26 Consolidated Edison Co of Neu 

York, Inc ll4pp 19647 007 24X Flche 90-000, 83/05/26, B303040046 


R Periodic operating reports It related correspondence 


8309170495 Forwards monthly operating repts for Apr 1983 

TUCKER, H D Duka Pouer Co 83/03/13 Director's Office. Office 
of Inspection and Enforcement ip 18470 142 24X 

Flche 50-269.83/05/13,0305170433 


— 8309170460 Monthly operating repts for Apr 1983 

REAVlS.vT A Duke Power Co 83/05/13 I6pp 18470 143 24X 

Flche 50-269,83/05/1318305170455 


8 Reportable occurrences, LERs related corres p andence 


0305110324 Fart 21 rept re Type 3A-1 Class IE relays Silicon eontroHed 
rectifier (SCR) in trip output circuit may cause random trip 
output Mestinghouse corrective action inciudes replacing SCR 
u/burn-in SCR 

DtK/ALL, D D Droti/n Boveri Corp (subs Brown Dover! 6 Co r Ltd 1 
83/04/27 STELLO, V Director's Office, Office of Inspection and 
Enforcement Spp 18393 278 24X Fiche 50-000. 83/04/27, 83051 J0324 
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630503023-^ RDs 269/83-tO 2B7 'B3-0^ la 821^! 12 t/ 030303 lo»5 l>f 

c 0 n ta I nn e-n t inte^ntij >13 t in progress Buminary list of 

cotnpleted & remaining activities lu/p ro jec tad completion 
d-a tes/ enc 1 

TUCKER. H B Duke Pawer Co 03/O4-'29 O'RElLLYiJ P Region 2. 
Office -of Director 1 3pp 1S33S 001 2-4X Riche 30 - 2 & 9 . 03/04 /'29i 

0305030234 


030S25055/1 Notifies that noble gas mon i toi -6 tac It high-range radiation 
imonitor (NUREG-0737i Ifced II F l(l)> reported as being 
operable in 630318 order < bee ame inoperable on 83042& Caused 
bill inaistura contaml nat 1 on Neu moTtifcors ordered 

TUCKER/H a nuke Pouer Co 83/05/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STDLZ, j F Operating Reactors 
Branch 4 2p p 10580 105 24X Fiche 50 - 2 i 9 , 03/05/19, 830523D5g& 


ROCKET 30-209 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergenci^ fire protection plans 


8303030-693 fieleasas public version of rev to emergency plan 
imp temdnt I ng pro-cedure 

FELTON, 3 M Division of Rules and Records 83/04/22 Document 

Management Branch Jp 18309 116 24X F»che 50-299.03/04/22. 

B305030693 


>3303030695 Public version of Rev 6 to Emergency Plan Imp 1 ement i-ng 
Procedure lOOd 6, *'Addl Assistance Ia Notification *' 

STANCJE, S J Oeneral Public U-tilitles - OPU Service Corp 
03/03/17 21flp 10309 117 24X Fiche 30-209.03/04/22.8303030693 


8305050300 Releases public version ot rev to emergency p Ian 
1 trip 1 eme nt 1 ng procedure 

FELTON, J M Divis^ion of Rules and Records 63/04/25 Document 

Management Branch Ip 10332 169 24X Fiche 30-289,03/04/23* 

8303030300 


--0305030304 Fqrtuards public version of Rev 3 to Emergency Plan 
Implementing Procedure 1004 12. "Environ Monitoring " 

Receipt form encl 

WASH.B General Public Utilities - GPU Service Corp 03/02/83 
DENTON. H R Office of Nuclear Reactor Regulation, Director ip 
10332 170 ?4X Fiche 90-209,83/04/25.0303030300 


♦-03O3O5O3O7 Public version of Rev 3 to Emergency Plan Implementing 
Procedure 1004 12, "Environ Monitoring " 

STANGE. & J General Public Utilities - GPU Service Corp 
03/02/13 Hpp 10332 171 24X Fiche SO-209, 83/04/25. 8305030300 


3305100143 Submits status of offsite emergencg preparedness issues re 
FEMA regional ver if 1 cat i ona through 03-0304 <, data received 
through 830331 concerning schedule for completion of issues 
at facilities 

KRIMM, H W Federal Emergency Management Agency 63/04/26 
JORDAN, E L Division of Emergency Preparedness Engineeritig 
Response (Past B301O3> 9pp 10375 001 24X Fiche 30-289,03/04/86, 

8303100143 


]30St30l80 Advises that emergency preparedness briefings conducted for 
major emplQijers t* operators in locations kiithln emergency 
planning lone plume exposure pathuay Paitlal initial 
decision conditions satisfied 

HUKILL.H D General Pub I i c Utilities - GPU Service Corp B3/03/09 

STOLZ.JF Operating Reactors Branch 4 ip 1044(7 004 24X 

Fiche 90“2e9. 83/03/09, 0303130180 


1303110034 Oeneric Ltr 63-21 to a 1 I licensees of operating reactors, 
applicants for GLs t holders of CPs re clarification of 
access to control procedures far law enforcement visits 
Bve list encl 

ElSENKUr. D G Division of Licensing 03/05/1} Consolidated 

Edison Co of New York. Inc 16pp 10340 099 24X 

Fiche 90-000,03/03/11,8303110034 


305190190 Clarifies 030331 ltr re reactor coolant pump trip on 25 F 
subcooling margin w/respect to (^ual i f i cat 1 on of saturation 
margin monitor sys Sys evaluated per Generic Ltr 02-33 tt 
030413 ltr Schedule for instrumentation upgrading unknown 
HUKILL,H D General PuhUc Utilities - GPU Service Carp 83/05/13 
EISENHUT.D G Division of Licensing Ip 10502239 24X 

FUhe 30-209,03/05/13.8305190130 


Adjudicatory correspondence 


305040054 Discusses status of BLN-GPU lawsuit document rsvteu Next 
rept expected within 2 uks 

DfRCKS, N J Office of the Executive Director for aperatlons 
03/04/20 PALLADINO, N . GILIN3KY, V . AHEARNE. J Commissioners 
2pp 10336 323 24X Fiche 50-269, 83/04 /20. 8309040054 


— 8305040060 Staff requirements memo re 830330 briefing on investigation 
& possible enforcement action IE requested to submit 
investigation results based on review of all documents for 
neu Info within 3 wks 

CHlLH, S J Office of the Secretary of the Commission 03/04/00 
OJnCKB.W J Office o-f the Executive Director for Operations 
HAVES, 3 2 NRC “ No Detailed Affiliation Given CUMMINGS, J J 
Office of Inspector & Auditor 2pp (8336 327 24X 

Fiche 50-289.03/04/20,0309040054 


6305230700 Requests cooperatian in informing NRC of outstanding safety 
concerns re facilities Prompt notification ro allegations of 
safety concerns requested 

PLAINErH H -aftfice of the Oeneral Counsel 03/04/20 DEUINE. T 
Government Accountability Project 2pp 10342 3S3 24X 

Fiche 90-289,03/04/20,0305230700 


8305090504 Requests written statement under oath of affirmation as to 
whether or not indices discussed at 830412-14 maetlngs 
represent complete listing of all dispositions exhibits 
developed for Di<W-OPU lawsuit 

DIRCK0.U J Office of the Executive Director for Operations 
83/04/21 ARNOLD. R C Oeneral Public Utilities - OPU Service Corp 
2pp 1B381 232 24/ Fiche 30-299,83/04/21,8303090504 


0305030591 Reply to NRC 830412 proposed op in ion, f ind mgs of fact & 
conclusions of law in reopened hearing Objects to nature of 
NRC proposed condition requiring dispatch of auxiliary 
operator Certificate of Sve and 

BAXTER, T A Metropolitan Edison Co DAXTER. T A Shaw, Pittman. 
Potts it Trowbridge 82/04/20 6pp 18303 349 24X 

Fiche 50-289,03/04/20,0303030371 


0303100406 Response opposing NRC oral motion to extend time for reply 
to intervonor motion to reopen restart hearing Sufficient 
time already provided Delay unnecessartj Certificate of Sve & 
amended Certificate of Sve encl 

AAMODT.M M Aamodts, The 03/04/30 PALLADINO,N , AHEARNE. J . 
GtLINSKY. V Commissioners 4pp 16377 352 24X 

Fiche 50-209.83/04/30.8305100406 


8305050053 Motion for extension until 630513 to respond to Aamodt 
B30416 motion to reopen record of restart proceeding Time 
needed so NRC response will not be filed before other 
parties due to manner of receipt Certificate of Sve encl 
MAONER.M E Hearing Dranch 4 ODLDOERG, J R Hearing Branch 2 
B3/05/03 Commissioners lOpp 18342 069 24 X 

Fiche 3 0-209. 6 3/05 / 03. 8 30303 0053 


0305090481 Nation for extension of time to respond to Aamodt motion to 
reopen record of restart proceeding 

RAGNER.M E Office of the General Counsel GOLDDERO. J R Hearing 
Branch 2 03/05/03 Ip 18362 340 24X Fiche 30-209. 63/03/03i 

8303090481 


03O51OO3OS Discusses selective withholding of info in 030201 memo 
forwarding Board No 1 1 f ica t io-n 03-08 re TMI-l restart 
hearing Certificate of Sve end 

AAMODT.M M Aamodts. The 63/05/03 EISENHUT, D G Division of 
Licensing 2pp 18374 033 24/ Fiche 30-209,03/03/03,8305100203 


B30Si-00212 Motion for summary disposition of B6W/GPU trial record No 
genuine issue of matl fact exists U TMI Alert entitled to 
favorable decision Sve list encl 

BRADFORD, L Three Milo Island Alert 03/03/03 Atomic Safety and 
Licensing Appeal Panel 5pp 18374 108 24X Fiche 30-289. S3/05/03. 

0309100212 


0303090431 Distribution of Reckwdt ropt re investigation of Hartman 
ailegatlofis concerning TMI~2 as part of TMI-I restart 
proceeding Certificate of 8vc encl 

TROUDRIDGE. G F Metropolitan Edison Co TROWBRIDGE, 0 F Shaw. 

Pittman, Potts «. Trowbridge 83/03/04 4pp 18362 357 24X 

Fiche 50-289, G3/05/04. 830309043 1 


8303060258 Order granting add 1 time until 830601 to submit addl 
camments on NRC review of GPU vs B?<W trial record Trial 4 
rihlblts in NRC possession placed in PDR t> LPDR Comments may 
be filed after 830601 

HOYLEpJ C Office of the Secretary of the Commission 03/05/03 

Union of Concerned Scientists 4pp 10343 21B 24X 

Fiche 30-289.83/03/05.8305060238 


8305100233 Contends that planned change In reactor coolant pump trip 
setting 6 In throttling high pressure Injection criteria 
does not affect evidence presanted on performance under LOCA 
cenditiaas Certificate of Sve encl 

BAXTER. T A Shaw. Pittman. Potts 4 Trowbridge BAXTER. T A 
Metropolitan Edison Co 83/05/05 COLES, C J . DUCK. J H i 
CDTCHy. R L Atomic Safety and Licensing Appeal Panel 4pp 
18371 268 24X Fiche 50-289.03/03/03,8303100203 




DOCKETED ITEMS 


119 


0305100357 Coninients on /\SLAP 8304^0 memo suggestm^r inter alio« that 
Commlsiion eiploie two concerns re facility PORV prior to 
restart Resolution of PQRV corrosion issue alteady being 
pursued Certificate of Sve enc 1 

BAXTER- T A Metropolitan Edison Co BAXTER. T A Shatu. Pittman. 
Potts ta Troiubridga S3/03/05 Spp 18379 093 24X 

Fiche 30-289.83/05/05-8305100357 


0305100310 Submits facts re personnel changes since close of i ecord on 
mg t Issues. per licensee 011001 procedures for info Resumes 
& ivc list enc 1 

DAU3ER-D Q Shau. Pittman, Potts h Trowbridge OAUSER. D fl 
Metropolitan Edison Co 83/05/06 COLES. G J . DUCl<, J H . KOHL. C N 
Atomic Safety and Licensing Appeal Panel 13pp 18370 125 3AX 
Fiche 5O*'209. 83/05/06. 8305 1 00310 


8305100163 Errata to Aamodt comments re NRC revieiu of GPU vs D?<W trial 
transcript & motion* to reopen tecord of restart proceeding 
# Aamodts, The 63/03/09 ip 18374 272 24X 

Fiche 30-389183/03/09,8305100163 


6305100231 Responds to MI Lewis 830410 request tor relief re leak rate 
issue Recommends deferring cons iderati on of request until 
info relevant to concerns provided as part of NF4C 
revalldation effort Certificate of Sve end 

GOLDDERO. U R - WAGNER, M E Office of the Executive Legal Director 

03/03/09 Commissioners 9pp 10373 200 24X 

Fiche 50-289,03/05/09.0305100231 


0305100299 Order denying People Against Nuclear Energy QS0603 motion 
for hearing on psychological stress issue 

CHILKiS U Office of the Secretary of the Commission 83/05/09 
People Against Nuclear Energy Ip 10370 130 24X 

Fiche 50-209, 83/05/09. 0305 1 00299 


8305120292 Reply opposing Aamodts 030416 motion to reopen record on mgt 
issues Motion unclear & falls to meet Commission ic ASLAD 
ttds Info previously available Certificate of Sve end 
TROWORIDGE, 0 F Metropolitan Edison Co TROWBRIDGE, G F Shau. 
Pittman. Potts & Trowbridge 83/05/09 Atomic Safety and 
Licensing Appeal Panel I4pp 18424 106 34X Fiche 50-289. 

03/05/09. 0303120292 


8305160073 Petition for review of ASLD 021210 d ec i s ion, ALAB-705. rul ing 
that KRC need not publicly disclose consider patentlal 
consequences of serious nuclear accident prior to restart 
author 1 lation W/Cert 1 f icatc of Sve Related correspondence 
WEI6S.E R Union of Concerned Scientists WEISS, E R Harmon 6 
Weiss 83/05/09 U S Court of Appeals for District of Columbia 
Circuit Spp 10453 035 84X Fiche 50-209,83/05/09,8305160073 


03OS12O319 Order referring TMl Alert 030503 motion re GPU vs PI*W trial 
documents to Commission Motion effectively constitutes 
request for mod or reconsideration of Commission 830505 
order 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 03/05/10 
2pp 10424 096 24X Fiche 30-289,83/05/10,0305120319 


0305160012 Notifies that copies of in-house 1978 mgt audit rept 
referred to in Aamodt 030416 motion to reopen in licensee 
83050^ reply ulU be distributed Certificate of Sve end 
TROWBRIDGE, Q F Shaw, Pittman, Potts 6 Trowbridge 83/05/12 4pp 
10456 005 24X Fiche 30-209,83/05/12,0305160012 


0305160130 Order granting. In part, TMl Alert motion to permit overnight 
removal of document* ne GPU vs B(-W trial transcripts Only 
nonindexed set of documents can be removed 

CHlLKiS J Office of the Secretary of the Commisslan 83/05/13 
Three Mile Island Alert 2pp 10446 114 24'( Fiche 50-209, 

83/05/13, 0305160130 


8303170039 Answer opposing Aamodt 830416 motion to reopen record 8tds 
for reopening record not mot Hartman allegations re 
fa 1 B 1 f Icatlon of leak rate data not significant info to 
warrant reopening record 

GOLDBERG, J R Hearing Branch 2 WAGNER, M E Hearing Branch 4 
83/03/13 Atomic Safety and Licensing Appeal Panel 19pp 
18466 183 24X Flche 30-209,03/05/13.8303170039 


— 0305170044 Affidavit of LP Crocker that 780109-20 mgt audit does not 
affect testimony given on organliation mgt of TMI-1 Audit 
was of station mgt structure policies in offoct ovor 1 yr 
prior to TMl-2 accident 

CROCKERiL p Licensee Goal 1 f Ications Branch 83/05/05 2pp 
10466 202 24X Fiche 30-289,83/05/13,0305170039 


— 9305170047 Affidavit of FR Allanspach that 780214 mgt audit does not 
change testimony given on Aamodt Contention 2 re upgrading 
performance of licensee technicians & mgt personnel 
ALLENSPACH, F R Licensee Qualifications Branch 83/03/04 2pp 
10466 204 24X Fiche 50-209,83/05/13,8303170039 


— 8303170031 Afndflvit of RR Keimig that 780109-20 mgt audit does not 
change testimony on issue uf wtil myt .. ompeteiicy for 
facility operation 

KEIMIG.R R Division of Project I Resident Programs 83/03/05 
Ip 18466 206 24X Fiche 50-289.83/05/13,0305170039 


— 0305170054 Affidavit ot BA Boyer re Aamodt romments on GPU vs trial 

transcript relationship to previous testimony 

DOGER. D A Division of Licensing 83/05'J2 ap p 18466 207 
24X Fiche 50-289.63/05/13.8305170039 


— 8305170058 Affidavit of F Kantor re util uiisite technical support ctr L 
nearsite emergency operations farility Both facilities found 
acceptable Util currently designing safety parameter 
displays Certificate of Sve enc I 

KAN TOR ' F Emergency Preparedness 8i 3nch 83/05/12 6pp 
10466 309 21X Fiche 50-389,83/03/13.0303170039 


0303180277 Forwards two consultant repts t> Itis prepared for GPU mgt re 
mgt competence phase Ltrs clarify repis Sve list end 
BLAKE. E L Shau, Pittman. Potts & Trowbridge BLAKE, E L 
Kotropalltan Edison Co 83/03/16 EDLES, G J . BUCK. J H , KOHL, C N 
Atomic Safety and Licensing Appeal Panel 21]pp J8490 071 24X 

Fiche 50-289,03/05/16,0303180277 


Q305240216 Advises that 830323 Itr requesting immediate halt to ail 
work at Tlll-l *, 2, u/except i on of maint necessary for 
safety, will receive consideration as request for action 
under iOCrR2 206 FR notice end 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/03/17 KING. R Three Mile Island Public Interest Resource 
Center 2pp 10593 306 24X Ficho 50-289,63/03/17,8305240216 


— 0303240220 Notice of request foi action under 10OFR2 206 re imimed i a t e 
halt to work at TMI-I 5' 2 

DENTON. H n Office of Nuclear Feat, ioi Regulation. Director 
03/05/17 ip 18593 308 24X Fiche 50-289.93/05/17.8303240216 


0303200632 Forwards NRC B30519 memo to Commission ie results of NRC 
revalidatlon of NRC position on mgi integrity issues 
CaUDDERG, J R Hearing Branch 2 03/03/ J9 EDLES, 0 J , KOKL, C N 

DUCK, J H Atomic Safety and Licensing Appeal Panel 4pp 
18520 123 aqx Flthe 30-289,83/09/19.0305200632 


0305200669 Formal demand for ad judlccitoi y hearing an DL amend re 
steam generator tube repairs fy petition to intervene Amend 
presents significant haiartls consideration Hearing 
required Certificate of Sve end 

DGROSHOW, J Three Mile Island Aloi C 63/03/19 Commissioners 

14pp 1831 9 1 59 24X Fiche 50-299.83/05/19,8303200669 


0305240536 Affidavit of RC Ragan cootirming util commitment to activate 
emergoncy operations faciliig staff facility w/emergency 
support director within 1 h of site ai ca or general 
emergency notification or declaration 

ROOAN, R h General PcblU Utilities - GPU Service Corp 03/05/20 
4pp 18376 007 24X Fiche 50-000.03/05/20,8305240536 


8305240207 Motion for leave to file affidavit by R Rogan re testing 6 
verification of emergency opei ations "ubsequent to Dec 1982 
Affidavit needed as factual evident-e before Commission for 
staffing plan approval W/o end 

ZAHLER.R C Metropolitan Edison Co ZAHLER.R E Shaw, Pittman, 
Potts it Troubridge 03/05/23 Co, nimi sa loner s 2pp 18540 110 

24X Ficho 50-289,03/05/23.8305240287 


8305240444 Supplemental comments re immediate effectiveness of partial 
initial decision on mgt Issues ASLB credibility TMI-t 
safety questionable in light of new evidence 

DQROSHQW. J Three Mile Island Alert 83/05/23 Commissioners 
3pp 10374 000 24X Fiche 50-289,83/05/23,0303240444 


0305240449 Motion to reopen record to remedy deficiencies re licensee 
mgt competency integrity U provide light to examine 
relevant matl evidence in context of full adjudicatory 
hearing 

DOROSKOW. J Throe Mile Island Alei t 03/05/23 Atomic Safety and 
Licensing Appeal Panel 19pp 18573 133 24X Fiche 50-289. 

03/05/23, 8303240449 


— 8303240457 Comments on IE Insp Rept 90-289/83-10 Ir review to revalidate 
NRC pusation re Hartman allegations Cnnclusionx on mgt 
integrity incnnclusive due to npen issues identified L not 
considered in revalidatlon program CerilFlcate of Sve end 
DIRCKS.W J Office of the Executive Director for Operations 
83/03/19 PALLADINO, NJ . GILINSKV, V. AHEARNE, U F 
Commissioners 6pp 18573 152 24X Fiche 50-209.83/03/23, 

8303240449 
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830524048-6 Farurards licensee reply oppo-sin^ MRC staff brie# on re>rtew 
of ALA9-69G per B30331 order setting Fort6 briefing schedule 
on einerg^ncg planning issues in restart proceeding 
Certificate of Svc enc 1 W/o licensee reply 
ZAHLERi F? E Shaui Pittman. Potts Trpwbrirfge 03/05/23 
Docketiniy Bet'v'ices Branch 4pp 10372 333 24X 

Fiche 30-209,63/03/23-8305240486 


8305240407 Reply opposing KRC brief on res/'ieu of ALAB-6*?.a re emergpncg 
planning WRC should disnttss utU petition for revietu *« 
affirm that part of decision being challenged hy NRC 
TRDWBftIDGEiG F # ZAHLEft. R E , RlOtJtfAy. D A Metropa 1 1 tan Edison Co 
83/03/23 Commi 53 loners 43pp 10572 070 24X 

Fiche 50-209,03/05/23/8305240407 


B30S240925 Advises of change to Page 7 of MRC 030513 ansbier to Aamod t 
motion to reopen record, based on mod to inspector 
preliminary conclusion re organixatlon structure 

OOUOBERO. J R Hearing Branch 2 83/05/23 E-DLES, G J r KOHL. C N , 

BUCK. J H Atomic Safety and Licensing Appeal Panel Ip 10571 174 
24X Fiche 30-209,83/05/23,0305240523 


8303250202 Forwards licensee response opposing NRC brief on revieu; of 
ALAB-698. f I led per Commission 030321 Order CLIMBS-? re 
briefing schedule on emergency planning Certificate of Svc 
enc 1 

ZAHLER/R E ShAiu- Pittman, Potts L Trautirldge ZAHUER,R E 
Metropolitan Edison Co 03/05/23 Oocketlng tt Services Branch 
4pp 18504 012 24X Fiche 50-209- 83/05/23. 0303250202 


—8303250200 Motion to file RE Rogan a f # idavi t. suppor ting licensee 
response opposing NRC brief on revleu of ALA0~69fl 
ZAHLER.R E General Public Utilities - GPU Service Carp 
ZAHLER, R £ Shaw, Pittman- Potts 8, Troubridge 63/03/23 
Commissioners 2pp 10384 016 24X Fiche 30-209,83/03/83, 

03O523Q2D2 


—8305250225 Response opposing NRC brief on revletu- of ALAB-698 Commission 
should dismiss 030321 petition for revieu- V affirm ALAB-690, 
autboiiring licensee to orgianize & staff emergency response 
fall ity 

ZAHLER. R E Metropalltan Edison Co ZAHLER. R E Shau, Pittman. 

Potts & Trcubrldge 83/05/23 Commissioners 43pp 10504 022. 

24X Fiche 30-809,83/03/23.8309250202 


0305290324 Order permitting parties to restart proceeding to submit 
written comments on NfiC "Rept on Insp & Review Effort to 
Revalidate MRC Staff PosltJon re Hartman A1 ] egat ions " C, on 
830924 meeting, by 83D93J te 030603, Tfl spec t tve I y 

CHILK.8 J Office of the Secretary of the COAimisslnn 03/05/23 
Metropolitan Edison Co 3pp 18992 032 24X Fiche 50-289* 83/09/23, 

8309890324 


8309270604 Decision ALAO-729, perm! tt ing restart $ubj to Commission 
■determlnatl on re safety of facility operation u/o 
endangering public 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/09/26 
223pp 18643 148 24X Fiche 50-289.03/09/26.0309270604 


0 Advisory Committee on Reactor Safeguards reports 6 correspondence 


8305180620 Summary of ACRE Subcommittees ari Metal Components & TMI-l 
030128 meeting in Uashington. PC re rovieu of potential steam 
generator generic requirements 6 current steam generator 
repair program 

« ACRS - Advisory Committee on Reactor Safeguards 03/04/12 
ACRS ~ Advisory Committee on Reactor Safeguards I9pp 18-304 001 
24X Fiche 50-269,03/04/12,0305 1 60620 


Operating license stage documents it correspondence 


0305230402 Forwards info on costs incurred from backfittlng &, upgrading 
fac 1 1 i ties, p er 030210 request Mods categoriied NI?C-t equlred. 
TMl-lessans learned or ut 1 1 -in i t lated 

OiecKAf1P,H General PoblJc Utilities - GPU Service Corp 03/03/00 
TOURTCLLOTTEi J Regulatory Reform Task Fqi ce 9pp 10576,310 24X 

Fiche 50~000i 03/03/08- 0305230402 


309270022 Forwards "Rept on Mental Health Effects of TMI Accident ” 
DRDMET.E j Pittsburgh. Univ of 03/03/00 SKANKMArfi B F Site 
Analysis Branch Ip 10634 001 24X Fiche 50-320,83/03/001 

0309270022 


-8309270035 "Psychological Stress Among TMI Area Residents & Mediation 
of Response by Support !< Coping " 

BAUMiA , SCHAEFFER.M A . COLL INS, D L Uniformed Services Unlv of 
the Health Sciences NRC“03-a2-12a 83/03/08 NRC - No 

Detailed Affiliation Given 34pp 10634 080 24X 

Fiche 30-320*83/03/00,0305270022 


—0309270040 Forwards final rapt# ’’Reanaiysls of TMI Telephone Survey 
Data ■* 

HQUTB, P S Fennsyivania State Unlv NnC-03-82-123 63/03/01 
REGAN-- W NRC - No Detailed Affiliation Given Ip 10634 122 
24X Fiche 50-320,93/03/00,0305270022 


— 8309270046 **Reanalysls of TKI Telephone Survey Data,*’ final rept 
HDUT8, P S , miller, R W , LINDELL.M Pennsylvania State Univ 
03/02/20 NRC - No Detailed Affiliation Given 125pp 
IB634 123 24X Fi che. 50-320, 83/03/08, 0309270022 


— 8309270040 Draft ’‘Restarting TMI-1 Social it Psychological Impacts on 
Communities ’’ 

SORENSEN. J , SODERSTROM, J Oak Ridge National Laboratory 
BOLIN, R New Meelca State Unlv 83/03/00 NRC - No Detailad 
Affiliation Given 207pp 18634 240 24X Fiche 90-320,83/03/00, 

0309270022 


0309090351 Forwards EH Olschel affidavit 8, memo re allegations on 
saf«ty-re 1 ated mods & tests- Investigation underway 

ARNOLD, R C Oener-ftl Public Utilities - GPU Service Corp 03/04/04 
BARRETT, L General Public Utilities - GPU Service Corp 29pp 
10367 220 24 X Fic he. 30-207, 03/04/04, 830S09035I 


0309230720 Forwards Hat o-F utils responding to requests for cost 
figures on backflttlng 

TOURTELLDTTE, J Regulatory Reform Task Force 83/04/lt 
PALLADtNO. N J Commissioners 2pp 10542 272 24X 

FI Che. 30-000, 83/04/1 1 , 0305230720 


0305110913 Doard Notification BN-83-34A provides util response to NRC 
830304 Itr re resolution of TMI Action Item II, K 3 5, 

’'Automatic Trip of Reactor Coolant Pumps " 

EISENHUT, D 0 Division of Licensing 03/04/28 PALLADINO, N , 
OILINSKY.V . AHEAJ^NE*^f Commissioners 4pp 18416 349 24X 

Fiche 90-209*03/04/20,8309110313 


6309020493 Generic Ltr 83-19 to all power reactor 4t testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Svc list enc I 

EISENHUT. DO Division of Licensing 03/05/02 Consolidated 
Edison Co of New York* Ine 90pp 18441 120 24X 

Fiche 30-000.83/09/02.8309020495 


0309060365 Notification of 030506 meeting w/8S«W Owners Group in 
BethesdarMD to discuss core barrel failure at Rancho Seco it 
Crystal River 3, future plans for resolving problem & 
justification for continued operation 

MINER. 8 Operating Reactors Branch 4 03/09/02 BTOLZ, J 

Operating Reactors Branch 4 2pp 18393 092 24X 

Fiche 30-000,03/09/02,0305060369 


0309060394 Requests Data Oaslgn Lab, Inc be approved as consultant to 
perform 2-yr probationary in-depth audit of qualification & 
requallf Icatlon training k testing program required by A6L6 
020720 partial initial decision 

HUKILL.H D General Public Utilities - GPU Service Corp 03/09/03 
OENTON.H It Office of Nuclear Reactor Regulation, Director ip 
10343-166 24X Fiche 30-209,03/03/0310305060394 


8309090493 Advises that all info requested by NRC re environ 
qua 1 1 f lea t Ian technical evaluation rept provided in util 
82030i7,O324 4« 0623 Itrs Add! info to resolve Category IV 
Items will be provided upon request 

HUKILL. H D General Public UtHltles - GPU Service Corp 83/09/03 

8T0LZ, J F Operating Reactors Branch 4 Ip 18362 353 24X 

Fiche 50-209.83/09/03.0305090453 


0309040323 Board Notification 83-057 forwards differing prof opinlone 
re sys interaction <c safety c la ss If icati on Info relates to 
Board Notifications 03-17 & B3-44 re Unresolved Safety Issue 
A-17 

EISENHUT, D 0 Division of Licensing 03/09/04 PALLADINO, N 
Commissioners aSpp 18337 139 24X Fiche 90-000,03/09/04, 

B309040323 


03G91BOO99 Forwards Amend 85 to License DPR-50, safety evaluation 6 
notice of Issuance & availability Amend permits controlling 
Biplosive gas mixtures In waste holdup sys by limiting 
hydrogen to 2X by vol w/o limit on oxygen concentration 
STOCZ, JF Operating Reactors Branch 4 03/09/05 HUKILL.H □ 

General Public Utilities - GPU Service Corp 9pp 10903 207 24X 

Flch e 90-209. 03/09/09, 03031 00099 


—8305180104 Amend 05 to License DPR-90, permitting controlling explosive 
gas mixtures in waste holdup sys by limiting hydrogen to 
2X by vol w/o limit on oxygen concentration 
STQLZi J F -Operating Reactors Branch 4 03/09/05 4pp 

16903 292 a4X fiche 30-209,03/05/03,0309180099 


— 0309160126 Safety evaluation supporting Amend 83 to License DPR-90 
a Office of Nuclear Reactor Regulation, Director 03/09/09 2pp 
18303 296 24X Fiche 50-209, 03/05/05, 0309180099 
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-8305ieol2Q Notice issoance av^ 1 1 ob 1 1 i ti; of Amend 05 to License 
DPR -SO 

STOLZi J F Operating Reactors Branch 4 03/05/05 2pp 

18303 290 24X Fiche 30-2a9< B3/OS/05, 8305100099 


8305120035 FDrL>ards Training Pi ocedure 6210-ADM~2604 01. Rev J-00. 
“Control of Exams far Units 1 tc 2. " Procedure 
6210-ADK-a6l0 02. Rev 1-00. "Operator Training Instructor 
Indoctr inati on/Qua U f i catl on Training Program " 

HUKILL.H D General Public Utilities - GPU Service Corp 83/05/0A 

STOLZr J F Operating Reactors Branch 4 ip 1D42B 233 24X 

Fiche 5D-2B9. 03/05/06. 0305120055 


— 0303120064 Rev 1-00 to Training Procedure 6210-ADM-'2604 OU ''CoTTtT-ol pf 
Exams for Units I 2 " 

e General Public Utilities - GPU Soivlce Corp 63/04/26 7pp 
18428 234 24X Fiche 50-209.83/05/06.0303120053 


— 0303120068 Rev l-OO to Training Procedure 6210-ADM-2610 02. “Operator 
Training Instructors St Supcrvisois " 

* General Public Utilities - GPU Service Corp 83/04/26 16pp 
10428 241 24X Fiche 50-289.03/05/06.0305120055 


8305090659 Generic Ltr 83-20 to all operating reactor licensees h 
holders of CPs re Integrated scheduling for Imp lomentatlon 
of plant mods 8vc list end 

EISENHUT. D G Division of Licensing 83/05/09 Consolidated 
Edison Co of Neu Vork. Inc 16pp 10627 153 24X 

Fiche SO-OOOi 83/05/09. 0305090659 


0305130063 Forwards application for amend to License DPR-30. Indud Ing 
Tech 6pec Change Request 123 Amend permits non-nuclear 
heatup for precritlcal testing it subsequent operation using 
repaired steam generators 

HUKILL.H D General Public Utilities - GPU Service Corp 83/05/09 
STOLZr J F Operating Reactors Branch 4 2pp 18437 034 24X 

Fiche 30-209.83/03/09.8305130063 


>0303130070 Application to amend App A of License nPR-50. inc lud Ing 
Tech Spec Change Request 125 Amend permits non-nuclear 
heatup for precritlcal testing subsequent operation using 
repaired steam generators 

HUKILL.H D General Public Utilities - GPU Service Corp 
83/03/09 2pp 10437 036 24X Fiche 50-209.03/03/09.0305130063 


— 0305130074 Tech Spec Change Request 125 permitting non-nuclear heatup 
for precritlcal testing it subsequent operation using 
repaired steam generators 

« General Public Utilities - GPU Service Corp 03/03/09 7pp 
16437 030 94X Fiche 30-209, 03/O3/O9i 0305130065 


0303170103 Notification of 830517 meeting w/util %t C-E in Bethesda.MD 
to discuss aspects of steam generator repair. inc lud ing leak 
test results. PORV U pressurlier corioslon it third-party 
review 

SILVERrH operating Reactors Branch 4 83/03/13 STGLZ. J F 

Operating Reactors Branch 4 2pp 10495 345 24X 

Fiche 30-209.03/05/13.0305170105 


0303190138 Clarifies 830331 Ur r« reactor coolant pump trip on 25 F 
subcoaling margin w/respect to qua! i f 1 cation of saturation 
margin monitor sgs 6ys evaluated per Generic Ltr 82-33 U 
830413 ltr Schedule for instrumentation upgrading unknown 
HUKILL.H D General Public Utilities - GPU Service Corp 83/03/13 
EISENHUT, D. O Division of Licensing ip 18302 239 24X 

Fiche 30-289.03/03/13,0303190159 


G3031B0277 Forwards two consultant repts it Itrs prepared for GPU mgt re 
mgt competence phase Ltrs clarify repts Bve list end 
BLAKE. E L 0haw. Pittman. Potts «< Trowbiidge BLAKE. E L 
Metropolitan Edison Co 03/05/16 EBLES. G J . BUCK, J M . KOHL.C N 
Atomic Safety and Licensing Appeal Panel 211pp 18490 071 24X 

Fiche 30-209.03/03/16.0305100277 


8303200302 Forwards master lists & sys component evaluation worksheets 
for NUREO-0737 environ qualification of electrical equipment 
mod* Installed in harsh area 

HUKILL.H 0 General Public Utilities - GPU Service Corp 83/03/16 
8T0LZ. J F Operating Reactors Branch 4 S3pp 10513 082 24X 

Fiche 50-289.03/03/16.0305200302 


8305240028 Notification of 030518 meeting w/util In Bethesda. MD to 
discuss steam generator repair aspects of leak tost 6 eddy 
current test results U PORV U pressuriior corrosion, 

SILVER. H Operating Reactors Branch 4 03/05/16 9T0LZ. J F, 

Operating Reactors Branch 4 2pp 10377 330 24X 

Fiche 50-209. 83/03/16. 8303240028 


0303200173 Forwards Rev 1 to "Bteam Generator Tube Rupture Procedure 
Guidelines." technical data rept 

HUKILL.H 0 General Public UtllltJos - GPU Service Corp 03/05/17, 

STOLZ.J F Operating Reactors Branch 4 Ip 10519 004 24X 

Fiche' 30-209. 83/05/17. 8303200173 


— 0305200179 Rev 1 to Procedure 71)R 406. “Steam Generator Tube Rupture 
Procedure Guide 1 ines. “ technical data rept 

• General Public Utilities - GPU Service Corp 63/05/08 59pp 
10319 005 24X Fiche 50-289. 03/05 / 1 7. &3052001 73 


8303200632 Forufords NRC 030519 memo to Commission re results of NRC 
rovalidation of NRC position on mgt integrity issues 
GOLDBERG. J R Hearing Branch 2 03/05/19 EDLE5. 0 J . KDHL, C N 

BUCK. U H Atomic Safety and Licensing Appeal Panel 4pp 
10330 125 24X Fiche 50-209,03/05.19.0303200632 


0305250500 Responds to 030415 atatf requirements memo re schedule for 
decision on license amend request to permit operation of 
steam generators Echedule for decision contingent upon 
outcome of significant hajards determination 

DIRCKB.U J Office of the Executive Director far Operations 
03/03/19 CHILK.S J Office of the Secretary of the Commission 
9pp 18594 337 24X Fiche 50-209. 03/05, >9, 0305250380 


— 6303250590 Staff requirements memo re 030415 briefing on status of 
TM2-1 steam generator repairs Commission requested info on 
differing dates for decision on license amend request 
depending on significant haiai ds determination 

CHILK.S vl Office of the Secretary of the Commission 83/04/25 
BIRCKS.H J Office of the Executive Director for Operations Ip 
18394 346 24X Fiche 50-209,03/05/19.0303230580 


6305290269 Forwards Suppi 1 to. “Rept of Third-Party Review of TMl-l, 
8team Oenorator Repair " 

HUKILL.H D General Public Utilities - GPU Service Corp 63/05/20 
8T0LZ. J F Operating Reactors Branch 4 2pp 18592 302 24X 

Fiche 90-289. 83/05/20. 0305230269 


--0305250271 8upp I 1 to. "Rept of Third-Party Review of TMl-1, Steam 
OsneratoT Repair " 

BROWN, S D , HOLLAND. B A . RALNINb. A General Public Utilities - 
CPU Service Corp 03/05/16 22pp 10592 304 24X 

Fiche 50-209, 03/03/20, 8305230269 


830326 0094 Provides info identifying BlectTi.i.al equipment important 
to safety within scope of 10CFR50 49(g) already qualified 
Schedules for qualification of post-accident instrumentation 
enc 1 

HUKILL.H D General Public Utilities - GPU Service Corp 03/03/20 
DENTQN.K R Office of Nuclear Reactor Regulation. Director 3pp 
18599 314 24X Fiche 30-209.03/05/20.8305260094 


8305310205 Advises that installation of two Controlotron sonic flow 
devices on each flow path to once-through steam generators 
satisfies requirements of restart 3ER <NUREG-06QO> . 01 1214 
partial initial decision & NUREG-0737. Item II E 1 

HUKILL.H D Ganerel Public Utilities - GPU Service Corp 03/05/24 

BTOLZ.J F Operating Reactors Branch 4 Ip 10600 159 24X 

Fiche 30-209,83/05/24.0305310205 


8 Inspection reports. IF Bullotins t< correspondence 


B81SO6O305 IE Info Notice 03-14. “Dewcttercd Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical RcaLiion ‘ Sve list 
one I 

TAYLOR. J N Division of Safeguards t> Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York. Inc 

lL2pp 18300 319 24X Fiche 50-000.03/03/21,0212060365 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
SVC 1 1st end 

JORDAN. E L Division of Emergency Prepaiodnoss 4. Engineering 
Raspdnse (Post 030103) 83/04/15 Consolidated Edison Co of New 

York, Inc l?6pp 10435 155 24X FlchP 50-000. 83/04/15, 0303040021 


0303040023 IE Info Notice 83-22. "DUR Safety /Re i lef Valve Failures ■' 
8vc list end 

JQROAN.E L Division of Emergency Preparedness Engineering 
Response fPost 8301031 03/04/22 Consolidated Edison Co of New 

York* Inc 112pp 183B3 089 24X f-lche 50-0(30,83/04/22.0303040023 


8303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
sensing Sys " Sve list end 

JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830(03) 03/04/25 Consolidated Edison Co of New 

York, Inc Il9pp 1B3B1 291 24X Fiche 50-000-03/04/25,8303040025 


8303000-226 Ack receipt of 830413 ltr inforoilng NRC of steps taken to 
correct violations noted in IE Insp Rept 50-2B9/B3-05 
8TAR0STCCKI, R Division of Proiect it Resident Programs 83/04/26 
HUKILL.H D General Public Utilities - GPU Service Corp 2pp 
10277 296 24 X Fiche 90-289.83/04/26,8305020 226 
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— 03O5O2O;'32 Responds to NRC 830314 !tr re woldtions noted in IE Ir>sp 
Rept 50-289/83-05 Corrective actions formal action items re 
steam generator tube repair proaraiH l5ai<ed orf/date 
extensions 

HUKILU.H D General Public Utilities - GPU Service Corp 
83^04/13 Region 1- Office af Director 3pp 18277 299 24>t 

Fiche 50-2a9>Q3/04/36< 03050202241 


6303040024) IE Info Notice a3*-24- "l_QOSe Part*, in Secondartj Side of 
8t«arn Generators at PblRs &vc list c-ocl 

JORDAN) E L Division of EmeiQencv Pr epa» edndss f Engineering 
Response (Post a30>lO3> 83/04/28 Consolidated Edison Co of New 

York- Inc 115pp 10382 04'^ 24^ Ficho 30-000- 03/04/28, g30304002& 

0303040027 IE Info Notice 83''25. "Sfcandbg Gas Treatment Sgs Heater Higb 
Temp Trip Setpoint Adjustment " Sve list onci 

JORDAN. E L Division of Emerpeneg Preparedness A Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Ca of New 

York., Inc JlBpp 18302 165 24X Fiche 50-000-03/04/26.8303040027 


8303110331 Forwards IE Insp Rep t 50-369/83-07 on 030321-24 No 
none omp ! lance noted 

MARTIN- T T Division of Eng Ineer intj tt Technical Programs 03/04/29 

HUKILL- K D General Public Utilities " GPU Service Corp 2pp 

18406 165 SAX Fiche 30-289-83/04/29.6305110331 


— B30511033B IE Insp fiepfe 30-289/83-07 on 030321-24 Mo noncomp I lanc e 
noted Major areas inspected licensee actions A program to 
repair stearD generators A 6 D 

ORAV-E . REYNOLDS. S . OURR.J P Region 1. Office of Director 
63/04/22 6PP 1B406 167 24X Fichc 30-2S'». 83/04/29, 8305 1 10331 


8305160194 Forwards IE Insp ftept 50-289/03-00 on 830220-0329 No 
none orripl lance noted 

STARDSTFCK 1 , R Division of Project ^ Resident Programs B3/05/02 
HUKILL-H D General Public Utilities - GPU Service Carp 2pp 
18445 128 24X Fiche 50-2B9, 93/05/02, B3051 60194 


—8305160199 IE Insp Rept 50-289/83-06 on 630220-0329 No noncomp J lanc e 
noted Major areas inspected licensee action on previous insp 
find mgs. fl 1 ant opera t ion, LERs ^ restart mads 
CONTE. R . RAFTR.K . O'NEJtt-D Region 1. Office of Director 
83/04/29 llpp 18445 130 24X Fiche 50-289,63/05/02-0305160194 


6303040026 IE Info Notice 03-26, "Failure of Saf e tg/Re I i ef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division -of Emergoneg Preparedness A Engineering 
Response {Post 030103) 83/05/03 Consolidated Edison Co of New 

York, Inc ]22pp 10441 170 24)e Fiche 50-000,03/05/03.0303040028 


6303040030 IE Info Notice 03-27. "Gperatmnai Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment Svc list end 

jQRDANiE L Division of Emergencg Preparedness t Engineering 
Response CPost 630103) B3/05/04 Coitso I i dated Edison Co of New 

York) Inc n2pp 10382 282 24 V Fi c he 50-000, 03/05/04, 8303040030 


8303040031 IE Info Notice 83-20, "Criteria for Protective Action 
Recommendations for General Emergencies '* Svc list enc ) 

JORDAN^r L Di/lsion of Emergency Prepaiedntss Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of New 

York. Inc U9pp 16441 001 34X Fiche 50-000.03/05/04.0303040033 


0303040033 IE Info Notice 83-29. ‘"Fuel Rinding Caused bg Puel Rack 
Do/drmation " Svc list enc) 

JORDAN, E L Division of Emergency Prepaipdncss t< Engineering 
ResponSi^ (Post 330103) 83/05/06 Consolidated Edison Co of New 

York. Inc U5pp 18523 248 24X Fiche 50-000,83/05/06,6303040033 


0303040034 IE Info Notice 63-30. '^ITisapp I it. at{on af Generic Emergsncg 
Qperattns Procedures (EOF) Guidelines '* Svc list end 
JORDAN) E L Oivislon of Fmergancg Prepaiedness ?- EnginGerlng 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York, Inc M4pp 18524 003 24XFiihe 50-000. 03/05/1 1 . B303040034 


B305330495 Forwards IE Insp Rapt 50-209/93-09 on 030326-0408 notice 
of violation 

MARTIN, T T Division of Engineering «- Technical Progra^is B3/0S/13 

HLIitlLLj H D Genera] Fublic Utilities - GPU Eervlce Corp 2pp 

18627 001 24X Fiche 50-289,03/05/13,6305250495 


—8303250500 Notice of violation from insp on 830328-0400 

a Region 1, Office of Director 03/05/13 2pp 10627 003 24X 

Fiche 50-289.03/05/13.830525(5495 


—8309250505 IC Insp Rept 50-209/03-09 on 030328-0408 Noncampl iance 
noted failure to reset feeder breakers t(3 safeguards busses 
k failure to adeq,uateig Inspect piping 

8ISSETT,P , COGANi N , GREGG. H Region 1, Office of Director 
03/09/11 9pp 10627 005 24 < Fiche 50-289,03/05/13,8303250495 


03OS23O455 Forwards lE Insp Rept 30-289/03-10 on 830420-22 S< 25-28 No 
noncomp 1 lanc e noted 

martin,! T Division of Engineering I Teilinical Programs 03/03/17 

HUKILL,H D General Public Utilities - CPU Service Corp 2pp 

1B647 001 24X Fiche 50-289,03/05/17.8305230455 


— B309230460 IE Insp Rept 50-209/83-10 on 830420-22 A 25-28 No 
noncomp 1 lance noted Major areas inspected conduct of 
operations procedures Ic training program re procedural 
adherence for neiir emploijees A r equal i f 1 cati on program 
ALLENSPACH, F R > CAPHTQN, D L , COGAN. N J Region 1. Office of 
Director 03/05/16 67pp 10537 200 24X Fic he 50-289, B3/05/l7i 

0305230455 


6305290103 Forwards IE Insp Rept 50-209/83-10 on 030420-22 U 25-20 
Joint headquar ter s/Reglon 1 insp initiated to evaluate 
effectiveness of GPU actions to ensure adherence to 
procedures since issuance of NUREG-0000. 8upp 1 J 
REHH) T A Office of the Executive Director for Operations 
83/05/18 PALLADINO, N J , GILINSKY.V, AHEARNE, J Commissioners 
ip 10396001 24X Fiche 50-289,83/09/18.0309250183 


9303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
five list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/09/(9 Consolidated Edison Co of New 

York, Inc 114pp 18697 009 24X Fiche 90-000. B3/09/ 19, B303040040 


B3D5260099 Responds to IE Dulletln 02-04, "Deficiencies in Primary 
Containment Electrical Penetration Assemblies " No 
electrical primary containment penetrations mfg by Dunksr 
Ramo Co in use at facility 

HURILU.H D General Public Utilities - GPU Service Corp 03/09/20 
Region 1, Office of Director Ip 10599 300 24X 

Fiche 90-289,63/09/20,8305260005 


8303040046 IE Info Notice 83-33, "Nonrepresentatl ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN, £ L Division of Emergency Preparedness A Engineering 
Response (Post 8301D3) 03/09/26 Consolidated Edison Co of New 

York. Inc I I4pp 18647 007 24X Fiche 50-000, 03/05/26, 8303040046 


R Periodic operating reports A related correspondence 


8305020210 Forwards "TMI Aquatic. Study , Month ly Rept for Mar 1983 " 
RE&SL£R,N C General Public Utilities - GPU Service Corp 83/04/20 
MICKEY, C NRC - No Detailed Affiliation Given Ip 10270 l67 
24X Fiche 50-289,03/04/20,8309020210 


—0305020219 "TMt Aquatic Study. Month ly Rept for Mar 1903 " 

NARDACCI.G A Ichthyological Associates, Inc 83/04/20 2lpp 
10270 168 24X Fiche 50-289,83/04/28.0309020210 


6305060498 Forwards "Annual Environ Operating Rept, 1902, " "Ecological 
Study of Susquehanna River Near TMI" t* "Hydraulic Survey " 

HJKILLiH D General public Utilities - GPU Service Corp 03/04/29 
Region 1. Office of Direc.tor Ip 18349 050 24X 

Fiche 90-289,83/04/29.8305060498 


— 0305060460 "Annual Environ Operating Rept, 1982 " 

« General Public Utilities - GPU Service Corp 82/12/31 I8pp 
10349 060 .24X Fiche 50-289,83/04/29,8305060458 


—0309060464 “Hydraulic Survey," annual rept 

a General Public Utlkities - GPU Service Corp B2/06/O3 13pp 
10349 070 24X Fiche 90-289,83/04/29.8305060458 


— 8305060465 "Ecd log leal Study of Susquehanna River Near TMI," annual 
rept for 1982 

NARDACCI.Oa Ichthyological Associates, Inc 83/04/30 633pp 

18349 091 24X Flcha 90-209,03/04/29,8309060450 


0305060649 Forwards “TMI Nuclear Station Radiological Environ 
Monitoring Rept, 1982 “ M/o end 

HUKILL,H D General Public Utilities - GPU Service Corp B3/04/29 
Region I, Office of Director Ip 10348 250 24X 

Fiche 90-207. 83/04/^9, 83090606-49 


B30S270203 "Changes ta 0 ys 6 Procedures Described In FSAR par 
iOCFRSO 59 “ 

HUKIi-LfH D General Public Utilities - GPU Service Corp 83/09/10 
HAYNES, R C Region 1, Office of Director I7pp 10637 244 24X 

Fiche 50-289,93/05/10,8309270203 


8305190240 Forwards monthly operating rept for Apr 1903 

HUKILLrH D General Public Utilities - GPU Service Carp 83/09/13 
riCDONALD,^W C Office of Resource Management, Director Ip 
18501 304 24 X Fiche 90-289,83/09/13,8309190240 
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— 0309190247 Monthly operating lept for Apr 1963 

SMYTH. C W General Public Utilities - GPU Service Corp 03/05/13 
lOpp 18901 305 24X F l c fio 90-209.63/05/13.0305190240 


8 Reportable occurrences. LERs t/ related correspondence 


0309030436 RO 83-11 on 830326. OHR lA shaft beatings fai led. mak Ing pump 
Inoperable Caused by design change to pufiip beariiig lube oil 
sys Sgs returned to original configuration Review cf 
existing sys in progress 

HUKIUL. H D General Public Utilities - GPU Service Corp 83/04/18 
Region 1. Office of Director 2pp 1B306 2'?2 24x 

Flche 30-289.83/04/16.8305030436 


8309030095 Forwards LER 83-006/031-0 

HUKILLj H D General Public Utilities - GPU Service Corp 83/04/19 
Region 1. Office of Director ip 10300 344 24X 

FUhe 50-289.83/04/19.0305030095 


—0309030127 LER 03-OO6/O3L-O on 830320.110 flow existed through hydrogen 
& oxygen rotameters of waste gas sgs analyrer Caused by 
dirt blockage in regulator & flout sotting Pump discharge 
pr^siure regulator setting raised 

SZCZECH.R A General Public Utilities - GPU Service Corp 
03/04/19 Region 1. Office of Dn ector 3pp 1B300 349 24X 

Fich# 50-209.03/04/19.8305030099 


0309030102 Forwards LER B3-010/03L-0 

HUKILL. H 0 General Public Utilities - GPU Service Corp 83/04/20 
Region 1. Office of Director Ip 10300 340 24X 

Flche 50-289.03/04/20.0309030102 


—8309030112 LER 03-OIO/O3L-O on 830321 . waste gas sgs Hays gas analyier 
alarm indicated incorrect concent? at i on of oxygen Caused by 
dirty amplifier low channel gam potentiometer 6 switch 
contacts Components cleaned 

SZGZECH.R A General Public Utilities - GPU Service Corp 
83/04/20 Region i. Office of Dii ector 3pp 10300 341 24X 

Fiche 50-209.83/04/20.0309030102 


8309110346 Forwards LER B3-007/03L-0 

HUKILL. H D General Public Utilities - GPU Service Corp 83/04/29 
Region 1. Office of Director ip 10406 140 a4X 
Flche 50-289.83/04/25.8309110346 


—8305110351 LER d3-007/03L-0 on 830329. automat i c termination U alarm 
failed to occur when dilution flow felt below min setpoint 
during liquid effluent release Caused by sticking of trip 
interlock pneumatic relay Procedures modified 
8ZCZECH. R A General Public Utilities - GPU Service Corp 
83/04/29 Region 1. Office of Director 2pp 18406 141 S4X 
Flche 90-289.03/04/29.0309110346 


0305030934 PND-I-03-039 small fire occurred beneath auxiliary boiler A 
located in turbine bldg Caused by small amount of oil on 
concrete pad Fir® extinguished using hand oxtlriguisbeF 
CONTEiR < KEimo. R Region 1. Office of Director 83/04/26 Ip 
10308 190 84X Fiche 90-209.83/04/26,8305030934 


B309030094 PNO-I -aS-OlO on 030490. protes ters arrived at north gate 
Gate closed access established through south gate No 
press release planned 

CONTE. R . KEIMIO.R Region Office of Director 93/04/28 Ip 
10300 179 24X Flche 50-209.83/04/20.0309030094 


8309110286 Forwards LER B3-OO9/O3L-0 

HUKILL.H 0 General Public Utilities - GPU Service Corp 03/04/29 
Region 1. Office of Director ip 18393 291 24X 

Fiche 90-289. 83/04/29, 03091 10286 


— 0305110207 LER 83~009/03L-0 on B30330, dur i ng surve i llance/ca 1 Ibr of 
waste gas sys.Hays gas anal y zer. oxygen meter failed to 
respond to calibr gas Cause unknown Maint checks performed 
& circuit components cleaned 

aZCZECH.R A General Public Utilities - GPU Service Corp 
03/04/29 Region 1. Office of Director 2pp 18393 292 24X 

Fiche 50-209.03/04/29.8309110286 


8309110333 Forwards LER B3-0U/01T-0 

HUKILL.H D General Public UfciUiies - GPU Service Corp 83/04/29 
Region t. Office of Director Ip 10406 173 24X 

Fiche* 90-209. 03/04/29. 0305110333 


— 8305110342 LER 03-Oll/OlT-O on 030415. while In long-term shutdown 
DH-PIA shaft bearings f a i 1 ed. mak tng pump Inoperable Caused 
by improperly authorized mod to component 6 inadequate mod 
fit up Pump repaired Maint job tickets reviewed 
STEPHENSOM.C ^} General Public Utilities - GPU Service Corp 
03/04/29 Region I. Offlco of Director 3pp 10406 174 24X 

FUhe 50-209. 83/04/29. B3091 10333 


Q305200547 forwards UER Q3-Ot2/03L-0 

HUKILL.H D General Public I'tilities ' Seivi^e Corp 63/09/06 

Region 1. Office of Directoi Ip 10519 360 24X 

Flche 90-2S9. 03/05/06, 030520054? 


—8305200551 LER 03-012/OJL-0 or, 830*106 while performing functional 
testing of hydraulic snubbei s, snubb er MS-209 failed to lock 
in tension direction Caused by damaged pistart seal ring 
Snubber overhauled X, tested ^aii sfa.. tar i I y 
SZCZECH R a General Public Utilities - GPU Seivice Corp 
03''09>'06 Region 1, Office of Director 3pp 18S19 361 24X 

Fiche 50-289,03/05/06,0305200507 


T Hearing transcripts on non-ariti trust mactat s 


6305310071 Transcript ot Commission 030521^ briefing in Wash ington, DC re 
NRC revalldation of mgt competence foi lesiarl Pp 1-57 
Vtewgraphs end 

• Commissioners 03/09/24 73pp 10663 025 c’4\ 

Fiche 90-2a7, 83/05/24 . 83053 iOO'^ J 


U Congress lonal . Executive Correspondence 


Q305230703 Urges resolution of remaining quostio-nv le facilitgi restart 
Delay m resolving restart issue unacceptable when jobs at 
stake Restart issue should receive high piiciiity this 
Spring 

BROVHILL.J T , MOORHEAD, C J . RITTER,!) House of Rep , Energy 7. 
Commerce 03/03/16 PALLADINO. W Commissioners 3pp 19542 3J7 
24/ Fiche 50-209,03/03/16,8305230703 


6305040130 Forwards proposed Chairman testimony before Udall 
Gubcommi ttec 030406 hearing re developments since Apr 1982 
at TMI I resp ond tng to items in Cofigressmai. Udall 030413 Itr 
U/o proposed testimony 

DENTON. H R Office of Nuclear Reactor Rtgulation. Director 
83/04/20 DlRCKSiU U Office ot the Executive Dii ector for 
□parations 3pp 18327 011 24X Flche 30-289,03/04/20,8305040130 


— 0305040149 Enumerates items to be addresstd by Commission at 
Subcommittee on Energy b Environ 030426 oversight hearing on 
major developments at TMI since last hearing in Apr 1902 
UDALL. H K House of Rep . interior t Insula? Affairs 03/04/13 
PALLADINO. N Commissioners 2pp 1832/ 01 J 24X 
Ficho 90-209, 03/04/20. 8305040138 


0309230435 Forwards response to Quest tofi 20 iTi 630223 Itr re NRC 
review of D?<W/GPU trial recoid 

PALLADIND. N J Commissioners 83/04/20 UDALi , M K House of Rep . 
Interior f* Insular Affairs 2pp 16942 09J 24X 

Fiche 50-209. 03/04 /2B, 8305230 1 J5 


0305230440 Informs of dissenting opinloti ie Comrntssion majority 
decision blocking General Counsel review of BZ.W/GPU ti lal 
record In TMI-1 restart procoedifig Decision will hamper 
ability of Individual Commissioners tu obtain needed info 
GILINSKV. V Commissioners 03/04/07 SIMPSON, A K Senate. 
Environment V Public Works 2pp 10*342 053 ?4X 

Fiche 50-209. 83/04/20. 0309230435 


-’8305230443 Responds to Chairman Palladino 630309 request for views 
on legality of Commission decision directing Executive 
Director for Operations, rathei than Dfc of General Counsel, 
to review D&U/GPU trial record Actions suppoifod 
PLAINE. H H E Office of the General Counsel 83/03/25 
PALLADINO, N vI . GIL INSKY. V . AHEARNF. J Commissioners 9pp 
18542 055 24X Fiche 90-289, 03/04/28, 8J05230439 


—8309230146 Provides Commission i esponse to Commissioner GilinsVy 
830407 Itr disagreeing w/Comml ss ion majority decision to 
block General Counsel review of DtW/CPU trial record in 
TMI-1 restart proceeding Commission actions justified 
PALLADINO.NJ Commissioners 83/04/19 UDAl 1., M K House of 
Rep , Interior Insular Affairs 4pp 10542 060 24X 

Fiche 50-289,83/04/20,0305230435 


— 03O92GO15J Disagrees w/Comml ts ion majoiiLy views in Chairman Palladino 
83041? Itr justifying Commission decision to block General 
CouTiael review of Bt'W/GPU Inal record in Tfll-l restart 
proceeding 

ASQELSTINE. J K Commissioners 03/04/25 UDALL. M K House of 
Rep , Interior tc Insular Akfaiis 3pp 10942 064 24X 

Fiche 50-209, 83/04/Sa. 0305230439 


8305230377 Responds to questions in 830323 lli re sioam generator tube 
rupture scenario at TMI-l h Subcommittee on Oversight ir 
Investigation 821213 hearing Updated *>totus of TMI action 
plan items provided on 030325 

PALLADINO. N J Commissioners B3/05/09 MARKLY. E J House of 
Rep ♦ Interior ^ Insular Affairs Gpp 10603 30/ 24X 

Flche 90-289, B3/09/0 9. 0305230377 
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--a3O523O30e fieqoaats fijrther respons** to i s^sue< in 630123 I tr re steam 
generator tuBe degradation at TMI-l t S^.^i>CQrl>mx ttee on 
□i^ersight tt Investigation 021213 lie^ring Updated status of 
TMI action plan items a]$o requested 

MARKEVi E J House of Rep < Jfiten-or f* Insular Affairs 03/03/33 
PALLADIND< M J Commi ssi oners 2pp 10542 019 24X 

Flche SO-Sa-?, 33/03/05. G305230377 


V Operator Eiaminatlons 


03D312OO55 Forwards Training Procedure 62 10- AD II -2604 01»Rev l-OOr 
"Control of tuairys for Units t 2.” ^ Procedure 
6210-ADM-2610 02-Rpv t-00. "Operator Trajnjng Instructor 
Indoctnnatton/Ou^ 1 1 f lea t i on Training Program ” 

HUKILLill D General Public Utilities - GPU Service Corp 03/05/06 

STDLZjJ F Operating Reactors BrancJ» 4 Ip 10423 233 24X 

FUhe 30-239,03/09/06.0305120055 


j Insurance & indemnity Information 


0305120059 Forwards EndorBe-monts 77 fe 61 to NELIA Policy NF-180 t 
HAELU Policy MF-S8 j raspec t i ve 1 y 

SINISI.JM Marsh & McLennan, Inc 03/05/09 SALTZMAN, J D 
Assistant Director for State ^ Licensee Relations 3pp 10423 059 
24X Flche 90~273. 03/05/05- 8305120099 


P Operating license stage dacuments 6 correspandenco 


8304100590 Forwards response to questions ie single recirculation 
loop operation at facllitg 

MARRIHGTON. W D Boston Edison Co 83/04/11 VASSALLO. D D 
Licensing Branch 2 3pp 17999 212 24X Flche 50-293. 83/04/1 1, 

0304180390 


—0303120064 Rev I -00 te Training Procedure 62l0''ADM-2604 01. ‘’Control of 
Exams far Units I t 2 " 

* General Public Utilities - GPU service Corp 03/04/26 7pp 
10420234 24X Fiche 50-289,03/05/06.0305120035 


DOCKET 50-293 PfLORjM NUCLEAR POWER STATION, UNIT I 


Security, medical, emergency 6 fire prattfction plans 


B305050144 Forw.spds IE Insp Rept 50-293/83-05 on 030301-04 No 
noncompi lance noted 

MARTIN.! T Division of Engineering i Technical Programs 03/04/20 
HARRINGTON, g D Dostofi Edison Co 2p p 18342 203 24X 

Flche 90-'293. 03/04/20. 0303050144 


—0303050151 I£ Insp Repfc 50-293/03-05 on 030301-04 No npncomp I i ante 
noted Ma^or areas inspected followup of emergency 
prapaiedness Items from prior appraisal performed on 810713- 
24 tc public notification sys 

SttlTH.R . HILLER. M T , CROCKER. H W Region 1. Office of Director 
83/04/12 l7pp 10342209 24XFiche 50-293.03/04/20.8309050144 


J305020056 Responds to 830138 Itr forwarding Rev S to safeguards 
contingency plan Rev consistent w/provisions of 
10CFR30 54(pl 6 acceptable 

VAGSALLO. D 0 Operating Reactors Branch 2 83/04/23 MDRISI.A V 

Das tan Edison Co Ip 10300 280 24 X Fiche 30-293, 03/04/22, 

0309020036 


1305110034 Generic Ltr 63-21 to all licensees of operating reactors, 
applicants for OLa t holders of Cps re c 1 ar i f i cat ion of 
access to control pracedui es for law enforcement visits 
Svc list end 

ElSENHUT. D 0 Division of Licensing 03/05/11 Consolidated 

Edison Co of New Vork. Inc 16pp 10540 095 24X 

Flche 50-000.83/05/11,0305110034 


105170173 Provides schedule far chariges iu Tech Gpecs addressing 
fire protection issues re smoke dete-c 1 1 oi., Ka Ion sgs ^ 
alternate shutdown panda 

HARRINGTON, if D Doeton Edison Co 0J/OS/13 VASSALLO. D B 
Operating Reactors Branch 2 3pp (0466 318 24X 

Flche 50-293. 03/05/13. G30917O1 73 


105230430 Resubmits requests for App R technical S' schedular 
ex emptl ons. per 030339 meeting w/NRC W/three overslie 
figures Aperture cards are available in PDR 

HARRINOTQN.H I> Boston Edison Co 03/05/17 VASSALLO, 0 B 
Operating Reactors Rranch 3 36pp 10537 267 24X 

Flche 30-293,03/05/17.83032304 50 


03340371 Notifies that NUREG-0737. 1 1 em III A 2 I, ‘’Emergency 
Pr eparedns s s, Up g rad e Emergency Plans to App E. tOCFRSO. " 
completed Item closed 

VASSALLO. 0 0 Operating Reactors Branch 2 03/03/10 

HARRINGTON. N D Boston Edison Co 3pp 10594 217 24X 

Flcfie 30-293.83/05/10.0305240571 


General correspondence 


OS1GOJ53 Requests that WD Harrington be primary recipient of aj I NRC 
carrespandence re License DPR-35 AV Morisi should be added 
to list for future correspondence addressed to WD Harrington 
* RD Hachort fr CJ Mathi* should be deleted frdm list 
fARRlWOTON.H D Boston Edison Co B3/05/09 VASSALL0. D B 
Operating Reactors Branch 2 2pp 10437 ] 76 24X 

IChe 50-293.03/05/09,0303130133 


8303040295 aummary of S30414 meeeting w/util re plans concerning long- 
term program for scheduling necessary work items Vlewgraphs 
enc 1 

ECCLESTON. K T Operating Reactors Drench 2 03/04/21 

VASSALLO, 0 0 Operating fteactors Branch 2 37pp 10027 002 04X 

Flche 30-290,03/04/21,0305040295 


0003060266 Forwards Amend 60 to License DPR-35. safety evaluation t< 
notice of issuance & availability Amend reflects 
installation of alarm suiltches on torus dryuell vacuum 
breakers 

ECCLESTON. K T Operating Reactors Branch 2 03/04/22 MORISI. A V 

Boston Edison Co 2pp 18359 032 24X Flche 50-293.83/04/22. 

8005060266 


— 0303060279 Amend 60 to License DPR-35, chang i ng Tech Specs 8< associated 
bates to reflect inetallation of alarm switches on torus 
drywell vacuum breakers 

VASSALLO, D D Operating Reactors Branch 2 83/04/22 Bpp 

16359 304 24X Fiche 30-293,03/04/22.6305060266 


—6005060207 Safety evaluation supporting Amend 60 to License DPR-35 
a Office Of Nuclear Reactor Regulation. Director 83/04/22 2pp 
18359 342 24X Flche 50-293, 03/04/22, 0305060266 


—8305060291 Notice of issuance V availability of Amend 68 to Licen«e 
DPR-35 

VASSALLO. 0 8 Operating Reactors Branch 2 03/04/22 2pp 

10359 344 24X Fiche 50-293. S3/04/22. 0303060266 


0305120160 Foruiar-ds Amend 69 bo License OPR-33. safety evaluation St 
notice oF issuance & availability Amend incorporates revs 
to reflect organ! iati ona 1 changes re nuclear ac t ivi ties. both 
onsite 6 offsite 

ECCLESTON, K T Operating Reactors Branch 2 80/04/26 MORISI, A V 

Boston Edison Co 2pp 10435 ?66 24X Flche 50-293.03/04/26, 

8005120163 


— 0305120169 Amend 69 to License rPfi-35, incorporating revs to reflect 
organl lational changes re nuclear ac t ivi ties, both onsite 
of fsite 

VASSALLO. 0 0 Operating Reactors Branch 2 03/04/26 i3pp 

IB435 268 a4X Flche 50-293.83/04/26.0305120160 


— 83OS12OI0O Safety evaluation supporting Amend 6? to License DPR-35 
« Office of Nuclear Reactor Regulation, Director 83/04/26 6pp 
10435 281 24X Fiche 30-293,83/04/26.8305120163 


— 030SI20I07 Notice of issuance U availability of Amend 69 to License 
DPR-33 

VASSALLO. D D Operating Reactors Branch 2 83/04/26 2pp 

10435 207 a4X Fiche 30-293.83/04/26,8305120163 


0305090200 Forwards response to NUREO-0737 Item II K 3 13. “RCIC 
Automatic Restart " RCIC sys modified such that reactor high 
water level signal ull) automatically close RCiC turbine 
steam supply valve, should valve be open 

HARRINGTON, W D Boston Edison Cp 03/04/29 VASSALLO, D B 
Operating Reactors Branch 2 Ip 18063 361 24X 

Flche 50-293,83/04/29.8303090200 


8305020455 Generic Ltr 03'-19 to all power reactor testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLe Svc list encl 

ISENHUr, D 0 Division of Licensing 83/05/02 Consolidated 

Edison Co of New York. Inc 50pp 1S44! 120 24X 

Fiche 30-000, 03/05/02, 03050204 53 


8305180197 Forwards Amend 70 to License DPR-33, safety evaluation V 
notice of issuance Sc aval lab 1 1 1 ty- Amend revises Tech Specs 
to change critical power ratio limits to increase safety 
relief valve simmer margin 

ECCLESTON, K T Operating Reacfcars Branch 2 83/05/03 MORISI, V A 

Boston Edison Co 2pp 18503 333 24X Flche 50-293,83/05/03, 

8305180197 
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-~03O518O2O4 Am^nd 70 to License nPR-33i i ev 1 5 ing Teen Specs to change min 
critical pOLi/er ratio limits to increase safetg iclief 
valve simmer margin 

VASSALLO* D R Operating Reactors Branih 2 83/05'03 5pp 

ieS03 333 24X Fiche 50-293(83/03/03,030318019/ 


— 0305180216 Safety evaluation supporting Amend 70 to License DPR-35 
# Office of Nuclear Reactor Regulation, Director 83/03/03 Ip 
18503 340 24X Fichc 50-293.83/05/03,8303100197 


— 6305180229 Notice of issuance availability of Amend /O to License 
DPR-35 

ROQNEy, V L Operating Reactors Branch 2 03/05/03 2pp 

18503 341 24X Fiche 30-293. 83/05/03. 8 JOS 1801 97 


0303090659 Generic Ltr 03-20 to all operating reactor licensees f/ 
holders of CPs re integrated scheduling foi implementation 
of plant mods 8vc list encl 

ElSENHLfT.DQ Division of Licensing 03/05/09 Consolidated 
Edison Co of Neui york, Inc I6pp 18627 133 24X 

Fiche 50-000,83/03/09,8303090659 


8303160044 Requests rescheduling of completion date for torus internal 
mods re torus catwalk extension support legs ring girder/ 
shell wold near T-quenchers to 850221 

HARRlNOTONiN D Boston Edison Co 03/03/10 VASSALUO, D D 
Operating Reactors Branch 2 3pp 18453 013 24x 

Fieht 30-293,63/05/10,8305160044 


B305I6O061 Requests that completion date for scram discharge vol mods 
be modified to 030223 Info to support schedulai relief 
discussed 

HARRINGTON, W D Boston Edison Co 63/03/10 VASSALLO, D 0 
Operating Reactors Branch 2 3pp 10451 045 24X 

Fiche 30-293.03/05/10,8305160061 


0305260175 Forwards request foi addl info re NURCG-0737, Item TI K 3 28 
on qua 1 1 f i cat ion of automatir doprossur i la t ion sgs 
accumulators Response within 45 days tequested 

VAB9ALL0, D B Operating Reactors Branch 2 63/03/Jl MORISI.A V 

Boston Edison Co 3pp 18648 110 24X Fiche 50-293,03/05/11. 

8305260175 


0303170345 Notifies that response to 20 questions re "Mark I 
Containment Long-Term Program - Plant Unique Analysis Rept - 
Structural Evaluation," delayed until Q30722, per 630429 L 
0503 telcons 

HARRINGTON. W D Boston Edison Co 03/05/13 VASSALLO, 0 B 
Operating Reactors Branch 2 ip 10465 122 24X 

Fiche 50-293,03/05/13,8305170345 


0305170416 Responds to 030202 request for plant-unique calculations 
forming bases for mods to vacuum breakers on flark I 
containments or justifications for as-built accep tab 1 1 1 ty, 
per Generic Ltr 83-OB Mod schedule discussed 
HARRINGTON, W D Boston Edison Co 03/05/13 CIQENH1>T,0 0 
Division of Licensing 2pp 10469 200 24X Ficho 50-293,03/05/13, 

6305170410. 


0303190147 Discusses Issuance of revised policy statement re util 
position on NUREG-0737, 1 tom I C 6, "Verify Performance of 
Operating Experience " Policy will be Integrated into 
existing operations procedure by 630312 

HARRINGTON. W D Boston Edison Co 03/05/13 VASSALLO, D B 
Operating Reactors Branch 2 Ip 10502 070 24X 

Fiche- 30-293. 63/03/13, 0305190147 


8305240360 informs that NVRC0''O737, I tern H F 1, "Containment High 
Range Radiation Monitor.*' completed Item closed Safety 
evaluation end 

VASSALLO, 0 B Operating Reactors Branch 2 03/05/13 M0R1BJ,A V 

Boston Edison CO 4pp 16593 356 24X Flcha 50-293,03/03/13, 

0303240560 


630520044/ Provides commitment In response to final rule re environ 
qual If Icatl on of safety-related electrical equipment 
Gual 1 f ication plan end 

HARRINGTON, W D Boston Edison Co 63/05/17 VASSALLO, D 0 
Operating Reactors Branch 2 ilpp 103J6 092 24X 

Fiche 50-293,83/03/17.8303200447 


8305200239 Submits juiti f Icati on for continued operation until environ 
qua 1 1 f Icat ion of equipment in Categories I b, II a ^ IV 
qual 1 f led, per 030413 request Info requested on safety 
evaluation Items will be addressed in future ltr 
HARRINGTON, W 0 Boston Edison Co 63/05/ 10 VASSALLO. D 0 
Operating Reactors Branch 2 lB4pp 10310 177 24X 

Fiche 50-293,03/05/18,0303200259 


8305260J30 Informs that NUREG -073'». I tem I I 3 45 to depressur iiction 
W'other than automatic deppressur i ;at t on sys would not 
contribute to plant safety i- no plant design or oporeation 
mod required Safety evaluation end 

VASSALLO. 0 D Operating Reactors Branch 3 83/05 10 

HARRINGTON.W D Boston Edison Co 2pp 10649 052 24 X 

Fiche 50-293, 83/05/10, 8303760J JO 


8305260379 Requests remittance of two tlusn 111 fees for review of 
630405 appltcation to amend license nPR-33, c hang Ing max 
critical powei ratio limits f, increasing safety relief 
valve Simmer margin 

DIGGS. R M License Fee Maf.,igement Branch 03/05/20 MORISI.A V 
Boston fcdison Co Ip 1S647 ^50 2 l>r Fiche 50-293 83/05/20. 
0305260379 


0 Inspection 1 eports, IE Bulletins t ccii r espondetic e 


0212060385 lE Info Notice 83-J4. ' Osuiatei eo Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical R<eacti<]n " Sve list 
enc 1 

TAVLOR, J M Division of Safeguerdi. f Inspection Programs (Post 
a30lO3» 63/03/21 Consolidated Edison Co of New Yori. Inc 

ll2pp 10308 319 24X Fiche 30-000. 63/03/21, 0212060385 


83G3040021 IE Info Notice 83-21, ''Defective kmergcncy Use Respiiator " 
Sve list end 

JORDAN, E L Division of Emergency Rrepai edness f/ Engineering 
Response iPost 030103) 83/04/15 Consolidated Fdison Co or New 

York, Inc 126pp 10435 195 24x fiche SO-OOO. 83/04/ 15, 0303040021 


0305030144 Forwards lE Insp Rept 50-293/83-05 on 83030J-04 No 
noncompliance noted 

MARTIN,! T Division of Engineering f/ Technical Programs 03/04/20 
HARRINGTON, W D Boston Edison Co 2pp 18342 203 24X 

Fiche 50-293,63/04/20,8305050144 


—83030 50151 IE Insp Rept 50-293/03-05 on 030301 -04 No noncompliance 
noted Major areas inspected followup of emergency 
preparedness items from prior appialsaj performed on SIO-TIS- 
24 & public notification sys 

SMITH.P , MILLER, M T , CROCKER, H W Rugion I, Office of DliectOT 
83/04/12 I7pp 10342 205 24WFit.he 90-393.83/04/20,0303030144 


8303040023 IE Info Notice 83-22. "BNR 8if c t y /Re 1 1 ef Valve Failures " 
Sve 1 ist end 

JORDAN. E L Division of Emergency Frepaiedness Engineering 
Response (Post 830103) 03/O4/2P Consolidated Edison Co of New 

York. Inc llffpp 16383 089 24X Firhe 50-000,83/04/22.6303040023 


6303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys ” Sve list encl 

JORDAN, E L Division of Emergency Prepars'dnes s f' Engineering 
Response (Post 030103) 03/04/25 Consolidated Edison Co of New 

York, Inc ll9pp 10381 291 24K Fithp 50-000,83/04/25,8303040025 


0305030250 Updates 830310 response to 11 BuNettrt 03-01. 'Check Valve 
Failures in Raw Water Cooling Sy., of Diesel Generators ' No 
check valves located In cooling water sys at facility 
Failure mechanism identified in bulletin not possible 
HARRINGTON, W U Boston Edison Co ej/04/2/ ALLAN, J Region 1. 
Off lea of Director ip 10337 334 24X Fiche 50-293,83/04/27. 

0309030250 


0305060029 Notification of significant lictnsee B30510 meeting ir> 
BostoTkrMA to discuss performance Impi oveejent piogram 
ELSASSER, r C Region 1, Office of Uliector 83/04/27 Region i, 
Office of Director Ip 10354 308 24X Fiche 50 293,83/04/27. 

0305060029 


6303040026 lE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PURs " Sve list encl 

JORDAN, E L Division of Emergency PrepiTednoss 8, Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 047 24X FiChe 50-000. 83/04 /2a, &3030 4 0026 


8303040027 IC Info Notice 03-2'H, "Standby Ga,, Treatmont Sys Heater High 
Teaip Trip Setpaint Adjustment " Sve list encl 
JORDAN, E L Division of Emergoncy Preparedness & Engineering 
Response (Post 830103) 03/04/28 Consol Ida ted Edison Co of New 

York. Inc 1 18pp 10302 165 24 X Flt.h** 30-000,03/04/28,030304 0027 


0303160137 Forwards IE I nap Kept 50-293/03-07 on 830322-0418 *, notice 
of violation 

STAROSTfCKl, R Division of Project fa Rosidont Programs 93/05/02 
HARRINGTON. W D Boston Edison Co 2pp 10446 048 24X 

Fiche 5O-293,03/O5/O?> 0305160137 


— 0305160137 Notice of violation from ihsp on fi3O332-O4l0 

* Division of Project U Resident Progi ams 63/03/02 Ip 
10446 030 g4X Fiche 50*293.03/05/02 8305160137 
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— 8305l60l4i2 IE Insp Rept 50-293 '03-0/ an 030322-0418 f4tintomp 1 1 ancc 
noted to i<Tip I em^rvt at-ition proceduic for msp &. 

cle^anirq of standty gas treatment inlet plenum 

JOHNSO^^ J . EICHEriHQLZ. H fiction li Office « f Director 
ELSASSER.T Division of Project I Resident Programs 03/04/38 
!5pp 10446 051 24X Fiche 50-293.83/05/02.0303160137 


8303040028 IE Info Notice 83-26. "FaiJuie of Safety/ReUef Valve 
Oisc/iarge Lins Vacuum Sreakeis " Svc list end 
v/QRDANi E L Division of Emeigencv Prriparednesa «. Engineering 
Response <Post 630103) 03/03/03 Consol i da tetf Edison Co of Neu 

Vork. Inc I22pp 18441 170 241: Ficho 30-000.03/03/03.8303040028 


8303040030 I£ Info Notice 83-27. “Operational Response to Events 
Coficerruog Deliberate Acts Directed Against Plant 
Equipment “ Rye list erct 

JORDAN. C L Division of Efnergencg Prepai edness *. Engineering 
Response (Post Q3Q103I Q3/05/Q4 Consolidated Edison Co of Neu) 

York. Ini 112pp 10382 232 24 < Fn.hp 50-000. 63/03/ 04, B303040030 


8303040031 IE Jnfa Notice 03-28. "Criteiia foi Pr etec t l ve Action 
Rec ommeTid at 1 on s for (General Emergencies ' Sve list encl 
jOROANrF L Diviston of Erfiergency Preparedness Engineering 
Response 'Post 530103) 8J/05/04 Consolidated Edison Co of NeoJ 

York, Inc U9pp 18441 00| 24)( Ficb* 30-000.03/05/04,8303040031 


0303040033 IE Info Notice 83-29. "Fuel Dindirtg Caused by Fuel Rack 
Deformation " Sve list enci 

JORDAN. E L Division of Eaieigericg Preparedness S. Engineering 
Response (Post 8301031 83/05/06 Consolidated Edison Co of Neui 

York, rnc IlSpp 18323 248 24Xriche 30-000.03/03/06.8303040033 


8303040034 JE Info Notice 83-30. "til sapp 1 i ca 1 1 on of Generic Emergency 
Operating Procedures (£0P) Guidelines “ Sve list end 
JORDAN, C L Division oP Emergency Preparedness 7< Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co of Neui 

York. Itic n4pp taS24 003 24X FlCbe 50-000,03/05/11.8303040034 


6303230429 Ac k receipt of 03O4J7 Itr iniorming NRC cf steps taken to 
correct violations noted in IE Insp Rept 50-293/83-03 
STAROSTEC)< I, R Division of Pi eject f- Resident Programs 03/05/13 

HARRINGTON, N S Boston Edison Co £p 1053B SIS 24X 

Ficbe 50-293.83/05/13,8305230429 


— 8303230434 Responds to NRC 93C329 Itr le violations noted kn IE Insp 
Rept 50-293/83-03 Corrective actions personnel counseled on 
procedural adherence re radiation samples not taken or 
counted i Name CR 83-39 Issued concerning nonadherence 
HARRINCTDN, W D Boston Edison Co H3/04/S7 STARQSTECKI. R 
Division of Project !« Resident Programs 3pp 10338 216 a4X 
Fiche 50-293.83/05/13.8305230429 


83D5270073 Provides clarification re prior IF bulletin correspondence 
Inaccuracy due to brief revjeir time alloued by IE Bulletin 
SO-Ol Nr consequence to safety evident Expanded sampling 
of bulletin review being implemented 

HARRINGTON. W D Boston Edison Go 03/05/13 ALLAN, J Region 1. 
Office of Director 3pp 18630 SP3 24X Fiche 50-293.83/05/13. 
0305270073 


8303040040 IE Info Notice 83-31. 'Enoi lo ADLPIPE Computer Program " 
Sve list enc ) 

JORDAN, F L Division of Energericy Preparedness ^ Engineering 
Response (Post 630103) 03/05/19 Consol itfated Edison Co of Neui 

York, Inc IMpp 18697 009 24 X Fiche 50-000.83/05/19,0303040040 


D303040046 IE Info Notice &3-33, "‘Nonrepr esenlat i ve Sampling of 
Contaminated Oil " Sve list end 

JORDAN, C L Division of Emergency Prepa? k*dne f' Engineering 
Rasponsr (Post S30103> 63/05/26 Consolidated Edison Co of Neu 

York, Inc ll4pp 18647 007 24* Fiche 50-000,83/03/26,0303040046 


1 Periodic ppcrating leports ^ related cot i espondenc e 


J3O3020I34 Forwards photographic matl fi om 1981 82 annual main 

breakwater surveys Survey for 1983 in progress Aerial 
portion wiJ) be postponed while review,, of 03O22B request in 
progress 

HARRINGTON, M D Boston Ediian Co BJ/G4/26 VASSAS-iD, D B 
Operating Reactors Drarich 2 Ip 182/8 218 24X 

Fiche 50-293.83/04/26,9305020)34 


il05lO0139 FoTwards “Marine Ecology Stud i ei> re Opcr^itton of Pilgrim 
8tati on. Semlannua 1 Rapt 21.1^02 “ 

HARRINGTON, If D Boston Edison Co 83/04/29 Environmental 

Protection Agency 2pp 18376 004 24< Fiche 50-293,83/04/29, 

8303100138 


-0305100144 "Marine Ecoiogy Studies re Operation of Pilgrim Station. 
Semiannual Rept 21. 1982 " 

ANDERSON. R D , SCOTTON. L N Boston Edison CO NJC3-EI 83/04/30 
4l4pp 13376 006 24X FJcho 50-293.83/04/29.0303100130 


0305160134 Foruiards "Environ Radiological Monitoring Program for 1902. 
Rept 15 

HARRINGTON. W D Doston Edison Co 03/05/09 ALLAN, J Region ], 
Office of Director Ip 10447 231 24X Fiche 50-393,83/05/09, 

8305160134 


— 9305(60136 "Environ Radiological Monitoring Program 1982." Rept 15 
* Boston Edison Co 03/04/30 isapp 18447 232 24X 

Fiche 50-293. 93/05/09, 8305160134 


8305230505 Forwards "NPDES Discharge Monitoring Rept.Jan-Mar 1903 " 
MATHIS. C J Boston Edison Co 83/05/12 Environmental Protection 

Agency MCMAHON. T C Massachusetts. Commonwealth of. Ip 
18537 062 24X Fiche 50-293,03/05/12.0305230535 


—0305230537 "MPDES Discharge Monitoring Rept. Jan-Mar 1983 " 

MATHIS.CJ Boston Edison Co 83/05/13 16pp 18537 064 24X 

Fiche 50-293, 83/05/12. 0305230535 


8305170529 Forwards monthly operating rept for Apr 1903 

HARRINGTON, W D Boston Edison Co 83/05/13 Director's Office. 
Office of Inspection and Enforcement Ip 18467 027 24X 

Fiche 30-293,83/05/13.930 5170529 


— 8305170532 Monthly operating rept for Apr 1983 

IsIHITNEY.OG Ooston Edison Co 83/05/13 6pp 18467 028 24X 

Fiche 50-293,83/09/13.0305170529 


8 Reportable occurrences. UERs related correspondence 


8304110696 Forwards LER 83-010/03L-0 

MATHIS. C J Boston Edison Cn B3/03/24 HAYNES, R C Region 1, 
Office Of Director Ip 1 7914 039 24X Fiche 50-293,83/03/24, 

8304110696 


—8304110706 LER 83-010/03L-0 on 030222. two of four /rotor operator 
mounting cap screws found bacl,ed out of core spray valve 
MOV 1400-4A Caused by sijs vibration Cap screws installed 
u/thread compound applied Redundant MOV 1400-4B inspected 
HHITNEY, G 0 Boston Edison Co 83/03/24 Region 1, Office of 
Director 2pp 17914060 24X Fiche 50-293.83/03/24,8304110696 


8305110334 Forwards LER 83-015/03L-0 

HARRINGTON, W 8 Boston Edison Co 03/04/25 Region 1. Office of 
Director Ip 10406 177 24X Fiche 50-293,03/04/25.0305110334 


— 83051)0341 LER 83-015/03L-0 on 830331, standby gas treatment sys train 
opened w/o proving operability of redundant train Caused by 
mi scommuRicat ion between Insp crew 6 control room Need for 
proper communications omphasiied 

WHITNEY,0 0 Boston Edison Co 83/04/25 Region 1, Office of 
Director ip 18406 170 24X Fiche 50-293, 83/04/25, 83051 10334 


0305110356 Forwards LER e3-Ol4/03L-0 

HARR I NOT ON,!.) 0 Boston Edison Ca 83/04/25 Region 1, Office of 

Director ip 10406 130 24X Fiche 50-293,83/04/25,8305110396 


—0303110365 LER 03-O14/O3L-O on 030329, dry well airborne leak detection 
sys (C-l?) particulate channel found reading downscale 
Caused by loose connector pin Pin repaired & unit returned 

to SVC 

HKITNEV.O O Boston Edison Co 83/04/25 Region 1, Office of 
Director ip 18406 i3£ 24X Fiche 50-293,83/04/25,8305110356 


8305110304 Forwards LER 03-Ot7/O3L-O 

HARRINGTON, W 0 Boston Edison Cd 03/04/25 Region 1, Office of 
Director Ip 1B406 199 24X Fiche 50-293,83/04/29.8303110384 


—8303110392 LER 03-O17/O3U-O on 030403, drywe IJ airborne leak detection 
sys (C-19> found innperabia Caused by overheated sample air 
due to improper thermostatic control of heat tracing for 
sample lines Lagging on lines removed 

HHITNEY,G 0 Boston Edison Co 83/04/29 Region 1, Office of 
Director Ip 18406 200 24X Fiche 50-293, 83/04/25. 03051 10384 


8303230316 Forwards LER 83-01^/03L-0 

HARRINGTON. M D Das ton Ed 1 « on Co 83/04/27 Region 1, Office of 

Director )p JQ537 311 a4X Fiche 90-293,83/04/27.8309230916 


— 8303230921 LER e3-Ol6/O3L-0 on 030402. over 1 oad annunciation received 
when MaV-220-£ switchefr open during scram recovery Probably 
caused by spurious annunciator from overload mechanism in 
Cublei -Hammer motor control c fcr Valve returned to sve 
WHITNEV(G O Boston Edison Co 03/04/27 Region 1, Office of 
Director Ip 18537 312 24X Fiche 90-293,83/04/27.0305230516 
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030516014 b Telecopy lEH 83 - 020 / 01 X -0 on 03 O 5 uP, da I i ij suiveillance 
testing per Tech Spec Sectiort 4 li D not performed Caused 
py failure to revise procedui es It inadveitent. removal of 
sections from Tech Specs Procedurei» rpvioed 

OR AH AM, E T Boston Edison Cd 83 / 05/02 Red ion 1 , Office of 

Director Ip 18446 085 24 X Fiche 50 - 273 , 03 / 05 / 02 , 8305 X 60143 


0305190024 Forwards LER 83 - 022 / 03 L -0 

HARRINOTONiW D Boston Edison Co BJ/ 05/04 Region 1 , Office of 

Director Ip 18302 041 24 XFichc 50 - 273 , 83 / 05 ^ 04,8305190021 


—0305190029 LER 83 - 022 / 03 L -0 on 8304 13 , o^or load on valve motor 1301-17 
resulted in loss of high pi ess u re cot'e cooling backup 
capability Caused by oiidation in motor end bell ^ motor 
brushes, due to humidity caused by leaking valve packing 
CROWDER, 3 0 Boston Edison Co 83 / 05/04 Region 1 , Office of 

Director Ip 10502 042 24 X Flcho 50 - 293 , 83 / 03 / 04,8305170024 


8305230533 Forwards L£R 83 - 01 S/ 03 L -0 

HARRINOTON, W D Boston Edison Co 83 / 05/04 Region 1 . Office of 

Director Ip 18537 060 24 X Fiche 50 - 293 , 83 / 05 / 04.8305230333 


— S 30 S 230538 LER 83 -OJ 8 / 03 L -0 on 830408 , dui i ng insp standby gas treatment 
sys B heater contact wiring found burnt, i endei ing sys 
inoperable Caused by high resistance due to loose wires 
at contactor terminal Contactor wiies replaced 
GRAHAM, E T Boston Edison Co 83 / 05/04 Region I, Office of 

Director Ip 10537 061 24 X ri,.he 50 - 293 . 83 / 03 / 04,8303230333 


0305190 X 76 Forwards LER 83 - 021 / 03 L -0 

HARRINOTONfW D Boston Edison Co 81 / 05/09 Region i. Office of 

Director Ip 10502 257 24 X Fiche 50 - 293 . 83 / 05 / 07,8305190176 


—0305190101 LER 83 - 021 / 03 L -0 on 8304 1 1 , dur i ng Surveillance Test 0 7 4 3 , 
primary containment isolation valve A 0 -b 033 D failed to meet 
10-9 closing time requirements Caused by lubt icant 
infiltrating solenoid valve components Components replaced 
DRlXEy,P Boston Edison Co 83 / 05/09 Region 1 . Office of 
Director 2 pp 18502 258 24 X Fiche 50 - 293 , 81 / 05 / 09,8305190176 


8305190326 Forwards updated LER B 2 - 008 / 01 X -1 

HARRINGTON, W D Boston Edison Co 83 / 05/09 Region 1 , Office of 
Director Ip 18500 310 24 X Fiche 50 - 293 , 03 / 03 / 09 , 8305 X 90326 


—8305190330 Updated LER Q 2 - 00 B/ 01 X~I on 820331 , HPCI injection valve 
KQ- 2301 -d failed to open in required manner Caused by 
missing wire jumper intended to bypass motor operator torque 
switch Jumper installed valve tested satisfactorily 
VENDER. J Boston Edison Co 83 / 03/09 Region I. Office of 
Director 2 pp 10500 319 24 X FI the 50 - 293 , 83 / 05 / 09,8305190326 


0305230509 Forwards updated LER 03 - 01 4 / 03 X -1 

HARRINGTON, W D Boston Edison Co 81 / 05/09 Region I. Office of 
Director Ip 18337 324 24 X Fiche 30 - 293 , 83 / 05 / 09,8303230509 


—8305230515 Updated LER 03 -OJ 4 /O 3 X -1 on 830329 , dry we I 1 airborne leak 
detection sys <C- 19 > particulate channel found reading 
downscale Caused by loose connector pin Pm repaired 
WHITNEY. G 0 Boston Edison Co 83 / 05/09 Region 1 > Office of 
Director Ip 10537 325 24 X Fiche 30 - 293 , 83 / 05 / 09,8305230509 


DOCKET 50-295 2 ION NUCLEAR POWER STATION. UNIT i 


F Security, medical, emergency ^ fire protection plans 


0305100122 Forwards post-exercise evaluation for 810729 e xer c i sc. f Inal 
rept of reexercise on 811007 It final exercise repb of 830110 
exercise No significant deficiencies cited 
KRlMMiR W federal Emergency Management Agency 83 / 04/00 
JORDAN, E L Division of Emergency Fiepaiedness t. Engineering 
Response (Post 830103 ) 2 pp 18375 048 24 X Fiche 50 - 295 , 03 / 04 / 08 / 

8305100122 


— 8305100126 "Zion Nuclear Generating Station Small-Scale Joint Emergency 
Exerc 1 se, 0301 18 , final rept 

-tk Federal Emergency Hanageirieni Agency 83 / 03/04 7 tpp 
18373 050 24 X Fiche 50 - 295 . 83 / 04 / 08,8305100122 


— 8305100131 "Zion Nuclear Power Station Reexerc i sc, WI/Kenosha County 
(Small-Scale) 811007 ," final rept 

a Federal Emergency Management Agency 82 / 04/30 32 pp 
18375 121 24 X Fiche 50 - 295 . 83 / 04 / 00.0305100122 


— 0305100136 "Post-Exercise Evaluat ion, Exei c i se of State & Local 
Radiological Emergency Response Plans for IL Wl (Near Zion 
Nuclear Power Station) " 

» Federal Emergency Management Agency 01 / 07/29 44 pp 
10375 153 H 4 X Fiche 50 - 295 , 83 / 04 / 00,8305100122 


830503007^ p/ibljr ei-.ior Or riv t.neig^f.Ltj plan 

imp lam.»n 1 1 r.g jjrocedure 

FELTON, * M Oivisiun of Rulta and he oi Jv dJ, C4,J3 Document 

Management BrancTi Ip l3oSt, 103 1< fji-he 50-205 83/04/22. 

83050303 


— 830503008 * Formafdg publiv version gl Pev tp Emergency Plan 
Implemontiiig Piocedure LPlf’ t 40 - 1 , 'Fmrigency Cvmnunicati ons 
Sy^ Operational Tests 

PUML G Commonwealth Edison uo 83 f' 4 '06 PONTON H R NRC - Nq 
D etailed affiliation. Given ip IHvVb 104 24 X 

Fiche 50 - 295 , Q 3 /U 4 / 22 , e 305 Ul 00-'6 


--B3050300vi Public 'ersicii of Rtv D to Emeigency Plan Implementing 
Procedure EPIP 440-1, "Lmei q^netj C ow-nmuii i a 1 1 on s Sys f. 

Operations) Tests " Piocednre Chirtgr P»<quest A-B3-5J enc 1 
NYKiRKtxJ W C ommon lu-c a 1 1 h fUison Co r^l Q3 /k! 5 5pp 18326 105 

24X Fit-ne 50-295, 03/04^2=’. 


6305030104 Releases public version iiV Tt. , lo emergency plan 
imp lomenting prucedure 

FElTON, .1 M Division of Rultv and Revurfa C3/04 ' Document 
lian^gemirnt Branch Ip 18309 354 r4x Fiche 50-295, 83/04/22, 
B 305030104 


— 0305030114 Forwaids public vn-ion of Rp 11 to El.eigency Plan 
Implementing Procedure FPIP 1 ^ 0 - 1 , "Ar i i » a t i un of Gendrating 
Station Emergency Plan Station Group " 

PLIML.G Commonwealth Edison Co 63 / 04 'Oo DENTON, H R NRC - No 
Detailed Affiliation Given Ip .’55 24 / 

Fiche 50-295 83 / 04 / 32 , 63050, 0104 


-- 03050301 )^ Public version of Rev 11 ’’c, r.iiyrgeruy ()an Implementing 
ProceduTe FPIP 320 - 1 , "Ac 1 1 va t ion ri G neidfing Station 
Emergtr.cy Plan Station Group " PrLC.?dut,- Change Request 
A- 83-00 tnrl 

NVKIRK, 3 W Lommoriuea 1 th Edison Co 6 '>, 01/25 '^PP 16309 356 
24 X Fiche 50 - 295 . 03 / 04/22 83050301/4 


B305060673 Releases public veision jf i l, eireigeiuy plan 
implementing procedure 

FELTON, t M Di,, 15 ion of RuIps and P*- c i a B 3 'v 4 / 2 S Document 

Management BranLh Ip i8J5^ 326 *’4 « Fiche ‘"0-295, 03/04/25 

03050606/3 


--8305060679 Foruaids public vDr*ion ot Rev 5 to t.metgcncy Plan 
Imp lemf*nt 1 ng Provedure FPlP ‘•90-2 'fnviTwn Fmeipency Kit ! 
Emerganry CJpeTatione Farility RadiuIogiLal Fquipnent " 

Procedure change leqocsl en. 1 

PLIHL.G Commonwealth tdl^Cir. Co ki3/t>:/09 BiNTON-H R NRC - No 
Detailed Aftiliatian Given 3 pp lllJj/ 327 24 X 

Fiche 50 - 295 . 83-'04 ^ 25 , 83050606/3 


— 8305060686 Public version Ut Rc 5 tu f.otT rUn Implementing 

Procedure EPIP 550 - 2 , ■■Fn'*vrvn Cmtryen'ij Mil ' tiT.ergency 
Operations Fe^cility Rad i .• 1 og i c dl Iq'aip.ioitt ' 

# Commonwealth Edison Co b 3 /OJ,'J 0 5 pp lU'Jt'/ 330 24 ^ 

Fiche 50 * 295 , 03 ■' 04 / 23 < 83050606/3 


8305060410 Fni wards IC Safeguaids Insp Ne(ftj 50 2 *^ 5 , 03-06 
90 - 304 / 8 J' 0 / on 030313 notice of viwlatun Notice of 
violation Withheld (ref iorFR/ 32 li 

KEPPLER.J G Region 3 . Offi-e of OUrLfi 03 'nb'O 3 0 'CONNOR. J J 

Commonwea I th Edison Co 3 pp J 834 I 2 '^ 24 X Firho 50 *’ 293 , 

83/0 5 / 03 . 8305060410 


— G 305 O 60 U 8 IC SaiegoarJs InSn Repts in, J*'l,,U 3 -o 6 ^ 50 J 04 /B 3-07 on 
830319 Noncomp ) lanc o noted unauthoi i i pd entry iiitti 
protected t< vital area t- failure tv 'epi safeguards event 
Details withheld (ref lOt-FR/J Ml 

BELANGER, J L , MADEDA, T J . CRF.EI’, ..r H Rpglon 3 , DPtice of 
DlrectOT 83 / 04/29 tp 18343 24 / 24 X Fich '3 50 - 295 , 83 / 05 / 03 . 

8305060410 


8305110034 Generic Lti a3-2i t.. ali ot cpaiating reactois, 

applicants Tor 0L$ 6 holders of CPs re v, l..i i F icat mn of 
access to contiol procedures for 1 rr.fnr tmeht visits 
5vc list end 

EISENHOT.DG Division of Livonsing Consolidated 

Edison Co of New York, Inc I6pp IQ'jdO 093 r4A 
Fiche 5O-000. 83 /O 5 / 1 1 . 830 5110034 


0305240246 Advises that reqtnrf merits of NObfi, (Tt i/ Item II! A 2 I, 
‘'Emergency Pt eparednes s, Upni udu Em. tg.iu-'/ riaiu. t', Maet 
App E to 10 CFR 50 . " satisfied 

7 AR 0 A, 5 A Operating Reartois Bianv.h J '■’ 3 / 05 , 16 i 4 RRAR,D L 
Commonwealth Fdlson Co Tpp 18593 JOT /-ix Fj--hr 50 - 2 *’ 5 . 03 / 05 / 16 , 
0305240246 
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J Jnsurarctf ^ indeiiin i ty i nf orma ti or 


8305230500 fortiJardi End orsieinent 144 to NELJA Policy NF-43 t Endorsemc-n t 
]2l to MAtLU Policy nP"22 for DiGsaon Mr 1 1 i tj Endorsempnt 
63 to NFLIA Policy fJF-201 V Erdorseme-nt 53 to KAELU Policy 
MF-A4 for l\Qn Unit I W/o end Ouao C i t J c s. ord orsemen ta 
OSTEPtJ Co/rnnonue^l til Edison Co 63^03/13 SALTZIi/^N< J ABSiitart 

Director for State S- Lltersee Pelatiotis 5pp J8537 J 74 24 X 

Ficfie 50-000-83/03/13,9305230500 


□ Advisoi y Co'nmitcee on Recicti^i Lafeguaida rcpaits correspondence 


8305160246 Comments on SSNRP risk andtysi? Risks from seismic events 
should be analyied separately i^rom interiidl everts in/results 
treated independently On-ly yjtpet limits need be estimated to 
determine if risks acceptable 

DAVtSiP K Afritiatton l^nknoun OAVtS,P R ACRS - Advisory 
Committee on Reactor Safeguaids 8j->04/t6 OitREnT. D ACRS - 
Advisory Committee on Reactoi SafejjuaidJ Ip 18472 001 24X 

Flche 30-295.03/04/16. 0305160246 


P Operatir-y license stage docun-ents -t cc-rt espordence 


B303300001 Forwards Amends 02 *< 72 tJ Licenses OPR-3'? h DPR-48, 
respectively & notice of issuance !. availability Amends 
delete nonrad i o 1 &g 1 ca 1 water qua 1 1 ty-i e lated requirements 
VARGA- S A Operating Hoacturs Oranch 1 93/03/ J I FARRAR. 0 L 

Commonwealth Edison Co 3pp 17731 P92 TRX Fiche 50“2?3. 03/03/ 1 I , 
8303300001 


— 0303300002 Amends 32 ?i 72 to Licenses PPR-S9 6 I>PR-4B. rasp ecta ve ly. 
deleting ndiii ad 1 olog i ca J uatei qua 1 1 1 y-i e S ated requirements 
VARGA- S A Operating Reactois Pranch 1 83/03/11 61pp 

17751 eV5 24X Flchc 50-295, 83/03/ 11 , B303300001 


-*-6303300003 Notice of issuance f. av-cilabitaty of Amends 82 72 to 

Llcentes DPR-39 <* DPn-40. re s p oc C i ve 1 y 

VARGA- S A Operating R-eactors -Oi ancb 1 83/03/11 2pp 

17751 356 24X FI Che 50-29 5. 93/03/ I l , 030330000 I 


B304S700SJ Agrees w/e303ll 1 tr d smarts ti at ing that lech bpecs imdtcate 
conditions under which protection sys channels may be 
bypassed during cooldown Review closed 

VARGA. S A Operating Reactors tlraricb 1 83/04/12 FARRAR. D L 

Commonuealth Edison Co 2pp 18254 150 24X piche 50-295.83/04/12. 

8304270053 


3303180691 Foru-ards revised order a-odifyiny ccjmpletion dates for 
NLrREG-0737. Items 1 1 0 2, 'Tlant Shielding-" 1 1 0 3, “Post 
Accident Sampling" Ic I I F I 2. ' Accident -Monitoring 

Instrumentation “ 

VARGA. 8 A Operating Reartora branch I 83/04/20 FARRAR. D L 
Commonueaith Edison Co 2pp 19505 181 24X Fiche 50-295.83/04/20. 

8305180691 


-6305160/02 Revised order modify mg uoinp let i on dates for NURE0-*0737t 
Items II 0 P, "Plant Shielding." II n 3. "Poa t-Acc loent 
Sampling" y 11 F 1 2* "Accident Monitoiirig In s trumen tat ion. " 
per Generic Ltrs 02-05 & 02-10 

eiSENHur. D <> Division or L£cen!*i.ny 83/04/28 Commonuea 1 bh 

Edison Co 9pp 18505 183 24^ i-Jcm 30-295.83/04/26,0300180691 


i30S02045A Oener I C Lti 03-19 tt .>11 power leactoi i testing licensees 
re new procedures for providing public n(.t>ce cancerning 
issuance of emends to OLs Svc list eric I 

ISENHUT.D & Division of Licensing 0J/n3/O2 Consolidated 

Edison Co of New York- Inc SOpp 1R441 12D 24^ 

Ficho 50-000.63/05/02.830 50204 55 


30S040317 Responds to NRC request fot addi info re 7Mi action plan 
Items rtdtl supports util posltior- that nonsaf o ty-i « l atcd 
equipment falls outside siopr of Franklin Research Ctr 
review Justifi c ation not tiecessai y 

LENTINE. F G Commonufea 1 th Ed is an Co 03/03/02 DENTON. H R Office 
of Nuclear Reactor Regulation. Directur 2pp 10323 289 24X 

Fiche 50-373.93/05/02, 830504031'' 


305110144 Aci receipt of 03D31Q l tr. pi u vid j ng basis for not paying 
a<fdl fee for 8OU07 application re assurance of i edundancy 
in DHft capability Fees include cost of prof staff hours 
expended associated cantravtuaJ •ivc^ Addl fee due 

MILLER, H 0 License Fee Maiidgement 0i anrh 83/09/03 LENTINE. F O 
Commonwealth Edison Co 2pp J842I 347 247 Ficbe 50-295,83/08/03. 

83051 10H4 


303090699 Generic Lfcr 03-20 to all opoiating reactot licensees 6< 
holders of CPs re integrated scheduling mi implementation 
of plant mods Svc list end 

EI8ENHUT.D Q Division of Licensing 83,05/09 Consolidated 
Edison Co OF New Yot k. Inc I6pp ISA.V i53 247 

Ftch# 50-000,63/05/07,83 050706 59 


0305170210 Forwards response to 830309 t 0317 requests for addl 
info re NUREO-0737. I terns 1 1 T 1 4. "Containment Pressure 
Monitor. ■’ 1 1 F l 9, "Containment Water Level Monitor'' tt 
1 1 F I 6. "Containment Hydrogen Monitor " 

LENTINE. r 0 Commonwealth Edison Co 83/05/13 DENTDN- H R Office 
of Nuclear Reactor Regulation, Director Bpp 18466 332 24X 

Fiche 50-295.83/03/13,0309170210 


6309240506 Forwards fee For Amends 69 8* 62 to Licenses DPR-39 & DPR-4e. 
raspectivdy 

LENTINE, F 0 Commonwealth Edison Co 83/09/19 MILLER. W O 
License Fee Management Sranch 2pp 10371 264 24X 

Fiche 30-295.83/05/19.9305240506 


6305240473 Provides add 1 info re probabilistic safety s tud y . d i sc us s ed 
during 030331 NRC site visit Formal document verification of 
fan operability not previously required Procedures revised 
to include operability of Fan coolers 

LENTINE. F O Commonuica 1 th Edison Co 63/05/19 DENTON. H R Office 
of Nuclear Reactor Regulation, Director Ip i0549 355 24X 

Fiche 30-295,93/05/17.8305240473 


0305250077 Forwards Rev 2 to "Environ Qualification of Electrical 
Equipment Important to Safety Covered by lOCFRSO 49 for 
Zion Units 1 & 2 " 

LENTINE. F 0 Commonwealth Edison Co 93/05/19 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 4pp 10909 042 24X 

Fiche 50-295. 63/05/ i 9, 9305250^77 


--93032500B4 Rev 2 to "Environ Qualification of Electrical Equipment 
Important to Safety Covered by lOCFRSO 49 for Zion Units 
16 2" 

« Sargent & Lundy. Inc 83/09/20 776pp 18599 046 24X 

Ftche 50-295,83/05/19.8305250077 


9305310086 Notification of B30614 meeting w/otil in Dethesda^MD to 
discuss util DCRDR program plan 

GIt&ERT.R A Operating Reactors Branch 5 83/05/26 CRUTCHF lELD, D 

Operating Reactors Branch 5 2pp 18698 063 24X 

Fiche 50-000.83/05/26,6305310086 


Q Inspection reports, IE Bulletins & correspondence 


6212060305 IE Info Notice 83-14. "Deuatered Spent ton Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enci 

TAVLOR, J M Division of Safeguards h Inspection Programs iPost 
630103> 63/03/21 Consolidated Edison Co of New York. Inc 

il2pp 18308 3t9 24X Fiche 90-000.03/03/21.8212060309 


03O3O4DO21 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
ftesponsG (Post 830103) 03/04/19 Consolidated Edison Co of New 

York. Inc I26pp 18435 155 24X FiChe 50-000,83/04/19.0303040021 


6305100262 Forwards IE Insp Repts 50-295/83-02 i- 50-304/83-02 on 
830118-0304 & notice of violation 

8HAF£R,W D Region 3. Off ice of Director 83/04/20 REED. C 
Commonwealth Edison Co 2pp 18372 242 24X Fiche 50-295.83/04/20. 

8305100262 


—8303100366 Notice of violation from insp on 030118-0304 

SHAFER, W 0 Region 3< Office of Director 83/04/20 Ip 
18372 244 24X Fiche 50-299,83/04/20,9309100262 


— 8309100271 IE Insp Bepts 90-295/83-02 8* 50-304/93-02 on 030118-0304 
Noncotnpl i ance noted failure to notify NRC of unplanned 
release while purging 9* drawing routine sample 
i/ATERE, J R , KARTMANN. P L , DUNAWAY, F R Region 3. Office of 
Director 03/04/20 13pp 10372 245 24X Fiche 90-295. 83/04/20, 

8305100262 


6303040023 IE Info Notice 93-22, “QWR Safety/Relief Valve Failures " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 63/04/22 Consolidated Edison Co of New 

York. Inc il2pp 19303 099 24X Fiche 50-000.93/04/22,6303040023 


6303040029 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys “ Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/04/25 Consolidated Edison Co of New 

York. Inc 117pp 19381 291 24X Fiche 90-000.83/04/25.8303040029 


6305170337 Forwards IE Insp Repts 50-295/83-07 50-304/03-06 on 

830311,14-17.22-23 Sc 0407 & notices of Violation 6 
deviation 

PAPERIELLO, C J Region 3. Office of Director 83/04/27 REED. C. 
Commonwealth Edison Co 2pp 18465 274 24X Fiche 50-299.83/04/27. 

0305170337 
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—8303170344 Notice of violation from map on 830311.14-17,22-23 •, o407 
PAPERIELLP.C J Region 3. Office of Director 83/04/37 Zpp 
18463 276 24X Fiche 50-295,83/04/27.8305170337 


— 0303170348 Notice af deviation from m^p on 830311.14-17.22-23 fy 0407 
« Region 3, Office of Director 83/04/27 ip 18465 270 24X 

Fiche 50-295.83/04/27.8303170337 


—8305170333 IE Inap Repts 50-295/03-07 ^ 50-304/83-06 on 630311.14-17. 
22-23 0407 None omp 1 1 anc e noted contamination survega of 

transfer canal uorkera exhibiting naaal contamination not 
documented Fuel pool samptea not analyzed 

UaVENDALE.P C . MILUER, D E . ORECER.L R Region 3. Office of 
Director 83/04/25 lipp 18465 279 24X Fiche 50-293. 83/04/27. 

0303170337 


8303040026 IE Info Notice 83-24. "tooae Parts in Secondarg Side of 
Steam Oeneratora at PNRs " Sve list end 

JORDAN. E L Division of Emergencg Preparednesa h Engineering 
Responae (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York. Inc 113pp 10382 047 24X Fiche 50-000.83/04/28.8303040026 


6303040027 IE Info Notice 83-23, "Standby Gaa Treatment Sys Heater High 
Temp Trip Setpoint Adjustment '* Sve list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc ilBpp 10382 165 24X Fiche 50-000.83/04/28,8303040027 


8303020252 EN-03-O2a on 630503, notice gf violation proposed 
imposition of civil penalty in amount of 410.000 to be 
Issued Action based on failure to control access into 
protected fl< vital areas & unauthorized entry 

ROSAND.R Director's Office, Office of Inspection and Enforcement 
03/04/28 Ip 18277 277 24X Fiche 50-293.83/04/28.8305020252 


6303040028 IE Info Notice 03-26, "Failure of Safetg/Rellef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division Of Emergency Prepaiedncss & Engineering 
Response (Post B30103) 83/05/03 Consolidated Edison Co of New 

York. Inc I22pp 10441 170 24X fiche 50-000.83/05/03,0303040028 


8305060410 Forwards IE ©afeguarda Insp Repts 90-295/83-06 & 
90-304/63-07 on 630315 & notice of vidlation Notice of 
violation withheld (ref 10CFR73 21) 

KEPPLER, J 0 Region 3. Office of Director 83/05/03 O'CONNOR, J J 
Commonwealth Edison Co 3pp 18343 239 24X Fiche 50-395. 

03/05/03. 8305060410 


—0305060418 IE Safeguards Insp Repts 50-295/83-06 6 50-304/03-0? on 
830315 Noncompliancc noted unauthorized entry into 
protected vital area it failure to zept safeguards event 
Details withheld (ref I0CFR73 2J ) 

DELANOER. J L . HADEDA. T J . CREED. J R Region 3, Office Of 
Director 03/04/29 Ip 10343 242 24X Fiche 90-295. 83/05/03. 

B309060410 


0303040030 IE Info Notice 83*27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
E(iuipment " 8vc list end 

JORDAN. C L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc 112pp 10382282 24XK(che 50-000.83/05/04,0303040030 


8303040031 IE Info Notice 03-28. "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 63/05/04 Consolidated Edison Co of New 

York, inc ll9pp 18441 001 24X Fiche 90-000,83/05/04,0303040031 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " 5vc list end 

JORDAN. E L Division of Emergency Prepaiedness 9. Engineering 
Responsa (Post 830103} 83/05/06 Consolidated Edison Co of New 

York. Inc llSpp 10523 240 24X Fiche 50-000.83/05/06,8303040033 


0303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures (EOF) Guidelines " Sve list enci 
JORDAN. E U Division of Emergency Prepai edness Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York. Inc 114pp 18524 003 24X Fiche 50-000,83/05/11.8303040034 


8305200351 Forwards results of investigation on Br-82 source & 
slgnl f ic-ance in containments, per 830216 committal 
Investigation result of IE Insp Repts 50-295/82-30 tf 
30-304/82-27 

LENTINE. F 0 Commonwealth Edison Co 83/05/17 KEPPLER. J Q 
Region 3. Office of Director 4pp 18316 247 24X 

Fiche 30-293,03/03/1718303200351 


830304004 ^ JE i-itj No 1 1 1 e 0j-Ji f- r i ,n m AIjlhIPF Computer Program " 

£ .c 1 1 s ' er.i 1 

JORDAN. { L Division or Emei gency I-t e p ai ej ntf^s t Engineering 
Responst* 'Pf. ,t 830103' SD'O'/i*? i 1 idated Edison Co of New 

York, IfK n4pp 104397 009 Tic tit 50-000.83/05/19,8303040040 


830531009'' Forwards responses to vivlatiiin t deviaticiii noted in lE Insp 
Repts 5<‘ P9’^'33-07 < 50-304 /2'a -06 rL'’031 1 -04 1 7 Cerrective 

actions personnel whole body count initi..t'ed tu document 
internal contami r.at i on 

FARRAR, r L rommonwea) th rduon ' ■) KEPPLER. J G Region 

3, Office of Dlrettor 4pp 1065R 074 J4X Fiche 50-295. 83 '05/29. 
83093100 ''^ 


S30304004i» IE Info (Notice 8J-33 ' Nunrep i e sentdt l yc Sampling of 

Contain iiiat ed Oil ' Sve list enc 1 

JOF^DAN E L Division Of Emet gency Prt^parpd ne»s it Engineering 
Response 'Post 030103) 83'05'J6 Consolidated Edison Co of New 

York, [nc U4pp 18647 00/ 24k Fiche 90 000-83/03/26.8303040046 


R Periodic operating reports related ruiiespondence 


8303120013 Forwards monthlg operating r-fpts for Apr 1983 

0RAES5ER.K L Commonwealth Edison Co Q3'05/09 Director's 
Office. Office of Inspection and Fnforcemerrt Ip 18423 050 24X 

Fiche 50-295. 03/05/09. 8303 1200 13 


< — 8305120016 Monthly operating ropts foi Apr 1903 

AUSTIN, G Commonwealth Edisur, Co 83 '05/ 09 llpp 1 B423 059 
24X Fivhe 50-299 83/05/09.93051200)3 


S Reportable occurrences. LERe * related cui ■ esporz-dence 


8305060443 forwards updated LER tJj 004, 97 ^ 1 canceling original rept 
ORAESSER.n L Commonwealth tdisor) Co Qj/04 '00 KEPPLER. J G 
Region 3, Office of Director Ip 16343 13S 3:)X 

Fiche 90-;'95. 83 '04 /OB. 0309060443 


— 6305060444 Updated LER 83-004, «?9x- J , i anc f I ing original rept 

SCHULTZ. L Commonwealth Edison Co >i3/O4/O0 Region 3. Office 
of Director Ip 18343 132 24X Fiche 50-295.83/04/06. 

0305060443 


8305060528 Forwards LER 8J-01 1/03L-0 

GRAESSER. P L Commonwealth Edison Co 83/04/29 KEPPLER, J G 
Region 3. Office of Director Ip 10151 0B8 24X 

Fiche 50-295, 83/04/29. 8305060528 


—6305060544 LER e3-0n/03L'0 -in 330401, «rte am generator blowdown monitor 
lRE-001? failed low Ccused by failure of high voltage power 
supply due to normal wear Power supply leplaced % monitor 
returned to sve 

JAKU0AITI8, T C Commonwealth Edison Co 83/04/29 Region 3. 
Office of Director Ip 18351 089 P4X Fiche 50-295,03/04/29. 
8309060520 


8305060567 Forwards UER 03-010/031 -0 

GRAE8SEK. K L Commonwealth Edison to 8J'04/29 KEPPLER. J G 
Reglors 3. Office of Director Ip 1834? 055 2-M 

Fiche 50-295. B3/04/29. 0305060567 


-0305060372 LER 83-010/03L-0 t,ri B30413. ii\ feeJwater flow transmitter 
lFT-510 found out-of-tolerance 3 3)'. low ^ 9 BY. high on 
830329 Caused by transmitter feriiti disk £< coii loose from 
mourrlings Transmitters repaired 6 reralibr 

CANTWELL, P F Commonwealth Edison Co 83/04/29 Regiort 3, 
Office of Director Ip 10349 056 24/ Fiche 50-295,83/04/29, 

6305060567 


8305240311 LER 83-012,031-0 on 8304 13, Class J pipe tunnel iodine 
monitor 1RTPR07D failed low Caused by pei sonnel performing 
callbr of QRT-PRD7P on 830412 incorrectly adjusting high 
voltage setting W/030913 Ur 

WILLIAMS. V S . GRAESSER.K t Commonwealth Edison Co 83/05/13 
KEPPLER, > G Region 3. Offico of Director 2pp 1B940 182 24X 

FI the 50-295, 83/09/13, 8305240311 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION. UNIT 3 


F Security, medical, emergency ft nre pi ntecb-ion plans 


6305090191 Olecufises IE Security Insp Repts 50-359/02-47,50-260/82-4? tc 
50-296/02-47 on 821220 I forwards notice of violation it 
proposed imposition of civil penalty fncli withheld (ref 
10CFn2 /90> 

Q'REILLV.J P Region 2, Office or Directior B3'0i/13 PARRIS. K G 
Tennessee Valley Authority 3pp 18363 117 24X 

Fiche 50-259. 83/01/13. 8305090191 
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8305040^253 Releases public 
imp 1 e, Tier 1 1 h (3 procedures 
FELTOrJ* ' M 0i j^lon cP 
Managiement Brarch Ip 
a303040&2e 


version of re i^&d fm-ergeTicn plan 

iRule^ and Rei eirds 03/04/26 Occument 
1832? OD± 24;t FicHe 50-259. B3/04/26, 


0305130003 Advises that plant-unique analysis foi mods per Harli 1 
containment pro^ran) uiH be submitted in Dec l9B3<in 
response to NftC 830429 request 

MILLS. L M Tennessee V/alley Authority B3/03/J0 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 1B437 008 24X 

Fiche go- 2 5*?. 33/05/10, 8305130003 


—'0303040633 Foiwards public versisn of revised emergency plan 
implementing pr S'etl ures, i nc 1 ud ing Frncedure TP''2 re 
nu t i f ica t ion of unusual e^ent JP-3 le alert f IP-4 re site 
area emtiT^ency 

KAttflEP-D S Tennessee ''alley Autbarity a3/03'21 DEMTON. H R 
Office of Nuclear Reactor Regulation, Director Ip IB329 007 
5A)/ Fiche 50-2 59. 83 '04/26, 830 5040628 


B30S250136 Foruards request for addl info re NUREG-0737. I tem 11 K 3 2B, 
"Goal 1 f 1 c a t ion of AOS Accumulators " Info requested uithln 
45 days 

VAS5ALL0.D D Operating Reactors Branch 2 03/03/1 1 PARRIS. H G 

Tennessee Valley Authority 3pp 1S596 204 24X 

Fiche 50-2 59,83/05/11.8303230136 


--&3O5C40b55 Public version of revised e/neigency plan idip 1 emehti ng 
proc Allure nc iud I ng Procedute IP-2 le notification ti f 
unusual eveut. IP-3 re alert fr lP-4 le site area omergency 
a Tennessee Valley Authority 83/03/03 Slpp 18329 008 24X 

Fiche 50-259,93/04/26.0305040628 


5303100234 Requests that Figures B 5-40 t Q 3-133 be removed from 
updated f ?AR destroyed h replaced w/cncl pages since 
figures iviitain. in+o classified as safegucircfs info per 
ICCFR^s 

MlLLSrL n Tennessee Valley Authority 03/05/04 DgNTON* H R 
Office i.f Nurlear Reactor Regulation. Dnector 3pp 1S373 266 
24X Fich* 30 259,03/05/04,3303100234 


8305110031 Genei lu Ltr 83-21 to all licensees of operating reactors, 
applicatiti for OLs </ holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
$vc 1 nt enc I 

EISENHUT.D G Division of Licensing 83/05/11 Consolidated 

Edison Co of Neu* /ark. inc 16pp 18540 095 SAX 
Fiche 50-vCO. 83/05' li . 83051 10034 


03C)526O17/’ Into-rms of NRC determination that onsite t offsite 
emergencij preparedness adequate ■?/- emeigency plan', upgraded 
per NUREG-0737. Item III A 2 1 

VASSALLO. 0 B Operating Reactors Branch 2 83/05/18 PARRIS.HO 

Tennessee Valley Authority 3pp 1064B 107 24X 

Fiche 50 257, Q3/05/i a. 830526-0177 


V Insurance indemnity information 


B30S260187 Forwards safety evaluation re BWR OiiJners Group response to 
Nl/REG-0737, I tem II K 3 45, '‘Depr essur lation W/Other Than 
Automatic Depres sur i r at i on Sys “ Action complete 

VASSALLO. D 8 Operating Reactors Branch 2 93/05/18 PAHRIS.H 0 

Tennessee Valley Authority 2pp 18648 099 34X 

Fiche 50-259,03/05/18.8305260167 


63D52SQ473 Forwards info re status of environ qua 1 1 f i c a t i on of 
equipment per 10CFR5O 49(g> Qualification status table, 
schedule for qualifying deficient equipment & addl 
JUS t 1 f sea tion for continued operation enc 1 

KAMMEfl.^0 S Tennessee Valley Authority 83/05/20 DENTGN. H R 
Office bf Nuclear Reactor Regulation, Director 94pp 1B5B5 110 
24X Fiche 50-259,63/05/20,8305250473 


6305270021 Notifies that util will submit schedule for performing mods 
to Mark I containment dryure ] 1 /uetaiel) vacuum breakers once 
calculations complete it mods idsntl f 1 ed. In response to 
Generic Ltr 83-08 

MILLS. L M Tennessee Valley Authority 03/05/23 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 18638 313 24X 

Fiche 50-259.63/05/23. S305270021 


8305270030 Forwards response to 030316 request to document compliance 
u/acceptance criteria schedule for NUREG-0737, I tern 
II K 3 13. "Separate HPCI it RCIC Initiation Levels " 

Criteria will be met 

MILLS, L M Tennessee Valley Authority 03/05/24 DENTON. H R 
Office of Nuclear Reactur Regulation. Director Spp 18638 306 
24X Fiche 30-259,83/05/24,6305270030 


6305160005 Farwaids Endorsements 65 t 54 to NEL ] A Tolicy NF'-I9a t MAELU 
Policy MT -661 r e s pe c 1 1 ve 1 y 

DUCK.JR Marsh & McLennan, Inc 83/05/03 SALTZtiAN. J Assistant 
Director Por State & Licensee Relations 3pp 16456 059 24X 

Fiche 51.-259,03/05/03,0305160005 


P Operating likanse stage dacuments f con espond enc e 


63O504O5li Application for amend to Licenses DPR -33, DPR -52 6 DPR-6B 
revising stated isolation logic for Gt oup 7 isolation valves 
to reflect actual logic 

MILLS, L M Tennessee Valley Authority 63/04/20 DENTON, H R 
Office Of Nuclear Reactor Regulation. Director 2pp 18322 038 
24X Fiche 50-259.03,04/28.6305040511 


G Inspection reports, IE Bulletins t correspondence 


8305090191 Discusses IE Security Insp Ropts 50-259/02-47,50-260/82-47 it 
50-296/62-47 on B21220 & forwards notice of violation it 
proposed imposition of civil penalty Ends withheld (ref 
10CFR2 7905 

O'REILUV.J P Region 2. Office of Director 83/01/13 PARRIS.H G 
Tennessee Valley Authority 3pp 16363 H9 24X 
Fiche 50-259,83/01/13,8305090191 


0305270171 Advises that Pull compliance in response to violation noted 
in le Insp Repte 50-256/82-33,50-260/82-33 h 50-296/82-33 
will be delayed until 830301 

MILLS, L M Tennessee Valley Authority 83/01/28 O'RElLLYiJ P 
Region 2. Office of Director Ip 16638 071 24X 

Fiche 50-359.63/01/26,8305270171 


— 8305040517 Proposed cnanges to Tech Specs revising stated isolation 
logic for Cl oup 7 isolation valves to reflect actual logic 
»■ Tennessee Valley Authority 83/04/28 5pp 18322 040 24X 

Fiche 50-259,83/04/26,8305040511 


8305020455 Generic Ltr 83-19 to all pow#i leactar t Lasting licensees 
re new procedures for providing public notice concerning 
issuance uf amends to OLs 5vc list enc) 

EISENHUTiDQ Division of Licensing 03/05/02 Consolldatod 

Edison Co of New York, Inc SOpp 18441 J20 24X 

Fiche 50 COO. 83/05/02. 03050204 55 


0305090657 Generic Ltr 83-20 to all operating reactor licensees it 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list enc 1 

EISENMUT.D G Division of Licensing 83/05/09 -Consolidated 
Edison Co of New Vorf. Inc i6pp 10627 t 53 24/ 

Fiche SO 000,83/05/09.8305090659 


8305180645 Advises that action required by Amends 86.83 it 
Licenses DPR-33. DFft-52 L DPR-6B. respec ti ve I y 8* Generic 
Ltr 83-07 complete, based on util negotiating w/DOE re 
disposal of high level waste 

VASSALLO, D D Operating Reactors Branch 2 03/05/09 

Tennessee Valley Authority 2p p 18506 018 24X 

Fiche SO-aSR. 83/05/09, 8305180645 


57 to 

PARRIS.H G 


030527017/ Forwards 030111 response to notice of violation & proposed 
Imposition of civil penalty erroneously submitted to JP 
O'Reilly W/o end 

MILLS, L M Tennessee Valley Authority 83/02/10 DEYOUNG. R C 

Director's afflcai Office of Inspection and Enforcement ip 
18637 362 a4X Fiche 30-259.83/02/10.8303270177 


B2120603B5 IE Info Notice 03-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Sve list 
enc t 

TAYLOR. J M Division of Safeguards 6 Inspection Programs (Post 
030103) 63/03/21 Cpnsol idated Edison Co of New York, Inc 

112pp 10308 31-? 24X fiche 30-000.83/03/21,8212060385 


8305270514 Forwards IE Insp Hepts 30-259/83-06.30-260/83-06 i 
30-296/03-06 on 630214-19 No noncompliance noted 

VERRELLI. D fi Division i»f Project 6 Resident Programs 83/03/30 
PARRIS.H G Tennessee Valley Authority 2pp 10646 182 24X 

Ficha 50-259. 03/03/30, B30527O5 14 


—0303270926 IE Insp Rep ts 50-259/83-06. 50-260/83-06 t< 50-296/03-06 on 
030214-19 No none omp J iance noted Major areas inspected 
witnessing primary containment Integrated leak rate test it 
review of procedure, preparation. per formance 6 results 
WHJTENER. H L . JAPE, F Region 2. Office of Director 83/03/28 
0pp 18646 184 24X Fiche 50-299,03/03/30.8305270514 
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830327020? Concurs u/util Q30^01 requ{»st +ar eitensinn of commitment 
dates for ruaponding to violations noted in IE jnsp Repts 
30-257/82-16. 50-360/82-16 6 5O-376-'02-l6 until G30701 
LENIStR C Division of Project Resident Programs 83/04/07 
PARRIS. N G Tennessee ^/alle^ Authority Ip 18637 1 70 24X 

Ficho 50-257> 83/04/07, 8305270202 


--03O527O2O6 Advises that new full compliance date of S309OI required 
to complete review of procedures, prepar a t i on of revs 6 
issuance of revised instructions in t csponse to IE Insp 
Repta 50-237/02-16,50-260/82-16 ^ 50-276,82-16 

MILLS* L M Tennessee Valley Authority S3/O4/0J O'REILUV* J P 
Region 2, Office of Director ip 1863'^ I7l 24X 
F I c h a 50-237. 83/04/07, 03052-10202 


830304002 J IF Info Mot ice 03-23. “ fllJR Relief VaWe Failures “ 

S,^c list one 1 

■JORDAN, E I Oisision of Emergency Prapaiednesa Engineering 
Response iPoat 030103) 83/04/22 . ur s 3 1 i dated Edison Co of New 

York, Inc n2pp 10303 087 24X Fit-he 50-000,03/04/22.8303040023 


0305030625 Farwards addl inro re nasonrij uja i I per IF Duiletin 80-11, 
in response to NRC 830128 Iti Results or ujil displacement 
analysis will be submitted by 830715 W/thr*?e ovorsiie 
drawings Aperture cards are in PCR 

MILLB.L H Tennessee Valley Authority 83*04/22 DENTON* H fi 
Office of Nuclear Reactor Regulationr Diiev-tor 7pp IB303 00 1 
34 < FlChe 50-259,83/04/22.0305030625 


8305270642 Ac k receipt of 030316 Itr informing NHC of steps taken to 
correct violations noted in IE Insp Repts 50-259/83-02. 
50-260/83-02 6 50-296/83-02 

VERRELLI.D M Division of Project f* Resident Programs 33/04/07 
PARRIS* H G Tennessee Valley Authority Ip 10662 132 24X 

Flche 50-259*03/04/07*8305270642 


-“0303270652 Responds to NRC 030210 Itr re violations noted in IE Insp 
Ropts 50-239/03-02*50-260/03-02 L 50-296/83-02 Corrective 
actions radiochemical lab manual Procedure 728 III 2 I will 
be revised 

HILLS* L N Tennessee Valley Authority 03/03/16 O'REILLY, j p 
Region 2* Office of Director 3pp 18662 133 24X 

Flche 50-237.83/04/07*8303270642 


— 93052706S8 Forwards IE Insp Ropts 50-259/03-02* 50-260/a3--0a & 
50-296/83-02 on esoiiy-lQ U notice of violation 

VCRR£LLI*D M Division of Projoct h Resident Programs 83/02/10 
PARRIS* H Q Tennessee Valley Authority Spp 1B662 136 24X 

Flche 50-239,03/04/07*8305270642 


— 0305270661 Notice of violation from insp on 030117-10 

* Region 2. Office of Director 83/02/10 Ip 18662 130 24X 

Flche 50-259, 03/04/07* 0303270642 


—0305270666 IC Insp Repts 30-259/03-02* 50-260/83-02 6 50-296/03-02 on 
030117-10 Noncomp 1 lance noted failure to use 3-'litcr sample 
of RHR SVC water in MarlnelU beaker for isotopic analysis 
COLLINS*! R , QARR,K P Region 2* Office of Director 83/02/10 
3pp 10662 139 24X Fiche 50-259*83/04/07.0305270642 


8305270653 Ack receipt of 030401 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/82-44* 
50-260/02-44 8< 50-296/02-44 

VERRELLIrD M Division of Project L Resident Programs 03/04/13 
PARRIS, H G Tennessee Valley Authority Ip 10645 201 24X 

Fiche 50-259* 83/04/1 3* 8305270653 


—0305270660 Responds to NRC 830225 Itr le violations noted in IE Insp 
Repts 50-259/02-44.30-260/82-44 50-296/82-44 Corrective 

actions interim criteria for t emoval of waste oil h 
misce 1 lancous wastes from regulated areas developed 
MILL8*L M Tennessee Valley Authority 03/04/01 O'REILLY* J P 
Region 2, Office of Director Spp 10645 202 24X 

Flche 50-259.03/04/13.8305270653 


--8305270664 Forwards IE Insp Repts 50-259/82-44*50-260/02-44 (< 
30-296/02-44 on 021115-19 notice of violation 
O'REILLY. J P Region 2* Office of Director 03/02/25 
PARRIS.H 0 Tennessee Valley Authority 2pp 18645 207 24X 

Fiche 50-259,03/04/13,8305270653 


““8305270663 Notice of violation from insp on B21U5-19 

» Region 2* Office of Director 83/02/25 2pp 10645 209 24X 

Flche 50-259, 83/04/13, 0305270653 


“0305870668 IE Insp Repts 50-239/82-44.50-260/82-44 ^ 50-296/02-44 on 
821115-19 Noncomp i lance noted licensee transferred licensed 
matl to unauthorized recipients 6 disposed of mat! by 
unapproved means 

DED8, D T , BARR.K P Region 2* Office of Director 82/12/23 
7pp 18645 211 24X Flche 50-259,83/04/13,0305270653 


0303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator “ 
Bve list end 

JORDAN, E L Division of Emergency Preparedness Zt Engineering 
Response iPost 830103) 03/04/15 Consolidated Edison Co of New 

York, Inc I26pp 10435 155 24X Fiche 50-000,03/04/15,0303040021 


0305270266 Forwards lE Insp Repts 50-259/83-13, 50-260/03-13 t 50-296/ 
83-13 on 830329-30 No none omp 1 lance noted Major areas 
tnepec ted, procedures, representat Ive records & observations 
of demonstrated ultrasonic methodology W/o end 

VERRELLl, D M Division of Project & Resident Programs 03/04/19 
PARRISrH G, Tennessee Valley Authority 3pp 10641 326 24X 

Ficho 50-259, 03/04/19, 8305270266 


—8305030631 Rev 2 to UFN“50^D/09 "Detailed Design Criteria for 
Roeveludtion Criteiia for Masonry Weills ' 

« Tennessee Valley Authority 02/03/26 162pp 18303 OOB 2.1X 

Fiche 50-259, 83/04/22, 8305030625 


0305270510 Forwards IE Insp Repts 50-259/8 3-00. 5O-26O/Q3-C0 h 
30-296/83-08 on 030329-31 No noncomp 1 lance noted 

VERRELLI.D M Division of Project f Resident Pi ograms 03/04/22 
PARRIS.H 0 Tennessee Valley Authority Ppp 10646 065 24X 

Fiche 30-259,03/04/22.8305270510 


—8305270520 IE Insp Repts 50-259/83-08, 50 260/03-08 t 50-296/03-08 on 
830323 31 No noncomp I lance noted Majoi ureas inspected mg t 
% admini strativ e controls- status revicui of radiological 
environ monitoring program ♦- insp of monitoring stations 
CUNNINGHAM, A L , MONTGOflERY, D H Region 2, Office of Director 
03/04/20 Spp 18646 06** 24X Fiche 50-259*83/04/22*8305270510 


0303040025 IE Info Notice 03-23. "Inopeiable Containment Atmosphere 
Sensing Sys ” Sve list end 

jaRDAN*r L Division of Emergency Prepaiodness t/ Engineering 
Response (Post 830103) B3/04/25 Consolidated Edison Co of New 

York, Inc 119pp 18301 29) 24X Fiche 50-000.83/04/25*030304 002 5 


0303040026 IE Info Notice 83-24. "Loose Pads in Secondary Side of 
Steam Generators at PWRs " Sve list end 

JORDAN/E L Division of Emergency Pi eparedness «- Engineering 
Response (Post 630103) 83/01/28 Consolidated Edison Co of New 

York, Inc 115pp 18362 047 ?4X Flche 50-000, B3 '04/28* 0303040026 


030304002/ IE Info Notice 03-25* "Standby Ga^ Ti eatment Sy s Heater High 
Temp Trap Setpoint Adjustment " Sve list end 
JORDAN, e L Division of Fmergency Pre pnredpess V Engineering 
Response (Post 030103) 63/04/28 Consolidated Edison Co of New 

York, Inc IlOpp 18302 165 24X Fiche 50-000,83/04/28*630304 0027 


830304002Q IE Info Notice 93-26* "Failure of 5af ofcy/Rel lef Vajve 
Discharge Line Vacuum DioaVeis " Sve list end 
JDRDAN/E L Division of Emergency Proparedness K Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Fiche 50-000*83/05/03*0303040028 


8303040030 IE Info Notice 03-27, "Op ei a 1 1 una I Response to Events 
Concerfiarig Deliberate Acts Directed Agaii)',t Plant 
Equipment " Sve list end 

JORDAN, E L Division of Emergency Prupar edfioss 6 Engineering 
Response (Post 8J0103) 83'05/04 Consolidated Edison Co of New 

York, Inc Il2pp 10382 202 24X Fiche 50-000,83/05/04,8303040030 


0303040031 IE Info Notice 83-20, "Cnteiiu for ProUctive Action 
Recommendations for General Cmergenc. 1 c. s ' Sve )lst end 
JQRDAN*E L Division of Emergency Preparedness 4. Engineering 
Response (Post 630103) 83/05/04 (.onso I idated Edison Co of New 

York* Inc ll9pp leiAl OOl 24X Fjchf SO-OOD, 83/05/04* 0303040031 


8303040033 fE Info Notice 83-29, ‘Fuel Binding Caused by Fuel Rack 
Deformation 8vc list end 

JGRDAN*E L Division of Emergency Pr»;pai odness f/ Engineering 
Response (Post 630103) 83/05/06 Consolidated Edison Co of New 

York, Inc U5pp 10523 240 24X Fiche 50-000,83/05/06.0303040033 


Q305270345 Ack receipt of Q304«;l 1 ti inforrung NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/63-05* 
50-260/83-05 f< 30-296/83-05 

LEWIS. R C Division of Project !« Resident Programs 83/05/09 
PARRIScH G Tennsfisee Valley Authority Ip 18642 079 24X 

Flche 50-259. 83/05/07. 83052703 1 3 


— 6305270355 Responds to NRC 030316 Itr re violations noted in IE Insp 
Repts 50-259/B3-031 30-260/03-05 It 50-296/63-03 Corrective 
actions conduit mounting supports connected to conduits & 
supported per General Const Epee G~3 

MILLS. L M Tennessee Valley Authority 63/04/21 O'REILLY, J P 
Region 2. Office of Director 4pp 10642 080 24X 

Flche 50-259* 83/05/09* 8305270343 



132 


DOCKETED ITEMS 


-''83032703&S Foruafils IE Injp flepts 50-25?^ B3-05- 50-2*0/ 53-05 fr 
50-296/9J-05 on 330136-0223 4- Ttofcjce of /lolation 
LEVJlS*fJ C Division of Project 6 Po$.ic1ent Programs B3/03/1* 
PAPRfS H O Tennessee Valley Authority 2pp 18643 0B4 SAX 
Fiche 50-2 59,03/05/09-8305370345 


— 03052703*8 Nutice of violation fro/n Jiisp or 330126-0225 

* Region Z, Office «F Dlractor 83/03/16 2pp 18642 096 24X 

FiChe 50-259,83/05/09,0305370345 


-8303270331 IE Insp Repts 50-257/83-05.50-2*0/93-05 V 50-296/83-05 on 
830126-0225 Nonconp ] jance noted violation of L0CFR30i.App D« 
Criterion V in maint area It violation iff Tech 8 pec re 
Surveillance Insp 2 

PAULK, C L Region 2, Office of Director CANTRELU. F S Division 
of Project t Resident Programi 83/03/14 9pp 18642 0B9 24X 

Flche 50-259.83/05/09/8303270345 


8303040034 t£ Info Notice 83-30, "liisapp I icati on of Generic Emergency 
Operating Pracedupes <eOP> Guidelines " Svt list end 
JORDAN. E L Division of Emergency Pr epa» ednecs ir Engineering 
Response (Post 830103) B3/05/U Cansoiidated Edison Co of Neu 

Tori. Inc 114pp 18534 003 24XFiche 50-000. 03/03/ 1 1 1 8303040034 


8303040040 IE Info Notice 83-31, "ErTor in AOLPIPE Computer Prograifl ” 
Sve list end 

JORDAN. E L Division of Emeigency Prepai edness & Engineering 
Response (Ppst 830103 ) S3/05/19 Consolidated Edison Co of Neu 

York, Inc H4pp 10697 009 34X Fiche 50-000.03/05/19,8303040040 


830304004* IE Info Notice 83-33, "Nonr epres enta t we Sampling of 
Contaminated Oil " Sve list end 

JORDAN, £ L Division of Emergency Prepai edness i< Engineering 
Response IPost 830103) 83/05/26 Consolidated Edison Co of New 

York, Inc 114pp 18*47 007 24^ FJehe 50-000,83/05/26.8303040046 


S Reportable occoi rences, LERs it related cor respdndence 


830S03026* Forwards UER 03-023 /03L-0 

ORBENdlJ Tennesfae Valley Authority 03/04/26 O'REILLY. JP 
Region 2, Office of Director Ip 18300 047 24X 

Fiche 30-296,33/04/26,8305030266 


— 0305030272 LER 83-0-23/0GL-O cn 830330. dur mg normal operatien. uhi 1 e 
performing Surveillance Instruction SI 4 2 D-69« pressure 
switch FS-3-S04C had as-found setpoint of 1123 pslg Caused 
by instrument drift Switch recallbr 

IRDY, 0 J Tennessee Valley Authority 83/04/26 Region 2, 
Office of Director 3pp 18300 048 24X Fiche 50-296.83/04/26. 

8305030266 


030510010/ Forwards LCR 83-034/01 T-0 

GREEN. H J Tennessee Valley Authoiity 03/05/03 O'flEJLLYrJ P 
Region ?. Office of Director Ip 183/5 026 24X 

Fiche 90-296,03/05/03,8305100107 


—9305100113 LER 83-024/OiT-O on 830419. personnel notified that MCHGR for 
rod withdrawal error scenario exceeded 17. plastic strain 
linear heat generation rate limit for eight LTA bundles 
Cause not stated Procedures for reviewing wort revised 
STILES.HA Tennessee Valley Authority 93/05/03 Region 2, 
Office of Director 2 pp 1837 3 027 24X Fiche 50-396,83/05/03, 

8305100107 


0305170030 Forwards LER B3-026/O3L-0 

GREEN, h J Tennessee Valley Authority 03/05/09 a'RElLLY, J P 
Region 2. Office of Director Jp l8466 IBO 24X 
Fiche 50-296.83/05/09,8305170030 


— a005l700J4 tCR 03-O26/O3L-O dn 0304 1 1 , wh i 5 e establishing EECM flow rate 
to emergency diesel 3 generato-r caller fellouing mod. head 
on RX found crac ked . render ing genoiatoi inoperable Caused 
by mfg defect Crack In cast iron head repaired 

FOLDER, E T Tennessee VallEi; Authority 83/05/09 Region 2, 
Office of Director 2 pp i8466 181 24X Fiche 50-296,83/05/09. 

0305170030 


8305250500 LER S3-035/03L-0 en 0304 1 9, dur 1 ng normal eperat iorij dryuel 1 
temp indicators IS-64-67. TJ-64-52A & TN 64-52 drifted out Of 
tolerance 6 beyond Tech Spec limit instruments reca) (br 8 . 
functional tested N/830517 Itr 

BASS,0 W , GREENE, H J Tennessee VaCley Authority 83/05/17 
D'REJLLY, JP Region 2, Office of Diractor 3pp 10508 296 24X 

Fiche 50-296. 83/05/17. 0303250508 


8305310054 LER a3-027/03L-0 an 030410, o fFgas post-treatment radiation 
monitors (3-Rfi‘-90-26S/26*) rendered inaperabta Caused by 
sample jjump failure due to normal end-of-life operation 
Sample pump replaced H/030517 Ur 

GREEN, H J Tennessee Valley Authority 83/03/17 
Region 2, Office of DlrdCtar Opp 16633 183 24X 

13/05/17, 8303310034 


X dnsitc Storage of Low Level Neste 


8303030679 Requests ramlttanca of addl sum to complete payment of 
800731 & 1124 amend applications to permit storage of low 
love! radwaste 

KILLER, U 0 License Fee Management Rranch 83/04/22 MILLS. L M 
Tennessee Valley Authority 2pp IB309 193 24X 

Fiche 50-000,63/04/22,0305030679 
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F Security, medical, emergency & fire protection plans 


8305180026 Forwards Amend 82 to License DPR-46. safety evaluation 6 
notice of issuance it availability Amend modifies fire sys 
clean water supply, plant staff warklng hour s, reactor 
protection sys power monitoring sys 6 snubber listings 
VA'OOALLOi D 0 Operating Reactors Branch 2 83/04/29 PILANT, J M 

Nebraska Public Power District 2pp 10497 052 24X 

Fiche 30-298*83/04/29,0303100026 


--0305160039 Amend 82 te License DPR -46, mod i f y 1 ng standby gas treatment 
tasting requ 1 rement s, Ap p J testing, scram discharge vol. fire 
protection sys clean water supp ly. snubber listings 8 , reactor 
power s-ys power monitoring sys 

VASSALLO, D Q Operating Reactors Branch 2 03/04/29 7lpp 

18497 054 ?4X Fiche 50^298,83/04/29,8303100026 


— 0305160050 Safety evaluation supporting Amend 82 to License DPfi-46 
« Office of Nuclear Reactor Regulation. Director 03/04/29 
llpp 18497 123 24X Fiche 50-290,83/04/29.8305100026 


—6305100071 Noti-ce of issuance it availability of Amend 82 to License 
DPR-46 

VASSALLO. D B Operating Reactors Branch 2 03/04/29 2pp 

10497 136 24X FlChe 50-290.03/04/29,0305180026 


8305110034 Generic Ltr 83-21 to all licensees of operating reactors* 
applicants for OLs 8 , holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8 vc list end 

EISENHUT, 0 0 Division of Licensing 83/09/11 Consol idated 
Edison Co- of New York. Inc 16pp 16940 099 24X 

Fiche 90-000.83/05/11.8305110034 


G30S290145 Informs that NUR£G-0737i Item III A 2 1 re emergency plan 
upgrade to meet JOCFBSO App E requirements complete for 
facility Item closed 

VASSALLO, D 6 Operating Reactors Branch 2 83/09/18 PILANT. J M 

Nebraska Public Power District 3pp 10996 193 24X 

Fiche 90-290.83/05/10.8303290149 


B309266301 Forwards IE Insp ftept 90-290/03-09 on 030321-29 No 
noncoflipl lance noted 

MADSEN, 0 L Region 4, Off ice of Director 03/09/23 PILANT. J M 
Nebraska Public Power District 2 pp 18626 269 24X 

Fiche 90-290.03/05/23,8305260301 


—0309260304 IE Insp Rept 50-290/83-05 on 030321-29 No noncomp I lane e 
noted Major areas inspected security plan Implementing 
prec edur esr sec ur i ty or gani tat ion, rec ords 6 repts & access 
control Details withheld <rof 10CFR73 21) 

EVANS, C A , KELLY, J A , WESTERKAN. T F Region 4, Office of 
Director 83/09/20 Ip 10626 267 24X Fiche 50-290.03/09/23. 

6305260301 


I Financial Information 


03O5D6D3GD Forwards Annual Financial Rept 1982 

PILANT, J M Nebraska Public Power District 03/09/07 Office of 
Nuclear Reactor Regulation. Director Ip 18344 036 24X 

Fiche 50-290.83/05/07.8305060390 


— 8303060303 Annual Financial Rept 1932 

HILL, D U . HOSMAM. H D . HERRINGTON.F A Nebrailta Public Power 

District 63/09/03 43pp 10344 037 24X Fiche 90-290. 03/09/07, 

6305060380 


P Operating license stage documents L correspondence 


0305030508 Forwards response to 830219 request for addl info re 
NUftEO-0737, Item II D 3 ra past-accident sampling sys Areas 
discussed ihclud* rad i-o 1 og 1 caj L chemical analysis capacity 
reactor coolant gas analysts 

PILANT, M Nebraska Public Power District 83/04/22 VA 8 SAULO 1 D D 
Operating Reactors Branch 2 4pp 10309 394 24X 

Fiche 90-290, 03/04/22, 8305030563 
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8303020449 Application to amend License DPn-46i chang ing Tech Specs to 
incorporate NURE(5-0737 items per 8301 10 Generic Ltr 83-02 
PiLANTij fl Metraskd Public Pourer District 83/04/27 
VASSALLO. D D Operating Reactors Dranch 2 3pp 18283 173 24X 

Fl ch e 30-290* 83/04/27* 8303020449 


—0305020464 Proposed Tech Specs changes re Generic Ltr 83-02 concerning 
NUREG'-0737 Items 

♦ Nebraska Public Power District 03/04/27 3pp 18263 176 
24X Flche 50-298,03/04/27,8305020449 


8305030393 Confirms commitment to inform regional administrator of 
ang changes in NPDES permit & of violations of permit 
PILANT.J K Nebraska Public Power District 03/04/29 
\/AS8ALL0, D B Operating Reactors Branch 2 Ip 1B30B 196 24X 

Fiche 30-298,03/04/29,0303030393 


0309030334 Forwards "Wetwe 1 1 -Drgue 1 1 Vacuum Breaker Valves Long-Term 
program Structural Evaluation " 

PlLANTiJ M Nebraska Public Power District 03/04/29 
VAS9ALL0*D D Operating Reactors Branch 2 2pp 18306 126 24X 

Fi c h » 50-298i 83/04/29* 8305030354 


030518054/ Potwards order extending completion date for installation of 
plant mods needed to comply u/NURCO-0661 Extension granted 
until 90 dags aftei start ot Fuel Cycle 9 11983 refueling 
outage 1 

VAS5ALL0. D n Operating Reactors Brafich 2 83/05/03 PILANT-V M 

Nebraska Public Power District 2pp 18505 081- 24X 

Fiche 30-298.83/05/05,8305180547 


— 0303100548 Order modifying 010113 It 8/0915 ordei S * e x tend i ng completion 
date for installation of plant mods needed to comply 
u/NUR£Oy-066l Extension granted until 90 dags after start of 
Fuel Cycle 9 (1983 refueling outagel 

PURPLE, fi A Division of Licensing 03/09/05 Nebraska Public 

Power District 4pp 18505 086 24X Fiche 50-296,83/05/05, 

8305 100547 


8305230242 Forwards safety evaluation of util 02OB31 submittal re 
procedure verification V design mod per NUREQ-0737, I tam 
It K 3 22/ "Automatic Switchover of RCIC Suction " 

Reiiul rements met 

VASSALLO*D B Operating Reactors Branch 2 83/05/05 PILANT* J « 

Nebraska Public Power District 5pp 18543 232 24X 

Fiche 30-298* 83/05/05* 8305230242 


— 0305030564 "We fcwe 1 1 -Drywe 1 1 Vacuum Breaker Valves Long-Term Program 
Structural Evaluation " 

* EDS Nuclear. Inc 04-0640-0062 ROl 83/04/30 12pp 
18306 128 24X Fieh* 50-298* 83/04/29, 8305030554 


830S050113 Application to amend License DPn-46, ei tending Mark 1 program 
completion date for 90 days far weld repair Class II amend 
fee forwarded 

PILANT.J M Nebraska Public Power District 03/04/29 

VA&SALLO, 0 P Operating Reactors Branch 2 2pp 16341 334 24X 

Fiche 90-298. 83/04/29* 83050301 1 3 


6303180026 Forwards Amend 82 to License DPR-46/ safety evaluation S' 
notice of issuance it availability Amend modifies fire sys 
clean water supply* plant staff working hours. reactor 
protection sys power monitoring sys t» snubber listings 
VASSALLO* D 0 Operating Reactors Branch 2 83/04/29 PILANT* J M 

Nebraska Public Power District 2pp (6497 052 24X 

Fiche 30-290.83/04/29*8305100026 


—8305160039 Amend 82 to Cicense DPR-46/ mad i fy mg standby gas treatment 
testing requirements, App J test Ing* scram discharge vol.flre 
protection sys clean water supp ly* snubber listings fi. reactor 
power sys power monitoring sys 

VA88ALLDi D B Operating Reactors Branch 2 83/04/29 71pp 

18497 034 24X Flch« 30-290*83/04/29*0303180026 


>•><8309180050 Safety evaluation supporting Amend 82 to Licsnse DPR-46 
* Office of Nuclear Reactor Regulation. Director 03/04/29 
llpp 10497 129 24X Fiche 90-290.83/04/29,8309100026 


>—6305180071 Notice of issuance availability of Amend 02 to License 
OPR-46 

VASSALLO/D B Operating Reactors Branch 2 83/04/29 2pp 

18497 136, 24X Fiche 90-298,83/04/29.8309180026 


0305090639 Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs ra integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT. D G Division of Licensing 03/05/09 Consol loatetf 
Edison Co of New York. Inc 16pp 18627 133 24X 

Fiche 90-000. 03/09/09, 8305090699 


8305260170 Forwards request for addl info re NUftEO-0737/ I tern II K 3 28 
on quallficatlan of automatic dep ressurl lati on sys 
accumulators Response requested within 45 days 

VASSALLO/D D Operating Reactors Branch 2 03/03/11 PILANT.J M 

Nebraska Public Power District 4pp 18648 113 24X 

Fiche 30-290*83/09/11.8305260170 


0303230266 Forwards Draft 7 of Rev 3 to NUREG-0742, "5td Radiological 
Effluent Tech Specs for PNRs* " as guidance in developing 
Final submission of radiological effluent Tech Specs Tech 
Specs requested within 60 days U/o end 

VA5BALL0* D B Operating Reactors Branch 2 63/09/18 PILANT.J M 

Nebraska Public Power District 2pp 16995 336 24X 

Fiche 90-298*03/05/18.8305230266 


8305260300 Forwards safety evaluation of DWR Owners Group generic 
response to NUREG -0/37* f tern 11 K 3 45* "Depressur i lation 
U/Qther Than Automatic Depressuri la tion Sys " Alternative 
modes would not contribute to plant safely No mods i squired 
VAS8ALU0. 0 B Operating Reactors Branch 2 83/03/18 PILANI.J M 

Nebraska Public Power District 2pp 18629 316 24X 

Fiche 90-290, 83/09/18, 8305260300 


8305270369 Responds to 10CFR50 49(gl, "Environ Qualification of 
Electrical Equipment Important to Bafety for Nuclear Power 
Plants** i fJRC 830408 ltr requests List of equipment 
Important to safety end 

PILANT.J M Nebraska Public Power District 83/05/20 
VASSALLO/D Q Operating Reactors Branch 2 36pp 10642 136 24X 

Fiche 90-290*83/05/20,8305270369 


0303020493 Generic Ltr 83-19 to all power reactor testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs 8vc list end 

ElSENHUTiD 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of New York* Inc 90pp 10441 120 24X 

Fiche. 90-000. 03/09/02* 8309020453 


8305160337 Forwards Amend 83 to License DPR-46* sa fe ty evaluation i 
notice of issuance & availability Amend lowers M8IV low 
reactor water isolation setpoint to Level 1 6 opening << 
closing setpoints of two safety relief valves 

BIEOEL.B Operating Reactors Branch 2 83/09/04 PILANT. J M 

Nebraska Public Power District 2pp 18471 306 24X 

Fiche 30-290, 83/05/04, 0309 1 60337 


— 8309160340 Amend 83 to License DPR-46, revi s ing MSIV low reactor water 
level isolation setpoint* opening 6 closing setpoints of two 
safety relief valves 6 protective instrumentation section 
VASSALLO* D D Operating Reactors Branch 2 83/05/04, 20pp 

18471 '308 24X Fiche 90-298.03/05/04*0305160337 


— 8305160341 Safety evaluation supporting Amend 03 to License DPR-46 
a Office of Nuclear Reactor Regulation* Director 83/05/04 9pp 
18471 328 24X Fiche 90-290,03/05/04*8309160337 


— 8305160342 Notice of issuance availability of Amend 83 to License 
DPR-46 

VA88ALL0* D B Operating Reactors Branch 2 83/03/04 2pp 

18471 333 24X Fiche 90-298*83/05/04,8305160337 


Q Intpe<.tioT> reports* IE Bulletins it correspondence 


8212060303 |C Info Notice 03-14* "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc i 

TAYLOR, J M Division of Safeguards ^ Inspection Programs iPost 
8301031 B3/03/21 Consolidated Edison Co of New York* Inc 

U2pp IQ30B 319 24X Fiche 50 - 000 , B3/03/2 (, 8212060309 


8303040021 lE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc lift enc I 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 10433 135 24X Fiche 90-000*03/04/13,6303040021 


6303040Q23 IE 
Svc Lift enc 
JORDAN, E L, 
Respunfe (Po 
York, Inc 


Info Notice 83-22, "QWR 3af ety/Rel 1 ef Valve Failures " 

I 

Division of Emergeticy Preparedness ii Engineering 
St 830(03) 83/04/22 Consolidated Edison Co of New 

ll2pp 10303 099 24X Fiche 30-000*83/04/23,0303040023 


8303040029 IE Info Notice 83-23* "Inopeiable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN.E L Division of Emergency Proparedness /,* Engineering 
Revponie (Post 830103) 03/04/25 Consolidated Edison Co of New 

York* Inc U9pp 18381 291 24\ Fiche 50-000*83/04/25,0303040025 
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1304002* IC Notice 83-24^ "Loose Parts in Secondary Side of 

team Generators at " Svc list sn-cl 

rOi?DflNjE L Division of Energeoci| Preparedness V Engirteering 
esponse (Post 630103) 133/04/20 Con s o L »dJ ted Edison Co of Netj 

ork, Inc iiSpp 10302 047 24^^ Piche 50-000.03/04/2810303040026 


3040027 IE Jrfo Notice 93-25. “Standbij Gas Treatment Sys Heater High 
snp Trip Setpoint Adji^stment ^ Svc list enc I 
DRQAN. E C Division of Emergency Preparedness V Eng ( neer 1 tig 
esponse iPost B30I03> 93/04/26 Consolidated Edl&on Co of Neuj. 

ork. Ire 1 IQpp 16302 1A5 24\: fiohe 30-000- eJ/04/28. 0303040027 


5i70-32? Foruards IE Insp Rept 50-298/63-03 on 930328-0401 Mo 
orteempl lance noted: 

ADSEM. G U Region 4, office of Director 63/04/29 PfLANT, J H 
ebraska Public Power Distract 2pp 19463 144 24X 

I ch e 50-296. 93/04 '29. 93051 70329 


305170333 IE 
noted Major 
REDANO. H T 
03/04/23 


Insp Rept 90-298/03-03 on 830328-0401 Mo nonconp 1 ianc e 
areas inspected training f/ surveillance 
. WESTERMAN- r F fleglon 4r Office of Director 

7pp 19465 146 24X Flche 30-296.03/04/29^8303170329 


040028 IE Info Notice 03-26. "Failure of Safety /Relief V'alve 

icharge Line Vacuum nreakers " Sve list end 

ROAN. E L Division of Fmergency Pr t^paredness t Engineering 

sponse (Past 830103) 83/05/03 Consolidated Edison Co of iMeu 

rk. Inc I22pp 10441 170 24 X Flche 50-000.33/05/03,0303040020 


S Reportable nc ctirrenc es- LER s related correspondence 


6305060574 Foruards LER 03-OO3/O3L-O Detailed event analysis submitted 
THCMASQN, p V Nebraska Public Power District 03/04/27 

C DLL, IMS, j T Region 4. Office of Director 3pp 10349 003 24X 

Fi Che 50-290. 83/04/29. 8305060574 


— 6305060584 l_ER a3-003/03L-0 on 830403. i nd i cat i on 8. control power for 
reactar bldg echaust valve HN-260nv fai led. resul ting in 
valve not automatically closing on isolation signal Caused 
by burned out lamp Lamp 2* fuse replaced 

MIRE.F R Nebraska Public Power District 83/04/29 Region 4- 
CfFice of Director Ip 18349 007 24X Fichd SO-290, 83/04/29. 

8303060574 


8305120433 Forurards LER e3-004/03L-0 Detailed event analysis 
subAi tied 

THOMASON. P V Nebraska Public Power District 03/04/29 

COLLIMS. .J T Region 4. Office of Director 2pp 10431 133 24X 

Flche 30-298, 83/04/29. 0305120433 


— 6305120439 LER 63-004/03L-0 on 830409. during 3P 6 1 4. contacts of 
relay 917— 5A-H7D failed to open Cause not determined Relay 
coil replaced it proper operation verified All ac HFA relays 
on essential gys will be tested during Spring 1983 outage 
KRAUSE. R M Nebraska Public Power District 03/04/29 Region 
4, Office Of Director ip 18431 133 24X Fiche 50-298.03/04/29. 

8309120433 


040030 ri: info Notice 03-27. "Op erat i onal Response to Events 
ncprning OeliboTate Acts Directed Against Fldrifc 
uipment '' Sve list end 

ROAM. E L Division of Cmeigency Pieparedness 5 Engineering 
spouse iFost 8301031 03/05/04 Consol I dated Edison Co of Mew 

.k. Inc ll3pp 18302 282 24X Tiche 90-000. 93/05/04. 8303040030 


8305200344 PNO-lV-a3-Ol9 on 630517. 1 nd icat i pns of Intergranular stress 
corrosion cracking in b eat^df f ec ted tone of welds in RCS 
identified Data foruarded to GE for detailed analysis RCS 
loops inspected 

DUOOIS.D . HESTERHAK. T F Region 4, Office of Director 83/05/17 
Ip 19516 233 24X Fiche 50-298.83/05/17.0303200344 


J40031 IE Info Notice eJ-23r “Criteria for Protective Action 

ommandations for General Emergencies ■’ Sve list enci DOCKET SO-30I POINT 0EACH NUCLEAR PLANT. UNIT 2 

DAN.E L Division af Emarg«nci| Pr epar edness ^ Engineering 

.ponse (Post 83(}103> 03/05/04 CansuHdated Edison Co of New F Security, medical, emergency 5- fire protection plans 

k. Inc Il9pp 10441 COf 24X Firh® 50-000.83/05/04.6303040031 


40033 Ji: Info Notice 03-29. ‘"Fuel Binding Caused by Fuel Rack 
ormatier ' Svt list end 

DAM. E L Division of Emergency Prepar edn.f ss ir Engineering 
ponse (Post 030103) 03/05/06 Consolidated Edison Cd of New 

k. rnc llSpp 18523 240 24X Ficfie 50-000.83/09/06,6303040033 


830-5030523 Requests revs to proposed mods to iOCFRS(7 App R exemptio-n 

requests re separation requi rementa. per 830322 meeting & 

630325 tf 31 telcons Detailed discussion of revs end 

FAV. C M Miscansin Electric Power Co 83/04/28 DENTON. H R 

Office of Nuclear Reactor Regulation. Director CLARK. R A 

Operating Reactors Branch 3 29pp IB300 286 24X 

Fiche 30-266.83/04/28,0303030523 


40034 IE Info Notice 03-30. "Misapplication of Generic Eniergency 

rating Procedures (ECPJ Guidelines " Sve list end 

DAN. F L Division of Emergency Preparedness A EngiheerlmD 

lonse (Post 030103) 83/03/11 Consolidated Edison Co of Mew 

kf Inc iMpp 18924 003 24 X Ficbe 50-000.03/05/11,0303040034 


30326 Ack receipt af Apr 1963 mg t appraisal rept written by LRS 
luitants. Ire Application for tui thho Id i ng requested within 
Jays -of Jtr receipt 

3EN.G L Region 4, Office of Director 83/09/13 PILANT. J M 
'asba Public Power District ip 10317 099 24X 

le 30-278.83/09/13.8303200320 


004C) IE Info Notice 63-31. "Errov in ADLPIPE Computer Program " 
list «Tid 

AN. E L DJvisto?! of Emergen-cq Prepaiedness 8- Engineering 

onse (Post 830103) 63/05/19 Consolidated Edison Co of New 

I Inc IkRpp 10697 009 aqx Fiche 50-000.03/05/19.6303040040 


0301 Forwards lE Imp Rept 50-299/83-05 er> 930321-25 No 
ompLiance noted 

EN.GL Region 4, Office of Director 83/05/23 PILANT. 
ask a Public Power District 2pp 10626 263 24X 

9 50 - 290 . 83 / 05 / 23.0305260301 


260304 IE rnsp Rept 50-396/93-05 on 830321-35 No none ompl i ance 
ted Major areas inspected security plan lejp 1 emen t i ng 
Qcadures. secur 1 ty arg a ni za 1 1 on. r er prd s & repts ?< access 
Urol Details withheld Cref 10CFR7J 21) 

ANB, C A . KELLY, J A * WESTERMAN. T F Region 4 . Office of 
rector 63 / 09/20 ip 16636 267 24 X Fiche 50 - 398 . 63 / 05 / 23 . 

05260301 


3046 IE Info Notice 83-33, "'NonrepreBen tat i ve Sampling of 
sminated Oil Sve list encJ 

^ Division of Emergency Preparedness i. Engineering 
Jfisa (Post 830103) 83/05/26 Consolidated Edison Co of New 

tl4pp 16647 007 24 X Fiche 50 ~0<?0r 83/05/26. 9303040046 


8305110S4D Forwards exemption from App R in partial response to 020630 
ItT b 620957 tt 1011 suppis Exemption permits relief from 
requirements to install fixed suppression sys & fire 
barriers to separate hydrogen lines from safety equipment 
CLARK. R A Operating Reactors Branch 3 93/04/20 FAY.C W 

MieconsJn Electric Power Co Spp 10415 104 24X 

Fiche 50-266.83/04/20.8305110540 


— 3305110542 Exemption from requirements af lOCFRSO.App R. Section III O 
re fixed fire suppression sys in control room 

EISEMhUT. D G Division Of Licensing 83/04/20 Wisconsin 

Electric Po^er Co 3pp 18415 107 24X FiChe 90-266.03/04/20. 

03051 10540 


8305170241 Acic receipt of 830151 1 kr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-266/82-17 L 
50-301/32-17 Violation 1 re fire signaling sys testing 
wi thdrawn 

aPESSARD, R L Division Pf Engineering 83/05/09 BURSTEIN, 8 
Kllsconsln Electric Power Co 3pp 10464 333 24X 

Fiche 50-266. 03/05/0?. 8303 1 7024 1 


— 8305170252 Responds to NBC 021130 I tr re violations noted in IE ln*P 
Repts 50-266/82-*17 & 50-301/82-17 Corrective actions annual 
fire pump capacity test revised to Include addi performance 
data Fire protection tdsts reviewed 

FAY.C w Miscortsin Electric Power Co 03/01/21 KEPPLER, J 0 
Reqitttv 3, Office of Director 42pp 10464 335 24X 

Fiche 50-266.83/09/09.8305170241 


— 8309170263 Responds to C Ramsey question re largest single fire water 
flow requirement at facilities Sprinklers for diesel 
generator rooms supplied from sve water sys capacity 
FAY.C VI Wi5cnn.sii\ Electric Power Co 83/02/24 KEPPLER. J G 
Region 3, Office of Director 3pp 18463 015 24X 

Fiche 30-266.03/05/09.8305170241 


8305170138 Ack receipt of 830413 1 tr informing NRC of steps taken to 
correct violations noted in lE Safeguards Insp Repts 
50-366/83-05 C. 50-301/03-05 

HIN0.J A Division of Rad lo I og J-cal 6 Materials Safety Programs 
03/03/10 DURSTElW. S Wisconsin Electric Power Co Ip IB466 270 
24X Fiche 50-366,83/05/10.8305170130 
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— 8305170144 Responds to NRC B30314 Ur re violations noted In IE 
Sflfegusrds Insp Repts 9O-a66/03“OS V 50-301/03-05 Corrective 
actions withheld (raf 10CFR73 21) 

GURSTElNi S Wisconsin Electric Rower Co 03/04/ 13 HIND* J A 
Division of Radiological & Materials Safetij Prograflis Ip 
19466 271 a4X Fiche 50-266.83/05/10.0305170130 


B305110034 Generic Ltr 03-2i to all licensees of operating reactors, 
applicants for OLs h holders of CPs re clarification of 
access to control procedures for law enr or ce<rient visits 
Svc list end 

EISENHUT. D G Di vi s ion of H cens Ing 83/05/11 Consolidated 

Edison Co of New York. Inc 16pp 10540 095 24 K 

Fiche 50-000. 03/05/ ill 83051 10034 


8305300021 Notifies that NUREO-0737, I ten III A 2 1. "Emergency 
Preparedness. Upgrade Emergency Plans to App E» 10CFR5O< " 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 83/05/12 FAY.C U 

Vlisccinsin Electric Power Co 3pp 18340 tl4 24X 
Fiche 50-266,83/05/12.0303200021 


6305270241 Documents agreement per 83051/ conferenco call re timing 
requirements for notification of state local agencies for 
unusual event or alert. per IE Insp Repts 30-266/83-01 ^ 
30-301/83-01 Procedure to be initiated by 830701 
FAY.C N Wisconsin Electric Power Co 83/03/23 KEPPLER, J 0 
Region 3. Office of Director Ip 1S637 161 34X 

Fiche 30-266.03/05/23.8305270241 


830506000! Forwards EGtG summary of d i st us-a ion re rcid i o log i ca 1 effluent 
Tech Spec-* during 820602-03 p 1 int visit Final diaft of 
pi Dposed radiological effluent Tpcb Specs * offsite dose 
calculation manual should be developed uithin 60 days 
CL4RK. R A Operating Reactors Branch 3 83/04/25 FAY.C W 

Wisconsin Electric Power Co 45pp 10333 263 S4X 
Fiche 30-266.83/04/25,0303060001 


0305090546 Lists drawings needed to review mserwee testing program 
Two sets of full siic drawings requested 

CLARK. R A Operating Reactors Branch 3 83/04/2/ FAY.C W 

Wisconsin Electric Power Co Jpp 10301 205 24X 

Fiche 50-266.03/04/27.9305090546 


0305110020 Informs of Class I 6 III fee classification for 830334 
application for Tech Spec changes re auiiliary feedwater sys 
operability Overpayment for 790926 application for 
administi ati /e changes will be applied toward current fees 
HILLER. W 0 License Fee Management Branch 83/04/2? FAY.C Id 
Wisconsin Electric Power Co 2pp 18421 313 24X 

Fiche 50-266. 03/04/27. 0305 1 10020 


0305020455 Generic Ltr 83-19 to all power reactor h testing licensees 
re new procedures for providing public riotice concerning 
issuance of amends to OLs Svc list enc 1 

EISENHUT.D 0 Division of Licensing 83/05/02 Consolidated 

Edison Co of New York. Inc SOpp 16441 120 24X 

Fiche 50-000.83/05/02.8305030455 


0 Adjudicatory correspondence 


8305020430 Brief opposing Wisconsin Environ Decade exceptions to ASLD 
830204 initial decision authorizing full-scale sleeving 
Exceptions waived for failure to brief or arguments w/o 
merits 

CHURCHILL. D W Wisconsin Electric Power Co CHURCHILL. D W Shaw. 
Pittman. Potts & Trowbridge 83/04/29 Atomic Safety and 
Licensing Appeal Panel 32pp 10281 111 24X Fiche SO-266. 

03/04/27. 8305020438 


B30S100314 Brief m opposition to Wisconsin Environ Decade 330214 
appeal of ASLB S30204 memorandum L order LBP-Q3-4 A&LAB 
should reject exceptions not briefed 4< affirm ASLB order re 
steam generator tube rupture W/Cert 1 f I cate of Svc 
QACHMANN. R 0 Hearing Branch 1 03/05/09 Atomic Safety and 

Licensing Appeal Panel IBpp 18371 141 24X Fiche 50-266, 

83/05/09. 8305100314 


8305270559 Requests info re date. time ^ location for Commission meeting 
on emergency operations facility location Leave to address 
Commission requested 

FAY.C W Wisconsin Electric Power Co 03/05/20 CHILK.S J Office 
of the Secretary of the Commission Ip 18646 154 24X 

Fiche 50-266. 83/05/20. 0305270558 


P Operating license stage documents & con espond one c 


8305230724 Forwards estimated annual regulatory nonrey ulatory 
expenditures in 030206 Itrs re cost of bacVfittlng Cambined 
capacity of facilities is 994 MWe 

BURSTEIN.8 Wisconsin Electric Power Co 83/02/25 TOUR TELL OTTE. J 

Regulatory Reform Task Force 3pp 10542 269 24X 

Fiche 50-266. 83/02/25. 0305230724 


6305020272 Forwards Affidavit AW-SO-27 in support of request to 
withhold proprietary Info re effect of radiation on 
Insulating matls in Westlnghouse medium motor per 
10CFR2 790 re end util draft 830413 ltr 

WIESEHANN. R A Westlnghouse Electric Corp 03/O4/L3 THOMAS. C O 
Division of Licensing 9pp 18277 196 24X Fiche 50-266.83/04/13. 

8305020272 


— 8305020292 Nonproprietary version of "Effect of Radiation on 
Insulating Matls Used in Westlnghouse Medium Motors " 

BAHTKO, J Westlnghouse Electric Corp 71-1 C2-RA0MC-R1 71/04/10 
39pp 10277 205 24X Fiche 50-266.83/04/13.0305020272 


6305020120 Forwards safety evaluation of util preferred ac power sys 
conformance to GDC 17 Power sys do not fully meet Intent of 
GDC 17 since sys could be automatically disconnected from 
4.160-volt safeguards buses in worst case accident loads 
NQRELIUS. C. E Division of Project «< Resident Programs 03/04/25 

ElSENHUr. D 0 Division of Licensing 3pp IB278 2S0 24X 

Fiche 50-266. 83/04/25. 8305020128 


0305060408 Requests extension nf deadline for environ qualif ication 
of equipment until 840330 for Unit 2 6 841101 for both units 
for environ qualification of all lOCFRSO 49(b)<3> equipment 
1 terns 

flURSTEIN, S Wisconsin Electric Power Co 03/05/04 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 3pp 16340 210 24X 

Fiche 50-266,03/05/04,0305060408 


0305110075 Remits license amend approval fee for temporary 
clarification of Tech Specs re auxiUari/ feedwater sys 
operab i 1 1 ty 

DURGTEIN. 5 Wisconsin Electric Power Co 83/05/04 DENTON. H R 
Office of Nuclear Reactor Regulation, Director MILLER. W □ Licen 
Fee Management Branch Ip 18400 109 24X Fiche 30—266.83/03/04, 

8305110075 


6305110101 Application to amend Licenses OPn-24 t DPR- S7, cons i s 1 1 ng oi 
Tech Spec Change Request 91 re limiting conditions for 
operation requiring both RHR loops be operable unless 
reactor sys is in refueling shutdown condition 

BUR5TCIN. S Wisconsin Electric Power Co 03/05/04 DENTON, H R 
Office Ok Nuclear Reactor Regulation. Dlrectar 3pp 18407 122 
24X Fiche 50' 266. 83/05/04, 03031 10181 


— 8305UD187 Tech 6pec Change Request 91 re limiting conditions for 
operation requiring both RHR loops be operable unless 
reactor sys is in refueling shutdown condition 

* Wisconsin Electric Power Co 03/05/04 6pp 18407 125 ?4X 

Fiche 50-266,83/05/04,8303110101 


6305110201 Forwards addl fees associated w/Tech Spec Change Request 
69 to allow repair of degraded steam geneiator tubes by 
sleeving 

DUR8TEIN. S Wisconsin Electric Power Co 03/05/04 DENTON, H R 
Office of Nuclear Reactor Regulation. Dliector DIGGS.R M License 
Fee Management Branch Ip 1040/ 111 24X Fiche 30-266.83/05/04. 

8305110201 


6305120495 Towards ’Amends 73 *. 70 to Licenses DPR-24 L DPR-27. 
respective! y. safety evaluation ti notice of issuance t- 
availabillty Amends allow temporary isolatlnn of shared 
motor driven auxiliary feedwater pumps 

COLBURN, r fl Operating Reactors Branch 3 83/05/04 FAY.C W 

Wisconsin Electric Power Co 4pp 19440 214 24X 

Fiche 50-266. 03/05/04. 0303120493 


— 0303120498 Amends 73 Jli 70 to Licenses DPR-24 t/ DPR-a?, respect ive 1 y. 
allowing temporary Isolation of shared motor driven 
auxiliary feedwater pumps for unit during startup ■ shutdown h 
surveillance testing of other unit 

CLARK, R A Operating Reactors Branch 3 D3/05/04 6pp 

IB440 210 24X Fiche 50-266,03/05/04.8305120495 


—0303120502 Safety evaluation supporting Amends 73 ?. 78 to Licenses 
DPR-24 U DPR-27. respectively 

# Office of Nuclear Reactoi Regulation. Director 63/05/04 2pp 
IB440 224 Q4X Fiche 50-266.03/05/04,8303120495 


— 8305020137 Safety evaluation of util preferred ac power sys conformance 
GDC 17 Proximity of low voltage transformers does not fully 
meet ODC 17 requirements for physical separa t ion. but deluge 
sprinkler sys adequate 

NRC - No Detailed Affiliation Given 83/04/23 Bpp 
18276 223 24X Fiche 50-266.83/04/25.0305020128 


—0303120505 Notice of Issuance availability of Amends 73 It 7B to 
Licenses DPfl-24 h DPR-27. respec tlvel y 

TRAMMELL. C M Operating Reactors Branch 3 83/05/04 3pp 

18440226 24X Fiche 50-266,03/05/04.8305120495 
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8303tJOOO? Updates progress tn n)«eting scheduler commitments per WRC 
0303 1 4 order r« implementation oF po-st-TMI Action Item 
II F 1. “Addl Accident Monitoring Instrumentation " 

FA/j C W Wisconsin Electric Pcjiuer Co B3/05/06 DENTQNiH ft 
Qfflca of Muclear Reoctor Re^ulabioni Director CLARK. ft A 
□pefdtind Reactors Branch 3 3pp 16436 341 ?4X 

Flche 5h-26£i. 83/D3/06. 8305130009 


0305090659 Generic Utr 03-20 to all operating loaclor licensees t 
hiOlders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

ErSEMHUT. n 0 Division of Licensing 03/05/09 Consolidated 

Edison CP of Wbu Vorl- Inc I6pp 18627 153 24)C 

Fiche 30-000183/05/09.0303090659 


0303170619 Forwards approved etempbion dtd 830509 for schedular 
r eciuirements for Installation of RCS high point gas vents 
allowing delag in Installation Pf sgs until 040101 
CLARKrR A Operating Reactors Branch 3 03/03/09 FAV.C W 

Wisconsin Electric Power Co 3pp 10497 OOB a4X 
Flche 30-30i. 83/05/09. 0305170619 


— 0303170645 Eiemptlon from schedglar re<i.iiirenents far installation of 
RCS high point gas vents aliouing delag in instanatton of 
sgs util 040101 

PURPLE. R A Division of Licensing 33/05/09 Wisconsin 
Electric Power Co 4pp 18497 Oil 24X Fiche 50-301 . 03/05/09. 
030 51 70619 


0305240131 Informs that piping 6 instrumentation diagrams requested 
in 030427 Itr re inservlce testing program will ba forwarded 
under separate cover 

FAV*C W Wisconsin Electric Power Co 83/05/19 DENTOM. H R 
Office of Nuclear Reactor Regulation. Dtractar CLARK. R A 
Operating Realtors Drench 3 Ip 13549 006 24X 

Fiche 50-266i B 3/05/ 1 9 . 030 5240 1 3 I 


8305240497 Forwards list of electric equipment important to safety fco 
b< environmental 1 g qualified at facilities Info duplicates 
011008 responsdiper IE Ruiletin 79-OlD. ui/ 1 i sted enceptions 
FAY^C W Wisconsin Electric Power Co 03/05/20 DEMTON. H R 
Office of Nuclear fteactor Regulation. Director S9pp IBSTt 360 
24* Fiche 30-266.63/05/20.6305240497 


0 Inspection reports. IE Dulletins U correspondence 


6212060383 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Retln 
Suscept l b it i tg to Eiothermlc Chemical Reaction Svc list 
end 

TAYLOfifU M Division of Safeguards & Inspectton Prografds iPost 
8301031 03/03/21 Consolidated Edison Co of New York, Int 

U2pp 10306 319 24X Fiche 30-0-00.63/03/21.6212060365 


8303040021 IE Jnfe Notice 03-21. •'Defective Emergenci^ Use Respirator ” 
Svc list end 

JORDAN. C L Division of Eniergencg Preparedness Engineering 
Response (Post 830103) 03/04/15 Consolidated Edison Co of New 

York. Inc I26pp 18433 155 24X Fiche 50-000,03/04/15.0303040021 


8303040023 IC Infs Notice 63-22. "DWR Sa fe tg /Rel i ef Valve Failures " 
0VC list encl 

JORDAN. F L Division of Emergency Preparedness t Engineering 
Response (Post 630103) 03/04/22 Consolidated Edison Co of New 

Yorlf. Inc Uapp 18383 069 24X Fiche 50-000. 83/04 /22r B30304-0023 


B303D4D025 IE Info Notice 03-23. '•Inoperable Containment Atmosphere 
Sensing Sgs " Svc list encl 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/04/25 Consolidated Edison Co of New 

York. Inc llYpp 16381 29i 24X Fiche 50 - 000 . B3/04/25. B3O3O4O025 


8309120456 Torwards lE Insp ftepts 30-266/B3-04 U 50-301/03-04 on 
830201-0331 l< notice of violation No repl^ to I tern 3 of 
notice of violation required 

SHAFER. W D Region 3i Office of Oirectoi 03/04/29 BURSTEIN. S 
Wisconsin Electric Power Co 2pp 18431 029 24X 

Fiche 50-266.63/04/25.0305120456 


— 8309120463 Notice of viola t ton from insp on 030201-0331 

ENAFER.WD Region 3. Office of Director 83/04/25 Ip 
18431 03i 24 X Fiche 50-366*83/04/23.0303120456 


—8303120468 IE Insp Repts 50-266/03-04 Jjc 30-301/83-04 on 830201-0331 
Non camp I lance noted personnel failed to check out when 
eiltlng containment per Procedure HP 2 4 Qc two Ebefline 
Model DAI-6CC area radiation monitors not labeled 
HAGUE. R L . FITZPATRICK. D . JACK I W. I N Region 3. Office of 
Director 03/04/22 9pp 18431 032 24X Fiche 90-266.83/04/25. 

9305120456 


0303040026 IE Info Notice 83 - 24 . "Loose Parts in Secondary Side of 
Steam Generators at PWRs Bv-c list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of New 

York, me nspp 18302 047 24X FlChe 50-000. 83/04/30. B303040026 


8303040027 IE Info Notice 83-25, "Standby Oas Treatment Sya Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 

JOROAN.E L Division Of Emergency Preparednoss 1. Engineering 
Response (Post 0301031 03/04/28 Consolidated Edison Co of New 

York. Inc llBpp 16382 165 24X Fiche 30-000.83/04/26,0303040027 


8303040028 IE Info Notice 83-26. "Failure of Sa f ety/Re 1 1 e f Valve 
Discharge Line Vacuum Breakers ■' Svc list end 
JORDAN, E L Division of Emergency Preparedness «t Engineering 
Response (Post 030103 ) 83/03/03 Consolidated Edison Co of N*w 

York. Inc I22pp 18441 170 24X Fiche 50-000.83/03/03.8303040028 


8303040030 IE Info Notice 83-27. "Oparational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list encl 

JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York* Inc Il2pp 18302 282 34X Fiche 50-000,63/05/04.9303040030 


0303040031 IE Info Notice 83-28, '‘Criteria for Protective Action 
Recommendations for General Emergencies " Svc list encl 
JORDANiE L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc lJ9pp 1844 1 001 a4X Fiche 90-000. 03/09/04. B303040031 


830S 120408 Submits addl response to IE Bulletin 79-14, ''Seismic 
Analysis for As-Oullt 0a f ety-Related Piping 0ys '• Mechanical 
corrections installed w/exception of two corrections 
requiring welding to RHR piping 

DUR8TEIN. 8 Wisconsin Electric Power Co 83/05/04 KEPPLER. J 0 
Region 3. Office of Director 2pp 10431 190 24X 

Fiche 90-266,83/09/04,6305120408 


6303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Def ormat i on " Svc list end 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York. Inc 119pp 10923 240 24X Fich® 90-000.03/09/06.6303040033 


6305200229 Clarifies position re rtialnt i< testing program for HVAC 
filter units not controlled by Tech Specs L for respirator 
fitting program, per IE Insp Repts 50-266/63-03 tt 
50-301/63-03 dtd 830216 although no noncompliance noted 
FAY.C W Wisconsin Electric Power Co 03/05/06 KEPPLER, J 0 
Region 3, Office of Director 9pp 10917 102 24X 

FI c he 50-266, 63/05/06. 0303200239 


0305170541 Ack receipt of 030121 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-266/62-17 & 
90-301/02-17 Violation 1 re fire signaling sys testing 
withdrawn 

SPESSARD.R L Division of Engineering 83/05/09 BURSTEIN. S 
Wisconsin Electric Power Co 2pp 18464 333 24X 

Fiche 50-266,83/05/09.8309170241 


— 0303170252 Responds to NRC 021130 Itr re violations noted in IE Insp 
Repts 90-266/82-17 U 90-3(71/02-17 Corrective actions annual 
fire pump capacity test revised to include addl performance 
data Fire protection tests revieued 

FAY.C W Wisconsin Electric Power Co 03/01/21 KEPPLER. J 0 
Region 3. Office of Director 42pp 1B464 335 54X 

Fiche 50-S66, 83/09/09, 83051 7024 J 


— 0305170263 Responds to C Ramsey question re largest single fire water 
flow requirement at facilities Sprinklers for diesel 
generator rooms supplied from svc water sys capacity 
FAY.C W Wisconsin Electric Power Co 83/02/24 KEPPLER. J 0 
Region 3. Office of Director 3pp 18469 015 24X 

Fiche 50-266,83/05/09,8305170241 


0305170138 Ack receipt of 830413 Itr Informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
90-266/83-05 & 50-301/83-05 

HIND.J A Division of Radiological Zt Materials Safety Programs 
63/05/10 BURSTEIN.S Wisconsin Electric Power Co Ip 18466-270 
24X Fiche 30-266,83/05/10.830 3170130 


— 6305170144 Responds to NRC 330314 Itr re violations noted In IE 
Safeguards Insp Repts 90-366/83-05 *. 50-301/83-09 Corrective 
actions withheld (ref iOCFR73 21) 

BURSTEIN, S Wisconsin Electric Power CO 83/04/13, HIND. J A 
Division of Radiological & Materials Safety Programs Ip 
10466 071 24X Fiche 90-266,03/05/10.8309170130 
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0303040034 IE Info Notice B3-30> “rti Sdpp 1 1 c^t i on of Generic Emergency 
0(>erdtlnq Procedures (EOPI Guidelines ' Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/11 Control t dated Edison Co of New 

Vdrif. Inc I Mpp 10524 003 24X Fiche 50-000. 03/03/1 1 . 030't040034 


0303040040 IE Info Notice SO-Gl. “Error in ADLPIPE Cooiputer Program “ 
avc list one 1 

JORDAN# E L Division of Emergency Prepat edness it Engineering 
Response (Post 030103) 03/03/19 Consol idated Edison Co of New 

York, Inc U4pp 10697 009 24X Fiche 50-000.03/03/19.0303040040 


0305340380 Confirmatory action Itr re NRC 630314 order specifying 
certain TMt action items as complete or completion dates 
noted Item II F 1 1. “Noble Gas Effluent Montior," complete, 
however.maln steam line monitors not opeTatlonal 

KEPPLER.J Q Region 3# Office of Director 03/03/20 DURSTEIN.S 
Wliconsln Electric Power Co ip 10575 072 24X 

FI C h P 30-266# 03/03/20# 0303240300 


0303270241 Documents agreement per 030517 conference call re timing 
rBRulrements for notification of state $# local agencies for 
unusual event or alert* per IE Insp Repts 30-266/03-01 4c 
S0“301/83-Ql Procedure to be initiated by 030701 
FAY#C M Wisconsin Electric Power Co 83/03/23 kEPPLER.J G 
Region 3# Office of Director Ip 18637 161 24X 

Flche 30-266# 03/05/23# 8303270241 


0303040046 IE Info Notice 03-33# “Nonrepresentatl vs Sampling of 
Contaminated Oil " Svc list end 

JORDAN# E L Division of Emergency Preparedness 4< Engineering 
Response (Post 030103) 83/03/26 Consolidated Edison Co of New 

York# Inc ll4pp 10647 007 24X Fiche 30-000, 03/O5/26i 8303040046 


R Periodic operating reports & related correspondence 


0303160169 Forwards monthly operating repts for Apr 1903 

FAY# C W Wisconsin Electric Power Co 03/05/10 NRC - No 
Detailed Affiliation Given ip 10446 073 24X 

Flche 30-266# 03/03/10# 0303160169 


—0303160171 Monthly operating repts for Apr 1903 

FAY. C W Wisconsin Electric Power Co 03/03/0? 9pp 18446 074 
a4X Flche 30-266# 03/05/10# 8303160169 


0 Reportable occurrence*# UERs 4# related correspondence 


0308030273 Forwards LER 03-OO2/O1T-O 

FAY#C W Wisconsin Electric Pumer Co 03/04/26 KEPPLER.J G 
Region 3# Office of Director Ip J03OO 004 24X 

Flche 30-301 # 03/04/26# 0305030273 


— 03O3O3O2BO LER 03-OO2/O1T-O on 830412, during eddy current exam eP steam 
generator tubes# 16 tubes in steam generator A 4' 2 tubes In 
steam generator 0 had indications greater than Tech Specs 
Caused by corrosion Tubes will be repaired 

FAY# C W Wisconsin Electric Power Co 03/04/26 Region 3# 

Office of Director 6pp 18300 003 24X Fiche 30-301,03/04/26# 

8303030273 


0303130034 NPDE8 noncomp 1 1 anc e notification on 830429# daily mas pH 
effluent limit exceeded Investigation will include review 
of sampling 4* analysis techniques# insp of treatment 
equipment l< review of operator lags 

FAY# C W Wisconsin Electric Power Co 03/03/03 Wisconsin# State 
of 2pp 18436 208 24X Fiche 30-266,83/03/03.0303130034 


8303240331 LER 83-006/03L-0 on 830419. time delay setpoint of contact 
from time delay relay 2-TDRC/A06 4< 4# 160-volt degraded grid 
voltage relay 2-27S/A06 set above Tech Spec limit Caused by 
bumping or ml spos l tloning time set knob W/030310 Itr 
FAY.C W Wisconsin Electric Power Co 03/05/10 KEPPLER.J G 
Region 3# Office of Director 3pp 10573 113 24X 

Flche. 30-301# 03/03/10# 8303240331 


8303240330 LER 03-OOS/OlT-O on 030420, b od y -td-b onne t leak on A loop RTD 
bypass isolation valve RC-339A 4< boric add wastage of four 
studs discovered Leakage caused stud wastage 0tuds S' nuts 
replaced & valve on other loop examined W/03Odil Itr 
FAY.C W Wisconsin Electric Power Co 83/05/11 KEPPLER. J G 
Region 3# Office of Director 4pp 18374 071 24X 

Flche 80-301# 03/03/11# 0303240330 


0303170226 Followup to 830331 NPDE0 noncomp 1 lane e notification 
On 030316 h l7#retentiQn pond discharge (Sample Point 501) 
exceeded pH limit Caused by carryover of lime from water 
treatment sys 

FAY* 0 W Wisconsin Electric Power Co 03/05/12 Wisconsin# State 
of. 2pp 18500 202 S4X Flche 30-266# 03/03/12# 8305190226, 


830524041? LER 03-OO3/O1T-O has been ranee J led 

FAY, C W Wisconsin Electric Power to a3/05M3 KEPPLER.J G 
Region 3. Office or Director 2pp 10373 392 24 X 

Fiche 50-301.03/03/12,8305240412 


0303240002 PNO-1 1 1-83-037 on 830509, Reg i on III radiation specialist 
learned that main steam line noble gas monitors not yet 
Installed per 830314 commitment date Qfc of Investigation 
Investigating failure Monitois to be installed by mid June 
LOVENDALE.P , PAPERIELLO.C Region 3. Office of Director 83/05/18 
Ip 10549 130 g4X Fiche 50-266.83/05/18.8305240002 


0305240379 NPDC6 noncomp 1 lance notification on 030429. pH of retention 
pond discharge found above limit Caused by demi neral i i ed 
makeup water treatment sys problems re undlssolved line 
carrying through to prassure filter sys 

FAY.C W Wisconsin Electric Power Co 83/05/18 Wisconsin, State 
of ip 18571 040 34X Fiche 90-266,03/05/18.8303240379 


DOCKET 50-302 CRYSTAL RIVER NUCt EAR PLANT, UNIT 3 


F Security, medical, emergency t fire protection plans 


8309270456 Forwards ZE Insp Ropt 50- log/SS-Ob on 030222-23 No 
noncompliance noted 

DANCEtH C Division of Project 6 Resident Programs 03/03/28 
HANCOCK. J A Florida Power Corp 2pp 18644 163 24X 

FUbe 30-302# 03/03/20. 0305270436 


—0309270466 IE Insp Rept 30-302/83-06 on 830222-23 No none omp 1 1 anc e 
noted Major area inspected emergency preparedness 
exercise 

HUFFMAN, 0 N , JENKINS# 0 R Region 2# Office of Director 
83/03/20 llpp 10644 165 24X Flche 50-302# B3/03/S8# 8305270456 


0305110034 Generic Lti 83-21 to all licensees of operating reactors, 
applicants for OUs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EISGNHUT.DO Division of (.tcensing 03/03/11 Consolidated 
Edison Co of New York, tnc 16pp 18S40 099 24X 

Flche 30-000.03/03/11# 0305110034 


8303270209 Forwards IE Safeguards Insp Rept 50-302/03-12 on 030302-06 
No noncompliance noted 

DANCE# H C Division of Project 6 Resident Programs 83/05/25 

WILOUS.W S Florida Power Corp 2pp 10637 314 24X 

Flche 30 -302, 03/05/29# 8303270209 


—0303270212 IE Safeguards Insp Rept 50-302/03-12 on 830302-06 No 
noncomp i lance noted Major areas inspected site orientation# 
review of security plan t# security argani lation-mgt Details 
withheld (ref 10CFR73 21) 

MOORE, D E # URYC#Q Region 2# Office ot Director MCGUIRE# D R 
Division of Emergency preparedness Materials Safety 83/09/24 
2pp 10637 316 24X Flche 90-302. 03^0 5/?3, B309270209 


J Insurance (< indemnity information 


0303040304 Forwards Enooi soments 58 &< 44 to NELIA Policy NF-193 U 
MAELU Policy MF-91. respectively 

DUCK# JR Marsh «# McLennan# Inc 03/04/29 SALTZMAN, J Assistant 
Director for state Licensee Relations 3pp 103P3 ?16 S4X 
Fiche 90-302, 83/04/29# 0303040204 


0303190022 Forwards Endorsements 39 U 45 to NELIA Policy NF-195 6 
MAELU Policy MF-91, respective ly 

DUCK# J R Marsh & McLetxnan# Inc 03/03/12 EALTZMAN# J Assistant 
Director for State t# Licensee ReUblons 3pp 10502 036 24X 

Fiche 50-302,03/09/12,8303190022 


P Operating license stage documents ^ correspondence 


8303260319 Forwards order confirming licensoe commitments on post-TIII- 
rolated issues Order based on commitments contained In util 
responses to NRC Generic Ltrs 02-05 6 82-10 

BTOLZrJ F Operating Reactors Dranch 4 83/03/14 HANCOCK# J A 

Florida Power Corp 3pp 17713 234 24X Fiche 30-302,03/03/14, 

0303280319 


— 8303200323 Order confirming licensee commitments on p ost-TMI-reiated 
Issues 

PURPLE, R A Assistant Director for l.icunsing 83/03/14 
Florida Power Corp lOpp 17713 237 24X Flche 50-302# 03/03/ J 4# 

03032003 1 9 
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8305330393 roruariri* analys-is of estimated bat k f i tt i mj cost* per 
330203 ItT EstifTiated ^174 rtvt U fov back # t ttiflig 

8ackfittinjg e rpeod i ture s uii 1 I average 40i of annual 
expenditures frocd 1977 through 19B5 

HAfJCQCK J A Florida Pouter Corp S3'^03/'25 fOUh TELUOTTEp J 
Regulator^ REform Taal Force 2p p 1Q543 35B 24 X 

Fiche 30-302.93/03/25-8303230393 


8305230720 Foruidrds Its-t d f utils respanding to requests for cost 
figure* on Oa c k f i t t i ng 

TOWRTELl aTTe» J PeguLat-Qrq Reform Task Force 83/04/11 
PALUADINO-N J Cdchjhi ss joners 2pp 18542 272 24X 

Fiche 30-000. 03/04/! ! . B305230720 


Q305i20C}37 Forujrdi generic safetij e/aluatjon supporting continued 
operation of PWfls w/Dresser primary safety valves Safety 
valve ring settings acceptable 

STQLZi J F Operating Reactors Drancb 4 83/04/20 WiLGUS.W S 

Florida Power Corp 2pp 10443 24? 24X Fiche 50-302.83/04/28. 

3303120037 


B305030036 Proposes mod design to fulfill monthly testing requirewent 
pf lEEE'279-1971 consistent w/testlng for first & second 
level urvder V 0 1 tags relay protection sys Nonthly relay bench 
calibr test will verify absence of relay setpoint drift 
WESTA*^eR»G R Florida Favj«r Corp 83/04/29 STOLZ.J F Operating 
Reactors Branch 4 2pp 16300 3Si6 24 < Fiche 50-302. 83/04/29. 
8303030036 


8305030030 Advises that justification far continued operation uill be 
included in 830520 submittal per 830223 Jtr le environ 
qualification af electrical equipment. in response to 830323 
Itr Facility presently shut down for refueling 

HESTAFER*G R Florida Potuer Corp 83/04^29 STOLiiJ T Operating 
Reactors Drdnch 4 ip 16300 331 a4X Ficbe 50-302.83/04/29, 
0305030050 


B3Q5090462 Foruiards &I.W ’'Bound mg AnalytiCeil Assessment of NUREC-0630 
on LOCA i' Operating kW/Ft Limits,” pei 630331 commitment 
WeSTAFER.G R Florida Power Corp 83/04/29 STOLZ. J F Operating 
Reactors Qranch 4 Ip 18362 153 34/ Fiche 50-302.03/04/29, 

0305090462 


— 0303090464 '’Douftdliig Analytical Assessment of rjURCG-0630 on LOCA 
Operating tW/Ft Limits ” 

4 Babcock t Wilcoi Co 77 H40S99-01 83/04/29 29pp 

18362 1 54 24 X Fiche SO-302. 63/04/29, 8303090 462 


6303200378 Submits response to NRC 830222 Itr rd eiemption from 
lOCFRSO 44(cl i3M I i i >. “Reactor Vessel Head Heat " Interim 
eieriptlon ejiteridin.g imp lemen tat I on deadline requested prior 
to restart fro/r refuel iny outage scheduled for 830709 
WESTAFEH.GJ? Florida Power Corp 83/04/29 EISENHUT.OG 
Division of Licensing 3pp IB51R J'OA 24X Fiche 50-302,83/04/29. 
8305200 :h78 


0305020455 Generic Ltr 83-19 to all puwer reactor ft testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list enej 

EISENHUT. 0 G Division of Liiensing 83/05/0-2 Consolidated 

edlSQn Co of York, Inc 50pp 10441 120 ?4X 

Fiche 50-000,63/05/02.8305020455 


6305060365 Motl f i c at t oJi of B30506 meet mg ut/BftW Duners Group in 
DethosdadKD to discuss core barrel failure at Rancho Seed ft 
Crystal River 3, future plans for resolvifig problem & 
justification for continued operation 

miner. S Operating Reactors Branch 4 83''03/02 STOi-Z, J 

Operating Reactors Branch 4 2pp 10353 092 24X 

Fiche 50-000.83/03/02.8305060365 


Q30513000? Notifies off preliminary plan to impierfient 820104 amend to 
regulation re hydi agen rocombiner requirement scheduled for 
Spring J905 refueling outage External Tacomblner must be 
safety-grade to etisuro accident survivability 

WESTAFen.G S Florida Fower Corp 83,05/06 STOLZ. J F Operating 
Reactor'* Branch 4 2pp 16436 327 24X Fiche 50-302.83/05/06. 

0305130002 


0305130012 Advises that preliminary orfsite dose calculation manual 
< rad i o 1 0 g i ca I effluent Tech Specs! submitted on 830427 
WEBTAFeR.Gfl FlnridaFower Corp □1/05/06 STOLZ.JF Operating 
Reactors Branch 4 ip 18440 043 24X Fiche 50-302.83/05/06, 

8305130013 


8305090639 Generic Ltr 03-20 to all operating reattor licensees ft 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

EIS0NHUT, 0 G Division of Licensing 03/O5/'O9 Consolidated 

Edison Co of Neiw Yori. Inc I^PP 1862/ 153 24X 

Fiche 30-000.83/05/09, 0305090659 


8303130067 Advises that util endorses Rev 3 to DAW-I0092P ft DAW-10134P 
as response to iNUREG-0737, Item lit' 3 30. "Revised Small 
Dreat LOGA Methods to Show Compliance (d/1 0CFR50. App K ” Nork 
on item will not commence until repts approved by NRC 
WESTAFER.G R Florida Power Corp 83/05/09 STGLZ, J F Operating 
Reactors Branch 4 Ip 18436 245 24 X Fiche 50-302,83/03/09. 

8303130067 


0303190344 Forwards cprnmi tments for qua 1 i f icati on of map. exam ft 
testing ft audit personnel to eliminatr possible conflicts ft 
misunderstandings 

MESTAFEH. G R Florida Power Corp 63/05/13 EISENHUT. D G 
Division of Licensing 2pp 10500 020 24X Fiche 50-302. 83/05/1 3. 

8J05190344 


B305240359 Updates suatus of reactor internals bolting problem All 
upper core barrel bolts will be replaced ft backup ultrasonic 
e«am on surveillance specimen holder tube bolts performed 
by 030320 Oasis for decisions ft plans discussed 

DAYNARD, P Y Florida Power Corp 83/05/20 STOLZ. J F Operating 
Reactors Branch 4 2pp 18371 004 24X Fiche 50-302,03/05/20, 

8305240359 


6303270092 Forwards “Crystal River Unit 3 Environ Oua 1 i f icati on 
Status." per iOCFR50 49 

BAYNARD. P Y Florida Power Corp 83/05/20 BTQLZ. J F Operating 
Reactors Branch 4 2pp 18639 001 24X Fiche 50-302, 83/05/20. 

0305270092 


—0305270095 "Crystal River Unit 3 Environ Qua 1 1 f i cat i on Status " 
e NUS Corp 03/05/20 4I6pp 18639 003 24X 

Fiche 50-302, 83/03/20, 8305270092 


Q Inspection reports. 16 Bulletins ft correspondence 


B305270293 Provides implementation dates for policies ft procedures 
necessary to meet commitment per requirements of ANSI 
N45 2 9-1974 Three-phase plan developed to resolve 
deficiencies identified in IE Insp Rept 50-302/82-20 
BAYNARO, P Y Florida Power Corp 83/02/16 D'REILLY.J P Region 
2. Office of Director 2pp 18641 185 24Y Fiche 50-302.63/02/16. 

8305270295 


8212060305 IE Info Notice 83-14, '^Dewatered Spent ton Exchange Resin 
Suscep 1 1 h 1 1 i ty to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLOR, J M Division of Safeguards ft Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York, Inc 

112pp 18306 319 24X Ficfte 50-000,83/03/21,8212060385 


0305270456 Forwards lE I nap Rept 50-302/83-06 on 030222-23 No 
none Dffipl 1 ai>ce noted 

DANCE, H C Division -of Project ft Resident Programs 83/03/28 
HANCDCKrJ A Florida Power Corp 2pp 18644 163 24X 

Fiche 50-302, 63/03/28. 8305370456 


—6305270466 JE Insp Rept 50-302/03-06 on 030292-23 No noncompliance 
noted Major area inspected emergency preparedness 
exercise 

HUFFMAN. G N , aENKINB, O R Region 2, Office of Director 
63/03/28 tlpp 18644 i65 24X FlchO 50-302.83/03/98,0305270456 


83092701 J2 Forwards IE Insp Rept 50-302/83-08 on 030307-11 No 
none amp 1 1 ance noted 

dance. H C Division of Project ft Resident programs 83/04/06 
MILGUS, g S Florida Power Corp 2pp 18638 234 24X 

Fiche 50-302,63/04/06,8309270112 


— 8305270121 JE Insp Rept 50-302/83-08 on 8T0307~il No noncompUance 
noted Major areas inspected gaseous effluents. IE info 
notices ft semiannual effluent ft waste disposal rept 
KAHLE. J B Region 2, Office of Director OARR.K P Division of 
Emergency Preparedness ft Materials Safety 83/03/99 5pp 
18638 236 94)f Fiche 50-302. 83/04/06, 03059701 19 


0309970347 Forwards IE Jnsp Rept 50-309/83-05 on B303H-1B No 
nuncomp 1 i ance noted 

DANCE. H C Division of Project ft Resident Programs 83/04/06 
giLQU8,W S Floiida Power Corp 9pp 13642 106 24X 

Fiche 90-302, 83/04/06, 8305270347 


— 0305270354 IE Insp Rept 50-302/03-05 on 030314-10 No none omp I ianc e 
noted Major areas inspected radiological environ monitoring, 
including mg t ft admin i s t rativc controls ft status review of 
radiolopical environ monitoring program 

CUNNINGHAM, A L , i^UZQ, G B Region 2, Office of Director 
MONTGOMERY, 0 M IMvlalon of Engineering ft Radiological Safety 
Programs 83/04/06 9pp 18642 100 24X Fiche 50-302,83/04/06, 

B30 52 70347 
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8303270499 AeIj receipt of 830311 Ur mtorniing NRC uf steps taker to 
correct; violations noted in IF Insp Rcpt 50-302/82-29 
L£MISi R C Division of Project Resident Pi ograms 83/04/13 

gJLOUS.W S Florida Power Corp Ip 10646 082 24X 

FI Che 30-302.03/04/13.8305270499 


->->0303270503 Responds to NRC 830210 Ur le violations noted in 18 Insp 
flept 30-302/82-29 Disagrees w/violation re log entrg for 
action statements 

WESTAFER.O R Florida Pouier Corp 83/ 03/ M O'RCILLV.JP 
Region 2. Office of Director 4pp 18646 083 24X 

Flcho 50-302,83/04/13,8305270499 


--8305270258 Responds to NRC 830111 Iti ' \ioldtions npted In IE Insp 
Rept 50-302/82-32 Corrective actions ujtflier poa t -qual i f led 
on 820803 

WESTAFCR.G R Florida Power Corp 63/02/09 Q'REILLV.JP 
Region 2, Office of Director 2pp 1064 1 213 24)( 

Fiche 50-302, 83/04 '29. 830527024 7 


— 8305270260 Forwards IE Insp Rtrpt 50 302/92-32 on 821213-16 6 notice 
of Violation 

DANCE, H C Division of Project 7 RcsiJpfii Pingrums 03/01/11 
HANCOCK, J A Florida Power Corp ?pp 18641 215 24X 

Fiche 50-302. 03/04/29.830527024/ 


--0305270509 Forwards IE Insp Ropt 50-302/82-29 on 021124-1217 t notice 
of violation 

LEWIS. R C Division of Project ft Resident Programs 83/02/10 
HANCOCK, J A Florida Power Corp 2pp 1B646 00? 24X 

Fiche 50-302.83/04/13,8305270499 


— 8305270516 Notice of violation from insp on 821124-1217 

» Region 2. Office of Director 83/02/16 2pp 1B646 089 24X 

Fiche 50-302. 83/04/1 3, 8305270499 


—8305270525 IE Insp Rept 50-302/02-29 on 821124-1217 Noncompliance 
noted failure to log entry 6 exit from Tech Spec action 
statement it failure to maintain functional test manual 
initiation qf reactor bldg isolation function 

STETKA. T F Region 2. Office of Director BROWNLEE. V L Division 

of Project & Resident Programs 63/01/31 Upp 18646 091 24X 

Fiche 50-302.83/04/13,6305270499 


8303040021 IE Info Notice 03-21, "Defective Emeigencij Use Respiiator “ 
8VC list end 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 83/04/15 Consolidated Edison Co of New 

York, Inc I26pp 18435 15b 24X Fiche 50-000,83/04/15.8303040021 


8303040023 IE Info Notice 83-22, "DWR Saf ety/Rel i ef Valve Failures " 
Sve list end 

JORDAN, E L Division of EmBirjeiicy Preparedness U Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 10303 089 24X Fiche 50-000.83/04/22,8303040023 


— 8305270264 Notice of violation from insp on 621 2 13- 1 6 

« Region 2, Office of Director 83,01/11 Ip 18641 217 24X 

Fiche 50-30 J. 83/04/29-8305270247 


— 8303270269 iC Insp R^pt 50 302/82-32 on 821213-16 None OiTip 1 1 anc e 
noted failure to meet ASME Code bectirn JV welder 
performance qualification requirements 

ECQNOMOSi N Region 2, Office of Director ULAKE, J iJ Division of 
Emergency Preparedness 6 Nateiials bafety 83/0U05 6pp 
18641 210 24X Fiche 50-302,83/04/29,6305270247 


83O304O02R IE Info Notice 83-26, Failure of Safety / Re I j ef Valve 
Discharge Line Vacuum Qi eakei s ' S'‘c list end 
JORDAN, E L Division of Emei gency Pi eparedness 7. Engineering 
Response (Post 830(03) 83/05/03 Consolidated Edison Co of New 

York, Inc l?2pp 18441 170 24^ Flcho 50-000. 63/05/03. 8303040028 


8303040030 IE Info Notice 03-2/. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eqi/ipment " 6vc lUt end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 83/05/04 Conso 1 I dated Edison Co or New 

York, Inc n2pp 18302 20? 24X Fiche 50-000.83/05/04,830304003(5 


8303040031 IE Info Notice 83-26. "Criteiu for Protective Action 
Recommendations for Oeneral Emergencies " Sve list end 
JORDAN, £ L Division of Emergency Preparudnoss 7, Engineering 
Response (Post 030103) 83/05/04 Conso 1 i dated Edison Co of Now 

York, Inc ll9pp 18441 001 247 Flcho 50-000 33/05/04,8303040031 


6303040025 lE Info Notice 83-23, "Inopeiable Containment Atmosphere 
Sensing 8ys " Sve list end 

JORDAN, E L Division of Emergency Pi cpai edness 7, engineering 
Response (Post 030103) 83/04/25 Consolidated Edison Co of New 

York, Inc ll9pp 10381 291 24X Fiche 50-000,83/04/25,8303040025 


8305090584 Forwards FR tiotlcc granting relief fi om ASME Code Section XI 
requ 1 remen is, p er util 830221 It 0314 requests 

STOLZ, J r Operating Reactors pranch 4 83/04/27 WIL(}U9, W 8 

Florida Power Corp 2pp 10367 350 24X Flcho 50-302,03/04/27, 

8305090584 


6303040033 IE Info Notice 93-29, "fuel Binding Ciused by Fuel Ra^k 
Deformation " Sve list end 

JORDAN, E L Division of Emergency Prepai edness ♦, Engineering 
Response (Post 830103) 03/05/06 Consolidated Edison Co of New 

York, Inc llSpp 18523 240 24 < fichr 30-000.83/03/06,8303040033 


0303040034 IE Info Notice 83-30, "Misapp 1 1 < ai i on or Generic Emergency 
Operating Proi-edures (EOP) Guidelines ' Sve list end 
JORDAN, E L Division of Emergency Prepai ednass 7y Eirgmeering 
Response (Post 030103) 63/05/11 Consolidated Edison Co of New 

York, Inc l(4pp 18524 003 247Fi..he 50*000,83/05/11,6303040034 


--6305090589 Notice of granting relief from A8ME Code Section XI 
requirements re noiile vessel Inaervice insp 
srOLZ.J F (Operating Reactors Branch 4 03/04/27 2pp 

10367 352 24X Fiche 50-302, 83/04/2/, 8J05090584 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Bteam Generators at PWRs " Sve list end 

JORDAN, E U Division of Emergency Prepaiedness 6 Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York, Inc JlSpp 18302 04/ 24 X Fiche 50-000.83/04/28.0303040026 


8303040027 IE Info Notice 03-25. "Standby Gas Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment " Sve list end 
JORDAN, E L Division of Emergency Propaiedness 4- Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York, Inc. Il8pp 18382 165 24X Fiche 50-000,83/04/28,8303040027 


8305270247 Ac k receipt of 030209 0408 Itrs informing NRC of steps 

taken to correct violations noted in IE Insp Rept 
50-302/82-32 

dance, H C Division of Project ?< Resident Programs 03/04/29 
WIL0U8, W S Florida Power Corp ip 18641 210 24X 

Fiche 50-302, 83/04/29, 8305270247 


— 8305270253 Responds to NRC 03OU I Ur re violations noted in IE Insp 
Rept 50-302/82-32 Corrective actions welder qual i f 1 cation 
records reviewed 4c welder qua 1 i f icat i on status tracking 
program being developed 

WESTAFERiO R Florida Power Corp 83/04/08 0 'REILLY, J P 

Region 2, Office of Director 2pp 18641 211 24X 

Fiche 50-302,83/04/29,0303270247 


0303040040 IE Info Notice 03 31 < "Error in Al^LPlPE Computer Program " 
8vc list end 

JORDAN, C L Divlsian of Emergency Pi opqii e due $ ^ ft Lngineerlng 
Response (Post 830103) 03/05/19 Consolidated tdison Co of New 

York, Inc Ii4pp 10697 009 24< Uchc 50-000.81/05/19,8303040040 


6305270260 Ack receipt of 830429 I tr infoinung NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/BJ-04 
LEWIS, R C Division of Project *< Rosidont Programs 03/05/20 
WILOUS.W S Florida Power Corp Ip 10642 03n 24X 

Fiche 50-302,03/03/20,8305270280 


—0305270312 Informs that util response to NRC 830323 Ui re violations 
noted in IE Insp Rept 50-302/83-04 will be submitted on 
830429 Addl reviews will determine if aiinornial h emergency 
procedural review accomplished 6 documented 
WESTAFEH.O B Florida Power Corp 03/04/25 O'REILLY, J P 
Region 2, Office of Director ip i0642 039 24X 

Fiche 50-302, 83/05/20, 8305270280 


—8305270318 Responds to NRC 030323 Ur re violations hated In IE Insp 
Rept 50-302/03-04 Corrective actions plant operating OA 
manual, abnormal it emergency pratedui cs, reviewed ft procedure 
review listing in TDP-203 to be revised by 830601 
WESTAFBR.G R Florida Power Coi p 03/04/29 0 'REILLY, J P 

Region ?, Office of Director 2pp 1R642 040 24X 

Fiche 50-302, 83/05/20, 0305270280 


8305270209 Forwards IF Safeguards Insp Reph 50-302/03-12 on 830502-06 
No noncomp 1 iancB noted 

DANCE, H C Oivlsion of Project 6 Resident Programs 03/05/25 
WIL(?US, W S Florida Power Corp Spp IB617 314 24X 

Fiche 50-302. 83/05/25, 8305270209 



140 


DOCKETED ITEMS 


—830527021? IE Sat-eawarda Irsp Rept 50-30?/e3-l2 on 830302-0* No 
n 0 nc amp ] 1 anc « notad Major aieaa iriapectad ait» or > entat i oni 
review of Eecurity plan t -»ecuritv oi g an i 1 1 on-mg t Details 
vfitbheld (ref 10CFR73 21) 

MQQREpD E . tRYC- fl RegloTi 3i iJfftce of Director MCGUIRE. D R 
Piviaion of Emergency Preparedness ^ ClaterjaJa Safety 83/05/24 
2pp 18*37 31* 24X Fiche 50 - 302 , B3/0 5/25- B10527020V 


£330304004* IE Info Notice 63-33, "Nonrepresentative Sampling of 
Contaminated Oil " Sve list encl 

JORDAN. E L Division of Emergency Preparedness * Engineering 
Response (Post 830103) 83/05/3* Conaalidated Edison Co of Meu 

York. Inc n4pp 18*4 7 007 3AJi Fiche SO-OGO. 63/05/26- 830304004* 


R Periodic operating reports * related coi r espond ence 


8303130043 Forwards monthly operating rept for Apr 19B3 

WESTAFER. G R Florida Power Corp 83/05/09 DEYOUNG- R C 
Director "'s Office. Office of hispectien and Enforcemert Ip 
18437 026 24X Ficfte 30-302, BG /□5/09. 6305 1 30043 


— 0305130047 Monthly operating rept for Apr 1993 

BOGART, D . CULVER, M H Florida Power Corp 83/03/02 4pp 
10437 027 24X Fiche 50-302. 63/05/09. 830513004 3 


S Reportable occurrences. iERs t related corro spondence 


8305230373 Forwards engineering evaluation rept. “Ciacks << Leaks In 
Sinall Diameter Piping '* 

BROWNfE J Reactor Operations Analysis Dr^nc^ 63/04/19 
SEVFRIT.K V Reactor Operations AnaSysU Or.»nch Ip 16541 342 
24X Fiche 50-000,63/04/17.0305230573 


— B303230A17 "Cracks * Leals in Small Diameter Piping.'" engineering 
svaluatLon rept Small pipe leaks associated w/unant i cipated 
vibration problems require addl supports or rerouting of 
p Iping 

ORDWNjE J Reactor OpBrations Analysis Branch 03/04/19 9pp 
16541 343 a4X Fiche 50-000.83/01/19.8305230573 


B30S0S0016 Forwards LER 83-016/017-0 

WeSTAFER.O n Florida Power Corp Q3/04/27 □ 'REILLY, J P Region 

2- Office af Director Ip 18339 059 24X Ftche 50-302.03/04/27. 

83050500 1-b 


—0305030025 LER 63-010/017-0 on 0304 13, pre 1 i minarg repts received frpm 
indicating that 51 of 1 20 upper coi e barrel boite 
u I trasDTt i ca I ly tested may be defective Cause unkneun 
Investigation underway Supplemental rept will be written 
DUFE. J L Florida Power Corp 83/04/2? Region 2, Office of 

Director 2pp 10339 0*0 24Y Fiche 50-302,03/04/27,8305050016 


8305110300 Forwards LER 83-017/OI F-O Detail cd event analysis enc I 
HENRY. P C Florida Power Corp 63/05/02 □ 'RE ILLY. J P Region 2. 

Office of Director 2pp 1840* 223 24X Fiche 50-302.63/05/02. 

8305110380 


•6305110390 LER 83-017/017-0 on 030410, due i ng surface * visual NDE 
of reactor head -Sc interna I s. i i fti ng devices revealed several 
indications on tr ipod. turnbuc k le S( latchoiocl Caused by 
impraper jpfg Indications repaired 

HUGHES, P G Florida Power Corp BJ/05/0a Region 1, Office of 
Director Ip 10406 225 24X Fiche 50-302.83/05/03.0305110380 


8305130179 Forwards LEB D3-019/03L-0 

WESTAFEfi, G R Florida Pfluer Corp B3/05/D* 0 ‘REILLY. J P Region 

2. Office of Director Ip 16440 062 24X Fiche 50-302.63/05/06. 

0305130179 


-“BGOSlSOlBa LER a3-Oi9/03L-0 on 83040*. b r eater in engineered safeguards 
lES) motor control ctr 3B1 ahor ted. render Ing ES bus 3D 
{4&0-yolt) L associated ei^ufpment inoperable Caused by 
personnel not properly aligning breaker connectors 
HUGHES. P G Florida Power Corp 83/05/0* Region 2. Office of 
Director Ip 164 40 083 24X Fiche 50-302,63/05/06.0303130179 


8305170399 Forwards LER B3-O2O/03L-0 

WESTAFEfi.O R Florida Power Corp 83/03/09 O'REILLY, J P Region 
a. Office of Director Ip 18471 221 24X Fiche 50-302.63/05/09, 

0303 1 70399 


—0303170402 LLR a3-030/03L-0 on 03040^9, d I sc overed that surveillance 
interval for fire detection I nstrumenta t i on in emergency 
diesel generator * control rooms ecceeded by 6 months Caused 
by procedural inadequacy Procedure SP-411 will be revised 
BUFE.U L Florida Power Corp 83/05/09 Region 2/ Office of 
Director 2pp 1847 1 2^ a4X Fie fie 30-30,2.63/05/09.8305170399 


8305260309 Interim deficiency rept re core support structure bolting 
Initially reported on 830419 Evaluation of corrective action 
in progress Next rept will be sent by 831101 

COOK. J H Consumers Power Co 03/05/19 KEPPLER. J G Region 3, 
Office of Director 3pp 10*25 200 24X Fiche 50-000.83/05/19. 

8305260309 


— 83052*0313 Updated deficiency rept re core barrel bolting ultrasonic 
test indications Quits visually inspected Hairline crack at 
shank to head junction indicated Repair plans dependent on 
results of lower core barrel insp 

TAYLOR. J H Dab cock & Wilcox Co 83/04/22 DEYOUNG. R C 

Director's Office. Office of Inspection and Enforcement 3pp 
10623 210 24X Fiche 50-000,03/05/19.8303260309 


docket 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F Oecurity. medical, emergency 8. fire protection plans 


6305100122 Forwards post-exercise evaluation for 010729 exerc ise, final 
rept of reexerclsc on 011007 L final exercise rept of 030118 
eierclse No significant deficiencies cited 

KRIMN.R U Federal Emergency Management Agency 93/04/00 
JORDAN, E L Division of Emergency Preparodness & Engineering 
Response (Post 030103) 2pp 18373 048 24X Fiche 30-295.03/04/00, 

03O5iOOl22 


— 6305i00l2* "Zion Nuclear Generating Station Small-Scale Joint Emergency 
Eiercise, 630116, " final rept 

« Federal Emergency Management Agency 03/03/04 71pp 
10375 050 24X Fiche 50-293,83/04/06,0305100122 


--9305100131 '^Zi-on Nuclear Power Station Reexerc ise, WI/Kenosha County 
(Siiial l-0cale ) ail007» ” final rept 

« Federal Emergency Management Agency 02/04/30 3Spp 
10375 121 24X Fiche 30-293,83/04/00.0305100122 


—6305100136 "Post-Exercise Eva luatlon, Exci c ise of State L Local 
Radiological Emergency Response Plans for IL L Wl (Near Zion 
Nuclear Power Station) " 

» Federal Emergency Management Agency 81/07/29 44pp 
16375 IS3 24X Fiche 30-295,03/04/00,8303100122 


B3-OS030D76 Releases public version of rev to emergency plan 
Implementing procedure 

F0LTON.J M Division of Rules and Records 83/04/22 Document 
Manage.nent Branch Ip 1032* 103 24X Fiche 50-295,03/04/22. 

830503007* 


—8305030064 Forwards public version of Rev 5 to Emergency Plan 
Implementing Procedure EPfP 440-1, "Emergency Communication* 

Sys Operational Tests " 

PLINL.O Commonwealth Edison Co 83/04/06 DENTON, H R NRC - No 
Detailed Affiliation Given ip 1032* 104 24X 

Fiche 30-895,03/04/22,8303030076 


— 8305030091 Public version of Rev 3 to Emergency Plan Implementing 
Procedure EPIP 440-1, "Emergency Communl cati ons Sys V 
Operational Tests " Procedure Change Request A-as-si end 
NYKIRHjJ W Commonwealth Edison Co 03/03/25 5pp 10326 105 
24X Fiche 50-293,83/04/22.6305030076 


8305030104 Releases public version of rev to emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/04/22 Document 
Management Branch Ip 18309 354 24X Fiche 50-295.83/04/22. 

8309030104 


— 8309030114 Forwards public version of Rev 11 to Emergency Plan 
Implementing Procedure EPIP 320-1, "Activation of Generating 
Station Emergency Plan Station Group " 

PLIML.O Commonwealth Edison Co 03/04/0* DENTON. H R NRC - No 
Oatalled Affiliation Given Ip 10309 355 24X 

Fiche 50-299. 83/04/22# 0305030104 


--03O3O3O117 Public version of Rev 11 to Emergency Plan Implementing 
procedure EPIP 320-1. "Activation of Generating Station 
Emergency Plan Station Group '■ Procedure Change Request 
A-a3-Ba end 

NYKIRK, JW Commonwealth Edison Co 83/03/25 7pp 18309 336 
24X Fiche 50-295. 03/04/22# 0303030104 


8305060*73 Releases public version of rev to emergency plan 
implementing procedure 

FELTON, J M Division of 0ules and Records 83/04/25 Document 

Management Branch Ip 18337 326 24X Fiche 50-295.03/04/25. 

83050*0673 
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"9305060679 Forii/ards public version of Rev 5 to Emergency Plan 
1/np l«ment Ing Procedure tPIP 550-«?. ’'Environ Einergenty Kit it 
Emergency Operations Facillfcg RadiologiCdl Equipment ” 

Procedure change lequest enc 1 

PLIML^G Cotrrnonwealth Edison Co 03/03/09 DENTON, H R NRC - No 
Detailed Affiliation Given 3pp 103S7 327 24X 

Fiche 50-295,83/04/25.8305060673 


— 6305060606 Public version of Rev 5 to Emergencij Plan Implementing 
Procedure EPIP 350-2* "Environ Emergency Kit Emergency 
Operations Facility Radiological Equipment ' 

* Commonwealth Edison Co 83/03/08 Spp 18357 330 24X 

Flthe 50-293,83/04/25*8305060673 


8305060410 Forwards IE Safeguards Insp Repts 50-295/03-06 it 
50-304/03-07 on 030315 S' notice of violation Notice of 
violation withheld (rof 10CFR73 21) 

KEPPLER* J 0 Region 3* Office of Director 03/05*03 0 'CONNOR, J J 

Commonwealth Edison Co 3pp 18343 239 24X Fiche 50-295, 

83/05/03. 8305060410 


—8303060418 IE Safeguards Insp Repts 50-295/83-06 i* 50-304/83-07 on 
830315 Noncomp 1 lance noted unauthorised entry into 
protected & vital area St failure to rept safeguards event 
Details withheld iref 10CFR73 21) 

BELANOER* J L Region 3, Office of Director 03/04/29 Ip 
18343 242 24X Fiche 50-295,83/05/03,8303060410 


8303110034 OenerU Utr 83-21 to all licensees of operating reactors* 
applicants for OLs 6 holders of CPs re c lar 1 P 1 cat! on of 
access to control procedures for law enforcement visits 
8vc list end 

EISENKUTj D Q plvlslon of Licensing 83/05/11 Consolidated 
Edison Co of New York* Inc I6pp 18540 095 24X 

Fiche 50-000,83/03/11*8305110034 


8305240246 Advises that requirements of NURCG-0737. I tom III A 2 I* 
"Emergency Preparedness, Upgrade Emergency Plans to Meet 
App E to 10CFR50, " satisfied 

VAROArS A Operating Reactors Branch I 83/03/t6 FARRAR, 0 L 
Commonuiealth Edison Co 3pp 16393 303 24X Fiche 50-293.03/03/16. 

0305240246 


□ Advisory Committee on Reactor Safeguards reports 6 correspondence 


8305160246 Comments on 8SMRP risk analysis Risks from seismic events 
should be analyzed separately from internal events w/resulbs 
treated independently Dnly upper limits need be estimated to 
determine if risks acceptable 

DAVia.P R Affiliation Unknown DAVIfa, P R ACR8 - Advisory 
Committee on Reactor Safeguards 83/04/16 OKRENT.D ACRS - 
Advisory Committee on Reactor Safeguards Ip 10472 001 24X 

Fiche 30-293.83/04/16.0303160246 


P Operating license stage documents it correspondence 


8303300001 Forwards Amends 82 it 72 to Licenses DPR--39 ti DPn-48* 
respectively it notice of issuance 6 availability Amends 
delete norirad lo log 1 cal water qua l i ty-related requirements 
VARGA* S A Operating Reactors Branch 1 83/03/11 FARRAR, D L 

Commonurealth Edison Co 3pp 17731 292 24X Fjche 30-293, 83/03/ 11 . 

8303300001 


■8303300002 Amends 82 8. 72 to Licenses DPK-39 i> OPR-48* respec tlvely, 
deleting nonrad i o log 1 ca I water qua 1 i iy-^i’e lated requirements 
VARGA* S A Oporating Reactors Branch 1 83/03/lt 61pp 

17731 295 24 X Fiche 50-295* 83/03/1 t* 830330000! 


— 8303300003 Notice of issuance it availability of Amends 02 4. 72 to 
Licenses DPR-39 & DPR-49f respect Ive ly 

VARGA* 8 A Dparatlng Reactors Branch l 83/03/11 2pp 
17731 336 24X Fiche 30-295.83/03/11.8303300001 


8304270053 Agrees W/83Q31I Itr demonstrating that Tech Specs Indicate 
conditions under which protection sys channels may be 
bypassed during cooldown Review closed 

VARGA* S A Operating Reactors Branch 1 63/04/12 FARRAR* 0 L 

Commonwealth Edison Co 2pp 10254 150 24X Fiche 30-295,03/04/12* 

0304270093 


0309180691 Forwards revised order modifying completion dates for 
NUReO-0737, Items 1 1 6 2, "Plant Shielding," 11 JJ 3. "Post 
Accident Sampling" 4< 1 1 F l 2. "Accident Monitoring 
Instrumentation " 

VAROAi 8 A Operating Reactors Branch 1 B3/04/2B FARRAR* 0 L 

Commonwealth Edison Co 2pp 18505 J01 24X Fifhe 50-295, 83/04/20, 

8309180691 


- -0303180702 Rtvised order modifying complt>tioi dates ror NL/REG-0-737, 
Items 11 D 2, Plant Shielding ' J J D 3, ' Post-Act idont 

Sampling" f< 1 1 F 1 2. "Accident Monitoiing !r,s tr umfntation* " 
per Generic Ltrs 82-05 ft. 02-JO 

EISENMUt.O G Division of Licensing 01/04/20 Commonwealth 

Edison CO 9pp 10505 IB3 24K fithe bO-295, 03/04 '28, 8305 S 60691 


0303040317 Responds to NRC reqi<e5t fen odd) info re TMI action plan 
Items Matl supports util position tJ,at non^af ety-related 
equipment falls outride scope of FTcniim pf-search Ctr 
review Justification not necessary 

LENTINE. r 0 Commonwealth Edison Co QJ/Oi/O? rENTON, H R Office 
of Nuclear Reactor Regulation, Dirertut 2pp IB323 269 24X 

Fiche 30-295,03/05/02,0303040317 


0305110144 Ack receipt of 0303)0 1 tr * prov i d ing basis far not paying 
add! fee for 801107 application re assuiance of redundancy 
in DHR capability Fees include cost of ptot staff hours 
expended t> associated contractual svcs Add] fee duo 
MILLER, U O License Foe Management Oianch 03/09/03 LENTINE. F G 
Commonwealth Edison Co 2pp 10421 J47 24k ficht 50-295.83/05/03, 

03051 10144 


0303090659 Generic Lt? 03-20 tn all operafing leacior licensees i 
holders of CPs re integrated scheduling roi implementation 
of plant mods Sve list end 

EISEWHUT, D G Division of Licensing 8J/05/09 Consolidated 

Edison Co of New York, Inc I6pp 10627 l 53 24X 

Fiche 50-000, 03/05/09, 0305090659 


8303170218 Forwards response to 03O2US ft* 0317 requests for add) 

Info re NUnCQ-0737, Items II f 1 4. "Containment Pressure 
Honltor," 1 1 F 1 5, "Containment Uater levs] Monltoi" ft. 

11 F 1 6, "Containment Hydrogen Monitoi " 

LENTINE. F 0 Commonwealth Edison Cc QJ/05/13 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 0pp 10466 332 24X 

Fiche 30-295*83/03/13,8305170210 


0305240506 Forwards fee for Amends 6b f 62 tu Liccitses DPR-39 it DPR-40, 
respectively 

LENTINE, F G Commonwealth Edison Co B3'03/18 tllLlER<N O 
License Fee Management Branch 2pp 103/1 264 24X 

Flthe 50-295* 03/03/18. 8305240306 


0303240473 Provides addl info re prob at? » 1 1 *. ti c safety stud y , d Ucus sed 
during 830331 NRC site visit Formal dorumenl verification of 
fan operability not previously required Procedures i ovised 
to include operability of fan coolers 

LENTINE. F 0 Commonwealth Edison Co 83/09/19 DLNTCN.H R Office 
of Nuclear Reactor Regulation, Directoi ip 10549 335 24K 

Fiche 90-295,03/05/19,0305240473 


830525007/ Forwards Rev 2 to "Environ Qualification of Electiical 
Equipment Important to Safety Covered by lOLFRSO 49 for 
Zion Units I ft< 2 " 

LENTINE* r O Commonwealth Edison Co 03*05.19 DENTON. H R Office 
of Nuclear Reactor Regulation, Uirectoi 4pp 18589 042 24X 

Fiche 90-299*03/09/19, e30926007; 


"-83092900B4 Rev 2 to "Environ Dual i f i caf i an of Flettrical Equipment 
Important to Safety Covered by I0CFR30 49 for Zion Units 
I L 2 " 

» Sargent 6 Lundy, Inc 03/05/20 ■''6pp 10989 046 24X 

Fiche 30-295. 83/05/19. 0305250077 


8305310086 Notification of 830614 meetir*g w.jtil ii) F/ethesda.MD tp 
discuss util DCRDR program plan 

gilbert, R A Operating Reactors Qi’anch *) 83/05/26 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 18658 063 24X 

Fiche 30-000. 03/03/26, 6305310086 


Q Inspection reports, IE Bulletins t< correspondence 


0212060389 IE Info Notice 63-14, "Dawatefod Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLOR, J M Division of Safeguaids f. Inspection Programs <PosC 
030103) Q3/03/2i Consolidated Eitisoii Co of Now York* Inc 

I12pp 10300 319 24X Fiche 50-000*93/03/21,8212060383 


0303040021 IE Info Notice 03-21, "Dofectiv** Fmergency Use Respirator " 
Bve list enc I 

JORDAN, E L Division of Emergency Prepai edness tr Fnglneerlng 
Response (Post 830103) B3/04/15 Consolidated Edison Co of New 

York. Inc I26pp 18435 155 24 X Fiche 30-000,03/04/15*0303040021 


0305100262 Forwards IE Insp Repts 30-295/03-02 t 50-304/03-02 on 
830118-0304 R notice of violation 

SHAFER.W D Region 3* Office or Directoi 83/04/20 REED, C 

Commonwealth Edison Co 2pp 10372 ;>42 24X Fiche 5D-293. 83/04/20. 

8303100262 
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— B30510027J JE Insp Repts -02 * 30-304/83-02 on 830118-0304 

IVonc omp 1 i ante noted failure bo notifi) NRC of unplanned 
release uhile purging draui.rtg routine- 

WATERS, J R , HARTMANNiP L , OUNAWAr.F R Region 3 Office of 
Director 83/04/20 I3pp 10372 245 24X Fiche 50-293.83/04/20. 

83031002^2 


8303040023 jE Info Notice 83'22. "QWR S;afe tg/Re 1 lef Valve Failures "* 
5vc list enc I 

JORDAN". F L Divl-slon o-f Erner 9 ency Preparedness ^ Engineering 
Resp-onie <PcBt B3D1D31 83/04/22 Consolidated Edison Co of Neu 

Yorli. Inc 112pp 18303 0B»? 24X Fiche 30-000.83/04/22.8303040023 


830304C025 IE Info Notice 83-23. Inopeiable Containment Atmosphere 
Sensing Sys " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness V Engineering 
Response <Post S30103> 83/04/25 ConsaLjdated Edison Co of Neu 

Vorli. Int liRpp 18381 29! 24X Fiche 50 000, 03/04/23. B303040025 


BJ0517033/ Forwards lE Insp Repts 50-295/83-07 ft SO-3O4/03-OA on 
G30311, 14-17, 23-23 ft 0407 ft notices of violation ft 
d pviat ion 

FAPEHIELLD. C J Region 3, Office of Director 03/04/27 REED. C 
ComiflOfiojeal th Edison Co 2pp 18465 274 24X Fiche 50-295,03/04/27. 

8305170337 


— B305170344 Notice of violation from insp on 030311.14-17,22-23 ft 0407 
PAPERlELftO. C J Region 3 Office of Director 03/04/27 Spp 
1Q465 276 24X Fiche 50-295.03/04/27,8303170337 


—§305170340 Notice of deviation from imp on 8303 1 1 . 1 4-1 7. 23-23 ft 0407 
s Region 3, Office of Director 83/04/27 Ip 18465 270 24X 

Fiche 50-295.83/04/27.0303170337 


—8305170353 IE Imp Repts 30-299/93-07 ft 50-304/83-06 on 630311.14-17, 
22-23 ft 0407 No n c ortip 1 I anc e noted c antamma 1 1 an surveys of 
transfer canal uorkers echib-iting nasal contamination not 
documented Fuel pooi samples not analgied 

LOVENDALE. P C . MILLER. D E , 0REGER, L R Region 3, Office of 
Director 03/04/25 lipp IQ465 279 24X Fiche 50-299.03/04/27. 

B30 51 70337 


0303040026 IE Info Notice 03-24, "Loose Parts In Secondary Side of 
Steam Generators at PWRs " Sve list end 

JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 83/04/26 Consolidated Edison Co of Neu 

York. Inc llSpp 10302 047 24 X Fichv 50-000,83/04/26.8303040026 


8303040027 IE Infe Notice 63-35. <'Standbg Gas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment *< Sve list end 

JORDAN. E I Division of Emergency Prepaiedness ft Engineering 
Response (Post 330103) 03/04/28 Consolidated Edison Co of Neu 

York, Inc ilOpp 18302 165 24X Fiche 50-000.03/04/20.030304 0037 


0309020292 EN-a3-028 on 030503, not i ce of violation ft proposed 
jjhposition of civi! penalty in amount of 4(0.000 to be 
issued Action based on failure to control access into 
protected ft vital areas ft unauthorized entry 

RGSANO. R Directar''s Office. Office of Inspection and Enforcement 
03/04/20 ip 10277 277 24X Fiche 90-295.03/04/20,8309030292 


0303040020 IE Info Nptice 83-26, "Fai loi e of Saf e ty /Re J le f Valve 
Discharge Line Vacuum Breakers •* 8vc list enci 
JORDAN. F L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/05/03 Consolidated Edison Co of Neu 

York. Inc I22pp 10441 170 34> Fiche 50-000, 03/05/03. 830304003B 


8305060410 Forwards IE Safeguards Insp Repts 50-299/03-06 ft 
90-304/83-07 QP 030315 ft notice of violation Notice Of 
violation withheld tref I0CFR70 21) 

KEPPLER,J 6 Region 3. Office of Director 93/05/03 O'CONNOR. J J 
Conmonuea I th Edison Co 3pp 18343 239 24* Fiche 50-295. 

83/05/03. B 3 050604 10 


--0305060418 IE Safeguards Jnsp Repts 50-295/83-06 ft 50-304/03-07 on 
930315 Noncompliance noted unautAoriied entry into 
protected ft vital area ft failure to rept safeguards event 
Detal ) s ut thheld (ref iOCFR73 21 ) 

BELANGER, J L . HADEDA, T J . CREED, J R Region 3. Office of 
Director 03/04/29 Ip 18343 242 24X Fiche 30-295.03/05/03. 

8305060410 


0303040030 IE Info Notice 83~27, ' Clperacional Response te Events 

Concerning Deliberate Acts Directed Against Pl^nt 
Equipment " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response {Post 83DI03) 83/05/04 Consolidated Edison Co of Npu 

York. Inc liapp 10392 202 24X Fiche 50-000,03/05/04.8303040030, 


S303040031 IE Info Notice 03-20, "Criteiia for Protective Action 
Recommendataons for General Emergencies " Sve list end 
JOROAN.E L Division of Emergency Prepai edness ft Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Neu 

York, Inc H9pp 18441 001 24X Fiche 50-000-03/09/04,0303040031 


8303040033 IE Info Notice 03-29. “Fuel Binding Caused by Fuel Rack 
Deformation ’’ Sve list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 83/05/06 Consolidated Edison Co of Nau 

York, Inc 113pp 18923 248 24X Fiche 50-000. 03/05/06. 0303040033 


8303040034 IE Info Notice 63-30. “Misapplication of Generic Emergency 
Operating Procedures lEOP) Guidelines ■' S^c list end 
JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response {Post 8301031 83/09/li Consolidated Edison Co of Neu 

York, Inc ll4pp IS524 003 24X Fiche 50-000,83/03/11.8303040034 


9303200391 Forwards results of investigation on Dr-82 source ft 
significance in containments. per 030216 committal 
Investigation result of IE Insp Repts 50-295/02-30 ft 
30-304/82-27 

LENTINE. F 0 Commonwealth Edison Co 03/05/17 KEPPLER, J G 
Region 3. Office of Director 4pp 10516 247 24X 

Fiche SO-299. 83/09/17, 8309200351 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program ■' 
Sve list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
■Response (Post 830103) 63/05/1? Consolidated Edison Co of Neu 

York, Inc ll4pp 18697 009 24X Fiche 50-000,03/03/19,8303040040 


0309310099 Forwards responses to violation ft deviation noted in IE Insp 
Repts 50-293/03-07 ft 50-304/63-06 on 030311-0417 Corrective 
actions personnel uhole body count initiated to document 
internal c ontaminat Ion 

FARRAR, DL Commonuea 1 th Ed 1 son Co 83/05/23 KEPPLER, J G Region 
3, Office of Director 4pp 106S8 074 24X Fiche 90-399.03/05/25, 

6305310095 


8303040046 lE Info Notice 83-33. “Nonrepresentati vc Sampling of 
Contamina ted Oil " Sve list end 

JORDAN. £ L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 63/05/26 Consolidated Edison Co of Neu 

York, Inc l|4pp 18647 007 24X Fiche 50-000,83/05/26,0303040046 


R Periodic ■operating reports ft related correspondence 


0305120013 Foruards monthly operating repts for Apr 1983 

ORAESSERi K L Commonwealth Edison Co 03/09/09 Director's 
Office, Office of Inspection and Enforcement Ip 10423 058 24X 

Fiche. 90-299, 83/05/09^ 0305120013 


— 8309120016 Monthly operating repts for Apr 1983 

AUSTIN, Commonuealth Edison Co 83/05/09 llpp 18423 09? 
24X Fiche 50-299,83/09/09,8305120013 


S Reportable occurrences* LERa ft related correspondence 


0309030440 Forwards LER S3-009/03L-0 

GRAESSER.K L Commonwealth Edison Co 83/04/25 KEPPLER, J Q 
Region 3, Office of Director Ip 18306 265 24X 

Fiche 50-304,83/04/29,8305030440 


— 8305030446 LER e3-009/03L-0 on 030324, fa 1 1 ed fuel letdoun monitor 
2RTPR27 found out of tolerance low Caused by electronic 
instrument drift Radiation monitor recalibr ft returned to 

SVC 

WILLIAMS, VS Commonwealth Edison Co 83/04/29 Region 3, 
Office of Director Ip 18306 266 24X Fiche 50-304,83/04/25, 

0305030440 


0305130196 Foruards LER a3-010/03L-0 

ORAESSER«K L Commonwealth Edison Co 03/05/10 KEPPLER, J 0 
Region 3, Office of Director Ip 18439 363 24X 

Fiche 50-304,83/05/10,8305130196 


— 8305130211 LER 03-OIO/O3L-O on 03041 1 , during Purge 0-03-285 of 
containment. radiation monitors 2RT-PR25, 3RT-PR26 ft 1RT-PR26 
taken out of sve for malnt to calihr instrument Caused by 
operator error Operator reinstructed in procedures 
LINDSAY. F J Commonwealth Edison Co 03/09/10 Region 3, 
Office of Director Ip 16439 354 24X Fiche 90-304,03/05/10, 

S305I3OI96 
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03052^0214 LER S3-011/03L-0 on B30412. uih 1 1 & putting conCainment doling 
refueling outagci recorder trace foi 2RT-PR25 did not return 
to nornial folloiuing source check Caused bg sticking ot print 
head due to oxidation on slide-uire td/B305n 1 tr 

JAKUDAITIS-T C . GRAESSER^K L Commonwealth Edison Co 03/05/11 
KEPPLER- 3 G Region 3. Office of Dirac toi 2pp 10940 025 24X 

Fiche 50-304,03/05/11,8309240214 


8305310160 LER 03-O12/O3L-O on 030426, steam genoiatoi 2A steam pressure 
transmitter 2PT-516 found out of tolerance Caused bg 
instrument drift on transmitter Transmitter lecallbr i 
returned to svc W/G30525 Itr 

CANTWELL, P F , GRAESSER, K L Commonun?a 1 th Edison Co 03/05/25 
KEPPLER, J 0 Region 3, Office of Director 2pp 10651 228 24X 

Flche 50-304,03/05/25,8305310160 


DOCKET 90-305 KEWAUNEE NUCLEAR POWER PLANT 


F Securltg, medical, emergency ^ fire protection plans 


030504000/ Releases public version of rev to emergency plan 

FELTONi J M Division of Rules and Records 03/04/25 Document 
Management Branch Ip 10331 000 24T Flche 50-305,83/04/23, 

0303040007 


— B303040009 Forwards public version of Rev 1 to emergency plan 
01ESLER,G W Wisconsin Public Service Corp 83/04/14 
DENTON, H R Office of Nuclear Reactor Regulation, Director Jp 
18331 009 24X Fiche 50-303,83/04/25,8305040007 


—0305040014 Public version of Rev 1 to emergency plan 

a Wisconsin Public Service Carp 03/04/06 23Gpp 18331 010 
24X Flche 50-303,83/04/25.8305040007 


0305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list end 

EISENHUTjD 0 Division of Licensing 03/05/11 Consolidated 

Edison Co of New Vork, Inc 16pp 18540 093 24X 

Flche 30-000,83/05/11,0305110034 


P Operating license stage documents 6 c ori'espundonce 


B30S23072B Forwards listing of regu latoi y ■* i nduced major plant mods V 
costs Slie of nuclear staff nearly doubled sinte TMI 
accident Total expenditures for IE Dullctlns 79-01.79-02 
79-14 mods provided 

OIESLERiC W Wisconsin Public Seivice Corp 03/03/25 
TOURTGULOTTE, U Regulatory Reform Task Force 6pp 10342 263 24X 

Fiche 90-309,83/03/23.0305230728 


0305230720 Forwards list of UtiU responding to tequests for cost 
figures on backfitting 

TOURTELLOTTE, J Regulatory Reform Task Force 03/04/11 
PALLADfNQ.N U Commissioners 2pp 18542 272 24X 

Fiche 90-000,83/04/11,0305230720 


0305040090 Advises that Rev I to XN-NF-79-49-tP > classified 
propr 1 etary , per 830222 ltr 

VARGA, 0 A Operating Reactors Branch 1 03/04/22 OIESLER. C W 

Wisconsin Public Service Corp 2pp 18328 240 24X 

Fiche 90-309,83/04/22.0309040090 


0305030600 Application for Amend 54 to License DPR-43, revi sing limiting 
conditions for operation, surve i llance requirements t< 
administrative controls 

OIESLER, C W Wisconsin Public Service Corp 83/04/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 18303 102 
24X Fiche 90-305,83/04/29.0305030600 


—8305030602 Proposed Tech Specs revising limiting conditions for 
operation, surve i 1 lance r eq.u i rements & admliii strat ive 
control s 

» Wisconsin Public Service Corp 03/04/29 29pp JG303 107 
24 X Fiche 90-303,03/04/29,0305030600 


0309110050 Forwards Amend 49 to License DPR-43, safety evaluation 
notice of issuance 6 availability Amend changes Tech Specs 
re RCS leakage, condensate storage tarik supply U auxiliary 
feedwater pump testing 

ORQTENHUIS, M Operating Reactors Dianch 1 83/04/29 OIESLER, C H 

Wisconsin Public Service Corp 2pp 18420 324 24X 

Fiche. 30-305, 03/04/29, 03051 10030 


—0305110052 Amend 4? to License DPR-43, chang ing Tech Specs re RC6 
leakage, condensate storage tank supply 5 auxiliary feedwatei 
pump testing 

VARGA, 8 A Operating Reactors Dranch 1 03/04^29 0pp 

1S420 326 24/ Fiche 50-305.03/04/29,8309110030 


- 83u5l 10055 bat-ety e aluatioii supportirj 4‘,' to License DPR-43 

• Offue of nuclear Reactci Regulati it Dnrctoi 83/04/29 4pp 
18420 334 24X Fiche 50-305, 93' 04 8305110050 


--830511005O Notice of issuancti > avoi let 1 1 i ry yf Amend 49 to License 
DPR-43 

VARGA, S A Operating Reactor^ [}i anch 1 03/04/29 2p p 

10420 33D 24X Fiche 50-305, 03/04/29, naObnOO^O 


030504066’ forwards request foi lOdl itifu i i» POR‘'/£V i-ailures 5, 
challenges 

VARGA, S A Operating Reactors, Branch 1 Q3'05/02 GIESt-ER.C N 

Wisconsin Public Service Cot p 3pp (0336 262 24 x 

Fiche 50-305, 03/05/02, 0305040667 


0303180573 ForwaTd> SFR supporting liceM.C' respon^*,s to NUREG-0737i 
Items 1 1 F l 4, 'Containment Pressure Nonitor,' II F 13, 

**Conta inment HatPi Lo el Monitor," * II F I 6, Containment 
Hydrogen Monitor " 

VARGA, 8 A Operating Reactoi s Branch I 83/05/02 OIESLER, C W 
Wisconsin Public Service Corp 2pp IBSC/S 308 24X 

Fiche 30-303, 03/09/02, 0309180573 


— '0305180500 Safely evaluation svppaitinj liLcrisce tesponscs to 
NUREG-0737< I terns II F 1 4, “Containment Pressure Monitor, " 

II F 1 5, "Containment Water Level M«ni*^oi’." % 1 1 F 1 6, 
"Containment Hydrogen Monitor " 

* Office of Nuclear Reactor Regulatiori Director B3/05/0r 6pp 
18905 310 24X Plche 50- 305, 03/05/02. 83051 80973 


030510010? Advises that defective un.let olt«ge trip device delivered to 
Franklin Research Ctr Device probably faiiod during 
preoperct lona] test ing, poss i b 1 y due tu (lotlom tripping pin 
occasionally sticking in dawnnard positiun 

GIE8L£R,C W Wisconsin Public Servue Coi p 03/05/06 VARGA, 5 A 
Operating Reactors Dranrh 1 2pp 181/' 252 24X 

Fiche 50-305, 03/05/06. 0305I0OIO2 


6309100114 Forwards review of exisllr>g speiM le containment cooling sye 
operability No mods required Revised 6e<t»on 3 3 'TSF t 
Auxiliary Sys, ■■ wl U be consistent w, Nt'RrG~0432 /-will be 
submitted as pai t of Amend 55 

GIE&LER,C W Wisconsin Public Service «'ci p 03/09/06 VARGA 5 A 
Operating Reactors Dranch 1 6pp IBJ '5 C20 24X 

Flche 50-305,03/05/06,0305100*14 


0303110003 Folwards evaluation of lo»i ft dtS'.haige bad pi essure on 
pump operability re NUREG-073/, 1 te.i' U f I I ^ 030131 SER, 
per IE Bulletin 80-04 Operability of auxiliary feedwater 
pumps after extended operation at lunciut flow addressed 
GIESLER.C W Wisconsin Public Service cui p 03/05/06 VARGA, B A 
Operating Reactors Branch 1 9pp 10400 2B0 24X 

Flche 50''303. 63/05/06, 03051100/03 


0305090659 Generic Ltr 03-20 to All opeTatir,^ reactor licensees V 
holders Oi CPs re integrated uchcdullfMj fur implementation 
of plant mods 9vc list end 

E1SENHUT,D 0 Division of I icensing 01/OS'O9 Consolidated 

Edison LO of New York, inc I6pp 1U6J/ 153 24X 

Fiche 50-000,83/09/09,8305090639 


0303170150 Forwards addl info requested in 03040? Ill re HQRV/SV 
failures challenges Further ref should be made to 820625 
response to NuREG-0737, I tem II D J 

GIESLER,C W Wisconsin Public Service Lot p e'V09/l3 VARGA. S A 
Operating Reactors Dranch l 3pp UI466 r'Vl 24X 
Fiche 30-303, 03/05/13,0305170130 


0309230300 Application for Amend 49 to iicrnSQ DPR-43 re RCS leakage, 
condensate stoiage tank supply V auitluiy feedwatei pump 
testing 

GIESLER.C W Washington Public Power b-ipply System 83/09/13 
GR0TENHUI6,M NRC - No Detail od Aif illation Given 9pp 18339 120 
24X Flche 90-309,83/09/13,8303230100 


— 0303230300 Proposed changes to Tech Spuci le RCS I eakag e. condensate 
storage tank supply 6 auxiliary leedwater pump testing 
a Washington Public Power Supply System 03/05/13 6pp 
10339 129 24X Fiche 50-305,03/05/13,0305330300 


0305270009 Discusses 000410 Iti re use of i,ei m opeiahle in Tech fcpncs 
Which may not address multiple out‘»ges Tech Specs will be 
amended to incorporate STS i r, s truct i ofi*. Proposed amend will 
be submitted within 30 days 

GIESLER.C W Wisconsin Public Service Corp 83/05/24 VARGA, S A 
Operating Reactors Branch I Spp 1063B 350 24X 

Flche 30-305, 83/09/24, 0305270009 
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Q Inspection reports It Bulliptjns * c (<r r<«f s pilnd eT>uE 


tJ2ia0fi039'‘^ IC IrvFo Notice 03-1-4^ "Deti;atered Spent Jon Eichan9e Resin 
&jscep 1 1 d I 1 i l(/ to Eiotherjnic CheirnCaJ Reautian ' Svc list 
enc 1 

TAVLOR, j M Divisian of Baft-godrds InipecttOh Programs tPost 
630103} 93/03^2] Consolidated Edison Co of Meu Yorl^ Iftc 

ll2pp 10308 319 24X Fiche 30-000-03/03/21 82 12060305 


8305230720 Forwards listing oF rej u latot y -» nd ured (flavor plant mod^ 1* 
c&sts SiiB of nuclear staff nearli^ doubled since TMI 
accident Total erpenditoTcs for IE RuMetirs 79-01»79-02 Zt 
79-J4 mods provided 

CIESi-ER^C W Uiscarrsirt Public 8ervJcr Corp 03/03/25 

TOURTECl OTTE. J Regulatori^ Peform Tasl Force 6pp 18542 363 34X 

F 1 1 b 0 30 -305. 03/03/25 . 0305230720 


8305020349 Forwards IE Insp Rept 50-305/83-01 on 030 lOa-OGOS 6 notice 
of violation 

NOREuIUS.C E Division of Project tc Wetitfent Progra/ns S3/04/11 
GIESUER-C U Wisconsin Publiu Service Corp 2p p 18277 051 24X 

Fiche 50-305.83/04/11.8303020349 


--03O5O2O332 Notice of violation frofli insp on 630103-0302 

STRf^ETEP. J F Division of project fj> Resident Ppograma 83/04/11 
3pp 1S277 053 24X Pi Che 50-305.03/04/11.8309020349 


— 9305020356 IE fnsp Rept 50-3Q5/83-0J an 030103-0302 None pmp 1 lancf 
noted Fiom 320422-27. temporary changes made to riaint 
ProcBd-ore 5n-l8469 (J/o re/ieot or approval 

NELSON. R L . J/^CKIW. I N Hcgioti 3. Office of Director 83/04/07 
Spp 10277 056 24X Fichu 50-305.03/04/11.8305020349 


8303040021 l£ Info Notice 83-21, "Defertive Efliergency Use Respirator ’ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness >i> Engineering 
Response (Post &301O3) S3/u4/15 Conso 1 1 dated Edison Co of Neu 

York. Inc t26pp 18435 155 24)r Ficho 50-000,83/04/15.0303040021 


6305O4OC17 rpisci/sifs results of review ot lelief requests Relief 
granted in part from r equlreuients of Section XI of ASHE Code 
or other requirements as appropriate 

UARCJ-A. S A Operating Reactois Dra/ich ) 03/04/19 OIESLER.C W 

Wisconsin Public Service Corp 3pp IB33S 117 24X 

flche 50-303.83/04/19,8305040117 


--0305040122 Safetij evaluation supporting riquosts for relief from 
iTiservice Insp requirements of Section XI of ASME Code for 
Class 1.2 S« 3 components 

* Office of Nuclear Rsactur Regulation. Directo) 83/04/19 9pp 
18323 120 24X Fiche 50-305,83/04/19.8305040117 


— 9305040125 Notice of granting relief fior.i flSME Code i equirements 
VARGA. S A Operating Reactors Drench 1 63/04/(9 2pp 

18320 !29 24X Ftche 50 -305. 83/04 / 1 V. 63090401 1 7 


8305040518 Forwards JE Insp Rept 50-305/83-05 ort 830314 *. 15 Nu 
noncooip I 1 ante noted 

LITTLE.W S Region 3. Office of Dire.,toi 83^04/20 GIESUCR.C U 
Wisconsin Public Service Corp 2pp 18331 296 24X 

Fiche 50-305. 83/04/20, 8305040510 


— 8303040372 lE Insp Rept 50-305/B3-09 on 630314 fv 15 Mo none amp 1 1 anc e 
noted rfejor areas Inspected licensee action le It 
Dulletin GO-li, "Masonry Wall Design " 

MORTON, J F . williams, C C Region 3 Office of Director 
83/04/13 Spp 10331 258 24X Fi rhe 50-305,83/04/30.8305040318 


0303040023 IE Info Notice 83-22, "DWR Saf etiij /Hel i ef Valve Failures " 
Svc list enrl 

jORDANiC L Division «f Emergency Prepaiednegs «, Engineering 
Response fpobl 5301031 33/04/22 Corisoi idSlcd Edison Co of Mew 

Yorif, Inc JI2pf 18303 039 24X Fiche 50-000,83/04/22,8303040023 


B30304002'> IE Info Notice 83-23. Inope*’d6 J u Contaniment Atmosphere 
Sensing Sys Svc list end 

JORDAN, E L Division of fmergeneg Pi eparudneis «. Engineering 
Response iPost 6301(731 83/04/SS DonsoJ dated Edison Co of New 

York, Inc n9pp 103B1 29l 24X Fiche 50-0^0.83/04/29,8303040035 


8303040026 IE Info Notice 83-24, ''Lua&e Pai fcs In Secondary Side of 
Steam (7sr>era to-rs at PWRs *' Svc list and 

JORDAN, E L Division of Emergency Prepaiedness V Engineering 
Response IPost 8J01031 63/04/28 Consal (dated Edison -Co of New 

Yarlf. Inc 113pp 10382 047 24X Fiche 50-000. 83 '04/20. 8303040026 

830304002*^ IE Info Notice 83-25, 'Standtiy Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 

JORDAN, f L D1 vision of Eciie»gen>cy Pt epai edness '* Engineering 
Response CPcst 0301031 83/04/20 Con so Lida ted Edison Cn of Hew 

Yprk, Inc ll0pp 183S2 165 24X Fiche 50-000, 83/04 /2B. B3030400S7 


8305030314 Forwards addl info in response to IE Dulletin BO-ii re 
seisAilc qual i f I cat ion of masonry walls W/23 aperture cards 
Aperture cards are available in PDR 

GIESLER.C W Wisconsin Public Service Corp 83/04/29 VAROA, S A 
Operating Reactors Branch 1 i2pp 10306 224 24X 

Fiche 50-305, 03/04/29,8305030314 


6303050106 Forwards results of 1983 steam generator eddy current 
fiber optics visual exams, per Tech Spec 4 2 b 3 a Summary 
of return to power SER end Facility placed in C2 category, 
requiring next insp within 24 months 

CieSLER.C W Wisconsin Public Service Corp 03/05/02 VARGA, S A 
Operating Reactors Branch 1 13pp 18342 154 24X 

Fiche 50-305,03/05/02,0303050106 


8303040026 IE Info Notice 03-26. 'Tallore of Sa f o ty /Re 1 1 e f Valve 
Discharge Line Vacuum Dreakers " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 0301031 03/05/03 Consolidated Edison Co of New 

York, rnc 122pp J8441 170 24X Fiche 50-000,03/05/03,8303040020 


B303040030 IE Info Notice 03-27, "Opera t i ona I Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN, E L Division of Emergency Prepai edness 6 Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc ll2pp 18302202 24X Fiche SO-OOO, 03/03/04, B303040030 


G303040031 IE Info Notice 8P-20, "Criteria for Protective Action 
Recommendations for General Emergencies '* Svc list enc 1 
JORDAN. E L Division, of Emergency Preparedness 4, Engineering 
Response (Post 030103) 93/03/04 Consolidated Edison Go of New 

York, Ific 119pp 18441 001 24X Fiche 50-000.83/05/04,0303040031 


B30S1000Q7 Confirms 830624 meeting in Glen Ellyn, IL to discuss 8ALP for 
fac 1 1 i ty 

NORELIUS. C E Division of Project tf Resident Programs 83/05/04 
(7IE5 LERi C W Ut scons in Public Service Corp Ip 10377 225 24X 

Fiche 50-305, 03/05 /04 , 0303100087 


8303040033 IE Info Notice 93-29. "Fuel Binding Caused by Fuel Rack 
Deformatton " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Past 030(03) 93/05/06 Consolidated Edison Co of New 

York. Inc I15pp 18523 240 24X Fiche 50-000,03/09/06,8303040033 


8305270486 Forwards IE Imp Rept 50-305/93-03 on 830314-18,25,31 «< 0407 
^ notice of violation 

HIND, J A Region 3, Office of Director 03/03/06 OIESLER, C W 
Wisconsin Public Service Corp 2pp 10644 011 24X 

Fiche 90-305,83/03/06,0305270486 


--03O527O493 Notice of violation from insp on 630314-10 

HINO/J A Region 3, Office of Director 83/05/Q5 Ip 
10644 013 24X Fiche 50-305,93/05/06,8303270486 


--83052705O2 IE InSp Rept 30-305/93-03 on 030314-18,25,31 it 0407 
Noncomp ) lance noted failure to meet steam generator blowdown 
analysis sensitivity requirement of Tech Spec Table 
4 II-I I failure to collect environ precipitation sample 
NrCHflLSON, N A . ROSAK. 5 . SCHUMACHER, M C Region 3, Office of 
Director 03/05/04 lOpp 10644 014 24X Fiche 50-305,03/05/06. 

8303270486 


8303040034 IE Info Notice 03-30, "Misapp 1 ic ati on of Generic Emergency 
operating Procedures (£0P) Guidelines ” Svc list end 
JORDAN, C L Division of Emergency Preparedness i' Engineering 
Response <Post 830(03) 63/05/1 1 Consolidated Edison Co of New 

York, inc 114PP 10324 003 24X F 1 che 50-000. 83/05/1 1 . 0303040034 


8305100261 Responds to 030411 notice of violation & proposed Imposition 
of civil penalty I'e capped containment pressure sensing 
lines NRC conclusions & actions inappr opi late Violation 
isolated event 6 does not merit civil penalty 

ZIEMER,P D Wisconsin Public Service Cot p 83/03/11 DEYOUNOrR C 
Director's Office. Office of Inspection and Enforcement 31pp 
10490 029 24X Fiche 50-303,03/05/11,8303180261 


6305240104 Forwaids clarifications A corrections to Inservice insp 
program safety evaluation dtd 030419 Status of relief 
requests noted 

VARGA, 5 A Operating Reactors Branch 1 93/05/16 GIESLER. C W 

Wisconsin Public Service Corp 3pp 18593 360 24X 

Fiche 30-305, 83/05/16, 8303240104 


0303040040 IE Info Notice 83-31, “Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN.E L Division Of Emergency Preparedness 6 Engineering 
Response -(Poet 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc lJ4pp 18697 009 24/ fjche 50-000,03/05/19,8303040040 
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830304004^1 IE Info Notice 03-33 ’ Nonrep rt>&eii t<)t] Stripling of 

Contaminated Oil ” Svc enrl 

JORDAN^ E L Division of Emergency Pr<»pai edness ?. Engineering 
Response (Post 030103) G3/05/2& Consolidated Edison Co of Neu 

York- Inc M4pp 18647 007 24X Fjche 50-000-03/05/26.8303040046 


R Periodic operating reports 6 i elated correspondence 


8305310164 Submits results for Fust Ouai tei 1V03 c one ir matorg 
measurements program for liquid luaste sample t< NRC spiked 
chare oa 1 1 h 2 

RICHMOND. J S Nashington Public Pouei Supply System 83/04/30 
ROZAK.S Reoion 3. Office of Oirectoi 2pp 10652285 24X 

Fiche 30-305,83/04/30.8305310164 


8305050106 Forwards results of 1903 steam generator eddy current i 
fiber optics visual exams, per Tech Spec 4 2 b 3 a Summary 
of return to pnu/pr SER enc 1 Facility placed in C2 category, 
retluiring next insp within 24 months 

0IE8LER,C W Wisconsin Public Service Corp 83/05/02 VARCA, S A 
Operating Reactors Qranch 1 i3pp 18342 154 nx 
Fiche 50-305,83/05/02.8305050106 


8305130250 Forwards monthly operating rept for Apr 1983 

01E8LER. C W Wisconsin Public Service Corp 83/05/10 Director 5 
□ffice. Office of Inspection and Enforcement Ip 18439 214 24X 

Fiche 30-303, 83/05/10, 8305130250 


—8305130851 Monthly operating rept for Apr 1983 

RUITER, 0 M Wisconsin Public Seivlce Corp 83/05/02 5pp 
18439 213 24X Fiche 50-305, 03/05/ 10. B30D 130250 


8305310154 Forwards annual environ radioactivity monitoring repts for 
1982 W/o end 

MCDONNELL, U J Wisconsin, State of NRC-05-00-275 83/05/23 

KEPPLER,J Q Region 3, Office of Dirocfeoi Ip 10639 140 24X 

Fiche 50-000, 83/09/23, 8305310134 


S Reportable occurrences, LERs related correspondence 


0305230573 Forwards engineering evaluation rept. "Cracks U Leaks in 
Smalt Diameter Piping " 

BROWNi £ J Reactor Operations Analysis Dranch 83/04/19 
SEYFRIT, K V/ Reactor Operations Analysis Branch Ip 18541 342 
24X Fiche 90-000.03/04/19,8305230573 


—0309230619 *'CrackS 8< Leaks In Small Diameter Piping," engineering 
evaluation rept Small pipe leaks associated w/unant ic J pated 
vibration problems require addl suppoi ts or rerouting of 
piping 

DROWN, C J Reactor Operations Analysis Uianch 83/04/19 9pp 
18541 343 24X Fiche 50-000,83/04/19.8305230573 


8309100389 Forwards updated LER e3-005/03X-l 

0IESLER,C W Wisconsin Public Service Corp 83/05/03 KEPFLCR, J 0 
Region 3, Office of Director Ip 1B377 326 24X 

Fiche 90-305,83/05/03,8305100309 


“8309100397 Updated l-FR SS-OOO/OSX-l on SJ0216, dur mg surveilianco tost 
on diesel generator ID, svc water outlet CV ISW-301D) from 
diesel oil cooler failed to open fully when diesel started 
Caused by erosion of ball, causing sticking Valve replaced 
BERNHOFT, B L . THQROERSEN, J 0 Wisconsin Public Service Corp 
83/05/03 Region 3, Office of Director Ip 18377 327 24X 

Fiche 50-305,83/05/03,8305100309 


8305170267 Forwards updated LER 02-030/01 X-2 

0IE8LER, C W Wisconsin Public service Corp 03/05/06 HEPPLER, J G 
Region 3, Office of Director Ip 18463 020 247 

Fiche 50-305,83/05/06.030517026/ 


—0305170271 Updated LER a?- 03 O/ 0 lX-? on 021004, sens i ng lines on six 
safety-related containment pressure transmitters found 
capped off inside containment Caused by personnel error 
during maint Gaps removed 

SCHROCKiC A Wisconsin Public Service Corp 03/05/06 Region 
3r Office of Director 40pp 10460 021 24X 

Fiche 50-305.03/09/06.0303170267 


0305170323 Forwards description of equipment follure of seismic 
monitoring sys, detected on 030400 Tiansversp motion sensor 
on one of throe triaxial see o I eromotei s failed Sensor 
provides no alarm or contiol function Sys will be upgraded 
OIEBLERrC W Wisconsin Public Service Corp 03/03/06 FEPPLCR, J G 
Region 3, Office of Director Spp 18469 iS9 24X 
Fichd 50-309,83/05/06,8305170323 


dJ05270l96 LER bi-O I? t>3l -0 Dn l f i r , i Time h t vent activity 

monitor tr-L'l' di5».0v<»rvU out of s i. tJiu-icd n-y inadequacy m 
admi t>i 9 t r^ti VC » ptoiedural .ur.trols heri'ttling upcrations 
suspendtO per Tech Specs R-21 retui i.fd tu - M-'a30520 Itr 

BCRNHUFT. E L , IHORGERBCN. u 0 , GltJaLtr .. W NlscoPism Public 
service torp 03/05/20 KCP» LEP. / G ftcyion 3 Office of Difactoi 
3pp 1863/ 167 24 X Fir fie 't* 6J0527019B 
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F Security fnedlLal. emeigent^ ♦ f i r iJint.ction plon-s 


0305030214 Releases public ,'ei <i 3 i‘ ert^rgency plan 

implo men ting procedures 

FELTQN. J fi Division of Ruin and Reiuids 33/04/22 Document 

Management Branch Jp ISJlO 155 24 x fiche 50-282,83/04/22, 

8303030214 


--B305030P21 lortiiaros public /vision ur « r iseo emergency plan 
implementing pi occuui es . i nc 1 cd > n ^ Ft Mdures F3-2 re 
classification of emerg vne i «. s. F3-5 ii ^rtieiyency notification 
<< F3-9 ir emergency evac u<<t. i on 

WARD. E C Northern Etates rowei vi, e)j/(>.;/Oa Region 3. Office 
of Dtievtor ip 10310 Hi 24x 30-282.8 3/04/22. 

03090302)4 


*8309030226 Public version cf i istn » in.^ i y ►■n*. y flan implementing 
procedui es. me. 1 ud I ng Prncuduie ro-r’ i <? classification of 
emergencies F3-',' \v tjmeigency noti r > *. 3 1 loi. f F3-9 re 
emergency evacuation 

SCJiVLlKEiD A Not thorn &t, los Pouet u i* S3'03/22 129pp 

10310 157 ?4X Fiche 50-28*’ 03/04 ' J2, 8 4u50302 11 


830517065/ Forwards exempttui) from R50r App rt. Sub sect t on III 0 2 rfr 
separation, fit e barrier ♦ suppreesion 1 oqui i ««nent where 
both trciiiv of redundant •'alv shutdowri LUinponents locdtad 
within same fire area, per 820630 /« lOJ ' lequests 
CLARK, R A Opeiating fieautora Rranch J 83/05, '04 MUSOLF. D fl 

Northern States Power Co 4pp 18481 0/2 24X 

Fiche 50-202. 83/05/04. 03041T'tJ657 


—8305)70666 Litmption from loC-fR'iO. App R Subsection 111 O 2 re 
separd 1 1 pn, 1 1 r G barrier ** suppression 1 uqui r rments where 
both trains of redundant sate «hutdufi.r, companenl*, located 
wtthtn fire area 

EISENliWT. D C Division of iicensing 33/05/0*1 Northern States 
Power Co 7pp 10401 076 ?4X Fiche 50-282-83/05/04.8305170657 


■630$17068J Safei-y evaluation ip exemptions trom lOCFRSQpApp R.Eoctioit 
191 G 2 requirement foi maiiU of one ti ^in of equipment 
necessary foi safe shutdowt . w/o Fne d^niage Exemptions 
should be denied In four areas h gtrinted in five areas 
a Office of Nuclear Reac < or Regulation, Diroctui 82/ 10/2? 

2lpp 18401 003 24X Fiche 30**?fl2.tlJ/03/04l, 0305170657 


6305110034 Generic L ti 03-21 tii *ill licet. at OP ci'-at i ng reactor s> 
applicants for OUs f holders cf CP=. re cl dt i f 1 rat i o-rt of 
access to control procedures t-oi law vnfunement visits 
Svc list enrl 

EISENHU1.D G Division of 1 iveiiainy Si, 09/ 1 t CoTrso 1 idated 

Edison Co of New Vork. Inc I6pp )8540 093 24 a 

Fiche 50-000, 83/u5') 1, 83051 I0Q31 


8305190343 Forwards Rev I to NURrG-072G. 'NRc lii..i<)«nt Rusponse Plan, 
in response to 830439 Itr requesting updated Itr of 
agreement W/o enc I 

HIND* G A Division of Radiological t Maturials 'lafety Programo 
83/05/13 LARSON, C E Northern states TOuer Co 2pp 18500 225 
24X Fiche 90-000, 83/05/ 13, M305I90J43 


0305200023 Notifies that NUhCG-073/. 11 g,ii III A 2 j, "Cmorgency 
Preparedness, Upgrade Eir.ergenuy Plans to App E. lOCFRSO, ” 
completed Item closed 

CLARK. R A Operating Reactors Branch i 03/05/13 MURGLF, D M 
Northern States Power Co 3pp 1&34 l ii’ 24/ 

Fiche 50 -202, 03/ 05/1 3, 0305200023 


0305230523 Forwards clarifying info iii fuppOi fc of 830311 exemption 
requests for 10CFR30 40, App R re Fire Areas 90,59,73 t 74 
MUSOUF, D Northern States Power Co 83/05/16 Office of Nuclear 
Reactor Regulation. Director 62pp )a‘«36 329 24X 

Fiche 90-282, 83/05/) 6, 0305230523 


03O524O3B9 Advises that date for reit unnudl emoigency p r eparedneis 
exercise tevised to 040313, per 030128 telcon 
PAPERJELLO, C J Region 3. Office of Director 83/05/19 
LARSPN. C E Northern States Power Co Ip 10375 069 ?4X 

Fiche 50-282,03/05/19, 0305240389 
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P □pCTdting lice-n«e ■docuj'nents *< L.orr expand e-nce 


0303180429 Forwardls re&pon-sp to G3020B Ifer re backfitting coits of 
tuo nuclear po-iiier plants All t-hree units Itave coinblned 
capablHtij of U 939 hWE (sunimer) net 

HADLEYj C D Northern States Pauer Co 03/03/13 TaURTHl^LQTTE. J 
Rpgulatorq Reform Task Force &pp 1Q341 041 24 Y 

FI cite 30-000. 03/03/13, 83031804 29 


0303230720 Forwards list of utUs responding to requests for cost 
flgure^s on backfittlng 

TOUHTELLOTTE. J Regulatory Reform Task Forte Q3/04/11 
PALLADINO.N J C ommi s 5 1 o ners 2pp 1B342 272 24/ 

Flche 50-000.63/04/11,6303230720 


8305020320 Forwards Rev 8 to "ASME Code Section XI Inservlce Insp I. 
Testing Program & Info Required for NRC Review of Requests 
for Relief from ASME Code Section XI Reqiri rementsi " per 
760201 submittal 

ntlSOi-Fi D Northern States Power Co B3/04/I9 Office of Nuclear 

Reactor Regulation. Director 2pp 18277 \Ah 24X 
Fiche 50-202. B3/0 4/ 1 9. 8305020320 


--8305020329 Rev 6 to "ASME Code Section Xt Inservice Insp Testing 
Program t< Info Required for NRC Review of Requests for 
Relief from A6NE Code Section XI Requirements '* 

4 Northern States Power Co 83/04/19 sipp 18277 I 4B 24X 

Fiche 90-282, B3 / 04 / 1 9 . 8305020320 


3305060013 Advises that actiQn required by 830202 Amends 61 t. 55 to 
Uicanses OPR-42 fc DPR-60- resp ec tive Iq i» ©enorlc Ltr 03-07 
comp 1 eted p b a&ed on utiJ actively nvgatialing u/DQE ie 
disposal of high level waste or spent nuclear fuel 
CLARK.R A Operating Reactors Branch 3 a3/04/21 MUSOLF. D « 

Northern States Power Co 2pp 16354 311 24X 

Fiche 50-232, 03/04/21. Q3 050600 13 


0305060108 Advises that requirements of NUREC-0737i TMI Action Plan 
Items fl r i 4. 11 F 1 5 II F 16 met & items resolved 
Criteria requiting equipment to be environmentally qualified 
will 6e reviewed under enviion qualification program 
CLARK.R A Operating Reactors Branch 3 33/04/21 MUSOLF. D M 

Northern States Power Co 9pp 18354 269 24X 

Fiche 50-202.63/04/21,0305060100 


0305060023 Forwards safety evaluation U technical evaluation rept for 
environ qual i f icat i on of safety-related electrical 
equipment Justification for continued operation Zt schedule 
for proposed corrective actiOTi requested by B30520 
CLARK.R A Operating Reactors Branch 3 B3/04/2S MU8DLF, 0 M 

Northern States Power Co 3pp 10354,322 24X 

Fiche 50-202.83/04/29.0309060033 


— 0305060036 Safety evaluation re enviion qualification of safety-related 
electric equipment Ilajor qu-al i f i i-aft ion deficiencies 
identified in Trantlin Research Ctr technical evaluation 
rept Tables 4-1, 4-2, 4-3 i. 4-4 must be resolved 

■» Office of Nuclear Reactor Regulation, Director 83/04/25 7pp 
10354 J25 24X Fiche 50-382. B3/ 04/25. 8309060023 


830502045‘> Genori-c Ltr 03-19 to all power leactor 1* testing licensees 
re new pTocedures for pro/iding public nntice concerning 
issuance of amends to OLs Svc list end 

EtSENHUT. 0 G Division of licensing 93/05/02 Consolidated 
Edison Co of New York, Inc 50pp 18441 120 24X 

Fiche 30-000,83/05/02.0305020453 


8305120389 Forwards response to NRC 330425 ltr transmitting safety 
ev,*luation for environ qualification of safety-related 
electrical equipment Rosemount 1133 Senes A transmitters 
should be reclassified as Category II C equipment items 
NLfSOLF.D Northern States Power Co 03/O9/OS Office of Nuclear 
Reactor i^egulation. Director 29pp 10433 124 24X 

Fiche 30-282*63/03/05, 8305 1 203B9 


830-5090655 Generic Ltr 93~20 to alt operating reactor kicensees ?« 
holders of CPs re integrated scheduling for ) tnp I ementat 1 Qti 
ef plant mods Svc list end 

EISENHUT.DG Division of Licensing 93/05/09 Consolidated 
Edison Co of New York. Inc I6pp 10627 J53 24X 

Fiche 50-000 . 8 J/OS/09, 8303090659 


Q Inspection reports. IE Bulletins & corr espondence 


0312060365 IE Info Notice B3-t4, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Eiothermic Chemical Reaction Svc list 
enc I 

TAYLOR, J M Division of Safeguards & Inspection Programs (Post 
Q30103) 83/03/21 Consolidated Edison Co of New York, Inc 

lE2pp 10308 3t9 24X Fiche 50-000.83^03/21,9212060305 


8303040021 lE Info Notice 03-21. "Defective Emergency Use Respirator *' 
Svc list end 

JORDAN. C L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 03/04/15 Consolidated Edison Co of New 

York, Inc I2&pp 18439 199 24X Fiche 50-000.83/04/19,0303040021 


8305020320 Forwards Rev 8 to "ASNE Code Section XI Inservice Insp S* 
Testing Piogram 6 Info Required for NRC Review of Requests 
for Relief from ASME Code Section XI Requirements." per 
700201 submittal 

HUSOLF, D Northern States Power Co 93/04/19 Office of Nuclear 

Reactor Regulation. Director 2pp 18277 146 24X 

Fiche 30-202.83/04/19.0309020320 


— 0309020329 Rev B to "ASNE Code Section XI Inservice Insp ?« Testing 
Program I, Info Required for NRC Review of Requests for 
Relief from ASHE Code Section XI Requirements " 

a Northern States Power Co 03/04/19 21pp 10277 140 24X 

Fiche 90-202. 03/04 / 19. 8305020320 


8303040023 IE Info Notice B3 -22. "BWR Safety/ReUef Valve Failures '• 
Svc list end 

JORDAN. E L Division of Emergency Preparedness ?. Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc i 12pp 16303 089 24X Fiche 50-000,03/04/22.0303040023 


0303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, L L Division of Emergency Preparedness Zt Engineering 
Response (Post 830103) B3/04/23 Consolidated Edison Co of New 

York, Inc I19pp 18381 291 24X Fiche 50-000.83/04/23.8303040023 


8303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Generators at PWRs '' Svc list end 

JORDAN. E L Division of Emergency Preparedness f/ Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York. Inc I15pp 18382 047 24X Fiche 50-000.83/04/20,0303040026 


0303040027 IE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpo-int Adjustment “ Svc list end 
JORDAN. £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York. Enc llSpp 16302 165 24X Fiche 90-000,83/04/20,8303040027 


8303040020 IE Info Notice 83-26. "Failure of Saf ety /Rel ief Valve 
Discharge Line Vacuum Breakers " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness S- Engineering 
Response (Past 630103) 83/05/03 Consolidated Edison Co of New 

York, Inc 122pp 10441 170 24X Fiche 50-000.03/05/03,8303040020 


0303040030 t£ Info Notice 83-27. "Oporational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness // Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York. Inc U2pp 18382 202 24X Fiche 90-000,03/03/04,0303040030 


0303040031 IE Info Notice 03-29. “Criteria for Protective Action 
Recommendations roT General Emergencies “ Svc list end 
JORDAN. E L Division of Emergency Preparedness Zt Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Go of New 

York. Inc il9pp 18441 001 24X Fiche 90-000,83/05/04.0303040031 


0JO3O4OO33 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation “ Svc list end 

JORDAN, E L Division of Emergency Prapatednoss I* Engineering 
Response (Past 030103) 83/05/06 Consolidated Edison Co of New 

York, Inc U5pp 18923 248 24X Fiche 90-000, 83/05/06, 8303040033 


B30524OO29 forwards IE Insp Repts 50-202/03-06 50-306/03-05 on 

830216-0331 No noncompliance noted 

SHAFER, W D Region 3, Office of Director 83/05/06 LARSON, C E 
Northern States Power Co 2pp 10549 095 24X 

Fiche 50-202.03/05/06.0305240029 


— 0305240061 IE Insp Repts 50-202/03-06 6 50-306/83-05 on 030216-0331 No 
noncomp 1 lance noted Major areas Inspected plant operational 
safety* mainti survB i llance. review of operating events. LERs. 
fire penetration seals ** IE bulletins 

FEIERADEND.C D . WILLIAMS, D L , JACKIW, I N Region 3. Office of 
Director 83/09/09 iBpp 1B949 097 24 X Fi c h e 50-202. 83/05/06, 

0305240029 


0303040034 lE Info Notice 93-30, "Ml sapp 1 i cation of Generic Emergency 
•Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness if Engineering 
Response (Post 630103) 63/05/11 Consolidated Edison Co of New 

York. Inc 114pp 18924 003 24X Fiche 90-000,83/05/11,0303040034 



DOCKETED ITEMS 


147 


8303040040 IE Info Notice B3-31, "Error in ADLPIPC Contpuher Program ’* 
Svc list enc 1 

JOPOANi E L Division of Emcrgenci^ Prepaiednoss ^ Engineering 
Response iPost 030103) 83/03/19 Cans o 1 1 da t ed Edison Co of NetJ 

Vork. Inc 114pp 10697 009 24X Fiche 50-000,83/03/19*0303040040 


0303040046 IE Info Notice 93-33. "Nonr ep ro s en ta C i v e Sampling of 
Contaminated Dll “ Svc list enc 1 

JORDAN# E L Division of Emergefttry Preparedness h Engineering 
Response (Post 03O1O3> 03/05/^6 Consolidated Edison Co of Neu 

YorJfi Inc 114pp IB647 007 24X Piche 50-000# G3/03/26< 0303040046 


R Periodic operating reports tt related carr espond enc e 


0305160036 Forwards monthly operating repts for Apr 1903 

MUSQLF. D Northern States Power Co 03/03/11 Office of Resource 
Kanagementi Director Ip 18451 036 24X Fiche 30-202# 03/03/1 1# 

0305160036 


— 0303160076 Monthly operating repts for Apr 1903 

DU0STAD#D Northern States Power Co 03/03/04 8pp 10451 037 
24X FichP 80-202# 03/05/1 1. 0303160056 


8 Reportable occurrences# LERs 6 related correspondence 


8305240153 LER 83-009/03L-0 on 830416. spike occurred in RCS activity up 
to 3 86 uCl/gm dose o(iuivalent 1-131 Caused by washout of 
fission products from fuel pin defects following leactor 
shutdown & RCS cooldown Si depr essur 1 7at ion (4/830316 Itr 
HUNSTAD. A A # MUSDUf# D Northern States Power Co 83/05/16 
Region 3. Office of Director 7pp 10549 009 24X 

Fiche 50-306# 03/03/ 16# 8305240153 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PUANT 


F Security, medical# emergency % fire protection plans 


0303120421 Ack receipt of FEMA 830421 Itr "Final Exercise Rept - 
Joint State 6 Local Radiological Emergency Response 
Exercise " Emergency preparedness does not provide 
reasonable assurance that protective measures will be taken 
ALLAN# J M Region 1# Office of Director 03/05/04 RANDA2ZA#J D 
Maine Yankee Atomic Power Co 2pp 10433 153 24X 

Fiche 50-309# 83/05/04, 0305120421 


— 0305120426 Forwards "Final Exercise Rept - Joint State 6 Local 
Radiological Emergency Response Exercise for Maine Yankee 
Atomic Power Plant#" conducted on 821211 

MCLOUOHLIN# D Federal Emergency Management Agency 03/04/21 
DIRCKS. W J Office of the Executive Director for Operations Ip 
18433 155 24X Fiche 50-309.83/05/04.0305120421 


—0303120427 "Final Exercise Rept - Joint State t Local Radiological 
Emergency Response Exercise for Maine Yankee Atomic Power 
Plant " 

4 Federal Emergency Management Agency 63/03/31 03pp 
10433 156 24X Flche 50-309, 83/05/04# 8303120421 


0305110034 Oeneric Ltr 03-21 to all licensees of operating reactors# 
applicants for OLs 6 holders of CPs re c lar i f icati on of 
access to control procedures For law enforcement visits 
Svc list end 

EI8ENHUT. D & Division of Licensing 03/05/11 Consolidated 
Edison Co of New York# Inc 16pp J8540 095 24X 

Fiche 30-000# 63/05/n# 0303110034 


8305200341 Forwards description of change to tamper Indication 6 
revised security plan pages Encls withheld (ref 10CFR73 21} 

OARRITY. J H Maine Yankee Atomic Power Co 03/05/17 Office of 
Nuclear Reactor Regulation# Director 2pp 10316 230 24X 

Fiche 50-309# 03/03/ 1 7# 830320034 1 


6303230127 Forwards emergency operating procedures generation package# 
per HUREO-0737# Suppl 1 (Generic Ltr 02-33) "Requirements for 
Emergency Response Capability " 

(JARRITY, J H Maine Yankee Atomic Power Co 83/05/17 CLARK, R A 
Operating Reactors iJranch 3 3pp 10531 263 24X 

Fiche 50-309. 03/05/17# 0305230127 


—0305330137 Rev 3 to Procedure EOP 2-70-1. "Safety Injection " 

4 Maine Yankee Atomic Power Co 03/05/17 5pp 10531 294 24X 

Fiche 50-309# 83/05/17# 0305230127 


— 03O523OMO Rev 12 to Procedure EQP' 2-70-3# "LOCA" 

* Maine Yankee Atomic Power Co 03/09/17 9pp 18931 297 24X 

Fiche 50-309,83/05/17,0305230127 


— 03O323Oi4c Rev 4 to ProceduPp FQP 2-70-i. "Steam Generator Tube 
Rupture ’ 

* Mane ('ankee Atomic Power Co Bl/C)5/17 7pp 10531 308 24X 

Fiche 50-309,83/05/17.83052301^:7 


— 8305230146 Rev 14 to Procedure £DP 2-/0*^4, "Steam Line Dreak " 

* Maine Yankee Atomic Powei Co 03/C5 (7 6pp 10531 3^15 24X 

F i c h a 50-309, 03/05/1 7# 8305230127 


— 8305230151 Rev 7 to Procedure 2 ?0-5. "Emergency Doratton " 

« Maine Yankee Atomic Power Co 83,05/17 9pp 18531 321 24X 

Fiche SO-SO?# 03/09/ 1 7# 0305230 1 27 


—8305230194 Rev 11 to Procedure FOP 2-70-6. “Los^ of Feedwater " 

» Maine Yankee Atomic Power Co 03/05/17 9pp 10531 330 2AX 
Fiche 50-309, 03/09/17# 0305230)27 


— 8305230157 Rev 5 to Procedure EOF 2-70-7. "Total Loss of Forced Reactor 
Coolant FIow/Naturai Circulation " 

* Maine Yankee Atomic Power Co 03/09/17 4pp (0531 339 24X 

Fiche 50-309.83/09/17,8303230127 


—0309230162 Rev 8 to Procedure EOP 2-70-0. "Einergency Loop Shutdown " 
♦ Maine Yankee Atomic Powet Co 03/05/1/ 3pp 18531 339 24X 

Fiche SO '309. 03/09/17, 0305230127 


—0309230167 Rev 7 to Procedure EOP 2*70-9. "Loss of Offsite Pouei " 

« Maine Yankee Atomic Power Co 03/05/17 I4pp 10531 348 24X 

Fiche 50-309# 03/05/17# 0309230127 


— 83052301'^5 Rev 0 tO Procedure EOP 2-70-10# "Control Room Evaluation 
* Maine Yankee Atomic Power Co 5pp 10931 356 24X 

Fiche 50-309, 03/05/17# 0305230127 


—8305830101 "Maine Yankee ProLBudre Writing Guidelines " 

# Maine Yankee Atomic Power Co 03/05/17 22pp 10531 G6l a4X 
Fiche 50-309.03/05/17,8305230127 


0 Adjudicatory correspondence 


0305030965 Forwards State of MIT first sot <-P interrogatories !a requests 
for production of documents Ceitificato of Svc end 

STERN# P Maine# State of 83/04/29 Docketing U Services Dranch 
2pp 18306 001 24X Flthe 50-309/03/04/29,0305030565 


— 03OSO3O567 First set of intei t ogatori os requests for production of 
documents Certificate of Svc encl 

AHRENS. P # STERN, P Maine* Stato Of 03/04/29 Office of the 
Executivo Legal Director Q9pp 18306 003 24X 

Fiche 50-309,03/04/27,8308030969 


0305040533 Response opposing Sensible Maine Power 030426 renewed 030627 
cnotian for more complete h specific disclosure by applicant 
& for stay Motion is not motion to compel t' is founded upon 
erroneous assumption Certificate of Svc encl 

DIONAN. T 0 , OAD#R K Maine Yankee Atomic Power Co DIONAN# T 0 
Ropes i> Gray 83/04/29 Atomic Safety and Licensing Board Panel 
6pp 18321 239 34X Fiche 50-309.83/04/29.0305040533 


630516009? Reply opposing applicant answer opposing Sensible Maine 
Power 030487 renewed motion for more complete t> epeclFlc 
disclosure by applicant Applicant ansuex misleading 
Certificate of Svc end 

miller, D S Sensible Maine Power MILLER, D S MllUr,D S 
03/OS/I J Atomic Safety and Licensing Board P^inel 4pp 
10452 019 24X Fiche 50-309,03/05/11,0309160099 


8305200060 Informs that 830403 methodology submittal re radiation 
environ for equipment qual i f icat ion inside containment 
acceptab Ic, per NUREG-O5B0 Submittal also provides ref for 
radiation levels outside containment 

CLARK.R A Operating Reactors Dranch 3 83/05/13 QARRITY, J H 

Maine Yankee Atomic Power Co 2pp 18540 128 24X 

Fiche 50-309, 83/05/13, 8305200060 


G30S190255 Motion to compel answers to inter roga tor i e s 8# production of 
documents request for leave to file motion Hearing cannot 
be conducted on basis of assoi tions, suppos i 1 1 ons# 
similarities or generalities Certificate of Svc encl 
MILLER# D S Sensible Maine Power MlLLGfi#D5 Miller, D 8 

03/05/14 Atomic Safety and Licensing Doard Panel 2lpp 

10301 262 24X Fiche 50-309# 03/05/ H . 0309 190255 


0305170552 Response opposing Sensible Mamo Power 030511 motion for 
complete S# specific disclosure by.uti] ^ molion for stay of 
proceedings Extreme relief sought before motion to compel 
discovery filed W/Cer ti f icate of Svc 

GODDARD# R J Hearing Dranch 3 83/09/16 Atomic Safety and 

Licensing Doard Panel 7pp 10468 033 34X Fiche 50-309# 03/05/16. 

8303170552 
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S3052-40493 First o# interrcg^dtor i es h lequests for production of 

documants C&rtificate of Svc »ticl 

hiLLERi D S Sensibir Mains Pouor MILLER 0 S Mil ter* D 5 
63/05/1? Office of the Executive Leg^l Director 23pp 
1B973 229 24X Fiche SO-OO?* 83/05/ 1 7i 6305240493 


B305240483 Motian far extension of discoverg period until 830904 Util 
conduct of Liillfui nond i sc iosure necessitates extension 
Certificate of Svc one 1 

MILLER, D 5 Sensible Maine Potaer 03/05/16 fltomic Safety and 

Licensing Doard Panel 4pp 1B372 313 24X Fiche 50-309, 03/05/ 1B< 

8305240403 


d30324{>3B& Foriijards second set of inten o^a tor i e s & requests for 
production of documents to NRC Certificate of Svc encl 
AHREKSiP . STER^r.P Maine. State of 63/05/19 Atonilc Safetg and 
Licensing Board Panel 34:pp 18571 070 24X Fiche 50-309,63/03/19. 

0303240386 


H Oeneral correspondence 


B303310238 Responds to constituent 83041? ttrs re Corami i s ion action on 
util performance during 021211 emergency preparedness 
exer c 1 sa 

OIRCKS, y J Office of the Executive Director For Operations 
63/03/20 COHEN.M S Senate 5pp 10662 24^. 24X 

FUhe 50-309,83/05/20,6303310238 


--B30S310239 Requests response to end constituent Itrs re util failure 
to pass FCMA eiserpancy preparedness tS'St 
COHEN, W S Senate 83/04/19 k\AMMERE6. C C Office of 
Congressional Affairs Spp IB662 250 24X Fiche 50*'309, 

83/03/20, 83033 1023B 


I Financial information 


6305200314 Forwards Securities Exchange Commission Form I0~0i 
Quarterly Financial Rept for Jan-Mar 19S3 

HOWE. R S Maine Yantee Atomic Power Co 83/05/13 NRC - No 
Detailed Affiliation Given 15pp 1S517 0-33 24X 

Fiche 50-307.03/05/13,8305200314 


03O52OO57B Forward* 1908 i 82 annual financial inf-o filed u/Oecurtties 
ii Exchange Comm* sa 1 on, per 10CFR50 71 b 

OARRiTY. J H Maine Yanlee Atomic Power Co 83/05/17 CLARK, R A 
Operating Reactors Branch 3 103pp 10514 143 24X 

FUhe 30-309, 83/05/17. S305£0057e 


P Operating license stage documents 5 c oprespondence 


8303240026 Discusses review oP B20408. 0601 , 1 103 b 630216 submittals on 
YAEC-1296P, "CNBR Limit Methodology 5 Application to ME 
Yanlee Plant “ Critical heat flux correlation acceptable for 
application to facility reload u/14kI 4 fuel assemblies 
CLARK, R A Operating Reactors Branch 3 63/03/09 GARRITVx J H 

Maine Yankee Atomic Power Co 2pp 17690 299 24X 

Fiche 50-309. 03/03/09, 0303240026 


— 6303240029 Safety evaluation supporting appllcatton to reload w/14xl4 
fuel assemblies 5 min I 20 DNDR limit 

• Office of Nuclear Reactor Regulation, Director 83/03/09 7pp 
17690 301 24X Fiche 50-309,63/03/09.8303240026 


—8301060137 ''Review of YAEC-IP96P - DNQR limit Methodology le Application 
to Maine Yankee Plant " 

HESSONi G M Qattelle Memorial institute. Pacific Northwest 
Laboratory FATE-B2-114 02/12/31 NRC ~ No Detailed 

Affiliation Given 7pp 17690 303 24X Fiche 50-309.63/03/09. 

8303240026 


8305030600 Forwards revised instrumentation 4* control concerns Sc 
posltiar.s on feedwater trip sy* Meeting to discuss concerns 
within 45 days requested 

CLARK, R A Operating Reactors Branch 3 83/04/20 9ARRITV,J« 

Maine Yankee Ato/nic Power Co 7pp 18264 215 24X 

Fiche 50 - 309. 83 /04/20. B 305020600 


8305050220 Forwards "Maine Yankee Cycle 7 Startup Test Rept," per Tech 
Spec 5912 

OARRITY. J H Maine Yankee Atomic Power Co 83/04/25 ALLAN, J M 
Region I, afPice ef Dlrectar Ip 18330 064 24X 

Fiche 50-309,83/04/25.8305050220 


— 8305050225 "Maine Yankee Cycle 7 Startup Test Rept " 

+ Maine Vanlee Atomic Power Co 83/04/25 llpp 18338,065 24X 

F I Che 50-309, 83/04/25, 0305050220 


8305060042 Forwards safety evaluation supporting continued operation 
u/Dres*er safety valve ring settings which do not allow 
discharge full rated flow Summary of specific info also 
enc I 

CLARK. R A Operating Reactors Branch 3 83/04/25 GARRITY, J H 

Maine Yankee Atomic Power Co 2pp 18354 334 24X 

Fiche 50-309, 83/04/25, 0305060042 


—8303060047 Safety evaluation supporting continued operation by PHRs 
u/Dresaer safety valve* which do not allow discharge full 
rated fioui 

# Office of Nuclear Reactor Regulation, Director 83/04/10 
lOpp 16354336 24XFlcho 50-307,83/04/25,0305060042 


8305030491 Forwards response to 021210 Generic Ltr 82-28 re inadequate 
core cooling instrumentation sy s, inc lud ing reactor coolant 
inventory lys descript i on, conformance summary to NUREO-O737i 
Item II F 2 6 proposed Implementation schedule 
RANDAZZA, J 8 Maine Yankee Atomic Power Co 03/04/29 

EISENHUT.DG Division of Licensing 34pp 10295 li8 24X 

Fiche 50-309, 63/04/29, 830503049 1 


—0305030496 Rev 10 to Emergency Operating Procedure EOP 2-70-0, 
"Emergency Shutdown From Power " 

* Maine Yankee Atomic Power Co 83/04/29 2Bpp 18293 152 24X 

Fiche 50-309, 83/04/29, 0305030491 


B30S0204S5 Generic Ltr 63-19 to all power reactor & besting licensee* 
re new procedures for providing public notice concerning 
Issuance of amend* to OLs Svc list encl 

EI8ENHUT, D 0 Division of Licensing 83/03/02 Consolidated 
Edison Co of New York, Inc 50pp 18441 120 24X 

Fiche 50-000,83/05/02,8305020455 


8305160201 Responds to util 021007 proposed Tech Spec change* re purge 
& vent sys Proposed leak test interval unacceptable Si*- 
month test Interval for passive val ves, u/testlng after each 
use tc 3-month interval for active valves recommended 
CLARK, R A Operating Reactors Branch 3 83/03/02 GARRITY, J H 

Maine Yankee Atomic Power Co 3pp 1847i 339 24X 

Fiche 30-309,03/05/02,8305160201 


0305090639 Generic Ltr 03-20 to all operating reactor licensees 6 
holders of CPs re Integrated scheduling for imp lementatlon 
of plant mode 6vc list encl 

EI&ENKUT, D 0 Division of Licensing 83/05/09 Consolidated 
Edison Co of New York, Inc 16pp 16627 153 24X 

Fiche 30-000, 03/05/09, B305090659 


8305130070 Responds to request for addl info re TMI Item 11 E 4 2 6, 
"Containment Ventilation Sys 8-Inch Globe Valve " Analyse* 
to demonstrate valve qualification continuing 

OARRITY, J H Maine Yankee Atomic Power Co 03/03/09 CLARK, R A 
Operating Reactor* Branch 3 2pp 18436 329 24X 

Fiche 30-309. 83/03/09, 0305 1 30070 


6305170612 Requests addl Info re 030218 proposed Cycle 7 supp lementary 
changes to Tech Specs allowing operation w/VAEC-1 critical 
heat flux correlation 

CLARK, R A Operating Reactors Branch 3 83/05/09 OARRITY, J H 

Maine Yankee Atomic Power Co Spp 16497 020 S4X 
Fiche 30-309,03/05/09,9303170612 


8305130034 Act receipt of 821103 ltr re intention to complete Phase 11 
of control of heavy loads issue iNURE0-O6l2> Final technical 
evaluation rept 6 NRC safety evaluation to ensure no 
outstanding deficiencies remain requested 

OARRITY, J H Maine Yankee Atomic Power Co 83/03/10 CLARK. R A 
Operating Reactors Branch 3 2pp 10437 031 24X 

Fiche 30-309,83/05/10,8303130054 


6305130128 Responds to lOCFRSO 34(f) info request re rosolotion Of TMI 
Action Item 1 1 K 3 3. "Automatic Trip of Reactor Coolant 
Pumps, " (Generic Ltr 63-lOA} Plant-spec i Fi c study applies 
RELAPOYA code, par 820819 6 B30U4 Itrs 

frizzle, C D Maine Yankee Atomic Power Co 83/03/10 EISENHUT, 0 0 
Division of Licensing 4pp 10437 191 24X Fiche 50-309,83/05/10, 

6303120128 


6305230361 Denies request for exemption from requirements of App J to 
perform Type C tests w/air or nitrogen as medium for certain 
containment valves Basis for conclusion contained In fncl 
safety evaluation S. technical evaluation rept 

EISENKUT.D O Division of Licensing 83/03/11 OARRITY, J H Maine 
Yankee Atomic Power Co 3pp 16377 024 24X Fiche 50-309.83/05/11, 

630523 0361 


— 6305230397 9afety evaluation re App J review concerning containment 
testing program Proposed revs to Tech Spec 4 4 unacceptable 
» Division of Licensing 03/05/11 3pp 18577 027 84X 

Fiche 50-309183/05/11,0305230361 
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“-03O63OO177 "Contai nmsnt Leakaije Rate Testing (A-04)i‘' technical 
B valuation rept 

DELGAJZOjT J Franklin Insti tute/Frank 1 in Research Center 
NRC-03-79-na TeR-C5257-2B 82/06/20 HUANG, V S NRC-No 

Detailed Aff^iliatlon Given 36pp 1B3/7 030 24X 

Flche 30-309,83/05/11,0305230381 


0309230571 Advises that addl info required to safcisfij current 
r equlreniente re operational QA program Telcon on G30510 
addressed general subjs to be discussed Specific questions 
to be provided i uk prior to B30S25 meeting in Augusta, HE 
MARTIN, T T Division of Engineering C« Technical Programs 83/05/11 
RANDA2ZA.J D Maine Yankee Atomic Power Co 2pp 18537 317 24X 

Flche 50-309,83/05/11,0305230571 


6309190308 Submits justification for continued operation for listed 
items not addressed in previous environ qualification of 
electrical equipment subml ttal s, me 1 ud Ing equipment 
qua 1 1 f icatlon pending mod 

OARfliTYiJ H Maine Yankee Atomic Power Co B3/05/12 CLARK, R A 
Operating Reactors Branch 3 3pp 18501 074 24X 

Flche' 90-309, 03/05/12, 8305190308 


630520046? Forwards "Reactor Containment Qldg Integrated Leak Rate 
Test, 02092?" 1001 , " Including Type A tests performed during 
Cgclf 6/7 refueling outage & Type B C tests performed 
since Ust Type A test 

OARRITY, U H Maine Yankee Atomic Power Co 03/09/16 CLARK, R A 
Operating Reactors Branch 3 Ip 18516 120 24X 

Flche 90-309, 83/09/16, 8305200469 


.0303200473 "Reactor Containment Bldg Integrated Leak Rate Test, 820929^ 
1001 " 

OIOOEY, C A Maine Yankee Atomic Power Co 83/05/16 77pp 
I89J6 121 24X Fich* 90-309.03/09/16,8305200469 


0309230363 Forwards update to 601106 Itr re shielding design summary 
per THI Item II D 2 Update contains details of results 
of shielding review No supplemental S0R required from NRC as 
result of relocation 9( future mods 

GARRITY, J H Maine Yankee Atomic Power Co 03/05/18 CLARK, R A 
Operating Reactors Branch 3 Bpp 1053B 235 24X 

Flche 50-309.83/05/10.8305230303 


0309240270 Proposes alteTnatlve to NRC 020903 request to upgrade 
auxiliary feedwater sgs automatic Initiation logic channel 
testing per TMI Item 11 E 1 2 Monthly test of bistables 
actuation setpoints recommended 

OARRITYiJ H Maine Yankee Atomic Power Co 03/05/18 CLARK. R A 
Operating Reactors Branch 3 2pp 10940 210 24X 

Flche 50-309, 03/05/18, 0305240270 


0305240266 Forwards updated list re current status of electrical 
equipment important to safety within scope of 10CFR50 49 
Nonqualified equipment scheduled to be qualified or replaced 
by end of next refueling outage 

OARRITY, J H Maine Yankee Atomic Power Co 03/05/20 CLARK. R A 
Operating Reactors Branch 3 6pp 10940 290 24X 

Flche 50-309103/09/20.0309240266 


0 Inspection reports, lE Bulletins & correspondence 


0212060369 IB Info Notice 03-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
one 1 

TAYLOR, U M Division of Safeguards 4, Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of New York, Inc 

112pp 10306 319 24X Flche 90-000,03/03/21,8212060389 


0303040021 IE Info Notice 03-21, "Defoctlve Emergency Use Respirator " 
6vc list end 

JORDAN' E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/04/19 Consolidated Edison Co of New 

York, Inc I26pp 10435.195 24X Flche 50-000.03/04/15,0303040021 


8305030330 Forwards IE Insp Rept 50-309/63-09 on 030406-07 t< notice 
of violation 

BTARDSTECKIi R Division of Project & Resident Programs 83/04/19 
RANDAZZA, J D Maine Yankee Atomic Power Co 2pp 16297 102 24X 

Flche 50-309,03/04/19,8309030350 


—8305030353 IE Imp Rept 50-309/83-09 on 830406-07 Noncompliance noted 
Inadequate control of sa f e ty-re lated malnt of HP8I subsys 
& failure to maintain two operable safety injection trains 
per Tech Specs 

KELLY, E M Region 1, Office of Director GALLO, R Division of 
Project t( Resident programs 03/04/13 9pp 18297 104, 24X 

Flche 50-309, 03/04/19, 8309030390 


0303040023 IE Info Notice 03-22, "9WR Safety/Rplief Valve Failures " 
Sve list enc 1 

JORDAN, E L Division of Emergency Prepai edness ^ Engineering 
Response (Post 630103) 03/01/22 Consolidated Edison Co of New 

York, Inc 112pp 10303 009 24'( Flche 90-000,03/04/22,0303040023 


8303040029 IE Info Notice 03-33, "inoperable Containment Atmosphere 
Sensing Sys '' Sve list end 

JORDAN.E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 03/04/25 Consolldatod Edisan Cn of New 

York, Inc U9pp 18301 29! 24X r»c><p 50-000, 03/ 04/29, a303040025 


8309020306 Ac k receipt of 030412 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-309/82-17 
martin, T T Division of Engineering 6 Technical Prograths 83/04/26 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 10276 244 24X 

F l c h 0 90 -309, 03/04/26, 8309020386 


— 8309020393 Responds to NRC 030229 Itr rc violations notad In IF Itisp 
Rept SO-309/02-17 Corrective actions peisonnel respontfible 
for shipping radioactive matl reminded that all required 
Insps must be documented Procedure 9 1 15 revised 
OARRITY, J H Maine Yankee Atomic Power Co 03/04/12 ALLAN. J M 
Region i. Office of Director 4pp 18276 246 24X 

Flcha 90-309,03/04/26,8309020386 


8309110314 Forwards IE Insp Rept 50-309/83-04 conducted by State of SC 
on 8S12E7 No noncomp 1 lance noted, however State of SC 
Identified violation w/DOT regulations 

MARTIN. T T Division of Engineering fc Technical Program^ 03/04/27 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 10393 106 24X 

Flche 50-309,03/04/27,8309110314 


— B305U0320 IE Insp Rept 90-309/83-04 conducted by State of SC on 
021217 No noncomp 1 lance noted Major areas Inspected review 
of shipping papers placarding L markirig State of SC 
identified violation re DDT regulations 

CLEMONS, P , SHANDAKY. M Region 1. Office of Director 03/04/17 
4pp 10393 1Q0 24X Flche 50-309,03/04/27,8305110314 


0303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam (generators at PWRs " Sve list encl 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, inc llSpp 1838S 047 24X Tic He 90-000,63/04/28,8303040026 


8303040027 lE Info Notice 83-25, “Standby Gas Treatment 8y $ Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Past 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc 118pp 18332 169 84X Ficho 30-000,03/04/28,0303040(527 


0303040023 IE Info Notice 83-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/05/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Fiche 50-000.03/05/03,0303040028 


0303040030 IE Info Notice 03-27, "Operational Response ta Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Sve list end 

JORDAN. E L Division of Emergency Prepai edness 6 Engineering 
Response (Poet 030103) 03/09/04 Consolidated Edison Co of New 

York, Inc ]i2pp 10382 202 24X Flche 90-000.03/09/04,0303040030 


0303040031 IE Info Notice 83-20, "Cntei la for Protective Action 
Recommendations for General Emergencies " Sve list encl 
JORDAN. L L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/09/04 Censolldated Edison Co of New 

York, me 119pp 18441 001 24X Fiche 50-000,83/05/04,8303040031 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, E L Division of Emergency Prepai'^edness b Engineering 
Response (Post 030103) 03/09/06 Consolidated Edison Co of New 

York, Inc U9pp 18923 240 24X Fiche 50-000,03/05/06,0303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Sve list encl 
JORDAN, E L Division of Emergency Prepar ednoss b. Engineering 
Response (Post 830103) 03/05/11 CQnso)idated Edison Co of New 

York, Inc ll4pp 18924 003 24X Fjctte 50-000.03/05/11,8303040034 


8309290310 Forwards IE Insp Rept 50-309/03-03 on 630301-11 b notice 
of violation 

MARTIN, T T Division of Engineering b Technical Programs 03/05/11 
RANDAZZA. J D Maine Yankee Atomic Power Co 2pp 10992 105 24X 

Flche 90-309.03/09/11,0305290310 


—0305250312 Notice of violation from inftp on 930301-11 

» Region 1. Office of Director 03/05/11 9pp 10592 107 24X 

Flche 90-309,03/05/11,8305250310 
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IE Imp Rept 90-309/83-02 on 830301-11 None o<np lUnce noted 
failure to completa all dettign ai-twltie^ before declaration 
of operability 

EAPEW. P K . MEYER, 0 . MAPUOA. G Region 1, Office of Director 
83/04/27 39pp 10593 112 24X Flcho 50-309,33/05/11,0305298310 


8305190079 EN'03-034 on 030520, no ttce of violatio-n U proposed 
Inpasitioh of civil penalty in a^ioutit of 440,000 to be 
Issued Action based on violation re operating reactor le/one 
train of HPSl incapable Oif automatically ^tartiTig 

BARBER, 0 , AXELRAD,J Director's Office, Office of Inspection and 
Enf orctfunent 83/05/17 Ip 18502 Oi»9 ?4X Ficne 50-309,83/05/17, 
8305190079 


83052504S9 Suppls response to 630324 Iti ^ conpletes response to IE 
Sullrtln 83-04, “Failure of Undrvoltage Trip Function of 
Reactor Trip Sneakers ’’ Description of reactor trip breaker 
Incidents not previously reported enc 1 

GARRITV.JH Maine Yankee Atomic Pouer Co 63/05/16 ALLAN, J K 
Region 1* Office cf Director 3pp 18565 271 24X 

Fjche 50-309,03/05/18,8305250429 


6303040040 IE Info Notice 63-31, "Error in ADLPtPE ■Computer Pro-gracn " 
Sve list end 

JORDAN, E t Division o# Emergency Preparedness & Engineering 
Response <Post B30103I 63/05/19 Consolidated Edison Co of Neu 

York, tnc ll4pp ie4j97 009 24X Ficfie 50-000.63/05/19.0303040040 


8305270434 Discusses 1£ insp on 630406-07 it forwards notice of 
Violation tr proposed imposition of civil penalty 

ALLAN, J M Director's Office, Office of Inspection and Enforcement 
03/05/20 8ANDAZZA,J 8 Kalne Yankee Atomic Power Co 4pp 
16642 235 BAX Fiche 50-309,03/05/20*8305270434 


-*-0305270445 Notice of violation 6 proposed imposi t i-orn of civil penalty 
in anD-unt of f40,000' Noncompl lane e noted one of two HP8I 
subsys Inoperable for 29 days !< other HPSi subsys inoperable 
for 7 h during 29-ciay period 

ALLAN, J M Region !■ Office of Director 83/05/20 3pp 
10642 239 24 X Flche 50-309,83/03/20,8305270434 


8303040046 IE Info Notice 83-33, 'Nonrepr e tenta t 1 ve Sampling qf 
Contaminated 0)1 '* Sve list end 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response IPost 630103) 63/05/26 Consolidated Edison Co of New 

York, Inc 114pp 10647 007 24XFiche 50-000,83/05/86,8303040046 


6305310067 Provides results of reevaluation of design adequacy of two 
maso-nry walls per IE Dulletln 80-11 Identified In 62(021 
Itr Both walls located in spent fuel bldg, one adjacent to 
ventilation penthouse 6 other south of pool 

OARRITV, J K Maine Yankee Atomic Power Co 83/05/26 CLARK.R A 
Operating Reactors Dranch 3 4pp 16653 174 24X 

FI Che 50-309,63/05/26,6305310-067 


S Reportable occurrence'!' LERs ti related correspondence 


8305230573 Forwards engineering evaluation rept, "Cracks 6 Leaks in 
email Diaftieter Piping ■" 

BROifN, E J Reactor aperations Analysis Branch 63/04/19 
SEYFRIT.F V Reactor Operations Analysis Branch Ip 18541 342 
24X Flche 50-000* 63/04/19, 0303230573 


— 6305230619 "Cracks |< Leaks in Small Diameter Piping,*' engineering 
evaluation rept Small pipe leaks associated w/unant id patad 
vibration problems require addl supports or rerouting of 
p iping 

DROWNrE J Reactor Operations Analysis Branch 83/04/19 9pp 
16541 343 24X FUh* 50-000,93/04/19,8305230573 


8305060530 Forwards LER e3-009/03L-0 

GARRITY, J H Maine Yankee Atomic Power Co 03/04/25 ALLAN, J M 
Region 1, Office of Director ip 18348 327 24X 

F i c h e 50-309, 63/04/25. B305060538 


—0305060549 LER 83-009/03L-0 on B30405, spare HP3I pump failed to start 
during monthly £CCS surveillance resulting in degraded made 
condition per Tech Spec 3 6 D Caused by ground racked up In 
pump breaker cubicle on 030307 

NELSON. R M Maine Yankee Atomic Power Co 83/04/25 Region 1, 
□fflcs of Director 3pp 18346 328 24X Flche 50-309.83/04/35. 

8303060536 


8305110344 LER 03-014 /03L-0 on 6304 25, dur i ng steady-state full power 
opera fclon. Sec tion 207 of U5 kV incorulrig line became 
unavailable Caused by lightning during electric strom which 
struck £i damaged one phase of line Line repaired 
WOOO-E C rtaine Yankee Atomic Power Co 63/04/26 Region 1, 
Office of Director 2pp 10406 134 24X Flche 50-309,63/04/26, 

0305110344 


6305060494 Forwards updated LER 03-Oi2/OlT-l 

GARRITY, J H Maine Yankee Atomic Power Co 83/04/28 ALLAN, J M 
Region i. Office of Director Ip 18348 iOl 24X 
Flche 50-3 09*83/04/26,6303060494 


— 6303060303 Updated LER e3-012/01T-l on 830406, drain valves opened to 
replace seal water supply filter FL-34B Valves opened again 
5 days later to replace head gasket Caused by insufficient 
identl f i cat 1 on of valves In plant drawings 

WHITNeV.M A Maine Yankee Atomic Power Co 03/04/20 Region I, 

Office of Director 3pp IB340 102 24X Ficho 50-309. B3/04/28, 

6303060494 


6205110425 Fur Wards LER eS-OlO/OSL-O 

GARRITY, J H Maine Yankee Atomic Power Co 03/03/03 ALLAN, J M 

Region 1, Office of Director Ip 16405 092 24X 

Fiche 50-309,03/03/03,6303110425 


— 8305110433 LER 83-0i0/03L-0 on 030407, honqual 1 f ied RCS loop 2 
resistance temp detector (RTD) input to subcooling margin 
monitor fa I led , caus ing erroneous monitor readings Cause 
unknown RTD leads disconnected & replaced 

MORRISQM. 0 M Maine Yankee Atomic Power Co 83/05/03 Region 
1, Office of Director 2pp 18403 093 24X Flche 30-309, 

63/05/03, 03051 10425 


0305160065 Forwards LER B3-0il/03L-0 

GARRITY* J H Maine Yankee Atomic Power Co 03/05/03 ALLAN, J M 
Region 1* Office of Director Ip 18451 001 24X 

Fiche 30-309*83/05/03.8305160065 


— 8305160062 LER 63-011/03L-0 on 030404, reac tor protection sys symmetric 
offset channel D found w/value less negative than other 
three channels Caused by failed Bell Howell multiplier, 
divider module Spare module Installed 6 channel calibr 
TAYLOR, M Maine Yankee Atomic Power Co 63/03/03 Region 1* 
Office of Director 2pp 18451 002 24X Flche 50-309,83/05/03, 

B303I60065 


0303200467 RO on 830406 S< IS* f luctuat ions observed in real time 
c Qffiputar-calc ulated containment weight of air 6 containment 
weight of air monitoring sys Probably caused by 
r ac 1 rcula t ion fan failure 

GARRITY, J H Maine Yankee Atomic Power Co 03/05/03 ALLAN* J M 
Region I, Office of Director 2pp 10516 116 24X 

Flche 50-309,83/05/03*6305200467 


0303200529 Forwards evaluation summary rept 8, resolution of 
LER-82-OJ7/03L-0 dtd 821115 re shock suppressor bushing 
failures Lab analysis revealed Torrlngton ball bushings mfg 
from brittle A18I 5160 steel Brushing replaced 

GARRITY* J H Maine Yankee Atomic Power Co 63/05/09 ALLAN, J M 
Region 1* Office of Director 3pp 16516 027 24X 

Flche 30-309* 03/05/09, 0305200529 


0305230472 Forwards LER 83-01 3/03L~0 

GARRITY, J H Name Yankee Atomic Power Co 03/05/10 ALLAN, J M 

Region 1, Office of Director Ip 1BS37 142 24X 

Fiche 50-309,83/05/10,8305230472 


—8305230483 LER 83-013/03L-0 on 8304 1 1 , d i e se I fire pump failed to 
develop sufficient discharge pressure during fire 
suppression water sys test Caused by level float switch 6 
check Valve failures Valve replaced C( switch cleaned 
LAFLAMME.S J Maine Yankee Atomic Power Co 03/05/10 Region 
1. Office of Director 2pp 18337 143 24X Fiche 50-309. 

83/03/10, 0305230472 


e305200360 Forwards LER 63-01 5/03L-0 

OARRfTV, J H Maine Yankee Atomic Power Co 63/05/12 ALLAN* J M 

Region I, Office of Director Ip 10518 144 24X 

Flche 50-309,03/05/12,8303200360 


--0303200374 LER B3-013/03L-0 on 6304 14, dur ing maint on sve water pump 
P-29A, pump P-29C spuriously tripped Cause unknown Pump 
restarted 6 tested satisfactorily 

MCGRATH, R Maine Yankee Atomic Power Co 83/05/12 Region 1, 
Office of Director 2pp 183LB 145 24X Fiche 30-309,83/05/12, 

6303200360 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F Security, medical* emergency t* fire protection plans 


6303130307 Releases public version of revised emergency plan 

FELTON, J M Division of Rules and Records 83/03/02 Document 
Management Branch Ip 18456 335 24X Fiche 50-272,83/05/02, 

8305130307 
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— 03O3t3O3OB Foruardi public veision of Rev 2 to emergencv plan Receipt 
forfn end 

« Jersey Central PoLier 8< Light Co B3/04/04 VARCA. B A 
Operating Reactors Branch 1 ip 1Q436 336 24X 

Flche 30-272, 03/05/02. B305130307 


--S30513030? Public version of Rev 8 to emergency plan 

BUROE. C A . MJDURA. H J Jersey Central Power it Light Co 
83/04/04 IBSpp 18436 337 24X Fiche 30-272.83/03/02, 
0305130307 


8305110034 Generic Ltr 63-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list end 

Er8ENHUr,D Q Division of Licensing B3/03/11 Consolidated 
Edison Co of New York. Inc 16pp 10340 093 24X 

Flche 30-000. 03/03/1 1, 8303110034 


— B3031 10156 PSE-0100. "Maint Procedures “ 

♦ Public Service Electric t* Gas Co of New Jersey 83/04/27 
l,3l7pp 10399 101 24X Flche 30-273,83/04.27.0303110134 


S305020435 Generic Ltr 83-19 to all power i eac. lot ^ testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Svc list end 

EISENHUT, D Q Division of Licensing 83/05/02 Consolidated 
Edison Co of New York, Inc 50pp 18441 120 24X 

Flche 50-000, 03/03/02. 8305020453 


0303090437 Application to amend Licenses DPn~70 & DPR-75, re vl s ing 
safety Tech Specs by raising trip setpoint & atlowable value 
of steam generator water level low-low reactor trip In 
Table 2 2-1 

LtDEN, E A Public Service Electric &( Gas Co of New Jersey 

83/03/04 VARGA. S A Operating Reactors Branch 1 2pp 10360 232 

24X Flchii 30-272.83/03/04.8309090437 


8303270043 Ac k receipt of 830503 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-272/83-08 a. 
30-311/03-07 Reciuest to further mitigate violation re 
security access control denied 

9TARQSTECKI. R Division of Project 4' Resident Programs 83/03/23 
UDERITZ.R A Public Service Electric 4. Gas Co of New Jersey 2pp 
10630 343 24X Flche 30-272.83/03/23,0303270043 


--8303270093 Responds to NRC 030405 ltr re violations noted in IE Insp 
Repts 50-272/83-00 4i 50-311/03-07 Corrective actions 4c 
request for reduction in severity level of violation end 
Ends withheld <ref 10CFR73 211 

UDERlTZ.R A Public Service Electric it Gas Co of New Jersey 
03/05/03 Region 1. Office of Director 3pp 10630 347 24X 

Flche 50-272, 83/03/23. 8305270043 


G Adjudicatory correspondence 


0305170493 Order extending time until 830327 for Commission to act to 
review Director's Decision DD-03-6 

CHILK.8 J Office of the Becretary of the Commission 83/03/13 
Commissioners Ip 10470 024 24X Fiche 30-272.83/03/13# 

0303170493 


— 0303090439 Proposed changes to safety Tech Specs, rais ing trip setpoint 
tt allowable value of steam generator water level low-low 
reactor trip in Table 2 2-t 

Public Service Electric it Gas Co of Now Jersey 83/03/04 
4pp 18360 254 24X Fiche 90-272,83/05/04.8303090437 


8303170013 Forwards Amend 19 to License DPf9-7S, safety evaluation 4( 
notice of issuance & availability Amend removes cycle 
dependent values of Fxy as function of core height 4i 
provides values by means of peaking factor limit rept 
FISCHER, 0 Operating Reactors Branch J 63/05/03 ODERITZ.RA 
public Service Electric <i Gas Co of New Jersey 3pp 18494 193 
24X Flche 30-311,83/03/05.8303170013 


—8303170019 Amend 19 bo License DPn-73< removl ng cycle dependent values 
of Fxy as function of core height U provides values by means 
of peaking factor limit rept 

VARGA, S A Operating Reactors Branch 1 83/03/03 9pp 

18494 130 24X Fiche 90-311.03/03/03,8303170013 


— 8303170023 Safety evaluation supporting Amend 19 to License DPR-75 
e Office of Nuclear Reactor Regulation, Director 83/03/09 2pp 
10494 167 24X Fiche 30-311.03/05/03,8309170019 


S30931000Q Order extending time until 830601 for Commission to act to 
review Director's Decision DD-03-6 

CHILK. 8 J Office of the Becretary of the Commission 03/09/27 
Commissioners Ip 10693 230 24X Flche 30-272.83/05/27. 

0309310000 


— 0303170028 Notice of issuance 4 availability of Amend 19 to 
License DPR-73 

VARGA. 8 A Operating Reactors Branch I 83/05/05 2pp 
10494 169 24X Fiche 50-311.03/03/05,0305170013 


I Financial inf ormation 


8309200067 Forwards Annual Financial Repts for 1902 

FRVLINOiR Public Service Electric & Gas Co of Now Jersey 
03/05/17 Office of Nuclear Reactor Regulation. Director 
18916 190 24X Flche 50-000.83/09/17.0303200067 


8309170079 Forwards Amends 93 it 2i to Licenses DPR-70 it DPR-75, 
respect! ve ly. safety evaluation It notice of issuance 4< 
availability Amends raise trip setpoint 4< allowable value 
of steam generator water level low-low reactor trip 
FISCHER. D Operating Reactors Branch I 63/09/05 UOERITZ.R A 
Public Service Electric 4 Gas Co of New Jersey 3pp 18493 211 
24X Flche 90-272.83/05/03.8305170079 


J Insurance it indemnity information 


8309160197 Forwards EndorsBrnonta 90 t 49 to NELIA Policy NF-230 U MAELU 
Policy MF-90. respect Ively 

GOLDEN. M P Marsh it McLennan. Inc 83/03/02 6ALT2MAN, J 
Assistant Director for State 6 Licensee Relations 3pp 18443 007 
24X Flche 30-272.03/09/02,6305160137 


P Operating license stage documents N correspondence 


8309090013 Forwards response to Generic Ltr 82-26 re Inadequate core 
cooling instrumentation sys <TI1I Action Item II F 2) 

Wistlnghouse reactor vessel level instrumentation sys. 
described in 801231.010206 8< 1207 subml ttals. ut i 1 1 led 
LIDEN. e A Public Service Electric & Gas Co of New Jersey 
03/04/22 VARGA. 8 A Operating Reactors Branch 1 27pp 

10339 020 24X Flche 30-272, 53/04/22. 8303030013 


8303020166 Clarifies 830422 response to NRC 830420 ltr. Item 2. Jl D 
10CFR30 34IFl.re Nestlnghouse treatment of undervoltage trip 
attachment delivered disassembled 

UDERITZiR A Public Service Electric it Gas Co of New Jersey 
83/04/27 EISENHUT, D 0 Division of Licensing 2pp 18270 192 
a4X Fiche 30-272.83/04/27.8305020106 


0309110194 Forwards supplementary response to 820223 6-month response 
to Generic Ltr 81-07, NUREO-06 12. "Control of Heavy Loads.*' 
to confirm & clarify items discussed in 820004 telcon 
LiDENrE A Public Oervlce Electric it Gas Co of New Jersey 

03/04/27 VARGA. S A Operating Reactors Branch 1 0PP 10399 007 

24X Fiche 90-272.83/04/27.8303110194 


—8309170084 Amends 33 U 2i to License DPn-70 it DPR-73. respectively, 
raising trip setpoint 4 allowable value of steam generator 
water level low-low reactor trip 

VARGA. 5 A Operating Reactors Branch 1 a3/05/05 app 

10493 214 24X Flche 30-272.83/09/03,0303170079 


— 030317008/ Safety evaluation supporting Amends 93 4 21 to Licenses 
DPR-70 4 DPR-73, respec tive ly 

a Office of Nuclear Reactor Regulation, Director 63/03/05 2pp 
16493 222 S4X Fiche 30-272.83/05/03 . 830 5170079 


— 0303170090 Notice of issuance it availability of Amends 93 4 21 to 
Licenses DPR-70 it DPR-75, respec tively 

VARGA. 8 A Operating Reactors Branch i 03/09/09 2pp 
18499 224 24X Fiche 30-272,03/09/09,8303170079 


830917011/ Forwards Amends 92 it 20 to Licenses DPR-70 U DPR-79, 
respectively. safety evaluation 4 notice of issuance 4 
availability Amends change partial power multiplier from 0 2 
to 0 3 

FISCHER. D Operating Reactors Branch I 83/09/03 UDERITZ.R A 
public Service Electric 4 Gas Co of New Jorsey 3pp 1B496 001 
24X Fiche 30-272.83/03/05,8309170117 


—8309170119 Amends 92 4 20 to Licenses DPR-70 4 DPR-75, re s p ec t i ve I y . 
changing partial power multiplier from 02 to 0 3 
VARGA. S A Operating Reactor^ Branch 1 03/05/09 I3pp 

10496 004 24X Fiche 30-272,83/03/03.0305170117 


— 0303170124 Safety evaluation supporting Amends 92 4 20 to Licenses 
DPR-70 4 DPR-73. respec tive ly 

* Office of Nuclear Reactor Regulation. Director 03/09/05 2pp 
10496 017 24X Fiche 50-272,83/03/09,8305170117 
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— 030517012'? flotsce of f' availability of Aitierids 33 It 20 to 

LiCBn%«s DPR-70 fis DpR-73< resp ac 1 1 vc-ly 

VAROAi 5 A Operatirg Raactor^ Di anch 1 63/03/03 3pp 

19496019 24X Fiche 30-273.83/05/03.8303170117 


S305110007 Forwards add l faa required for B31.007 araEfuj application 
LfOEr/iE A Public Service Electric 6 Gas Co of Neu Jer^eil 
63/05/06 MILLER. W Q Licenie Fee Managaraent Qranth 2p p 
18409 253 24X FiChe 1 . a3/03/06> 83031 10007 


930509063'? Generic Ltr 83-20 to all operating reactor licensees 6 
fiolders at CPs re integrated scheduling for Kuplementat Ion 
of plant niDils Svc list end 

ElSENHUTi 0 G Division of Licensing 83/05/09 Consolidated 

Edison Co of Keu York. Inc t 6 pp 18627 133 24j( 

Fiche 30-000, 63 / 05/0? , 8303090659 


830317032B Faruiards schedule for qualification or replacement of 
unqualified equipment for Categories 1 D. 11 A, 11 C te IV 
identified in 8 ER on environ qualification of safety-related 
electrical equipment 

LIDEK.E A Public S-ervice Electric St Gas Co of Neiii Jersey 

63/03/09 VAROAi S A Cperatlng Reactors Branch 1 16pp 

10465 133 24X Fich« 30-272.63/85/09,8305170328 


B3'05230S04 Forwards affidavit U fee for review uf 630304 application to 
amend Licenses DPR-70 U DPR-*75 

LIDEI^.E a Public Service Electric 6 Gas Co of ffeu Jersey 

G3/0S/il VARGA. S A Dperating Reactors Qranch 1 2pp 18537 170 

34X Fiche 30-272,63/05/11,8305230504 


8305230094 Advises of rev to Cycle 2 reload analysis U. effect on reload 
safety evaluation & approved amends to Tech Specs Rev due 
to fuel grid strap damage during Feb refueling Revised 
design evaluated by West Inghouse per WCAP-'9273 
LfDEN.E A Public Service Electric I, Oas Co of flew Jersey. 

03/03/16 VARGA. S A Operating Reactors Branch t 3pp 16339 177 

24X FichB 50-311.83/05/16,8305230094 


0305310221 Requests atsessment oq operability of lO-inch pressure/ 
vacuum relief valves used for purge or vent of containments 
to demonstrate that valves will operate in event of DDA- 
LGCA Info requested within 15 days 

VAfiOA.3 A Operating Reactors Branch I 03/05/19 UDEftITZ.R A 
Public Service Electric 6 Gas Co of tlew Jersey 7pp 16662 261 
24X Fiche 50-272,83/05/19, 8305CI 1 0221 


0 Inspection reports, IE Duilatins t correspondence 


0212060385 IE Info Notkce 03-14. “Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Svc list 
enc 1 

TAYLOR. J M Division of Safeguards it Inspection Programs (Post 
8301031 63/03/21 Consolidated Edlsqn Co af Neu Yorlc, Inc 

!12pp 18300 319 24X Fiche 50-000,83/03/21,8212060335 


9303040021 3E Info Notice 83-21. “Defective Emergency Use Respirator " 
6 vc list end 

JDRDAM,E L Division of Emergency Preparedness Engineering 
Response iPost 6301031 83/04/LS Consol (dated Edison Co of New 

York, Inc i26pp 18433 155 24X FiChe 50 - 000 . 03 / 04/1540303040021 


6303040023 lE Info Notice 83-22, “DblR Safety/Rel 1 e f Valve Failures “ 
Svc list «ncl 

JORDANiE L Division of Emergency Preparedness Engineering 
Response (Post 83(>103> 83/04/22 Consolidated Edison Co of New 

York. Inc lS2pp 16383089 24X Fiche 50-000,03/04/22,6303040023 


6303040025 lE Info Notice 83-23, “Inoperable Conte inman t Atmosphere 
Sensing Sys “ Svc list end 

JORDAN. E U Division of Emergency Preparedness U Engineering 
Response iPost 330103) 03/04/23 Consol idated Edlsan Co of New 

York, Inc ll9pp 18391 291 24X Fiche 50-000,83/64/25,8303040025 


G305020258 Act receipt of 630407 ltr informing NRC of steps taken to 
correct violation noted in IE Insji Repts 50-272/83-09 4, 

50-311/83-00 

JiARTINiT T Division of Engineering $. Technical Programs 93/04/26 
UDERITZ.R A Public Service Electric tc Gas Co of Neu Jersey Ip 
10277 260 241f Pifhn ‘’'’-"'^'26,8305020258 


tion noted m IE Insp 
ns 

ns i ve 
lenfcs 

Neu Jersey 
Technical 
14/26, 630502^258 


6303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Generators at PWRs '' Svc list end 

JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of Neu 

York, Inc U5pp 16362 047 24X Fiche 50-000,63/04/26,8303040026 


6303040027 IE Info Notice 83-25, "Standby Gas Troatment Bys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 

JQf^DAN. E L Divistort of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co af New 

YqM(, Inc lIBpp 16362 165 24X Fiche 50-000,83/04/26.8303040027 


83O304Q02B IE Info Notice 83-26, "Failure of Sa f e ty /Re 1 1 e f Valve 
Discharge Line Vacuum Dreakers " Svc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

YoMi, Inc I23pp 16441 170 24X Fiche 50-000,83/05/03,0303040028 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/05/04 Consolidated Edison Co of New 

Yurt. Inc U2pp 18362 282 24X Fiche 50-000,03/05/04.8303040030 


6303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies “ 8 vc list enc 1 
JORDAN, E L Division Of Emergency Preparedness It Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

Yort. Inc U9pp 1 8441 001 24X Fiche 50-000,83/03/04,0303040031 


B303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation *■ Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/05/06 Consolidated Edison Co of New 

York. Inc llSpp 18523 240 24X Flcho 50-000,63/05/06,8303040033 


9305190163 Forwards IE Ihsp Repts 50-272/83-14 tt 50-311/03-11 on 
630321-25 & notice of violation 

MARTIN, T T Division of Engineering 6 Technical Programs 03/03/06 
VDER1T2,R A Public Service Electric it Gas Co of New Jersey 2pp 
16502 240 24X Fiche 50-272.63/05/06,8305190163 


— B305190174 IE Insp Repts 50-272/83-14 U 50-311/03-11 on 830321-25 
Noncomp L lance noted failure to adhere to radiation 
protection procedures & failure to use suitable measurements 
of airborne radioac tlvi ty . per 10CFR20 103(a)(3) 

NrMtT2,R L , SHANDAKV..M Region 1. Office of Director 03/05/06 
13pp 16502 243 24X Fiche 50-272, 03/05/06, 6305190163 


B3O316OO05 Forwards response to NRC 830325 ltr re violations noted in 
IE Insp Repts 5O-272/0S-33 6 50-311/02-31 on 820405-1016 
Corrective actions operational test group established to 
verify testing requirements Civil penalty fee end 
UDERITZ*R A Public Service Electric 6 Gas Go of New Jersey 
03/03/09 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 7pp 16431 027 24X Fiche 50-272,83/05/09,8305160005 


6303040034 lE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures CEOP) Guidelines " Svc list enc 1 
JORDAN. E U Division of Emergency Preparedness % Engineering 
Response (Post B301031 83/05/11 Consolidated Edison Co of New 

York, Inc IMpp 16524 003 a4X Fiche 50-000,83/05/11,6303040034 


B303040040 IE Info Notice 03-31, "Error in ADUPIPE Computer Program " 
8 vc list enci 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 83/05/(9 Consolidated Edison Go of Neu 

York, Inc iHpp 16697 009 24X Fiche 50-000,03/05/19,6303040040 


6303240265 Ac k receipt of 030425 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/03-11 & 

30-311/63-10 

MARTIN.T T Division of Engineering it Technical Programs 03/05/19 
UDERITZ.R A Public Service Electric & Gas Co of New Jersey 2'pp 
18546 107 24X Fiche 50-272,83/05/19,6303240205 


— 0303240291 Responds to NRC 030325 ltr re violations noted in IE Insp 
Repts 50-272/83-11 It 50-3(1/03-10 Corrective actions all 
badges Improperly Issued destroyed Individual responsible no 
longer in security mgt position 

UDERITZ 4 R A Public Service Electric & Gas Co of New Jersey 
83/04/23 Region 1, Office of Director Ip (6543 109 a4X 
Fich# 50-272,83/05/(9,0305240285 


6305270043 Adc receipt of 830505 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-272/83-00 & 
50-311/83—07 Request to further mitigate violation re 
security access control denied 

8TAR0STECHI , R Divlsloxi of Project 4’ Resident Programs 83/03/23. 
UlXErtITZ,R A Public Bervlce Electric 4 Gas Co of Now Jersey 2 pp 
16638 345 24X FichB 50-272,83/05/23,6305270043 
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~-03O327OO53 Reaponds ta NRC Q30403 Itr re violations noted in IE Insp 
Repti 50-272/83-00 & 30-311/83-07 Corrective actions & 
request for reduction in severiti^ level of violation end 
Ends withheld (ref 10CFR73 31) 

UDERITZ.R A Public Service Electric t/ Gas Co of New Jersey 
03/03/05 Region 1, Office of Director 3pp 18430 347 24X 

F 1 C h e 30-272i □3/05/23r 0303270043 


B305270164 Ack receipt of 030509 Ifcr forwarding payment of proposed 
civil penalty Response to notice of violation h proposed 
imposition of civil penalty will bo evaluated h corrective 
actions examined during future insp 

AXELRAD, J A Enforcement Staff 83/03/25 UDERlTZ-R A Public 
Service Electric & Qas Co of New Jersey 2pp 1063S 064 24 X 

Flche 50-273103/03/25,0305270164 


8303040046 IE Info Notice 03~33 j ’^Nom opresentat ive Sampling of 
Contaminated Oil “ Svc list end 

JORDAN, E L Division of Emergency Preparedness lit Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

Vork, Inc U4pp 18647 007 a 4 X Flthe 50-000,03/05/26,8303040046 


R Periodic operating reports 6 related correspondence 


8303170142 Forwards monthly operating rept for Apr 1983 

ZUPKO' J H Public Service Electric 6 Gas Co of New Jersey 
83/05/10 Director's Office. Office of Inspection and Enforcement 

Ip 10466 272 24X Flche 30-311,03/05/10.0305170142 


—0303170147 Monthly operating rept for Apr 1983 

MILLER; L K Pubiic Service Electric V Gas Co of New Jersey 
03/05/10 llpp 18466 273 24X Fiche 30-311.03/03/10.0303170142 


S Reportable occurrences. LERs S, related correspondence 


8304180491 Forwards LER B3-002/03L~0 Detailed event analysis end 
MIDURArH J Public Service Electric t Oas Co of New Jersey 
03/04/06 HAYNES; R C Region 1; Office of Director 3pp 
17996 353 24X Ficfie 30-31 1 ; 03/04/06, 0304 180491 


— 8304180313 LER 03-OO2/O3L-O on 030314. d l*scovered pressurlier code 
safety valves 2PR3. 2PR4 it 2PR5; tested by Wyle Labs during 
030224-25. 1 i f ted below 2.465 psig plus/minus 17 pressure 
range t, displayed heavy audible U visual seat leakage 
DICKEY, F Public Service Electric t< Gas Co of New Jersey 
83/04/06 Region 1; Office of Director Ip 17996 356 24X 

Fiche 50-311; 83/04/06; 0304100491 


0305110271 Forwards supplemental LER B3-0B3/03X-1 Detailed event 
analysis end 

ZUPKO. J M Public Service Electric 4* Oas Co of New Jersey 
83/04/26 ALLAN, J Region 1. Office of Director 3pp 10393 151 
24X Fiche 30-311,03/04/26.0303110271 


— 03O3UO274 Supplemental LER 82-083/03X-1 on 820812, during reutlne 
surveil lance. control room operator received low svc water 
flaw indication on containment fan coil unit ICFCU) 23 
Caused by oysters or silt restricting CFCU flow 
FRAHM. R . ZUPKO, J M Public Service Electric & Gas Co of New 
Jersey 83/04/20 Region 1; Office of Director Ip 
18393 134 S4X Flche 50-311,03/04/26.0303110271 


8305040630 Notifies of CRGR Meeting 36 on 830429 to discuss findings 
of Salem Generic Implications Task Force 

BTELLOi V Committee to Review Generic Requirements 03/04/27 
EI8ENHUT.D O Office of Nuclear Reactor Regulation. Director 
JORDAN* F L Director's Office, Office of Inspection and Enforcement 
CUNNINOHAMiR E Office of Nuclear Material Safety 6 
Safeguards, Director 2pp 18336 306 24X Flche 50-272,03/04/27, 

8305040630 


0303040262 Forwards summary listing short- 6 long-term actions it 
completion schedules re 030222 6 25 reactor trip breaker 
events Corrective action program will also be applied to 
Unit 2 currently scheduled to return to svc in June 1983 
UDERITZ.R A Public Service Electric it Oas Co of New Jersey 
83/04/28 EISENHUT.D 0 Division of Licensing llpp 10323249 
24X Flche 50-272,03/04/20,0303040262 


0305160096 Forwards LER B3-0t2/O3L-O Detailed event analysis end 
ZUPKOr J M Public Service Electric 6 Gas Co of New Jersey 
83/04/28 ALLAN. J Region 1, Office of Director 3pp 10452 015 
24X Fiche 50-311,83/04/20.8305160076 


—8305160102 LER 03-Ot2/O3L-O. on 030406. 10-tpn Cardox sys pilot valve 
found In dosed position ti all low pressure sys declared 
Inoperable Caused by inadequacies in sys recharging 
operation on 030304 Procedures revised 

FRAHMrR Public Service Electric h Oas Co of New Jersey 
83/04/27 Region Ir Office of Director Ip 10432 018 24X 

Fiche 50-311.83/04/20.8305160096 


03O3O6O4BO Foruards LER 83-01 1/03L~0 Detailed event analysis encJ 
ZUPKO, J H Public Service Electric Gas Co of New Jersey 
03/04/29 ALLAN. J Region 1. Office of Diiector 3pp 18348 131 
24X Fiche 50-311.03/04/29.8303060480 


—8305060489 LER 03-O11/O3L-O on 930401 . d j overed that monthly testing 
of control roam emergency cii conditioning sys was 
overlooked Caused by insp order egv cai d requiring testing 
being erroneously stated Card revised 

FRAHM. R Public Service Electriw Gas To of New Jersey 
03/04/27 Rogian 1, Office of Director ip 18348 134 24X 

Fiche 50-311.83/04/29,8305060480 


B305090244 Responds to 830329 memo re mgt t technical issues of ATWS 
events Issues to be addi cssed in NJREG-IOOO. "Generic 
Implications of ATHS Events at Salem Nuclear Power Plant " 

RHR capability addressed In Unresolved Safety Issue A-43 
DENTON. H R Office of Nuclear Reactor Regulation, Director 
03/04/29 EPLER. E P Epler, E P Dpp 183B1 084 24X 

Flche 50-272. 83/04/29. 830309024 4 


--a30309025'> Requests CoiTiments re need for effective leadership in light 
of ATHS event, fa 1 lure of RHR sys 6 small break mitigation i 
failure of institutions to employ best available technology 
EPLER, C P Epler. E P 83/03/29 PALLADIND. N J Commissioners 
E3ERS0LE. J C ACR8 - Advisory Co^nmittee on Reactor Safeguards 
CLILLER.F L Electric Power Research Institute lOpp 10381 091 
24X Fiche 50-272. 03/04/29, 0305090-244 


0305170064 Responds to 030412 petlti&r & 0418 amend . reques t i ng that 
NRC order PSC{<G to show cause w-hy facility restart should 
not be restrained Petition denied based on encl Director's 
Decision 

DENTON, H R Office of Nuclear Reautor Regulation. Director 
03/04/29 RODRIGUEZ. J K New Jersey. State of 3pp 10494 184 

24 X Flche 50-272.03/04/29.0305170064 


--6305170085 Director's Decision DD 83-6. denying Public Advocate of NJ 
830412 petition it 0410 amend requesting issuance of order 
to show cause why facility should nut bo restrained from 
restart until listed actions taken 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
03/04/29 Qpp 10494 187 24K Fiche 30-272.03/04 / 29,0 305170064 


— 0305170095 Safety evaluation re res'f'ai t of facilities Licensee 
acceptably revised i expanded surveillance testing programs 
to address reactor trip issue 

a Office of Nuclear Reactor Regulation. Director 83/04/S8 
43pp 18474 195 24X Fiche 30-272.83/04/29.8303170064 


--0305170110 Notice of issuance of Director's Decision DO 83-6 denying 
Public Advocate of NJ 830412 petition 4, 0410 amend 
requesting issuance of order to show cause why facility 
ahould nob bo restrained from restart 

CASE; E G Office of Nuclear Reactor Regulation, Director 
83/04/29 2pp 10494 336 24X Flche 50-272.83/04/29.8305170064 


0305170674 OENCRIC IMPLICATIONS OF ATW& EVniTS AT THE SALEM NUCLEAR 
POWER PLANT Generic Implications 

e Office of Nuclear Reactor Regulation, Director NUREG-1000 VOl 
83/04/30 149pp Available at NRC 46 SO 1B4B1 IGl 24X 

Fiche 50-272. 03/04/30. 8303170674 


8305170232 Informs Coflimission of findings of Salem ATWS generic 
implications task force re oveiall mgt capability U 
performance it reactor trip sys ret lability 

DiflCKSiW J Office of the Executive Director foi Operations 
8ECV-03-15B 83/05/02 I59pp 1847* 104 24X 

Fi C h B 30-272, 83/05/02. 0303170332 


8303100004 PNS-1-03-011 on 830504, s e c ur 1 ty officer rCLeived bomb 
threat on Inside plant telephone line from male caller 
Search initiated No bomb found Call considered hoax 
MCKCOWN. GDDY, JOYNER Region 1. Office of Director 83/03/04 ip 
10377 251 24X Flche 30-272,83/05/04,8303100004 


0305160118 Forwards LER a3-015/03L-0 Detailed event analysis end 
ZUPKO. J M Public Service Electric & Oas Co of New Jersey 
03/03/03 ALLAN, J Region 1, Office of Director 3pp 18430 136 
24X Fiche 30-311,83/05/03.8303160118 


— 8303160123 LER 03-OI3/O3L-O on 830407, during rnutine shutdown for 
refuel ing, testing results of four mechanical snubbers 
revealed that devices did not meet Tech Spec requirements 
Causa not stated Snubbers returned to manufacturer 
FRAHM,R Public Service Electric 8. Oas Co of New Jersey 
03/03/04 Region 1. Office of Director Ip 1B450 129 24X 

Fiche 50-311.83/03/05.0305160118 
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e:30S130434 Pr^s-r-e3'0l3 on 330502 Lower Allowaijs C ree l(< fJJi p o 1 tc« dept 
infarnecT llcer^aee of p latihed* peacef4> 1 detnoristr^t i on to 
protest faciUtij restart schedirled tor 83OS0B No press 
reSe^se planned 

MCKEOWM-L I OOOV, A T , JOYMER ■ J Region 1. Office of Director 
Q3/O5/0£> Ip 1B431 131 2'4X Fiche 30-272. 03/05/0* < 83051 20434 


83051*0032 Forwards LER 83-0i3/O2L-0 Detailed* event anelv^is epc 1 
ZUPKO. J H Pi>t>llc Service Electric Oas Co of Neui Jersey 
83/03/06. ALLAN, J Region 1. Office of Director 5pp 1B433 023 
24K FI Che 50-31 1, 03/05/0*. 83051*0052 


“--aOOS 1 60057 LER B3-013/03L-0 on 030409 » dur i ng routine shutdoun* 1 u6e oil 
tenip increases observed on charging pump 22 Caused by 
restricted svc uater floui to pump due to ogster shells & 
miscellaneous mollusks Shells removed 

FRAHIII. R Public Service Electric & Oas Co of tJeu Jersey 
£3/03^04 Region 1^ Offii.B of Director Ip IG493 028 24X 

FI Che 50-31 1. B3/05/06.B305160052 


8305170367 Forwards LER 83-OO6/04L-a Detailed event analysts end 
ZUPKQi J f1 Public Service Electric t Gas Co of Netu Jersey 
83/05/06 ALLAN. J Region 1. Office of Director 4pp 10466 0S2 
24X FUhe 50-3 1 1 . B3/O5/0*. 0309170367 


—8305170370 LER B3-006/04L-0 on B30408. d acre a s ed sensitivity of Channel 
2R4IC plant vent noble gas monitor rendered waste gas 
discharge line automatic isolation feature inoperable Caused 
by leakage cn monitor sample lines Internal connections 
FRAHMj R Public Service Electric S. Gas Co of New Jersey 
63/05/04 Region 1> Office of Director Ip 18466 0B6 24X 

Fiche 50-311.83/05/06.0305170367 


83051B0830 Forwards 030506 order confirming commitment to implement 
l»/ar maintain items specified m 630428 I tr re reactor 
trip breaker failures 

EISENHI>T*D G Division of Licensing 83/09/0-6 LiDERITZ.ft A 

Public Service Electric & Gas Co of New Jersey 3pp tB906 001 

24)r FichB 90-272.83/05/06.0305160830 


■--B3051SD836 Order confirming licensee commitments to implement b/or 
maintain items specified in 630428 Itr re reactor trip 
breaker fai lor es. ef f ec ti ve immediately 

ElSENHUr.D G Division of Licensing 63/03/06 Public Service 
Electric & Qas Co of New Jersey 4pp 18506 004 24)( 

Fiche 50-272. 83/05/06. 9305 1S0830 


03O5SCO337 Forwards LER B3-014/03L-0 Detailed event analysis enc 1 
ZUPKO.J M Public Service Electric V Gas Co of Neu Jersey 
83/05/11 ALLAN. J Region i< Office of Director 3pp lB5i4 253 
24X Fiche 50-311.03/09/11.0305200537 


—0309200546 LER B3-014/03L-0 on 830413 t 19. operating loads on 2A 4-kV 
6 460~volt vital buses tripped Caused by spurious operation 
of safeguards equipment control sys RHR pump 21 restarted 
Contract written for further inves t 1 ga t i on 
FRAhM. R Public Service Electric 6 Oas Co of New Jarsey 
83/05/11 Region J. Office of Director Ip 1B914 256 24X 

Fiche 90-311.93/05/11^8305200537 


6305290501 LER 83-016/D4U-0 on S304iB ^ 22. small amounts of low level 
liquid raduiaste released to- util-controlled area from waste 
•monitoring tank 21 Caused by leakage from liquid waste sys 
components Valve 1LN13 Flange tightened N/83a5ie Itr 
FRAHH.R . ZUPKO. J M Public Service Electric £. Cas Co of New 
Jersey 03/09/11 ALLAN. J Region 1. Office of Oirectoir 9pp 
laSBB 271 24 X Fiche 90-311.83/05/11.9309290501 


T Hearing- transcripts on non-ant i trust fnatters 


B309020527 Unofficial transcript of Commission 930426 public meeting 
re pDSiible vote on restart in Hashing ton, DC Pp 1-107 
* Commissioners 83/04/26 127pp 18204 075 24X 

Fiche 90-272. B3/04/26. 8303020529 


B3051700S? Transcript af Commission 830512 meeting in Hash in g tan. DC to 
discuss evaluation of implications of Salem event <Part 1) 

Pp 1-78 Supporting dpcumen ta iion end 
* Commissioners 83/09/12 8lpp 10495 226 24X 

Fiche 90-272.03/05/13.0309170039 


(3309230130 Transcript of Commission 830510 public meeting In 
Wash Ing ton. DC re evaluation of implications of facility 
event (Part I> Fp I-B3 Supporting documentation end 
a Coromi &s loners 83/05/10 97pp 10977 1 10 24X 

Fiche 90-272.83/09/18.0305230130 
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F Security, medical, emergency S> fire piotection plans 


6305160195 Addl response to FOIA request for all documents dtd 820101 
detailing or referring to SALP for fecility Forwards 
documents listed in App A Further seaich for documents In 
progress 

FELTON. J M Division of Rules and Records 03/03/31 CLARK- R A 
San Francisco Examiner 2pp 18462 191 24X Fiche 50-312. B3/03/31, 

6305160195 


■9305160204 Forwards SALP evaluation of IAEA safeguards licensing 
activltiea for facility 

GrSSON, J Standard i latl on t Special Projects Branch B2/10/I8 
MINER. S Operating Reactors Branch 4 2pp 18462 194 24X 

Fiche 50-312.83/03/31.8305160199 


— B309 160222 Forwards SALP evaluation input. per Sternberg 621014 memo 
Info consists of safeguards licensing portion 
NCCORKLE. O N Power Reactor Safeguards Licensing Branch 
02/11/04 NORDERHAUO.L Region 9. Office of Director 3p p 
18462 235 24X Fiche 90-312.03/03/31.0303160195 


B3O91O0'O99 Requests status of NRC review of Rev 4 to security training 
Si qualifications plan Response dtd 021013 fully responsive 
to Region V requirements. per NRC 831103 request 
HAMMOND. H J Sacramento Municipal Utility District 83/09/04 
srOLZ. JF Operating Reactors Branch 4 Ip 18377 254 24X 

Fiche 50-313. 03/05/04, 0305100099 


8305110034 Generic Ltr B3-21 to all licensees of operating reactori. 
applicants for OLs 8; holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list end 

EI8ENHIIT.DG Division of Licensing 83/09/11 Consolidated 

Edison Co of New York, Inc I6pp 18540 095 24X 

riche 50-000.83/05/11.0305110034 


B305240314 Forwards IE Safeguards Insp Rept 50-312/03-13 on 030503-09 
No tiencomp 1 lane e noted Rept withheld iref 10CFR73 21) 

NORDERHAUG.L R Region 5. Office of Director 83/05/10 
ROORICUEZ.R J Sacramento Municipal Utility District 2pp 
IB948 193 24X Fiche 30-312,83/05/10.8309240314 


0 Adjudicatory correspondence 


630513009? Forwards licensee 830428 ltr re emergency feedwater 
Instrumentation & control (EPIC) sys i< upgraded auxiliary 
feedwater sys.NUREO-0737. Items 1 1 E 1 2 (« II K 2 10 Ltr 
provides new Info on mod completion schedule W/svc list 
BAXTER.! A Shaw. Pittman. Potts & Trowbridge BAXTER. T A 
Sacramento Municipal Utility District 83/05/11 ROSENTHAL. A S , 
QUCKrJ H. KOHL. C N Atomic Safety and Licensing Appeal Panel 3pp 
16437 223 S4X Fiche 50-312.03/05/11.8305130099 


P Operating license stage documents correspondence 


9305330SB3 Forwards back fit cost info in response to 030200 ltr Two 
3.300 kH standby diesel generators, d iesal generator bldg, 
auxiliary bldg addi tion. assoc lated electrical equipment it 
new computer sys added per NUREO-0737 

MATTrnOErJ J SacramentO;Munlc ipal Utility District 63/03/16 
TOURTELLOTTE. J Regulatory Reform Task Force 4pp 18541 318 34X 

Fiche, 90-312. 03/03/16.8305230583 


630923'D730 Forwards list of utils responding to requests for cost 
figures un baclcfittlng 

TOURteLLOTTE. J Regulatory Reform Task Force 83/04/11 
PALLADINO.N J Dommissloners 2pp 10542 272 24X 

rich* 90-000. 03/04/ 1 1 , 8305230720 


8309060419 Application for proposed Amend 93 to License DPR-94i c hang 1 ng 
titles far positions within mgt structure 

RODRIGUEZ. R J Sacramento Municipal Utility District 83/04/19 

EI5ENHUT. D G Division oF Licensing Ip 10343 373 24X 

Fiche 90-312. 83/04/19. B309060419 


— 8305060421 Proposed Tech Specs for Amend 93 to License DPR-54. chatig Ing 
titles for positions within mgt structure 
« Sacramento Municipal Utility District 83/04/19 5pp 
1:8343 274 24X FiChe 30-312.83/04/19,0305060419 


8309020593 Notifies that IAEA repr esentat ( ves plan to visit facility 
on 830905 U 06 to syc cameras it audit records 

BTOUZ. J F Operating Reactors Branch 4 83/04/21 RODRIGUEZ. R J, 

Sacramento Municipal Utility District 2pp 10284 227 24X 

Fiche 30-312,83/04/21.8305020992 
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6303020383 Confirm* 630302 submittal date ^o^ proposed solution to 
thr«e remaining open items on NRC rovieui of upgraded 
auxillari^ feeduat^r sgs per NUREO-^OTG?. Item 1 1 E 1 1 
Contractor requested to provide cost estimato foi study 
RODRIGI/EZj R J Sacramento Municipal Utility District 83/04/27 
STOLZ.JF Operating Reactors Dranch 4 Ip 16276 313 24X 

Flcho 30-312,63/04/27,8303020383 


6303030364 Forwards response to 821115 request for addl info re 
nor EO-0737, Items 1 1 E 1 2 «< 1 1 K 2 1 0 Schedule for 
Installation of auxiliary feedwater sys confirmed U/ 1 1 
oversize drawings Aperture cards are available in PDR 
RODRIQUEZ, R J Sacramento Municipal Utility District 83/04/28 
STOLZ,J F Operating Reactors Branch 4 3pp 16263 329 34X 

Ficfio 30-312,83/04/28,8303020364 


— 6303020392 Rev 3 to "Auxiliary Feedwater Sys Sys Description " 

* Babcock 8 < Wilcox Co DWNP-20004 (6-76) R3 83/04/04 34pp 
18283 332 24X Fiche 30-312,83/04/28,6305020364 


6303020413 Forwards results of analysis of station electrical 
distribution sys voltages t* comparison of test analytical 
results Differences between test voltages & analytically 
derived voltages within 3‘/ value 

RQDRIOUEZ.R J Sacramento Municipal Utility District 83/04/28 
8 T 0 LZ,U F Operating Reactors Branch 4 7pp 18273 117 24X 

Flchi 30-312,83/04/28,0303020413 


8303030977 Board Notification DN-e3-2lC forwards generic evaluation for 
B&W designed plants Oesigris maintain DHR by natural 
circulation through steam generators under transient h 
accident conditions 

EI 6 ENHUT,D 0 Division of Licensing 83/04/20 Atomic Safety and 
Licensing Appeal Panel 2pp 18303 335 24X Fiche 50-312.83/04/28, 

8305030S77 


—0305030307 Forwards generic evaluation for all Bt<W designed plants to 
maintain DHR by natural circulation Design acceptable 
KATT60N, R J Division of Systems Integration (post SilOOS) 
THOMPSON, H L Division of Human Factors Safety 83/04/16 
EI 6 ENHUT,D 0 Division of Licensing ISpp 16303 338 24X 

FI C h # 50-312, 83/04/28. 0305030377 


6303110126 REUIEW OF THE RANCHO SECP NUCLEAR OENERATINO STATION UNIT 
NO 1 AUXILIARY FEEDWATER SYSTEM RELIABILITY ANALYSIS Docket 
No 50-312 (Sacramento Municipal Utility District) 
iLDEROfD , VDUNOBLaOD.R , PAPAZ 8 GUGU. I A Brookhaven National 
Laboratory FIN A-3393 NUREO/CR-30 J3 03/04/30 Division of 

Safety Technology 49pp Available at NRC $4 73 18416 266 24X 

FUhb 50-312,83/04/30,8303110126 


8305020495 Oeneric Ltr 03-19 to all power reactor testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to DLs Sve list end 

EieENHUT,0 Q Division of Licensing 83/05/02 Consolidated 
Edison Co of New York, Inc 30pp 18441 120 24X 

Fiche 90-000, 83/09/02, 6305020435 


0305060363 Notification of 030906 meeting w/DteW Owners Group in 
Oeth*sda,MD to discuss core barrel failure at Rancho Seco & 
Crystal River 3, future plans for resolving problem Z< 

JUS ti f icatlon for continued opeiation 

MINER , 6 Operating Reactors Branch 4 63/05/02 STDLZ, J 

Operating Reactors Branch 4 2pp 10353 092 24X 

FI c h • 50-000. 83/09/02, 8309060369 


8309060415 Forwards resolution of open items ro NUREO-0737, I tern II Q 3, 
"Post-Accident Sampling Sys,’* per 830215 evaluation & 

630314 telcon No significant radiation effects anticipated 
LATHAM. W K Sacramento Municipal Utility District 03/03/02 
STOLZiJ F Operating Reactors Branch 4 2pp 18343 279 24X 

FI C h a 90-3 1 2, 03/09/02, 03030604 1 5 


6309060429 Forwards response to 630405,06 t, 07 Itrs 830417 teUon 
requesting addl info on spent fuel pool expansion 
LATHAM, W K Sacramento Municipal Utility District 83/09/02 
BTOLZfJ F Operating Reactors Branch 4 16pp J8343 243 24X 

Fiche 50-312,83/05/02,0309060429 


8309060630 Requests ramlttance of fee for 030129 application re 
organizational changes within 19 days of receipt of ltr 
DI009,R M License Fee Management Branch 03/09/02 R0DR10UEZ,R -J 
Sacramento Municipal Utility District ip 18399 200 24X 

Fiche 90-3 12. 03/05/02, 0309060630 


0305060649 Advises that Class III Fee appropriate for each listed 
application filed w/NRR for review Request of 030331 for 
exemption from order, confirming commitment to implement 
NURE0-0737i not exempt from fee* 

MILLER, W 0. LlcensP Fee Management Branch 83/0&/02 
RODRIGUEZ, R J Sacramento Municipal Utility District 2pp 
10390.362 24X Fiche 90-312,03/09/02,8309060645 


0303090593 Requests remittance of fee duu tt, r r>f 630217 amon-d 

ajjp 1 icat ion re implementation of NUREG-0737 1 terns, pi ovid 1 ng 
justification for imposition of fees in response to 830401 
ltr contesting fee 

MILLER, H 0 license Fee Management Di ant,h 03/05/02 
RDBRIGUEZ.R J Bacramenta MUiilcipal Utility District Ip 
19367 360 24X Fiche 30-312,63/03/02,0305090353 


8303100344 Submits jnfo re NURl,G-073fi U»m II E 1 i, Auxiliary 
Feedwabei Sys Upgrade Review," per 83040** request Info 
resolves protection of sya from internal mssiles t addl 
protection required foi condensate storage tant 

RODRIGUEZ, R J Sacramento Municipal Utility District 83/09/02 
ST0L2.J F Operating Reactors Branch 4 2pp 18370 331 2qx 
Fiche 50-312,83/05/02,6305100344 


S303040323 Board Notification 03-057 forwards differing prof opinions 
re sys Interaction It safety classification Info relates to 
Board Notifications QB*-!? t, 03-44 re Uniesolved Safety Issue 
A- 17 

EISENHUT,D G Division of Licensing 83/05/04 PALLADZNO,N 
Commissioners 22pp 10337 139 24X Tithe 50-000,83/09/04, 

0305040323 


0305100229 Forwards response to questions 1 a i sed dui ing 030422 tolcon 
ro util plans concerning NUREG-0737, I tem II F i, 

"Containment instrumentation Upgrades " Dedicated recorder 
for hydrogen concentration will be provided 

RODRIGUEZ. R J Sacramento Municipal Utility District 83/05/06 
8T0LZ, J F Operating Reactors Oranch 4 3pp 10374 128 24X 

Fiche 50-312.83/05/06,8303100229 


0305100396 Advises that util reviewed all items In Cdtegories I D, 1 I A 
8 ( lU of technical evaluation tept to \ori#y that adequate 
justifications for continued operation of safety-related 
electrical equipment exist 

ROORIGUCZ.R J Sacramento Municipal Utility District 03/09/06 
STDLZ, J F Operating Reactors Branch 4 2pp 18371 S47 24X 

Fiche 90-312,83/09/06,8305100296 


0303100336 Foruaids responses to 830419 qu^etions re 830106 SL/bmiltal 
of proposed mod For reactor cavity antiulai seat plate 
storage Three primary fission product boundaries designed to 
withstand concurrent LDCA *, seismic load« 

RODRIGUEZ, R J Sacramento Municipal Utility District 83/05/06 
8TOL2,J T Operating Reactors Branch 4 2pp J 0376 327 24X 

Fiche 30-312,63/05/06.0305100338 


0309090659 Generic Ltr 03-20 to all oppfattng leactor licensees 6 - 
holders of CPs re integrated •.chedultng for imp letTventa fc I on 
of plant mods Sve list end 

EISENHUT, D G Division of Licensing 63/05/09 Consolidated 

Edison Co of New York, Inc I 6 pp IG627 193 a4X 
Fiche 50-000, 83/05/09, 8305090639 


6305310171 Provides supplemental info rr proposed Amend 86 to License 
DPR-34,per NRC 830419 verbal request Method of calculating 
losses in tendons & reduction off rejacking Force of 
detonsionod tendons discussed 

R0DRIGUr7,R J Sacramento Municipal Utility District 63/05/]] 
MINOR, s NRC - No Detailed Affiliation Given 27pp 18652 299 
24X Fiche 50-312,83/05/11,8309310171 


0 Inspection reports, lE Bulletins V coi rospondence 


0303160192 FOIA request for all documents dt<J 020101 or after detailing 
or referring to SALP for facility 

CLARK, R San Francisco Examiner 03/02/22 FELTDN. J M Division 
of Rule^ and Records Ip IB462 190 24X ficho 90-312,83/02/22, 

8303160192 


0212060309 IE Info Notice 03-14, "Dewatered Spent ton exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8 vc list 
«ne I 

TAYLQR,U M Division of Safeguards ^ Inspection Hrogi ama (Post 
630103) 63/03/21 Consolidated Eidison Co of New York. Inc 

ll2pp 103OB 319 Z4X Tiche 50-000,83/03/21,821206036 3 


6303160235 Partial response to FOIA request for all documents dtd 
820101 or after detailing or referring to SALP for facility 
FELTON, J M Division Pf Rules and Records 63/03/24 CLARK, R San 
Francisco Examiner 2pp 10472 241 24X Fiche 90-312,03/03/24. 

6303160253 


— ^6211190066 Discusses performance e,^aluation of 8 Al P for facility LCRs 
contained adequate info enabling knowledgeable readers to 
understand eventsi however . LEft 01-39 failed to adequately 
inform reader of event 

SEYFRIT.K V Reactor Operations Analysis Branch 02/11/05 
STERNRERO. D M Division of Resident, Reac tor Project h Engineering 
Programs ip 18473 003 24X fiche 50-31 <?, S3/03/24. 6305160255 
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— 8305160?71 Nati#JcJt;tol> at S30103 ncptinj u/ufill iti Sacramento. C A to 
discuss SALP #oT Jut 1981 - Sept 1982 Meeting agenda end 
* Region 5. affice of Director 82/'12/02 Region 5. Office of 
Director 2pp IB472 DlS 24X FicPe S0'^3S2. Q3/03/24, esOSl 602SD 


83031^019*^ Add! response to F(JIA request for all doCunents did 620101 
detailing or referring to SAUP fo-r faciliti^ Forwards 
docum-ents listed In App A Further search, foi dacuments in 
progrees 

FELTDM. J h Oivlaion of Roles and Records B3/03/3( CLARK* R A 
San Francisco Examiner 2pp l*?l 24JC Fiche 50^312,63/03/31. 

63051 faOl 95 


--931IO30191 Provides results of reactor operator l> senior reactor 
operator eiattis administered Jut 1981-Sept 1982. as input to 
SALP rept AH operators passed exams 

BECKkAri. D H Operator Licensing Branch 82/10/19 MINER. S 
Sacramento Municipal Utility District 13pp 1B462 211 24X 

Flchf 50-312*83/03/31.8303160195 


— B21HB030I Forwards NRR input for util SALP.per 621014 memo 

MINER. S Operating Reactors Branch 4 82/ll/l6x STERNBERG. D M 

Region 3. Office of Director 7pp 18462 226 24X 

Fiche 90-312,83/03/31,8303160193 


— 8309160200 Motif ies that BAUP board scheduled to meet 621133 
Evaluation period remaiPS Jul 1981 - Sept 1982 
ENGEUMEN.R H Region 9, Office of Director 82/10/04 
DEMTaNiH R Office of Nuclear Reactor Regulation. Director 
DAVIS. J 0 Office of huclear Material Safety & 

Safeguards. Director MICKELSDM, C Director's Office Ip 
18462 193 gqx Fiche 90>3t2. 63/03/31 . 8303160193 


— 8303160304 Forwards SAUP evaluation of IAEA safeguards licensing 
activities for facility 

OifiSON.J Standard! iation U Special Pro 4 ects Branch 82/10/18 
MINER, S Operating Reactor* Branch 4 2pp 18462 194 24X 

Fiche 30-312.63/03/31.8305160199 


— Q303I602I3 Forwards draft NRR SAUP input re Itcensirig activities for 
Jul I99J - Sept 1982 Comments received by 821119 will be 
considered in final rept 

MINER. B Operating Reactors Branch 4 82/ll/lD EISEMHUT. D 0 
Division of Licensing MATTSOW,R Division of Systems Integration 
(post ailOOSl VOLLMER. R Division of Engineering 15pp 
(8462 196 24X FiChe 30-312.83/03/31.8303160195 


— 830S160216 Forwards SAUP for Jul 1981 - Sept 1982 Overall performance 
of licensed activities acceptable Prnf & responsive 
attitude in dealings u/MRC li in day-to-day conduct of 
safety-related activities noteworthy 

STERNBERG. D M Region 3. Office of Director 62/12/15 

ENGEUKEN, R H Region 5. Office of Director 2pp 18462 233 S4X 

Fiche 30-312.83/03/31,6305160195 


—8305160222 Forwards SAUP evaluation Input, per Sternberg 821014 memo 
Info consists of safeguards licensing portion 
MCCQRKUE.G W Power Reactor Safeguards Licensing Branch 
82/11/04 N ORDER HA UG. U Region 3. Office of Director 3pp 

10462 235 24X Fiche 90-312.03/03/31,8305160195 


E3D3040021 IE Info Notice 83-21. "DePectsve Emerseocy Use Respirator ” 
3vc list end 

JORDAN. E L Division uf Emergency Preparedness Engineering 
Response (Post 8301031 B3/D4/1S Consolidated Edison Co of New 

York, Inc 126pp 16439 155 24X Fiche 50-000, ©3/04/ 15, 8303 04002 1 


0303040023 IE Info Notice 03 - 22 , "BWR Saf oty/Re 1 1 ef Valve Failures *' 
Svc list end 

JORDAN. E L Division of Emergency Preparedness* & Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

Yorlr Inc tl2pp 18393 089 24X Fiche 50-000*83/04/22,8303040023 


8303040023 I£ Info Notice 6J-23. "Inoperaole Containment Atmosphere 
Sensing Sys ’* 8ve list end 

JOROANrE L Division of Emergency Preparedness U Engineering 
‘ Response (Post 83D103> 83/04/25 Consol idated Edison Co of Mbw 

Yorir Inc l!9pp 18381 29 ( 24 X Fiche 30-000. 83/04/23* 8303040025 


8303040026 IE Info Notice 83-24, "Loose Pai t* in Secondary Side of 
Steam Generators at FURs " Svc list end 

JORDAN, E L Division of Emergency Prepat edness & Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison. Co of New 

Yorl, Inc llSpp 18382 047 a4X Fiche 30-000,83/(34/29,0303040026 


8303040027 IE Info Nutice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment ■' Svc list end 
JORDAN, E L Division of Emergency Prepaiedneis ft Engineering 
Response IPost B30103J 03/04/28 Consolidated Edison Co of New 

York* Inc lIBpp 18362 165 24X Fiche 50-000* 63/ £>4/28, B303040027 


0305020483 Forwards calculations showing that wall enclosing nuclear 
svc station transformer can withstand 101 mph wind ft 
associated uind generated missiles. per IE Bulletin 80-il 
Shield structure will be installed by 83D901 

RODRIGUEZ. R J Sacramento Municipal Utility District 03/04/28 
aTOLZ. J F Operating Reactors Branch 4 6pp 18282 337 24X 

Fiche 90-312.03/04/28.0305020483 


8303040038 IE Info Notice 83-26. "Failure of Safety /Re 1 lef Valve 
Discharge Line Vacuum Breakers " Eve list encl 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of MftW 

Vori, Inc I22pp 18441 170 24X Fiche 90-000,83/05/03.8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment ” Bve list encl 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Poet 830103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc U2pp 18382 282 24X Fiche 30-000,03/05/04.8303040030 


B303040031 IE Info Notice 83-20. ''Criteria for Protective Action 
Recommendations for Oeneral Emergencies *' 9vc list end 
JGRDAN.C L Division pf Emergency Preparedness ft Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

Yorlr, Inc ll9pp 18441 OOJ 24X Fiche 50 - 000 . 83/03/04. 0303040031 


0303040033 IE Info Notice 83-29. *'Fuel Binding Caused by Fuel Ract 
Deformation '* Bve list end 

JORDAN.E L Division of Emergency Preparedness 8. Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York. Inc llSpp 18523 240 24X Fiche 50-000.83/03/06,0303040033 


8305100381 Informs that 3 months needed to assess impact upon pump 
operabllitii it potential for auxiliary feedwater pump 
cavitation, in response to IE Bulletin 00-04 Nert rept will 
be provided by 831104 

RODRIGUEZ. RJ Bacrameoto Municipal Utility District 03/05/06 
5T0LZ. J F Operating Reactors Branch 4 2pp 18378 214 24X 

Fiche 50-312,83/05/06,0303100381 


8305230456 Forwards supplemental info to 830324 response to lE Bulletin 
83-04 re control rod drive breaker failures Commitment to 
in-place funtlonal test of breakers prior to startup ack 
Summary of malnt history end 

RODRIGUEZ. R J. Sacramento Municipal Utility District 83/05/09 
41ARTIM.J D Region 3, Office of Director l67pp 18330 011 24X 

Fiche 50-312, 83/05/09, 0309230456 


8303040034 IE Info Notice 83-30. "Misapp I Icatlon of Generic Emergency 
Operating Procedures <EOP) Guidelines '■ Svc list end 
JORDAN. £ L Division of Emergency Preparedness 8« Engineering 
Response (Post 830103) G3/0S/U Consolidated Edison Co of New 

York, Inc ll4pp 10524*003 24X Fiche 50-000, 03/05/ 1 1 , 0303040034 


0305240314 forwards IE Safeguards Insp Rept 50-312/83-13 on 830503-05 
No noncompliance noted Rept withhold (ref I0CFR73 21) 

NORDERHAUG.L R Region 5, Office of Director 03/05/18 
RODRIGUEZ. R J Sacramento Municipal Utility District 2pp 
18548 193 24X Fiche 50-312,63/05/18,0305240314 


B303040040 IE Info Notice 83-3lj "Error in ADLPJPE Computer Program " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Poet 030103) 83/05/19 Consolidated Edison Co of New 

York. Inc ll4pp 18697 00? 24X Fiche 50-000.83/05/19,0303040040 


0305270000 Requests extension ts 831019 to provide schedule for 
accomplishing proposed actions to close outstanding issue re 
IE Bulletin 79-Om items Exemptions from I0CFR50 47 h Rev 2 
to Reg Guide 1 77 

RQDRIGUEZtR J Sacramento Municipal Utility District 03/05/20 
BTOLZ* J F Operating Reactors Branch 4 2pp 18638 291 24X 

Fiche. 50-312.03/09/20. 83052700BO 


0303040046 IE Info Notice 03-33. "Nonrepresenta t iv© Sampling of 
Contamlniated Oil " Bve list end 

JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 83/05/26 Conso 1 1 da ted Edison Co of New 

York, Inc 8 Northeast Utilities Service Co ll4pp 10647 007 
34X Fiche 50-000,83/05/26*8303040046 


R Periodic operating reports it related c orrespandenc a 


0303240326 Monthly operating rept for Apr 1983 W/B30313 Itr 
COLOMBD. R * DueRE.R. P Sacramento Municipal utility District 
B3/04/30 Director's Office, Office of Inspection and Enforcement 

6pp 18549 279 e4X Fldie 50-312.83/04/30,8309240326 



DOCKETED ITEMS 


157 


S Reportable occurr enc LERs h related c or i esportdence 


83091^0253 Partial response to FOlA request for all documents did 
020101 or after detailing or lefcrrlng to SALP for facility 
FELTON# J tt Division of Rules and Records 03/03/34 CLARK. R San 
Francisco Examiner 2pp 10472 341 24^ Ficho 50-312,03/03/24. 

0303160299 


— 8211100020 Provides engineering evaluation of 810807 turb tne/reac tor 
trip event revleu; agrees ij^/licensee Event had little effect 
on plant safety Automatic functions occurred subs tantial ly 
as expected given concurrent operator actions 
PELLETiJ L Reactor Operations Analysis Dranch 02/10/36 
SEyFRIT, K V Reactor Operations Analysis Branch 4pp J0473 390 
24X Fiche 50-312.03/03/24,8305160235 


— 0211110643 Discusses licensee reporting of 010807 turb ine/reac tor trip 
Proposed LER rule bfould require moi e detailed Sc complete 
event rept W/o end 

ORNSTEIN.H L Reactor Operations Analysis Branch 02/11/04 
SEYFRIT. K V Reactor Operations Analysis Branch 3pp 10473 006 
24X Fiche 50-312.83/03/34.8303160235 


8309030207 Foruiards LER 03-Oi3/O3L-O Detailed event analysis submitted 
RODRIOUEZ.R J Sacramenta Municipal Utility District 83/04/12 
MARTIN# J B Region 3> Office of Director 2pp 18300 050 24X 

FUh« 30-312# 03/04 /I Si 0309030207 


— 8303030290 LER 03-O13/O3L-O on 03O3l8i reac tor bldg purge discharge 
fan A-336 carbon adsorber filter bank It aux 1 1 larg/spent 
fuel bldg filter sys A-524!] found beloui 1ech Spec for 
Iodide removal Charcoal uiill be replaced by 830601 
COLOMaOi R W Sacramento Municipal Utility District 83/04/12 
Region 5. Office of Director Ip 18300 060 24X 

Fiche 30-318# 83/04/12. 0303030207 


0309030531 Foruiards LER a3-O14/0lT-0 Detailed event analysis submitted 
RODRIOUEZ.R U aacramento Municipal Utility District 03/04/19 
martin. J D Region 9# Office of Directoi 2pp 18303 334 24X 

Fiche 30-312.83/04/19.0303030331 


—0303030961 LER 83-014/01T-0 on 030406. reac tor bldg purge inlet ^ outlet 
valves failed local leak rate surveillance test Caused by 
damaged seats for valves Srv-33S04 8FV-33605 t< seats for 

valves SFV-33604 6 8FV-S3S04 needing adjustment 
COLOMBO. R W Sacramento Municipal Utility District 83/04/19 
Region 5# Office of Director Ip 18303 336 24X 

Fiche 30-312,83/04/19.0303030951 


8303130163 RO 03-016 on 030331 . I i sted snubbers failed acceptance 
criteria. per Surveillance Test SP 201 lOD Snubbers reworked 
Burvelllance tnsp 201 lOA will be performed prior to coming 
out of cold ehutdown 

RODRIOUEZ.R J Sacramento Municipal Utility District 03/04/28 
MARTIN. J D Region 3. Office of Director 2pp 10437 337 24X 

FUhe 30-312.03/04/2010303130163 


B303130219 Forwards LER 83-017/03L-0 Detailed event analysis submitted 
RODRIOUEZ.R J Sacramento Municipal Utility District 03/04/28 
martin# J B Region 3# Office of Director 2pp 18439 320 24X 

Fiche 30-3 1 2# 03/04/20# 8309 130219 


—8303130231 LER 83-017/03L-0 on 030331 . test) ng of reactor coolant pump 
power relays revealed five devices unacceptable Cause of 
failure unknown Relays sent to manufacturer for repair 
Addl info will be provided 

COLOMBO. R W Sacramento Municipal Utility District 83/04/28 
Region 5. Office of Director Ip IS439 32P 24X 

Fiche 90-312# 03/04/20. 0303130219 


B303130105 RO 83-01 on 030408# fol lowing mgt safety review committee 
Fire Protection Audit 27. determined reactor coolant pump 
fir* detectors not tested per Tech Spec requirements Caused 
by misapplication of Tech Spec provision 

RODRIGUEZ, R J Sacramento Municipal Utility District 83/04/29 
MARTIN# U B Region 9. Office of Director 2pp 18436 012, 24X 

Fiche 90-312# 83 / 04 / 29 . 8305130105 


0305130160 RO 03-02 on 930326. motor driven fire pump P-440 
administratively taken out of sve due to necessity to drain 
cooling tower circulating water basin during outage Recovery 
procedure established 

LATHAM# W K Sacramento Municipal Utility District 03/09/02 
MARTIN.U D Region 3# Office of Director ip 10438 116 24X 

Fiche; 30-312# 83/09/02. 8305130160 


8303260309 Interim deficiency rept re core support structure bolting 
Initially reported on B30419 Evaluation of corrective action 
In progress, Nex t rept will be sent by 831101 

CDOKrJ W Consumers Power Co 83/05/19 KEPPLER, U 0 Region 3# 
Office of Director. 3pp 18625 200 24X FUhe 50-000.03/05/19. 

8305260309 


--0305260311 Deficiency lept rc ult7.«sc,nii tobt ^bnoimal indications in 
upper barrel bolting of reactai iritornols Initially reported 
on 030328 Results of internal bolt in^ip discussed Add 1 info 
will be forwarded 

TAYLOR. J H Babcock 6 Wilco* Co 83/04/ U DEYOUNG, iR C 
Director's Office. Office of I risp ec I; i on and Enforcement 5pp 
10625 205 24X Fiche 50-000,03/05^19.0305260309 


— 8303260313 Updated deficiency rept re ccie barrel belting ultrasonic 
test indications Dolts visually inapfetfed Haiiline crack at 
shank tc head junction indicated Rapaii plans dependent on 
results of lower core barrel insp 

TAYLOR, J H Babcock 6 Wilco* Co 83/04/22 DE/OUNG. R C 
Director's Office. Of-flce of Inspection and Enforcement 3pp 
10623 210 24X Fiche 30-000.83/05/19 83052603C9 


0305270115 PNS-V-03-007 on 030520, uih 1 1 o performing security dutUs. 
upon approaching truck being of f t oad ed. securi ty officer 
observed individual throwing .article ir.tu cab Investigation 
revealed cocaine in small glass cor.tdinet Police notified 
SCHAEFER. D W , NORDERHAUG, L ft Region 5. Office of Director 
03/05/23 Ip 18630 i69 24X Fiche 30-31 2. 83/05/23, 0303270 1 i 5 


DOCKET 30-313 ARKANSAS NUCLEAR ONE. UNIT I 
F Security, medical, emergency 6 fire piolectian plans 


0305200326 Forwards list of emeigency response open items for which 
no written response required Opuii items lesulting from 
recent emergency exercise will bo reflected in future rept 
MARSHALL. J R Arkansas Power 6 Light Co 83/04/05 COLLINS, U T 
Region 4. Office of Director 2pp I&316 300 24X 

Fiche 50-3 1 3, 03/04/00. G305200326 


8304270424 Releases public version of rc.ised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 83/04/22 Document 

Management Branch Ip 10244 027 ^*4^ Fiche 50-313.83/04/22. 

0304270424 


—8304270426 Forwards public version of levised emergency plan 
implementing proc edures# me 1 ud i ng Piocedures 1 , 2 ?, 6 r e 
assignment of personnel to emergency irsponse organi la tlon. 
notifications 6 emergency response c ti s • i espec tivcly 
MARSHALL, J n Arkansas Power 8# Light Co 83/04/05 COLLlHS.^f T 
Region 4. Office of Director Ip 18P44 020 a4X 
Fiche 50-313,03/04/22.0304270424 


—030427042/ Public version of revised emergency plan implementing 
procbdui es, inc lud ing Procedures 1,2 V 6 re assignment of 
personnel to emergency response organi la t ion. rioti f 1 cat i ons & 
emergency response c trs. respec t i ve 1 y 

* Arkansas Power t# Light Co 83/03/07 86pp 10244 029 24X 

Fiche 90-313. 03/04/22.0304270424 


8305060573 Releases public version of revised emergency plan 
Implementing procedures 

FELTON# J h Division of Rules and Retord^ B3/04/25 Document 
Management Branch ]p 18359 190 24X Fiche 50-313,83/04/25. 

8305060373 


—0305060503 Forwards public version of leviscd E.iiorgency Plan 
Implementing Procedures 1904 06 re ladiologual plume 
tracking t# dose integration 1904 06 protective action 
recommendations 

» Arkansas Power «< Light Co 83/04/14 NRC - No Detailed 
Affiliation Given Ip 10339 I9l 24X Fiche 50-313.83/04/25. 
0305060373 


— 0305060591 Public version of revised Fmeigency Plan Imp 1 ament Irig 
Procedures 1904 06 re rad ioleg ic.^ 1 plu/iio tracking U dose 
integiatlon 6 1904 07 re protective action i ec ommendat i ons 
LEVINE. J M Arkansas Power t# Light Co 83/04/14 Bpp 
18359 i92 24X Fiche 50-313,83/04/25.0305060375 


8305110193 Forwards Amends 70 ^ 44 to Licenses DPR-51 I* NPF -61 
respectively 6 notice of Issuanco % avaiiabiliLy Amends 
change Tech Bpecs to require audit of emergency programs 
security plan at frequency of at least otico per 12 months 
CLARK. R A Operating Reactors Branch -,1 83/04/39 CRIFFIN, J 

Arkansas Power %t Light Co 4pp 18434 262 24 X 

Fiche 30-313,03/04/29,8305110193 


—0305110199 Amends 78 6 44 to Licenses DPR-51 *y NPF-6. res p ac 1 1 ve I y # 
Changing Tech Specs to require annual audits gf emergency 
programs i< security plan 

CLARK. R A Operating Reactors Branch 3 03/04/29 9pp 

10434 266 24X Fiche 50-313.83/04/29.8305110193 
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— 03051 lOi^OS of issuance 7* availability of AniendS 76 Jc 44 to 

Licences DPR-51 K NPF-ti re« p j*ct i vp I y 

CLARKrR A Operating Reactors Diaoch 3 03/04/2'? 3pp 

13434 275 24X Flche 50-313, B'l/04/.i'?. 83051 10193 


B3O514O3Q0 Releases public version of revised nuv 1 ear confctnyency plan 
procedures 

PEL TOM, J W Division of Rules and Records 83/05/02 Docuftient 

Management Branch Ip 1B462 334 24/ Fiche 50-313, B3/05/02p 

63051 £>0288 


— a305l£i0?90 Foruords public version of revised Nuclear Contingency Plan 
Procedures l , 2. 3, 5, 6, 7. 8, 9. 12, 13, 14 1 15 M/o enc 1 

MARSHALL. J R Arkansas Pouier h Light Co 02/04/05 CQLLIldSrJ T 
Region 4. Office of Directoi Ip 18462 333 24X 

Fiche 50-313,03/05/02.8305160293 


8305110034 Generic Ltr Q3'’2l to all Licensees of operating reactors, 
applicants for OLs 6 holders of CPs le clarification of 
access ta control procedures for lau er r orcemerit visits 
Svc list end 

EiSENHLIT, D G Division of Licensing 8J/05/11 Consolidated 

Edison Co of New Vorl. Inc I6pp ]054O Q'?5 24X 

Pi Che 5D~000. 83 /OS/ il. 63051 10034 


8305170677 Forwards eiempbion from Section MJ L l of App R to 10CFR50 
r e i^ut retnents to achieve cold shwt-dawn within 72 h w/o use of 
offsite power 

6T0LZ, J F Operating Reactors Branch 4 B3y-05/ll GRIFFIN, J M 

Arkansas Powei 1, Light Co 3pp 18496 321 24X 

Fiche 50-313, 03/05/11,8305170677 


-~03O5I7O685 E'zentptiDn from Section IT! 1 1 to App R to (OCFRSO 

r et^uirements to achieve cold «hutdawn wibhin 72 h w/0 use of 
offsite power 

ElSEf/HUTiD Q Division of licencing 83/05/11 Arkansas Power 

6 Light Co 5pp 18496 324 24X Fiche 50-313,83/05/11, 

8305170677 


S3051S0161 Informs that NUflEG-0737, Item. IIJ A 2 1. "Emergency 
preparedness. Upgrade Emergency plana to App E, I0CFR50, '* 
complete 

giOLZ, J F Operating Reactors Dranch 4 CLARK, R A Cporating 
Reactors Branch 3 83/05/11 ORIFFIN. J M Arkansas Power & Light 

Co 3pp 18502346 24X Fiche 50-313,03/05/11,3305160161 


H General correspondence 


830524O13'9 Advises that correspondence distribution to Region IV will 
be modified to original plus three copies, per 0 Johnson 
red.9«»t 

MARSHALL, J R Arkansas Power 6 Light Co 03/04/22 SEIDLE, N C 
Region 4. Office of Director Ip 1B34B 334 24X 

Flchp 50-313,03/04/22,830524 0139 


J Insurance {< indemnity informatib-n 


8305090421 Forwards NELIA If MAELU Certificates of Insurance to coatply 
u/tOCPRSO 54iij Submittals from 830331 6 0422 misinterpreted 
to comply W/I0CFR140 i 140 1 5a 

MARSHALL, J ft Arkansas Power f* Light Co 83/05/03 ST0L2,J F 
Operating Reactors Branch 4 COLLINS, J T Region 4, Office of 
Director DINJT7, I NftC - No Detailed Affilialior, Given 6pp 
10363 06S 24X Fiche 50-313.83/05/03,0305090421 


8305190363 Forwards NELIA ^ MACLU secondai y financial ps'otection 
Certificates of insurance 40 A 60, r espect i veLy, for CV03, 
per IGCFR14& I5<a> 

MARSHALL, J R Arkansas Power A Light Co 03/05/11 DIMITZ, I 
Antitrust ti Economic analgsie Sr.«nch (Utility Finance) 4Spp 
10500 030 24X FiCha 50-313, 03/05/ M , 9305 190363 


p Operating license stage docu,Tients 5 c at reipondsnc e 


6305230364 Forwards cost info associated w/bac k f 1 tting nuclear units, 
per JL Maulden B30224 commitment 

MARSHALL, J I? Arkansas Power 6 Light Co 03/03/11 TGURTELLOTTE, J 
Regulatory Reform Task Force Upp 18346 234 21X 

Fiche 50-310.03/03/11,0305230364 


8303240480 Forwards “Structural Evaluation 0 F Af? Nuclear One-Umt 1 
t/nit 2 Spent Fuel Storage Facility for Consolidated Fuel 
Storage " 

MARSHALL, J R Arkansas Power Light Co 63/03/22 3T0LZ. J F 
Operating Reactor* Dranch 4 CLARK, R A Operating Reactors Dranch 
3 Ip 17678 109 24X Fiche 50-313,83/03/22.0303240480 


- -8303240497 "Structural Evalueitlon of AH Nuclear One-Unit 1 Spent Fuel 
Storage Facility for Consolicfated Fuel Storage " 

STURKEY, J J . DALLARD, T A Structural Dynamics Research Corp 
APL-Ol-014 B3/01/1S 74pp 17678 110 24X 

Flcbe 50-313,83/03/22,0303240400 


— 0303240495 "Structural Evaluation of Arkansas Nuclear Dne-Uhit 2 Spent 
Fuel Storage Facility for Consolidated Fuel Storage " 

8TURKCY, J J , DALLARD, T A Structural Dynamics Research Corp 
APU-02-013 B2/n/24 75pp 17670 191 24X 

Fiche 50-313.83/03/32,8303240480 


8305230720 Foruards list of utils responding td requests for cost 
figures on backfltting 

TOURTELLDTTE, J Regulatory Reform Task Force 83/04/11 
PALLADUJD, N J , GILINSKY. V , AHEARNE, J F Commissioners 2pp 
18542 372 24X Fiche 50-000,83/04/11.8305230720 


0305090147 Forwards Amend 77 to License DPR-5J , safety evaluation 6 
notice of issuance 6 availability Amend revises language for 
Tech Spec re inservlce insp requirements for Class 1, 2 & 3 
components 

STDLZrJ F Operating Reactors Dranch 4 83/04/18 GRIFFIN. J M 

Arkansas Power «c Light Co 4pp 18367 266 24X 

Fiche 50-313,83/04/16,8305090147 


— 8305090154 Amend 77 to License DPR-31, revis ing language of Tech Specs 
re inservice insp requirements for Class i,2 6 3 components 
to conform w/codes ?« Std Rule 10CFR50 53a 
STOLZ, JF Operating Reactors Dranch 4 83/04/lB 7pp 

IS367 270 24X Fiche 30-313,83/04/18,8305090147 


— 8305090160 Safety evaluation supporting Amend 77 to License DPR-51 
o Office of Nuclear Reactor Regulation, Director 83/04/10 
lOpp 18367 277 24X Fiche 50-313,83/04/10,8305090147 


—6209200375 "AR Nuclear One Unit 1 Tnservice Insp Program," technical 
evaluation rept 

* Science Applications, Inc NRC-03-82-096 SA I- 1 86-020-39 
32/09/17 Nftc - NO Detailed Affiliation Owen 16pp 

18367 287 24X Fiche 50-313.83/04/18,0305090147 


— 8305090179 Notice of issuance t< availability of Amend 77 to License 
DPR-51 

STQLZ, J F Operating Reactors Branch 4 83/04/18 Spp 

10367 304 24X Fiche 50-313.83/04/18,0305090147 


6303200541 Forwards revised schedule for completion of licensing 
procedures upgrade, per regulatory response 6 commitment 
control program. Delay due to continuing support requirements 
for Unit I outage Upgrade to be completed by 830527 
MARSHALL. J R Arkansas Power ?c Light Co 83/04/25 COLLINS, J T 
Region 4. Office of Director 2pp 10514 264 24X 

Fiche 50-313,83/04/23,8305200541 


8305110625 Forwards corrected Pages 6 13 to safety evaluation 

supporting Amends 76 1. 43 to Licenses DPR-51 ?< NPF-6, 
respectively 

ST0L2. J F Operating Reactors Dranch 4 CLARK, R A Operating 
Reactors Branch 3 33/04/27 GRIFFIN, J M Arkansas Power ^ Light 

Co 2pp 18417 357 24X Fiche 50-313.83/04/27,8305110625 


--8305I10626 Corrected Pages 8 £, 15 to safety evaluation supporting 
Amends 76 S, 43 to Licenses DPR-51 fr MPF-6, respec t i vely 
♦ Office of Nuclear Reactor Regulation, Director 83/04/27 2pp 
18417 359 34X Fiche 50-313,83/04/27,8305110625 


8303050125 Ack receipt of 830427 ltr u/c orrec tloos to safety evaluation 
for proposed spent fuel pool storage eipanslan Statement 15 
•corrected to indicate divers will not be permitted to 
eiceed 1 rem whole body, per 830428 discussion w/G Visslng 
MARSHALL, J R Arkansas Power 8t Light Co 83/04/28 STOLZ, J F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3 Jp lB34i 347 34X Fiche 50-313,83/04/28,8305050123 


8305050216 Advises that responses to Items 2 8< 3 in NRC 030322 ltr re 
emergency feedwater sys will be submitted by 830530, per 
discussion u/(j Visslng Response to Item 1 or schedule for 
response will also be provided 

MARSHALL, J R Arkansas Power ?, Light Co 03/04/28 STOLZ, J R 
Operating Reactors Branch 4 Ip 18338 105 24X 

Fiche 50-313,83/04/28.8305050216 


8305090440 Forwards response to 830329 lequest for addl info re 
JUS t i f ic a tJ ons for continued operation for Category 1 0, 

II A IV items Previous response reviewed for necessary 
changes per Franklin Research Ctr evaluation 

MARSHALL, J R Arkansas Power & Light Co 03/04/28 8T0LZ, J F 
Operating Reactors Dranch 4 I28pp 18363 122 24X 

Fiche 50-313,83/04/28,8305090440 
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6305110193 Forwards Amends 70 it 44 to Licenses DPR-ai h ttPF^h> 
respectively t< notice issuance «< availability Amends 
change Tech Specs to reduire audit of emergency programs it 
security plan at frequency of at least once per months 
CLARK, R A Operating Reactors Drench 3 83/04/29 GRIFFINpO 

Arkansas Power Light Co 4pp 18434 2t>3 a4X 
FlchB 30-31 3i 83/04/29, B305 1 10193 


— 8305110199 Amends 78 it 44 to Licenses DPR-51 ^ NPF-Ai respec tl vely, 
changing Tech Specs to require annual <*udits of emergency 
programs it security plan 

CLARK, R A Operating Reactors Branch 3 83/04/29 9pp 

10434 366 24X Fiche 30-313,03/04/29,8303110193 


— B305110205 MotikC of Issuance i> availability of Amends 70 J!c 44 to 
Licenses DPR-91 & NPF- 6 / rcspec t 1 ve 1 y 

CLARK, R A Operating Reactors Branch 3 8J/04/P9 2pp 

10434 275 a4X Fiche 30-313,83/04/29,8303110193 


9303020433 Generic Ltr 83-19 to all power reactor t/ testing licensees 
re new procedures for providing public notice (.oncoming 
issuance of amends to OLs Gvc list end 

erSENHUT, D 0 Division of Licensing 93/05/02 Consolidated 
Edison Co of Ncu York, Int SOpp 10441 120 24X 

Fiche 30-000,83/05/02.8305020433 


6303060365 Notification of 030306 meeting u/Bt<W Owners Group in 
Bethesda, MD to discuss core barrel failure at Rancho Seco & 
Crystal River 3, future plans for resolving problem it 
justification for continued operation 

MINER, 8 Operating Reactors Branch 4 93/03/02 STOlZ, J 

Operating Reactors Branch 4 2pp 18333 092 24X 

Fiche 50-000. 83/03/02, 8303060363 


3305180304 Forteards Amends 79 (i 46 to Licenses DPR-Sl it NFF -61 
respec tlve ly, safety evaluation i< notice of issuance & 
availability Amends revise Tech Specs to require 
verification of leak testing of purge valves 

CLARK, R A Operating Reactors Branch 3 STDL2, J F Operating 
Reactors Branch 4 83/03/03 ORIFFIN, J Arkansas Power 6 Light Co 

3pp 10443 141 24X Fiche 50-313, 83/05/03. 8303120504 


—8305120306 Amends 79 it 46 to Licenses DPR-51 it NPF- 6 , r espac t Ivo ly . 
revising Tech Specs to require verification of leak rate 
testing of purge valves 

STDLZ.vl F Operating Reactors Branch 4 CLARK. R A Operating 
Reactors Branch 3 83/03/03 9pp 18443 i44 24X 

Fiche 30-313,83/03/03,8303120504 


— 0305120308 safety evaluation supporting Amends 79 46 to Licenses 

DPR~31 L NPF“ 6 i respec t Ivel y 

« Office of Nuclear Reactor Regulation, Director 83/03/03 3pp 
18443 133 24X Fiche 50-313,03/03/03.8305120504 


—9303120312 Notice of issuance & availability of Amends 79 & 46 to 
Licenses Dpn-5l S' NPF- 6 , respec tively 

TRAMMELL, C M Operating Reactors Branch 3 83/03/03 2pp 

10443 156 24X Fiche 50-313,83/05/03.0303120304 


B305090333 Foruiards responses to NRG 030406 loquest for add 1 Info re 
use of RADCAL gamma thermometer (ROT) for inadequate core 
cooling instrumentat ion RGT consists of sheathed 
tharmocoop lesi heater rod, core tube i jacket tube 

MARaHALL, J R Arkansas Power fc Light Co 03/03/04 EISENHUT. D 0 
Division of Licensing Bpp 18363 341 24X Fiche 50-313,83/03/04, 

0305090333 


0305100351 Corrects statement In 830320 1 esponse to NRC question* re 
precautions taken to mlnlmlie personnel exposuie to 
radiation during spent fuel storage expansion So I f-rcadlng 
dosimeters will be worn outside diving sultsinot Inside 
MARSHALL, J. R Arkansas Power ^ Light Co 03/05/04 STQLZ, T 
Operating Reactors Branch 4 CLARK* R A Operating Reactors Bianch 

3 Ip 18379 059 24X Fiche 30-313.83/03/04,0305100351 


0305100694 Forwards SER resolving Multi-Plant Action Item D-Od, 
"Reactor Vessel Overpressure Protection," as part of low 
temp overpressure mitigating sy* review Review of electrical 
instrumentation control aspects continuing 

fiTOLZ.JF Operating Reactors Branch 4 03/03/05 GRIFFIN, JM 

Arkansas Power i Light Co 2 pp 10905 192 24/ 

Fiche 50-313,03/03/03,9303100694 


—0305180743 Safety evaluation resolving Multi-Plant Action Item D-o4, 
"Reactor Vessel Overpressure Protection " 

a Office of Nuclear Reactor Regulation. Director 83/05/03 
lOpp 19303 194 24X Fiche 50-313,93/03/05.0303180694 


8305r300l9 Fdi wards Amend 00 to License rPR-3l , saf e ty evaluation it 
notice of Issuance 6 availability Amends levise Tech Specs 
re surveillance requirements of post iciibioned piestresscd 
concrete containment tendons W/o enris 

VI&SINC. G S Operating Reactors Branch 1 03'Ot"O5 GRIFFIN, J« 

Arkansas Power f. Light Co Ip 10941 362 24X 

Fiche 50 -3 1 3, 03/03/05, 63052300 1 9 


0303090659 Generic Ltr 03-20 tr, all oper^linq reacto; licensees ^ 
holders of CPs ia integrated scheduling tot imp I ..meiita t ion 
of plant mods Sve list end 

EISENHUT,!) G Division of Licensing 03/05/09 Consolidated 

Edison Co of New York. Inc I 6 pp lUo,’7 J 53 24 k 

Fiche 50-000, 83/05/09, 0305090639 


030310084? Notifies of unaccep tab t 1 1 ty of delay of proposed Tech Specs 
re snubber surveillance in order to include ANSI Std.ANSI/ 

ASME OMT-1982. "Exam if Performance Testing of Nuclear Power 
Plant Oyitamics Restraints (Snubbers! " Std n(>t adopted 
8T0LZ, J F Operating Reactors Branth 4 CLARK, R A Operating 
Reactors Branch 3 83/05/09 GRIFFIN, J M Arkansas Power i Light 

Co 2pp 10506 024 24X Fiche 50-313- 83/05/09, 0305160849 


6305170632 Forwards list of current unresnUed issues for radiological 
effluent Tech Specs remaining as result of 830622-24 
meetings Final submittal requested within 30 days 
CLARK, R A Operating Reactors Branch 3 SIOLZ. J h Operating 
Reactors Branch 4 83/05/10 GRIFFIN, J M r^rkansas Power t ( ight 

Co 7pp 10497 001 24X Fiche 30-313,03/05/10,8303170622 


0303230120 Forwards SFR supporting licensee compliance iu/N'UREG-073/, 
Item II 1) 2 2, "Required Plant Mods," 6 design review of 
plant shielding requirements For access to vital areas 
CLARK. R A Operating Reactors Branch 3 STQUZ.U F Operating 
Reactors Branch 4 83/Ob/ll CRlFFlfi. J fi Arkansas Power 4 Light 
Co 2pp 18546 349 24/ Ficho 50-313.03/05/11.8305230128 


— 0305230145 Safety evaluation supporting licensee compliance 
w/NUREG-0737, 1 tern JI D 2, "Design Review of Plant Shielding 
Access to Vital Areas " 

* Office of Nuclear Reactor Regulation, Director 83/05/11 2pp 
10346 351 24X Fiche 30-313. 03/05. I 1 , 03053301 28 


8303240399 Discusses 030315 commitment to provide results of B&W 
supplemental FCC3 calculations addtessing impact oi cladding 
models presented in NUREO-0630, "Results of Bounding 
Analysis " Revised NUREO-0630 being prepared by OirtJ 
MARSHALL. J R Arkansas Powei ! Light Cg 03/05/18 STQLZ.J F 
Operating Reactors Branch 4 2pp 18571 042 24x 

Fiche 30-313.83/03/10,8303240399 


0305270065 Forwards list of electrical equipment important to safety 6 
schedule for qualification piovlsions or leplacement af 
remaining equ 1 pment. per 10CFR30 49 Aging-related maint/ 
surveillance requirements will tre addressed by NRG deadline 
MARSHALL, 3 R Arkansas Power t> Light Co 83/05/20 GTOLZ, J k 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Uianch 
3 27pp 10638 252 24X Fiche 30-313, 8 1/03/20, 03O5P7OO6S 


Q Inspection reports, IC Bulletins ^ con .^spondance 


6212060303 IC Info Notice 83-14, "Oewatfi ed SpenU lun Exchange Resin 
Susceptibility to Exothermic Chemical RGOciicn “ 6 vc list 
enc 1 

TAYLOR, U N Division of Safeguards 6 Inspection Prflqrains (Post 
030103) 03/03/21 Consolidated Edison Co of Now York, Itie 

Iiapp 10300 319 24X Fiche 50-000, 8 J/03/P1, 921 20603&3 


6304130143 Forwards l£ Insp Repts 50-313/61-03 7. 50-3p8/e3-03 on 
630201-29 notice of violation 

SEIDLE.W C Region 4, Office of DirrLtor 83/03/30 GRIFFIN, J M 
Arkansas Power f< Light Co 2pp 1/903 226 24 < 

Fiche 50-313. 03/03/30. 0304150143 


—8304150147 Notice of violation fro, it Jnsp on 030201-28 

* Region 4, Office of Director 03/03/30 3pp l'/9e3 228 24X 

Fiche 50-313,03/03/30,0304130143 


—8304130154 IE Insp Repts 30-313/03-03 t 50 368/83-03 on 830201-20 
Noncomp 1 iance noted failure to adhere to requirements of 
refueling shuffle procedure, use of unappioved info sources 
U required verification signatures missing 

CALLAN.L j , CUMMINS, J £ , JOHNSON, « 0 Region 4, Office Of 

Director 83/03/24 iOpp 17983 23l 24X Fiche 50-313,03/03/30. 

6304150143 


8305100346 Forwards IE Insp Repts 50-3 1 3 '63-04 6 50-360/^3-04 on 
830314-18 notice of violation 

8E1DLE, W C Region 4, Oftico of pirectoi 83/04/14 GRIFFIN. J M 

Arkansas Power & Light Co 2 pp 10379 019 24X 

Fiche 50-313.63/04/14,0305100346 
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— B305100353 Not ice of '/lolation fto^n in^P on a30314-18 

♦ Rollon 4, Office of Dir&ctor fl^/0■^/14 2pp 16379 021 24X 

Fjche 50 -*310, 03/04/ t 4, 8305100348 


— 03O31OO3A1 IE Insp Repts 50-313/83-04 50-3frB/83-04 on B30314-1Q 

Noncomp Mance noted failure to conduct de&ign ctiarige revieub 
b'lj offsite engineering- group & fallwirf to fotlo«i> procedure 
re foims Libed In closeout of design change paclages 
J/^UDON. J P - NURPHY^rt E i JOHNSON, W E Region 4> Office of 
Director 83/04/12 tOpp 18379 023 24)C Fiche 50-31 3, B3/04/ 1 4. 

8305100349 


6303040021 IE Info Notice 33-21. 'Detective Emergencg Use Respirator " 
Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness t- Engineering 
Response ^Post B30103J 83/04/15 Consa I j-datod Edison Co of Neu 

York, rnc ia6pp 1B435 l55 2451 Fiche 50-000.03/04/15-8303040031 


830509014/ FoTuards Amend 77 to License CPR-5t, sa retg evaliratlon 5 
notice of issuance ft availabiJity Amend i evises language for 
Tech Spec re inservice Insp requirements for Class 1»2 U 3 
components 

STOL^iJ F Operating Reactors Oranch 4 63/04/13 OfllFFIN,J H 

Arkansas Pouter i, Light Co 4pp 183^)-7 966 34)( 

Fiche 50-313. 63/04/13, B303090147 


— 8303090154 Amend 77 to Licervse DPR-31 , r dvi 5 i ng language of Tech Specs 
re inserylce insp result aments far Class 1 , 2 3 components 

to conform u/lOdes It Std Rule 10CFR50 33a 
STOLZ. J F Operating Reactors Dranch 4 03/04/16 7pp 

1B367 270 S4X Fiche 30-313,83/04/18.6305090147 


— B30S09016O Safety evaluation supporting Amend 77 to License DPR-5I 
* Office of Nuclear Reactor Regulation.. Director 83/04/IB 
lOpp 1Q367 277 24X Fiche 50-313-63/04/16.6305070147 


— 8209200375 "AR Nuclear One Unit 1 Inservice Insp Program.'' technical 
evaluation rept 

* Science Applications. Inc nRC - 03-02-096 SAl- 185-023-39 

02/09/17 NRC - No Detailed Affillatian Given I6pp 
18367 2B7 J4K Fiche 50-313.03/04/18.8305090147 


— 03OSO9O179 Notice or issuance availability of Amend 77 to License 
DPR-31 

S10L2.J F Operating Reactors Blanch 4 83/04/18 2pp 

18367 304 24X Fiche 30-310-03/04/19,0305090147 


a30304002j IE Info Notice 63-22. "nWR Saf ety/Rel lef Vatve Failures '' 
8vc list end 

tiCRDANiL L Division of Enrergency Preparedness it Engineering 
Response iPost 8301031 63/04/22 Consolidated Edison Co of Neu 

York- Inc JlSpp 18383039 24X Fiche 50-000.83/04/22.8303040023 


0303040025 IE Info Notice 83-23. "1 nopei ab 1 e Containment Atmosphere 

Sensing Sys '' Sve list end 

JORDAN. F L Division of Emergency Prepai edness V Engineering 
Response (Post B30t03) 83/04/25 CansolidAted Edison Co of Neu 

Vort. Inc Il9pp 18391 29l 24X Fiche 50-000,83/04/23,8303040025 


0305030325 Ac k receipt of 630324 Ifcr informing NBC of steps taken to 
correct violations noted Ln lE Insp Ropts SO-313/63-01 it 
50-369/83-01 

SEIDLE. W C Region 4, Office of Directoi 83/04/27 GRIFFIN. J M 
Arkansas Power it tight Cp ip IB277 044 24X 

Fiche 50-313.33^04/27,6305030325 


--9305030331 Responds to NRC 83021/ Itr to violations noted in IE Jnsp 
Repts 50-313/83-01 it 50-363/63-01 Corrective actions revised 
proceduiie incorporating three sample reqiri i ement s into Step 
7 2 4 L provided proper training for applicable personnel 
marshal L.J R Arkansas Power it Light Co 83/03/24 6E1DLE.W C 
Region 4. Office of Director 3pp 1B297 045 24X 

Fiche 50-313,83/04/27.6305030325 


0303040026- IE info Notice 03-24, "Loose Parts In Beco-ndary Side of 
Steam Generators at PWRs Svt list end 

JORDAN, E L Division of Emergency Prepairdness Engineering 
Response fPosfc 030103} 83/04/28 Consol: Ida ted Edison Co of Nbu 

York. Jnc il5pp 19382 04 7 24X Fiche 50-000, 83/04/28. 8303040026 


8303040037 IE Info Notice 03-25. "Standby Gus Treatment Sgs Heater High 
Temp Trap Setpoint Ai} 4 uifcmeint " Sve list end 
JORDAN. E L Division of Emergency Preparedness i Engineering 
Response (Post 0^01031 83/04/28 Consolidated Edison Co of Metu 

York, me ilBpp 18392 165 24X Fiche 50-000*83/04/28,8303040027 


8305020436 Forwards tE Insi) Rept 50-3i;i/ 83-06 on 830301-31 & notice of 
violation 

KELLY, J A Region 4, Office of Director 63/04/28 Region 4, 

Off lee of Director Ip 19284 03J 24X Fiche 50-313.03/04/28, 

8309020436 


—8303020445 Forwards IE Insp Repts 30-313 83-06 6 50-368/03-06 on 
830301-31 ^ notice of violation Notice of violation 
withheld <ref lOCFRa 7901 

SEIDLE.M C Region 4. Office of Director 83/04/18 GRIFFIN, J M 
Arkansas Power & Light Co 2pp 10P84 032 24X 

Fiche 50-313,83/04/20.8305020436 


6303040028 lE Info Notice 83-26, ^'Failure of Sa f e t y /Re 1 i e f Valve 
Discharge Line Vacuum Breakers " Sve list enc I 
JPROAM, E L Division of Emergency Preparedness Engineering 
Response (Post 8301031 83/05/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Fiche 50-000,83/05/03,8303040028 


8303040030 IE Info Notice 63-27. "Operational Response to Events 
Cancern-ing Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN, E L Division of Emergency Prepai edness t Engineering 
Response (Post B30!03> 83/05/04 Consolidated Edison Co of New 

York, Inc Il2pp 18302 285 24X Fiche 50-000.83/05/04,8303040030 


0303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommenda t i ens for General E/nergencies " Sve list encl 
JORDAN, F L Division of Emergency Preparedness i> Engineering 

Response (Poet 8301031 83/05/04 Consolidated Edison Co of New 

York, Inc J t9pp 18441 001 24X Fiche 50-000,83/05/04.0303040031 


8303040033 IE Info Hotice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/05/06 Consolidated Edison Co of Naur 

York, Inc llDpp 10523 240 24X Fiche 50-000.83/03/06,9303040033 


0305130449 Ack receipt of 630406 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-313/02-36 & 
50-360/82-37 

seiOLE, H C Region 4r Office of Director 03/03/06 GRIFFIN. J M 
Arkansas Poiuer & Light Co 2pp 19431 072 24X 

Fiche 50-313,83/05/06,8305120443 


— 0303120451 Responds to NRC 830309 Itr re violations noted in IE Insp 
Repts 50-313/02-36 4« 50-360/03-37 Corrective actions Form 
1609 GlOA re calculatlpn of rrvax permissible concentration 
revised! to require health physics supervisor signature 
MARSHALL, J R Arkansas Power & Light CP 83/04/06 SElOLE, N C 
Region 4. Office of Director 4pp 10431 074 24 X 

Fiche 50-313. B3/05/06i 0305120445 


0309230337 Forwards IE Insp Repts 50-313/83-07 I< 50-360/83-07 on 
□30410-22 No fioncompl 1 anc e noted 

SElDLErW C Region 4, Office of Director 03/05/06 GRIFFIN, J M 

Arkansas Power V Light Co 2pp 18538 296 24X 

Fiche 50-313,03/09/06,8309230337 


—8309230346 IE Insp Repts 90-313/03-07 it 50-360/03-07 on 030410-22 No 
noncompUance noted rtajor areas inspected test experiment 
i procurement programs *« rec e Ip t, storage 6 handling of 
equipment I. matls program 

JAUD0N.jp . JOHNSON.U D Region 4. Office of Director 83/05/03 
6pp 1053B 258 24X Fiche 30-313,03/05/06.0309230337 


□303040034 IE Info Notice 83-30. "Misapplication of Generic Emergency 
Operating Procedures (EOPi Guidelines " Svc list end 
JORDAN, E L Division of Emeigency Prepar edness ^ Engineering 
Response tPost 830103> 03/05/11 Consolidated Edison Co of New 

York. Inc I I4pp 1S524-003 S4X Fiche 50-000. 83/05/1 1 , 0303040034 


8305170991 Discusses ^ Impl icatlons of indications on upper core barrel 
bolts discovered during ultrasonic exams Replacement of 
seven affected bolts not necessary Restart of facility may 
proceed u/o undue risk to public 

MARSHALL, JR Arkansas Pauier it Light Co 83/09/11 STOLZ, J F 
Operating Reactors Dranch 4 4pp 18467 023 24X 

Fiehe 50-313.03/05/11,8309170551 


0305200313 Ack receipt of 030427 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/83-02 S. 
90-360/83-02 

aeiDLE.W C Region 4, Office of Director 03/09/13 GRIFFIN, J M 
Arkansas Power i Light Co 2pp 18917 056 24X 

Fiche 50-313,83/05/13,8309200313 


— 8305200319 Responds to NRC 830325 Itr re violations noted in IE Insp 
Repts 50-313/03-02 ?< S0-3&8/83-02 Corrective actions 
administrative controls i mp lamented to provide adequate 
procedural cantroLs re safety-related equipment 

MARSHALL, J R Arkansas Power it Light Co 83/04/27 SEIDLE, H C 
Region 4, Office of Director 4pp 18517 050 24X 

Fiche 50-313.83/03/13.0305200313 
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0303830014 Support* r««t«rt of f«c i Utyt b««Bd on 830311 Itr r* reiult* 
of insp 0 # 120 upp«r cor* barrftl bolt* tt lUbieqUBnt 
vvaluabion of uppor cor* barr*! bolt iiiua Retponalbl 1 Itg 
for l*fu* traniforrad to NRR 

STOLZf J F Oparating Raactori Branch 4 83/03/13 CAVANAUOH« W 

Artania* Powtr a. Light Co Ip 18348 23t 24X 

Fi e h • . 30-313. 83/03/13. 9303S300 1 4. 


8303040040 IE Info Notica 83-31. *'Error in ADLPlPE CoAPUtar Program,'* 
8vc lift and 

JORDAN. E L. Divitlon of Emargancg Praparadnat* Si Englnaaring 
Ratpont* (PoRt 830103). 83/03/19. Con«olidat*d £difon-Co of Nau 

Yort. Inc 114pp 18697 009. 24X Ficha 30-000.83/03/19.8303040040 


8303240049 Ach racaipt of 830302 Itr informing NRC of ttapa taican to 
corraet violation* notad in IE In«p Rapt* 30-313/83-03 St 
30-3AQ/B3-03 Addl info ra ordar/taquahca Si tamporarg 
placamant of fual actamblia* raquaatad 

BEXDLE.W C Raglon 4. Off let of Diractor 83/03/19 ORlPFINi J H 
Arkania* Poyar Si Light Go Spp 18349 123 24X 

c h a • 30-31 3. 83/03/ 1 9. 8303240049 


— S303240034 ftttipond* to NRC 830330 Itr ra violation* notad in IE Inip 
Rapt* 50-313/83-03 St 30-368/83-03 Corractiv* action*' 
praetdur* 1000.36. "Control of Hl»callaneou* Info Sourca*. " 
ravi«wad w/par«onnal bg dapt haad* to aftabliih compllanca. 
KAR6HALL. J. R. Arkanca* Pouir (< Light Co 83/03/02 SEIDLE. N. C. 
Raglon 4# Offica of Diractor. 6pp 18349*127 24X 

Flch#* 50-313. 83/05/19. 8305240049 


0303310194 Ack racaipt of 830312 Itr Informing NRC of atap* takan to 
corffct violation* notad In IE In«p Rapt* 30-313/83-04 ti 
50-368/83-04. 

fiElDLE.H.C. Raglon 4. Offica of Diractor 83/03/25. ORIFFINjJ.H 
Ar.kan«a* Powar a< Light Co ip. 18638. 132 24X 

Ficha { 30-313. 83/03/25. 8305310194. 


— 6)305310199 Rtipond* to NRC 830414 Itr ra violation* notad in IE tn*P 
Rapt* 30-313/83-04 ti 30-368/83-04, Corractiv# action*:Rav 3 
to OA topical rapt. raf Ifctlng da«lgn actlvitg changa*.uill 
ba fubmittad for approval bg 830610 

MARSHALL. J ft Arkania* Powar Si Light Co. 83/05/12 8EIDLE.N, C, 
Raglon 4i Offica of Diractor. Spp 18658.133 24X 

FU h a 50-3 1 3. 83/03/25. 83053 10194 


8303040046 IE Info Notica 83-33. "Nonrapraoontatlva Sampling of 
Contaminatttd oil " Bve li*t and. 

liORDAN.E, L. Division of EMtrg*ncg Praparsdna** Si Englnaaring 
Aatponsa (Post 830103). 83/05/26 Consol idatad Edison Co of Nau 

York. Inc. 8 Northaa«t Otilitia* earvlca Co 114pp 18647:007. 

a4X rUha: 50-000. 83/03/26. 8303040046, 


R, Ptrlodlc oparatlng raport* i< ralatad corraspondtnea 


8303040453 Forward* last intaka Impingamant data for Har 1983 ET8 
4.1.2 1(2) rtporting raqolramant dalatad.ptr Amands 72 St 40 
contalnad in 930311 Itr. 

KAR8HALL.J. ft Arkansas Powar Si Light Co. 83/04/29 8T0LZ.J,F. 
Oparatlng ftaactors Branch 4. Ip. 10322:131. 24X 

Ficha: 90-313. 83/04/29. 8303040493. 


— 8303040499 Intaka impingamant data for Nar 1983. 

• Arkansas Powar l< Light Co 83/04/21 llpp 18322:132. 34X 

Ficha* 30-313. 83/04/29. B3030#0433 


B, Raportabla occurranca*. LER* Si ralatad corraspondtnea 


8305200449 Forwards NPDE8 noncompl ianca rapt. par Parmlt AR0001392 
HAASHALLp J, R. Arkansas Powar St Light Co. 83/04/04. COLLINS, xl. T. 
Raglon 4. Off lea of Diractor. ip 18516: 109. 24X 

Ficha: 90-313. 83/04/04. 8303200449. 


— 8303200451 NPDE8 noncompllanca rapt: on 830323. d 1 sc ovartd oil St grtasa 
cohcantrationf from Outfall 003 arctadad Parmlt AR000i392 
1 Imlts. Gausad bg startup activltla* on Unit l.ftav of 
oparatlng procadura* balng considarad to pravant racurranca. 
CAVANAOOH.N. Arkansas Powar St Light Co. 83/03/30. MH ITT I NOTON. D. 

ROglon 4. Offica of Diractor 2pp, 18516:110. 24X 

FUha: 90-313. 83/04/04. 8305200445. 


8305230573 Forward* anginaarlng avaluatlon rspt. ’'Crack* It Lsak* in 
SsmII Diamatar Piping. " 

BROUN. E.J. Raactor Oparations Analgsts Branch. 83/04/19. 
8&YFRIT.K. V Raactor Oparations Analysis Branch. tp. 18341*342 
24X Fieha.90-000. 83/04/19. 8305230373 


—8309230619 ’'Crack* Si Lsak* in Small Dlaisatar Piping.” anginaarlng 
avaluation rapt. Small pipa Itaks aasoclatad w/unanticipatad 
vibration problan# raquira addl tupport* or rarouting of 
piping. 

BROWN.E, J, Raactor Oparations Analgsl* Branch, 83/04/19. 9pp. 
1894 1 ; 343. 24 X Ficha* 50-000. 83/04/19. 8305230973. 


S309260260 NPDES noncompl lanes notification on 830413. routina analysis 
ravaalad avirage oil Si grsasa conesntrati on of 25 mg/l b 
pollutant load of 27 9 lb par day Caused bg bsaring failurt 
on turblns fitoring rspalrad U/830426 Itr 

ORlFFINiJ . MARSHALL. J ft Arkania* Powar St Light Co S3/04/20 
COLLINS. J T Roglon 4. Office of Diractor WHITTINGTON. D, 
Envlronmanfcal Protaction Agancy 3pp 18629 074 24X 

Ficha 50-313, 83/04/20. 8305260260 


0305030303 Forward* LER 83-009 /03L-0 

NAftSHALL. J R Arkaniai Powar Sc Light Co 03/04/23. SEIDUE. W, C. 
Raglon 4. Offica of Director Ip 183-06 239 24X 

Ficha* 30-313, 83/04/23. 8305030383 


—8309030390 LER 83-009/03L-0 on 030409. during hot shutdown after 
refueling outage, dtieovarad that nonqualified diaphragm was 
usad to repair pratture twitch P8-7303 in standby hydrogen 
purge sga Qualified pressure switch obtained Si Installed 
ROGERS. P Arkansas Power 6 Light Co 83/04/29 Region 4. 
Office of Director 2pp 18306 260 24X Flche 50-313.83/04/23. 

8303030385 


8305060452 Forward* LER 83-005/03L-0 

MARSHALL. J R Arkansae Power Si Light Cc. 83/04/25 8E1DLE. W C 
Region 4, Office of Director. Ip 18348 068 24X 

Ficha 50-313.03/04/25.8305060492 


— 0309060494 LER a3-005/03L-0' on 030320. motor* for *vc watar pump* P-4B 
6 P-4C observed to have upper oil reservoir piping altered 
Caused by Initallation of oil drain to facilitate draining 
oil from upper oil riisrvolr 

ROGERS. P Arkanea* Power ti Light Co 83/04/25 Region 4. 

Office of Director Ip 10348 069 24X Flche. 90-313. 03/04/25. 

8305060452 


0305200490 NPDES noncompllancc notlf icati on: on 830413. samp 1« from 
□utfalL 003. oily water separator, reveal ed average oil Si 
grease concentration of 25 mg/1 Si pollutant load at 27 9 
lbs per day. Caused by bearing failure on Unit 1 turbine 
MARSHALL. J R Arkansa* Power & Light Co 03/04/26 COLLINS. J.T 
Raglon 4. Office of Director 3pp 18514 036 24)( 

Flche: 50-313. 83/04/26. 8305200490 


8305120414 Forwards LER 83-010/03L-0 

MARSHALL. J R. Arkansas Power Si Light Co 83/05/02 BEIDLE.U C, 
Raglon 4* Office of Director Ip, 18434 095 24X 

Flche 90-313.03/09/02.8305120414 


— 0305120418 LER 03-O1O/O3L-O On 030409. out b oar d bearing temp for «team 
driven emergency feedwater pump P-74 exceeded limits Caused 
by improperly set balance drum clearance during maint 
Balance drum clearance* rtsst. 

ROGERS. P Arkansas Power 6 Light Go 83/05/02 Region 4. 

Office of Diractor. Ip 18434:096 84X Piehe, 90-313. 83/09/02. 

8309120414. 


DOCKET 90-319 DONALD C. COOK NUCLEAR POWER PLANT. UNIT 1 


F Security, medical, emergency 6 fire protection plans 


8309170270 Rev 4 to PMP 2000 EPP. 008i ''Initiating Manning of Emergancy 
Response Facilltlet 6 Calling Off-Duty Plant Personnel ” 
e Indiana Si Michigan Electric Co 83/04/19. 13pp 10463 167. 24X 

FI Che * 30-31 3. 83/04/19. B30317027D 


—0305170274 Replacement pages, to PKP 2001. EPP. 027. "Unit Vent Emergincy 
Release Rate Determination ” 

a Indiana Si Michigan Electric Go 03/04/29. 7pp. 18463:100. 

24X Flche. 50-315.83/04/19. B30917O270 


8309040299 Releases public version of temporary change to rev to App B. 
hosp aisistanc* plan 

FELTON. J.M, Division of Rules and Record's 83/04/25. Document 
Hanagament Branch Ip 18326 347 24X Flche 90-315.03/04/23. 

0309040299. 


—6309040263 Forwards public version of Temporary Change 1 to Rev 4 to 
App B. hosp assistance plan. 

# Indiana St Michigan Electric Go. 83/04/i3. 0R1ME8.B, NRG - No 

Detailed Affiliation Given. tp 10326.’ 34B. 24X 

Flche: 90-319. 03/04/29, 8309040299 


— 8309040260 Public version of Temporary Chang# 1 to Rev 4 to App B. 
hosp assistance plan 

a Indiana S< Michigan Electric Go. 83/04/13. 4pp. 10326:349 
24X Flche* 90-315. 03/04/25. 8309040259. 
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fi30S12OL0e Forwards f«« r» revleui o# slternats ».af# s^utdelun capability 
p»r l0CFfll70 22 h 830331 application 

ALEXICHpM P Amorlcan Electric Pouor Service Corp S3/09/0& 

OENTONi H R Office of fivcloar Reactor Re^ii lat 1 orii Director 
DIC03. R H me - Mo Detailed Affiliation aiven 2pp 18423 043 
24X Flcbe 50»3l3.B3/05/06r 8305120108 


8305240302 Forwards lE Imp Repti 50-315/83-04 St 50-31 A/e3~05 on 
830213-0331 Si notice of violation 

SHAFCH.MD Region 3, Office of Director 83/05/06 DOLAN, J E 
AKtrlcan Electric Pouer Service Carp DOLAN, J E Indiana !< mcMgan , 
Electric Co 2pp 10549 126 24 X FI c he. 50-315, 83/03/ 06, 8305240302 


— 8305040382 Notice of Issuance Si availability of Amenda 72 li 94 to 
Licensee DPR-58 Si DPR-74# respectively , 

VAROA, 9 A OparatJnj Reactors Branch I 03/04/29* 2pp* 

18326 331 24X Flche 50-319, 83/04/S3i 8303040394 


8303030297 Responds to 621209 Itr rei^uestlng comments on 8cl#fi-c« 

Appl Icatlons, Inc draft final rept, *‘V<alue~Impact Analysis 
of Recommendation ra 8team Oenerator Tube Degradations Si 
Rupture Events** (Generic Ltr 82-32) 

HERiNGiR F American Electric Power Service Corp B3/04/26- 
DENTONi H R Office of Nuclear Reactor Regulation, Director. 7pp. 
18300 039 24X Flche 90-313,83/04/26,8305030297 


—0303240309 IE Insp Repts 30-315/83-04 h 90-316/83-09 on 830215-0331 
Noncompl lance noted failure to complete Tech Spec 
surveillance & to establish fire watch Jn timely manner 
SWANSON, E.R , 01/ERY, N E , SOYD, D C Region 3. Office of Director 
83/09/06 llpp 10948 130 24X FI ch e 50-313* 83/03/06, 0309240302 


8305040649 Requests review of responses to 8ER for environ 
qualification equipment items for which justl f icatlon for 
continued operation not previously submitted, 

VARGA, 8 A Operating Reactors Branch I 83/04/27, DOLAN i J 

Indiana Si Michigan Electric Co 3pp 10336:272 24X 

Flche. 30-31 5, 83/04/27, 8305040649 


6309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants fop OLs & holders of CPs ra clar i f icatl on of 
access to control proceduras for lau enforcement visits 
3vc lilt end 

EISENHUT,0 0 Division of Licensing 63/03/11 Consolidated 
Edison Co of New Vorl, Inc t6pp 18540 093 24X 

Flche: 50-000, 63/09/ 1 1 . 83091 J 0034 


8309030919 Advises that separate Iodine particulate sampling sys 
installed it temporary mods performed on vent monitoring sgs, 
per NRC 830314 order re NUREG-0737, Item 1 1. F. 1, Attachment 2, 

Unit 1 syt operational. Unit 2 sys will be completed shortly 
ALEXICHjM P American Electric Power Service Corp 83/04/29 
OENTONiH R Office of Nuclear Reactor Regulation, Director 2pp 
18299*326 24X Flche 90-319,03/04/29,8309030919 


8309180745 Informs that NUR £0-0737, I tarn III A 2 1. "Emergency 
Preparedneis-Opgrade Emergency Plans to App E. 10CFR50, ** 
completed Item closed 

♦ Operating Reactors Branch t 83/05/13 DOLAN.J Indiana & 
Michigan Electric Co 2pp. 18906 045 24X Fi che: 50-319, 03/09/13, 

8309180749 


6305200456 Forwards FEKA svaluetion of prompt notification sys proposed 
for Warreni Dunes state Park Proposed sys adequate to warn 
lOOX of surrounding population Sys will be examined by 
NRC during neat emergency preparedness insp 

HIND, J A Division of Radiological & Materials Safety Pragrams 
83/09/20 BOUTHWOOD, R J Hlchigan, State of. Ip 18913.001 24X 

Flche 50-319,83/05/20,8309200430 


-8305200465 Responds to 821213 ltr re potential inadequacies of public 
notification sys at Warren Dunes State Park in event of 
nuclear emergency Based on info provided, proposed sys would 
be adequate to warn surrounding population 

ANDERSON, J T Federal Emergency Management Agency 83/04/01 
KEPPLER, J 0 Region 3, Office of Director 3pp 18513 002 24X 

Flche 90-319,83/08/20,8305200450 


J Insurance l< indemnity Infomatlon 


B30SJ6002S Forwards Endorsement 57 to NELIA Policy NF-206 ft Endorsement 
46 to MAELU Policy NF-79^ 

BWKLE8, J Marsh tc McLennan, Inc 83/04/26 8ALTZMAN, J Assistant 
Director for State le Licensee Relations 3pp 18452 356 24X 

Flche 50-315, 83/04/28. 8305160026 


B30SG204S3 Generic Ltr 03-19 to all power reactor U testing llctneats 
re new procedures for providing public notice concerning 
Issuance of amends to OLs, Sve list end. 

EIBENHUT, D 0 Division Of Licensing 83/09/02 Consolidated 
Edison Co. of New York, Inc 50pp. 18441 120 24X 

Flche* 50-000, 03/05/02, 0305020455. 


0309170711 Requests ref for assumptions & methodology used In 
estimating poit-acc ident radiation environs to complet* 
environ equipment qualification review. Discussion of socircs 
terms 6 containment type should be included 
VARGA, 8 A Operating Reactors Branch 1 83/05/02. DOLAN, J. 

Indiana 6 Michigan Electric Co 2pp 18496.256 24X 

Flche 50-315,03/05/02,0309170711 


8305090359 Requests submittal of Class I ti III fees for 811111 «i 
830225 applications for amend to Licenses DPR~58 it DPR-74 
re Tech Spec changet to reflect revised surveillance 
requirements for safety-related snubbcri 

DIGGS, R M License Fee Management Branch. 83/09/04 DOLAN* J. 
Indiana it Michigan Electric Co Ip, 18367,219 24X 

Fiche, 50-319,83/05/04, 8309090359 


8309170076 Forwards Amends 73 6 59 to Licenses DPR-90 & DPR-74, 
respectively, safety evaluation It notice of Issuance 6 
evel lability. Amends permits storage of Heitlnghouse 19x15 
f,?H*^***^ assemblies w/O enrichment to 4X U-239. 

WlOGINTONiD L Operating Reactors Branch I 83/09/04. DOLAN* J. 
Indiana & Michigan Electric Co 2pp 18495*166 24X 

Flche. 50-319,03/05/04, 0309170076 


P Operating license stage documents 6 correspondence 


8309230368 Forwards "Rept on DC Cook Nuclear Power Plant Backflttlng & 
Regulatory Impact Costs, ** providing cost analysis, per 030208 
request 

WHITE, M S American Electric Power Co . Inc 83/03/30 
TWRTELLQTTE, J Regulatory Reform Task Force 7pp IB944 396 24X 

Flche 50-315,83/03/30,8305230368 ^ 


8309230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTEL LOTTE, J Regulatory Reform. Task Force 83/04/11 
PALLADINDjN \t Commissioners 2pp 18542' 272 S4X 

Flche • 50-000, 63/04/1 1 , 8305230720 


8305040354 Forwards Amends 72 U 94 to Licenses DPR -50 i, DPR-74, 
respectively, safety evaluation & notice of Iseuance |< 
availability. Amends revise Tech Specs for oxygen content in 
waste decay tanks it correct 630207 Amends 69 it 91 

iridflnl^U'SAki Branch 1 83/04/29, DOLAN, J 

Indiana 6 Michigan Electric Co 2pp 18326 310 24K 

FI Che: 90-315. 83/04/29,6305040394 a4ii 


-8305040363 ^eitds 72 4 54 to Licenses DPR-BS it DPfl-74, reipectlvelu, 
revising Tech Specs for oxygen content in waste decay teJki ^ 
4 correcting 830207 Amends 69 4 91 ^ 

Ofiratlng Reactore Branch I 83/04/23 i6p». 

18326 312 24X Flche 90-315.63/04/29,0305040334 


Nutlear Reactor Regulation, Director 
18326.328 24X Flche 50-313,03/04/25,0309040334 


-03D917OO8O Amends 73 4 93 to Licenses DPR-58 4 DPR-74, respec tlve lu, 
permitting storage of Westlnghouse 15x13 optimised fuel 
estembllei w/U enrichment up to 4X U-239 

Op*T4tlng Reactors Branch 1 83/09/04 9pp. 

10495 169. 24X Fiche* 90-315, 03/09/04, 8309170076 


•valuetion supporting Amends 73 & 95 to Licensee 
OPR 38 4 DPR-74, respectively 

Nuclear Reactor Regulation, Director 83/05/04. 5po 
18495 170. 24X Flche* 50-313, 03/05/04, 0305170076 

— e309l70U2 Notice of issuance 4 availability of Amends 73 h 93 to 
Licensii DPR-50 4 DPR-74, respectlvily 

Operating Reactors Branch I 03/05/04. app. 

10493 103 24X Flche; 30-315, 03/05/04, 0305 1 7Q076, 

*''** I?**?" M '."'•".I* *7 * 4*, to Lic.n.o, 

^ nPR-74, respectively 4 Generic Ltr 03-07 complete, 
based on util negotiating w/DOE re disposal of high i.vel 
waste or spent nuclear fuel 

VARGA, 9 A Operating Reactors Branch 1 83/09/04, DOLAN. J 

Indiana 4 Michigan Electric Co 2pp 18905 076. 24X 

Fiche: 90-315, 83/03/04, B3051S0936 


ppereting reactor licensees Ic 
Fiche; 50-000, 03/05/09, 8305090699 ^ ^ 


83/04/29 3pp 
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S309160121 Application to Amend Licenses PPR-SS & DPR-74* add Ing Tech 
Spec Section 4 O 5 to incorpordte Inservlce Insp U testing 
p#q,ulreraenti of ASME Cod* Section XI Class HI fee for Unit 
1 «< Class I f«e for Unit 2 end 

HERiNOffi F Indiana & Michigan Electric Co a3/0»/io DENTON, H R 
Office of Nuclear Reactor Regulation. Director 4pp 1044B lOS 
24X Flche 50“3l5i 83/05/10* B3091AD121 


““0305 1601 26 Proposed Tech Spec Section 4 0 3, Incorporating Inservice 
Insp l( testing reciulrements of ASME code Section XI 
» Indiana Si Michigan Electric Co 83/03/10 3app 18448 109 
24X Flche 30-313,83/03/10,0303160121 


8305180838 Advises that Info provided in 821113 & 1214 Itrs re TUI 
Items II F 1 1 & II F 1 2 on particulate monitors resolved 
concerns Info acceptable 

VAROArS A Operating Reactors Branch 1 83/03/10 DOLAN, J 

Indiana Si Michigan Electric Co 2pp 18306 013 SAX 
riche 50-313.83/09/10,8303100838 


B303160104 Application for amend to License DPR-S8, proposing Tech Spec 
changes to allau Cycle 6 operation w/Nee tinghouse I3rl3 
optimised fuel assefflplits Approval requested by 830701 Class 
III fee transmitted by util 830207 1 tr 

HUNTER, R 8 Indiana & Michigan Electric Co 83/05/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 1S431 080 
24X Flche 30-319,83/09/11,8303160104 


— 9303160108 Proposed Tech Spec changes to allow Cycle 8 operation w/ 
Nestlnghouse ISids optimised fuel assemblies Supporting 
documentation end 

* Indiana & Michigan Electric Co 83/03/11 203pp 10431 083 

24X Flche 30-313,83/03/11,8303160104 


8303260201 Responds to NRC final role lOCFRSO 49 re electric 
equipment environ quel i f icatlon Right to amend response 
reserved until meeting w/NRC scheduled to resolve environ 
quel 1 f ication deficiencies 

HERINOfR F Indiana Si Michigan Electric Co 83/09/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 16pp 18629 320 
S4X Flche 30-319,83/03/2010303260231 


8303310088 Discusses plant-specific evaluation of relief U safety 
valves Si related discharge piping analysis per 820709 itr 
Teltdyne analysis revealed that discharge piping sys will be 
overloaded it supports stressed beyond allowable limits 
HUNTER, R Q Indiana 8i Michigan Electric Co 83/05/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 18698 069 
24X Flche 30-319,83/05/27,0309310088 


Q Inspection reports, IE Bulletins & correspondence 


B3D3200294 Forwards order imposing civil monetary penalties transmitted 
to licensee on 831014, for transmittal to Dfc of FR for 
publication N/o end. 

A X EUR AD, J A Director's Office, Office of Inspection and 

Enforcement 82/10/15 Docketing Services Branch Ip 
18916 271 24X FiChe 90-319,82/10/15,8309200294 


0212060389 IE Info Notice 03-14i ''Dewatered Spent Ion Exchange Resin 
Suiceptib i 1 1 ty to Exothermic Chemical Reaction " Sve list 
•ncl 

TAYLOR, J M. Division of Safeguards ^ Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Co of New York, Inc 

tlSpp 10300 319, 24X FiChe 30-000, 83/03/21. 0212060389 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 

6vc lilt end, 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Past 830103) 83/04/13 Consolidated Edison Co of New 

York, Inc 126pp 18435 199 24X Flche 90-000,03/04/19,8303040021 


B30902034T Forwards IE Insp Repts 90-313/83-01 & 90-316/93-01 on 
830117-21 ii 0217. No noncompl lance noted 

NORELIUS, C E, Division of Project & Resident Programs 83/04/19 
DOLAN, J E, American Electric Power Service Corp DOLAN, J E 
Indiana «i Michigan Electric Co 2pp 18274 094 24X 

FiChe. 50-319, 03/04/19, 8309020347 


*—8309020340 IE Insp Repts 30-319/03-01 & 90-316/83-01 on 030117-21 it 
0217 No noncompliance noted Major areas inspected QA/QC 
□ rganlzatlon 8i program work control s, des i gn controls ti 
control of contractor activities 

DUBRY.N I HELLER, J , HOLZMER, M Region 3, Office of Director 
83/04/14 Hpp. 1B274 096 g4X Pi c he. 90-313, 03/04/19, 8309020347 


0303040023 IE Info Notice 83-22, "BUIR Saf ety /Rel ief Valve Failures " 
Sve list end, 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Past 830103). 83/04/22 Consolidated Edison Co of New 

York, tnc. 112pp. 18383*089 24X Ftche 50-000,83/04/22,8303040023 


8303040025 IE Info Notice 03-23, ‘Inopereble Containment Atmosphere 
Sensing Sys " sve list end 

JORDAN, E L Division of Emergency preparedness Engineering 
Response (Post 830103) 83/04/23 Consolidated Edison Co of New 

York, Inc U9pp 18381 291 24X Fiche 50-000,83/04/23,8303040025 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PNRs " Sve list end 

JORDAN. E L Division of Emergency preparedness t Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York. Inc U3pp 16382 047 24X Flche 3D -(^00, 83/04/28. 8303040026 


0303040027 IE Info Notice 03-25, "Standby ©as Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " 6vc list enc I 
JORDAN, E L Division of Emei gency Proparednes s & Engineering 
Response (post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc U8pp 10382 165 24x Fiche 30-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-26, ''Failure of 8a f ety /Rel lef Valve 
Discharge Line Vacuum Breakers '* Sve list enc I 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (popt 830103) 83/03/03 Consolidated Edison Co of New 

York. Inc I22pp 18441 170 24X Fiche 30-000,83/09/03.8303040028 


8303040030 IE Info Notice 03-27, "Operational Response to Event* 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN, E L Division of Emergency PrepaiadniBss 6 Engineering 
Response (post 630103) B3/05/04 Consolidated Edison Co of New 

York. Inc liapp 18382 282 24X Fiche 50-000,83/03/04.0303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendatldns for General Emergencies " Sve list encl 
JORDAN, E L Division of Emergency Preparednass 6 Engineering 
Response iPost 830103) 83/03/04 Conso 1 1 da ted Edison Co of New 

York, Inc llVpp 18441 001 24X Flche 90-000,03/09/04.9303040031 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " 8vc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York, Inc ll9pp 10523 248 24X Fiche 50-000,83/05/06,9303040033 


8309240302 Forwards IE Insp Repts 50-319/83-04 fr 50-316/83-09 on 
83021 9'’'0331 St notice of violation 

SHAFER, H D Region 3, Office of Director 83/05/06 DDLAN, J E 
American Electric Power Service Corp DOLAN. J E Indiana U Michigan 
Electric Co 2pp 10548 126 2qx Flche 30-319,83/03/06,8305240302 


—8303240306 Notice of violation from insp on 030215-0331 

SHAFER, N 0 Region 3, Offico of Director 83/03/06 2pp 
10348 120 S4X Flche 50-319,83/03/06,8309240302 


—8303240309 IE Insp Repts 50-313/83-04 V 50-316/93-09 on 830213-0331 
Noncomp 1 lancQ noted failure to complete Tech Spec 
surveillance A to establish fire watch in timely manner 
SHAN30N. e R , DUORY, N E . BOYD, 0 C Region 3. Office of Director 
83/05/06 llpp 18948 130 24X Fiche 50-319.83/09/06,0309240302 


8305170409 Confirms arrangements for 830622 moBtlng in Olen Ellyn, IL 
to discuss 8ALP for facilities 

NORELIUS, C E Division of Project Resident Programs 83/09/09 
DOLAN, J £ American Electric Power Service Carp DOLAN, J E 
Indiana <i Michigan Electric Co (p 18470 068 24X 

Fiche 90-319.03/03/09,8305170489 


8305170303 Forwards addendum consisting of confirmatory measurements 
program data sheet for IE Insp Repts 50-319/82-21 Jc 
30-316/62-21 Info closes out open items (o comparison timlti 
of Sr-90 sample taken during 821113-19 insp 

PAPERIELLO. C J Region 3, Office of Director 83/05/09 DOLAN, J B 
American Electric Power Service Carp DOLAN, J E Indiana & 
Michigan Electric Co 3pp 18470 011 24X Flche 50-313,83/05/09, 

8305170903 


8309160121 Application to amarid Licenses DPR-9B U DPR-74, adding Tech 
8pec Section 4 O 5 to incorporate Inservlce insp 2, testing 
requirements of ASME Code Section Xf Class III fee for Unit 
1 &c Class I foB for Unit 2 end 

HERINO, R F Indiana 3< Michigan Electric Co 83/05/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 1B44B 109 
24X Fiche 50-319,83/09/10,8309160121 


— 8303160126 Proposed Tech Spec Section 4 0 3, incorporating iniervlce 
insp «i testing requirements of ASME Code Bection XI 
e Indiana li Michigan Electric Co 83/03/10 32pp 18448 i09 
24X Fiche 50-319.83/09/10,8305160121 
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B3030'10034 IE Info Notice 83-30. “Mtaa^jp I lea fc 1 on of Generic Emangelicg 
flpefafciJig Procedures (EOP) Guidelines '• Svt list end 
JO«DAN- C L Division of emergency Pj'epaT'ednass ft Englnaerin® 
Response CPost 830103] 83/OS/ll Consolidated Edison CD of Neu 

VoMc, Inc iHpp laS2d 003 34X Flche 50-000.83/03/11.8303040034 


830S240076 Ack receipt of 830420 itr int-or<nJng NPC nf dteps taken to 
correct violations noted In IE Insp Repts 30-313/83-02 & 

30-316/83-02 

8HAFEH.W 0 Region 3i Office of pi rector 83/03/17 DOLAN. J E 
American Electric Power Service Corp, dOLANi J>E Indiana Michigan 
Electric Co Ip 18548 328 24X Fldie 30-319.83/09/17.8303240078 


— a305'2400B6 Responds to NRC 830329 I tr re violations noted in JE Insp 
Repts 30-313/83-02 tt 80-316/03-02 Corrective action*' Itr 
reemphas 1 1 ing need to Insure testing u/approved procedure* 

«ent to all chenical section personnel 

HUNrER.R S Indiana U HUtigan Electric Co 83/04/20 

KEPPLER. J Q Region 3, Office of Director 2pp 18340 329 24X 

Fiche 50-313. 83/05/17.33052^0070 


8303040040 IE Info Notice 83-31. ''Errar xn ADLPIPE Computer Program ” 
Sve list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response iPost 030103) 83/05/19 Consolidated Edison Co of Neu 

Yrtrk. Inc ll4pp 18697 009 84X Plche 30-000.83/09/19.0303040040 


B303040046 IE Info Notice 83-33. "Nonrepresentativa Sampling of 
Contaminated Oil ” &vc list anc 1 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Past 830103> 83/09/26 Consolidated Edison Co. of Neu 

Yorkr Inc Ijdpp 18647 007 24X FUhe 50-000.83/09/26.8303040046 


R periodic operating reports 4. related correspondence 


8309090363 Advise* of sutmlttal of "Annual Environ Operating Rept 1902" 
under separate cover 

HER ING.R F Indiana it Michigan Electric Co. 83/09/03 DENTON. H R 
Office of Nuclear Reactor Regulation. Director ip 16363 360. 24X 

Fiche 90-3 J 9. 63/05/03 , 8309090363 


8309160094 Forward* "DC Cook Nuclear Plant Units i li 2 Annual Environ 
Operating Rep t. 1982 

HERlNO. R F Indiana t. Michigan Electric Ce 83/09/03 DENTON. M R 
Office of Nuclear Reactor Regulation. Director Ip 16493 300. 84X 

F fell a 90-315. 83/05/03.6 303 160054 


--8309160062 "DC Co-ok Nuclear Plant Units 1 tc 2 Annual Environ Operating 
Reptr 1982 " 

a Indiana 6 Michigan Electric Co « American Electric Power Co . 
Inc 03/05/03 939PP 18453 301 24X Ficha 50-315.83/09/03, 

030 51 60054 


S Reportable occurrance*. L6R* it related correspondence 


8303200126 Foruards updated LER e2-10)/01X-l 

SMITH. (i G Indiana U Michigan Electric Co 83/03/17 KEPPLER. J. 0 
Region 3. Office of Director Ip. 17706 392 24X 

Fiche: 30-315. 03/03/17. 0303200126 


— 8303280136 Updated LER B2-10f/01X-t on 02( 123. during lurva i 1 lance test, 
motor operated valve HMO-793 to west turblna driven 
auiillary feed pump would not open Caused by valve it exhaust 
fan for turbine driven auxiliary feed pump room malfunction 
PALMER. R A Indiana b Michigan Electric Co 83/03/17 Region 
3i Office of Director 2p 17706 353 24X Flcha 90-319.03/03/17. 

8303200126 


8309130097 Forwards LER 83-024 /03L-0 

SMITH. W C Indiana it Michigan Electric Co 03/04/19 KEPPLER.U Q 
Region 3. Off lea of Director Ip 18437 204 24X 

Fiche 50-319.83/04/19. 8309130097 


— 8305130101 LEr 03-O24/-O3L-O on 83031 7r dur ing normal oparatlon. Flra Door 
917 from- contractor access control to auxillarg tldg would 
not close properly Cauied by extended dead bolt lock 
preventing doers from closing Diad bolt removed 

JACaUES. P H Indiana It Michigan Electric Co 03/04/19 Region 
3. Office of Director- Ip 1 8437 289 24X Fiche 50-319.03/04/15. 

0309130097 


8309020141 Forwards LER 03-iO29/OiT~O 

SMlTKiM 0 Indiana U Michigan Electric Co B3/04/19 KEPPLER.J 0. 

Region 3. Office of Director Ip, 18204 064 24X 

F I c h e , 50-3 1 5, 83/04/ 1 9. 0303020141. 


—8305020131 LER 93-029/OiT-O on 030409. cable vault halon *V* failed tb 
meet design concentration* & declared inoperable Cause 
unknown Review of test data & sys review continuing 
JACOUES.P Indiana & Michigan Electric Co 83/04/19 Region 3. 
Office of Director ip 1B2B4 069 24X Fiche • 90-3t 9. 83/04/ 1 9. 

8309020141 


B305230973 Forwards engineering evaluation rept. "Cracks & Leaks in 
Small Diameter Piping " 

BRQNN. E J Reactor Operations Analysis Branch 63/04/19 
SEVER IT. K V. Reactor Operations Analysis Branch Ip 18941 342 
24X Fiche 90-000.83/04/19.0309230973 


— 6309230619 '‘Cracks & Leaks in Small Diameter Piping." engineering 
evaluation rapt Small pipe leaks essoclated u/unantlc ipated 
vibration problems require addi supports or rerouting of 
piping 

BROL'N. E J Reactor Operations Analysis Branch 03/04/19. 9p|> 

10941 343 24X Flch a' 90-000, 83/04/19. 8309230573, 


8309020440 RO on 030420, waste gas holdup sys exceeded oxygen b hydrogen 
llmite Cause not stated Proposed Tech Spec changes 
increasing oxygen concentration limit will be reviewed by 
630422 Followup rept will be submitted within 14 days. 

0HITH. N O Indiana & Michigan Electric Co 63/04/20. KEPPLER, J. 0 
Region 3, Office of Director ip 18263 091 24X 

Fiche 90-319.63/04/20.6305020440 


8309020299 Forwards LER B3-027/03L-0 

SMITH, N Q Indiana L Michigan Electric Co 83/04/22 KEPPLER.J 0, 

Region 3. Office of Director ip 10277 tl2 24X 
Fiche 90-315.63/04/22.6305020299 


—0305020312 LER 6 3-027/03 L-0' on 8301 11. AD diesel engine removed from 
SVC to repair minor fuel oil leak on front bank 
injector pump 9 Qasket replaced on pressure screw Engine 
returned to sve on 630112 

ROBINSON. D Indiana & Michigan Electric Co 03/04/22. Region 
3. Office of Director, 2pp 10277 113 24X Fiche* 90-319. 

63/04/22, 6309020299 


8309020317 Forward* LER 83-O26/03L-0 

SMITH. W 0 Indiana it Michigan Electric Co 83/04/22. KEPPLER. J. O. 

Region 3. Office of Director Ip 10277 173 24X 

Fiche 90-319.83/04/22,0309020317 


—3309020321 LER a3-026/03L-0 on 030324, dor ing QA audit on PMl-2a70, hole 
found in fire barrier penetration teal r-6l07 Cause unknown. 

Beal repaired 

ROBINSON. D Indiana it Michigan Electric Co 83/04/22. Region 
3, Office of Director Ip 10277’ 174 a4X Flchei 50-315. 83/04/22. 
6309020317 


6305060400 Forwards LERs S3-O2B/03L-0. a3-029/03L-0 it d3-030/03L-0 
SMITH. U 0 Indiana it Michigan Electric Co 03/04/29 KEPPLER.J Q 

Region 3, Office of Director Ip 10343 296. 24X 
Fiche 90-319. 63 /04/29.e 3090 60400 


— 6309060406 LER 83-028/0 3L-0 on 030331. after completion of surveillance 
test on solid state protection syi train A Sc review by malnt 
supervisor. sys declared inoperable to troubleshoot possible 
problem u/safetg injection reset time delay 

PALMER. R A Indiana & Michigan Electric Co. 83/04/29, Region 
3. Office of Director. 2pp 18343 267. 24X Flcht 90-319. 

63/04/29. 6309060400 


— 8309060411 LER B3-029/03L-0 on 630409. Control room access Fire Donr 412 
would not operate properly Caussd by extension rod being 
pulled loose from door frame shoe Shoe set screws replaced 
& extansibn rod reinstalled 

ROBINSON. D. Indiana & Michigan Electric Co 83/04/29 Region 
3, Office of Director, Ip 10343.209 24X Fiche’ 90-319. 03/04/29, 

6309060400 


— 6309060414 LER S3-030/03L-0 on 830402. while on tour, security guard 
discovered Diesel Room A8 cardox sys Isolated w/no one In 
room Caused by personnel error Operator Instructed on proper 
procedures for exiting carbon dioxide protected arsas. 

KRAUae.D F, Indiana it HlcMgan Electric Co 03/04/29 Region 
3. Office of Director. Ip. 18343.290 24X Fichet 90-319. 03/04/29, 

8309060400 


6305120396 Forwards LER 03-031 /03L-0. 

SMETH.W.O Indiana it Michigan Electric Co 83/09/04. KEPPLER, J. 0. 

Region 3r Office of Director. Ip 18431 027, 24X 
Fiche’ 50-319, 03/09/04.8309120396 
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---0303120399 LEfl a3'‘03l /03L-0 on 030*107. wh 1 1 e attempting to e*it upper 
containment outer door oP personnel airlock uould not open 
Caused by interlock cable being out of adjustment Cable 
rep lac cd 

CARTEAOHiP Indiana t« Michigan Electric Co B3/05/OA Region 
□ , Office of Director Ip 10431 020 24X Fiche 50-315,63/05/04, 

8303120396 


8305170441 Forwards LER B3-032/03L-0 

SMITH, W 0 Indiana «. Michigan Eiectiic Co 03/05/06 KEPPLER. J <5 
Region 3, Office of Director ip 18471 228 24X 

FiChe 50'3l9i 03/03/06, 0305170441 


— 8303170444 LER 03-O32/O3L-O on 030407. d ur i ng normal operation# OA insp 
of containment revealed several items of loose debris 6 
inadequately restrained items Items removed or properly 
secured 

CARTEAUX.P Indiana «< Michigan Electric Co 03/09/06 Region 
3, Office of Director ip 10471 229 24X Fiche 30-315,03/09/06, 

0305170441 


03O313O17B Forwards LER 03-O33/O3L-O 

SMITH# W 0 Indiana U Michigan Electric Co 03/03/09 KEPPLER. J O 

Region 3# Office df Director Ip 10439 360 24X 

Fiche 90-319# 83/03/09, 0303130178 


—8303130191 LER 83-033/03L-0 on 030409, dor i ng normal operation, fol lowing 
■daily routine particulate filter change on lower containment 
airborne moni tor# train D ERS-1400 failed to operate 
Cause unknown Plush channel cleared 

PALMER, R A Indiana 8< Michigan Electric Co 83/09/09 Region 
3, Office of Director 2pp 10439 361 24X Fiche 90-315# 

B3/OS/09# S309130178 


8305130206 RO on 830506# di scovered that chemical vol control sys 
holdup tanks not sampled in 12 h time period required when 
automatic gas analyzer inoperable Sample performed approx 
4-3 h late 

SMITH# W 0 Indiana 6 Michigan Electric Co 83/09/09 KEPPLCR, J 0 

Region 3. Office of Director ip 18439 357 24X 

Fiche 50-31 3< 03/05/09# 8309130206 


8305240329 LER 83-034/03L-0 on 830413, pyralarm detector alarmed 6 found 
unplugged) render Ing Fire Zone 4 detectors inoperable Caused 
by failure to plug in alarm after conduit installation 
Pyralarm reinstalled sys verified operable W/Q30513 Itr 
PIEHL.R H # SMITH. W 0 Indiana ti Michigan Electric Co 03/05/13 
I^EPPLERrJ 0 Region 3. Office of Director 2pp 10549 396 24X 

Fiche 90-315# 83/09/13# 0309240329 


0309240330 LER e3-035/O3L-0 on 8304 14, de 1 uge valves for instrument 
room purge exhaust 1-HV-clPX-l tt control room cleanup sys 
l-HV-ACRF-1 would not open upon actuation signal Caused by 
failure of time delay circuit boards H/630513 Itr 
PALMER. R, A . SMITH# W O Indiana 6 Michigan Electric Co 83/09/13 
KEPPLER#J 0 Region 3, Office of Director 3pp 18574 085 24X 

Fiche 90-319# 03/09/13, 0305240330 


83091240345 LER S3-036/03L-0 on 830410, eight charcoal filter fill hole 
Hovers on 12-HV-AFX Spent fuel storage pool exhaust 
ventilation sys found loose Caused by lack of procedure 
specifying correct mail New procedure written W/B30916 Itr 
ROBINSON# D . SMITH^W G Indiana b Michigan Electric Co 03/O9/i6 
WEPPLER.J 0 Region 3# Office of Director 2pp 10572 361 24X 

Fiche 90-315,83/09/16,8309240349 


0305240362 Forwards revised LCRs 82-ilO/03X-l t, 02-1U/O3X-1 

SMITH. W 0 Indiana Michigan Electric Co 83/09/16 KEPPLEfi# J 0 
Region 3# Office of Director Ip 10374 003 24X 

Fiche 90-315# 03/09/16# 0309240362 


—8303240370 Revised LER a2-llO/03X-l on 821230# while performing ICe 
condenser tour# intermed late deck door discovered frozen 
shut Cause of moisture unknown Ice removed Doors operable 
No further problems observed 

CAMP#M xi Indiana «< Michigan Electric Co 03/O9/i6 Region 3, 
Office of Director Ip 18974 004 a4X Fiche 90-319,03/09/16, 

B 309240362 


— 0309240374 Revised LER B2-1U/03X-1 an 021 109, dur ing normal operation, 
auxiliary cable vault experienced inadvertent carbon dioxide 
discharge Caused by isolation of main carbon dioxide tank 
Valve Isolating tank closed if main isolation reopened 
KRAUSE# D F Indiana 6 Michigan Electric Co 83/05/16 Region 
3, Office of Director 3pp 10974 005 24X Fiche 90-319, 

83/09/16# 8309240362 


e30'5270087 Updated LER 81-041/03X-1 on 01O*?O2# elec tr i cal ground traced 
to B train heaters from boron Injection tank Caused by 
burned-up heater element It associated power cable Heater it 
power cable replaced W/e303l9 Itr 

WiZNEfifD 0 , SMITH. W 0 Indiana it Michigan Electric Co 03/09/19 
KEPPLERiJ 0 Region 3. Office of Director 3pp 10638 183 24X 

Fiche 90-313,03/09/19,8305270087 


030527010/ L£R 63-037/OIT-O on 8304Jd>r I?-h grab sampling requirement 
gf Tech Specs not met Caused bi; individual attempting to 
TPpair hydrogen monitor unable to obleiin sampling at 
required time W/030919 itr 

palmer, R A smith. W O Indiana 1. tJavtric Co 83/09/19 

KEPPLER J G Region 3. Office of Director 3pp 10638 341 24X 

Fiche 30-315.03/05/19.0305270107 


8305270444 LER 83-03S/03L-0 on 630431 < dor ing normal opera 1 1 on, d e s i gn 
discrepancy m wiring discovered tn lowoi containment 
airborne monitor Train A Caused by voltage dips in wiring 
Wiring corrected V monitor returned to sve W/B30520 Itr 
PALMER. R A , SMITH, W 0 Indiana t- Michigan Flee trie Co 03/05/20 
KEPPLER. J 0 Region 3, Office of Director 3pp 10643 242 24X 

Fiche 50-315,83/09/20.0305270444 


DOCKET 30-316 DONALD C COOK NUCLEAR POWFR PLANT- UNIT 2 


F Security, medical# emergency A fite protection plans 


0305170270 Rev 4 to PMP 2080 EPP 008, ‘'Initiating Manning of Emergency 
Response facilities 6 Calling Off-Duty Plant Personnel “ 

^ Indiana ?< Michigan Electric Co 83/04/19 13pp 16463 167 24X 

Fiche 50-315,03/04/19,0309170270 


— 8309170274 Replacement pages# to PMP 2001 FFP 02/, “Unit Vent Emergency 
Release Rato Determination " 

* Indiana A tllchlgan Etectrlc Co BJ/04/29 7pp 18463 180 
24X Fiche 50-319.63/04/19,0305170270 


6305040299 Releases public version of temporary change to rev to App D, 
hosp assistance plan 

FELTON, J M Division of Rules and Records 03/04/25 Document 
Management Branch Ip 10326 347 ?4X Fiche 90-315,63/04/25, 

8303040259 


—0305040263 Forwards public version of Temporary Change 1 to Rev 4 to 
App B,ho6p assistance plan 

* Indiana A Michigan Electric Co 83/04/13 ORIMES. 0 NRC - No 
Detailed Affiliation Given ip 10326 340 a4X 
Fiche 50-319,03/04/29,8305040259 


>0309040260 Public version of Temporal y Change 1 fen Rev 4 to App 8, 
hosp assistance plan 

* Indiana L Michigan Electric Co 83/04/13 App 18326 349 
24X Fiche 50-315,83/04/25,0305040259 


0309120100 Forwards fee re review of alternate safe shutdown capability 
per 10CFR17O 22 V 030331 application 

AUEXTCH, M P American Electric Poiuar Service Corp 83/05/06 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
DIGGS. R M NRC - No Detailed Affiliation Given 2pp JB423 043 
24X Fiche 50 319.03/09/06,0305120106 


0305240302 Forwards IE Insp Repts 90~3$9/flJ-04 i> 5O-J16/03-O3 on 
030219-0331 t« notice of violation 

SHAFER. M D Region 3, Office of Dn84.tqi B3/OS/06 DOLAN, J E 
American Electric Power Service Corp rpp 10548 226 a4X 
Fiche 90-315,03/09/06.8305240302 


— 0309240306 Notice of violation from insp on 630215-0331 

BHAFER.W D Region 3, Office of Director 83/09/06 2pp 
10940 i20 24X Fiche 50-315,03/09/06.8309240302 


—0309240309 IE Insp Repts 90-315/03-04 A *10-316/63-05 on 830215-0331 
Noncomp 1 lance noted failure to complete lech Spec 
survelllanco tc to establish fire uatcli in timely tnaniier 
SWANSON, E R Region 3, Office of Dirertor 83/09/06 llpp 
10948 130 24X Fiche 90-319,83/09/06.0309240302 


6309110034 Generic Ltr 83-21 to all licensees ot opeiatlng reactors# 
applicants for OLs !, holders of CPs re c lar 1 Pi catl on of 
access to contiol proceduies for law enforcement visits 
Sve list end 

EISENHUT, D 0 Division of Licensing 03/09/11 Consolidated 

Edison Co of New York, Inc 16pp 10540 095 24X 

Fiche 90-000,03/09/11,0309110034 


0303100749 Informs that NUREO -0737, I tom III A 2 i, "Emergency 
Preparedness, Upgrade Emergency Plans to App E, 10CFR5O, ♦’ 
completed Item dosed 

a Operating Reactors Branch I 03/05/13 DOLAN, J Ind iana A 
Michigan Electric Co 2pp 18506 049 24X Fiche 50-319,03/09/13, 

0309100749 
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B30520045I3 f^Drudrds FCMA evaluation of prompt notificatian ays proposed 
■for Wan &n Dures State Park Proposed sys adequate to uarn 
SOO'4 at surrounding population Sys uiiil he ekaminetf by 
NfiC during neurt emeryencg preparedness map 

HIN[>< J A Division of Radiological % Materiala Safety Pfograflis 
83^05/20 SQUTKWGOD- R J Michigan. State of Ip 10513 001 24X 

Ficfte 30“3 I 5. 63/03/20. B30S200438 


— 83052004*5 Responds to B21213 Itr re potential inadequacies of public 
notification sys at Marren Dunes State Park in event of 
nuclear emergency Based on info provi ded. proposed eys iilould 
be adeq^uate to uarn surrounding papulation 

ANDERSDN/ J T Federal Emergancy Management Agency 03/04/01 
KEPPLER^J G Region 3/ Office of Director 3pp 18913 OOP S4X 
Fiche 50-315,03/05/20.6305200430 


J Insurance 1 indemnity infornation 


03051.6002* Foruards Endoriffnent 57 to RELIA Policy NF-206 5 Endorsement 
46 to MAELU Policy KF-79 

buckles j Marsh ^ McLennan. Inc 03/04/28 SALT2MArv. j Assistant 
Director for State h Licensee Relations 3pp 13458 396 24X 

Fiche 50-3J5. C3/04/2&. B305160026 


P -Operating license stage documents S' e orresp ondence 


B3O523O3&0 Foruiards "Rept on DC Cook Nuclear Power Plant Backfitting 6 
Regulatory Impact Costs, " providing cost ana 1 ysis , p er 030206 
request 

WHITE, W S American Electric Fouer Co . Inc 03/03/30 
TOURTELIOTTE, J Regulatory Reform laal Force 7pp 10544 336 24X 

Fichfr 90-315, 03/03/30. B30923&36a 


6305230720 Foruiards list of utils responding to requests for cost 
figures on backfitting 

TOURTELLOTTE, J Regulatory Reform Task Force B3/04/11 
PALLADINO N 3 Commissioners Spp 18542 272 2AV. 

Fiche 30-000, 03/04/1 1, 8309830720 


B305040354 Forwards Amends 72 & 54 to Licenses 0PR-9B & DPR-74, 
r espec 1 1 vely., sa f ety evaluation & notice of issuance & 
availability Amends revise Tech Specs for oiygen content in 
waste decay tanks & correct 830207 Amends 69 S, 51 
HlGOrMTON. DL Operating React-ors Branch 1 B3/04/2S DOLAN. J 

Indiana i, Michigan Electric Co 2pp 10386 310 84X 

Fiche 30-315.03/04/25,0305040354 


--8305040363 Amends 72 t, 54 to Licenses DPft-5B it DPR-74# resp ecti ve ly . 
reviling Tech Specs for oxygen content in waste decay tanks 
t* correcting B30207 Amends 69 & 51 

VARGA. S A Operating Reactors Branch I 03/04/25 16pp 
18326 312 24k Fiche 50-315,63/04/23.8305040334 


— G30S04G374 Safety evaluation supporting Amends 72 it 54 to Licenses 
DPR-38 ^ OPR-7'4, respec tive 1 y 

# Office of Nuclear Reactor fiegulatian, Director 33/04/85 3pp 
1B326 33B 24X Fiche 30-3 1 5. B3/04/25. 6305040334 


--03O5O4O3B2 Notice of issuance I availability of Amends 72 a, 34 to 
Licenses DPR-S0 ■& DPR-74, respect! ve I y 

VARQA S A Operating Reactors Branch 1 B3/04/33 2pp 

18326 331 24X Fiche 90-315.03/04/85.6305040354 


0305030857 Responds to 021209 Itr reque»tirig cemments on Science 
Ap p 1 ica t i ons. t nc draft fin^l rept, ''Value-Impact Analysis 
of Racommendat 1 pn re Steam Generator Tube Degradations 
Rupture Events" tOenerlc Ltr 82-381 

HERINO.R F American Electric power Service Corp 83/04/26 
DENTON. H R Office of Nuclear Reactor Regulation. Director 7pp 
IB300 039 24/ Fiche 50-3 1 5, 83/04/26. 8303030237 


0305040649 Requests review of responses to SEB for environ 
qual if ication equipment Items for which justification for 
continued operation not previuusly submitted 

VARGA. S A Operating Reactors Branch 1 03/04/27 DOLAN, vf 

Indiana 6 Michigan Electric Co 3pp 10336 275 84X 

Fiche 30-313. 83/04 /a? . B3 030406 4 7 


6305030919 Advises that separate ledine particulate sampling s^s 
Installed ?« temporary mods performed on vent monitoring sysr 
per tiRC 630314 order re NUREG-0737. Item fj F I, Attachment 2 
Unit I sys operational Unit 2 sys will be completed shortly 
ALEXICH. M P American Electric Power Bervice Corf 83/04/29 
DENTON. H R Office of Nuclear Reactor Regulation. Director 5pp 
10295 326 24X Fiche 50-319.83/04/29.8303030519 


830S02O455 Generic Ltr B3-19 to all power reactor ?, testing licensees 
re new procedures- for providing public notice concerning 
Issuance of amends to OLs Sve list end 

EISENHUT,DG Division of Licensing 03/03/02 Censoiidated 

Edison Cq of Nau York, Tnc 50pp IB441 120 24X 

Fiche 90-000. 83/05/03, 03090204 95 


Q305170711 Requests ref for assumptions h methodology used 10 
estitnating past-accident radiation environs to complete 
environ equipmient qual i f 1 cat i on review Discussion of source 
terms 6 containment type should be included 

VAROA, S A Operating Reactors Branch I 03/03/02 DOLAN, J 
Indiana 6 Michigan Electric Co 2pp 10476 256 24X 

Fiche 50-315,03/05/02,8305170711 


6309160814 Requests addl info re Mercord pressure swi tch, Inc ltd ing 
details of functional verification during testing Info 
requested within 45 days of receipt of ltr 

VARGA. 5 A Operating Reactors Branch 1 83/05/02 DOLAN, J 

Indiana it fUchlgan Electric Co 2pp 18505 354 24X 

Fiche 50-316,83/05/02,0305100814 


0305090359 Requests submittal of Class I 6 U1 fees for 811111 Sc 
030239 applications for amand to Licenses DPR-58 & DPR-74 
re Tech Spec changes to reflect revised surveillance 
requirements for saf a ty-ra lat ed snubbers 

DIGGS, R N License Fee Management Branch 83/09/04 DQLAN< ^ 
Indiana 6 Michigan Electric Co Ip 18367 219 24X 

Fiche 90-319,83/05/04.8305090399 


8305170076 rarwarffs Amends 73 8. 59 to Licenses DPR-3a i, DPH-74. 
respectively, safety evaluation it notice of issuance & 
availability Amends permits storage of Wostlnghouse 15*19 
optimiied fuel assemblies w/U enrichment to 47, U-239 
WlGGINTBN. D L Operating Reactors Branch 1 83/09/04 DOLAN. J 

Indiana b Michigan Electric Co 2pp 18499 166 24X 

Fiche 50-319. 83/03/04, S305I 70076 


— 0309170000 Amends 73 4^ 93 to Licenses DPR-58 & DPR-74, respec tl ve I y. 
permitting storage o-f Mestinghouse 15*J5 optimiied fuel 
assemblies w/u enrichment up to 4'/J U-239 
VARGA. S A Operating Reactors Branch 1 03/05/04 9pp 

18495 169 34X Fiche 30-315,83/03/04,8309170076 


-0305170109 Safety evaluation supporting Amends 73 it 55 to Licenses 
DPR-9B b OPR- 74. respectively 

» Qffice of Nuclear Reactor Regulation, Director 83/03/04 9pp 
18499 i7B 24X Ftche 50-*3I 5, 03/05/04. 8303170076 


-a3'09l7<M 12 Notice of issuance & availability of Amends 73 t< 95 to 
Licenses DPR-sa & OPR-74, resp ec fri vely 

VARGA, S A Operating Reactors Branch I 83/05/04 Spp 
13499 183 24X Fiche 50-315. 03/09/04.8305170076 


83091B0536 Advises that action required by Amends 67 4- 49 to Licenses 
DPR-90 it DPR-74, respec tiVfrl y U Generic Ltr 83-07 complete, 
based on util negotiating w/DOE re disposal of high level 
waste or spent nuclear fuel 

VARGA, S A Operating Reactors Branch i 03/05/04 DOLAN, J 
Indiana 6 Michigan Electric Co 2pp 18505 076 24X 

Ftche 50-315,83/09/04, 0305180536 


83-09090659 Generic Ltr 83-20 to all operating reactor licensees 8< 
holders of CPs re integrated scheduling for imp lementati on 
of plant mods Sve list end 

ElSENHUr, D G Division of Licensing 03/05/09 Consolidated 
Edison Co Dp New York. Inc 16pp 18627 193 24X 

Fiche 50-000.83/05/09,8305090659 


8305160121 Application to amend Licenses DPR-90 «. DPR-74, add Ing Tech 
Spec Section 4 O 3 to incorporate inservlce insp & testing 
requirements of asME Code Section XI Class HI fee for Unit 
1 Class I fee for Unit 2 oncl 

HERIMGrR r Indiana Michigan Electric Co 03/09/10 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 10448 105. 
24X Fiche 90-315, 03/05/10, 8303160121 


■8305160126 Proposed Tech Spec Section 4 0 3. incorporating Inservlce 
insp Zt testing requirements of ASME Code Section XI 
e Indiana & Jlichigan Electric Co 03/09/10 32pp 18449 109 
24X Fiche 50-315,83/03/10,8305160121 


8305180838 Advises that info provided in 021U3 it 1214 Itrs re TMI 
Items I J F 1 1 a, 1 1 F 1 2 on particulate monitors resolved 
concerns Info acceptable 

VARGA. S A Operating Reactors Branch 1 83/05/10 DOLAN. J 

Indiana & Michigan Electric Co 2pp 18306 013 24X 

Fiche 30-313,83/05/10.8303180038 


0305260283 Responds to NRC final rule tOCFRSO 49 re electric 
equipment environ qualification Right to amend response 
reserved until meeting w/NRC scheduled to resolve environ 
qual i f Icati on daflciencles 

HERING, R F Indiana 4 Michigan Electric Co 83/05/20 DENTON. H H 
Office of Nuclear Reactor Regulation. Oirectar 16pp 18623 320 
24X Fiche 50-315,83/05/20.0305260281 
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03OS31OO83 Oi&Cusse^ p 1 dht-spec i f i c evi^luation of relief X« safet(| 
valv«i & related discharge piping analg^is per 820709 1 tr 
Teledyne analysis revealed that discharge piping sys uill he 
overloaded f( supports stressed beyond alloufable limits 
HUMTERfR 3 Indiana ^ Michigan Electric Co B3/05/27 OEMTOMi H R 
Office of Nuclear Reactor Regulation. Director 2pp lO&sa 063 
aflX Flche 90-315,03/05/27.8305310088 


Q Inipection reports. IE Dulletins «< correspondence 


B305200294 Forwards order imposing civil monetary penalties transmitted 
to licensee on 821014. for transmittal to Qfc of FR for 
publication W/o end 

AXEURADj J A Director's Office. Office of Inspection and 
Enforcement 82/10/15 Docketing L Services Oianch Ip 
1B516 271 24X Flche 30-315,02/10/15.0305200294 


8212060365 IE Info Notice 03-14, “Deuatei ed Spent Ion Exchange Resin 
6-utceptlb i 1 1 ty to Exothermic Chemical Reactinn " Svc list 
• nci 

TATLPRr J M Division of Safeguards Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of Now Yorit, Inc 

ll2pp 18308 319 g4X Fiche 30-000.03/03/21,0212060385 


330524030^ rorwards IP Insp Repts 90-315/81-04 6 50-J16/G3-03 on 
830215-0331 notice of violation 

SHAFER, W t> Region 3. Office of Diiectoi 83''03/06 DOLAN, J C 
American Electric Power Servivs Cqrp DOLAN. J E Indiana fc Michigan 
Electric Co 2pp 185^8 S26 24X Fit he 50-311, 83/09/06, 0303240302 


--8305240306 Notice of violation from ii^sp on BJ0215-0331 

SHAFER IJ D Region 3. Office of Director 83/05/06 2p p 
19548 120 ?4X Fiche 30-319. 03/05/06. B305240302 


— 9305240309 IE Insp Repts 50-315/83-04 6 50-316/83-05 on 030215-0331 
Noncomp 1 ) anc e noted failure to complete Tocb Spec 
surveillance 6 to establish fire watch in timoly manner 
StrfANBON, E R , DUDRY , N C < DOVD. DC Region 3. Office of Direct or 
83/09/06 lipp 18548 130 24XFjche 90-31 5. G3/05 /06, n3Q52403a2 


8305170485 Confirms arrangements for 83062^ enootlng in Qlen Ellyn, IL 
to discuss &ALP for facllltiee 

W0REi*tU5,C 6 Division of Project 6 Resident Programs 83/05/09 
DOLAN, J E American Electric Powoi Service Corp DOLAN. J C 
Indiana & Michigan Electric Co ip 18470 060 24X 

Fiche 50-31 5. 83/05/09, 83031 70405 


9303040021 IE Info Notice 03-21, ^'Defective Cmorgencu Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
RfSponse (Post 03O1O3J 83/04/19 Consol 1 dated Edison Co of New 

York, Inc 126pp 18435 159 24X Fiche 30-000. 03/04/19. 830304002 1 


0305020347 Forwards IC Insp Repts 50-319/83-01 U 50-316/03-01 on 
830117-21 0217 No noncomp 1 i anc e noted 

NDRELIUS, C E Division of Project 6 Resident Programs 83/04/15 
DOLAN, J E American Electric Power Service Corp DOLAN. J E 
Indiana U Michigan Electric Co 2pp 10274 094 24X 

Fiche 90-315,03/04/15,8309020347 


— B30502034B IE Insp Repts 90-319/63-01 6 90-316/83-01 on 030117-21 2a 
0217 No noncompliance noted Major areas inspected QA/OC 
organization ti program work contra 1 s, des ign controls L 
control of contractor activities 

DUBRY, N , HELLER, J , HOLZMER. M Region 3, Office of Director 
83/04/14 llpp 18274 096 24X Fiche 90-315,03/04/15,6305020347 


6303040023 IE Info Notice 03-22, "DWR Safe by /Re I i ef Valve Failures *’ 
Svc list encl 

JORDAN, £ L Division of Emergency Preparedness 6 Engineerlno 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc n2pp 18363 009 24X Fiche 50-000.83/04/22,6303040023 


6303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Senilng Sys " Svc list end 

JORDAN, E L Division of Emergency Prepaiedness 4, Engineerlno 
Response (Post 030103) 83/04/29 Consolidated Edison Co of New 

York, Inc U9pp 18301 291 24X Fiche 50-000,83/04/29,8303040029 


8303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Oenerators at PWRs " Svc list encl 

JORDANrE L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of Mew 

York, Ine 119pp 10382 047 24X Fiche 50-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-25i "Standby Gas Treatment 8ys Neater High 
Temp Trip Setpoint Adjustment ” Svc list end 
JORDAN. E L Division Of Emergency Preparedness 4, Engineering 
Response (Post 030103) 03/04/20 Consolidated Edison Co of New 

York, Inc llBpp 1B3B2 165 24X Fiche 90-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-26, 'Tailure of SaPety/ReHef Valve 
Discharge Line Vacuum Breakers " Svc list encl 
JORDANrE L Division of Emergency Preparedness 4, Englneerina 
Response (Post 830103) 03/05/03 Consolidated Edison Co of New 

York, Inc I22pp 10441 170 24X Fiche 50-000,83/09/03,8303040028 


0303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4c Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Mew 

York, Inc li 2 pp 10382 202 SAX Fiche 90-000, 03/05/04, 8303040030 


0305170303 Forwards addendum consisting of confirmatory mea s ui emen ts 
program data sheet for IE Insp Repts 30-319/82-21 6 
50-316/82-2J Info doses out open items ip comparison limits 
of 6r-90 sample taken during 821115-19 insp 

PAPERIELLO, C J Region 3. Office of Directoi 01/09/09 OOi AN, J C 
American Electric Power Service Corp DOLAN. J E Indiana !, 
Michigan Electric Co 3pp IR470 Oil 24X Fiche 50-315.03/03/09, 
0309170503 


6305160121 Application to amend liccrtsov DPR -90 6 DF^R -V4 . ad d I ng Tech 
Spec Section 4 0 5 to Incorporate inservice insp 4, testing 
requirements of ASME Code Section XI Class III foe for Unit 
1 4( Class 1 fee for Unit 2 encl 

HERING.R F Indiana t> Michigan Electric Co 83/05/10 DENTON. M li 
Office of Nuclear Reactor Regulation, Director 4pp 10440 109 
24X Fiche 50-313,83/03/10, 0309 160 iJi 

8309160126 Proposed Tech Spec Section 4 O 5, incorporating inservice 
Insp *, testing requirements of A3MC Code Bee I j on XI 
» Indiana 6 Michigan Electric Co 03/05/10 3/pp 10448 109 
24X Fiche 50-315, Q3/OS/iO-, 0305160121 

8303040034 IC Info Notice 03-30. "Misapplication of Gonoric nmornencu 
Operating Procedures (COP) (Juidelines " Svc list end 
JORDAN.C L Division of Cmergencg F’ropai gdiioss t, fnginosrlng 
Response (Post 030I03J 83/09/11 Tonsolldated Edison Co of New 

York, Inc H4pp 1Q924 003 SAX Fiche DO-ODO. 03/09/ 11 . Q303040034 

B3O5240-076 Ac k receipt of B3042O Itr in for nil ng NRO of steps la ken Lo 
correct violations noted In IF. Insp Repts 90-3)9/03-02 6 
30-316/83-02 

SHAFER, tJ D Region 3. Office of Director flJ/05/l7 ROLAN, J E 
American Electric Powof Service Corp DHLAN, J r Indiana «. riichiEiah 
Electric Co Ip 10548 3SB 24X Fiche 90-315, 03/05/ 17, 0309;»4007e 

— 830S240006 Responds to NfiC 030329 Iti re violations noted in IC Insp 
Repts 50-3 >9/63-02 4< 90-3t6/n3-0P Corrective actions Ur 
roemphasi I ing need to Insure testing u/approved proceduros 
sent to all chemical section peruonnol 
HUNTER. R 8 Indiana 4< Michigan Eisclrlc C'o 03/04/20 
KEPPLFR. J 0 Region 3, Office of Director Sap 10948 329 24X 

Fiche 90-315,03/05/17.8309240078 

0303040040 IE Info Notice 83'3l. "Error in ADLPIPE Computer Program " 
avc list one 1 ^ 

JORDAN, E I Division of Fmergoncy Propai edne s» A EnoAneerina 
Response (Post 030103) 83/05/19 Consolidated Edison Co of Now 

Voric, Inc l|4pp 10697 009 24X Fiche 50-000,83/09/19.0303040040 


8303040046 IE Info Notice 83-33, ''Nonrepressnta t i vo Sampling af 
Contaminated Oil " Svc list end J 

JORDAN. C I Division of tmergency Fropaiudnoss e. Englnaerltio 

York, Inc |14pp 10647 007 24X Fiche 50-000,63/05/26.0303040046 


Periodic operating reports rolaled c or r ospondonc o 


8303040031 IE Info Notice 83-20, "Criteria for Protective Action 
Recommsndatlons for (General Emergencies " Svc list end 
JORDANrE L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of New 

York, Inc ll9pp 10441 OOt 24X Fiche 50-000,03/09/04,8303040031 


0305090363 Advises of submittal of 
under separate cover 


"AnnuaJ Environ Operating Rapt 1902” 


HERINO.R F Indiana 8< Mlchigon Electric Co 03/05/03 
Office of Nuclear Reactor Regulation. Director la 
Fiche 50-319.83/09/03,6309090363 


DENTON, H 
10363 360 


n 


4X 


8303040033 lE Info Notice 03-29, "Fuel Binding Caused by Fuel Rac Ft 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Preparedness S« Engineering 
Aetpsnse (Post B30103) 03/05/06 Consolidated Edison Co of New 

York, Inc 113pp IB523 248 24X Fiche 90-000,03/03/06,0503040033 


0305160054 Forwards “ 
Operating Rept. 1902 


i)C Cook Nuclear Plant Units 1 6 2 Annual Environ 


HERINO, R F Indiana 6 Michigan Electric Co 
Office of Nuclear Reactor Regulallun, Director 
Fiche 50-319,03/09/03,8309160054 


83/05/03 

Ip 


DENTONdl n 
104 33 300 24 X 
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83031A0062 "DC Coolr Nuclear Plant Units 1 t/ 2 An-nual Environ Operating 
Rapt. 1992 '• 

« fndLana {c Mlcliigan Electric Co o- American Elactrlc Pouter Co i 
inc 83/05/03 33Spp 18^33 301 24xriche 50-315.93/05/03, 
8303(60034 


S Reportable oec vrrenc esi L£Rs K related correspondence 


8305130166 Forwards LER 03-03 5/03U'0 

&MlTNi(4 $ Indiana & Micriigan Electric Co 03/04/15 KEPPLER. Of 0 

Region 3. Office of Director Ip 10430 113 24S( 

Ficho 30-316.83/04/13.0303130166 


--G305130174 LER G3-’035/03L-0 on Q303i2i dur i ng surveillance testing an 
main turbine stop valves, reset function far proriraity switch 
on stop valve C failed to operate Trip function made 
inoperable for rcplaconrent on 83031? Causa unlnoujn 
PALHERi R A Indiana & rtlcPiigen Electric Co 03/04/15 Region 

3, Office of Director Ip 19438 U4 Flche 50-316,83/04/15, 

8305130166 


8305020072 Forwards lER G3-036/01T-0 

SMfTHfW 0 Indiana << Michigan Electric Co 83/04/1? KEPPLER. J 0 

Region 3. Office of Director Ip 1827? 253 24X 

Fichfl 50-316.83/04/1?. 9305020072 


--'8305020078 LER 93-036/017-0 on 830414. cable vault halan sys deciarad 
inoperable after failing to meet design c oncentrat i ons while 
performing ncnroutine test Cause not determined Review of 
test data i< testing continuing 

JACOUESjP Indiana h Michigan Electric Co 83/04/1? Region 3. 
Office of Director Ip lD2/? 254 24X Fiche 30-316.83/04/19. 

8303020072 


8305020440 RO on 830420. waste gas holdup sgs eiceedad orygen U hgdrogen 
limits Cause not s te ted. Proposed Tech Spec changes 
increasing oxggen c-oncantratlon limit will be reviewed bg 
030422 rollouup rept will be submitted >uithin 14 da^s 
EMiTMrW 0 Indiana k Michigan Electric Co 83/04/20 KEPPUER, J 0 
Region 3. Office of Director Ip 18283 0?i 24X 

Fiche' SO-31 5, 03/04/20. 9303020440 


8305020161 Forward I LERs a3-037/03L-0 U S3-03a/03L“0 

SMITH. W G Indiana $< Michigan Electric Co 93/04/23 KEPPtER, J O 

Region 3, Office af Director ip 18294 068 24X 

Fiche 30-3(6.83/04/22,8305080161 


-“330302017! LER 03'O37/OOL-O on 830323. Fire Door 396 found unlatched 
during normal operation Caused bg i tisuff t c 1 ent closer 
mEchanlsm force Door closer mechanism adjusted 

ROBIHSQNiD Indiana & Michigan Electric Co 83/04/22 Region 
3, Office of Diractor Ip 19284 06? 84X Fiche 30-316.83/04/22. 

B305Q20161 


—9305020177 LER 83-03 8/03L 'O- on 830405. four logic test positions tested 
unsatisfactorily during solid-state protection sys (train A) 
surveillance test Caused by failed universal card A-304 
Logic card replaced Sys operability verified 

PALMER. R A Indiana U Michigan Electric Co 93/04/22 Region 
a. Office of Director Jp 18284 070 247 Ficho 50--316. 93/04/2S, 

9303020161 


0309020192 Forwards LER 93-039/0 IT-O 

gMiTHrW G Indiana Michigan Electric Co 83/04/22 KEPPLER. J O 

Region 3, Office of Director Ip 18277 286 24X 

Fiche 90-316. 83/04/22.8305020192 


—0305020198 LER 03-O39/O1T-O on 030400. p otent ial for violating ftCS temp 
average used in dmD analysis discovered during proposed 
Teels Spec review Administrative temp average limit of 573 F 
imposed 

PALMER. R A Indiana & Michigan Electric Co 83/04/22 Region 
3, Office Of Director Spp 18277 297 24X Fiche 30-316, 

83/04/22. 9305020192 


0305130318 Forwards LER a3-040/03L-0 

SMITH, W 0 Indiana ic Michigan Electric Co 83/D5/04 FEPPLER. vf O 
Region 3. Office of Director ip 10432 001 24X 

FUhe 50-316. 93/05/04,8305120310 


8303120324 LER e3-O4O/03L-O on 030422. OCW west HX outlet to 
misceUaneous ivc valves failed to operate within inservice 
»nsp fisij time 1 imi ts. Caused by infrei^uent ISI testing 
Ifil testing fre4Uency increased from (juarterly to monthly 
RO0rN3ON.D Indiana & Michigan Elet-trit Co 83/05/04 Region 
3. Office pf Director Jp 10431 082 24X Fiche 50-316.83/05/04. 

6305120318 


8305170446 Forwards LER 83-041 /03L-0 

SMITH, if 0 Indiana & Michigan Electric Co 83/05/06 KEPPLER. J 0 

Region 3. Office of Director ip 10469 3i3 24X 

Fiche* 50-316,83/05/06. 9305170446 


— 0305170451 LER 83-041/O3L-O on 830407. during normal operation. OA insp 
of containment revealed several items of Loose debris 6 
inadequa tel i; restrained items Items removed or properly 
secured 

CARTEAUXjP Indiana & Michigan Electric Co 83/05/06 Region 
3. Office of Director Ip 1846? 314 24X Fiche 50-316,83/05/06. 

0305170446 


8305130206 RD on 830506. d 1 scovered that chemical vol control lys 
holdup tanks not sampled in 12 h time period required when 
automatic gas analyzer inoperable Sample performed apprPi 
4-5 h late 

SMITH. W O Indiana S. Michigan Electric Co 03/03/09 KEPPLER. J 0 

Region 3. Office of Director ip 1843? 357 84X 

Fiche 50-315,83/03/09,8305130206 


9305240145 LER 83-042/03L-0 on B30427. check valve N8-262(CCH seal water 
to HZ sampling pumps! found leaking Caused by dirt buildup 
on valve seating surfaces Valve internals cleaned Seating 
surfaces checked U/03O5t7 1 tr 

ROBINSON, D , SMITH, W 0 Indiana & Michigan Electric Co 03/05/17. 
KEPPLER, J O Region 3. Office of Director Spp 1854? 007 24X 

Fldhe 50-316.03/05/17,0305840145 


8305270223 Forwards LERs 83-043/03L-0 ii 03-O44/O3L-O 

SMITH. H G Indiana S. Michigan Electric Co 83/05/20 KEPPLER. J 0 
Region 3> Office of Director tp 18637 236 24X 

Fiche 50-316. 83/05/20. 0303270223 


—8303270227 LER a3-043/03L-0 on 030423, revl ew of train A 6 B lower 
containment airborne ntoni tors, ERS-2300 6 2400. reveal ed 
incorrect wiring per approved physical prints Monitors 
removed from sve 6 corrections made 

PALMER.R A Indiana & Mtchigan Electric Co 83/03/20 Region 
3, Office of Director ip 18637' 234 24X Fiche 50-316.03/05/20. 

8303270223 


—8305270230 LER a3-044/03L-0 on 030421.20 psig difference between 
pressurlier pressure channels existed Caused by pressure 
transmitters for NPP—152 & 133 drifting Transmitters 
satisfactorily calibr 

PALMER. R A Indiana t* Michigan Etsetric Co 03/03/20 Region 
3. Office of Director ip 19637 235 a4X Flch# 30-316.03/05/20. 
0305270323 


0305310179 LER 03-O45/O3L-O oil 830424. upper containment normal range 
area lower containment airborne monitor channels declared 
inoperable due to bad data In channel parameter files Caused 
by unverified terminal printouts W/B30524 Itr 

PALHER.R A , SMITH. W O Indiana Michigan Electric Co 83/03/24 
KEPPLER. vf O Region 3. Office of Director 3pp 18652 202 24X 

Fiche 50-316,03/03/24,8305310179 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT I 


F, Security, medical, emergency & fire protection plans 


8305030198 Forwards lE Insp Repts 30-317/03-07 1. 30-318/83-07 on 
030315-04(2 No noncomp I lane • noted 

STAROSTECKl . R Division of Project 8< Resident Programs 03/04/19 
LUNOVALL.A E Oaltlmore Oas & Electric Co 2pp 16300 243 24X 
riche 30-317. 03/04/19. 8303030190 


—8305030208 IE tnsp Repts 50-317/03-07 6 30-318/83-07 on 830313-0412 No 
noncampl lance noted Major areas inspected control room, 
accessible plant struc tures. plant operation, radiation 
protec tion. physical security S. fire protection 

ARCHITZEL.R E , TRIMDLE, D C . MCCADE, £ C Division of Project & 
Resident Pragrams 83/04/lB 22pp 18300 245 24X 

Fiche 30-317,83/04/19,8303030198 


B30S060077 Forwards exemption request for relief from requirement for 
installateon of f i xed/automa tic fire suppression sys in 
control room complex 6 Intake struc ture. per 830304 request 
CLARK. R A Operating Reactors Branch 3 03/04/2! LUNDVALL. A E 

Rochester Qae 6 Electric Corp 3pp 18339 264 24X 

Fiche 50-317.03/04/21.8303060077 


— 8305060004 Exemption from requirements for installation of fixed/ 
automatic fire suppression sys in control room complex F 
Intake structure 

EISENHUT, D o Division of Licensing 83/04/21 Baltimore Gas & 

Electric Co. 3pp 18359 267 24X Fiche 30-317,83/04/21. 

8303060077 


03050606^7 Releases public version of rev to emergency plan 
implementing procedure 

FELTON, J K. Division of Rules and Records 83/04/23. Document 
Management Branch Ip. 1833? 301 24X Fiche 50-317.83/04/25, 

8309060627 



DOCKETED ITEMS 


169 


—>0305060^31 Forujarda public veraion of Rev 9iChsn<je 2 to Emer^encg Plan 
Impiementing Procedure ERPIP 4 4 re post-accident samplinQ 
apparatus & Rev SiCbange 1 to ERPIP 4 & 3 re guide for 
selection of respirators 

« flaitimore Gas & Electric Co B3/04/07 NRC - No Detailed 

Affiliation Given Ip 18359 202 24X Ficbe 30-317,83/04/25, 

8305060627 


8303060396 Submits improvement program to deci?asa personnel error/ 
action-related events Turo tgpes of peisonncl atuareness 
programs initiated Training staff increased f' instructor 
matls upgraded 

rlERMAN. J A Baltimore Oaa f> Eiectiic Co 93/04/27 CLARK, R A 
Operating Reactors Branch 3 3pp 10343 174 24X 

F I c h e 50-3 1 7, 83/04/27, 8305060396 


— 9305060635 Public version of Re 
Imp lement itig Procedure ERPIP 
apparatus 5« Rev eiChange 1 to 
selection of respirators 
RUSSELLiJ B Baltimore Gas «< 
10359 203 24X Flche 50-317. 


V 9, Chang 
4 4 7 re 
ERPIP 4 

El ec fer tc 
83/04/25, 


e 2 to Emergency Plan 
post-accident sampling 
5 3 re guide for 

Co 83/03^30 6pp 
8305060627 


S305060402 Application for amerid to Llccnse> DPR-5J t DPR-69, c h ang ing 
Tech Spec to clarify uordlng oF surveilianwe requirements 
for sealed souces each time reactor etarLup occurs Pee enc 1 
LUNDVAUL, A fc Baltimore Oas 6 Electric Co 82/04/27 CLARK, R A 
Operating Reactors Branch 3 Dpp 18343 £9J 24X 

Flche 50-317, 03/O4/P7. 8305060402 


8305110034 Generic Ltr B3-21 to ail licensees of operating reactors, 
applicants for QLs U holders of CPs re c lar i f i cat i on of 
access to control procedures for lau enforcement visits 
SVC list end 

EISENHUT, D G Division of Licensing 03/03/ i 1 Consolidated 

Edison Co of New York, Inc I6pp 18540 093 24X 

Eiche 50-000.03/03/11,0305110034 


J Insurance it indemnity information 


8305260302 Forwards Endorsement S3 to NELIA Policy NF-216 & 
Endorsement 42 to MAELU Policy MF-76 

GAMMIE.O D Baltimore Gas & Electric Co 83/05/23 DTNITZ, I 
Assistant Director for State it Licensee Relations 3pp 18625 163 
24 X Fiche 50-317,83/05/23,8305260302 


P Operating license stage documents 6 correspondence 


— 8305060405 Proposed Tech Spec changes, c lar i fy mg wording of 
surveillance req^uirements for sealed souices each time 
reactor startup occui s 

<» Baltimore Gas 6 Electric Co 83/04/27 7pp 18343 296 24X 

Fiche 50-317,83/04/27,8303060402 


8305020455 Generic Ltr 83-19 to all power reactor A testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list encl 

EISENH8T, D G Division of Licensing 03/05/02 Con so 1 i dated 

Edison Co of New York, Inc 50pp 18441 120 24X 

Fiche 50-000, 03/05/02, 8305020455 


8305180768 Advises that action required by Amend 61 to License dPR- 69 6 
Amend 00 to License OPR-53 complete since util negotiating 
w/OQE re disposal of high level waste or spent nuclear fuel 
JAFFE, D H Operating Reactors Branch 3 83/05/04 LUNDOALL, A E 

Baltimore Gas 6 Electric Co 2pp 18506 035 24/ 

Fiche 50-317,83/05/04,0305180768 


G305240249 FOIA request for three categories of documents re Reactor 
safety Study Methodology Application Program 
(SUREG/CR-1659i Vols l-'A) 6 Interim Reliability Evaluation 
Program (NUREG/CR-251 5, 2787 & 2002) 

SHQCLYfS C Union of Concerned Scientists 83/03/11 FELTON, J M 
Division of Rules and Records Ip 10593 178 24X 

Fiche 50-000,03/03/11,0305240249 


8305170246 Forwards Amends 03 h 66 to Licenses DPR-53 A DPn-69, 
respec tivel y, safety evaluation L notice of Issuance & 
availability Amends revise Tech Spec requirements for 
equipment hatch 6 saf aty-r e 1 aled air filter sys 

JAFFE, D H Operating Reactors Branch 3 83/05/05 LUNDVALL. A E 

Baltimore Gas It Electric Co 3pp 184// 011 24X 

Flche 50-317,83/05/05,6305170246 


S3092402S4 Partial response to FOIA request for three categories of 
documents re Reactor 6afety Study Methodology Application tc 
interim Reliability Evaluation program ropts Forwards 
App A documents Search for addl documents in progress 
FELTON, J M Division of Rules and Records 03/03/31 SHOLLY, S C 
union of Concerned Scientists 2pp 18593 179 24X 

Fiche 50-000« 83/03/31,8305240254 


—8305240269 Forwards comments corrections to Reactor Safety Study 
Methodology Applications Program (RSSMAp) analysis If rept 
Is to be pub 1 If hetfj clear statement of program assumptions 6 
limitations should be included 

TIERNAN, J A Baltimore Gas 6 Electric Co 02/03/05 BURDICK, 0 R 
Office of Nuclear Regulatory Research, Director 3Spp 
10593 255 94X Flche 50-000,03/03/31,0305240254 


0305040703 Forwards Amends 82 t, 65 to Licenses DPR-53 S, DPR-69i 
respective Jy, safety evaluation U notice of issuance & 
availability Amends revise Tech Specs to increase steam 
generator min pressuri zat ion ’temp 

JAFFE, D H Operating Reactors Branch 3 03/04/21 LUNDVALL, A E 

Baltimore Gas & Electric Co 2pp 10327 204 24X 

Fiche 50-3 1 7, 83/04/2 1 , 0305040793 


—8305040/09 Amends 02 «, 65 to Licenses DPR~53 t, DPR-69, respect ively, 
increasing steam generator min pr essur i xat Ion temp, 
correcting typographical error tt limiting overtime for 
personnel involved in safety-related activities 
CLARK, R A Operating Reactors Branch 3 83/04/21 34pp 

18327 206 24X Flche 50-317,83/04/21,0305040783 


—0305040793 Safety evaluation supporting Amends 82 S< 65 to Licenses 
DPR-53 L DPR-69i respec tlvely 

e Office of Nuclear Reactor Regulation, Director 83/04/21 3pp 
10327 240. 24X Flche 50-317,03/04/21,8305040783 


—0305040795 Notice of issuance 8, availability of Amends 02 8, 65 to 
Licenses DPR-53 it DPR-69, respect ivel y 

CLARK, R A Operating Reactors Branch 3 03/04/21 2pp 

18327 243 24X Flche 50-317,83/04/21.8305040783 


— 0305170259 Amends 03 it 66 to Licenses DPR-sa nPR-69, respec t ivei y, 
revising Tech Spec surveillance requirements for equipment 
hatch & safety-related air Filtcn sys 

CLARK, R A Operating Reactors Branch 3 03/05/03 64pp 

10477 014 24X Fiche 50-317,83/05/05,0305170246 


— 0305170266 Safety evaluation supporting Amends 03 A 66 to Licenses 
DPR-53 6 DPR-69, respec tlve ly 

» Office of Nuclear Reactor Regulation, Director 03/09/05 7pp 
10477 070 24X Fiche 30-317,03/03/03,0305170246 


— 8303170P73 Notice of issuance i> availability of Amende 03 C. 66 to 
Licenses DPR-33 A DPR-69, respec t ively 

TRAMMELL, C M Operating Reactors Branch 3 83/03/05 2pp 

10477 095 24X Fiche 30-317,03/05/05,0305170246 


0305180356 Forwards Amends 84 t> 67 to Licenses DPR >33 A DPR-69, 
respect! vely, safety evaluation t, notice of issuance it 
availability Amends allow periodic tcstlr^g of control 
element assemblies w/lnoperable reed switch Stack sys 
JAFFE, 0 H Operating Reactors Branch 3 03/05/05 LUNDVALL, A E 

Daltlmoie Gas L Electric Co 3pp 18505 090 24X 

Fiche 30-317.83/05/03,0303100536 


—0303100579 Amends 84 6 67 to Licenses I)PR-33 i DPn-69, respec tively, 
allowing periodic testing of control element assemblies 
ui/inoperab le reed switch stack sys 

CLARK, R A Operating Reactors Branch 3 83/05/03 17pp 

10503 093 24X Fiche 50-317,03/03/03.0305180556 


— 8309100607 safety evaluation supporting Amends 84 6 67 to Licenses 
OPR-53 A DPR-69, respectively 

a Office of Nuclear Reactor Regulation, Director 03/09/05 4pp 
18303 U1 24X Fiche 50-317,03/05/05.0303180356 


— 0303100614 Notice of Issuance A availability of Amends 04 U 67 to 
Licenses DPR-33 6 DPR-69, respec tivel y 

TRAMMELL, C M Operating Reactors Branch 3 03/05/03 2pp 

J8303 119 24X Flche 50-317,03/03/05,8309180536 


8305060045 Forwards SER supporting util responses to NUREG-0737, Items 
n F I 4, "Containment Pressure Monitor," II F 1 5, 

"Containment Water Ueval Monitor" 6 II F 1 6, "Containment 
Hydrogen Monitor " Items resolved 

CLARKiR A Operating Reactors Branch 3 03/04/21 LUNDVALL, A E 

Baltimore Gas it Electric Co 9pp 10354 299 24X 

Flche 50-317,03/04/21,0305060045 


8305090659 Generic Ltr 03-20 to all operating reactor licensees 6 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list encl 

C10ENHUT. D Q Division of Licensing 83/05/09 Consolidated 
Edison Co of New York, Inc 16pp 10627 153 24X 

Flche 50-000,83/05/09.0305090639 
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Rp^pond? to 8303?5 ItT re current qualification status !c 
9 lanl for iconi;^ietjon of environ qualification of all 
saf« tij'rclated electrical equipment Eitensioni to BS04G0 for 
complation requested for Unit i 

LUNDVALL, A, E Qaltinore Oas C. Electric Co 03/03/10 CLARK, ft A 
Gperatlnq Reactors Branch 3 App 1B501 107 24X 

Flche 30-317, B3/05/ 10. S303 190393 


&30520007a Foruards request fpr addl info le 030304 submtttal on 
main line brea t analg$is Operation justified pending 

ca'rpletion of revised artalq«is 

CLARK^R A Operating Reactors Branch 3 03/03/10 LUNOVAUL, A E 

Baltimore Ops h Electric Co 3pp 16341 03B 34X 

Fiche 30-317.83/05/10.8305200076 


03052/10294 forwards response to 030405 draft technical evaluation rept 
re cantrol of heavq loads Phase I review co/rtplete Util 
position accepted per 630318 telcon 

A8H.R E Baltimore Oas t* Electric Co 83/05/34 EISENHUT. 0 S 
Division of Licensing 2pp 18625 161 34X Ftche 50-3 1 7. 03/05/24. 

0305260294 


030557002? Forwards marked-up proposed Tech Spec 3/4 6 f 6 re 
containment tendon surveillance 

PATTERSON.M 0 Baltimore Oa s t Electric Co 03/03/24 JAFFE, D H 
Operating Reactors Branch 3 3pp IQ63B 310 24X 

FI Che 50-317. 03/05/24. 0303270029 


Q Inspection reports. IE Dullatins U correspondence 


B21S060385 IE Info Notice 03-14. ‘’Dewatered Spent Ton Exchange Resin 
Smeeptib 1 1 i t|j tP Esathermlc Chemical Reaction ” Sve list 
enc 1 

TAYLOR. J M Division -of Safeguards Inspection Programs IPost 
830133} 03/03/21 Consolidated Edfcson Co of New York. Inc 

ll2pp 18300 319 24X fiche 50-000. 83/03/21 » 0212060385 


--83091 10^7*’ IC Insp Repts 50-317/ 83 OV V 5u~3I8/Q3-09 on 830406-08 No 
noiit. uinp 1 1 ance noted Major ai aas ins(*.<t.ied erwiion monitoring 
pfogri:.ai for operation me lud ing mgt v, on trol s. program for QlC 
of analytical measuremeni^ * imp 1 emen t i on of program 
JANC. J C . PASCIAK.W J Region I. tJH-ice of Director 03/04/26 
4pp 18393 339 2AV. Fiche 30-317.03/04,27.83051 10276 


830304002/1 IE Infp Notice 83-24, "Loose F*i)t3 in Secondary Side of 
Steam Generators at PWRs " &vc list encl 

JORDAN.E L Division of Emergency Prepai edness x. Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York. Iiir llSpp 18302 047 24^ Fictie 50-000.03/04/28,0303040026 


6303040027 IE Jnfo Notice 83-5^, '’Standby Ga> Treatment Sy s Heater High 
Tamp Trip Setpoint Adjustment " Sve list end 

JORDAN. E L Division of Emergency Prepaiedness V Engineering 
Response (Post B30103) 83/04/28 Conholidated Edison Co of Neu 

Vork. Inc llQpp 18302 lc,3 24X Fiche 50-000.83/04/28,8303040027 


0303040028 IE Info Notice 03-26. "Failure or Safety/Re 1 i e f Ualve 
Discharge Line Vacuum Breakers " S'.c list encl 
JORDAN, t L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, In« i22pp 10441 170 24k Fi che 30-000. 83/03/03, D3(J3O4O02a 


8303040030 IE Info Notice 63-27. "Operat i ona 1 Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment Sve list encl 

JORDAN, r L Division of Emergency Prepai edness f- Enginoeiing 
Response (Post 830103) 83/05/04 Consolidated Edison Cp of New 

Vorl, Inc il3pp 10392 28::: 24V Flchp 50-000,83/03/04,8303040030 


6303040031 I£ Info Notice 03-28. "Criteria for Protective Action 
Recommenda t ions for General Eenergencies *' Sve list encl 
JORDAM. C L Division of Tmergency Preparedness f Engineering 
Response iPast 830103) 03/05/04 Conso)idated Edison Co of Neu 

York. IJlc I19pp 1044 1 001 24X Fiche 30-000, 83/03/04, 03O3O4OO3J 


G30304002C 
Sve list 
JORDAN. E 
flespo-nse 
Yorli. Inc 


IE Info Notice 83-21. "Defective Emergency Use Respirator " 
end 

L Division of Emergency Preparedness ^ Engineering 
(Post 630103) 83/04/15 Consolidated Edison Co of Neu 

126pp 10435 ISS 24X Fiche 50-000. 83/04/15. B303040021 


8J03D3O19a Forwards IE Insp Repts 50-317/83-07 i. 30-318/03-07 on 
830313-0412 No noncomp Hanc e noted 

STAROSTecKI, R Division of Project t Resident Programs 83/04/1? 
LUNDVALL. A E Daltimore Gas U Electric Co 2pp 18300 243 24K 
Fich« 30-317.03/04/19.8305030198 


—8303030208 IE Insp Repts 50-317/83-07 h 30-318/83-07 on 830315-0412 No 
nencomp 1 1 ance noted Major areas inspected control room, 
accessible plant strut tures, p lent opera t ion. rad iatlon 
protect Ion, phys ic at security fire protection 

AflCNITreL.R E , TRIMBLE, D C . HCCADE, E C Division of Project & 
Resident Programs 03/04/lB 22pp 18300 243 24X 

FI chi 50-31 7, 03/04/19.8303030198 


8305060412 Submits description u f analyses of main steam line break 
inssde containment per IE Uulletin 00-04 resulting in 
830430 LER Feedwater sys mods being initiated Continued 
operation justified 

LUNOVALL.A E Oaltimore Gas t E'lertric Co a3.'05/04 CLARK. R A 
Operating Reactors Branch 3 Spp 10343 265 24X 

Fiche 50-317,03/05/04,8305060412 


830304003J IE Jnfo Notice 83-29, "ruel Minding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, E L Division of Emergency Prepai ediiess t< engineering 
Response (Past 830103) 83/05/06 Consolidated Edison Co of New 

York, Inc 11 Spp 18523 24B 24X Fiche 50-000.83/03/06.0303040033 


6303040034 JE Info Notice 83-30. "Ml sapp 1 1 < «,ti on of Generic Emergency 
Operating Procedures (EQP> Guidelines " Sve list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Pose 630103) 83/05/11 Consolidated Edison Co of New 

Vork. Inc 1 14pp 10524 003 24V fiche 50 - 000 . 03/03/ 1 1 , 8303040034 


8303040023 
SYC lift 
JORDAN, e 
Response 
York, Inc 


IE Info Notice 83-22, "OUR Sa fety/Rel lef Valve Failures ’’ 
encl 

L Division of Emergency Preparedness 8< Engineering 
{Post 830103) G3/04/22 Consolidated Edison Co of New 

ll2pp 18303 009 24)( Fiche 50-000.83/84/22.0303040023 


8303040025 lE Info Notice 83-23, Inoperab J e Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAW.E L Division of Emergency Preparedness ** Engineering 
Response (Post 630103) 83/D4/25 CansoLidated Edison Co of New 

Vork, Inc il9pp IB301 291 24X Fiche 50-000.03/04/23,8303040025 


8305020340 Ack receipt of 830330 J tr I 
correct violations noted in IE Insp 
30-310/63-01 

BELLAMY, R R Region 1. Office of Di 
Saltimore Gas U Electric Co Ip 
Fiche 50-3 1 7 , 83/0 4 /26. 0305020340 


nforming NRC of steps taken to 
Repts 90-317/83-01 t 

rector 33/04/26 LUNDVAUL. A 
10277 065 3Ai 


E 


—0305020344 Responds to NRC 830303 Itr re violations noted In lE Insp 
Repts 50-317/83-01 It 50-316/03-01 Corrective actions changes 
made to Radiation Safety Procedures 2-306 t 2-309 for max 
air flow tr pratectiort fac tor. respect! ve ly 

LUNDVALL.A E Bjltlmore Gas L Electric Co 83/03/30 MARTIN, T T 
Division of Engineering tt Technical Programs app 18277 066 
24X Fiche 50-317,83/04/26.0305020340 


0305110276 Forwards IE Insp Repts 50-317/83-09 It 50-3l8/e3“09 on 
830406-08 No noncompliance noted 

MARTIN.T T Division of Engineering Technical Programs 83/04/27 
LUNDVALL.A E Baltimore Gas it Electric Co 2pp 18393 237 24K 

F i c h e . 90 -3 1 7. 83/0 4/27. 8305 1 1 0276 


8305200620 Forwards info in response to remaining open issues in tXT 
Bulletlr. 80-04 re main staam line break inside conta l nment. 
supp 1 emetit ing S30504 Itr Ins tal 1 ati on of oiain feedwater sys 
trip scheduled for completion by 831117 

LUNDVAUL, A E Baltimore Gas L Electric Co 03/05/17 CLARK. R A 
□paratsng Reactors Qranch 3 3pp 10520 062 24X 

Fiche 90-317,83/05/17.030 5200620 


— 8305200626 Discusses analyses of pntaritial consequences of main steam 
line brealc inside containment w/fai J ed-open main feedwater 
regulatiriig valve ft provides jus 1 1 f i ration for continued 
operation. per IE Bulfetin 80-04 Related info end 

LUNDVALL.A E Baltimore Gas f« EUctnc Co 83/05/17 CLARK., R A 
Operating Reactors Branch 3 30pp I8S20 065 24X 

Fiche 90-317.63/05/17, 83052006SO 


8303040040 
Sve list 
JORDAN, E 
Rasp arise 
York, Jtic 


IE Info Notice 03-3i. "Error in ADLPIPE Computer Program " 
enc I 

L Division of Emeigancq Preparedness h Engineering 
(Post 830103) 83/05/19 Cons p 1 i da ted Edison Co of New 

114pp 10697 009 24X Fiche 50 - 000 , 93/05/ 1 9, 8303040040 


6303040046 IE Info Notice 03-33, "Noorepf esentat ive Sampling of 
Contaminated oil " 8vc list encl 

JORDAN, E L Division of Emergency Pre{,aT ednes s & Engineering 
Response (Post 830103) a3/05/?6 Conso 1 1 da ted Edison Co Of New 

York. Inc IIAPP 10647 007 24H Fiche 50-000.83/05/26.8303040046 
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H Periodic cpoidting repoT'ts I lelated cqt respondence 


G30SS00631 Fcriuarda metcoro 1 09 icd 1 for semiannual effluent rept? 

for 1982 

LUND^/ALL. A E Baltimore Gas Electric Co 83/03/04 ALLAN> J M 
Region 1. Office of Director Ip 1S&19 173 24X 

FI Che 50-317, 83/05/04 < B305200631 


--03O33OOA 1'4 "Calvert Cliffs Nuclear Pouier Plant< (leteorolog 1 cal Data*" 
Jan- June 19 b2 

tt tJaltimoro Gas «< Electric Co 63/05/04 68pp 18319 174 24X 

Flcha 50-317.83/05/04,8303200631 


— &3052006SO “Calvert Clifts Nuclear Power P lant. Heteor 0 1 09 ical Data," 
Jul-Doc 1982 

» Baltimore Gas it Electric Co 83/03/04 6Spp 10319 241 24X 

Fiche 50-317,83/05/04,0305200631 


6305200564 Forwards monthly operating rcpts for Apr 1983 

LOTITD, E M Daltimore Gas U Electric CO 83/03/13 Director's 
Office, Office of Inspection and Enfoicement Ip 10314 128 24X 

richo 50-317, 03/03/13, 8303200564 


--B305200584 Monthlg operating repts for Apr 1903 

LOTITU, E Baltimore Gas Electric CO 83/03/15 lOpp 
16314 129 24X FlchO 30-317.03/05/13,0303200364 


Reportable occurrences, LERs V related con espondenc e 


030504072/ Advises of intention to address AE0D/E304, Invest igatioti off 
Backflou Protection in Common Equipment Floor Drain Sgs 
to Prevent riooding of Vital Equipment in Saf etg-Related 
Compartments, ” by using NRR Ofc Ltr 40 

OENTONfH R Office of Nuclear Reactor Regulation* Director 
03/04/12 HCLTEttrB,C J Director's Office Ip 18328096 24X 

Flche SO 317,83/04/12.830304072/ 


3303230573 Forwards engineering evaluation rept, “Cracks & Leaks In 
Small Diameter Piping ’ 

QROWM, E J Reactor Operations Analysis Branch 03/04/19 
SEVFPIT-K V Reactor Operation* Analysis Branch Ip 10541 342 
24/ Fiche 30 000,03/04/19,8303230573 


— 8305230619 “Cracks ?, Leaks in Small Diameter Piping,” engineering 
evaluation rept Small pipe leaks associated u/unant Ic Ipated 
vibration problems require addl supports or rerouting of 
piping 

QROWM, E J Reactor Operations Analysis Branch 03/04/19 9pp 
18341 3 >3 24X Flche 50-000.63/04/19,0303230573 


130502030? Nonioutine radiological environ operating rept During First 
Quarter 1983, s^imp 1 mg of gamma-erni 1 1 1 ng tadionuc lides 
indicated presence of AM-llOm w/highcr than permitted 
concentre I lan 

Fl/HRMAN. G R Ddltimore Gas L Electric. Co 83/04/21 Region 1, 
Office of Diiector 2pp I0?ai 264 24X Fiche 50-317. 83/04/21, 

0305020509 


13051 1039*'' forwards LGR 03-O16/O3L-O 
Rl/SGELL-L Q Baltimore Gas h Electric Co 83/04/27 ALUAM. J M 
Region 1, DfUce of Director ip 18406 12/ 24X 

Flche 50-317,83/04/27,0303110332 


-6305110363 LER 03-O16/O3L 0 on 030320. dur Ing transfer of resin from 
rai see I laneous waste ion exchanger to solid waste, hole 
developed In sight glass for resin transfer lino Caused by 
attempt to open resin clog Piping mods developed 
JLR4GE,M A . UNKLE, T J Baltimore Gas Electric Co 83/04/27 
Region I, Office of Director 2pp 18406 120 24X 

Fiche 50 317.63/04/27,0303110352 


305270072 RO 50-317/83-19 on 830426, win 1 0 raising RC8 pressure to 40D 
psig.PORV ERV 404 1 nadvertont ly opened Valve Immediately 
isolated by shutting upstream valve Complete description of 
event // rgrrective actions will be submitted 

RUSSELL, I B Daltimore Gas 6 Electric Co 83/04/27 ALLAN, J M 
Region 1, Office of Director 2pp IS63S 302 24X 

Flche 50-317, BJ/04/27. 8303270072 


30527060T RQ 03-21 confirms operation ctr 030430 verbal notification 
of error in assumption used for main steam line break IM&LB) 
accident analysis Reanalysis performed of MSLQ event 
assuming failure of main feed regulating valve 

RUSSELL, L D Baltimore Gas U Electric Co 83/05/02 ALLAN* J « 
Region 1, Office of Director Ip 10646 102 24X 

riche 30-31/. 83/03/02, 8303270603 


9305060930 PN0-l-g3«044 on 030303, ef re c t of continued feedwater flow 
due to failed open feedwater regulatcng valve incorporated 
par addl questions re licensee response to IE Bulletin 
eO-04, “Analysis of PWR Main Steam Lino Break " 

ARCHIT2EL, MCCABE Region 1, Office of Director 03/03/03 Ip 
18347 392 24X Flche 30-317,83/05/03,0305060330 


9305060412 Submits description of analyses of main steam line break 
inside containment per IE Bulletin 80-04 resulting in 
830430 LER Feedwater s«|s mods being initiated Continued 
operation justified 

UUNDVALL. A E Baltimore Ciis & Electric Co 83/09/04 CLARK. R A 
Operating Reactors Branch 3 9pp 10343 365 24X 

Fiche 30-317,83/03/04,9303060412 


0309190207 Forwards LER a3-032/04X-0 

RUSSELL, L B Oaltlmore Oas Electric Co 93/03/09 ALLAN, J M 
Region 1, Office of Diractdr Ip 18301 111 24X 

Flche 50-317,83/05/09,0303190207 


— 9303190290 LER B3-022/O4X-0 an 6211 13, higher than normal radloactlva 
Ag-liOm levels found in oyster samples Caused by natural 
tendency of oysters to bioconcentrate environ silver All 
releases in €¥92-03 within allowable ETS limits 

DROBST.G E Baltimore Gas & Electric Co 83/05/05 Region 1. 
Office of Director Ip 10301 112 34X Flche 50-317,83/05/05, 

9303190207 


0305230510 Forwards LER 03-01 9/0 1 T-0 

RUSSELL, L B Public Service Electric Gas Co of Naw Jersey 
93/05/05 ALLAN, JM Region I, Office of Director Ip 18536 319 
24X Flche 50-317,03/05/05,8303230510 


—8305230513 LER 03-019/017-0 an 830426, FQRV ERV-404 opened while raising 
RC3 pressure Caused by failure of control room operator to 
ntonitor RCS pressure carefully Short circuit caused loss of 
control power to ERV-402 during troubleshooting 

WENDERLICH. R L Daltimore Gas i> Electric Co 83/05/05 Region 
t* Office of Director. 2pp 18336 316 24X Flche 30-317* 

83/03/05, 0305230310 


03O93GO53S Fprwardi LER e3-0lB/03L-0 

RUSSELL. L 0 Baltimore Gas h Electric Co 83/03/05 ALLAN* J M 
Region I. Office of Director Ip 19937 331 24X 

Fiche 30-317,83/09/05,8305230559 


—9309230960 LER a3-0tG/03L-O on 930400, dur i ng main t, emergency diesel 
generator failed to start Probably caused by Inadvertent 
admission of air into fuel oil sys during maint 
Investigation continuing 

JUNGE, M A , PAVIS, 0 S Baltimore Gas & Electric Co 83/09/0-5 
Region I, Office of Director 3pp 18537 332 S4X 
Flche 50-317,03/05/09,9305230399 


DOCKET 90-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emergency it fire protection plans 


B309D3019S Forwards IE Insp Ropts 50-317/83-07 ?* 90-310/83-07 an 
930319-0412 No noncompHance noted 

STAROSTECKIi R Division of Project it Resident Programs 03/04/19 
LUNDVALL, A E Baltimore Gas It Electric Co Spp 18300 243 24X 
Fiche 50-317,83/04/19,8309030199 


— 9305030200 IE Insp Repts 30-317/83-07 S, 30-310/93-07 on B3031S”0412 No 
noncotnp 1 lance noted Major areas inspected contra! room, 
accessible plant struc tures, p 1 ant oporat i on. radlat Ion 
prntec t ion, physical security l« fire protection 

ARCHIT7EL, n E Division af Project 6 Resident Programs 03/04/IB 
a2pp 19300 249 24X Fiche 50-317, 03/04/19, 03050301 99 


8305060077 Forwards eiemption request for relief from requirement for 
Installation of f 1 xed/automa tic fire suppression sys in 
control room coupler Sc intake structuco, per 830304 request 
CLARK, K A Operating Reactors Branch 3 03/04/21 LUNDVALL, A E 

Rochester Gas S, Electric Corp 3pp 19399 264 24X 

Fiche 50-317,93/04/21,0303060077 


— 9303060084 Exemption from requirements for installation of fixed/ 
automatic fire suppression sys »n control room complex t* 
intako structure 

EISENHUT, D O Division of Liconsing 93/04/21 Baltimore Gas h 
Electric Co 5pp 10399 267 24X Flche 30-317,93/04/21. 

0309060077 


83O9060627 Releases public version of rov to emergency plan 
inptementing procedure 

FELTON, J M Division of Rules and Records 93/04/29 Document 
Management Branch Ip 18339 201 24X Fiche 50-317, 93/04/29, 

9305060627 
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— B303060631 Por(,iard5 pUbtic version of iHev 9,Changtf Z Co Emergency Pian 
Ifnpl*jn8nting -Procedur* EPPIP 4 4 ? re post-arc Id en t sampling 
apparatus Sc Rev SiChange 1 to ERPTP 4 9 3 re guide for 
svlaction of respirators 

* Baltinor* Gas Sc Electric Co 03/04/07 NRC - No Detailed 

AfPlllation Given Ip 18359 20^ 24)C Plche 50-317.03/04/2 3, 

B30SOA0627 


— a3050&0&S9 Public version of Rev 9- Change 3 to Emergmcg Plan 
Implementing Procedure ERPIP 4 4 7 re post-accident sampling 
apparatus tt Rev 3 j Cliange I to £RPIP 4 5 3 re guide for 
selection of respirators 

RUSSEtlU.x; B Oaltimore Gas & Electric Co Q3/03/3Q 6pp 
10359 203 a4X fiche 50-317. B3/G4/25. B303060i27 


8305110034 Generic Ltr 83-Sl to all licensees of operating reactors, 
applicants for OLs |c holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
Svc Hit end 

ElSENKlfTi D G OJvlsion of Licensing 83/03/11 ConsolLdated 
Edison CP of Heuf YorICf Inc l^pp 18340 043 24X 

Fiche 50-000.63/03/11,6305110034 


J Insurance & indetnnitv infoTintation 


B30S260302 Forwards Endorsement 33 to NELIA Pol leg NF“2ld & 
Endorsement 42 to MAELW Policy MF-76 

G>\/iMIE.G Q Daltlmore Gas & Electric Co 83/03/23 DtNITZ. 1 
Assistant Director for State L Licensee Relations 3pp 18625 J63 
24 ;< Fiche 50-317103/05/23,8303260302 


P Operatins license stage documents 6 cort espondence 


8305240349 FOIA request for three categories of documents re Reactor 
Safety Study Methotfoloyy Application Program 
(NUREO/CR-1659, Voli 1-4) 6 Inter Im Re Uabi M ty Evaluation 
Prog Tam <WRE0/CR-a915r 2787 & 2802) 

SKOLLY. S C Union of Concerned Scientists 83/03/1 £ FELTON. J M 

Division of Rules and Records Ip 18593 178 24X 
Fiche 30-000, 83/03/ J 1 , 830 5240249 


6305240254 Partial response to FOJA reciuDst for three categories of 
documents re Reactor Safety Study Methodology Application 6 
Interim Reliability Evaluation Program repts Forwards 
App A documents Search for addl documents in progress 
FELTON, ^7 H Division of Rules and Records 63/03/31 6 HOLLY. 6 C 

Union of Concerned Scientists 2pp 18593 ]79 24X 

Fiche 50-000.63/03/31,6305240254 


‘83&S240269 Foruapds comments £« corrections to Reactor Safety Study 
Kethodology Appileatione Program IR&SMAP) analysis If rept 
is to be pub n Ihedi c I ear statement of program assumptione (e 
limitations should be included 

TIERNAN, J A Daltlmore Oas Electric Co 82/03/05 BURDICK. G R 
Office of Nuclear Regulatory Research. Director 35pp 
16593 255 24X Fiche 50-000, 83/03/31, 0305240254 


8305040783 Forwards Amends 82 6 65 to Licenses DPR-93 & DPR-69. 
respective IV' safety evaluation Ic notice of issuance U 
availability Amends revise Tech Specs to increase steam 
generator win pressurl lation temp 

JAFFEi D H Operating Reactors Branch 3 83/04/21 LUNDYALL.A E 

Baltimore Gas L Electric Go. 2pp 18327 204 24V 

Fiche 50-317,83/04/21,0305040763 


— 8303040789 Amends 62 U 69 to Licenses DPR-S3 4* OPR-69, respective I y, 
increasing steam generator min pressur i rat i on temp, 
correcting typograph i cal error 6. limiting overttrsE for 
personnel involved in safety-related activities 
CLARK. fl A Operating Reactors Draneh 3 83/04/21 34pp 

18327 206 24X Fiche 90-3 1 7, 83/04/2 1 , 8309040783 


—8305040793 Safety evaluafcian supporting Amends 82 «< 65 to Licenses 
DPR-53 i< OFR-69; resp ic tivei y 

* Office of Nuclear Reactor Regulation, Director 03/04/21 3pp 
18327 240 24X FlcJts 50-317.03/04/21.8305040783 


— 8305040795 Notice of Issuance t/ availability of Amends 82 & 65 to 
Licenses DPR-S3 U DPR-67, respec tl ve ly 

CLARK.R A Operating Rsactors Branch 3 83/04/?! 2pp 

18327 243 24X Fl Che, 30-317. 83/04/21 * 8105040703 


8305060045 Forwards SER supporting util responses to NUREQ-0737. I terns 
II, F 1 4. ^Containment Pressure Monitor." II F 1 5 , 

"Containment Hater Level Monitor*' 4c {I F 1 6. "Containment 
Hydrogen Monitor " items resolved 

CLARK, R A Operating Reactors Branch 3 80/04/21 LUNDYALL, A E 

Baltimore Gas 6 Electric Co 9pp 10354 299 24X 

Fiche 90-317,63/04/21,8305060049 


830506039* Submits improvement program t», dfcrease putsonnel error/ 
action-related events Two types of personnel awareness 
programs initiated Training staff incieased V mstiuctor 
mails upgraded 

TIERMAN, J A Raltimore Oa s ?. Elect, ic Co 03,0 1/2'^ CLARK.R A 

Operating Reactors Branch 3 3pp 10343 1/4 24X 

Fiche 50-317,83/04/27,030506039* 


9305060402 Application for amend to Licnsts DPR -53 DPR-69. chang i ng 

Tech Spec to clarify wording of surveilloiue reouiiements 
for sealed souces each time , eac lor staitup occurs fee end 
LUNDVALl , A E Baltimore Gas h Electric Co 82/04/27 CLARK,/? A 
Operating Reactors Branch 3 3pp 18343 291 24X 

Fiche 50-317, 93/04/^7, 8309060402 


— 0305060405 Proposed Tech Spec changes. dar i fy ing wording of 
surveillance requirements foi sealed souices each lime 
reactor startup occurs 

# Baltimore Gas fc Electric Co 83/04/27 7pp 1S343 296 24X 

Fiche 50-31/. 83/04/37. 8305060402 


6305020455 Generic Ltr 03-19 ti, all power leactor h testing licensees 
re new procedures for providing puhli, notice concerning 
issuance of amends to OLs Svc list enc 1 

EtSENHUT. D G Division of Licensing 83/05/02 Consolidated 

Edison Co of New York, Inc 90pp 1S44J 120 24X 

Fiche 90-000. 03/05/02, 8305020499 


8309160769 Advises that action requi, ed by Amend 61 to License DPR-6? t 
Amend 80 to License DPR-53 complete since utti negotiating 
ui/BOE re disposal of high level waste or spent nuclear fuel 
UAFFEi D H Operating Roactois Branch 3 83/09/04 LUNDVALL. A E 

Ualtimoro Gas b Electric Co 2pp 16906 099 24X 

Fiche 50-317,83/03/04.8305180766 


8305170246 Forwards Amends 83 U 66 to Licenses DPr<-93 6 UPR-69, 
r espec t i vel y, sa f etg evaluation 6 notice of issuance 6 
availability Amends revise Tech Spec lequirements for 
equipment hatch 6 sa f e t y — re 1 a ted air filter ^ys 

JAFFE, D H Operating Reactors Branch J 83/09/05 LUNDVALL. A E 
Baltimore Gas 6 Electric Co 3pp 1047? 011 24X 

Fiche 50-317,03/03/09,0305170246 


— 8309170259 Amends 03 t 66 to Licenses OPR-53 ?« DPR-69, r es p ec 1 1 ve I y< 
revising Tech Spec surveillance requirements for equipment 
hatch 6 sa foty-rc la ted air filter sys 

CLARK, R A Operating Reactors Branch □ 83/05/05 64pp 

10477 014 24X Fiche 30-3 1 7, S3/05/0&. 03051 70246 


—8309170266 Safety evaluation supporting Amends 63 6 66 to Licenses 
DPH-53 ir DPR-69. resp ect i ve I y 

» Qffice Of Nuclear Reactor Regulation, Director S3/05/G5 7pp 
18477 078 24X Fiche 50-317,03/05/09.8305170246 


--8309170273 Notice of issuance L aval lf,b i ) 1 ty of Amends 03 6 6* to 
Licenses DPR-93 5c DPfl-69, respec 1 1 ve 1 y 

TRAMMELL, C M Operating Reactors Branch 3 83/03/05 2PP 

16477 095 ;!4X Fiche 30-317,83/05/05,8305170246 


0305160596 Forwards Amends 04 h it? to Licenses 0PR~53 U OPR-69. 
respectively, safety eva.luation tc notice of issuance h 
availability Amends allow periodic testing of control 
element assemblies w/inoper ab 1 e read switch stack sys 
gaffe, D H Operating Reactors Branch 3 83/03/05 LUNDVALL, A h 

Balttriore Oas L Electric Co 3pp 18909 090 24X 

Fiche 90-317,03/03/03.0305100956 


— 0309100979 Amends 04 & 67 to Licenses DPH-93 U DPR-*"?, r esp ec fc i v e Ig . 
allouing periodic testing of conti ol element assemblies 
W/lnoperable reed switch stack sys 

CLARK, R A Operating Reactors Branch 3 83/03/05 17pp 

i05O5 093 24 X Fiche 30-3£ 7. 03/03/05. 0305180336 


--83O910O6O7 Safety evaluation supporting Amends 04 b 67 to Licenses 
DFR-53 t' DPR-6?. respectively 

e Office of Nuclear Reactor Regulation, Directur 03/05/03 4pp 
10303 111 a4X Fiche 50-317, 93/05 '09, 8305100396 


— 8303100614 Notice of issuance 6 availability of Amends 84 L 67 to 
Licenses DFR^SG U 8PR-6?, respec tively 

TRAMMELL, C M Operating Reactors Branch 3 63/03/05 2pP 

10503 119 24X Ftche 50-317.83/05/05,8305180336 


83090R0639 Generic Ltr 03-20 to all operating reactor licensees It 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

ElBENHUT. » O Division of Licensing 83/05/09 Consolidated 

Edison Co of Mew York. Inc I6pp 18627 193 24 X 

Fiche 90-000.03/03/09,0305090659 
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a 303 l 9 O 2 ‘?J Fteaponds to 830325 Jtr re current Rua ) i f i cati on status fr 
plans for complfltiar* of envvi on qual i ri c -ation of all 
safety -1 elated electrical equipment Extension to 850*130 for 
completion requested for Unit 1 

LUNOVAUL. A E Baitimare Gas V Elertrjc Co 83/05/10 CLAflKi R A 
Operdtitig Reactors Branch 3 4pp 18501 lO"* ?4X 
Ficfie 50-317 S3 '05/ 10, 8305190293 


-“8305U0277 IE Inep Repts 50-31 7/Q3“09 2 r 3O-JJR/03-O9 ftji 830406-00 No 
nonconip 1 1 enc« noted Major areas inspected environ mqnltorlng 
program for opera t lDn&« me lud 1 ng mgt control s , program for QC 
of analytical mea suroeients C- Implementation of prograrn, 

JAN?, J C ^ PA5C1AK, (J J Reg ion i, Office of Director 03/O4/?6 
4pp 10393 239 2*1^ Flche 50-31 7, 03/04/27* 8305110276 


0305200078 ForuJards request Poi addl info re 830504 submittal on 
main steam line bi eal( analysis Opetation justified pending 
completion of revised analysis 

CLARK, R A Operating Reactors Branch 3 83/05/10 LUNDVALU* A C 

Baltimore Gas S Electric Co 3pp 1854J 038 2/lX 
Fiche 50-317, 03/05/10, 8305200070 


3305260294 Forwards response to 8J0405 diaft technical evaluation rept 
re control Of heavy loads Phase I review complete Util 
position accepted per 830518 tolcon 

ASH.R £ Baltimore Oas Electric Co 83/05'24 EISENHUT, D G 
Division of Licensing Spp 10625 I6l ^4X Fuhe 50-317,83/05/24, 
0305260294 


8305270029 Forwards marked*"Up proposed Tech i?pec 3/4 6 I 6 re 
containment tendon surveillance 

PATTERSON. M 0 Baltimore Oas % Electric Co 83/05/24 JAFFE. D H 
Operating Reactors Branch 3 3pp 18638 310 24X 

Fiche 50-317.83/05/24,0305270029 


O Inspection reports, IC Bulletins coi i espundence 


0212060305 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction '* 5vc list 
enc 1 

TAYLOR, } M Division of Safeguards ^ Inspection Programs tPost 
8301031 03/03/21 Consolidated Edison Co of New York, inc 

ll2pp 18 JOB 319 24X Fiche 50-000, 83/03/21 . 82 1 2060385 


B303040021 
Sve list 
JORDAN. E 
Response 
York, Inc 


1£ Info Notice 83-21, "Defective Emergency Use Respliator " 
enc I 

L Division of Emergency Preparedness ^ Fiigineerlng 
(Post 530103) 83/04/15 Consolidated Edison Co of New 

l?6pp 18435 155 24X Fichc 50-000,83/04/19,8303040021 


8305030198 Forwards IE Insp Repts 50-317/83-0' ** 50-310/83-07 on 
830313-0412 No noncomp 1 iarice noted 

STAROSTbCKl , R Division of Piojoct V Resident Trograms S3/04/I9 
LUNDVALLjA E Baltimore Oas * Electric Co 2pp 10300 243 SAX 
Fiche SO-317, 83/04/19. 0305030190 


--8305030208 |E Insp Repts 50-317/83-07 f 30-3l8/e3'-07 on 830315-0412 Nu 
noncomp 1 latice noted Major areas inspected control t oom, 
accessible plant struc tures, p lant opera t ion, rad lat Ion 
protOL 1 1 on, phys i ca 1 security *y fire protection 

ARCMITZEL.R B . TRIMBLE,!) C . MCtABfc. B C Division of Project t< 
Resident Programs B3/04/1B 22pp 10300 245 24X 

Fiche 50-317,03/04/19,8305030198 


8303040023 IE Info Notice 83-22. "BWR Snfety/R#l 1 ef Valve Failures *' 
Sve list end 

JORDAN, L L Division of Emergency Prepaiedness ^ Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc il2pp 18383 009 24 X Ficne 50-000.83/04/22,^303040023 

8303040025 IE Info Notice 83-33, "Inoperable Containment Atmosphere 
Gehslng Sqs " Sve list encl 

JORDAN, E L Division of Emergency Propaiedness t( Engineering 
Response (Post 030103) 03/04/25 Chi>so) idated Edison Co of Maw 

York. Inc ll9pp 10301 291 24Y FjehP 50-000-03/04/25,0303040025 


8305020340 Ac k receipt of 8303J0 1 ti informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-317/83-01 t< 

90-318/03-01 

flELUAMY.R R Region I, Office of Director 83/04/26 LUNDVALL,A C 
Daltiinoro Gas Eiectiic Co Ip 108'7 065 24X 

Flcho 30-317.03/04/26,8305020340 


— 0305020344 Responds to NRC 030303 1 tr le violations noted in lE Insp 
Rspts 5O-317/03'Ol ^ 90-310/83-01 Cotrectlve actions changes 
made to Radiation Safety Procedures 2-306 f 2-305 for max 
air flow tn protection fac tor, respoc 1 1 ve I y 

LUNDVAIL,A E Baltimore Gas 6 Electric Co 63/03/30 MARTIN, T T 
Division of Engineering & Technical Pi ograms 2pp 10277 066 
24X FichP 30-317, 03/04/26, 8309020340 


B30S1 10276 forwards IE Insp Repts 50-31 //flJ-09 ^ 90-310/83-09 on 
630406-00 No none omp ] 1 enc c noted 

MARTIN, T T Division of Fngineerniq 4c Technical Programs 03/04/27 
LUNDVALt, A E Baltimore fias 6 Electric to Spp 10393 237 24X 

Fiche 50-317,03/04/27,0305110276 


8303040026 IE InFo Notice 03-24, "Loose Pai ta in Secondary Sldd of 
Steam Generators at PMRs ” Sve list encl 

JORDAN, E L Division of Emorgenry propar edne s s i' Englriodrlng 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York, Inc ll3pp 18382 047 SAX Fiche 50-000. 63/04/20, 03(73040026 


0303040027 IE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Tomp Trip Setpoint Adjustment " Sve list end 

JORDAN, E U Division of Emergcnry Prepaiednoss t* Engineering 
Responaa (Post 830103) 03/04/28 Consolidated Edison Co of New 

York, Inc llBpp 18302 165 24XFlchP 90-000,03/04/23,0303040027 


8303040020 IE Info Notice 03-26, "Failure of Sa f e ty /Rc I I a f Valve 
Discharge Line Vacuum Breakers ■" Sve list end 
JORDAN, E L Division of Emergency Prepat'odne ss U Engineering 
Response (Post 830103) 83/03/03 Consolidated EdUon Co of New 

York, me 122PP 18441 |70 24X Flchr 50-000, 03/09/03; 8303040028 


9303040030 IE Info Notice 83-27; ''Qp erati ana 1 Response to Events 
Concerning Deliborate Acts Directed Against plant 
Equipment " 8vc list end 

JORDAW.e L Division of Emergency Preparedness Eng ineer Ing 

Response (Pest 8301031 B3/0S/04 Consolidated Edison Co «f New 

York, Inc I12pp 18382 282 SAX riche 90-000, 03/05/04, 8303040030 


03O3O4OO3J IE Info Notice 83-29, "Criteria for Protflctiva Action 
Racommend a t 1 ons for General Emergencies " Sve list oncl 
JORDAN, £ L Division of Emergency Preparedness ii Engineering 
Response (Post 830103) 83/09/04 Consali dated Edison Co of New 

York, fne H9pp 18441 001 24X Fiche 50-000.83/05/04, 8303040031 


6309060413 Submits description of analyses of main s toam Una break 
inside containment per lE fluJletin BO-04 resulting in 
630430 LER Feedwater sys mods being initiated Continued 
operation justified 

UUNDVALL, A E Baltimore Oas «« Electric Co 03/09/04 CLARK, R A 
Operating Reactors Branch 3 Opp 10343 26D 24X 

Fiche 90'317, 83/09/04. 8305060412 


6303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fu*l Rack 
Deformation " Sve Hat end 

JORDAN, E L Division Of Emergoncy Proparodness it Engineering 
Response (Post 830103) 83/03/06 Conso 1 i da t erf Edison Co of New 

York, Inc IlSpp 10523 240 34X Fiche 50-000,03/09/06,0303040033 




S.CPV4QII wr vrtriivric: ttffiDT'g ont U 


Operating Procedures (COP) Guidelines " Sve list end 
JORDAN, G L Division Of Emergonco Prepar orfnes s it Engineerina 
Response (Post 830103) 83/05/M Consol Mated Edison Co of New 

York, Inc H4pp 18524 003 S4X Fiche 90-000,83/09/11,0303040034 

8303200620 Foruai rfs inFo In response to remaining open issues In IR 
Bulletin 80-04 re main steam line break inside containment, 
supplementing 830304 Ur Installation of main feedwater sus 
trip schedulorf for complatJon by 831117 

LUNDVALL.A C BaUlmore Gas it Electric Co 03/09/1/ CLARK, R A 
Operating Reactors Branch 3 3pp 18920 062 24X 

Fiche 50-317,83/03/17,8309200620 


0^ potential consequences of main steam 
line break inside containment u/fa I leiJ-opon main feedwater 
regulating valve L provides justification for continued 
operation, per I£ Bulletin BO-04 Related info ond 

LUNDVALL.A e Baltimore Gas & Electric Co 83/03/17 CLARK, R A 
Operating Reactors Branch 3 30pp 10920 D69 24X 

Fiche 50-317.83/09/17,8309200620 


8303040040 lE^Jnfo Notice 03-31. -Error In ADLPIPE Computer Program " 

J0RDAN,C L Division of Emergencij Preparedness fy Enoinsorlng 
Response (Post 830 I 03, 83/09/19 Consolidated Cdlsjn of New 

ll4pp 10697 009 24X FJehe 90-000,83/09/19,8303040040 


York, Inc 


8303040OT6 IB Info Motio, e3-33, "N.nr.pr.s.ntotlv. Soffl»Ui>|> cf 
Contaminated Oil Sve list end 

JQBDAN/E L Division of Cmoigency Prepaiedness it Englhearlno 
Response (Post 030103) B3/05/26 ConsoUrfated Ed ujj cS® uf Now 

rk, Inc llApp 10647 007 24x Fiche 50-000, 83/09/26i 0303040046 
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R Perlo<Jic operatt*!® raport* it related corr etporJirtce 


630S£Q063i rpruard* flietedroiog led 1 data for iemlatinual effluent rtpti- 
for 1902. 

LUKO^ALLjA E Biitlmore Oat (< Electric Co 83/0S/04 ALLAffi J H 
Region li Office of Director Ip 18919 173 34X 

FI c h e 90-3 1 7i 83/0 5/04 f 9309S00i3 1 


— 8305200644 "Calvert Cliff* Nuclear Power Planti Meteor olagl cal Data." 
Jan -June 1982 

* BeltlfflDr* Oa« & Electric Co 83/05/04, &8pp 18319.174. 24X 

FI c A e 50-3 1 7< a3/OS/04» 830520063 1 


8303200564 Forward! monthlv operating r*pt* for Apr 19 B 3 

LOTITOfE M fialtlmare Oe* h Electric Co 83/05/13 Director^i 
Office. Office of Inspection and Enforcement Ip. 18514. 12B 34X 

F 1 c P e 90-3 1 7. 83/05/ i 3 , 8305200564, 


— 8305200584 Honthly ope re ting repti for Apr 1983 

LOnrd.E Heltimore Oa* 6 Electric Co 63/05/15. lOpp 
1031 4 129- 24X Flche 50-3 17. 83/05/13. 8309200564 


8 Reportable occurrence*. LERs it related correcpondenci 


B305040727 Advitei of Intention to addre** AE0D/E304. "Investigation of 
DackPlou Protection In Common E<i(-ufpment & Floor Drain ei^s 
to Prevent Flooding of Vital Equipment in Safety-Reiated 
Compartments. *' by uilng NRR Dfc Ltr 40. 

DENTOMf H R. Office of Nitclear Reactor Regulation* Director 
83/04/12 HELTENES. C %f Director Of fi ce. Ip 18328,098, 24X 

F£ Ch e 50-317 . 83/04 /IS* 8305040727 


8303030363 Forwarde LER 83-015/03U-0 
RUSSELL. 1. 8 Baltimore Gas & Electric Co 83/04/18 ALLAN# J N. 
Region i# Offic* of Director Ip 18308; 198 24X 

Fi c h e r 50-318. 93 /04/ 1 8# 8309030303 


—8305030388 LER BS-OlS/OSL-O on 830321* Inval i d in-core detector llneer 
heat rate alarm revealed Incorrect alarm setpoints entered 
on 030307 Ceased bg improper alarm setpoint form* Setpolnte 
corrected It form* clarified 

PlERrNOER. P A * DOWNAN.W E, Baltimore Oat Sc Electric Co 
83/04/18. Region 1* Office of Director ip 18308 199 24X 

Flche 50-310# 83/04/18.8303030383 


G3090-205D9 Nonroutine r-adlol og lea 1 environ operating rept During First 
Quarter 1963* lampl ing of gamme’"enit tti ng radlonuc 1 i das 
indicated presence of AN-llOm ui/hlgher than permitted 
concentration 

FUHRMAN.O 8 Baltimore Oa* Electric Co 83/04/21 Region i# 
Office of Director 8pp 18201 264, 24X FI c he. 90-317# 93/04/21. 

8305020509 


8305160081 LER B3-019/03L-0 hat been canceled 

RUSSELL. L.B 8a 1 timer • Oas It Electric Ca 83/04/22 ALLAN# J H 
Region 1# Office of Director Ip 18450 396. 24X 

Plche 90-318# 83/04/22*0309160081 


6305040146 FPritrerdf evaluation rept on loss of saltuiateT flow to ivc 
water IfX* Removal of locked open nonsafety-rela ted HX 
discharge valves recommsndad 

CINTULAi r C, Reactor Operetlont Analysis Branch- 83/04/29 

SEVFRlTrK V Reactor Operation* Analysis Branch Ip. 18327 OIS 

24 X FIch* 50-318# 83/04/25.8309040146 


— 6305040190 "Lo** of Balt Water Fiou to 3vc Water MX*#" aveluatlon 
r*pt 

CINTUUA#T C. Director's Office 83/04/25 7pp. 18327*016 24X 

F 1 Che' SO-318. 83/04/25# 6305040146 


8305060930 PN0-1-S3-D44 on 63050-3# ef fee t of continued feedwater flow 
due to failed open feedwater regulating valve Incorporated 
par addl question* re licensee reeponse to IE Bulletin 
80-04# "Analyilc of FWR Mein Steam Line Brsak " 

ARCHlTlELr MCCABE Regldtt 1# Office of Director. 63/05/03. Ip 
18347. 292 24X Flch* 50-317* 83/09/03# 83050609^0. 


B30S060412 Submits description of anatyiee of main steam line break 
inelde containment per IE Bulletin 60-04 resulting in 
830430 LER Feidwetif «(jf mads being initiated Continued 
operation justified. 

LUNDVALLfA E Baltimore Oa« Electric Co 83/09/04. CLARK# R A, 
Operating Reactcri Branch 3. 8pp. 18343.269 24X 

Fiche: 90-317* 63/09/04. 8309060412- 


8309190340 Forward* LER B3-023/03L-0- 

RU8&ELL.L B. Baltimore Oei & Electric Co. 03/05/09 ALLAN# J.M 
Region 1* Office of Dir actor. Ip, 18900*023 1!4X 

rich a 90-3 18# 8 3/0 9/09# 8309190348 


— 0309190392 LER 03-O23/O3L-O on 030405# control power fuse for main Vint 
RH6 penal C 1C22F) blew due to short circuit Caused by short 
when contr-ol circuit relay auxiliary contacts jumpered. 

Elactrlclane cautioned Wiring properly labeled 

JVNOE#rf A.# BA880.L F. Baltimore Oat 6 Electric Co 83/05/09, 

Region 1* Office of Oiraetor ip 18500.024. 24X 

Ft Che 90-319# 83/09/09. 0309190348 


B 309230922 Forward# LER B3-022/03L-0 

AVe8£LL.L B 8eJtimore Oae 6 Electric Co 83/09/09 ALLAN. J N 
Region I# Offic# of Director ip 18936 327 24X 

Flche 90-3 10. 83/09/09# 8309230522 


—6305230926 LER e3-022/03L-0 on 63041 1# dur tng surveillance totting# 
Buslltaty feedwater actuating syi channel ZF setpoint for 
steam generator delta preesure found aut-Df''*pac Caused bg 
£/I Isolator output drifting low Isolator replaced 
FtERINQER.F. A < 0A30O# L F Baltimore Das h Electric Co. S3/05/P9 
Region 1# Office of Director, Ip 18936.320 24X 

Flche 90-3 1 8# 83/09/09# 8309230922. 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F Bicurlty, medical# eisirgency h fire protection plans 


8309040975 Releases public version of rev to emergency preperednete 
pTOced-ure 

FELTON. J K Division of Rule* and Records. 93/04/29 Doeuetent 
Management Branch Ip. 18391.242 24X Flche* 50-320# 63/04/25. 

0305040579, 


— 8309040980 Public version of Rev 4 to Emergency Preparednss* Proesdur* 
1054 8. "Callout of Dneite & Offsite Duty Roeter Personnel. ** 

BEAVER* J R, * BARTON# J J. Oenerel Public Utilities - OPU Bervlct 
Corp, 83/04/11 16pp. 18391.244. 24X Flche 50-320# 83/04/29. 

0305040575. 


0305090377 Releases public version of rsy to emtrgency plan 
Implemsntlng proetdurt- 

FELTONi J h Division of Rules and Records 83/04/29 Document 
Management Branch ip. 18392M63 24X Flche: 90-320# 83/04/89# 

6305090377 


—8309050361 Public version of Rev 1 to Emergency Plan Impleaenting 
Procadure 1054.80. "Activation of Technical Support Gtr. " 

STANCE# 8 J Oenarel Public Utilities - OPU Service Corp 
03/03/17 9pp 18352.164 24X Flche 90-380# 83/04/29# 8303050377. 


8309100143 Eubnl ts status of offsite emergency preparednets ifttuas r* 
FEHA regional verifications through 830304 8 data received 
through 830331 concerning schedule for completion of iseuti 
at facllltiet. 

KftIMM. R W* Federal Emergency Management Agency, 63/04/26 
JORDAN# E L. Division of Efnergsney Preparednets 1# Engineering 
Response <P 0 St 030103} 9pp. 16373*001 24X flche* 50^289# 83/04/24# 

0305100143. 


8305060082 Informs of addl mod to schedule for fire detection 
capability In chemlpel cleaning b Idg. Scheduled completion 
date attended to 830719, 

KANOA#B K Oeneral Public Utilities - OPU Bervlce Corp B3/04/29 
SNYDER, B J. TMI Prograim Off Ice Ip 18345.090 24X 

Flche* 30-320# 83/04/29# 8309060082 


8305110034 Oeneric Ltr 83-21 to all liceneaei of operating rsactorf-# 
applicant* for OLs I* holders of CPs rs c lar if icetlon of 
access to control procedures for lew enforcement visit* 

Sve list end. 

EIBENHUr# D- O, Division of Licensing 83/09/11. ConsoUdated 
Edison Co of New York# Inc. 16pp 1B940-095. 24X 

Fiche 50-000# 83/09/1 1# 83091 10034 


8309200963 Forwards clarification of security plan# per NRC 881116 
request Clarification withheld (rsf 10CFR2. 790) 

KAN9A#B. K Osnaral Public Utilities - OPU aarvlce Corp 83/09/16. 
0NYDER*B J TMt Program Office Ip. 18914:269. 24X 

Flche 90-320# 63/05/16# B3052O0963 


L. Adjudicatory correspondence « 


6304040470 Order attending time until 830428 for Commission to act to 
review ALA8-701 Commiseloner Ahearne dlieenting views end 
CHILK#8, Office of the Secretary ef the Commltelon. 83/03/31, 
commissioners 3pp 17007:049. 24X Flche. 50-000# 83/03/31# 

8304040470 


8309040094 Discusses status of BLW-OPU lawsuit document review, Kest 
rept sspacted within 2 wkt. 

DiRCKBfW J. Office of the Executive Director for Operations. 
83/04/20 PALLADlNOiN # OILINSKV# V # AHEARNE# J. Comer! ssloners. 
2pp. 18336, 329. 24X Flche: 90-209# 83/04/20# 8309040054. 
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’8305040068 Staff roctir Irtmentt r* 830330 briefing on invei t Igetlon 

b pottible enforcement ectlon IE rcq.uft»ted to eubmlt 
inveitigeti on r««ultt b«««d on revleu of ell document* for 
new info within 3 uti 

CHlLHi B J Office of the Secretory of the Camml««ian 83/04/08 
DlRCKSiM J Office of the Executive Director for Operetloni 
KAVEGrB B NRC - No OetelUd Affllletion Given CUMHINOB. J J 
Office of Inepector tt Auditor. 22pp 10336 327 24}( 

Flclto 50-28?, 83/04/20. 8309040054 


8309230700 Requeeti cooperetion in informing NRC of outftendlng safety 
concerns re facilities Prompt notification re allegations of 
•afetu concerns requested 

PLAlNEiH H Office of the General Counsel 83/04/20 DESTINE, T 
Oovernrasnt Accountability Project 2pp 18942 323 24)( 

Flchti 90-20?, 83/04/20, 8305230700 


S30506023C Order extending time until 830913 for Commission to act to 
review ALAS-701 

HQYtE, J C Office of the Secretary of the Commleelon 83/09/05 
CoMMUeloners Ip 18349; 1?6 24X FI c he. 90-'000, 83/09/05, 

8309060250 


8309130060 Reiponse oppoilng Intervenor (nation for recusation. Motion 
doa« not specifically discuss reasons why prior activities 
(Mg constitute conflict of interest 

PALLADINOtN J COeimiisioner i 83/09/ il 2pp 18436 228. 2At 

FI Che: 90-000. 83/09/11, 8305 i 30060. 


0309130061 Order extending time until 830520 for Commission to act to 
Ttvlew petition for review of ALAB-701 

CHlLKiS J Office of the Becritarg of the Commieeion 83/09/12 
Comoiltsioneri Ip 18437 033. 24X FI che. 90-000, 83/09/12, 

8309130061. 


B305240216 Advises that 830323 Itr requesting immediate halt to all 
work at TH1**1 2, w/exeeptlon of maint necessary for 

safatyiWill rtcelvt consideration as request for action 
under 10CFfl2, 206 FR notice end 

DEfirON^H. R Office of Nuclear Reactor Regulation, Director 
83/09/17. KINO, R Three Mile Island Public Interest Resource 
Center, 2pp. 18993 306 24X Fich# 90-28?, 83/09/17, 0309240216 


—8305340220 Notice of request for action under 10CFR2 206 re immediate 
halt to wort at THl-1 It 2 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/09/17. Ip. 18993’ 308. 24X Fiche 90-209183/09/17,8309240216 


8309200960 Order extending time until 830927 for Commission to act to 
review Intervenor 821227 petition for review of ALAB-701 
CHILKiS. J Office of the secretary of the Gommlesion 83/09/19. 
CoOMiseloners Ip. 18914 263 24X Fiche 90-000,83/05/1?, 

8305200960. 


8309240936 Affidavit of RE Ragan confirming util commitment to activete 
OMergtncy operations facility tt staff facility w/emerg«ncy 
support director within 1 h of site area or general 
energency notification or declaration 

ROOANiR E. General Public Utilities - GPU Ssrvice Corp 83/05/20. 
4pp. 18576’ 087 24X Fiche 90-000, 03/05/20, 8305240536 


8309290376 Confirms T Poindexter tt MN UHcove 830527 teleon committing 
to discuss outstanding contentions. 

UILCOVE, M. N. Hearing Branch 2. 83/09/23 JOHNSRUD, J H 

Environmental Coalition on Nuclear Power Ip. 18989’ 34? 24X 

Fiche: 90-320, 83/09/23, 8309290376 


8305310017 Memorandum tt order to hold decision In ALAB-701 in abeyance 
until Gommlision completes review of U mill tellings pilt 
requirements tc of rulemakings to conform Commission 
requirtments to EPA stds Separate J Ahearne statement end 
CNlLKtS. 0. Office of the Secretary of the Commission 83/09/27. 
14pp. 16693.311. 24X Fiche. 90-000, 83/09/27, 8305310017. 


H, General correspondance 


8309120015 Requests that tP King, site operations director, be deleted 
from future correspondence it *JJ Ghuastyk, manager, p lant 
operations be added to distribution list 

KANOA, B. K. General Public Utilities - GPU Service Corp. 83/05/06 
SNYDER, B.U. TMl Program Of flea Ip. 18428.232 84X 

FI c h e r 90-320, 63/09/06, 83091200 1 9. 


P. Operating license stage documents U correspondence 


8309270022 Forwards ‘'Rapt on Htntal Health Effects of TMI Accident " 
SRONCTfE. U. Pittsburgh, Univ of. 83/03/08. 8HANKMAN, 8. F. Site 
Analysts Branch, tp. 16634 001 24X Fich*’ 90-320, 83/03/08, 

S309270022. 


--8309270027 "Rept on Mental Health Effects of TMI Accltfent ■' 

BROMET, E J Pittsburgh, Unlv of. 83/02/28 NRC - No Detailed 
Affiliation Given 7?pp 10634 002 24X Fiche 90-320,83/03/00, 

8309270022 


— 0309270035 '^Psychological Stress Among TMI Area Residents b Mediation 
of Response by Support b Coping " 

BAUM, A , SCHAEFFER, M A , COLtlNS, D L Uniformed Services Univ of 
the Health Sciences NRC-03*'a2-l25 83/03/08 NRC - No 

Detailed Affiliation Given 34pp 18634 088 24X 

Fiche 50-320,83/03/08,8309270022 


— 8305270040 Forwards final rept, "Reana lysis of TMI Telephone Survey 
Data ■' 

HQUTa. P 8 Pennsylvania State Univ NRC -03-82- 123 83/03/01 
REGAN, H NRG - No patalled Affiliation Given Ip 18634 122 
24X Fiche 50-320,83/03/08,8309270022 


— 8309270046 "Reanalysls of TMI Telephone Survey Data,” final rept 
HOOTS, P 9 , MILLER, R W , LINDELL.M Pennsylvania State Univ 
03/02/28 NRC - No Detailed Affiliation Given 129pp 
18634 123 24X Fiche 50-320,03/03/08,8309270023 


— 8309270048 Draft ^'Restarting TMI-l.Sbcial b Psycholngical Impact* on 
Communities » 

SORENSEN, J , BODERSTROMi J. Oat Ridge National Laboratory. 

BOLIN, R. New Mexico State Univ 83/03/08 NRC - No Detailed 
Affiliation Given 207pp 10634 24B 24X Fiche 90-320,83/03/00, 

8305270022 


0309300101 FOIA request for name of manufacturer of fuel rods used at 
facility 

WHITED, P J Affiliation Unknown 83/03/23 FELTON, J M Division 
of Rules and Records Ip 18941 005 24X Fiche 90-320,83/03/23, 

8309200101 


6309200087 Responds to FOIA request for name of manufacturer of fuel 
rod* used at facility Fuel rods mfg by ObW 

FELTON, J li Division of Rules and Records 83/03/31 WHITED, P J 
Affiliation Unknown ip 1B941 004 24X Fiche 90-320,83/03/31, 

8305200087 


6309230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO,N J Commlstlonert 2pp 18942 272 S4X 
Fiche 90-000,83/04/11,8305230720 


8305020930 Present* NRC review of b recommendations on util 830131 
revised schedule b cost Info re recovery 

DlRCKBiW. J Office of the Executive Director for Operations 
8ECV-83-i40 83/04/15 33pp 10204*261 24X Flche 90-320, 
83/04/15, 0305020930 


8309040666 Requests responses re relief from surveillance requirements 
of equipment which would result in sxcessive exposure Tech 
Spec change requeets, schedul ing for recovering affected tys 
b rev to recovery plan requested 

BARRETT, L.H. TMI Program Office 83/04/27 KANGAi B K General 
Public Utilities - GPU Service Corp 3pp 18336 32? 24X 

Fiche. 90-320, 63/04/27, 8309040686 


8309020499 Generic Ltr S3-1? to all power reactor b testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list end 

EI8ENHUT, D 0 Division of Licensing 83/09/02 ConsoUdated 
Edison Co. of New York, Inc 90pp 18441 120 24X 

rich* 50-000, 63/09/02,03090204 95 


0309120099 Forward* Training Procedure 6210-ADM-2604 01, Rev l-OO, 
"Control of Exams for Unit* l b 2, " b Procedure 
6210-ADM-2610 02, Rev 1-00, "Operator Training Instructor 
Inddctrlnation/Quallf icatlon Training Program ” 

HUKILL,H. D General Public Utllltlas - GPU Service Corp. 63/05/06. 

6TCH..Z,J F. Operating Reactors Drench 4 Ip 18426 233 24X 

Fiche’ 50-289, 63/05/06, 8309120095 


—0305120064 Rev 1-00 to Training Procedure 62I0-ADM-2604 01, "Control of 
Exams for Units 1 b 2. " 

a Gensral Public Utilities - GPU Service Corp. 83/04/26 7pp 
18428’ 234. 24X Fiche: 90-28?, 83/05/06, 8305120095 


6309190236 Forwards Amend 21 to License DPR-73, safety evaluation b 
notice of issuance b aval lab i 1 Ity, Amend consists of changes 
to radiological environ monitoring program requirements in 
Tech Specs. 

SNYDER, B J TMI Program Office 93/09/06. KANOA, B K. General 
Public Utilities - GPU Service Corp. 3pp t6903’001 24X 

Fich*' 90-320, 03/09/06, 6309180236, 
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— a309180S^» Aai»nd 21 to LIctnte DPR-’73f consist Inj o# changci to 
r 4 d£oI<ig leal tnylran monitoring program roqulramv nts In T«cA 
8p«ef. 

BNYDER. B J TMI Program Office 83703/06 3Afp 18303 004 24X 

rich# 50''320« 83 709/06 1 8309 1 80238 


**-8305180249 Safatg avaiuatlon supporting 6mand 21 to Llcanti DPR-73 
a Dffict of Nuclaar Aaactor Regulatlon< Director 83/03/06 
10pp. ie303r038- 24X Flcha 50-320* 03/09/06* 0309180238. 


— 8309180253 N'otlca of lituance b ava 1 labi 1 i tij of Amattd 21 to Licania 
DPR -73 

BNYD€ft, B. J TMI Program Off lea 03/09/06. 3pp. 18503 040 24X 

n c h a 50-320* B3/09/06r 8305100238 


B30507C639 Otntrlc Ltr 03-20 to all oparatlmg raactor llcanaaai & 
haldart of CPt ra intagratad sehadullrvg for Imp Itmantatlon 
of plant Aod« Sve list and 

ElBENHUTiO 0. DlvltlDn of Ltcanilng. 83/03/09. Concolldated 
Edison Cu of Kaw York* Ine I6pp 10627 153 24X 

Ficht: 90-000,83/05709. 830 3090699 


8303170439 Providtt ftatut of activltlas ra inskaup 4( purification 
danlnara 1 tsar retln sampling St charac tirlsatl an Results uilll 
ba availab-la bg and of Hag. Da lav should not advartalg impact 
coMaltment of iald-1983 raain ramaval tfchmlques assaasmant 
KANOArB-K Oariaral Public Utilitlat - OPU Eervica Corp 83/05/12 
BAARETTiL H THl Program Dffica. 3pp. 10469 303 24X 

FI eh a* 50-320r 03/09/12. 8309 170439. 


8309170440 Raaponds to 830427 ltr Ta quastian* on ALARA axcaption to 
Tach Spac surva 11 lanca, Savtral aurvatllancaa parformad. 
w/axcaption of laiall portions in high radiation areas 
KANOA. B K Oanaral Public Utilities - OPU Barvlca Dorp. 83/09/13 
BASRETTfL H TMI Program Dffica. 7pp 18469 306. 24X 

Ftcha' 50-320. 83/0»/l3« B30917O448 


8309200073 Forteardt list of application datasrfass pald.faas 
appllcabla 6 faa dataratination for each application. 

MILLER* U □ Of flea of Administration. 83/09/17 ARNOLD, R C 

Oanaral Public Utlllttas - OPU Sarvica Corp 9pp 18940.131 24X 

F 1 Ch a 90-320. 83/09/17* G309200073 


8309290299 Forwards Rev 0 to "SER for fladlatian Character 1 xat Ion Under 
Reactor Vassal Haad. ** 

KANOAiB.K Oenaral Public Utilitlas - QPU SarvUa Carp 63/09/19 
BAJWETT.L. H TMI Program Office Ip 10992:326 24X 

F 1 C h t ■ 90-320# 03/09/ 1 9. B309 290299 


“0309290263 Rav 0 to "SER far Radiation Charactar 1 latlon Undar Reactor 
Vassal Haad. " 

a Oanaral Public Utilltias - OPU Service Corp, 83/09/17. 27pp 
10992.327 24X Fie ha: 90-320, 03/09/19. 8303290293 


0305310058 Forwards Rav 0 to '‘BER for Radiation Charactar 1 zafeion Under 
Reactor Veaial Haad (Polar Crana Not Aval lab la 1* for 
ravlaw ie approval. Aetivitg ichadulad to bag In mid-Juna 
1903 

KANOArB.K Oaneral Public Utilities - OPU oarvlca Corp 80/05/25. 
BARRETT# L.H TMI Program Office. Ip. 10695.076 24X 

Fi C h a 90-320* 03/05/29# 83093 10098. 


—0305310103 Rav 0 to "6ER for Radiation Charac (erl lat 1 on Undar Raactor 
Vataal Head iPolar Crane Not Aval labia >, '* 

a Oanaral Public Utilitlas - OPU Sarvlea Corp 03/05/17 27pp. 

10699.077, 24X Flchi; 90-320* 03/O5/25i 8309310098. 


B3O531O110 Forwards rasponsas to NAC 830121 comments on Rav 3 to 
ganar-al project design er Itarla. Rasponsas will faa 
Incorporated Into Rev 4* If acceptable 

KANOA* B K Oanaral Public Utllltias - OPU Service Corp 83/03/29. 
ONYOERfB. J. TMI Program Offtea 4pp 18698:087 24X 

Fiehe: 90-320. B3/05/29. 8309310110 


0309310196 Forwarde addendum to undarhaad character i zatlon 0ER re core 
topography. Document damonstrates that proposed acoustic 
lurvag of core can be acconpltshad w/o undue risk li should 
ba coniidarad addendum to previously submitted BERs 
KANOAfB H. Oenaral Public Utilities - OPU Service Corp. 83/09/26 
BARRETT* L H, TMI Pragram Office. Spp, 10693.036. 84X 

Fleht' 90-320# 03/05/26* 8309310156 


O. Inspection reports# t£ Bulletins i* correspondence 


8212060089 IE Info Notice 83-14# ^Dewetared Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemicel Reaction ” five list 
enc 1, 

^lYision of Safaguordi !< Inspect ion Pr-ogrami (Post 
830103). 83/03/21. Consolidated Edison Co. of New York. Inc 

lt 2 pp • 10308:319 a4X FIche' 90-000* 83/03/21# 0212060305. 


8303040021 IE Info Notice 83-21* "OafBctivo Emergency Use Respirator “ 
Sve list end 

UOROAN# E L. Division of Emergency Preparedness )&> Engineering 
Response (Post B30103) 03/04/13 Consolidated Edison Co of New 

York* Inc 126pp 10433 153 24X Fiche 30-000* 03/04/1 3# 0303040021 


0305030191 Forwards IE I nap Rept 30-320/03-04 on 930227-0403 No 
none omp 1 lance noted 

STAROSTECKl* R Division of Project & Resident Programs B3/Q^/19 
rANOA* S K Oeneral Public Utilities - OPU Service Corp 2pp 
10300 274 24X Fiche 90-320,83/04/19*0305030131 


— 8309030164 IE Insp Rapt 50-320/03-04 on 830227-0403 No none omp I ianc e 
noted Major areas inspected licensee action on previous insp 
findings* rout Ina plant operations* LCRs* heal th physics 
ra view. reactor bldg entries 6 radioactive mail shipments 
NIEGE. J * HARR. K . MOSLAK* T Region 1< Office of Director 
83/04/19 6pp 18300276, 24X Fiche 90-320.83/04/19*0305030191 


8303040023 IE Info Notice 03-22. *'8WR Saf ety /Rel ief Valve Failures " 
SVC list end. 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103), B3/04/22 Consolidated Edison Co of New 

Verb# Inc ll2pp 10303 089 24X Fiche 50-000.83/04/22,0303040023 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sefising Sys. ” Sve list end 

J3RDAN«E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) B3/04/29 Consolidated Edison Co of New 

York* Inc U9pp 10381 291 24X Fiche 30-000*83/04/29*8303040025 


B30304Q026 IE Info Notice 03*-24. "Loose Parts in Secondary Side pf 
Steam Generators at PWRs. " 8vc list end 

JORDAN* E L Division of Emergency Preparedness ?i Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of New 

York* Inc U5pp. 18302 047 24X Fiche 90-000*83/04/28*8303040026 


8303040027 IE Info Notice 83-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103). 03/04/28 Consolidated Edison Co of New 

York# Inc 118pp 18302 165 24X Fiche 50-000*03/04/20.8303040027 


&3O3O4CO20 IE Info Notice 83-26* "Failure of Safety /Re 1 1 ef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN* E L Division of Emergency Preparedness It Engineering 
Response (Post B30I03) 83/05/03 Consolidated Edison Co. of New 

York# Inc t22pp 18441 170 24X Fiche 90-000,83/05/03*8303040026 


6303040030 IE Info Notice 03-27* "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equlpmint " 6vc list encl 

JOftDAN#£ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/04 (fonsol Idatod Edison Co of New 

York. Inc ll2pp 18302 282 24X Fiche 90-000.83/05/04*0303040030 


8303040031 IE Info Notice 03-88* "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list end 
JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Past 830103) 03/05/04 Consolidated Edison Co of New 

York* Inc Jl9pp 10441 001 24X Fiche 90-000*83/03/04.0303040031 


8303040033 IE Infa Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation. 8vc list encl 

JORDAN. E. L Division of Emergency Preparedness !t Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York# Inc IlSpp 10523:240 24X Fiche. 50-000, 83/05/06. 8303040&33 


8303040034 IE Info Notice 03-30. "Mi sapp 1 ication of Generic Emergency 
Operating Procedures <EOP) Guidelines " Sve list end 
JORDAN* E L Dlvlsian of Emergency Preparedness 6 Engineering 
Response <Po*t 030103), 83/05/11 Consolidated Edison Co. of New 

Verkf Inc 114pp 18524 003 24X Fiche 50-000,03/09/11,8303040034 


B303D40040 IE Info Notice 03-31* "Error in ADLPIPE Computer Program* " 
Sve list end 

JORDAN»E, L Division of Emergency Preparedness & Engineering 
Repponse (Post 830103). 83/05/19 Consolidated Edison Co of N«w 

York* Inc ll4pp 10697.009. 24X Fiche* 50-000* 83/05/19* 8303040040 


8303040046 IE Info Notice 03-33, "Nonrepresentatlve Sampling of 
Contaminated Oil. ** Sve list end 

JQRDANtE L Division of Emergency Preparedness & Engineering 
Respanse (Post 030103) 03/05/26 Consolidated Edison Co. of New 

York* Inc H4pp 10647,007 24X Fiche 50-000. 83/03/26* 0303040046. 
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R Pcrloillc operating reports & related correspondence 


63030^0163 Forwards TMl Program Qfc weeijiij status rapt for wk of 
930410-16 

BARRETT, L H TMI Program Office 83/04/18 DENTONr M R Office of 
Nuclear Reactor Regulation# Director SNVDERi 6 J TMI Program 
Office lOpp 18327 001 24X FiChe 50-320,83/04/18.8303040163 


B30S040I70 Forwards TMI Program Ofc weekly status rept for wk of 
0304 1 7-23 

BARRETT. U H TMI Program Office 83/04/23 DENTON, H R Office of 
Wuclear Reactor Regulation# Director SNYDER# B J TMI Program 
Office 9pp 10327 023 24X Flche 50-320# 83/04/23, 8303040170 


0303020210 Forwards "TMI Ai^uatic Study # Month J y Ropt far Mar 1983 " 
RES9LER.M C General Public Utilities - GPU Service Carp 83/04/28 
MICKEY# C NRC - No Detailed Affiliation Given Ip 18278 167 
24X Fiche 30-289# 83/04/28# 8305020210 


— 8303020213 "TMI Aquatic Study < Monthly Rept for Mar 1983 " 

KARDACGI.O A Ichthyological Associates# Inc 83/04/28 21pp 
18278 168 24X Flche S0'<289. 83/04/20. 8305020210 


0303030462 Forwards recovery sys description & technical evaluation 
rept annual updates for auxiliary bldg emergency liquid 
cleanup sys (EPIGOR ID# solid radwaste staging modules & 
submerged demineral i zer sys. per 820204 Itr 

KANGA. B K General Public Ut ill tie* - GPU Service Corp 83/04/28 
SNYDER. B J TMI Program Office 2pp 1B293 228 24X 

Fich » ' 30-320. 83/04/28. 8303030462 


—8303030470 "Recovery Program Sys Descr iption# Aux i 1 lary Dldg Emergency 
Liquid Glean-up Sys (EPICOR 11) " 

a General Public Utilities - GPU Service Corp 83/03/31 32pp. 

I8S93 230, 24X Fidht 30-320# 03/04/28, B30S030462 


— 8303030470 "TMl-Unit 8 Sys Description of Submerged Demlneral i zation 
Syi (808) " 

e Ganoral Public Utilities - GPU Service Corp 83/03/31 204pp 

18293 232 24X Flche 30-320# 83/04/28# 830303046S 


—6303030484 Rev 1 to "TMI-Unlt 2 Recovery Program# 8ol id Naite Staging 
Facility Sys Description " 

e General Public Utilities - GPU Service Corp 83/04/20 21pp 
18294 126 24 X Flche 30-320, 83/04/26# 8308030462 


8303060438 Foruards "Annual Environ Operating Rept# 1962." "Ecological 
Study of Susquehanna River Near TMI" S< "Hydraulic Survey " 

HUKILLrH D General Public Utilities - GPU Service Corp 83/04/29 
Region i. Oi’flce of Director tp 18349,030 24X 

F ic h a 30-289. 83/04/29# 8303060438 


—8309060460 "Annual Environ Operating Rept# 1982 " 

a General Public Utilities - GPU Service Corp 02/12/31 18pp 
J8349 060 24X F 1 c h e ■ 30-209# 83/04/29# 0309060498 


--8303060464 "Hydraulic Survey," annual rept 

a Ganaral public Utilities - GPU Service Carp 82/06/03. 13pp 
18349.070 24X Flche 30-289# 03/04/29# 8309060430 


--830SO60463 "Ecological Study of Susquehanna River Near TMI." annual 
ropt for 1962 

NAROACCIrG A Ichthyological Associates# Inc 83/04/30, 633pp 

10349*091, 24X Fiche 30-289# 83/04/29# 8309060430 


6309060649 Foruards "TMl Nuclear Station Radiological Environ 
Konitorirtg Rept# 1902 " U/o and 

HUKILLfH D General Public Utilities - GPU Service Corp 83/04/29 
Region 1# Office of Director Ip 18348 230, 24X 

Ficha. 50-269# 83/04/29. 6303060649 


8303060669 Forwards TMI Program Ofc weekly status rept for uk of 
030424-30 

BARRETTil. H TMI Program Offica 83/03/02 DENTON# H R Office pf 
Nodaar Raactor Regulation# Director SNYDER# D J, TMI Program 
Office 8pp. 16397’ 34B 24 X Flche 90-320# 83/03/02# 8303060668 


0303240603 Forwards THI Program Ofc weekly status rept for uk of 
030901-07 

BARRETT. LH TMI Program Office. 83/03/09 DENTON* H R Office of 
Nu-claar Reactor Regulation# Director, SNYDER# B. U TMI Program 
Offica. 7pp. 18393’ 167. 24X Flche. 50-320# 83/03/09# 8303240603 


0303240961 Forwards TMI Program Ofc weekly status ropt for uk of 
830900-14. 

BARRETT# L H TMI Program Office 83/03/16 DENTON# H R. Office of 
Nuclear Reactor Regulation# Director SNYDER# B U TMI Program 
Office 9pp 18393328, 24X Flche, 30-320# 63/09/16# 8303240961, 


B3092903B9 "Quarterly Dose Asiesiment Rept# First Guerter 1983 ** 

KANGArB K GBneral Public Utilities - GPU Service Corp 03/03/16 
ALLAN. J M Region 1# Dffice of Director 9pp 18983 342 24X 

Flche 50-320, 83/05/18# 8303250383 


8309340348 Periodic groundwater monitoring program rept for Mar 1982 - 
Apr 1983 

KANGA.D K General Pub 1 ic Utilities - GPU Service Corp. 03/03/19 
BARRETT# L H TMl Program Office 3Bpp 10374 017 24X 

Flche 50-320163/09/19# B3 03240348 


8 Reportable occurrences# LERs b related correspondence 


0305030327 Forwards LER 03-OIO/OlL-O 

KANOA#B K General Public Utilities - GPU Service Corp 03/04/20 
ALLAN# J M Region 1# Office of Director ip 18293 323 24X 

Flche 30-380# 03/04/20# 0309030327 


—8309030333 LER 03-OlO/OlL-O on 830322, in-core thermocouple H-3 began to 
exhibit erratic behavior Cause unknown To date, no adverse 
trend in overall core thermocouple sys behavior apparent 
CHAPLIN# 8 D General Public Utilities - GPU Service Corp. 

83/04/20 Region 1# Office of Director 2pp 16899 324 84X 

Fi Ch e 90-320# S3/04/SO# 8309030927 


8309110370 Forwards LER 03-01 1/OlL-O 

KANOAiB K General Public Utilities - OPUeervice Corp 63/04/29. 
AULAN#J M Region 1# Office of Director ip 10406,273 24X 

Flche 90-320# 03/04/23. 03031 10370 


'0309110370 LER 83-011 /OlL-0. on 830329. verified that 3 h rated fire 
damper not installed in fire wall separating fuel handling 
bldg from reactor bldg annulus area Caused by AE error 
during const of plant Hourly firewatch posted# 

CHAPLIN, 8 D General Public Utilities - GPU Servlet Corp 
03/04/23 Region i# Office of Director Spp 10406 276. 24X 

Flche 9D-320, 83/04/29# 03031 10370 


0309110321 Forwards LER 03-O12/O3L-O 

KANOA. B K General Ptrbllc Utilities - GPU Service Corp. 83/04/26 
ALLAN.JM Region 1# Office of Director Ip 18406 07L 24X 

Flche 90-320. 83/04/26# B303U0321 


—8309110326 LER e3-0l2/O3L-0 on 830329# following Inadvertent discharge 
of one zone of air intake tunnel Halon sys. pressure of Melon 
bottle EI-4C dlscovared to be below allowable limit Caused 
by personnel errors Bottle rtprttsuri zed 

NELLS. R General Public Utilities - GPU Service Corp. 63/04/26, 
Region 1# Office of Director 3pp 16406.072 24X 

Flche 90-320# 83/04/20# 0309110321 


6303310001 Faruardt updated LERs 

KANOA# B K General Public Utilities - GPU Service Corp 83/05/19 

ALLAN#UM Region li Office of Director 2pp 10693 06 0 24X 

Flche’ 90-320# 03/09/19. 0303310001 


—8309310004 Updated LER 00-00 1/99X-1 on 800126# 60 amp molded case 
circuit breaker for generator auxiliaries found tripped. 

Caueed by defective internal connection on A phase Breaker 
replaced 

CHAPLIN. 8. D Oeneral public Utilities - OPU Service Corp 
83/09/19 Region 1# Office of Director 2pp 18693’ 062. 24X 

Flche 90-320# 03/09/19# 8303310001 


—8309310007 Updated LER 0O-OOS/O1X-1* on 800210, emergency diesel 
generator & out of tve for annual malnt. violating Tech 8pece 
requiring both emergency diesel generators to be opereble 
Caused by change in Tech Specs. 

CHAPLIN# 8 D General Public Utilities - GPU Service Corp, 
83/09/19 Region 1# Office of Director 2pp. 18693' 064. 24X 

Flche 90-320, 03/09/ 1 9# 0303310001 


—8309310010 Updeted LER 00-007 /O I X“1 on 800222. exhaust fan AH-ESC 
removed from sve for malnbr violating Interim Recovery Tach 
Specs Caused by Inability to restore unit to operable etatus 
within action period. Fan ropairad 

CHAPLIN# 0 D General Public Utilities - GPU Service Corp 
83/09/19. Region 1# Qffice of Director 2pp. 16693’ 066, 24X 

Flche 90-320# 83/09/ l«f# 0303310001 


—8309310014 Updated LER ao-Ol2/0lX-l . on 000413# exhaust flow of fuel 
handling bldg HVAC sys fell below recovery operation plan 
requirement Caused by either lyf Imbalance or flow rata 
requiring rev Fan lineup altered 

CHAPLIN# 8 D Oeneral Public Utilities - GPU Service Corp. 
83/09/19. Region li Office of Director. 2pp 18633:069. 24X 

Flche 50-380# 83/09/ 1 9 , 830 931000 1 . 
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— 8303310019 UpddtBdl LEfi e0-049/0lX-l an S01027, rfiscovcred that valve 
LTB-VI?! ASmE Coda staffipad by unauthorl tad valve tupply 
hou «.0 Caused by unatjtbori i ed use af A5ME UV cade stamp 
by North American Safety Valve Industr 1 est Inc 
CHA/’LIN^e 0 General Public Utilities - OPU Service Corp 
ea/oa/l? Region It Office of Olrector 3pp IS6S3 070 ^4X 

Flche SO^aaOi B3/03/I9i 8303310001 


—8303310024 Updated UER S0-054/03)t“i on QOJ 1 17, emergency dletel 
generator Dr-X-'IR failed to start Caused by not maintaining 
diesel at high enough ihutdoun ambient temp due to heater 
failure Heater & contactor replaced 

CHAPLIM, 9 D General Public Utilities - GPU Service Corp 
03/03/19 Region fi. Office of Director 3pp 18653 073 a4X 
Flch* 30-320,83/05/19,9305310001 


-“8305310030 Updated LER Q0-055/O3X'l on B0US7, emergency diesel 
generator DF-X-IB failed te start Caused by failure to 
maintain diesel at high enough shutdoun ambient te-mp due to 
heater failure Heater & contactor replaced 
CHAPUlNfS 0 General Public Utilities - GPU Service Corp 
83/09/19. flag I on 1, Office of Director 3pp 18693 076 24X 

Flche 3Q-3 20, 03/05/19, 93P53 10001 


—8309310036 Updated LER e0-096/OlX-l on 801212. core floor tank level 
Ins trumentati on A inoperable Cause unknown Tech Spec 
3336 revised to delete core floor tank level indicators 
from spec* 

CHAPLIN, 8 D General Public Utilities - GPU Sarvlce Corp 
83/05/19 Region 1, Office of Director, 3pp 18653 079 24X 

Flche 50-320. 83/09/19, S3 033 1 0001 


—0305310041 Updated LFR a0'037/03X-l on 30lS17i air intake tunnel 
chlorine monitor declared inoperable due to failure 
to respond upon exposure to chlorine vapors Caused by dirty 
probe Probe cleaned tc returned to svc 

CHAPLINrS D General Public Utilities - GPU Service corp 
03/05/19 Region I, Office of Director app 10693 OQg S4X 
Fiche 50-320.83/05/19,3303310001 


—8305310047 Updated LER S1-004/03X-1 on 810204, emergency diesel 
generator DF~X-1D failed to start Caused by leu diesel 
ambient temp Pump motor repaired on 010302 
CHAPLIN, 5 D General Public Utilities - CPU Service Corp 
03/09/19 Region I, Office of Director 2pp 18653 084 24X 

FUhe 30-320, 03/05/ 19r 8303310001 


— 03O531OOS6 Updated LER 01-OO8/O3X-1 on 8104 16, diese 1 driven fire pump 
failed to start Caused by failed battery Diesel switched to 
fi bank- Preventive maint procedure written to replace fire 
SVC diesel batteries A & B every 5 yrs 

CHAPLIN, 9 D General Public Utilities - GPU Service Corp 
83/03/19 Region I, Office of Director 2pp 18653 087 24X 

Flche. 50-320. 63/05/ 1 9, 83053 1 000 1 


—6305310061 Updated LER 81-OlO/OlX-l on 010420, shift & daily check 
logsheat not consistent w/recoverg Tech Specs in that sevan 
Instruments received dally rather than per shift checks 
Caused by errors in procedure logsheet Procedure revised 
SWAR rz WELDER, R General Public Utilities - GPU Service Corp 

63/05/19 Region It Office of Director 3pp 16653.06? 24X 

Flche SO-320, 83/05/191 6303310001 


—8305310066 Updated LER ai-0ia/03X-l on 310422, emergency diesel 
generator A failed to develop output voltage Caused by 
corrosion It pitting of relay contacts Relay replaced 
Surveillance Procedure 4603-Rl revised 

CHAPLIN, 5 D. General Public Utilities - GPU Service Corp 
63/05/19 Region it Office of Director. 3pp 16693 092 24X 

F i C h e . 90-320. 83/05/ 1 9, 030531000 1 


—8303310072 Updated LER at“020/03X-l on 610S30. fuel handling bldg 
ventilation sys Inoperable due to high pressure 
differential t, low ei^haust flow rate. Caused by excessive 
loading of prefilter* ^ first bank HEPA flltori 
CHAPLIN, 8 D General Public Utilities - GPU Service Corp. 
B3/D5/19 Region i* Dfflcs of Director 3pp. J6633 095 24X 

Flche 50-32Gi 03/03/19,6305310001 


—8305310070 Updated LER ai-022/03X-l. on 810909, channel callbr of gas 
partltioner performed past scheduled expiration date Caused 
by heavy manpower load* In conducting Unit 1 hot functional 
test* Inetrument caljbr 

S WART2 WELDER, R General Public Utilities - GPU Service Corp 
83/09/19 Region it Office of Director 2pp, 18693 097 24X 

Flche 50-320 ,83/09/19, 830531 000 1 , 


—0305310000 Updated LER 61-023/03X-1 ' a n 81071 1, control bldg charcoal 
filters lab tested to acceptance criteria of 93X rather than 
99X, as r«iieired Caused by mi i interpretati on of Reg Guide 
1-52. Hew filter* Installed. 

SWARTZWELDEftrR. General Public Utilities - OPU Service Corp 
B3/D5/I9. Region 1. Office df Director. 2pp 18633 099 24X 

Flche 90-320,83/05/19,6309310001 


— 8309310087 updated UER 91-032/03X-1 on 811103, while revidu/iny operating 
rec ords. d iscuvered' that exhaust flow fell below Tech Specs 
min on 811026 Caused by low auxiliary bldg supply flow rate 
& probleims w/design & operation of supply damper 
CHAFLIN, S D General Public Utilities - GPU Service Corp 
03/05/19 Region I, Office of Director 3pp IS693 lOi 24X 
Flche 50-320,83/09/19,8309310001 


— B3053J0D91 Updated LER 81-034/01X-! on 81 1201, In-core thermocouple F-IB 
inoperable Caused by polarity of thermocouple being 
reversed Procedures revised to prevent future occurrence 
CHAPLIN, B D General Public Utilities - GPU Service Corp 
83/09/19 Region J, Office of Director 3pp 18693 104 24X 

Fiche 50-320,03/05/19.8309310001 


— 6303310096 Updated LER SI-03S/03X-1 on 01 1201, wind direction monitorlr} 
instrument inoperable Caused by ice formation on instrument 
Instrument deiced & permanent weather station heater jacket 
installed 

CHAPLIN, S D General Public Utilities - GPU Service Corp 
83/03/19 Region 1, Office of Director 2pp 18693 107 24X 

Fiche 90-320,63/0 9/19,0303310001 


—6309310101 Updated L£R Sl-03.6/03X't on 81 1214, wind direction monitoring 
instrument inoperable Caused by ice formation on instrument 
Instrument deiced it permanent weather station heater jacket 
Installed on Instrument 

CHAPLIN, 6 D General Public Utilities - OPU Service Corp, 

03/09/19 Region I, Office of Director 2pp 186S3 109 S4X 
Fiche 50-320, 83/09/19, 8309310001 


--03O53IO1O7 Updated LER QI-038/03X-1 on 811228, wind direction <« wind 
speed monitoring instruments inoperable Caused by ice 
formation dn Instruments Instruments heat traced as 
temporary measure 

CHAPLINrS D General Public Utilities - OPU Service Corp 
S3/D9/19 Region 1, Office of Director 2pp 18653 111 24X 

Flche 90-330,83/05/19,0305310001 


— 6309310114 Updated LER ea-034/01 X-I on 821021 , once-through steam 
generator A level Indication failed Caused by separated 
electrical connector, fa i led power supply it lnadeq,uata 
procedure Valves opened tt level indicators repaired 
CHAPLIN. S 0 General Public Utilities - GPU Service Corp 
83/03/19 Region I, Office of Director 2pp 18653 113 24X 

Flche 50-320.83/09/19,8309310001 


T Hearing transcripts on non-ant i trust matters 


8309040086 Transcript of 030422 briefing in Wash Ington, DC re TMI-2 
cleanup Pp 1-98 

a Commissioners 63/04/22 124pp 18328 242 24X 

Flche 50-320,63/04/22,6309040086 


8309120312 Forwards transcr Ipts, inc luding c orrec tiona, re Investigatlan 
by EH Stiar of allegations by GPU & Dechtel 

KANOA, B K General Public Utilities - GPU Service Corp 83/03/06 
JJARRETT, L H Tilt Prograni Office Ip 10433 241 34X 

Flche 50-320,63/09/06,8309120312 


— 6309120317 Testimony of UC Augar re investigation of allegations by 
OPU li Dachtet Pp 1-13 

AUGER, J C General Public Utilities - GPU Service Corp 83/03/3J 
t9pf 18433 242 24X Flcha 90-320,83/09/06,8305120312 


— 8305120323 Testimony of J-J Chwastyk re investigation of allegations by 
OPU St Dechtel Pp 1-16 

CHWASTVK, J j General Public Utilities - OPU Service Corp 
83/03/31 iBpp 18433 237 24X Flche 50-320,83/05/06,8305)20312 


—8305120326 Testimony of R G'ummo re investigation of allegations by 
OFU Sf Dechtel Pp I -12 

GUHHO, R General Public Utilities - GPU Service Corp 03/04/06 
1 4p p 1 8433 273. 24 X Flche: 50-320, 83/03/06 , 8305 1 203 1 2 


— 8309120330 Testimony of EJ Hitler re investi gatl on of allegations by 
OPU 4f Bechtel Pp 1-7 

HITLER, E,J Dechtel Corp 83/04/06 9pp 18433 209 24X 

Flche 90-320, 63/09/06, 8309120312 


■0309120339 Testimony of GA Kundar re investigation of allegations by 
GPU & Bechtel Pp 1-19. 

KUNDER, 0 A General Public Utilities - OPU Service Corp 
83/04/19 18pp. 10433298 24X Flche 50-320,03/09/06,0305120312 


—8305120330 Testimony of WJ Marshall re investi gat I on of allegations by 
GPU St Dechtel Pp 1-14 

MARSHALL, W J General Public Utilities - GPU Service Corp 
83/04/06 16pp 18433 316 24X Fiche 50 - 320 , 83/05/06, 0305120312. 
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— 5305120341 Tpfitimoni^ of JF Per t y re a ii vi?« 1 1 gdt l on of a 1 1 eg«}t i otfs by 
GPU 1 Dcchtei Pp 1-14 

P£ftRV J P General Public Ufilitie-, - GPU Service Corp 03/04/06 
I6pp 1B433 332 34^ Tiche 50-320-03 O') /06- 0305120312 


--83051 20344 Teitimony of RP Rydn re i nx. p » 1 1 gat i on of allegations by GPU 
L Uect. tel Pp 1-4 

RY4M. R f DabcocI' S* Mllcoi Co 03 '01 '06 6pp 10433 340 24/ 

Pic ho SO-320. 83/05/06* 8305120312 


--9305120J47 Tustinony of LC Ragers le i iwt-s 1 1 gat i on of allegations by 
GPU fi* Bechtel Pp 1-8 

ROGERS. L C Babcocl «. Ullcax Co BO'Ol 01 9pp 18433 394 24X 

Flche 30-320. 03/03/06. S3051P0312 


--Q305I20330 Testimony of PG Smith re inve<>t i ga 1 1 on of allegations by 
GPU * Bech tel Pp 1-9 

SMITH- fl G General Public Utilities, * GPU Service Corp 83/04/06 
7pp 18433 363 24XPichp 50-320,83/03/06.8305120313 


'&303120355 Testimony of JA Smith re invest iga t i on of allegations by 
GPU Bechtel Pp 1-lS 

SMITH. U A Gi Ibert/Commonueal fch Cos 83/03/31 i7pp 18434 007 
24X Piche 90-320*03/03/06.6303120312 


— 0309120357 Testimony of RP Uari en re in zest i gat ion of allegations by 
GPU % Bechtel Pp 1-10 

WARREN. R P General Public Utilities - GPU Service Corp 
03/03/31 l?pp 10434 024 24^ Flche 90-320-83/05/06*8309120312 


830SS30189 Fotuards marked-up eiccrpt fi om NRC testimony from UdalJ 
830426 hearing on f ac 1 1 1 ty- cons i s 1 1 ng of Pages 69-81 Memo 
dtd 030906 6 original excerpt also tncl 

OENTOiM* H R Office of Nuclear Reactor Regulation* Director 
83/05/17 KAriMCRER.C Office of Congi ess i Oha 1 Affairs 20pp 
19377 249 24X Flche 50-320*63/09/17,8305230189 


—8305230199 Forwards transcript of Commissioners statement before House 
Subcommittee on Energy L Fnviron 930426 hearing in 
Wash ington. DC Transcript should be edited t returned by 
830516 

KAMMERER.C Office of Congressional Affairs 03/09/06 
PAULADIND*N - QrLlNSKY*V * AHEARNC- J F Commissioners Ip 
18577 271 ;’4X Fiche 90-320. 83/05/ 1 7 , 8309230 189 


—8309230209 Transcript of Commi ss i onei s statement at House Subcommittee 
on Energy #« Environ 030426 heaving in U«ish i ng ton* DC Pp 
68-06 

PALLADIM0*N , GILINSKV-V , AHEARNr, u F Commissioners 83/04/26 
I8pp 10577 272 24X Ficho 90-320,03/05/17.8305230109 


U Congressional /Executive rorrespondence 


B30S040139 r&ruiards pi oposed Chaiiman testimony before UdaJl 
Subcommittee 830406 hearing fo developments since Apr 1982 
at TKf * resp and mg to items in Congressmai, Udall 630413 Itr 
U/o proposed testimony 

DENTON, H R Office of Nuclear Reactor Regulation* Director 
83/O4/S0 DIRCKS* U J Office of the Executive Director for 
Operations 2pp 18327 011 24X Ficho 50-209* 83/04/20* 8305040130 


— 830S040145 Enumerates items to be addressed by Commission at 
Subcammit lee on Energy 6 Environ 030426 oversight hearing on 
major de /» iopments at TMf Since last hearing in Apr 1902 
UDALL- M 1^ House of Rep . Interior ** Insular Affairs 03/04/13 
PALLADtNCi* N Commissioners 2pp 18327 013 24X 

Flche 50~PB9. 83/04/SO* 8309040130 


8309230435 Forwards response to Question 20 in 030223 Itr re NRC 
review of D?(W/OPU trial record 

PALLADINO-N J Commissioners 03/04/20 UDALL. M K House of Rep . 
Interior Insular Affairs 2pp 18942 091 24X 

Fiche 90-289* 03/04/201 0305230439 


— 8305230440 Informs of dissenting opinion re Commission majority 
decision Mocking General Counsel review of B&W/GPU trial 
record in TMI-i restart proceeding Decision will hamper 
ability or individual Commissioners to obtain needed info 
OlLINSHy-V Commissioners 83/04/07 SIMPSON* A K Senate, 
Environment i< Public Works 2pp 10542 053 24X 

Flche 50-289* 83/O4/P0* 0303230435 


— 8305330443 Responds to Chairman Palladino 830309 request for views 
on. legalitij of Commission decision directing Executive 
Director For Operat i ons* rather than Ofc of General CounaeJ, 
to review BLW/GPU trial record Actions supported 
PLAINE.H H E Office of the General Counsel 83/03/23 
PALLADINO. N J . GILINSKY, V . AHEARNE* U Commissioners 5pp 
J8542 055 24X Flche 50-209,83/04/28*0305230439 


0305230446 Provides Commission response to Commissioner Gillnsky 
03040'^ Itr disagreeing u/Cammission majority decision to 
block Oeneial Counsel review of BLM/GPU trial record In 
TMl-l restart proceeding Commission actions justified 
PALLADINO, N J Commissioners 83/04/19 UDALL, M K House of 
Rep , interior 6 Insular Affairs 4pp 18542 060 a4X 
Fiche 50-289, 03/04/28* 0305230439 


— 0305230453 Disagrees w/Commi ss I on majority views in Chairman Palladino 
030419 Itr justifying Commission decision to block General 
Counsel review of B6W/0PU trial record in TMI-l restart 
proceeding 

ASSELSTINC* U K Commissioners 83/04/25 UDALL, M K House of 
Rep . Interior L Insular Affairs 3pp 10542 064 24X 

Flche 50-289. 03/04 /28, 0305230435 


V Operator Examinations 


8305120055 Forwards Training Procedure 6210-ADH~2604 01. Rev 1-00* 
"Control of Exams for Units 1 6 2* ■' >* Procedure 
62IO-ADM-2610 02* Rev 1-00* ’'Operator Training Instructor 
Indoctnnation/Qual if icotion Training Program " 

HUKILL/H 0 General Public Utilities - GPU Service Corp 03/05/06 

STOLZ.vi F Operating Reactors Branch 4 tp 18420 233 B4X 

Fiche 50-207,83/09/06.8305120035 


—8309120064 Rev l-OO to Training Procedure 6210-ADM-2604 01* “Control of 
Exams for Uni ts 1 62 " 

a General Public Utilities - GPU Service Corp 03/04/26 7pp 
10420 234 24X Flche 90-209.03/05/06*8309120095 


DOCKET SO-321 EDWIN I HATCH NUCLEAR PLANT, UNIT l 


F Security* medical, emergency fire protection plan? 


0309030685 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 83/04/25 Document 
Management Branch Ip 10309 141 24X Fiche 50-321*83/04/25* 

8309030609 


—0305030607 Forwards public version of revised emergency plan 
implemonting procedures. inc 1 ud ing Procedures HNP-4734 re 
general emergency - Savannah River Operations Ofc & 

HNP-4927 re alert - security force 

NIXpH C Georgia Power Co 83/04/07 Office of Nuclear Reactor 
Regulation, Director Ip 19309 142 24X Fithe 90-321*83/04/29* 

B30S0306B9 


►0303030690 Public version of revised emergency plan implementing 
procedures* Including Procedures HNP-4734 re general 
emergency - Savannah River Operations 6 HNP-43a7 re 
alert - security force 

ROGERS* W M , NIX.H Georgia Power Co 03/04/04 90pp 
10309 143 24X Flche 50-321,83/04/23,0309030689 


0309040648 Releases public version of revised pages to emergency plan 
FELTON, J M Division of Rules and Records 83/04/29 Document 
Management Branch Ip 18336 279 g4X Fiche 90-321,03/04/29, 
0309040648 


“0305040694 Fqt wards public version of revised Pages C-3 Sc P-J to 
emergency plan 

OLHNGER.W H Georgia Power Co 83/03/31 NRC - No Detailed 
Affiliation Given Ip 10336 276 24X Fiche 30-331,83/04/29* 

8309040640 


■8303040699 Public version of revised Pages C-3 S* P-l to emergency plan 
* Georgia Power Co 03/02/20 Ppp 10336 277 24X 

Flche 50-32 1 . 83/04/29, 8305040648 


0303060469 Clarifies requests for exemptions from 10CFR50 40 S* App R 
roquirements in response to NRC request at 830330 meeting 
Rev to 920701 response to be submitted by 030530 
OUCWA.L T Georgia Power Co 03/04/20 STOLZ,U F Operating 
Reactors Branch 4 lipp 18331 179 24X Fiche 30-321, 83/04/fiB, 

8309060469 


0303110034 Generic Ltr 03-21 to all licensees of operating reactors* 
applicants for QLs L holders of CPs re c lar I f icatl an of 
access to control procedures for law enforcement visits 
Sve list encl 

EISENHUT, D G Division of Licensing 03/09/11 Consolidated 
Edison Co of New Vork, Inc I6pp 18940 099 24X 

Fiche 90-000*83/05/11*0309110034 
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G3092S0S:3O Guhmtts (nfo on conplidfice u/Hranch Technical Position 
9 5-1 re <iual 1 f Ic a tion of fire protection engineers 
dual 1 f Icat 1 on requirements m 0 t through maint of staff at 
affiliated svc corrpany* Southern Co SvCSyInc 

OUCWftyL T Oeorgla Pouer Co 83/05/19 gTOLZ, J F Operating 
Reactors Branch A Ip 18580 029 24X Fiche 5a-32l> 63/05/19* 

9305250530 


H General dorrespondence 


630503024-1 Requeste changes in correepandence routines due to recent 
mgt changes 

CUCHA.L r Oeorgla Power Co 83/04/28 J)ENTG«< H R Office of 
Nuclear Reactor Regulationi Director Ip 18300 046 24X 

F 1 c h e 50 - 000* 83/04/28* 830503026 1 


J Insurance b indemnltv Information 


0305040202 Forwards Endorsattent 70 to NELIA Pollcij hF-2l5 8» Endorsement 
63 to MAELU Policy MF-7a 

DUCKi J R Harsh U McLennan* fnc 93/04/28 BALTZMAW* J Assistant 
Director for Btate b Licensee Relations 3pp 18324 026 24X 

FlChe 50-321* 83/04/28*8305040202 


B305200270 Forwards Endorsement 79 to NEUIA Policy NF-215 b Endorsement 
64 to MAELU Policy t1F-7a 

DUCKi J R iMarih & McLennan* Inc 63/05/16 BALtZMAW* J Assistant 
Director for state 4 Licensee Relations 3pp 18516 256 24X 

FlChe 50-321*63/05/16*6305200270 


0305230027 Forwards Endorsement 80 to hTEUlA Policy NF-215 & Endorsement 
66 to MAELU Policy HF-7a 

DUCK* J R Harsh b McLetinani Inc 83/05/16 SALTZHAN*iJ Assistant 
Director for State b Licensee Relations 3pp 10339 180 24X 

FI Che 50-321*03/05/16*6305230027 


P Operating license stage documents b correspondence 


03O412OOS7 Forwards revised order confiriuing licensee commitments on 
pos t-THI-r elated J| ssuei* correcting info re implementation 
schedule for Item IJ 0 3* '"Post-Accident Sampling *' 

BTDLZiJP Operating Reactors Branch A 63/03/30 aECKHAM. J T 
Georgia Power Co 4pp 17957 320 24 X Fichc 50-321*03/03/30* 

8304120027 


— 830412004S Order revising schedule fur submittal of Info re Item 
II fi 3, "Post-Acc Ident Sampling*" from 830401 to 83-0701 
PURPLEi R A Division of Licensing 83/03/30 Georgia Power Co 
lOpp 17937 324 24X Fie he 50-321*63/03/30*3304120037 


0305040769 Forwards safety evaluation b technical evaluation rapt ra 
THl Items I A 2 1 -4 “Upgrading of Reactor Operator b Senior 
Raactor Pperator Training"' b II a 4 "Training for Mitigating 
-Cora Damage " Programs satisfy NUREC-0737 requirements 
SrOLZ^U F Operating Reactors Branch 4 63/04/20 DECKHAH* J T 

Georgia Power Co 3pp 16327 300 24X Fiche 50-321*83/04/20, 

6305040769 


—8207000453 Imp r oveme nta in Tralnir>g b Requa 1 i flcatl on Programs as 
Required bg THI Action Items I A 2 1 b II 0 4. '< technical 
evaluation rept 

a Science Af P I lea t i ons* Inc 541-186-029-34 82/07/01 NRC - 

hfo Detailed Affiliation Given Idpp 18327 303 24X 

Fiche 50-321*83/04/20,0303040769 


0305030634 Application to amend Licenses EPR-57 b NPF-3* revising Tech 
Specs re THI Action Plan Items I A 1 1 3. I A 1 3, II £ 4 1» 

11 E 4 2 5-7* II K 3 3* 11 K 3 13. U K 3 22. H K 3 15, 

If K 3 19* ir K 3 27* II K 3 45 b II F 1-4 

HECKWAM.J T Georgia Power Co 63/04/22 STOLZ.J F Operating 

Reactors Branch 4 Qpp 18305 285 24X Fiche 50-321.03/04/22* 

6305030634 


— 8305030665 Revised Tech Specs rc TMI Action Plan Items J A I 13* 
lA I 3*JI E4 1,11 E4 2 5-7* fl It 3 3* 1 1 K 3 13* 1 1, K 3 22, 
ri,K 3 15. IJ K3 19* IJ K 3 27.11 H 3 45 b IJ F 1-4 
* Georgia power Co 83/04/22 3Ipp 10305 293 24X 

Fiche 50-321. 63/04 /22* 8305030634 


8305040740 Summary of 830223-24 maatlngs u/utH b EObO In Atlanta. OA re 
propaied radiological affluent Tach Epees 

RIVEHDARK.G N Operating Reactors Branch 4 83/04/22 STOLZ/JF 

Operating Reactors Branch 4 ISpp IB327 179 24X 

Fl cha 50-321.83/04/22*9305040748 


fl305060A71 Forwards EObO 830404 I tr transmitting list of NRC comments 
on unresolved items from proposed radiological effluent 
Tech Specs Earlier scheduled date for final submittal 
requas ted 

STDLZ.^f F Operating Reactors Branch 4 83/04/22 BECKHAM. J 7 

Georgia Power Co 2pp 18350 001 24X Fiche 50-321,83/04/32* 

8305060671 


— 8304220257 Forwards list of major radiological effluent Tech Spec Iters 
from licensee proposal that were not resolved at Atlanta 
meeting Differences between Unit 1 b Unit 2 proposals are 
minor Commitment date for next submittal not identified 
SERRANO.N EObO* inc 83/04/04 HILUI5,C A NRC - No Detailed 
Affiliation Given 3pp 10358 003 24X Fiche 30-321*83/04/22, 

8305060671 


830506005S Forwards RtfV 1 to “Design Rept for Recirculation 5ys b RHU 
Sijs Ifeld Overlay Repairs b Flaw Evaluation at El Hatch 
Nuclear Power Plant, Unit I ■’ 

OUCWAcL T Georgia Power Co 63/04/26 STGLZ.U F Operating 
Raactors Branch 4 2pp 18343 226 24X Fiche 50-321*03/04/20* 

8305060051 


—8303060055 Rev 1 to "Design Rept for Recirculation Sys b RHH Sys Held 
Overlay Repairs b Flaw Evaluation at El Hatch Nuclear Power 
Plant, Uni t c “ 

CHARNLEV.J E * RICOARDELUA, P NUTECH Engineers* Inc OPC-04-104 
ROI 83/03/04. lOOpp 18343 280 2AX Fiche 50-321*03/04/28* 
0305060051 


0305020455 Generic Ltr 83-19 to all power reactor & testing llcensesi 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Svc list end 

EI6ENHUT*DG Division of Licensing 03/03/02 Consolidated 
Edison Co of New Yori> Inc dOpp 18441 120 24X 

Fiche 30-000,83/05/02*8305020435 


8305060306 Requests that portion of 830422 response to Generic Ltr 
83-02 be withdrawn Portion re Item II F I* "Addl Accident 
Monitoring Instrumenta tlon* " will be reevaluated upon 
receipt of NRC guidance 

GUCWA.L T Georgia Power Co 83/03/02 STOLZ* J F Operating 
Reactors Branch 4 Lp 10344 323 84X Fiche 30-321*83/05/02* 

6305060306 


8309090639 Ooneric Ltr S3-20 to all operating reactor licensees t 
holders of CPs re integrated scheduling for 1 mp 1 ementation 
of plant mods Svc list encl 

EISENHUT.DO Olvision of Licensing 03/05/09 Consolidated 
Edison Co of New Vorir* Inc I6pp 18627 133 84X 

Fiche. 50-000, 83/05/09* 8305090659 


03OSSOO453 Commits to submit results of plant-unique calculations 
re acceptability of mod to torus vacuum breakers by 830619. 
in response to Generic Ltr 63-08 

OUCMAiL T Georgia Power Co 83/05/16 8T0LZ. J F Operating 
Reactors Dranch 4 lp 18319 005 24X Fiche 50-321*83/05/16, 

8305200453 


Q Inspaction raports* IE Bulletins b correspondence 


6212060385 IE Info Notice B3-14* "Dewatered Spent Ion Exchange Resin 
Suscep tlb 1 1 1 ty to Exothermic Chemical Reaction Svc list 
encl 

TAVLORrJ H Division of Safeguards b Inspection Programs (Post 
6301031 63/03/21 Consolidated Edison Co of New Vork* Inc 

I12pp 18309 319 24X Fiche 50-000,83/03/21*6212060385 


8305370491 Ack receipt of 83032B ltr informing NRC of steps taken to 
correct violations noted in IE insp Rept 30-366/03-02 
dance, M C Division of Project b Resident Programs 83/04/07 

KELLY* R J Georgia Power Co ip 10646 072 24X 

Fiche 50-366,63/04/07*8303270491 


— 8305270525 Forwards IE Insp Repts 50-321/93-02 b 30-366/83-02 on 
821220-630121 b notice of violation 

DANCE* H C Division of Project b Resident Programs 83/02/25 
KELLY, R J Georgia Power Co 2pp 18646 075 24X 

Fiche 50-366.83/04/07,0305270491 


—6305870550 IE Inep ftepts 50-321/03-02 b 30-366/03-02 on 821220-830121 
Noncompliance noted failure to make 24-h telephone rept 
within required time limit 

CRLEMJAK.R V , HQLMEe-RAY,P Region 2, Office of Director 
PROMNLEE* V> L Division of Project b Resident Programs 03/02/23 
4pp. 1B646 079. 24X Fiche 50-366,83/04/07*8305270471 


B30527057G Requests that docket number in 830322 IE Insp Rept 
50-336/03-05 be changed to 50-366/83-05 due to 
adminls tra tive error 

DANCE* H C Division of Project b Resident Programs 83/04/06 

KELLY, R vT Georgia Power Co lp 18646 113 24X 

Fiche 50-321,83/04/08*0305270570 
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0303040021 IE Info Notice B3-21i '"Defective Emergency Use Respirator " 
avc list end 

jOflDrtNf E L Division of Em-ergency Preparedness i Engineering 
Response iPoot B30103> 63/04/13 Consolidated Edison Co of Neu 

Vork, Inc ISApp 10433 195 24X Fiche 30-000. 83/04/1 5. 8303040031 


□303040023 IE Info Notice 83-22. "DWR Saf ety/Rel i ef Valve Failures " 
BYC list encl 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 83/04/32 Consolidated Edison Co of Neu 

Vorfcr Inc ll2pp 18383 089 24X Fiche 50-000,03/04/22-0303040023 


0303040029 IE Info Notice 83-23, "Inoperable Contatninent Atmosphere 
Sensing Syi Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of Neu 

York. Inc I 19pp 10381 291 24X Fiche 30-000,83/04/33-0303040025 


0305270332 Ack receipt of 030410 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repta 30-321/03-04 tc 
30-34.6/83-04 

DANCE. H C Division of Project h Resident Programs 03/04/27 

kelly. R J Ooorgla Power Co Ip 1B648 066 24X 

Fiche SO-321. 83/04/27. 8305270332 


— S305270336 Responds to NRC 030310 I tr ro violations noted in IE Insp 
Repts 90-321/83-04 & 50-366/83-04 Corrective actions 
training directive Issued to appropriate personnel stressing 
prompt notification of unusual event 

BECKHAM. J T Georgia Power Co 03/04/18 D 'REILLY- vT P Region 
2- Office of Director 2pp 18642 067 24X Fiche 50-321. 

03/04/27. 83052^70332 


— 0305270343 Forwards IE Insp Repts 50-321/03-04 8c 90-366/83-04 on 
830207-11 it notice of violation 

DANCE. H C Division of Project & Resident Programs 83/03/10 

KELLY. R J Georgia Power Co 2pp 10642 069 24X 

Fiche 50-321.03/04/27.0309270332 


—-8305270351 Notice of violation from insp on 830207-11 

e Region 2. Office of Director 83/03/18 Ip 16642 071 24X 

PUhe 50-321.03/04/27.0309270332 


--0305270357 IE Insp Repts 90-321/83-04 4c 50-366/83-04 on 030207-11 
Noncomp llan-c e noted fallore to make proper notification to 
NRC following liquid raduiaste release on 821209 
WRAY. J R Region 2. Office of Direttor DARR.K P Division of 
Emergency Preparedness 4< Materials Safety 03/03/10 7pp 
10642 072 24X Fiche 50-321. 83/04/27, 83O5270332 


6303040026 TE IfiPO Notice 83-24, "Looee Parts in Secondary Side of 
□ team OeneratOTi at PNRs '* Bve list «ncl 

JORDAN. E L Division of Emergency Preparedness 4i Engineering 
Response IPoat 830103) 03/O4/2B Consolidated Edison Co of New 

York. Inc il9pp 18302 047 24X Ficha 50-000,83/04/28.8303040026 


B303040027 IE Info Notice 03-25. "Standby Oas Treatment 8yt Heater High 
Teflp Trip Setpoint Adjustment ” Svc list encl 
JORDAN. E L Piviaion of Emergency Preparedness 4< Engineering 
Response <Post 030103) 83/04/20 Consolidated Edison Co of New 

York. Ine tispp 18302 165 24 X Ficho 50-000,83/04/28.8303040037 


0303040028 IE Info Notice 03-26. ’'Failure of Safaty/ftellef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN.e L Division of Emergency Preparedness 4< Engineering 
RaSfOnse (Post 830103) 83/05/03 Consolidated Edison Co. of New 

York, Inc i22pp 10441 170 a4X Fiche 50-000.83/05/03,8303040020 


0303040030 IE Info Notice 03-27. "Gperatlanal Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JDRDAN.E L, Divtcion of Emergency Preparedness 4( Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co. of New 

York. Inc ll2pp 18382 202 24X Fiche 50-000.83/05/04,0303040030 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Raccnmendatlons for General Emergencies " Svc list encl 
JDRDANrE L Oiviaion of Emergency Preparedness & Engineering 
Ftasponse (Post 630103) 83/05/04 Consolidated Edison Co of New 

York. Inc ll9pp 18441 001 24X Fiche 50-000.83/09/04.8303040031 


8303040033 IE Info Notice 83-29. "Fuel Rinding Caused by Fuel Rack 
Deformation ” Svc list encl 

JORDAN. E L Division of Emergency Preparedness £< Engineering 
Response (Post 030103) 83/09/06 Cansdidated Edison Co of New 

York, Inc llSpp 18523 248 24X Fiche 50-000* 83/05/06. 8303040033 


0309160144 Submits 30-day response to SER I* technical evaluation rept 
re anvlron quak 1 f i cat 1 on of Class IE equipment (IE Bulletin 
79-OlD) Final plans for resolving qualification of Items in 
Categories I B. II A t, II D will be transmitted by 830520 
CUCHA. L T Georgia Power Co 03/05/06 STDLZ. J F Operating 
flaactora Bronch 4 394pp 10444 044 24X Fiche 50-321 < 03/05/06. 

0309160144 


8303040034 IE Info Notice 83-30, "Hi sapp 1 ica tlon of Generic Emergency 
Operating Procedures (EQP) Ouideilnes " Svc list encl 
JORDAN, E L Division of Emergency Freparedneii & Engineering 
Response (post 030103) 83/05/11 Consolidated Edison Co of New 

York. Inc 114pp 18924 003 24X Fiche JO-OOO, 03/05/1 1. 0303040034 


0305270390 Forwards IE insp Repts 50-321/83-11 l< 50-366/83-11 on 
830411-15 NO noncompl j ance noted 

DANCE, H C Division of Project & Resident Programs 83/05/11 

KELLY. R J Georgia Power Co 2pp 1B644 3S3 24X 

Fiche 90-321.83/05/11.6309270350 


—0309270356 IE Insp Repts 50-321/83-11 6 50-366/83-11 on 830411-19 No 
noncomp 1 ianc e noted. Major areas inspected licensee action 
on previous enforcement matt<r««OA program, des Ign mods. test 
& experiments program & procurement progrem 

BELieLE. 0 A . DEDBAGE.A 0 . UPRIGHT* C M Region 2. Office of 
Director 83/09/11 14pp 10644 329 24X Fiche 50-321.83/09/11* 

0309270350 


8303040040 IE Info Notice 03-31. *'0rror In ADLPIPE Computer Program " 
0VC list end 

JORDAN, E L Division of Emergency Preparedness 4c Engineering 
Response (Post 030103) 83/05/1? Consol idated Edison Co of New 

York* Inc I14pp 18697 009 24X Fiche f 5D-000. 03/05/19. 8303040040 


0305270120 Advises that updating inservlca insp program will be delayed 
until Aug 1903 Commitment to exaisine control rod drive scram 
discharge vol piping welds will be met 6 unaffected by delay 
in update of Intervlce insp program 

GUGWA, L T Georgia Power Co, 03/05/19 STOLZ. J F Operating 
Reactors Branch 4 Ip 10638 217 24X Fiche 90-321*83/09/19* 

8305270128 


0303040046 IE Info Notice 03-33. "Nonrepresentative Sainpling of 
Contaminated Oil *' Svc list encl 

JOROAN.E L Division Of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York. Inc ll4pp 18647 007 24X Fiche 90-000,03/05/26.8303040046 


R Periodic operating reports i< related correspondence 


0305180279 Forwards monthly operating repte for Apr 1983 

NlX.HC Georgia Power Co 83/05/06 Director's Office* Office 
of Inspection and Enforcement Ip 18490 202 24X 

Fiche 50-321,03/05/06*8305100279 


— 0309100204 Monthly operetdfig repts for Apr 1903 

nEDUANZ*F J Georgia Power Co 03/09/06 12pp 10490 299 24X 

Fiche 50-321. 83/09/06. 83051B0279 


0 Reportable occurrences) LERs 6 related correspondence 


0309230973 Forwards emptneerlJig evaluation rept. "Cracks & Lealcs In 
Small Dlairetar Piping " 

DROWN, E J Reactor Operations Analysis Branch 03/G4/19 
SEYFftlT.K V Rsactor Operations Analysis Orencli ip 18541' 342. 
24X Fiche 50-000.03/04/19.8305230973 


—0305230619 "Cracks 1* Leaks in Small Oiamater Piping* “ engineering 
evaluation rept Bmall pips leaks associated u/unanti Clpa ted 
vibration problems require adtfl supports or rcroutiTig of 
piping 

BROUN, E J Reactor Operations Analysis Branch 03/04/19 9pp 
10541 343 24X FI c he* 90-00D. 83/04/ 19* 6305230573 


8309050030 Forwards LER 03-O4O/O3L-G 

NIX. N C Georgia Power Co 83/04/21 O'REILLY. J P Region 2, 
Office of Director ip 18342 0?2^ 24X Fiche 50-321.03/04/21. 
8305050030 


— 830S050D40 LER e3-040/03L-0 on 030329. rea c tor bldg exhaust vent A 
radiation monitor D1 1-K609A as-found data unacceptable & 
monitor declared inoperable Caused by Instrument drift. 

D11-K609A callbr & returned to svc on 830325 

riPP8. 8 D Georgia Power Co 83/04/21 Region 2. Office of 

Director 3pp 10342:093 24X Fl c he . 90-321* 83/04/31*0305090030 


0309050083 Forwards updated LER 03-006/0 IX- 1 

NIX.H C Georgia Power Co 03/04/21 O'REILLY* J P. Region 2. 
Office of Director Ip, 18342 020 24X Fiche 50-321.03/04/21, 
8309050003 
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—8305050087 Updated LER eS-OSi/OlX’-l on B30323, plant review Ooard 
determined lack of admlni f t native control existed in 
co/rqplyinff lu/Pr oc edure HNP-^'S'ai tecause of matl condition of 
cab-le trays Caused bg lact of specific instructions 
TIPPS.S B Oeorgia Power Co 03/Od/21 Reylon 2. Office of 

OlpeCtcT 3pp lB3d2 021 24X riche 30-321.83/04/21.8305050083 


8309110269 Ferward* LER B3«043y03U-0 

NIX.H C Oeorgia Power Co 83/04/26 D'8E!LLY. J P Region a. 
Office of Director Ip 18393 335 a4X Flche 50-321 , 03/04 /26> 
83051 1 0269 


— 8305110272 tCR a3-043/03L-0 Qn 930331 >RHR sve water pump B did not 
reach required Tech Spec pressure Caused bg air release 
valve for loop D failing to seat off Rubber seat U float 
replaced & float cage realigned 

TIPPB.S B Beargia Power Co 03/04/26 Region 2. Office of 
Director 3pp 10393 S23 24X Fiche 90-321.83/04/26.0303110269 


8305110270 Forward I LER 03-044 /03L-0 

NJX.HC Georgia Power Co 83/04/26 O'REILLY. J F Region 2. 
Office of Director ip 10393 296 24X Fiche 50-321.83/04/26, 
03031 10270 


— B30S 110273 LER B3-'044/03L-0 on S30404 . urh 1 1 a performing matl condition 
insp. sgs engineer found two of four bolts not installed In 
valve operator mount at valve bonnet on RMR loop A rain flow 
bypass valve Replacement bolts installed 1* torqued 
TIPPS. 5 0 Georgia Power Co 63/04/26 Region 2, Office of 
Director 3pp 18393 297 24X Fi c he 50-321. 03/04/26. 83051 10270 


0303110431 Forwards LER 03-O4|/O3L'O 

NIX.H C Georg la Pover Co 03/04/26 O 'RE ILLY, J P Region 2. 
Office of Director Ip 1B405 009 24X Flche 50-321. B3/04/26. 
6305! 10431 


—6305110434 LER B3-041/03L-0 on 630329. fo 1 1 ouing Croup 5 Isolation, 
outboard reactor water cleanup Isolation valve failed to 
open Caused by overheated D-C drive motor on valve operator 
Drive motor replaced 

riPFS. S 0 Georgia Power Co 63/04/26 Region 2. Office of 
Director 3pp 13405 089 24X FI c he 90-321. 83/04/26. B305U043I 


C305U0404 Forwards LER e3-042/03L-0 

NJX.H C Georgia Power Co 63/04/29 D'REfLLV.J-p Region 2. 
Office of Director Ip 18392 039 24X Flche 50-321.83/04/29. 
6309110404 


— 8305110412 LER 63“04a/03L-0 on 63G330. 1/2 scram received Caused by 
scram discharge valve high level RPS relay burning U failing 
in tripped condition Relay replaced 6 satisfactorily tested 
TIFPS. S B Georgia Pewer Co 83/04/29 Region 2. Office of 
Director 3pp 16392 009 84X Flche 50-321.03/04/29.6309110404 


8305I3013B PNG-I I-B3-032 -on 93DS0J . cun tractor employee suffered brolien 
arm. fractured pelvis possible skull fracture in macfiine 
shop accident Caused by cotton glove caught by valve stem 
pulling person into lathe u/contamina ted valve 

ROOOE. J F r dance. H C Region 2. Office of Director 63/05/02 
2pp 10437 277 24X Fieh e 90-321. 63/05/02. 9305130138 


6303170176 Bupp 1 amenta 1 narrative summary to Rev S to RO 
50-323/1979-021 Updated data pn tritium levels In 
gro-unduater saniples during First Quarter 1963 end No 
rad i onucl i des above background Identified 

NIX.H C Georgia Power Co 03/05/02 O 'REILLY. J P Region 2, 
Office of Director 3pp 16466 321 24X Flche 90-321 . 83/05/02i 

0309170370 


8303110389 Forwards LER B3-046/03L-0 

NlX.H C Georgia Power Co 03/05/03 O'RElLLV.J P Region 2. 
Office of Director Ip 16393 308 24X Flche 50-321,33/05/03. 
0305110209 


— 930S11D293 LER 83-046/0aL-0 on 0304 1 1 . c hann e 1 A terus water level 
narrow range recorder T4S-R607A, operated erracticaliy Caused 
by dirty control amplifier plug connection Connection 
cleaned Procedure >iNP-J-5372 run successfully 

TIPPS. S D Georgia Power Co 03/03/03 Region 2. Office of 
Director 3pp 16393 309 24X Flche 50-321,03/05/03.8305110269 


030 SI 70254 Forwards LER 63-031 /D3L-0 

NIX.H C Georgia Power Co 83/05/03 O'REIC-LY, J P Region 2. 
Office of Director Ip 18466 130 24X FIcfte 50-321,83/09/05. 
0305170254 


—6305170262 LER 83-031/03L-0 on 830409, d i u x i d e recorder pen oR primary 
containment atmo-sphere hydrogen dioxide recdrder 1P33-R60JA 
read downscale & primary containment atmosphere sample sys 
outlet pumps found not running Caused by component failure. 

TIPPS. S D Georgia Power Co 83/05/05 Region 2, Office of 
Oiractor 3pp 18466 i3l 24X Fithe 50- □ Si . 03/05/09, 83091 702S4 


0305170434 Forwards LER Q3-034/03L-0 

NJX. H C Georgia Power Co 03/05/09 □'REILLY. J P Region 2, 
Office of Director Ip 16469 297 24X Fiche 90-321.03/05/05. 
8305170434 


—8309170436 LER a3-O34/03L-0 on 930407. c on tro 1 room air Intake Isolation 
valve 124j-F011 closed late during Procedure HNP-1-3973 
Caused by faulty operator & lack of damper shaft 
lubrication Shafts lubricated 

TIFPSiS 6 Georgia Power Co 63/09/05 Region 2, Office of 
Director 3pp 10469 296 24X Fiche 50-321 . 03/O9/O3i 6305170434 


8309t70442 Forwards updated LER a3-036/01X-2 

NIX.H C Georgia Power Co 03/09/03 O'REILLY. J P Region 2. 
Office of Dlrfrctor Ip 18471 230 24X Fiche 90-321.83/05/05, 
0309170442 


—6309170445 Updated LER B3-036/OIX-2 on 630320.22.23 «t 0409.fflatl 
conditloin of cable trays found out of compliance w/Procedurf 
HNP-6921 caused by lack Of admlnistratl ve control 8« 
nonspecific procedure instructions Procedure revised 
SUNNER.H L Geurgla Power Co 63/09/09 Region 2. Dffide of 
Dlractor 6pp 10471 231 24X Flche 90-321.03/09/05,8309170442 


6305110364 HO 30-366/83-01 on 830123 & 0314, Units 2 & 1. resp active ly. 
had spray/sprinkler sys taken out of sve for mods 6 could 
not be restored to operable status within 14 days per Tech 
Specs Continuous fire watches maintained 

NIX.H C Georgia Power Co 83/09/06 O'REILLY. J P Region 2. 
Office of Director 3pp 16406 262 24X Fiche 90-321 . 03/09/06, 

8309110364 


9309230966 Forwards LEF e3-047/03L-0 

NIX.H C Georgia Power Co 63/09/09 O'REILLY. J P Region 2. 
Office of Direefror Ip 18537 305 24X Flche, 50-321. 03/03/09, 
0305230568 


— 030923057? LER e3'-047/03L-0 on 030412,02 recorder pens on primary 
containment atmosphere H202 recorders 1P33-R6GIA & R601UB 
read 17/. 3 35^, respective ly Caused by tubing cap missing 

6 open sample valve In analyxer sample line A Cap replaced. 

TIPPS, B D Georgia Power Co 83/09/09 Region 2. Office of 
Director 3pp 16537 306 24X Fiche 90-321.63/05/09,6309230566 


8309270234 Updated LER B3-036/01X-3 on 030320. lack Of administrative 
control existed in complying w/cable & cable tray 
installation Procedure HNP-6921 because of matl condition of 
cable trays Caused by Inadequate procedures W/630516 Itr 
TIPPS, 8 D . NfX,H C Georgia Power Co 03/09/16 O'REILLY. J P 
Region 2. Office of Director 9pp 18637 106 24X 

Flche 90-321,83/05/16.0305270234 


6309310166 LER 03-O45/O3L-O on 830423. wh 1 1 e performing MSIV trip test, 
D outboard MBIV <l021-FO2aD) found to close slower than 
Tech Spec Limit Caused by maladjusted actuator flow control 
needle valve W/a30516 Itr 

TIPPS.8 D . NIX.H C Georgia Power Co 63/05/16 O'REILLY, J P 
Region 2, Office of Director 4pp 16652 339 24X 

Flche 90-321.83/05/16,8305310166 


0305310160 Updated LER a3-040/03X-t , on 030325, reactor bldg exhaust vent 
radiation monitors I>1 1-K609A tc D found Inoperable Caused by 
Instrument drift & cable failure between detector St trip 
unit Monitor calibr (4/630916 Itr 

TIPPS, 8 D . NIX, H C Georgia Power Co 83/09/16 0 'REILLY. J P 

Region 2. Office of Director 5pp 18699 135 24X 

Flche 90-321, 83/05/16. 630531 01 BO 


9309270625 Part 21 rept re potential problem iJ/3-phase rectifier 
aisembly in exciter not connected In parallel which could 
cause premature failure Initially reported on 030920 Utils 
will measure vibratlDni 

HAISUER, R K Litton I nduatr les. Inc 83/09/20 KEPPLER, J G Region 

3. Office of Director 3pp 18646 212 24X Fiche 50-000. 83/05/S0. 

8305if70629 


ODCI^ET 90-322 SHOREHAN NUCLEAR POWER STATION 


A AppI Icat lon/censtruct ion stage documents 1. correspondence 


0305060144 Responds to FOIA Requests 62-459.82-471 fc 82-479 re 
suppression pool dynamic loads Ends to Documents 3 8, 4 & 
rept anc 1 u/Docu^nant 7 withheld (ref FOIA Exemption 4> 

FELTON. J M Division of Rules and Records 03/03/17 HAFNER.D 
Affiliation Unknown 2pp 16364 261 24X Fiche 50-322.63/03/17, 

6309060144 
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— 3303-0604 53 Submits schedule 6 program for analyzing h resolving effects 
of L0Ci4 re suppression pool hydrodynamic loads* safety 
relldf valve vent clearing €< steam q,uenching phenomena 
Schedule coordinated u/OE S« other utils 

WDFFORDi A U Long Island Lighting Co 73/06/03 STOLZ< J F 
Light Hater Reactors Branch 1 4pp 1B364 266 24X 

Flche 30-322, 83/03/ I7i 8305060144 


— 9305060133 Requests addl Info re suppression pool temp limit Responses 
to Questions 1,2,4 & 3 ul 1 1 be provided by OE Question 3 
must be answered by util 

KNIELrH Light Water Reactors Branch 2 77/08/31 WOFFORD. A W 

Long Island Lighting Co 2pp 13364 283 24X 

Fich* SO- 322, 83/03/17. 0303060144 


— 8303-060164 Responds to 770831 1 tr ref GE rept "170 F Pool Temp Limit 
for Safety Relief Valve Ramshead Condensation Stability," 
in response to Questions 1,2,4 & 5 Submittal date for 
response to Question 3 luill be provided 

BURKE. T J Long Island Lighting Co 77/09/26 KNIEL. K Light 
Water Reactors Branch 2 Ip 18364 287 24X 

Flche 30-322,03/03/17.0305060144 


8303160095 C-orrects serial number of 030415 Itr transmitting Rev 3 to 
iniervlce testing program Correct identifier should be 
gWRC-037. not 8NRC~e39, 

S KITH. O' L Long Island Lighting Co 83/05/03 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 18450 331 24X 

Flche 30-322. 83/03/03. 83051 6009 5 


03-05040323 Doard Notification 83-057 foruards differing prof opinions 
re tys interaction & safety classification Info relates to 
Board Notifications 83-17 & 83-44 re Unresolved Safety Issue 
A-17 

ElSENHOr. D 0 Division of Licensing 83/05/04 FALLAOINO, N 
Commlitloners 22pp 10337 139 24X Fiche 30-000.83/05/04, 

8303040323 


G305240348 Foruards minutes of 830421 meeting u/util & SStW re 
c Ur tf ica tion of addl items in independent design revieu 
KINO.UP Teledync Engineering Services 83/05/06 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 10571 001 
84X Flcne 50-322.83/05/06.8305240342 


B30SD906S9 Generic Ltr 03-SO to all operating reactor licensees i( 
holder* of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

EIEENHUT^ D Q Division of Licensing 03/05/09 Consolidated 
Edison Co of Neu York. Inc 16pp 18627 133 24X 

FtCfia 30-000.83/05/09.8303090659 


8305190491 Notification of 030524 meeting ui/Suffollc County 
rapr ssantatives in Dethesda.KD to discuss entenslon of CP 
CARUSO. R Licensing Branch 2 03/05/16 SCHWENCER. A Licensing 

Branch 2 4pp 10523 159. 24X FiCfiB 30-322,83/03/16.8305190491 


0305240447 Provides status of implementation of SER recommendations 
re NUREO-0 737. Item II K 3 16. "Feasablllty Study - 
Challenges t* Valve Failures " Preventive malnt program will 
be available for site revleu In 2 months 

SMITH. J L Long Island Lighting Co 83/05/20 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 3pp 10572 338 24X 

Fiche 30-322. 83/05/20. 8305240447 


8305270001 Foruards final c lass i f icatlon of ICR 5633-18 re pipe support 
dfslgn calculations from Independent design revleu Item 
c 1 Died 

LANDER Bj D F Teledyne Engineering Services 83/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 18638 327 
24X Fiche 50-322.83/05/20.8305270001 


B30'5250373 Foruards Tetedyne Engineering Svcs 830506 ltr to HR Denton 
u/attachment re independent design verification program 
BORDENICKi B M Hearing Branch 3 03/05/24 BRENNER. L . 

CARPENTER. U L . MORRIS.P A Atomic Safety and Licensing Board Panel 
7pp 18392 093 24X Fiche 50-322,83/03/24.8303250373 


03O331OOSO Responds to 830324 Itr re environ qua 1 i f i cati on of QE 
twitches (Type CR 2940). List of switch locations & summary 
of generic environ qua 1 i f icatlon testing encl Switch 
failure would not adversely affect shutdown capability 
fiHlTK. J L Long Island Lighting Co 83/05/25 DENTON. H R Office 
of MucUar Reactor Regulation. Director I2pp 18653 132 24X 

Fiche 50-322.03/05/23.8303310050 


E NRC Safety Evaluation Report (SER), suppls 6 correspondence 


B30504050B Forwards Rev 2 to "4160V Metal End Switchgear - General 
Maint." providing description of inservlce insp testing 
programs to assure seismic integrity of electrical & 
mechanical components (SER Issue 8) 

SMITH, J L Long Island Lighting Co 83/04/22 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 9pp 18321 023 24X 

Fi Che 30-322, 83/04/22, 8305040300 


— 03OSO4O514 Rev 2 to Procedure 32 050 02, "4160V Metal Encl Switchgear - 

General Maint " 

ROSE. J J Long Island Lighting Co 63/01/31 6pp 18322 032 
24X Fiche 50-322. 83/04/22, 8305040508 


8305040303 Forwards monthly status of equipment summary list including 
ba lance-of-p lent L NESS equipment to assist in review of SER 
Issue 8 on dynamic qual i f Ication, per 621110 b 23 Itrs 
SMITH, J L Long Island Lighting Co 83/04/29 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 52pp 18323 306 24Y 

Fiche 50-322. 03/04/29, 0305040303 


8305160070 Responds to SER Issue 48. "High Energy Line Breaks (HELBl" 

S' 830124 request to consider addl single failure within sys 
used to mitigate event Postulated worst-case scenarios 
listed Occurrence of events unlikely Issue closed 

SMITH, J L Long Island Lighting Co B3/05/il DENTGN. H R Office 
of Nuclear Reactor Regulation, Director 4pp 18450 116 24X 

Fiche 50-322, 83/05/ 1 1 , 8305 1 60070 


8305270013 Forwards monthly status list of active saf c ty-re lated 
equipment per SER Issue 8 re dynamic qual 1 f i cati on level 
SMITH, J L Long Island Lighting Co 83/05/23 DENTON. H R Office 

of Nuclear Reactor Regulation, Director S2pp 10633 277 24X 

Fiche 50-322,83/05/23.8305270013 


F Security, medical, emergency It fire protection plans 


6305120378 Ac k receipt of 830421 ltr Informing NRC of steps taken to 
correct violations noted in IC Emergency Preparedness 
Appraisal Rept 50-322/82-18 

martin. T T Division of Engineering 6 Technical Programs 83/05/05 
POLLOCK. M 8 Lang Island Lighting Co Ip 18432 303 24X 

Fiche 50-322, 03/05/05, 8305120378 


—0305120380 Responds to NRC 020930 ltr re violations noted in I£ 
Emergency Preparedness Appraisal Rept 50-322/82-10 
Corroctlve actions permanent responsibility far emergency 
planning assigned to emergency planning coordinator 
POLLOCK. M S Long Island Lighting Co 03/04/21 MARTIN. T T 
Division of Engineering & Technical Programs iSpp 18432 304 
24X Fiche 50-322.03/05/05.8305120378 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for DLs tU holders of CPs re clarification of 
access to control procedures fur law enforcement visits 
Svc list encl 

EISENHUT. 0 0 Division of Licensing 83/05/11 Consolidated 
Edison Co of New York. Inc 16pp 18540 095 24X 

Fiche 50-000.83/05/11,8303110034 


6305240213 Forwards monthly status rept on offsite emergency 
proparednoBB for OL reviews for Apr 1983 

DIRCKS.W j Office of the Executive Director for Operations 
83/05/13 PALLADINO. N J Commissioners Spp 10593 322 24X 

Fiche 50-000,83/05/13.8305240213 


0 Adjudicatory correspondence 


8305100223 Forwards Teledyne Engineering Svcs 830311 ltr transmllJt i ng 
latest c lassi f icatlon of items from Independent design 
review of facility 

BOROENICK.I) M Hearing Branch 3 83/03/18 BRENNER. L . 

carpenter. J L I MORRIS.P A Atomic Safety and Licensing Board Panel 
4pp 18374 068, 24X Fiche 50-322.83/03/18.0305100223 


6305100255 Forwards Teledyne Engineering Svcs 630315 ltr transmitting 
latest classification of items From independent design 
review of fac i 1 1 ty 

aORDENICK. B M Hearing Branch 3 83/03/21 BRENNER. L . 

CARPENTER. J L , MORRIS.P A Atomic Safety and Licensing Board Panel 
4pp 10373 298 24X Fiche 50-322.63/03/21,0305100255 


8305100239 Forwards resolution of Suffolk County Contention I3(d} re 
util failure to provide sufficient QA/QC personnel during 
operation of facility Approval requested 
BDRDENICK.B M Hearing Branch 3 83/04/01 BRENNER. L . 

CARPENTER. J L . MORRIS.P A Atomic Safety and Llcenelng Board Panel 
2pp 16373 271 34X Fiche 50-322.83/04/01.8305100238 



184 


DOCKETED fTEMS 


-"8309100239 8e«olutlDti of Suffolk County Contention 13Cd) r* util 
f4lltire tn provide 4Uff»ci«nt OA/QC personnel durinj 
operation Utii uill prepare detailed projection of OA staff 
raqiilrenient;* for 12-;]tonth period Contention uithdraiun 
SOnD£NrCK<B M Hearing Branch 3 EARLEVi A F Long Island 
Lighting Co * Suffolk Caunti/i MV B3/03/3i Atotnlc Safety 

and Licensing Board Panel &pp 16373 273 SAX 
Fie he 30-322, Q3/D4/01, 8303100230 


6303100223 Second proposed spin Ion, f Indlng s of fact it conclusions of 
lau In form of partial Initial decision re DL application 
concarnlng QA/QC & environ qualification 

fiORD£N!CK. 6 K « REPKA. D A Hearing Branch 3 ^3/04/19 Atomic 

Safety and Liceniing Board Panel 119pp 18373= 144 24X 

Ft the SO-3324 83/04/ IQi 8309100222 


93030303AO Reply to Suffolk County & MAC proposed OA/QC it environ 
qualif Icatton apinl ons, f Ind tngi St corclueions 

e Long Island Lighting Co • Hunton L Mllliams 63/04/23 294pp 

16301 001 24X Fiche 50-332« 83/04/29. 63030130360 


B30S02039D hefftorantfum *r order providing for further Pilings on Suffolk 
County motion to reopen record on Contention 11 A5LB ui 1 1 
rule on enotlon to reopen as part of Initial decision on 
merit* of Contention 11 

BRENMERiL Atomic Safety and Licensing Board Panel 63/04/28 6pp 
18276-319 24X FI chi 50-322,83/04/28.8303020390 


6303030937 Forwards proposed stipulation re Suffolk County Contention 
13(a) on QA/OC opiratlone Util & Suffolk County agreed to 
stipulation HRC revieu Incomplete but no objections 
anticipated 

8ARLEVrA F Huntorv & Ullliamt 63/04/28 BRENNER. L Atomic Safety 

and Licensing Board Panel 6pp 18303 278 24)C 

FlChd 90-3224 63/04/28.6303030397 


6303100196 Response in opposition to Suffolk County 830408 motion to 
compel applicant to file written rept re Teledyne 
Engineering Svce design review of facility Interim meetings 
could rasult In duplicative efforts Certificate of Bvc end 
BORDENKKiO M Hearing Branch 3 63/04/26 Atomic Safety and 

Licensing Board Panel 7pp 18374 304 24X Fiche- 90-322. 03/04/28. 

8303100196 


&30Sl0039a Forwards Teladyne Englnesrlng Svcs 630406 itr transmitting 
summary of 030330 meeting re etas s i f Jcat Ion of item 
ICR 8633-1 concerning piping attached to horlrontal beams 
from Independent design review of facility 
BORDENICK.B H Hearing Branch 3 63/04/Sd BRENNER, L . 

CARPENTER.J L , MORRIS. P A Atomic Safety and Licensing Board Panel 

4pp 18378 001 24X rich e 50-322, 03/04/26.0309100396 


03O5O4O4A1 Advises that util will serve alternative means for 
implementing offsite emergency plan during uk of 630316 
Relatad correspondence 

CHRI8TKAN, J N Huhton Sc klllllatns CHRISTMAN. J N Long Island 
Lighting Co 83/04 /S9 D RENNER, L . CARPENTER* H , MDRRIB,P A 
Atomic -Safety and Licensing Board Pane) Ip 1B322 J44 24X 

Fi Che* 90-322. 03/04/29. 6309040461 


S309030466 Advises of LlLCO application for renewal of 

License 31-17432-01 Application prepared par Reg Guide 10 9 
Certificate of Sve oncl 

aaRDENICKiB H Hearing Branch 3 63/03/02 BRENNER, L , 

CARPENTER. J L * NORRIS, P A Atomic Safety and Licensing Board Panel 
4pj 18294 leo 24X FIche 30-322.83/05/02,0303030406 


0305030001 Motion for revised schedule re contentions Three-wk time 
limit for submission of contentions should be deleted 
Parties dlrscted to meet within 2 uks of receipt of util 
revised plan to agree on schedule for contention submission 
LANPHERiL C Suffolk County. NV UANPHER. L C Kirkpatrick, 
Lockhart. Hill, Christopher 6 Phillips 83/03/02 Atomic Safety 
and Llceneina Board Pans I 7pp. 18339 063 24K 

FIche 90-322.03/09/02.0309030001 


— 8305030005 Ulthdrau-al of 030400 motion to compel util to file uirltten 
rept re Teledyne Engineering Sve design review During 830422 
telcan.util 6 NRC dliclo-sed most info requested in motion 
Alternafeive relief requested Certificate of Sve end 
DYNN£R,A. R. Suffolk Courity. NY DYNMER. A R Kirkpatrick, 

Lockhart, Hill. Chrlftopher & Phillips 03/05/02 Atomic Safety 
and Licensing Board Panel 13pp J8339 070 24X 

FIche. 50-322, 03/05/02. 8305030001 


0305090007 Notion for leave to file new contention re emergency diesel 
gen* ratOT t. ASLB not required to balance lateness factor* 

Certificate of Sve *i\<l 

MILLER. H B Buffolk County. NV MILLER, M S Kirkpatrick, Lockhart, 
Hill, ChrlstophiT t< Phillips 83/05/02 Atomic 8afaty and 
Licensing Board Panel, 17pp 18339 001 24X FIche 50-322,63/05/02, 

8305090007 


8309050024 Supplemental proposed transcript corrections Certificate of 
Sve end 

EARLEY, A F Long Island Lighting Co EARLEY. A F Munton & 

Williams 03/05/02 5pp 16340 001 24XFiche 50-322,83/09/02. 

B309030024 


— 6305090029 Revised proposed op i n 1 on. f t nd 1 ng s of fact Sc conclutians -of 
law In form of partial initial decision 

EARLEY. A F Long Island Lighting Co EARLEY, A F Hunton 6 
Williams 63/05/02 367pp 10340 006 24X Fiche gO-322, 

63/03/02, 8309050024 


G309040429 Corrections to ASLO 030420 Nemarandgm it Order LBP-83-22, 
■denying Suffolk County motion to terminate OL proceeding 
BRENNER, L Atomic Safety and Licensing Board Panel 63/05/03 2pp 
16322 126 24X Fiche 90-322,83/05/03.6309040429 


0303060499 Memorandum ortfer ac k Suffolk County 630302 withdrawal of 
motion to compel util to file written rept re Teledyne 
Engineering Sve design review Motion for util & NRC to 
provide Info on review denied as overly broad 

BRENNER, L Atomic Safety and Licensing Board Panel 63/09/04 
Suffolk County, NY 4pp 16351 194 24X Fiche 50-322,03/05/04. 

0305060499 


8305060518 Motion for expeditious Commission ruling on issues 
transferred from A6LAJ> re emergency planning Suffolk County 
motion to terminate DL proceeding is threshold issue 
pervading all aspects of proceeding W/Cert 1 f 1 cate of Sve 
0RONM.HH Suffolk County. NY BROWN. H H Kirkpatrick, Lockhart, 
Hill, Christopher & Phillips 63/05/04 Commissioners ISpp 
10351 009 24X Fiche 90-352,03/09/04,0309060518 


8305100391 Forwards updated Apps B 6 £ to util 830117 proposed partial 
initial decision Schedule for completion of plant continues 
to indicate physical readiness to load fuel by Aug 1903 
REVELEY. W T Hunton & Williams 03/09/04 BRENNER, L , 

CARPENTER. J L . MORRIS. P A Atomic Safety and Licensing Board Panel 
iOSpp 10370 091 24X Fiche 90-322,03/05/04.0303100391 


0309090129 Forwards executed stipulation re Suffolk County Contention 
I3(al on QA/aC operation Parties Intend to submit 
addendum to stipulation 

BDflDENlCK, B M Hearing Branch 3 83/05/05 DRENNER, L Atomic 

Bafety and Licensing Board Panel Ip 18363 350 24X 

Fiche 50-322. 83/05/09, 0305090129 


— 8305090136 Stipulation resolving Suffolk County Contention 13(a) re 
QA/OC operations 

BDRJ3EN1CK, 0 M Hearing Branch 3 EARLEY. A F Long Island 
Lighting Co DYNNER,A ft Suffolk County, NY 03/05/09 5pp 
18363 351 24X Fiche 30-022,03/05/05,6309090129 


8303090505 Order confirming 1-wk extension of schedule to Pile 
contentions following receipt of revised emergency plan 
DRENNER. L Atomic Safety and Licensing Board Panel 63/05/05 2pp 
10362 012 24X Fiche 50-322,03/09/05.0305090505 


6309100157 Response to ASLD 630420 memora'nd um 1, order providing for 
further filings on Suffolk County motion to reopen record on 
Contention 11 Applicant response insufficient to address 
full scope of concern Certificate of 8vc end 
LANPHEIt, L C Suffolk County. NY LANPHER.L C Kirkpatrick. 
Lockhart. Hill. Christopher 6 Phillips 83/05/05 Atomic Safety 
and Licensing Board Panel 17pp 10374 239 24X 

Fiche 50-322,03/03/05.0305100157 


0305100256 Protests exclusion of North Shore Committee (NSC) from 
hastily convene-d 630504 conference call to hear ASLB 
dacislon on Suffolk County 030502 motion for rev of 
schedule Certificate of Sve end 

SHAPIRO, R Cammer & Shapiro 03/05/03 BRENNER, L . MORRISiP A . 
carpenter, U H Atomic Safety and Licenelng Board Panel 3pp 
10374 059 24X Fiche 50-322.83/05/05.0303100256 


6305100274 Supports Suffolk County 630502 motion for schedule rev 
Limited resources available to County emphaslxes 
desirability of County proposal Interchange between parties 
clarify concerns 8. focus contentions when filed. 

8HAPIHD.R Cammer & Shapiro 63/09/05 BRENNER, L r MORRIS.P A 
CARPENTER. J H Atomic Safety and Licensing Doard Panel Ip 
10371 241 24 X Fiche 90-322,03/05/03,0309100274 


B3051003BO Forwards 030421 Itr & attachments from Teladyne Engineering 
Bves to NRC re independent design update program for 
facility Certificate of Sve and 

BORDENtCKi B M Office af the Executive Legal Director 03/09/05 
BRENNER. L , CARPENTER. J L , MORRIS.P A Atomic Safety and Licensing 
Board Panel 4pp 18379 030 24X Fiche 90-322,03/05/03,0303100380 
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03O51OO2OJ Object* to ASLAB eicluslon of Town of Southamp toni NY from 
B30504 conference call re offaite emergency planning Town of 
Soi/thamp ton will hold comments on offsite emergency planning 
until receipt of new util plan Certificate of Sve end 
LATHAMi S D Twomeyf Latham fc Shea 63/03/06 DRENNERj L Atomic 
Safety and Licensing Board Panel 6pp 10374 029 24X 

Flche 50-322,03/03/06.8305100201 


0303100224 Forwards Teledyne Engineering 0vcs 030419 Itr reciuestjng 
verification of receipt of controlled documents re 
Independent design review of facility 

DORDENICK. B M Hearing Branch 3 03/03/06 BRENNER, L , 

CARPENTER, J L , MORRIS. P A Atomic Safety and Licensing Board Panel 
4pp 19374 134 24X Flcho 30*-322i 03/03/06. 0303100924 


— 0305100223 Forwards transmittal forms indicating that NRC confirmation 
for receipt of controlled documents re independent design 
review of facility not yet received Verification of receipt 
r equested 

«EATlNGi L A Teledyne Engineering Services 03/04/19 
DENTONiH R Office of Nuclear Reactor Regulation, Director 7pp 
10374 130 24X Flche 30-322. 03/03/06, 0303100224 


8303120297 Forwards revised proposed op ini on. supp 1 emental proposed 
findings of fact. revised findings of fact conclusions of 
law in form of partial Initial decision on Suffolk County/ 

Shoreham Opponents Coalition Contention 7B 

LETSCHEfH V Kirkpatrick, Lockhart. Hill, Christopher Phillips 
LETSCHE, K J Suffolk County. NY 03/03/09 BRENNER, L , 
GARPENTERjJ L . MORRIS. P A Atomic Safety and Licensing Board Panel 
3pp 1B430 178 24X Fiche 50-322.03/03/09.0303120297 


--830312030D Revised proposed op ini on. supp 1 emental proposed findings of 
fact, revised finding* of fact & conclusion* of taw in form 
of partial Initial decision on Suffolk County /Shoreham 
Opponent* Coalition Contention 7D W/Certi f icate of Sve 
BROUN. H K Suffolk County. NY BROUN, H H Kirkpatrick, Lockharti 
Hill, Christopher Ic Phillips 03/03/09 SOapp 10430 101 24X 

Fiche 50”322. 83/05/09, 8303120297 


0305120329 Forward* corrected Page 39 to Suffolk County revlaed 
op 1 nlon 

LET8CH6. K J Kirkpatrick, Lockhart, Hill. Christopher i( Phillip* 
LersCME. K J Suffolk County, NY 83/03/09 BRENNER, L i 
CARPENTER, J L , MORRIS, P A Atomic Safety and Licensing Board Panel 
Ip 10431 313 24X Fiche 30-322.03/05/09,0303120329 


— 830SIS0332 Corrected Page 39 to Suffolk County revised opinion 
#• Buffplk County, NY 03/05/09 Ip 10431 316 24X 

Fiche 30-322,03/03/09.0303120329 


0303130069 Addendum to 030302 motion for leave to file new contention 
re emergency diesel generators clarifying Suffolk County 
views on reopening of evidentiary record Petition to reopen 
record not required Certificate of Sve encl 

K1LLER«M S Suffolk County, NY MILLER, M S Kirkpatrick, Lockhart. 
Hill, Christopher ^ Phillips 03/03/10 Atomic Safety and 
Licensing Board Panel 3pp 18436 246 24X Flcho 30-322.83/03/10, 

0303130069 


8303130072 Eirpresse* indignation at ASLO failure to include author In 
030303 telephone conference w/ASLB, uti 1 . Suf f ol k County & 

NRC Shoreham Opponents Coalition full-fledged participant In 
proceeding should be Included in futuro dlficueslons 
DOUGMERTYiJ B Dougherty, J B DOUGHERTY. J 0 Shoreham Opponent* 
Coalition 03/03/10 BRENNER. L Atomic Safety and Licensing Board 
Panel Ip 10437 032 24X Fiche 30-322.83/05/10.0303130072 


6303130077 Repts that filing of util alternate means for Implementing 
offsite emergency planning will be unavoidably delayed until 
uk of 630323 

CHRISTHANj J N Hunton Will lams CHRISTMAN. U N Long Island 

Lighting Co 03/05/10 BRENNER. L . CARPENTER, J K . MORRIS, P A 

Atomic Safety and Llcsnslng Board Panel Ip 18436 263 24X 

Fiche 30-022.03/03/10,8305130077 


0303130090 Designates WJ Dircks as NRC representative on State of NY 
fact finding panel on facility 

PALLADINO.N J Commissioners 83/05/10 CUOMO. M M New York. 
State of Ip 10437 006 24X Fiche 30-322.03/03/10.8303130090 


— B303130204 Requests designation of appropriate NRC representative to 
State of NY fact finding panel on facility 
CUOMO. H M New York, Stato of 83/04/22 PALLADINO. N J 
Commissioners Ip 10437 007 24X Fiche 30-322.83/03/10. 

8303130090 


0303130030 Notice of ASLB constitution UA Laurenson. cha irman C< 

UR Kline & MS Living ston. members, 

COTTER, B P Atomic Safety and Licensing Board Panel 83/03/11 
2pp 10436 210 24X Fiche 30-322,83/03/11.8303130030 


0303130068 Memorandum & Order CLJ-03-13 accepting A5LAB 030426 referral 
of A6L6 030426 order referring ASLB 830420 order denying 
Suffolk County motion to terminate proceeding NRC obliged to 
consider util plan In absence of state/local plans 
CKILK. S J Office of the Secretary of the Commission 83/09/12 
6pp 10436 298 24X Fiche 30-322,83/09/12,8303130068 


0303160006 Answer to Suffolk County 630S04 motion for expeditious 
Commission ruling on issues transferred from ASLAP Motion 
should be denied except for request for briefing of 
certified question Certificate of Sve end 

CHRIBTMAN, J N Long Island Lighting Co CHRISTMAN, J N Hunton fc 
Williams 03/03/12 Commissioner* 17pp 18436 062 24X 

Fiche 30-322. 83/03/12. 8303160006 


8303160131 Order directing change of sve on emergency planning 
submissions 

LAURENSQN. J A Atomic Safety and Licensing Board Panel 63/03/12 
Ip 18448 141 24X Fiche 30-322.83/03/12,8303160131 


8303170343 Forwards revised NRC proposed op Inlon. f Ind ings of fact fi< 
conclusions of law in form of partial initial decision 
Error exists in pagination Page 3 omitted 

RAWSON.R J Hearing Branch 4 83/03/16 BRENNER, L . MORRIS. P A . 

CARPENTER, J L Atomic Safety and Licensing Board Panel 2pp 
18460 121 a4X Fiche 30-322,83/05/16,0303170343 


0303170363 Revised proposed op inion, f Ind i n£|s of fact & conclusions of 
law in form of partial Initial decision Certificate of Bve 
enc 1 

REPKA, D A Hearing Branch 3 03/09/16 2I3pp 18467 034 34X 

Fiche 30-322,03/03/16.0303170963 


8303190200 Supplemental paragraph* to be Included in proposed opinion it 
supplemental proposed finding* on Suffolk County Contention 
II re valve failures Certificate of Sve end 

FLANAGAN, D O Long Island Lighting Co FLANAGAN, D 0 Hunton 6 
Williams 03/03/16 9pp 10301 330 24X Fiche 50-328,03/05/16. 

0303190200 


0303190271 Affidavit of EJ Youngling that portions of Suffolk County 
proposed contention on diesel generators unsupported by 
fact*. insubstantial In nature or remedied Prof 
qualifications end 

YOUNGLING. E J Long Island Lighting Co 83/09/16 34pp 
IBSOl 113 24X Fiche 50-322.03/03/16.8303190871 


0303190370 Forwards motion opposing Suffolk County motion to add diesel 
generator contention Certificate of Sve end 

EARLEY, A F Hunton & Williams EARLEY, A F Long Island Lighting 
Co 03/05/16 BRENNER. L , CARPENTER, J H . MORRIS, P A Atomic 
Safety and Licensing Board Panel 3pp 10500 234 24X 

Fiche 30-322,03/03/16,0303190370 


—8303190302 Response opposing Suffolk County 030302 motion to add 
emergency diesel generator contention county falls to meet 
stds for reopening record, for late-filed contentions b 
for par tlcular 1 ty of contentions 

EARLEY. A F Long Island Lighting Co EARLEY, A F Hunton 6 
Williams 03/03/16 Atomic Safety and Licensing Board Panel 
34pp 10300 237 24X Fiche 30-322, 83/03/16,0305190370 


8305200631 Motion for l-day extension until 030524 to file supplemental 
8C/80C 73 reply findings NRC 830316 supplemental findings 
not served on util counsel until 830317 

EARLEY, A F Long Island Lighting Co 03/03/17 Atomic Safety and 
Licensing Board Panel 3pp 1851? 309 24X Fiche 30-322.03/03/17. 

03O3SOO651 


8305200990 Response opposing Suffolk County 030302 motion for leave to 
file new contention re amergoncy diesel generators 
Interested county must observe all procedural requirement* 
applicable to parties Certificate of Sve encl 

OORDENICK, B M . REPKA, 0 A Hearing Branch 3 03/03/10 Atomic 

Safety and Licensing Board Panel 14pp 10314 030 24X 

Fiche 50-322. 03/03/ 10. 0303200390 


— 0303200594 Final deficiency rept re failure of liquid carbon dioxide 
storage tank/piping 6 affect on operability of emergency 
diesel generators. Issue not roportable per iOCFRSO 53(ft7 
MILLIOAN.M H Long Island Lighting Co ai/it/I2 ORIER.0 H 
Region 1. Philadelphia. Office of the Director 101/03/01) 2pp 
10314 074 24X Fiche 30-322,83/05/10, 8303200390 


0303240348 Advises that County will Pile motion for leave to respond to 
util 830916 6 NRC 830310 response to Suffolk County motion 
to add emergency diesel generator contention Filing will 
contain important new Info Related correspondence 
DYNNER.A R Kirkpatrick. Lockhart. HiU. Christopher 6 Ph i 1 1 ips 

DYNNER.A R Suffolk County. NY 03/09/19 BRENNER. L J . 

CARPENTER, J L . MORRISrP A Atomic Safety and Licensing Board Panel 
Ip 10373 283 24X Fiche 30-322.03/05/19.0305240940 
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6305240432 Order granting atil BaoS!? request tf-or extension until 
830324 to Nle supp I erriental proposed ^‘lndl^gs on 
COTitenti-an 7Q 

BRENNf Ri L Atom c Safety and Licensing Doard Panel 03/05/20 

Long Island Lighting Co ip 18573 S57 24X fiChe 30-322.03/03/20. 

8305240432 


03052404^0 Order permitting Suffolk Countg to reply.b-g 830531. to util 
&30516 tc NRC 830310 argument* opposing County motion to 
admit tteu emergency diesel generator contention 
BRENNER I L Atomic Safety and Licensing Dcard Panel 03/03/20 
Suffolk County. NY 4pp 18373 l&O 24X Fichc 50-322,83/03/20. 

03 03240 4 &0 


0303270553 Forwards 020^30 Torrey Pines rept.VoI H (program results). 
Vo 1 111 (potentiat finding repts) b environ qual if 1 c at ion 
rept for Class |E equl pmen t. Vols I t* ll per 030320 telcon 
W/o ends 

LANE. V M Atomic Safety and Ltcensing Board Pane] 83/03/20 
MCCAFFReVi Q Long Island Lighting Co Ip 18662 114 24X 

Ficiie 50-322.03/03/20.0303270 553 


0305250567 Forwards ASLAB 830518 Decision ALAB-72a re Suffolk County/ 
Shoreham Opponents Coalition Contention 78 Areas addressed 
include NRC obligation re unresolved safety issues t 
regulatory requirements 

RAW&DN.R J Heaping Dranth A B3/05/23 BRENNER. L . MORRIS. P A . 
carpenter. J H Atonic Safety and Licensing Board Panel 66pp 
18591 102 24X P'1 Che 50-322. 03/05/23. B3QS25Q367 


8305250334 Order approving "Resalotion of Suffolk C-ounty Contention 
]3(al - QA/QC - Operations.*' dtd 830503 & Addendum l.dtd 
830516 

BRENNER. L Atomic Safety and Licensing Board Panel 03/05/24 
Office of the Executive Legal Director 2pp 18585 as9 24X 
Fie he 30'-322. 83/03/34. 8305230334 


8305230373 Foruards Teledyne Engineering Svta G30506 Itr to HR Denton 
w/attachment re independent design verification program 
DQROENICK.S M Hearing Branch 3 83/05/24 BRENNER. L . 

CARPEI'/TEB. J L . MORRIS. P A Atomic Safety and Licensing Board Panel 
7pp 18592 093 24X Fiche 50-322.83/05/24.0305250373 


8305310040 Vol 3 of reply feo proposed op inions. f ind i ngs % conclusions 
of Suffolk County & NRC re safety c las s i f jea tion & sys 
interaction Certificate of Sve end 

* Long Island Lighting Co e Munton e. Hi 11 lams 83/0-5/24 293pp 

10654 092 24X Fiche 50-322,83/05/24.0305310040 


9305310051 Vol S of reply to proposed op mi ons . f i ndings & conclusions 
of Suffolk County t( NRC re safety c: lass i f lea 1 1 on 6 sys 
interaction 

BARLEY, A F Long fsland Lighting Co EARLEY. A F Hunton L 
Williams 83/05/24 I27pp 16653 325 24X Fiche 50-322, 83/05/24* 

0305310051 


B305260271 Suppis to 630211 proposed opinion U findings of fact on 
Suffolk County Contention Jl re passive mechanlca) valve 
failures Suppis to bo used only if ASlb reopens record 
certificate of Sve end 

REPKA. D A Hearing Branch 3 83/05/25 9pp 18625 359 24K 

Flths 50-322.03/05/25.0305260271 


8303270595 Order approving end proposed corrections to 830403.06 8. 08 
trahscr Ipts 

BRENNER, L Atomic Safety and Licensing Board Panel 83/05/25 
Long Island Lighting Co 30pp 18649 283 24X 

Fiche 90-322.83/05/29.8309270593 


0309270363 Order directing c lar I f ication by 830610 of Contention SC li. 
passive mechanical valve Failure & IE Bulletin 83-03. 

'’Check Valve Failures in Raw Mater Cooling Sys of Diesel 
Oenaratovs " 

BRENNER, L Atomic Safety and Licensing Board Panel 83/05/26 
Long Island Lighting Co 8pp IB645 3i3 24X Fiche 30-322. 

83/09/26,8305270563 


6305310063 Submission of data re cracked engine block on emergency 
dloiel generator 103 pursuant to ALAB-143 «< ALAD-271 
Cartlficate of Sve enci 

DYNNER.AR Suffolk County. NY DYNNer, A R Kirkpatrick. Lockhart. 
Hill. Christopher & Phillips 83/09/26 4pp 18633 179 24X 

Fiche 90-322.83/05/26,0305310063 


H General corresponden-c e 


8305190059 Urges denial of LILCO request for extension of CP, citing 
lack of adequate evacuation plan for Suffolk County 
residents 

PELL.M R SauthoJd. NY 83/05/1 I DENTON. H R Office of Nuclear 
Reactor Regulation. Director 4pp 18502 063 24X 

Fiche 30-322. 83/05/ 1 1 r 83051 90059 


8305160366 Responds to 630404 itr re offsite emergency planning 
Commission B3D512 order directed ASLB to consider any util 
emergency plan submitted 

FITZGERALD. J A Office pf the General Counsel 03/05/17 NEVEL.M 
Shelter Island. NY ip J8406 359 24X Fiche 50-322.03/05/17. 

3305180366 


— 8305100367 Supparts Suffolk County 830223 motion to terminate OL 
proceeding & motion for c lar i f 1 cat 1 on 

MEVEL.M Shelter Island. NY 03/04/04 PALLADINO. N J , 

OILINSKY. V . AHEARNE. J Commissioners 2pp 18486 360 24X 

Fiche 50-322.83/09/17.8305180366 


8305180430 Rospands to 030406 Itr re offsite emergency planning 
Cnntmissipn 830512 order directed ASLB to consider arty util 
emergency plan submitted 

FITZGERALD. J A Office of the General Counsel 83/05/17 RUMCO. F 
Sag Harbor. NY Ip 18403 114 24X Fiche 50-322.03/05/17, 

8305180430 


— 8305180459 Supports Suffolk County 030223 motion to terminate OL 
proceeding 6 motion for certification 

RUNCO, F , ORANNEN. J . KERN. P Sag Harbor. NY 83/04/06 
PAtLADlNO. N J . 0ILIN8KY. V . AHEARNE. J F Commi s s i an»r t 2pp 

18483 IJ5 24X Fiche 30-322,83/05/17.8305100430 


— 8303180461 Urges denial of util request to extend CP expiration dale 
Suffolk County determination that evacuation is ImposBlble 
disposes of OL question 

RUNCO, F , BRANNEN. J . VAN KOVICS. J 8ag Harbor. NY 83/04/06 
DENTOn, H R Office of Nuclear Reactor Regulation. Director 3pp 
18403 117 24X Fiche 50-322,83/05/17.8305100430 


8303180445 Responds to 930411 Itr re offsite emergency planning 
Commission 030312 order directed ASLB to consider any util 
emergency plan submitted 

FITZGERALD. J A Office of the General counsel 03/05/17 
GREENDAUH. R East Hampton. NY Ip 18406 062 24X 

Fiche 30-322, 03/05/17.6305180445 


— 8303100448 Supports Suffolk County 030223 motion to terminate OL 
proceeding & motion for certification Portion of Itr to 
HR Denton end 

OREEMBAUM, R Hampton. NH 83/04/11 PALLADINO. N J , OILINSKY. V , 

AHEARNE. Commissioners 4pp 18406 063 24X 

Fiche 50-322.83/03/17.0305180443 


0 rnspection reports# IE Bulletins 6 correspondence 


6212060303 IE Info Notice 83-14. ’'Dewatered Spent Ion Exchange Resin 
9usc«ptibl J i ty to Exothermic Chemical Reaction " Sve list 
enc 1 \ 

TAYLOR. J M Division of Safeguards it Inspection Program* (Post 
630103) 83/03/21 Consolidated Edison Co of New York, Inc 

U2pp iaaOG 319 24X Fiche 50-000# 03/03/21. 8212060305 


0303040021 re info Notice 83-21. "Defective Emergency Use Respirator ' 
Sve list end 

JOROAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/19 Consol idatod Edison Co. of New 

York, Inc 12‘6pp 18435 153 24X Fiche 30-000.83/04/19.8303040021 


8303090109 Responds to NRC request for adrfl info on IE Bulletin Bl-03 
re application of hypochlorite to control growth of 
blofoullng organisms in ealt sve water sys NPDES permit & 

ERA regulations allow discharge of chlorine for 2 h 

POLLOCK, N S Long Island Lighting Co 83/04/21 JORDAN. E L QA 

Branch 3pp 18341 329. 24X Fiche 50-322# 83/04/21 , BSOSOSOIOY 


8303040023 IE Info Notice 83-22. "DWR Saf ety /Rel lef Valve Failures " 
Sve list end 

JORDAN. E L Division ef Emergency Preparedness & Engineering 
Response ipost 030103) 83/04/22 Consolidated Edison Co of Neu 

York. Inc I12pp 183B3 009 24X Fiche 30 - 000 , 83/04/22, 6303040023 


8303040300 Forwards Rev S to "4160V Metal End Switchgear - General 
Mainti *' providing description of inservlce insp & testing 
programs to assure seismic integrity of electrical & 
mechanical components (8ER Issue 8) 

SMITH, J L Long Island Lighting Co 83/04/22 DENTON, H R. Off it* 
Of Nuclear Reactor Regulation. Director 9pp 18321 023 SAK 
Ftc h e 30-322, B3/04/22, 8309040300 


— 0303040514 Rev 2 to Procedure 32 090 02, ''4160V Metal End Switchgear 
General Maint " 

ROSE. J J Long Island Lighting Co 83/01/31 6pp 18322 032 
24X riche 50-322.83/04/22.8305040500 
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83{I30<40I>3S IE Info Notice 03-23, “Inoperable Containment Atmosphere 
Sensing Sys “ Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response {Post 830103} 03/04/25 Consolidated Edison Co of Neui 

Vork, fnc 119pp 18301 291 24X Fiche 50-000,03/04/25,8303040025 


03OSO4O73O Qoard Notification 03-053 foruards notice of violation S, 
proposed imposition of civil penalty based upon applicant 
approving preoperat ional test results for diesel generator 
test even though acceptance criteria not satisfied 

NOVAK, T M Assistant Director for Licensing 03/04/25 Atomic 

3af#ty and Licensing Board Panel 4pp 10327 246 24X 

Fiche 50-322,03/04/25,0303040780 


— 83OSO4O705 Discusses IE insp on 021130-1231 L foru/ards notice of 
violation ir notice of proposed imposition of civil penalty 
ALLAffiJ M Director's Office, Office of Inspection and 
Enforcement 83/04/12 POLLOCK, M 8 Long Island Lighting Co 
3pp 10327 250 24X Fiche 50-322,83/04/25,0305040780 


‘G3O3O4O790 Notice of violation & notice of proposed imposition of 
civil penalty in amount of 440,000 Noncompliance noted 
applicant approved diesel generator preoperationa 1 tests 
result# even though acceptance criteria not satisfied 
ALLANi J M Director's Office, Office of Inspection and 
Enforcement 03/04/12 3pp 10327 253 24X 

Fiche 50-322,03/04/25.0305040700 


0303040026 IE Info Notice 63-24, "Loose Parts in Secondary Bide of 
Steam Generators at PWRs " Sve list end 

JORDAN*E L Division of Emergency Preparedness 6 Engineering 
Response ipost 030103) 63/04/20 Consolidated Edison Co of Neu 

yoTk, Inc llSpp 10302 047 24X Fiche 50-000,03/04/28.0303040026 


8303040027 IE ln#0 Notice 63-25, "9tandby Oas Treatment Sys Heater High 
Temp Trip Betpolnt Adjustment “ five list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/04/20 Consolidated Edison Co of Neu 

York, Inc llRpp 10302 165 24X Fiche 50-000.03/04/28.0303040027 


0303040026 IE Info Notice 03-26, “Failure of Gaf ety/Re 1 lef Valve 
Discharge Line Vacuum Dreakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 03/05/03 Consolidated Edison Co of Neu 

York* Inc 122pp 10441 170 24X Fiche 50-000,83/05/03,0303040028 


8303040030 IE Info Notice 83-27, “Qperational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Sve list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of Neu 

Yorkf Inc. Il2pp 18302 282 24X Fiche 50-000,83/05/04,8303040030 


03O3O4OO3J IE Info Notice 83-20, “Criteria for Protective Action 
Recomffiindations for (Seneral Emergencies “ Sve list enc I 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 83/05/04 Consolidated Edison Co of Neu 

Yorfcr Inc ll9pp 10441 001 24X Fiche 50-000,83/05/04,0303040031 


6305120370 Ack receipt of 030421 Itr informing NRC of steps taken to 
correct violations noted In IE Emergency Preparedness 
Appraisal Rept 50-322/82-18 

NARTiNiT T Division of Engineering & Technical Programs 83/05/05 
POLLOCK, M S Long Island Lighting Co Ip 16432 303 24X 

Fiche 50-322,03/05/05,0305120378 


— 0305120300 Responds to NRC 820930 Itr re violations noted in IE 
Emergency Preparedness Appraisal Rept 50-322/82-18 
Corrective actions • permanent responsibility for emergency 
planning assigned to emergency planning coordinator 
POLLOCK, M 0, Long Island Lighting Co 83/04/21 MARTIN,! T 
Division of Engineering 8t Technical Programs 12pp 18432 304 
24X Fiche- 50-322, 03/05/05, 8305120370 


0305190031 Forwards IE Insp Rept 50-322/63-09 on 830412-15 No 
noncompl lance noted 

8TARiJ9TECKIi R Division of Project & Resident Programs 03/05/05 
PQLLOCKrM. 3 Long Island Lighting Co 2pp 10302 043 24X 

FI ch e 50-322, 83/05/03, 83051 90031 


—8305190038 IE Insp R«pt 50-322/03-09 on 830412-15 No noncompliance 
noted Major areas Inspected NURE(J-0737 i terns, fol 1 ouup on 
previous Insp findings & review of licensee controls over 
portable radio transmissions in plant areas 

WIOOINB, J T , OALLD, R M Region 1, Office of Director 83/05/03 
13pp 16502 045 24X Fiche 30-322,63/05/03,8305190031 


8303040033 IE Info Notice 03-29, “Fuel Binding Caused by Fuel Rack 
Deformation “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103). 03/05/06 Consolidated Edison Co of New 

York# Inc llSpp 10523 »4B 24X Fiche 50-000,03/03/06.0303040033 


6303120301 Ack receipt of 630219 & 0303 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
30-322/03-02 

0TAROSTECKI, R Division of Project a* Resident Programs 03/05/06 
POLLOCK, M S Long Island Lighting Co 2pp 10424 125 24X 

Fi c h 0 50-322, 83/05/06, 030512030 1 


0305120306 Responds to NRC 830121 Itr re violations noted In IE Insp 
Rept 50-322/83-02 Corrective action analysis performed on 
welds on control rod drive piping supports to determine 
any necessary rework 

POLLOCK, M 5 Long Island Lighting Co 83/02/19 STAHDSTECK 1 , R 
Division of Project 6 Resident Programs I6pp 10424 127 24X 

Fiche 30-322,83/03/06,0305120301 


—8305120311 Responds to NRC 030121 Itr pc violations noted in IE Insp 
Rept 50-322/03-02 Corrective actions Reactor Control s, Inc to 
modify procedures 8,/or drawings to ensure specific gap 
requirement Included for weld configurations 

POLLOCK, n B Long Island Lighting Co 03/03/03 STAROSTECKI , R 
Division of Project it Resident Programs 43pp 10424 143 24X 

Fiche 50-322,03/03/06,8303120301 


8303040034 16 Info Notice 03-30, “Mi sap p 1 i cat Ion of Generic Emergency 
Operating Procedures (EOF) Guidelines “ Sve list end 
JORDAN, E L Division of Emergency Preparedness t/ Engineering 
Response (Post 030103) 63/03/11 Consolidated Edison Co pf New 

York, Inc ll4pp 10524 003 24X Flcho 50-000,83/03/11,8303040034 


0303160244 Requests withdrawal or reduction of proposed civil penalty 
Facts 8( circumstances re emergency diesal generator test 
merit reconsideration of severity level & should be 
classified as lesser violation 

MUSELER, W J Long Island Lighting Co 83/03/12 OE YOUNG, R C 
Director's Office. Office of Inspection and Enforcement llpp 
10406 299 24X Fiche 50-322,03/05/12,8305100244 


8305180324 Responds to notice of violation & proposed imposition of 
civil penalty (EA 83-20) Adrfl facta discussed place 
circumstances noted by IE inspector in different 
perspective 

MUSELER, W J Long Island Lighting Co 83/03/12 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 23pp 
16486 310 24X Fiche 50-322,83/05/12,8303100244 


6305160331 Responds to 630224 Itr re violations noted in IE Insp Rept 
50-322/82-35 on 621(30-1231 Corrective actions strip chart 
recorder designated as primary instrument in reperformance 
of high load test 

POLLOCK, M 9 Long Island Lighting Co 03/03/16 STAROSTECK I, R 
Division of Project & Resident Programs 13pp 18486 333 24X 

Fiche 50-322.83/03/12,0305100244 


8303040040 IE Info Notice 83-31, “Error in ADLPIPE Computer Program '■ 
Sve list end 

JORDAN, E L Division of Emergency Preparedness E, Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York. Inc I14pp 10697 009 24X Fiche 30-000,83/05/19,0303040040 


8303040046 IE Info Notice 83-33, "Nonrep resentati ve Sampling of 
Contaminated Oil " sve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co of New 

York, Inc 114pp 18647007 24X Flchc 50-000,03/03/26,0303040046 


R Periodic operating reports 8< related correspondence 


8305020361 Submits dally highlight On 830420, A9LD Issued memorandum Sc 
order denying Suffolk County motion to terminate OL 
proceeding In separate order, ASLD referred ruling on 
County motion to A9LAD for Inter locutor y review 

CARUSO, fl Licensing Branch 2 03/04/22 DENTON, H R , CASE, E 0 , 

CARTER, J Office of Nuclear Reactor Regulation, Director 2pp 
10284 243 24X Fiche 50-322,83/04/22,8305020561 


S Reportable occurrences, LERs !< related correspondence 


8305030274 Interim deficiency rept re appai ent crac)(ing In cylinder 
heads on emergency standby diesel generators Initially 
reported on 830308 Program to replace cylinder heads will 
prevent any potential Impact on engine operability 

MILLIGAN, M H Commonwealth Edison Co 03/04/15 ALLEN, J M Region 
1, Office of Director 4pp 18296 190 24X Fiche 30-322,03/04/15, 

8305030274 


0305120392 Interim deficiency rept re mi aapp 1 i cation of ITE Gould 
circuit breakers In post-LOCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 830320 Matter under 
investigation Final rept by 030006 Reported per Part 21 
MANNO, 8 F Niagara Mohawk Power Corp 03/04/26 STAROSTECKI, R 
Region 1, Office of Director 2pp 18433 072 24X 

Fiche 50-000,03/04/26,0303120393 
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< — 830SI20404 Part 21 rept re- failure of past-LQCA ix/drogen ra-comblner 
component during 1EEE-32C3 qualification program. Circuit 
breaker not proparly selected for specific application) Plant 
operators notified of deviation 

EHPEY, » C noctuiell In terna 1 1 ana I Corp 83/03/11 CQLLIKS,JT 
Region 4i Office of Director 9pp 16433 074 S4X 
FI Che 30-000, 63/0^/26, 830912039S 


8305120326 Final deficiency rept re failure of rocker arm assembly 
riolddoci;n capscreu on Tranoamerica DeiavaJ emergency standby 
diesel generat-ors Initially reported on 830330 Capscreuis 
replaced Changcauts completed per E&DCR F-494^2 

SMITHiJl- Long Island Lighting Co 63/05/04 ALLAN, J II Beglun 
Im Office pf Director 4pp 16431 3il 24X Fiche 30-322,63/05/04, 
6305180326 


6305200949 Corrects I tr identification number submitted for B30S04 
final deficiency rept re rocker arm assembly Jiolddottn scre^u 
SNRC-073 should be SNRC-B03 

6PANDI,V A Long fsland Lig-htlng Co 63/05/12 Region 1» Office 
of Director Ip laSit 002 24X FUh* 30-3S2, 03/05/1 2. 6303200349 


T Hearing trar^scrlpts on non^anfrl trust matters 


8303050024 Supplemental proposed transcript corrections Certificate of 
five end 

EARLEVrA F Long Island Lighting Co EARLEY, A F Hunton & 
Williams 83/05/02, 5pp 18340 001 24X Fiche 50-322,83/05/02. 

8309090024 


—8305050029 Revised proposed op in i oop f Ind tng s of fact & conclusions of 
laui in form of partial initial decision 

FARLEY,A F Long Island Lighting Co EARLEVpA F Hunton tU 
(fill lams 63/05/02 3A7pp 19340 006 24 X Fiche 90-32 Sp 

83/09/02, 6305050024 


8303180062 Transcript of Commission 930912 af f i rmation/discussf on U 
vote on SECy-a3-157 concerning facility -OL In Washing ton, DC 
Pp 1-4 

• Commissi oners 63/05/12 7pp 18903 279 24X 

Fiche 50-322,83/09/12,8305160092 


6305270995 Order approving end proposed corrections to 830409,06 & OB 
transcr 1 pts 

BRENNEfli L Atomic Safety and Licensing Board Panel 83/05/25 
Long Island Lighting Co. 30pp 16645 263 24X 

Fiche 90-322,83/05/25,8305270995 


U Congress i ona I /Execut Ive Corresp endence 


Q304D’4039I Respondi to 930321 Itr re offsite emergency planning 
Commission studying filings before A8LS to determine if 
Commission action appropriate 

FITZGERALD, J A Office of the General Counsel 83/03/30 
6AWICKI,J Meu York, State of ip 17809.210 24X 

Fiche 50-322, 83/03/30,930404-0391 


— 0304040394 Supports Suffolk County 930223 request for Commission 
decision on uhether DL proceedings should be terminated 
BAWICKI.J New York, State of 83/03/21 PALLADINO, N J , 
OILINSKY, V , AHEARNEi J Commissioners tp 17809 211 24X 

Fiche 90-622* B3/-03/30 ,930404 039 1 


8305160292 Respofids to B30329 Itr re offsite emergency planning 
Commissian 830512 order directed ASLB to consider any util 
emergency plan submitted 

riTZOERALDi J. A Office of the General Counsel 83/09/17 
BEHAN, J L Neie York, State of. ip. 16490 027 24X 

F i c h B * 90 “322, 83/09/ 1 7, 630 9 1 60292 


— 83051602b0 Supports Suffolk County Executive P Cohalan 830223 request 
for Commiasian to assume jurisdiction over question of 
uhether OL proceedings should be terminated 

BEHAN, 0 L Neui York* State of 83/03/29 Commissioners Ip 
19490 026 24 X Fiche 90-322,83/09/17,9309180252 


DOCKET 90-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 
A Applicatio n/con s true t J an stage documents Ic correspondence 


2309230407 Informs that bac kf Ifct i tvg matl will be fpriuarded as soon as 
available, In response to 830206 Ur 

FURBUBH, M H Pacific Oai & Electric Co 83/03/23 TOl/RTELLOTTE, J 
Regulatory Reform Task Force Ip 18543 397 24X 

Fiche 50-000, 83 / 02 / 23 , 0305230407 


6305230720 Forwards list of utils responding to requests for cost 
f-lgures on backflttlng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/il 
PALLADINO, N J Commissioners 2pp 16542 272 24X 

Fiche 50-000, 63/04/ 1 1 , 8305230720 


8305030191 Board Notification 83-31 forwards info re QA/OC allegationi 
at facilities Region S/ currently investigating allegations 
ElfiENHUTiD 0 Division of Licensing 83/04/13 PALLADIND, J , 
0JLIN5KY,V , AHEARNE, J Commi ssipners Ip 18309 390 24X 

Fiche 90-279. 63/04/15, 9303030191 


— 6303030200 Recommends QA/OC allegations be brought to attention of 
ASLB 

CREWBtO L Division of Resident, Reac tor Project 4( Engineering 
PTograms 03/04/13 EISENHUT* D O Division of Licensing 3pp 
18309 331 24X Ficha 30-27S, 83/04/1 3, 8303030191 


8305020398 Responds to 830322 request for addl info on instrumentation 
sys for detection of Inadequate core cooling (Generic Ltr 
62-281 Installation completed & sys currently being tested 
status of conformance u/NUREO-0737, I tem tl F 2 end 
SCHUYLER* J O Pacific Oas & Electric Co 03/04/27 EISENHUT, D 0 
Division of LIcenaing 7pp 18276 329 34X Fiche 30-279,83/04/27, 

6305020368 


6303040323 Board Notification 03-037 forwards differing prof opinions 
re sys Interaction & safety c lasslf ication Info relates to 
Board Notifications 63-17 5* 83-44 re Unresolved Safety Issue 
A-17 

EISeNHUT,DO Division of Licensing 63/05/04 PALLADINO* M 
Commissioners 22pp 16337 139 24X Fiche 90-000,63/09/04, 

0309040323 


9305120095 Board Notification 83-55 forwards info an allegations re 
const OA at facilities 

EffiENHUT, D G Division of Licensing 63/05/09 PALLADrNO*N J , 
OILINSKY, V , AHEARNE.^; Commissioners 3pp 18422 231, 24X 

Fiche 90-279.83/05/03,8305120099 


““6305120093 Forwards suorn statements of V Tennyson L R Roam re 
allegations of mail violations of NRC OA regulations at 
fac llities 

VAN OE KAMP. ^ California, Rtate of 63/04/12 EISENHUT.D 0 
Division of Licensing ?Opp 10422 239 24X 

Fiche 50-275,93/09/05,8309120085 


■"“0305120099 Transcript of 030325 Interview w/VH Tennyson re alleged 
deficiencies in inp lementat 1 on of HP Foley Const Co OA 
program 

TENNYSON. V H AfflUatlDn Unknown 83/03/29 73pp 18422 329 
24K Fiche 50-275,83/03/09,0305120009 


6303090699 Generic Ltr 93-20 to all aperating reactor licensees & 
holders of CPs re Integreted scheduling for implementation 
of plant mods 6vc list end 

EI9ENHUT, D G Division of Licensing 83/09/09 Consolidated 
Edison Co of N«u York. Inc 16pp 16627 133 24X 

Fiche 30-000,03/05/09,830309069? 


9303040044 Board Notification 83-66 forwards review of WCAP“102?7(P K 
**Drappped Rod Methodology for Negative Flux Rate Trip 
Plants '* Rod issue resolved by analysis in rept Plants 
beyond first cycle must perform analysis Comments end 
ElSENHUTiD 0 Division of Licensing 03/03/13 PALLADINO, N . 
OILINSKY. V , AHEARNE, J Commissioners 21pp 18941 O60 a4X 
Fiche 50-000,83/03/13.6303040044 


6309270317 Notifies of 030602 meeting w/util S( independent design 
verification program group In Boston, HA to followup 830912 
discussions re turbine bldg, polar crane & auxiliary bldg It 
redistribution of moments 8< forces 

COOPER, M E , CRAOIN, J O Talodynt Engineering Services 63/09/27, 
MANEATrs,G A , DENTON, H R , MARTIN, J D NRC - No Detailed 
Affiliation Given Ip 18642' 223 24X Fiche 90-279,63/09/27, 

8309270317, 


F Security* medical, emergency tt fire protection plans 


9303030180 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records, 83/04/22 Document 
Management Oranch Ip 16310 001 24X Fiche 50-275, 83/04/22. 

6309030100 


--6309030166 Forwards public version of Rev 0 to Emergency Plan 
Implementing Procedures EP-RB-12, "Mid t* High-Range Vent 
Monitors” $t EP 0-3. "Notification of Dffsite Organizations,” 
CRANE.P A Pacific Oas 6 Electric Co 83/04/06 MARTIN, J 0. 
Region 5, Office of Director 2pp 16310 002 24X 

Fiche 90-275,03/04/22.8305030180 
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’'-830903019G Public version of Rev 0 to Emergency Pl^n Implementing 
Ppocedures EP-RQ-12i "Mid & High-Range Vent Monitors" & 

EP 0-3, "Noti f icatl on of Offsite dr gan i lations " 

* Pacific Qas & Electric Co B3/04/0& 19pp 18310 004 24X 

FI Che 50-275,03/04/22,8305030180 


8305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs U holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
8vc list end 

ElSEMHUTiOO Division of Licensing 03/05/11 Consolidated 

Edison Co of Neu York, Inc l^pp 10940 095 24X 

FI Che 90-000.03/05/11*8305110034 


0305240213 Forwards monthly status ropt on offsite emergency 
preparedness for DL rovleus for Apr 1903 

DiRCKErM ^ Office of the Executive Director for Operations 
03/05/13 PALLADlNOiNJ Commissioners 5pp 10593322 24X 

Fldie 90-000, 83/09/13. 0303240213 


(? Adjudicatory correspondence 


0305090438 Advises that since 030423 correspondence, inf ormant contacted 
Joint IntervenoTfi re allegations of Dcchtel/util misconduct 
Fear of reprisals prevented informant from meeting or 
calling NRC 

FLBlSCHAKERi D F I e 1 sc ha ter , D 8 FLEISCHAKER, D Joint 
Intervenor s-Dlablo Canyon 83/05/03 EISENHUT»D 0 Division of 
Licensing 3pp 1836S 354 24X Fiche 90-275, 03/O9/O3i 8305090438 


0309110212 First request for document production by Oovernor Doukmejidn 
ti Joint Intervenors Related correspondence 

0TRUMUA88ER. M Callfornlai State of REYNOLDS, J R Joint 
f ntervcnors-Dlablo Canyon B3/Q5/Q6 Pacific Gas & Electric Co 
app 1Q407 100 24X Fiche 90-279.63/09/06.0305110212 


8305110217 Certifies svc of first set of interrogatories & first 
document production request on listod parties on 830906 
STRUMHASBER.M California, State of 03/09/06 5pp 10407 095 
24X Fiche 90-279,83/09/06.6305110217 


0309110383 First set of intorrogatorl es by Governor Deukmejian Joint 
Intervenors Suorn response requested ulthin 14 days Related 
correspondence 

8TRUMWA38ER, M California, State of REYNOLDS, J R Joint 
intervenors-Dlablo Canyon S3/05/06 Pacific Oas 8« Electric Co 
26pp 10406 230 24X Fiche 90-279.83/05/06,6305110383 


B30S120289 Motion to reopen record on const QA Issue to receive 
significant neu evidence of recently established 
deficiencies in const GA St GC program Certificate of Svc 
tfic 1 

REYNOLDS, J R Joint Intervenors-Dlablo Canyon REYNOLDS. J R 

Center for Lau in the Public Interest 83/05/10 Atomic Safety 

and Licensing Appeal Panel 39pp 18427 199 24X 

Fiche 90-279. 83/09/10, 8309120889 


8305160127 Advises that NRC cannot pinpoint when NRC responsibilities 
to Commission re independent design verification program 
sufficiently complete to permit discovery against NRC Final 
repts due by 630630 

CHANOLER^L J Hearing Drench 2 83/05/13 MOORE, T 8 , DUCK, J H . 

JOHNSON. W R Atomic Safety and Licensing Appeal Panel 2pp 
16440 165 24X Fiche 90-279,83/05/13,0309160127 


0309260182 Motion to reopen record on const QA Info discovered on util 
QA program design 6 const deflciencias S, on const contractor 
QA program deficlenclis 

KAUFMAN. P H California, State of 63/05/17 Atomic Safety and 
Licensing Appeal Panel 30pp 18999 024 24X Fiche 90-279, 

83/05/17* 8309260 1 02 


—8305260183 Declaration of RD Hubbard re breakdown in const QA. 
Dascrlbet events occurring since issuance of 830326 
supplemental affidavit demonstrating util QA/QC const 
program noncompliance Certificate of Bvc end 

HUBBARDiR.D, California. State of 83/09/06 50pp 18999 063 
24X Fiche 90-279, 83/09/17, S3092601S2 


8305200697 Decision ALAB-728. affirming ASLD 010717 Partial Initial 
Decision LDP-Bl-21 authorizing fuel loading it low power 
testing Johnson op Inlon. di ss enting In part.encl 

SHOEMAKER, C J Atomic Safety and Licensing Appeal panel 63/09/10 
64pp 16919 340 24X Flch# 50-275,03/05/16,0305200697 


6309270622 Answers to Governor Deukmejlan ft Joint Intervenors B30906 
first set of Interrogatories l(a> through (fl,8(a),(cJ & 

(dl.9ia).<cl (d},lO(a> L (c) 8( Ilia) & <cl re independent 

design verification review Certificate of Svc end 

CRANE* F A Pacific Gas «< Electric Co 63/05/23 DEUKMEJIAN, G 

Cal if or nil. State of 200pp 16645 001 24X Fiche 90-279,63/09/23, 

6305270622 


H General correspondence 


6305180622 Responds to B30328 ltr re eight allegations by anonymous 
individual Preliminary evaluation of allegations underway 
Meeting w/util planned in near future to solicit evaluation 
on subj 

EISENHCIT, DG Division of Licensing 83/04/21 FLEISCHAKER. D 
Flolschaker, D 3 8pp 10909 317 24X Fiche 50-279,03/04/21, 

0309180622 


Q Inspection reports, IE Dulletins L correspondence 


B212060389 IE Info Notice 03-14, "Dewatered Spent ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR, J M Division of Safeguards Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of New York, Inc 

il2pp 10300 319 24X Fiche 90-000.83/03/21,6212060389 


9305170332 Forwards IE Insp Repts 5O-27S/03-12 J, 90-323/93-09 on 
030306-0402 No noncompliance noted 

QISKQP, rw Region 9, Office of Director 03/04/08 CRANE. P A 
Pacific Oas L Electric Co 2pp 10469 133 24X 

F I C h e 90-27 9. 83/04 /OB, 0309 i 70332 


—0309170339 IE Insp Repts 50-275/83-12 90-323/83-09 on 830306-0402 No 

noncompliance noted Major areas Inspected surveillance 
testing, malnt L TMI task action plan items 

CARLSON, J D , MENDONCA.M M . KIR8CH. D F Region 9, Office of 
Director 03/04/09 6pp 18469 139 24X Ficfie 90-275,83/04/08. 

8309170332 


0305060299 Advises that top cover gaskets in 12 Namco EA180 limit 
switches replaced per manufacturer recommendation in IE 
Dvlletin 79-20 No further action necessary 

CRANE. P A Pacific Gas it Electric Co 83/04/14 MARTIN, J B 
Region 5. Office of Director Ip 18344 322 24X 

Fiche 90-323,03/04/14.0309060299 


0303040021 IE Info Notice B3-21, "Defective Emergency Use Resptratcir " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 18439 155 24X Fiche 50-000, 63/04/1 9. S303040021 


0303040023 IE Info Notice 03-22, "DWR Sa f oty /Rel lef Valve Failures " 
6vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18303 OB? 24X Fiche 90-000,63/04/22,0303040023 


0303040029 IE Info Notice 63-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/04/25 Consolidated Edison Co of New 

York. Inc 119pp 18301 291 24X Fiche 50-000,63/04/25,0303040029 


8303040026 IE Info Notice 63-24, "Loose Parts in Secondary Bide of 
Steam Generators at PMRs " Svc list end 

JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York, Inc liSpp 18382 047 24X Fiche 50-000,63/04/28.0303040026 


0303040027 IE Info Notice 03-25, "Standby Gas Treatment Bys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 83/04/2B Consolidated Edison Co of New 

York, Inc 118pp. 18302 165 24X Fiche 50-000. 83/04/20, 0303040027 


8303040020 IE Info Notice 03-26, "Failure of Safety /Rei lef Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, £ L Division of Emergency Preparedness Engineering 
Response (Post 830103) B3/09/03 Consolidated Edison Co of New 

York, Inc l22pp 10441 170 24X Fiche 90-000,63/05/03,8303040026 


0303040030 IE info Notice 63-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment," Svc list end 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 030103). B3/05/04 Consolidated Edison Co of New 

York, Inc 112pp 18382 202 24X Fiche 90-000,63/05/04,8303040(330 


8303040031 IE Info Notice 03-26, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JOR0AN,E L Division of Emergency Preparedness it Engineering 
Response (Post B30103) B3/09/D4 Consolidated Edison Co of New 

York. Inc ll9pp 18441 001 24X Fiche 50-000, 83/05/04, 8303040031 
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8303040033 IE Info Notice 83'-29< “Fuel Girding Caused b Fuel Rack 
DefOPmatiun " Svc list entl 

JORDAN- E U Division of Emergencti Fraparednc s s It Enjlneering 
Response <Pnst e^aioai 03/03/06 Consolidated Edison Co of New 

York. Inc llSpp 10323 348 24X Flcho 50-000,83/05/06^8303040033 


830304003 4 IE Info Notice 83-30* ’‘Misapplication of Generic Emergeticg 
Operating Procedures CEQP) Guidelines *’ Svc list anc 1 
JORDAN, E U Division of Emergency Preparedness 6 Engineering 
Response <Post 6301031 83/03/11 Consolidated Edison Co of Neuj 

York. Inc 114pp 18524 003 g4X Fiche 50-000,83/03/11-8303040034 


0303040040 IE Infe Notice 83-31, "Error in ADJ.PIPE Computer Progra,ni ” 
Eve Lilt end 

JORDAN, E t Division of Emergency Preparedness 6 Engineering 
Response {Post 830103) 83/05/1? Consolidated Edison Cd pf Neu 

York. Inc l!4pp 10697 009 FiCho 50-000,83/03/19,8303040040 


0305260257 Forwards IE Jnip Repfca 50-275/93-13 50-323/83-10 on 

830330-0406 6 25-29 W/o notice of violation 

BISHOP, T U Region 5. Office af Director 83/03/19 CRANE, P A 

Pacific Gas U Electric Co 2pp I86S9 172 24X 

Fiche 50-275,03/03/19*8303260257 


— B305860262 IE ln»P Ropti 50-275/03-13 6 50-323/03-10 on B3033D-0406 6 
85-29 None ompl lane 0 noted failure to comply w/procedural 
requirements for processing of nontonformane e repts t< to 
conduct welder requal i f 1 cat i on 

CARLSON, j D , HERNANDEZ, o H . MENDDNCA. M M Region 5, Office of 
Director 83/05/19 24pp 1 8625 174 34)1 Flcho 50-275,83/03/19, 

8305260237 


03O526O27O Forwards lE Mgt Meeting Repts 50-279/83-10 & 50-323/03-14 
on 830407 6 SAUP rept far Jul l?at - Dec 1902 

HARTIN, J B Region S, Office of Director S3/05/23 CRANE, P A 
Pacific Qai & Electric Co 2pp £8626 211 24X 

Flche 50-279*83/05/83,0305260270 


—0303260272 IE Mg t Meeting Rept a 50-275/03-18 it 50-323/83-14 on 030407 
No noncd/fip] lance noted Major areas discussed SALP rept for 
Jul 1981 - Dec J9S2j J nclud ing design, const it operations 
MORRILLiP J , KIRSCHjD F Region S* Office of Director 03/05/80 
2pp 1B626 213 24>r Fiche 50-275, 83/ 05/23 1 B305260270 


—8309260274 Submits comments an draft SALP rept for Jul 1981 - Dec 19B2 
discussed at 03O4D7 meeting &ALP rept will lie used as guide 
for assigning priorities t* allocating resources tn maintain 
it Improve mgt controls l</or quality of work 

CRANE, P A Pacific Oas it Electric Co 03/04/27 MARTIN, J B 
Region 5* Office of DlrectPr 2pp 16626 250 24X 

Ftch e 50-275, 83/05/23, 6305260270 


8303040046 IE Info Notice 03-33, "Nonrepresentative Sampling of 
Cent e/ni rated Di) '' Svc list end 

JOfiOAN,E L Division o# Emergency Preparedness it Engineering 
Response IPOst 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc 1 14pp 18647 007 24X Fiche 50-000,63/05/26,8303040046 


8 Reportable occurrences, LERs & related correspondence 


03OSO6D58O P.NO-V-03-0 1 9 on 830502,6 5 Richter scale earthquake occurred 
approx 85 miles from facility No damage identified Strong 
motion SBlsmic recorder not actuated Media Interest 
expec ted 

KlRBCW, D F Region 5, Office of DlrectoT 83/09/03 Ip 
18349 097 24X F 1 c he- 90-279, 03/05/03, 0305060900 


U Congr essional/Executiva Correspondence 


0303100124 Supplemental tsitlmony of JO Keppler re QA 

KePPUER,J O Region 3, Office Of Director 03/03/25 6pp 
18375 197 24X Flche 90-000, 03/03/25. B305 100124 


— 0305100141 Responds to 011113 Itr re implications of recent seismic 
design errors at facility Due to design errors, util license 
suspended on 811119 pending completion of independent 
design review i receipt nf schedule for completing mads 
PALLADINO, N J Commisi loners 02/02/01 DINOELL, J D House of 
Rep J, Energy 6 Commerce 9pp 18375 22D 24X 

Ficha- 90-000, 83/03/29, 030 5 1 00 124 
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F Security, medical, emergency 8< fire protoction plans 


0309200625 Forwards Rev 8 to Industrial security plan Changes da not 
decrease effectiveness of plan or level of security End 
withheld (ref 10CFR73 21 «, 2 790) 

HOWE.P W Carolina Power U Light Co 83/04/20 O'ftErLLY, J P 
Region 2, Office «f Director 2pp 18920 042 24X 

Fiche 90-334 , 03/04/20, 0309200625 


0305200397 Forwards change to provisions of industrial security plan 
Change will not decrease effectiveness of plan or level of 
security End withheld Cref 10CFR73 21) 

HONE, P H Carolina Power t* Light Co 83/04/28 O'REILLY, J P 
Region 2. Office of Director Ip 18314 106 24X 

riche 30-324. 03/04/20, 8305200597 


8305100100 Forwards IE Bafeguards Insp Repts 50-324/83-13 i 
90-325/03-13 on 030411-19 No noncomp 1 lance noted 
VERREULI.A Division of Project tc Resident Programs 83/05/0S 
UTLEY, E E Carolina Power it Light Co Spp 18379 033 24X 

Fiche 50-324,03/09/05,8309100100 


— Q30510010? IE Safeguards Insp Repts 90-324/03-13 & 50-325/B3-13 on 
830411-19 No noncompl i ance noted Major areas inspected audit 
review, secur I ty p Ian, records, assessment aids, alarm stations 
& tral nlng/qual i f Icatlan Details withheld (ref 10CFR73 21) 

TOBIN. W J , HALL.fl Region 2, Office of Director MCGUIRE, D R 
Division of Emergency Preparedness I, Materials Safety 03/05/04 
Ip 18379039 24X Fiche 50-324,83/05/09.0309100100 


8309110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants For OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
five list encl 

CISENHUT, D O Division of Licensing 83/09/11 Consolidated 
Edison Co of New York* Inc 16pp 10540 099 24X 

Pi Che 90-000,83/09/11*0309110034 


8309260134 Informs that NURE0-0737i I tem III A 2 1 re emergency plan 
upgrade to meet iOCFRSO, App E requirements complete for 
facility item dosed 

JAS8ALL0, D B Operating Reactors Branch 2 03/05/18 UTLEY, E E 

Carolina Power i, Light Co 3pp 1S649 049 24X 

Flcho 90-324,03/09/10,8305260134 


J Insurance I, indemnity information 


0305160135 Forwards Endorsement 48 to NELIA Policy NF-218 

OARHAM.C D Carolina Power 8, Light Co 83/09/02 SALTZMAN, J NRC 
- No Detailed Affiliation Given 2pp 18446 066 24X 

Fiche 90-324*03/03/02, 0305160139 


P Operating license stage documents & correspondence 


8309160001 Addl response to FOIA request for seven categories of 
documents re Brown & Root, Inc it South Texas project Forwards 
App 6 documents Documents also available in PDR Addl 
documents undergoing review 

FELTON, J M Division of Rules and Records 83/03/09 LINDEMAN,H U 
Lowenstein, Newman* Reis, Axelrad 8< Toll 6pp 10497 219 24X 

F i Che 90-000, 83/03/09, 8309180001 


— 8010280578 Responds to Question 4 of 000923 memo re Eckhardt hearing 
Major Brown it Root Corp nuclear const work 3' weld deficiency 
status summarized Licensee will complete visual insp it 
comply ^corrective actions in end AW8 Code 
STELLO*V Office of Inspection it Enforcement, Office of the 
Director eo/09/S9 AHEARNE, J F Commissioners 9pp 
10497 220 24X Fiche 90-000,03/03/09,0305100001 


8305230203 Forwards capital cost analysis for backflttlng expenditures 
reflecting both actual costs it estimates for mods planned or 
in progress 

SMITH, 8 H Carolina Power it Light Co 83/03/22 toURTELLOTTE, J 
Regulatory Reform Task Force 13pp 10943 277 24X 

Fiche. 50-000, 83/03/22, 8305230283 


9305230720 Forwards list of utils responding to requests for cost 
figures on backflttlng. 

TOURTELLOTTE, J Regulatory Reform Task Force 03/04/tl 
PALLADINO, N J Commissioners 2pp 18542 272 24X 

Fiche 90-000, 03/04/1 l , S309230720 
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saoSO3O2S0 AppHcalJlnn for flniend to License DPR-62 revising Tech Specs 
to delete a 3/ MAPLHGR reduction penalty SKotches of clamp 
on core spray s parg er. ds s cr 1 b ed in B20520 I tr encliper NRC 
request Class III license fee foruardcd on B21229 
HCJW£-P W Carolina Pouer U Light Co 03/04/26 VAB9ALL0. D □ 
Operating Reactors Qranch 2 Hpp 1B300 062 24X 

Fi c h e 50-324< 83/04/28. 03OSO3O28B 


— 8303030293 Proposed changes to Tech Specs deleting 0 37, tlAPLHQR 
reduction penalty 

• Carolina Pou/er St Light Co 83/04/28 7pp 18300 073 24X 

Flche 50-324,03/04/20.8303030288 


B303030463 Application for amend to Licenses DPR-62 & DPR-Tli 
supplementing 020616 request for miscellaneous Tech Spec 
revs originally scheduled far completion during 820901 
refueling outage Outage h mods to be completed by B30624 
HGWE. P U Carolina Power 6 Light Co 83/04/28 VA38ALL0. D □ 
□perating Reactore Branch 8 2pp 1B3O0 223 24X 

Flche 50-324.83/04/20,8305030463 


— 0305030481 Proposed Tech Specs re safety-related hydraulic snubbers, 
post-accident monitoring 1 ns trumentat ion. gas analyzer sys. 
reactor coolant leakage detection sys & remote shutdown 
monitoring instrumentation 

« Carolina Power & Light Go 83/04/28 19pp 18308 224 24X 

Flche 50-324.83/04/28.6305030463 


B305190099 Forwards safety evaluation for TMl Action Items I A 2 I 4. 
"Upgrading of Reactor Operator & Senior Reactor Operator 
Training" & II a 4. "Training for Mitigating Core Damage " 

Training Ic requal i FI cation programs acceptable 

VASSALLQ. D D Operating Reactors Branch 2 03/04/29 UTLEY* E E 

Carolina Power b Light Co 3pp 1BS23 175 24X 

Flche 30-324.03/04/29.0305190099 


0305080455 Generic Ltr 03-19 to all power reactor b testing licensees 
re new procedures for providing public notice concerning 
Isauanco of amends to 0L« Svc list end 

EISEN-Ml/r. D G Division of Licensing 03/05/02 Consolidated 
Edison Co Of New York. Inc SOpp 18441 120 24X 

Fiche 30-000.83/05/02,0305020455 


0305070300 Ack receipt of 830131 Ifcr requesting addl info re 
NUIlEQ-0737r Item 1 1 K 3 80. "Qua 1 i f 1 cat Ion of ADS Accumulator 
Sys " Info requested from OE Response will be submitted by 
S30630 

ZIMMERMAN. B R Carolina Power b Light Co 83/05/05 VASSALLO; D 0 
Operating Reactors Branch 2 ip 18363 340 24X 

Fiche 50-324.03/05/05.0305090380 


G3050904S6 Confirms 830419 responses to questions raised during 830416 
telcan re spent fuel pool expansion 

ZIMMERMAN. 9 R Carolina Power Sc Light Co 83/05/05 UASSALLO. D 11 
Operating Reactors Branch 2 2pp 10362 265 24X 

Fiche 50-324. 03/05/05. 8305090456 


0305180040 Forwards Amend 80 to License DPR-62i safety evaluation b 
notice of issuance b availability Amend changes Tech Specs 
re Jtfoltlng values of MAPLHOR b abrogates uniform reduction 
of 6 5SC in limiting MAPLHGR values 

MACKAY. S D Operating Reactors Branch 2 83/05/05 UTLEY. E E 

Carolina Power b Light Co 2pp 18499 291 24X 

Flche 50-324.83/05/05.8305100040 


--8305100040 Amend 80 to License 0PR-62i changing Tech 0pec5 re limiting 
values of MAPLKOR b abrogating uniform reduction of 8 57. in 
limiting MAPLHGR values 

VABSALLO* D B Operating Reactors Branch 2 03/05/05 lOpp 

18499 293 24X Flche 50-324. B3/05/05. 83031 B0040 


B3O5£0OO57 Safety evaluation supporting Amend 00 to License DPR-62 
s Office of Nuclear Reactor Regulation. Director B3/05/05 2pp 
18499 303 24X Flche 50-324.03/05/03.0305100040 


--8305180061 Notice of Issuance b avaiiablllty of Amend 00 to License 
DPR-62 

VA8SALL0. D 0 Operating Reactors Branch 2 83/09/05 2pp 

18499 305 24X Flche 50-324.83/05/05.0303180040 


13305180563 Forwards revised order establishing 930930 completion date 
for Implementing NUREO-0737# Items 11 B 3 re post-accident 
sampling b II F I I b II F 1 5 re accident monitoring 
VA90ALLQ. D B Dperatlng Reactors Branch 2 83/05/05 UTLEY, E E 

Carolina Power b Light Co 2pp 10504 354 24X 

Flche 90-324.83/05/05.0305100563 


— 9305190566 Revised order confirming licensee commitments to implement 
NUREG-0737. Items 1 1 B 3 re post-acc ident sampling b 11 F 1 1 
b 1 1 F 1 5 re accident moni tor ing. by 830930 

PURPLE. R A Division of Licensing 83/05/05 Carolina Power b 
Light Co 5pp 18304 356 24X Flche 50-324,83/05/05.8305180563 


8305230176 Forwards safety evaluation of util submittal re procedure 
verification b design mod per NUREG-0737. I tem 11 K 3 22, 

"Automatic Switchover of RCIC Suction " Mods acceptable 
VASSALLO. D D Operating Reactors Branch 2 03/05/05 UTLEY, E E 

Carolina Power b Light Co 9pp 10346 356 24X 

Flche 50-324.83/05/05.0305230179 


8305Q906S9 Generic Ltr 83-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for Implementation 
of plant mods Svc list end 

EISENHUT. D Q Division of Licensing 03/05/09 Consolidated 
Edison Co of New York, Inc I6pp 10627 133 24X 

Fiche 50-000.63/09/09.0305090659 


0305120003 Responds to 830316 ltr requesting review of RClC tyt 
automatic restart par TMI Action Item 11 K 3 13 Acceptance 
criteria identified in ltr satisfied 

ZIMMERMAN, s R Carolina Power & Light Co 83/09/09 VASBALLO. D B 
Operating Reactors Branch 2 Ip 18423 076 24X 

Flche 50-324, 83/05/09. 0309 1 20003 


0305260205 Forwards request far addl info re 810123 response to 
NUREO-0737. Item II K 3 28. "Qua 1 i f Icatton df Accumulators on 
Automatic Depressuri jation Sys " Reply requested within 30 
days of ltr receipt 

VASSALLO, d B Operating Reactors Branch 2 83/05/11 UTLEY, E E 

Carolina Power b Light Co 3pp 18629 337 24X 

Flche 30-324.83/03/11,8305260285 


0303240004 Informs that currently scheduled Unit 1 Startup date Is 
830612 Outage critical path 9 days behind, but recovery plan 
instituted te make up time Requests Tech Spec changes be 
Issued no later Chan 030612 

HURFORO, W J Carolina Power b Light Co 03/05/17 VASSALLO, D 8 
Operating Reactors Branch 2 Ip 10549 051 24X 

Flche 50-324. 83/03/ 1 7. 8305240004 


8305240434 Commits to submit results of plant-unique calculations 
forming bases for mod program on Mark I containment vacuum 
breakers by 830630 in response to Generic Ltr 03-00 
Calculations presented in listed documents 

HDWe. P W Carolina Power b Light Co 83/05/19, VASSALLO. D D 
Operating Reactors Branch 2 2pp 18571 061 24X 

Flche 50-324, 03/05/19, 9305240434 


8305260320 Forwards NEDO-24582, "Mark I Containment Program Plant- 
Unique Load Def ini tlon, Brunswich Steam Electric Plant Units 
1 b 2 " Attachment detailing pressure/temp calculations also 
enc 1 

ZIMMERMAN,© R Carolina Power b Light Co 03/05/24 VASSALLO, D D 
Operating Reactors Branch 2 ip 18623 050 24X 

Flche 30-324. 03/05/24. 8305260320 


— 0305260325 '*Mark I Containment Program Plant-Unique Load Oeflnitioni 
Brunswick Steam Electric Plant-Units 1 b 2 " 

# General Electric Co NED0-243a2 ROl 81/10/31 6lpp 
18623 059 24X Flche 30-324.03/05/24.8305260320 


0 Inspection reports. IE QuIletinE b correspondence 


0305270531 Submits results of split sample taken from floor drain 
sample tank B for tritium b radlostrontlum. per IE jnsp Repts 
30-324/62-09 b SO-'325/02-O9 

DIETZ. C R Carolina Power b Light Co 03/02/25 O'REILLY.U P 
Region 2. Office of Director Ip 18646 129 24X 

Flche 50-324. 83/02/25. 0305270331 


0212060305 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR.J M Division of Safeguards b Inspection Programs (Post 
8301031 03/03/21 Consol J da ted Edison Co of New York. Inc 

U2pp 18308 319 24X FlCho 30-000.03/03/21,8212060385 


0305270461 Forwards IE Enforcement Conference Repts 50-261/03-10. 
50-324/B3-12 b 50-325/03-12 on 030330 No none emp 1 1 ance 
noted 

O^REILLV, J p Region 2. Office of Director 83/04/11 UTLEY, E E 

Carolina Power b Light Co 2pp 10644 150 24X 

Flche 50-000, 83/04/1 1 , 03052704^1 


— 0305270474 lE Enforcement Conference Repts 50-261/03-10. 50-324/03-12 
b 50-323/03-12 on 630323 No noncomp I lance noted Major areas 
discussed shipment of radwaste containing free liquid b 
inoperab i 1 1 iy of standby gas treatment deluge sys 
LENIS.R, C Division of Project b Resident Programs 83/04/07 
3pp, 18644 160 24X Fiche BO-000. 83/04/1 1, 0305270461 


0303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (post 830103) ©3/04/15 Consolidated Edison Co of New 

York. Inc l26pp 10435 155 24X Fiche 50-000.83/04/15.6303040021, 



192 


DOCKETED ITEMS 


0303040033 IE 1 » Wo tic* 03-22, -OWR Safety/RBltef Valve Failures " 
Svc list end 

JORDAMi E C- Division of Emergency Preparedness Engineering 
Riiponse iPost 8301D3I 83/04/22 Consolidated Edison Co of Neu 

yorkj Inc lj2pp 18383 089 24X Flche ;i0 -000, 03/04/22. B30 3 04 0023 


8303040i025 IE Info Notice 83-33. "Inoperable Containment Atfuoiphere 
Sensing Sys " Svc list «ncl 

JORDAN, E U D1 vision o# Eoiergency Preparedness & Engineering 
Respnnte iPoit 830i03> 83/04/25 Consolidated Edison Co of N«u 

York I Inc l|7pp IB3BJ 291 24X FI the' 5O-000 j 83/04/25- 0303040023 


6303040026^ lE Info Notice G3-24, “Loase Parts in Secandarg Side of 
Steam Qeneratars at PNRs ” Svc list end 

JORDAN.E L Oivlslnn of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/26 Consolidated Edison Co af Netii 

Yorfci Inc IjSpp 183S2 047 2 4X Fich e 30-000. 63/04/28, 0303040026 


8303040027 IE Info Notice 83-25, ^Standby Oas Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment ” Svc list end 

JORDAN, E.L Division of Emergency Preparedness it Engineering 
Response (Post 630103) P3/04/26 Consolidated Edison Co oP Neui 

York# Inc U6pp 18382 165, 24 X Fiche 30-000, 83/04/28. 8303040027 


03O527Oa3O Ad receipt of 830415 Itr Informing NRC of steps taken tq 
correct violations noted in IE Insp Repts 50-324/83-07 b 
50-325/83-07 

VER6E1-LI,0 M Division of Project & Resident Programs 63/04/29 

UTLEY, E E Carolina Power & Light Co Ip 18641 187 24X 

Ft c h • 50-324 ,03/04/29, 830 5270250 


—8305270256 Responds to NRC 830317 Itr re violations noted In lE Insp 
Repts 50-324/83-07 k 50-325/83-07 Corrective actions 
procedure revised k accepted by QA reflecting actual testing 
method b cantractor personnel counseled 

OiETZ.C R Carolina Power U Light Co S3/04/J5 O'REILLY, J P 
Region 2, Office of Ofrecior 2pp 1B641 188 24X 

riche, 50-324, 03/04/29, 0305270230 


—8305270263 Forwartfi JE Imp Repts 30-324/83-07 L 30-323/83-07 on 
830131-0203 8 07-11 4r notice of violation 

VEftRELLliD M Division of Project fc Resident Programs 03/03/17 
UTLEYi E E Carolina Power tt Light Co 2pp 10641 190 24X 

Fic h e. 50-324, 63/04/29, 8305270250 


--B3O527O260 Notice of Violation from Insp on 830131-0203 I, 07-11 

e Region 2, Office of Director 83/03/17 ip 16641:192 24X 

F t C h e 50-324, 03/0 4 /29. 6305270250, 


■-8303270a76 IE Ipip Repts 50-324/03-07 ?i 50-325/63-07 on 830131-0203 
L 07-lt Nan compl lance noted failure to follow inservlce Imp 
procedure for recording angle beam data 

COLEY, vP L . BLAKE. J O Region 2, Office of Director 83/03/04 
app 16641 193 24X Flche‘ 30-324, 63/04/29, 6305270250 


0305060620 Responds to NRC 030216 Itr transmitting notice of violation 
6 proposed imposition of civil penalties ■ per IE Insp Repts 
50-324/62-28 C, 50-325/82-26 Relay tests completed 
set 1 sfac tori ly, 

UTLEY, E,£ Carolina fouir 6 Light Co, 83/05/02 DEYOUWO. R C 
Director's Office, Office of Inspection and Enforcement 27pp 
18349 022 24X FLche: 50-324 > 83/05/02. 03OSO6O62O 


8303040028 IE Infa Notice 83-26. '^allure of 8af e ty/Re 1 t ef Valve 
Discharge Line Vacuum Brealiers *' Svc list encj 
JORDAN. E L, Division of Emergency Preparedness U Engineering 
Response iPost 830103} 83/05/03 Consolidated Edison Co of New 

York* Inc I22pp 18441 170, 24X Flche 50-000,83/05/03.8303040028 


8303040030 IE Inf a Notice 83-27. **Opera tlona 1 Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment '* Svc list end. 

JORDAN, E L. Division of Emergency Preparednesi %i Engineering 
Response (Post 830i03> B3/05/04 Canso 1 idated Edison Co of New 

York. Inc 112pp. 18382 282, 34X Flche. 50-000, 83/05/04. 8303040030 


8303040031 IE Info Notice 03-20, "Criteria for Prowective Action 
Recammendatiojii for General Emergencies " Svc lift end 
JORDAN. E.L. Dlyision of Emergency Preparedness & Engineering 
Reiponsa (Poet 330103) B3/0S/04 Consolidated Edison Co, of Wvu 

York, Inc 119pp 18441:001 24X Flche 50-000.63/05/04,8303040031 


6305100100 Furuerds IE Gefaguards Inep Repts 30-324/83-13 4, 
50-325/83-13 an 830411-15. No noncOmp liance noted 
VERRELLl.A Division of Project it Resident Programs 83/05/05 
UTLEY, E.E Carolina Power & Light Co 2pp 18375 033 24X 

Flche; 50-324, 03/05/05.8305100100 


—8305100109 IE Safeguards Insp Repts 30-324/03-13 6 30-325/83-13 an 
830411-15 Wo noncdflip 1 lance noted Major areas Inspected audit 
review, secur i ty p Ian. rec or ds, assessment aids, alarm stations 
& training/qua ) 1 f ica t Ion Details withheld (ref 10CFR73 21) 

TODIN, H J , HALL, D Region 2, Office of Director MCGUIRE, D R 
Division of Emergency Preparedness 6 Materials Safety B3/OS/04 
ip 18375 035 34X Flche 50-324,83/05/05.0303100100 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/05/06 Consolidated Edison Co of Neu 

York, Inc llSpp 18523 248 24X Fiche 50-000,83/05/06.8303040033 


8305270S80 Ad receipt of 930310 & 0422 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-324/02-45 & 30-325/02-45 

LEUIS.R C Division of Project 6 Resident Programs 03/05/06 

UTLEY. E E Carolina Power «c Light Co ip 18644 225 24X 

Fiche- 50-324, 83/05/06, 8305270580 


— 8305270588 Responds to NRC Q30207 Itr re violations noted in IE Insp 
Repti 50-324/82-45 6 50-323/82-45 Corrective actions 
required rev to O-llst procedure will not be completed 
until 830527 

DIETZ. C « Carolina Power 6 Light Co 83/05/23 O'REILLY, J P 
Region 2, Office of Director ip 18644 226 24X 

Flche 50-324, 83/05/06. 0303270580 


— 8305270599 Clarifies response to Violations B !, C in IE Insp Repts 
50-324/82-45 ?< 50-325/02-45 Program for determining type of 
alarm devices needing periodic callbr will not be completed 
by 830730 

DIETZ. C R Carolina Power 6 Light Co 83/04/22 O'RElLLy, J P 
Region 2, Office of Director 2pp 18644 227 24X 

Fiche 50-324. 83/05/06, 8305270580 


— 8305270610 Responds to violations noted in IE Insp Rept 50-324/82-45 & 
50-325/82-45 Corrective actions engineer Ing supervisor of 
discipline gioup responsible for performing review of 
tables for inconsistencies internal to procedure 

DIETZ, C R Consumers Power Co 83/03/18 O'REIULV, J P Region 
2, Office of Director 4pp 18644 229 24X Flche 50-324, 

83/05/06, 8305270580 


--0303270617 Ack receipt of 830207 Itr transmitting IE Insp Repts 
50-324/02-45 tt 50-325/82-45 Util continuing evaluation of 
Violations Response to rept will be submitted by 630318 
DIETZ. C ft Carolina Power U Light Co 83/03/08 0 'REILLY, J P 

Region 2, Office of Director ip 10644 233 24X 

Fiche 50-324, 83/05/06, S3052703G0 


—8305270621 Forwards IE In<p Repts 30-324/B2-43 «, 50-325/02-43 on 
021115—1215 it notice of violation 

LE(dIS, R C Division of Project it Resident Programs 83/02/07 

UTLEY, e E Carolina Power it Light Co 2pp 18644 234 24X 

Fiche 50-324, 83/05/06. 6305270580 


—8305270620 Notice of violation from insp on 821115-1215 

• Region 2, Office of Director 03/02/07 2pp 18644 236 24X 

Fiche 30-324, 83/03/06, 8303270580 


—0303270635 IE Insp Repts 30-324/82-45 it 30-325/02-45 on 821119-1215 
Noncompliance noted failure to adequately review procedure 
changes, to establish callbr procedures 6 to followup on 
corrective actions. 

MYERS, D 0 . GARNER, L W , BEMIS, P Region 2. Office of Director 
03/02/02 lopp 18644 238 24X Flche 50-324,83/05/06,8305270380 


8305270333 Forwards IE Insp Repts 50-324/03-14 «, 30-325/83-14 on 
830418-21 No noncompliance noted 

VERRELLI.D M Division of Project 6 Resident Programs 03/05/10 
UTLEY, E E Carolina Power it Light Go 2pp 18641 123 24X 

Flche 50-324.83/05/10,0305270333 


— 8305270342 IE Insp Repts 50-324/83-14 6 50-325/03-14 on 830418-21 No 
noncompliance noted Major areas inspected independent Insp 
effort << observation of inservice insp wor)( 6 work 
activities 

COLEY. J L , BLAKE. J J Region 2, Office of Director 83/05/05 
6pp 18641 125 24X Flche 50-324,83/05/10,6309270333 


0303040034 IE Info Notice 03-30. "Mi sapp 1 icati on of Generic Emergency 
Operating Procedures (EDP) Guidelines " Svc list encl 
OORDANi E L Division of Emergency Preparedness 8* Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co of New 

Yorlc. Inc li4pp 18924^003 24X Fiche 90-000.03/05/11,8303040034 


8303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program " 
Svc list and 

JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/05/19 Consolidated Edison Co of New 

York, Inc ll4pp 18697 009. 24X Flche 50-000,83/05/19,8303040040 
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e30304004£i IE Info Notice 03-33i “Nonrepresent^tl ve Sampling of 
contaminated D» 1 ” Bvc list one 1 

JORDAN ( E L Division of Emergency Preparedness if Engineering 

response {Post 830103) 83/0S/26 Consolidated Edison Co of Neu 

YQvlto Inc U4pp IBA47 007 S4X Flche 30-000,83/03/26.8303040046 


R periodic operating reports L i elated correspondence 


0309100412 Foriiiards monthly operating repts for Apr 1*?B3 

plETZiC R Carolina Power «< Light Co 83/03/05 DEYOUNS, R C 
Director's Office, Office of Inspection and Enforcement Ip 
10378 066 24X Flche 50-324, 83/05/03, 0303100412 


— 8303100417 Monthly operating repts for Apr 1983 

WABRISON, F Carolina Power 1< Light Co 83/03/03 12pp 
18378 067 24X Flche 30-324,83/03/03.8305100412 


8 Reportable occurrences, LERs It related correspondence 


0309030335 Forwards LER 03-O16/O3L-O 

DIETZ, C R Carolina Power it Light Co 83/04/20 O'REILLY. J P 
Region 2. Office of Director Ip 18306 294 24X 

Flche 30-324, 83/04/20, 8303030355 


— 8303030361 LER 83-016/03L-0 on 830323, reactor bldg exhaust ventilation 
high-high alarm occurred concurrent u/Oroup 6 primary 
contalfiment isolation signal Caused by failure of relay K2 
in indication it trip unit D12-K609A Relay replaced 
PA0TVA, M J Carolina Power it Ulpht Co 83/04/20 Region 2, 
Office of Director 2pp 18306 273 24X Flche 50-324.83/04/20, 

9309030355 


8305030497 Nonroutine radiological environ event ropt Results of 830308 
gamma analysis of bottom sediment revealed high Co-60 
concentration Samples will be taken monthly for Oct 1982 - 
June 1983 to determine if trends cdn be predicted 
DIETZ, C R Carolina Power it Light Co 83/04/20 O'REILLVi J P 
Region 2, Office of Director 2pp 18306 183 24X 

Fi Che 90-324, 83/04/20, 0303030497 


8309030S30 RO fire barrier limiting conditions for operation issued 
on 830317 it 20 exceeded 7-day time frame to permit 
completion of mods In control . d 1 ese 1 generator it augmented 
offgas bldgs Continuous stationed fire watches maintained 
diet?, C R Carolina Power i, Light Co 83/04/20 O'REIULV, J P 
Region 2. Office of Director Ip 18306 362 24X 

FiChe 90-324,83/04/20.8303030530 


8309030612 Forwards supplemental UER B3-002/03L-i . 

DIETZ. C R Carolina Power it Light Co 83/04/20 O'REILLY, J P 
Region s, Office of Director ip 18303 343 24X 

Flche 90-324,83/04/20.8305030612 


—8309030619 Supplemental LER e3-002/03L-l on 030102, indicator 
2 “040-10-2602 showed high suppression pool level Caused by 
incorrect input signal to indicator due to change in trickle 
flow to wot ref leg of LR-2602 indicator transmitter 
pASrVA.li J Carolina Power it Light Co 03/04/20 Region 2, 
Office of Director 2pp 10303 344 24X Flche 90-324,03/04/20. 

8309030612 


0309030387 Part 21 rept re pipe clamps for snubber/struts oriented In 
off-axis direction Initially reported on 630224 it by IE 
Info Notice 83-13 Clamps will be replaced by end of Fall 
1783 refueling outage 

DIETZ, C R Carolina Power it Light Co 83/04/22 O'REILLY, J P 
Region. 2. Office of Director 2pp 18292*316 24X 

Ftche 30-324103/04/22.0309030387 


0309030411 Forwards updated LER 02-126/O3L-1 

DIETZ. C R Carolina Power it Light Co 83/04/22 O'REILLY, J P, 
Region 2, Office of Director Ip 10273 226 24X 

Flche 90-324, 83/04/22, 030903041 1 


— 0309030419 Updated LER 82-126/03L-1 on 821024 it 25, standby liquid 
control syi piping heat tracing on lines between sys 
accumulators 2-C41-A003A it D & common discharge tine 
inoperable Caused by electrical failure Mods planned 
PA8TVA, M U Carolina Power it Light Co 03/04/22. Region 2t 
Office of Director ip 10273 227 24X Flche 30-324,93/04/22, 

030903041 1 


B303030S12 Forwards LER e3-003/03L-0. 

DIETZ. C,R CarDllna Power S, Light Co 83/04/22 O'REILLY, JP 
Region S, Office of Director ip 18308 191 24X 

Flche 90-324,83/04/22,8309030912 


— 8309030536 LER 03-OO2/O3L-C on 030328, sup press 1 on pool level indicator 
2-CAC -LR-2602 showed level of -31 2 inches while redundant 
indicators 2-CAC-L I -2601-1 i, 2601-3 showed -28 9 inches 
Caused by change in trickle flow ta wet ref leg 
PA8TVA, M J Carolina Power it Light Co 83/04/22 Region 2, 
Office of Director 2pp 18308 1-92 24X Fiche 90-324,83/04/22, 

8309030512 


0303030540 Forwards LER S3-037/03L-0 

DIETZ. C R Carolina Power it Light Co 83/04/22 O'REILLY, J P 
Region 2, Office of Director Ip 18303 332 24X 

Flche 50-324, 03/04/22,8305030940 


—8303030947 LER 03-O37/O3L-O on 830323, RHR Dlv II suppression pool 
cooling valve 2-En-F024D could not be opened using either 
valve motor operator or manual operator Caused by loose 
antirotation device setscrew Setscrew tightened 
FASTVAi M J Carolina Power it Light Co 83/04/22 Region 2, 
Office of Director 2pp 10303 333 24X Fiche 90-324,03/04/22, 

8309030940 


8303030271 Dupplemental response to Part 21 rept re postulated pipe 
crack in HPCI.RCIC, reactor water cleanup sgs & main steam 
tine drains Required mods will be installed to meet 
requirements of environ qual If icat Ion program 
DlETZrC R Carolina Power k Light Co. 03/04/26 O'REILLY, J P 
Region 2, Office of Director Ip 10300 061 24X 

Flche 30-324,83/04/26,8303030271 


0303030263 Forwards LER 83-038/03L-0 

DIETZ, C R Carolina Power & Light Co 03/04/20 0'REtlLY,J P 
Region 2, Office of Director Ip 18330 039 24X 

Fiche 90-324, 83/04/20, 0303050263. 


— 8303030267 LER e3-038/03L-0 on 830401 , inoperative & rod block signal 
received from rod block monitors A S upon selecting 
indicated control rads Caused by defective multiplexer cards 
in monitors Cards replaced k monitors returned to sve 
PASTYA, M ■J Carolina Power 4, Light Co 83/04/28 Region 2, 
Office of Director Ip 10338 04D 24X Fiche 90-324, 83/04/ 28t 

8309090265 


8309090242 Forwards LER a3-048/03L-0 

DIETZ, C R Carolina Power k Light Co 83/04/29 O'REILLY, J P 
Region 2, Office of Director ip 18337 297 24X 

Fiche 90-324,83/04/29,8303090242 


— 0303090244 LER e3-042/03L-0 bn 830330, suppress ion pool level indicators 
2-CAC -LI -2601, 3 k a-CAC-LI-334S Showed upward trend in level 
indication Caused by closed deminara 1 lied watar root valve, 
preventing transmitters from sensing actual level 
PA6TYA,M J Carolina Power & Light Co 83/04/2? Region 2, 

Office of Director Ip 18337 298 24X Fiche’ 30-324, 83/04/29, 

8309050242 


830313017/ Forwards LER B3-044/03L-0 

DIETZ. C R Carolina Power k Light Co 83/03/04, O'REILLY, J P 
Region 2, Office of Director Ip 18440 091 24X 

Flche 30-324,03/03/04,8305130177 


—8303130104 LER 03-O44/O3L-O on 830408 k 09, during unit Startup k power 
operations, control rods 02-27<02> , 34-03(04) , 34-23(02) S, 

30-11(03) had no indications for identified positions Caused 
by failed position reed switches. Reed switches replaced 
PA8TVA.M J Carolina Power k Light Co 83/03/04 Region 2. 
Office of Director tp 10440 0?2 24X Fiche 90-324,83/05/04, 

0303130177 


0303130167 Forwards LER 03-O43/OaL-O 

DIETZ, C R Carolina Power «< Light Co 03/05/03 O'REILLY, J P 
Region 2, Office of Director ip 18437 301 24X 

Fiche 30-324,83/03/03,8305130167 


— B30313D172 LER 03-O43/O3L-O on 030408, routine channel check of reactor 
level instrumentation revealed reactor level Instrument 
2-B21-LT-N017D-1 indicating higher actual level Caused by 
leak on bypass valve N0i7D-l stem packing Packing adjusted 
PABTVA, M J Carolina Power k Light Co 83/05/03 Region 2, 
Office of Director Ip 18437 302 24X Flche 90-324,03/03/05, 

8303130167. 


8303130170 Forwards LER 03-O46/O3L-O 

DIETZ. C R Carolina Power 8< Light Co 83/03/06 O'REILLY, J P 
Region 2, Office of Director Ip 18439’ 191 24X 

Fiche 30-324,83/03/06,0303130170 


—0309130176 LER 83-046/03L-0 an 830410. uil res to terminals 13 k 14 in 
terminal box for MBIV 2-B2i-F028A found reversed Cause 
undetermined Wires retermlnated to proper terminals 
POULK, R M Carolina Power k Light Co. 03/05/06 Region 2, 
Office of Director Ip 10439' 192 K4X Fiche 90-324,83/09/06. 
0309130170 
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S30520033S Forwards supp 1 effiental LER a3-033/03L-l 

DIETZ, C FJ Carolina Poujsr * Light Co 33/03/0^ O'REILLY; J P 
Region 3> QPFice of Director Ip 10314 260 24X 

FiChe 50“324* a3/03;^06; 6303200 530 


8305200543 Supplemental LER 83-O33/0'3L-l on 030223/ luh 1 1 b per forming 
high stBant line radiation channel calthr U functional te'st, 

;pain &team line insCrumant channels found out of callbr 
Caused by instrument drift Orauiers rec^ilibr 

FOULK/R M Carolina Poujer h Light Co 03/03/06 Region 2. 
Office of Director 3pp 10514 261 24< Flche 50-324/03/03/06. 

8305200330 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC FLAMT/ l/MJT 1 


F Security, medical, emergency St fire protection plans 


8305200625 Forwards Rev 6 to Industrial security plan Changes do not 
decraaS'e effectiveness of plan or level of security Enel 
withheld <Tef IOCFR73 21 6 2 7901 

HOWE. P W Carolina Power 6 Light Co 83/04/20 O'REILLY. J P 
Region 2/ Office of Director 2pp 10520 042 24)( 

FlcMe 30-* 324/ 83/04/20/ 0305200625 


0305200597 Forwards change to provisions of industrial security plan 
Change uill not decrease effectiveness of plan or level of 
security End withheld tref iOCFR73211 

HDWS/P W Carolina Power 6 Light Co 83/04/20 O'REILLY. J P 
Region 2. Office of Director ip 10514 106 24X 

Flche SO-324. 03/04/20/ 8305200597 


8305100-100 Forwards IE Safeguards Insp Repis 50-324/83-13 t. 
3O-325/03-13 on 030411-15 No nancomp liance noted 
VERRELLf.A Division of Project it Resident Programs 03/05/03 
WTLEV, E e Carolina Power 8. Light Co 2pp J8373 033 24X 

Fiche 30-324,83/05/05.8305100100 


—8305100109 JE Safeguards Insp Repts 50-324/83-13 & 50-325/03-13 on 
030411-iS No noncodip Hence noted Major areas inspected audit 
review/ securi ty plan, records, as sossment alds/alarm stations 
& tram ing/qua 1 If Ication Details withheld <ref J0CFR73 21) 
TOEIN/W J Region 2. Office of Director 63/03/04 Ip 
16375 033 SAX Fiche 30-324.03/05/05/3305100100 


630S11CO34 Qetteric Ltr 83-21 to all licensees of operating reactors, 
applicants for QLs i; holders of CPs re c lar I f ice tion of 
access La control procedures for law enforcement visits 
Sve list enc 1 

EISENHLTT/O 0 Division of Licensing 03/05/11 Consolidated 

Edison Co of New York/ Inc I6pp 10540 075 24X 

Flche 30-00D»e3/05/ll. 8309110034 


8305260134 Informs that NL(RE0-0737/ I tem III A 2 I re emergency plan 
upgrade to meet 10CFR90 j App E reqi/1 rements complete for 
far 1 1 1 ty 1 tern closed 

VASSALLO. D 0 Operating Reactors Branch 2 83/05/16 UTLKY/E E 

Carolina Power Light Co 3pp 10649 049 SAX 
Fiche 30-324.03/05/10,8309260134 


J Inturance L indemnity information 


0305160135 Forwards Endorsement 40 to NELIA Policy rfF-2l8 

flARWAM/C D Carolina Power 6 Light Co 03/05/02 SALT 2 MAN. J NRC 

- No Detailed Affiliation Given 3pp 10446 066 SAX 
Flche SO" 324 . 83 /05/02 . 0303 1 60 1 39 


P Operating license stage documents & correspondence 


BSOSieOOOl Add! response to FOIA request for seven categories of 
documents re Brown b Root. Inc 4« South Tejas project Forwards 
App C documents Documenti also available in POR Addl 
documents undergoing review 

f ELTON. J M Division of Rules and Records 03/03/09 LINDEMAN. H N 

Lowenstemi Newman/ Reis. Aral rad & Toll 6pp 10497 219 24X 

Fiche 50-000, 03/03/09, 030 9180001 


-0010200570 Responds to Quesfclnn 4 of 0CO923 mama re Eckhardt bearing 
Ndfor Drown & Root Carp nuclear const work $l weld deficiency 
status summaTijed Licensee will complete visual insp 
comply w/corrective actions tr» end AWS Code 
STELLO/V Office of Inspection 6 Enforcement. Office of the 
Director BO/09/29 AHEARNE, J F Commissioners 9pp 
IB497 228 24X Flche 50-000.83/03/09/8305100001 


S305230233 Forwards capital cost analysis for backfltting expenditures 
reflecting bath actual costs & estimates for mads planned dr 
in progress 

SMITM/S H Carolina Power V Light Co 83/03/22 TOURTELLDTTE. J 
Regulatory Reform Task Force 13pp 10543 277 24X 

FJeha 30-000,03/03/22,0309230203 


8309230720 Forwards list of utils responding to requests for post 
figures on backfitting 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO.N J Commissi oners 2pp 18942 272 24X 

Flche 50-000.83/04/11,0305230720 


6305030463 Application for amend to Licenses DPR-62 & DPR-71 j 
supplementing 020616 request for miscellaneous Tech Spec 
revs originally scheduled for completion during 820901 
refueJing outage Outage mods to be completed by 630624 
HONE. P M Carolina Rower 6 Light Co 03/04/28 VASSAL LO. D S 

Operating Reactors Dranch 2 2pp 10300 222 24X 

Flche 30-324.03/04/20.83 0 3030463 


— 8303030481 Proposed Tech Specs re safety-related hydraulic snubbers, 
post-accident monitoring i nstrumentat 1 on. gas analyier ays, 
reactor coolant leakage detection sys & remote shutdoun 
monitoring instrumentation 

* Carolina Power & Light Co 03/04/20 19pp 18308 224 24X 

Flche 90-324,83/04/20,0309030463 


8305190099 Forwards safety evaluation for TMI Action Items I A 2 1 4/ 
-"Upgrading of Reactor Operator 6 Senior Reactor Operator 
Training” 6 II D 4, "Training for Mitigating Coro Damage " 

Training L requal 1 f 1 cat! an programs acceptable 

VA8SALL0. D » Operating Reactors Branch 2 03/04/29 UTLEY. G E 

Carolina Power h Light Co 3pp 10523 175 24X 

Fiche 50-324/ 83/04 /S 9. 0309190099 


0309020455 Generic Ltr 03-19 to all power reactor 6 testing Ucentods 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end 

CI8ENHUT, D 0 Oivlsioti of Licensing 83/05/02 Consolidated 
Edison Co of New York. Inc 30pp 10441 120 a4X 
pi Che 90-000. 83/09/02, 8305020435 


6309060176 Application to amend License DPR-71 revising Tech SpfCi to 
complete third refueling outage & begin Cycle 4 operation 
Proposed changes revise control rod scram insertion time 
raqulrements 

HONE. P vr Carolina Power & Light Co 83/09/02 VASSALLO. D 8 
Operating Reactors Dranch 2 2pp 18345 328 24X 

Flche 30-323, 03/09/02, 030 3060176 


—0309060180 Proposed Tech Spec changing control rod scram insertion t|ai 
requirements to complete third refueling outage 6 begin 
Cycle 4 operation 

« Carolina Power & Light Co 83/09/02 30pp 19349 330 24X 

Flche 90-329.83/05/02,630 9060176 


8305090380 Ac k receipt of 630131 ltr requesting addl info re 
NUREO-OTO?, Item 1 1 K 3 26. "Quali fleet i on of ADS Accumulator 
8ys " In-fo requested from GE Resppnse will be submitted by 
630630 

ZmMERMAN. 8 R Carolina Power «< Light Co 03/09/05 VASSALLDrD 3 
Operating Reactors Branch 2 Ip 18363 340 24X 

Flche 90-324, 83/05/05. 0305090380 


830S090456 Confirms 830419 responses to questions raised during 830416 
telcon re spent fuel pool expansion 

ZIMMERMAN. 9 R Carolina Power 6 Light Co 03/05/09 VASSALLO, D fl 
Operating Reactors Branch 2 2pp 16362 265 24X 

Fiche 30-324,83/03/03,83090904 56 


83D583017B Fnrwards safety evaluation of util submittal re procedure 
verification 6 design mod per NOREO-O737i Item II K 3 22. 

''Automatli. Switchover of RClC suction " Mods acceptable 
VASSALLO. 0 B Operating Reactors Branch 2 03/09/09 UTLEY, E £ 

Carolina Power 6 Light Co. 5pp. 10546 356 24X 

Flche 30-324,03/05/05.0309230170 


8305100362 Forwards Y1003J01A53, ‘'Supplemental Reload Licensing 
Submittal for Brunswick Steam Electric Plant.Unit 1. 

Reluad 3fW/a Rec ir cuia 1 1 on Pump Trip)," inadvertently 
omitted from 830902 Tech Spec rev request 

ZIMMERWAN.S R Carolina Power & Light Co 83/03/06 VASSALLO, D B 
Operating Reactors Branch 2 Ip 18379 059 24X 

Fiche 30-325. 83/05/06,8305100362 


— 8303100370 "Supplemental Re lead Licensing Submittal for Brunswick Steam 
Electric Plant.Unit 1, Reload 3 (W/o Rec irculation Pomp 
Trip) " 

ZANARDirO , HILL. R T , CHARNLEY, J 8 Ganoral Electric Co, 

Y1003JOIA53 03/01/31. Sepp 10379 060 24X 

Flche 5^0-329, 03/05/06, 8309 1 00362 


B303090659 Oenerlc Ltr 83-20 to all operating reactor licensees U 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

ElSENHur. D 0 Division of Licensing 03/09/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 153 24X 

Fiche 90-000.03/05/09,8309090699 
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8303I20OO3 Responds to 830316 Itr requesting review oi' RCIC sys 
^u-tojiidtic restart per TMI Action Item IJ K 3 13 Acceptance 
criteria identified in Itr satisfied 

ZiMMEftKANiS R Carolina Power h Light Co 83/05/09 VASSALLO, D B 
Operating Reactors Branch 2 Ip iad23 076 2dX 
Fichd 50-324i 83/05/09 i 8305120003 


8303260283 Forwards request for addl info re Q101S3 response to 
NURG0'‘0737. Item II K 3 28# “Qua 1 1 f ica t ion of Accumulators on 
Autodiatic Depr essurl lat i on Sys Reply requested within 30 
days of Itr receipt 

VASSALLO.D D Operating Reactors Branch 2 83/05/11 UTLEY* E E 

Carolina Power & Light Co 3pp 10629 337 24X 

Fiefie 30-324, 83/05/1 li 8303260283 


83052400D4 Informs that currently scheduled Unit 1 startup date is 
830612 Outage critical path 8 days behind* but recovery plan 
instituted to make up time Requests Tech Spec changes be 
issued no later than 830612 

HURFORD. W J Carolina Power 6 Light Co 83/05/17 VASSALLO, D ft 
Qperatlng Reactors Branch 2 ip 1B549 051 24X 

Fi c h e 50-324* 83/05/ 1 7* 8305240004 


03OSS4O434 Commits to submit results of plant-unique calculations 
forming bases for mod program on Mark I containment vacuum 
breakers by 830630 in response to Generic Ltr 83-08 
Calculations presented in listed documents 

HOWE, P W Carolina Power Light Co 83/05/19 VASSALLD, D ft 
Operating Reactors Branch 2 2pp 18571 061 24X 

Fic h a 30-3S4* 83/05/ 1 9* 8303240434 


8205260320 Forwards NEDO-84382* ''Mark I Containment Program Plant- 
Unique Load Oef ini tion* ftrunswic k Steam Electric Plant Units 
1 Sr 2 *’ Attachment detailing pr essure/temp calculations also 
•nc 1 

ZIMMERMAN. S R Carolina Power S. Light Co 83/03/24 VASSALLO* 0 ft 
Operating Reactors Branch 2 Ip 18623 OSS 84X 
FI Che 30-324*03/05/24*0303260320 


— 0303260325 “Mark I Containment Program Plant-Unique Load Definition, 
Orutiswlck Steam Electric Plant Units 1 & 2 “ 

* General Electric Co NEOO-243S2 ROl 81/10/31 61pp 
18625 039 24X Flche 30-324,03/03/24*8305260320 


Q Inspection reports* IE Bulletins t* corr ospondenc e 


0305270531 Submits results of split sample taken from floor drain 
sample tank B for tritium V rad lostrontlum* per IE Insp Repts 
30-324/02-09 it 50-325/82-09 

DIETZ, C R Carolina Power & Light Co 83/02/25 0'RE1LLV*J P 
Region 2* Office of Director Ip 18646 129 24X 

Flche; 30-324* 03/02/25* 8305270531 


8213060365 IE Info Notice 83-14, “Dewatered Spent Ion Exchange Resin 
Suicepti b 1 11 tg to Exothermic Chemical Reaction “ Sve list 
and 

TAYLORfvl M Division Of Safeguards t* Inspection Programs (Post 
8301031 03/03/2] Consolidated Edison Co, of New York* Inc 

112pp 10300319 24X Fi Che 30-000* 03/03/21*8212060303 


8303270461 Forwards IE Enforcement Conference Repts 50-261/83^10* 
50-324/83-12 6 30-323/03-12 on 830328 No noncompHanco 
noted 

O'REILLY, J P Region 2. Office of Director 83/04/11 UTLEY, E E 

Carolina Power 6 Light Co 2pp 18644 158 24X 

Flche 50-000, 83/04/1 1. 8303270461 


—8305270474 IE Enforcement Conference Repts 30-261/83-10,30-324/03-12 
fc 30-325/03-12 on 630320 No noncompliance noted Major areas 
discussed shipment of radwaste containing free liquid t, 
inoperability of standby gas treatment deluge sys 
LEMI8, R C Division of Project & Resident Programs 83/04/07 
3pp 18644 160 24X Fiche 30-000,03/04/11*8303270461 


8303040021 IE Info Notice 03-21, “Defective Emergency Use Respirator “ 
Sve lilt end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Raiponie (Post 0301031 83/04/15 Conso J idated Edison Co of New 

York, Inc 126pp. 18435 133 24X Flche 50-000*83/04/15*8303040021 


8303040023 IE Info Notice 83-22. “BWR Saf ety/Rel i ef Valve Failures '* 
8vc list and 

JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co, of New 

York* Inc H2pp 18383 099 24X Fiche, 50-000, 03/04/22* 0303040023 


6303040025 IE Info Notice 03-23* “Inoperable Containment Atmosphere 
Sensing Sys “ Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Responds (Post 030103) 03/04/23 Consolidated Edison Co of New 

York, Inc lt9pp 10301 291 24X Flche 50-000*03/04/25*0303040025 


8303040026 IE Info Notice 83-24, “Loose Parts io Secondary Side Of 
Steam Generators at PURs “ 8vc list one 1 

JORDAN, E L Division of Emergency Prepaiedness Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison CO of New 

York- Inc llSpp 10382 047 24X Fiche 50-000.03/04/28,8303040026 


□303040027 IE Info Notice 63-25* "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/04/20 Consolidated Edison CO of New 

York, Inc llOpp 18302 165 24X Eiche 30-000.03/04/20*0303040027 


0305270250 Ac k receipt of 830415 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/B3-07 h 
50-325/83-07 

VERRELLI.D M Division of Project & Resident Programs 83/04/29 

UTLEY, E E Carolina Power U Light Co ip iB64l 1B7 24X 

Flche 30-324,83/04/29,0305270250 


— 8303270256 Responds to NRC 030317 ltr re violations noted in IE Insp 
Repts 30-324/83-07 «c 30-325/83-07 Corrective actions 
procedure revised *< accepted by OA reflecting actual testing 
method V cnotractar personnel counseled 

DIETZ. C R Carolina Power U Light Co B3/04/15 O'REILLY, J P 
Region 2* Office of Director 2pp 10641 100 24X 

Fiche 30-324.83/04/29*0305270230 


—0303270263 Forwards IE Insp Repts 30-324/03-07 h 30-325/03-07 on 
830131-0203 U 07-11 tc notice of violation 

VERR£LL1,D M Division of Project 8, Resident Programs 03/03/17 
UTLEY* E E Carolina Power 6 Light Co 2pp 10641 190 24X 

Fiche 30-324,03/04/29,8305270250 


—8303270276 IE Insp Repts 30-324/83-07 & 30-325/83-07 on 030131-0203 
& 07-11 Noncompliance noted failure to follow inservlce insp 
procedure for recording angle beam data 

COLEY* J L , BLAKE, J J Region 2* Office of Director 03/03/04 
0pp 10641 193 24X Flche 30-324* 83/04/29,8305270250 


8305060620 Responds to NRC 830210 ltr transmitting notice of violation 
St proposed imposition of civil penal tie s* per l£ Insp Repts 
30-324/02-20 & 30-325/02-28 Relay tests completed 
satisfac tori ly 

UTLEY. G E Carolina Power & Light Co 03/05/02 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 27pp 
18349 022 24X Fiche 50-324,83/05/02 , 83 03060620 


830304002Q IE Info Notice 83-26, “Failure of Safflty/Rel ief Valve 
Discharge Line Vacuum Breakers “ 0vc list end 
JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co Of New 

York* Inc 122pp 10441 170 24X Flche 50-000,83/05/03*0303040020 


8303040030 IE Info Notice 83-2/, “Opera tional Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Sve list end 

JORDAN, E L Division of Emergency Prepar ednesf & Engineering 
Response (Post 030103) G3/03/04 Consolidated Edison Go of New 

York* Inc U2pp 18382 202 24X Flche 50-000,83/03/04,0303040030 


8303040031 IE Info Notice 03-28, “Criteria for Protective Action 
Recommendations for Genera] Emergencies " Bve list end 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc 119pp 10441 001 24X Fiche 50-000*03/05/04,0303040031 


0303100100 Forwards IE Safeguards Insp Repts 30-324/83-13 It 
50-325/03-13 on S3041i“15 No noncompliance noted 
VERRELLl/A Division of Project ?( Resident Programs 03/05/05 
UTLEY, £ E Carolina Power 8, Light Co app 10375 033 24X 

Flche 50-324,03/05/05*8305100100 


— 8305100109 IE Safeguards Insp Repts 30-324/03-13 !, 30-325/83-13 on 
030411-15 No noncompUance noted Major areas inspected audit 
revl ew* secur i ty plan, records, assessment aids, alarm stations 
St tralning/qual if Icatlon Details withheld (ref 10CFR73 21) 

TOBIN. W J , HALL, ft Region 2, Office of Director MCGUIRE* D R 
Division of Emergency Preparedness S* Materials Safety 03/09/04 
ip 18375 035 24X Fiche 90-3S4* 03/05/05* 03051 00 100 


0303040033 IE Info Notice 03-29, “Fuel Binding Caused by Fuel Rack 
Deformation *' Sve list encl 

JORDAN*E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 03/05/06 Consolidated Edison Co of New 

York, Inc llSpp 18523 240 24X Fiche 50-000,93/05/06,0303040033 


8305270500 Ac k receipt of 830318 It 0422 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-324/82-45 U 50-325/02-43 

LEWfSrR C Division of Project & Resident Programs 83/05/06 

UTLEY. £ E Carolina Power It Light Co Ip 18644 225 S4X 

Flche 50-324,03/05/06,0305270500 



196 


DOCKETED ITEMS 


— B3a3370SBa RS'Spftrtdf to- NRC 830207 Itr t*e viwlstions noted In IE Insp 
Rept« 50-32-4/02-45 4 30-323/02-45 Corrective action*, 
required rev to 0-llst procedure uill not be completed 
until 830927 

DIETZ. C R Carolina Power t Light Co 83/09/23 Q'RElLLVj J P 
Reqlon 2^ Office of Director ip 10644 226 24X 

FI Che 30-324. 83/05/06. B305270SG0 


— 6303270599 Clarifies response to Violations 3 C in IE Insp Repts 
50-324 /Q2-43 U 30-325/82-45 Program for determlolnj tqpe of 
alarm devices needing periodic calibr mill not he completed 
bv B30730 

DIETZ. C R Carolina Power Light Co B3/04/22 O'REILLy. J P 
Reqlon 2. Office of Director 2pp 1Q644 227 24X 

Fiche 50-324.83/05/061 B3032705BO 


—8305270610 Responds to violations noted in IE tnsp Rept 90-324/02-49 & 
30-329/82-49 Corrective action* engineering *upervisor of 
discipline group responsible Pot performing review of 
tables far Incanslstenc ies internal to procedure 

DIETZ.C R Consumers Power Co 83 / 03/10 □'REILUV. J P Region 
2, Office Of Director 4pp 18644 929 241C Fiche 30-394# 

83/09/06. 8305270980 


— 8305270617 Act receipt of 830207 Hr transmitting IE fnsp Repts 
50-324/82-43 & 50-325/82—43 Util continuing evaluation of 
violations Response to rapt will be submitted bq 830318 
DIETZ. C R Carolina Power «< Light Co 93/03/08 O'REILLY. J P 
Region 2# Office of Director Ip 18644 533 24X 

Fiche 50-324# 03/03/06# 8309270990 


— 8305270621 Forward* IE Insp Rept* 50-324/82-45 k 50-325/82-45 on 
621119-1215 6 notice of violation 

LEWIS. R C Division of Project 1# Resident Programs 03/02/07 
UTLEY. E E. Caroline Power & Light Co Spp 18644.234 2A% 

Fiche 50-324# a 3 / 05/'0 6. 0309270580 


—8305270620 Notice of viotatlon from insp on 821115-1215 

e Region Sr Office of Director 83/02/07 2pp 18644 836 24X 

Fiche 30-324# 83/09/06 # 8305270500 


—0309270635 J£ Insp Repts 90-324/82-45 & SO-325/82-45 on 831115-1215 
Noncompliance noted* fai lure to adequatelq review procedure 
cbangas.tD estaibiish calibr procedures U to followup on 
corrective actions 

MYEfiSiD a , OARNER.L W . BEMIS.P- Region 2# Office of Director 
03/02/03 JOpp 18644 230 24X Fiche 50-324.83/05/06.8305270580 


8305270333 Fdruards JE Insp Repts 50-324/83-14 & 90-329/03-14 on 
030416-21 No nonccmpl lance noted 

VERRELLliDM Division of project & Resident Prograins 03/05/10 
UTLEY.E E Carolina Power k Light Co 2pp 18641* 123 24X 

Fiche 30 -324, B 3/05/ J 0# 8305270333 


— B305270342 IE Insp Repts 50-324/83-14 U 50-329/83-14 on 030418-21 No 
noncocnp 1 lance noted Major areas inspected independent insp 
effort Sc observation of Itisarvld* insp wort &e work 
activities 

COLEY# J L # SLAKE. UvT Region 2. Office of Director 83/05/05 
6pp 18641 123 24X Fiche 50-324. 03/05/10. 0305970333 


0303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedure-s (ECPl OulOelines Svc list end 
UORDAMj E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/05/11 Consolidated Edison Co of New 

York# Inc ll4pp 18524 003 24X Fiche 90-000.03/09/11,8303040034 


0303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program '* 
5vc list end 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 83/09/19 Consolidated Edison Co of New 

York. Inc ll4pp 18697 009 24X FI che. 50-000# 03/09/19. 8303040040 


8303040046 IE Info Notice 83-33. "Nanrcpresentatlve Sampling of 
Contaminated Oil “ Svc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Responie CPost 830103) 83/05/26 Consolidated Edison Co of New 

YorlCi Inc H4pp 18647.007 24X Fiche 50-000,83/05/26,0303040046 


R Periodic operating report* fr related correspendenc# 


83051(70412 Forwards monthly operating repts for Apr 1983 

DIETZ# C R Carolina Power & Light Co 83/09/05 DEYOUNG# R C 
Director's Office# Office of Inspection and Enforcement Ip 
18378 066 24X Fiche 90-324.83/05/09,0303100412 


S Reportable occurrences, LERs k related correspondence 


8303030497 Nonroutine radiological environ event rept Results of 830300 
gamma analysis of bottom sediment revealed high Co-60 
concentration Samples will be taken monthly for Oct 1762 - 
June L9B3 to determine if trends can be predicted 
DIETZ. C n Carolina Power 6 Light Co 03/04/20 O'REILLY. J P 
Region 2# Office of Director 2pp 18306 103 24X 

Fiche 50-324,03/04/20,0309030497 


S305030509 RO T-day specified time frame of four fire barrier limiting 
conditions for operation exceeded, to permit work in 
augmented offgas U control bldgs for installation of two 
plant mods Fire watches will remain in effect 

DIETZ. C R Caroiina Power & Light Co 03/04/20 O'REILLY. J P 
Region 2# Office of Director Ip 18300 197 24X 

Fiche 50-329.83/04/20, 0305030305 


0305030387 Part 21 rept re pipe clamps for snubber/strut* oriented in 
aff-aels direction Initially reported on 830224 & by IE 
Info Notice 03-13 Clamps will be replaced by end of Fall 
1983 refueling outage 

DIETZ. C R Carolina Puwer & Light Co 03/04/22 O'REILLY# J.P 
Region 2, Office of Director 2pp 18292 316 24X 

Fiche 50-324# 83/04/22, 8305030387 


8305030465 Forward* LER 03-01 7/03L-0 

DIETZ, C R Carolina Power k Light Co 03/04/29 O'REILLY, J P. 
Region 2. Office of Director ip 10308 243 24X 

Fiche 50-325, 03/04/25# 0309030469 


— 0309030473 LEB 83-017/03L-0 on 830326-20 k 0402# listed control rods bad 
no indications for identified positions Caused by loos* 
prototyplc inlet piping connectors In each rod attributed to 
undervesset work Plant mods scheduled 

PA8T\fA,M J Carolina Power k Light Co 03/04/25 Region 2, 

Office of Director Ip 10308 244 24X Fiche 90-329,63/04/29, 

8309030469 


0309030291 Supplemental response to Part 21 rept re postulated pipe 
crack In HPCI, RCIC# reactor water cleanup sys Sc main steam 
line drains Required mods will be installed to meet 
requiraments of environ qual 1 f icatlon program 

DIETZ# C R Carolina Power St Light Co 83/04/26 □ 'REILLY. J P, 

Region 2# Office of Director Ip 16300 061 24X 

Fiche 30-324. 03/04/26# 8309030291 


0305050201 RO review of fire protection sys documentation revealed 17 
sys limiting conditions for operation exceeding respective 
time frames not reported to NRC Plant operations 
instructions revised & special training provided 
DIETZ, C R Carolina Power k Light Co 03/04/26 O'REILLY, J P 
Region 2, Office of Director 2pp. 10342 192 24X 

Fiche> 90-329, 03/04/26, 0305050201 


8309030143 RO on 630329, fire barrier limiting condition for operation 
generated to permit accessing fire door in augmented offgas 
bldg Caused by temporary routing of flush lines for plant 
mod Mod work completed on 830411 

DIETZ# C.« Carolina Power It Light Co 03/04/20 O'REILLY, J P 
Region 2# Office of Director Ip 10341 104 24X 

Fiche 90-329,83/04/28# 0309090143 


8305110202 Forwards LER 03-01 4/03L~0 

DIETZiC R Carolina Power k Light Co 03/09/04 O'REILLY, J.P 
Region 2, Office of Director Ip 10393 240 24X 

Fiche* 90-329# 03/09/04, 83091 10202 


—8305110284 LER 03-O14/O3L-O on 830406 k OB, during ongoing refueling, 
control rods 46-39, 22-19# 14-1 1# 42-31 k 46-31 had no 
indications for Identified position* Caused by loose or 
defective prototypic Inlet piping connector* 

PA5rVA#M J Carolina Power k Light Co 03/05/04 Region 2, 
Office of Director 2pp 18393 249 24X Fiche 90-329,03/03/04. 

0305110282 


8305130100 RD on 030404. fire barrier limiting condition* for operation 
Initiated on penetration seal CB-2-301 of Fire Door 221 
Caused by need to allow ambient air circulation due to 
Inoperability qf computer room air conditioner 

DIETZ, C R Carolina Power k Light CD 03/05/09 0 'REILLY# J P 

Region 2, Office of Director. Ip 10437 290 24X 

rich* 50-329,03/05/09,8309130100 


— 0305100417 Month Itf operating repts for Apr 1903. 

HARRISON# F Caroline Power k Light Co 83/05/03 I2pg. 
18370 067 24X Fl che- 50-324, 03/05/05# 83091004 1 2 
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DOCKET SO *-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F Securitiji medical* emergencij & fire protection plant 


8301270313 Foruarijs IE Insp Repta 50-327/03-03 i- 50-328/03-03 on 
e3Q214-'IB No noncompliance noted 

VERRELLIpD M Division of Project & Resident Programs 83/03/23 
PARRIS, N 0 Tennessee Valleg Authority 2pp 18641 153 24X 

FI Che 30-327,03/03/23,8305270313 


— 8303270322 IE Insp Repts 50-327/83-03 i' 50-328/83-03 on 830214-10 No 
noncompl lance noted Kajor areas Inspected radiation 
protec tion, sh i pment of radioactive matlilE Bulletin 00-10, 

IE Circular 02-49 t health physics retraining 

COLLINS, TP , DARR,K P Region 2, Office of Director 03/03/22 
9pp, 18641 155 24X Ftche 50-327< 03/03/23, 0305270313 


8308100213 Forwards Amends 30 & l9 to Licenses DPR-77 t DPR-7?, 
resp act lv« Ig, safety evaluation & notice of issuance t 
avallabllitg Amends revise license conditions to include 
Commission approved guard training & qualification plan 
NOVAK, T.H Assistant Director for Licensing 03/05/04 PARRIS, H 0 
Tennaisee Valley Authority 5pp 10503 343 24X 

Flche 30-327103/05/04,8305180213 


— 0305100224 Amends 30 ti 19 to Licenses DPR-77 4- DPR-79, respect Ive ly, 
reyltlng license conditions to Include Commission approved 
guard training & qual 1 f 1 cation plan 4, safeguards contingency 
plan 

ElSENHUr, D 0 Division of Licensing 03/05/04 4pp 18503 340 
24X Fiehe 50*-327i 03/05/04. 8305100213 


— 8305100234 Notice of Issuance 4c availability of Amends 30 4( 19 to 
Licenses DPR-*77 & DPR-79, respec ti vely 

ADENSAN.E, 0 Licensing Branch 4 83/05/04 2pp 18503 352 24X 

Flche 50-327,03/05/04,0303100213 


—8305180240 Safety evaluation supporting Amends 30 4c 19 to Licenses 
DPR-77 «< DPR-79, respectively 

a Office of Nuclear Reactor Regulation, Director 03/05/04 3pp 
10503 334 24X Fiche 50-327, 03/03/04, 0305100213 


0305100101 Responds to 030505 telcon request re review of proposed 
physical eecurlty plan Plan to be revised by plant 
operations review committee Changes have not reduced nuclear 
safety, 

NILLB, L M Tennessee Valley Authority 03/05/05 ADENSAh, E 
Licensing Drench 4 tp 18377 114 24X Flche 50-327,83/03/05, 

0303100101. 


0303130041 Mlthdraws 001231 request for Tech 0pec change re number of 
fire deteetdrs Change no longer necessary 

KAMN£R,0 8 Tennessee Valley Authority 83/05/09 ADENSAM. E 
Licensing Branch 4 Ip 18436.262 24X Flche 50-327,83/05/09, 

0303130041. 


P Operating license stage documents A correspondence 


8305240249 FQIA request for three categories of documents re Reactor 
Safety Study Methodology Application Program 
(NVREO/CR-1639, Vols 1-4) 4 Interim Reliability Evaluation 
Program (NVREO/CR-a3l5, 2707 4 2B02) 

SHOLLY, S C Union of Concerned Scientists 83/03/tt FELTON, J M 
Division of Rules and Records Ip 10593 170 24X 

Fiche 30-000,83/03/11,0303240249 


0305020455 Generic Ltr 83-19 to all power reactor 4 testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list end 

Et0ENHUT,D Q Division of Licensing 03/03/02 Consol idated 

Edison Co of New TDri, Inc 30pp 10441 120 24X 

FI c ho 50-000, 03/05/02, 8305020435 


0305110246 Forwards Amends 20 4 l7 to Llconsos DPR-77 U DPR-79. 
respec tlve ly, safety evaluation te notice of issuance 4 
availability Amends revise Tech Specs re upper head 
injection accumulator water level setpoint 4 tolerances 
ADENSAM, E 0 Licensing Branch 4 83/03/03 PARRIS. H 0 Tennessee 

Valley Authority 3pp 18434 290 24X Flche 50-327.83/03/03, 

0305110246 


—0305110249 Amends 20 4 17 to Licenses DPR-77 4 DPR-79, respec tively, 
revising Tech Specs re upper head injection accumulator 
water level setpoint 4 tolerance 

ADENSAM, e 0 Licensing Branch 4 03/05/03 8pp 1B434 301 24X 

Flche 50-327.03/05/03,0305110246 


— 0303110250 Safety evaluation supporting Amends SB & 17 to Licenses 
DPR-77 4 DPR-. 79 . respectively 

* Office of Nuclear Reactor Regulation, Director 83/05/03 3pp 
18434 309 34X Flche 50-327,83/05/03.8305110246 


—8305110253 Notice of issuance & availability of Amends 26 4 17 to 
Licenses OPR-77 4 DPR-79, respective! y 

ADENSAM, E 0 Licensing Branch 4 83/05/03 3pp 18434 312 24X 

Flche 30-327,03/05/03,83051102^6 


0305100213 Forwards Amends 30 4 19 to Licenses DPR-77 4 DPR-79, 
respectively, safety evaluation 4 notice of Issuance 4 
availability Amends revise license conditions to include 
Commission approved guard training 4 qual 1 f Icatl o-n plan 
NOVAK, T M Assistant Director for Licensing 83/03/04 PARRIS. H 0 
Tennessee Valley Authority 5pp IG503 343 S4X 
Fiche 30-327,03/05/04,0303180213 


—0305100224 Amends 30 4 19 to Licenses DPR-77 4 DPR-79, respec tively , 
revising license conditions to Include Cgmmission approved 
guard training 4 qualification plan 4 safeguards contingency 
plan 

EI8ENHUT, 0 0 Division of Licensing 03/03/04 4pp 10503 340 
24X Flche 30-327.83/05/04,8305100213 


8303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
eppllcantt for OLs 4 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
S-vc lift end 

EISENHUT, 0, 0 Division of Licensing 03/05/11 Consolidated 
Edison Co of New York, Inc I6pp 10540 095 24X 

Flche 50-000,03/03/11,0303110034 


B30526O37S Requests remittance of balance due for review of 020921 
application to amend Browns Ferry 1 Tech Specs re Cycle 3 
MCPR values 4 020623 application re physical security plan 
changes for Bequoyah 142 

MILLER^tf O License Fee Management Branch. 83/05/20 PARRIS, H O 
Tinneisee Valley Authority 2pp 10647 204 24X 

Fiche: 50-000, 03/05/20, 8305260372 


0305310167 Forwards rev to util 830303 response to NRC 821112 request 
for addl info on fire protection program Rev clarifies 
instrumentation loops, identi fled by fire shutdown logic 
diagram, as being required for hot 4 cold shutdown 
MILLS, L a Tennessee Valley Authority 03/05/27 ADENSAM, E 
Licensing Branch 4 6pp 10652290 24X Flche- 50-327, 03/05/27, 

0305310167 


—0305100234 Notice of issuance 4 availability of Amends 30 4 19 to 
Licenses DPfl-77 4 DPR-79, respec tively 

ADENSAM, E 0 Licensing Branch 4 03/05/04 8pp 10303 352 24X 

Flche 50-327,03/05/04.0305180213 


—8305100248 Safety evaluation supporting Amends 30 4 19 to Licenses 
DPR-77 4 DPR-79, respectively 

* Office of Nuclear Reactor Regulation, Director 03/05/04 3pp 
10503 354 24X Flche 50-327,03/05/04,8305180213 


0305160362 Forwards Amends 29 4 10 to Licenses DPR-77 & OPR-79, 
respective! y, safety evaluation 4 notice of issuance 4 
availability Amends change Tech Specs to reflect 
Class IE bus installation 

ADENSAM, E G Licensing Branch 4 03/05/05 PARR 18, H O Tennessee 

Valley Authority Spp 18472 016 24X Flche 50-327,03/05/05, 

0305160362 


—0305160366 Amends 29 4 10 to Licenses BPR-77 4 DPR-79, resp ec tively, 
changing Tech Specs to reflect installation of second level 
of undervoltage protector for Class IE buses 

ADENSAM, E.O Licensing Branch 4 83/05/05 24pp 10472 010 

24X Fiche 50-327,03/05/05,0305160362 


J Insurance 4 Indemnity Information 


0305040243 Forwards Endorsements 32 4 26 to NELIA Policy NF-247 4 
MAELU Policy MF-103, respec tive ly 

DUCK, J R Marsh 4 McLennan, Ind 03/04/29 SALTZMAN, J Assistant 
Director for State 4 Licensee Relations 3pp 10323 244 24X 

Flche' 50-327, 83/04/29, 8305040243 


— 0305160368 Safety evaluation supporting Amends 29 4 18 to Licenses 
DPR-77 4 DPR-79, respectively 

« Office of Nuclear Reactor Regulation, Director 83/05/DS 3pp 
10472 042 24X Flche 50-327,83/05/05.0305160362 


— 8305160369 Notice of issuance 4 availability of Amends 29 4 18 to 
Licenses DPR-77 4 DPR-79, respectively 

ADENSAM, E 0 Licensing Branch 4 83/05/05 4pp 10472 045 24X 

Flche 50-327.03/05/05,8305160362 
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S303090659 Generic Ltr 03-20 to dll operating reactor Ixcentees tc 
holders of CPs re integrated s chiedui xng for imp leaientatf on 
of plant mods Bs/c ll^t end 

eiSENHUT.D 0 Division of Licensing B3/03/09 Consol i datetf 
Edison Cq of MeuJ York> Inc i£>pp 10d>S7 153 24X 

FicPe 50-000. 93/05/09- B30S0906S9 


0305130029 rnfornjs that corrected Page 3/4 6-20 to Amend 20 t-o License 
DPift-77 ui 1 1 be relssired Page includes valve FCV-77~20 to 
Table 3 A-S Valve inadvertently omitted from original 
Issuance due tg clerical error 

KAHMER.O S Tennessee Valleg Authoratg 03/05/09 ADENSAM» E 
Licensing Branch 4 tp 1B437 009 24X Fiche 50027. 03/05/09. 

0305130029 


Q3O5170145 Responds to B3042A ltr re SER an environ qualification pf 
safe tg-reJa ted electrical equipment Revieui identified no 
Item in NRC Eategory II B requiring justification for 
continued operation 

MfLLS.L M Tennessee Valley Authority 03/05/12 ADEMSAff. £ 
Licensing Branch 4 ip 10466 204 24X Flche 50-327,03/05/12. 

0305170145 


0305240394 Faruards info re «nviran qualification of electric equipment 
important to safetg.per 10CFR5D 49(g) Listing of electrical 
equipment t* schedule for qualification or raplaecntent of 
remaining equipment provided 

KAMKER. D S Tennessee Valley Authority 03/05/20 ADEffSAH.E 
Licepstng Branch 4 79pp 10374 197 24X Fiche 50-327,03/05/20, 

S305240394 


0305310053 Application for amend to Licenses DPR-77 & PPR-79 
requesting temporary change in Limiting Condition for 
Operation 3021a for onsite power dlstrlbutian sys 
IfrLLSiL ri Tonnessee Valley Authority 03/05/25 ASEN5AH. E 0 
Licensing Branch 4 2pp (8653 166 24X Fiche 30-327.83/05/25. 

0305310053 


—0305310057 Proposed Tech Spec requesting temporary change in Limiting 
Condition for Operation 3021a for onsite power 
distribution sgs 

* Tennessee Valley Authority 03/05/25 6pp 18653 168 24X 

Fiche 50-327.03/05/251 8305310053 


03053101^9 Advises that Tech Spec changes authorited by Amend 29 tO' 
License DPR-77 & Amend 10 to License DPR-79 yi 1 1 be 
implemented upon camplctlon of undervoltage mod s, schedvl ed 
to occur before Unit 2 refueling outage 

MILLS, L rt Tennessee Valley Authority 03/03/26 APE NS AM. E 
Licensing Branch 4 Ip 18638 151 24X Fiche 30-327.03/05/26. 

0305310169 


Q Jnspectlan reports. IE Bulletins b correspondence 


8212060385 7E Info Notice 83-14. ^'Oeuatered Spent Ion Exchange Resin 
Susceptibility ia Exothermic Chemical Reaction *' dvc list 
enc 1 

TAVLOR.vJ N Dlvlslcin of Safeguards Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New Tori. Inc 

IJBpp 10300 319 24X Fiche 50-000.83/03/21,0212060305 


0305270313 Forwards JE Insp Repts 50-327/03-03 it 50-320/03-03 on 
030214-18 No noncamp 1 lane D noted 

VERRELLJiD M Division of Project & Resident Programs 83/03/23 
PARRIS. H O Tennessee Valley Authority 2pp 10641 153 24X 

Fiche 50-327.03/03/23.0305870313 


—8305270322 IE Ijisp Repts 30-327/83-03 6 SO-32B/03-O3 on 830214-18 No 
fioncompl iance noted Major areas Inspected radiation 
protec ti on. sh i pment of radioactive matl.lE Suilefin 0O-iO. 

IE Circular 82-49 6 health physics retraining 

COLLINS. T R I BARR.K P Region 2. Office of 01 rector 83/03/22 
9PP 18641 155 24X Fiche 50-327. 03/03/23, 0305270313 


0303040021 IE Info Notice S3-21, ’'Defective Emergency Use Respirator " 
8vc lilt end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co. of New 

Yorlc. Inc I26pp 10435 155 H4X Fiche 50-000.83/04/15,8303040021 


B303040023 IE Info Natice 83-22. "BWR Safe ty /Rel 1 ef Valve Failures." 
Sve list end 

JORDAN. E L Divlsiqn of Emergency Preparedness it Engineering 
Response (Past 8301031 03/04/22 Consolidated Edison Co of New 

york. Inc ll2pp 18363 089 24X Fiche 50-000.83/04/22,8303040023 


B303040025 IE Info Notice 83-23. "Inuperabl® Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, E L Division of Emergency Preparednes s & Engineering 
Response (Poet 830103) 83/04/25 Consal Ida ted Edison Co of New 

Vork, Inc 119pp 10381 S9i 24X Fiche 50-000. 83/04/25, 8303040025 


>8303040026 lE Info Notice 03-24, "Loose Parts in Secondary Bide of 
Ste>em Oenerators at PWR* " Sve list end 

JORDAN.E L Division of Emergency Preparedness It Engineering 
Response (PoBt 030103) 83/04/20 ConsoUdated Edison Co. of 

Vorlr. Inc liSpp 10382 047 24X Fiche 50-000. 83/04/28, 0303040026 


0303040027 IE Info Notice 83-25. "Standby Gas Treatment 8ys lleater High 
Temp Trip B«tpolnt Adjustment " Sve list end 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of 

Vorlr. jnc liepp 1B302 169 24X Fiche 50-000.83/04/28.8303040027 


D303040028 IE Info Notice 03-26. "Failure of Safety /Re) lef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post B3G103) 63/05/03 Coniolidated Edison Co of Niu 

York. Inc 122pp 18441 170 24X Fiche 90-000. 83/05/03. B303D4(»2fl 


0303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of New 

Yort. Inc 1 12pp 10302.202 24X Fi che 90-000. 03/05/04. 0303040030 


0303040031 IE Info Notice 03-20. "Criteria for Protective Action 
Recommendations for General Emergencies " 8vc list end 
JORDANiE L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/09/04 Consolidated Edison Co of Ntu 

York. Inc 119pp 18441 OOt 24X Fiche 50-000.83/09/04,0303040031 


8303040033 IE Jnfo Notice 03-29. "Fuel Binding Caused by Fuel Rack 
Deformation Sve list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/05/06 Consolidated Edison Co of Hie 

york, Inc llSpp 10523 240 24X Fi che 50-000. 03/05/06. a3030<0033 


8303040034 IE Info Notice 03-30, "Misapp 1 Icatlan of Generic Emergency 
Operating Procedures (EOP> Guidelines •' Sve list end 
JORDAN.E L Division of Emergency Preparedness 8t Engineering 
Response (Post 030103) 83/09/11 Consolidated Edison Co of Ntu 

Vorlt. Inc 114pp 10924 003 24X Fiche 90-000.83/09/11.63 03040034 


G303040040 IE Info Notice 03-31. "Error in ADUPIPE Computer Progrem " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post S30103) 83/09/19 Consolidated Edison Co. of Niw 

York. Inc ll4pp 10697.009 24X Fiche 50-000, 83/09/19, 0303040040 


8303040046 IE Info Notice 03-33. "Nonrepr esentatl ve BampUng of 
Contaminated Oil " 8vc list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of 

York, Inc ll4pp 18647 007 94X Fiche 50-000.03/09/26.8303040046 


8305310077 Advises that reinsp of low pressure turbine disks during 
Cycle 1 refueling outage revealed four minor indications 
datsrmlned to be assembly scratches or tool marks it not 
cracks License Condition 2 C (0) satisfied 

MILLS. L M Tennessee Valley Authority 03/05/26 ADENSAM.E 
Licensing Branch 4, Ip 10655 122 24X Fiche 50-327,03/05/26, 

8309310077 


E Periodic operating reports 8< related correspondence 


8305240323 Monthly operating repts for Apr 1903 W/830913 ltr 

MASONfC C . DUPREE, D Tennassee Valley Authority 03/05/09 NRC 
- No Detailed Affiliation Given 24pp 18948 040 24X 

Fiche 50-327.03/09/09,030924 0323 


8 Reportable occurrences. LERs & related correspondence 


0304190499 Forwards LER 03-043/01 T-0 

GREEN, H J Tennessee Valley Authority 03/04/13 O^REILUY. J P 
Region 2, Office of Director Ip 10054 026 24X 

Fiche 50-327,83/04/13,8304190499 


— B3G4190937 LEH 03-O43/OIT-O on 030331. all four 129-volt dc vital 
battery channels declared' inoperable due to failure to 
perform weekly insp surveillance within required frequency 
Caused fay personnel error Performance test completed, 

ROOERS-HR. . HARDING. M R Tennessee Valley Authority 83/04/13 
Region 2. Office of Director 2pp 10094 027 24X 

Flcha 90-327,03/04/13,8304190499 


0309030176 Forwards LER B3-045/03L-0 

GREEN, H J Tennessee Valley Authority 83/04/26 O'REILLY, J 
Region 2. Office of Director. Ip 16300 267 24X 

Flcha 50-327. 03/04/26. 8309030176 
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— 530S0301B3 LER 83-049/03L'-0 on 630401' 06 L lOi ateam generator 1 ulde' 
raTi9« l«v»l channal declared Inoperable after falling leu 
Cabled by faulty recorder l-LR-3-43i probab ly duo to 
defective switches in connector Recorder replaced 
ROGERS' H R j HAROlNOiH R Tennessee Valley Authority 63/04/26 
Region 2» Office of Director Ip 18300 368 24X 

Flcht S0~337' 83/04/26i 8309030176 


0309030369 For mar di LER Q3-048/03U-0 

OREENrH J Tennessee Valley Authority 03/04/26 O'REILLY. J P 
Region 2, Office of Director tp 18303 300 24X 

riche 30-327.83/04/2610303030969 


—8309030379 UER fl3-04e/03L-0 on 030328' d 1 ecoverod that on 820911 & 
830108' certa in main iteam safety relief valves failed to 
meet required setpoint criteria Caused by normal aging of 
valve spring & ambient temp varlotlons Valves adjusted 
CARVER' A M . HARDlNOrM R Tennessee Valley Authority 83/04/26 
Region 2. Office of Director 2pp 18303 301 24X 

Ficfie 30-327,63/04/26' 0309030369 


8305090183 Forwards LER ea-OAT/OGL-O 

OREElf'H J Tennessee Valley Authority 63/04/27 O'REILLY. J P 
Region S« Office of Director Ip 16338 191 24X 

FI C h e 30-327' 83/04/27. 8309090183 


— *0305050206 lER 83-047/03L-0 on 030409. RCS sub coo ling margin monitor 
declared inoperable due to failure of plant computer 
Computer failure caused by memory parity error Computer 
restarted & monitor restored 

ROGERS' H R . HARDlNOiM ft Tennessee Valley Authority 03/04/27 
Region S* Office of Director Ip 16330 192 24X 

F i c he 50-327' 83/04/27. 8309030 1 83 


6309090183 Forwards UER &3-093/03L-0 

GREEN' H J Tennessee Valley Authority 03/04/29 O'RErULY. JP 
Region 8. Office of Director Ip 18341 037 24X 

F i c h » 90-3271 03/04/29' 63090501 23 


— 0309090128 UER 03-O93/O3L-O on 030331. dur ing review of malnt requests, 
dlicdvered that on 830319 steam generator bloudown isolation 
Ydlve l-FC**l-14 would net stay open & Burvelllance 
Instruction 01-I66 6 po«t-malnt stroke tost not performed 
CARVER. A M . HARD I NO, M ft Tennessee Valley Authority 83/04/87 
Region 2. Office of Director Ip 10341 038 84X 

Fiche 50-337103/04/29. 8309090123 


8309110335 Forwards LER 03-O94/O3L-O 

GREEN, ft J Tannissee Valley Authority 83/05/05 O'REILLY' J P 
Region 2. Office of Director Ip 1B406 160 24X 

F ieh e * 90-327. 03/09/09. 03091 10329 


—0309110329 LER SS-OSA/OSL-O on 630406. tuhi 1 e performing Bpecial Test 
B0*^S’rE^AR"*JN3r-83-3. containment isolation valve l-FCV~l-102 
failed to open Valve repaired but failed again 2 days later 
Camed by eircosslve wear Parts replaced 

LUDUlO'ft C . HARDING. H ft Tennessee Valley Authority. 03/09/05 
Region 2. Office of Director, Ip 16406 161 24X 

FI Che 50-327. 03/09/05. 83091 10325 


B309110373 Forwards LBft 83-052/03L'0 

green. H J Tennessee Valley Authority 83/05/05 0 'REILLY' J P 

Region 2. Office of Director ip 10406 296 24X 

Fiehe- 50-387. 03/09/09. 03091 10373 


— -0309110362 LER 03-O98/O3L-O on 830407. while running shortened interval 
of Surveillance Instruction 196. two of four level switches 
found out of tolerance Probably caused by Instrument drift 
or cjlibr techniques Switches calibr 

LUDMiDiH C . HARDING. M ft, Tennessee Valley Authority 03/05/09 
Region 8. Office of Director Spp 1B406' 297 24X 

Fi c h e ■ 90-3 87. 03/05/0 9 , 03031 1 0373 


S309200577 Forwards LER G3-095/03L-0 

GREEN. H J Tennessee Valley Authority 03/05/12 O'REIlLY. J P 

Region 2. Office of Director Ip 18S14 126 24X 

Flcha I 50-327. 03/05/12. 0309200577 


— 0309200501 LER 03-O59/O3L~O on 830419. bank D movable control assembly 
declared inoperable due to failure to move rods after 
recaivlttg rod control sys urgent alarm Caused by blown 
phisa C ref voltage fuse FU-10 Fuse replaced 

ROGERS. H R 1 HARDING. M ft Tennessee Valley Authority 03/05/12 
Region 2. Office of Director Ip 10914 127 24X 

FI Che 50-327.03/05/12.0305200977 


€309200487 Forwards LER 83-096/011-0 

OREENpH. J- Tennessee Valley Authority 83/09/13 O'REILLV.JP 
Region 2. Office of Director. Ip 18517 15i 24X 

Fiche: DO-'SST. 83/03/13. 6309200487, 


— 6309200432 LER 83-0S6/01T-O On 830303. upper containment airlock inner 
door discovered Inoperable Caused by sheared 5tud & failed 
cam follower bearing on latching mechanism Mechanism 
repaired 8. returned to sve 

LUDIVIG.M C . HAROINO. N R Tennessee Valley Authority 63/05/03 
Region 2. Office of Director 3pp 10317 1S2 24X 

Fiche 90-327' 03/09/13' 830S2O0427 


0309230930 Forwards LER 03-O36/O1T-O 

GREEN' H J Tennessee Valley Authority 03/09/16 □ 'REILLY. J P 

Region 2, Office of Director ip 18337 059 24X 

Fiche 90-327' 03/09/ 16' 0303230 930 


— 0305230536 LER 83-056/OlT-O on 830303' inner door to upper containment 
airlock discovered Inoperable Caused by sheared stud on 
latching mechanism L failed cam follower bearing alloulng 
outer door to open while inner door not closed 

LUDNIG'U C . HARDING' N R Tennessee Valley Authority 83/09/16 
Region 2. Office of Director 3pp 10937 056 24X 

Fiche 30-327, 83/09/ i 6. 8303230930 


0303230526 LER B3-03B/03L-0 on 830420. uh i 1 e in Node 1. turbine bldg sump 
radiation monitor declared inoperable duo to failure tu meet 
surveillance requirements Caueed by debris from sump 
blocking flow switch Flow switch cleaned W/B3O310 Itr 
R0DGER6. H R . HARDING, M R , GREEN. H J Tennessee Valley Authority 
03/03/18 O'REILLY, J P Region 2. Office of Director 2pp 

18303 341 24X Fiche 90-327.93/03/18.8305250326 


8309290932 LER B3-063/03L-0 on 030421 . pre ss ur 1 1 er PORV 1 -PCV-6F-340A 
failed to open Caused by failed coil in ASCO solenoid model 
LD831694 Valve wilt be repaired at first outage of 
sufficient duration W/a3091S Itr 

HARDING. N R . LUDUIO. ft C . GREEN, H J Tennessee Valley Authority 
83/09/18 O'REILLY. J P Region 2« Office of Director Spp 
18988 227 24X Fiche 90-327.83/03/18.8303250532 


8305260307 NPDES noncompl iance notification on 830326 L 20. temp risa 
between upstream ambient monitor L downstream river monitor 
exceeded 5 4 F limit Caused by low rlverfldws Cooling tower 
increased rlverflows used to eliminate dalta temp changes 
EL-ASHRY, K T Tennessee Val ley Authority 83/03/83 MARLAR. J 
Environmental Protection Agency Spp 16629 336 24X 

Fiche 90-327' 83/03/23, 0305260307 


X Onsite Storage of Low Level Haste 


8305030679 Requests remittance of add 1 sum to complete payment of 
600731 t( 1124 amend applications to permit storage of low 
level radwaste 

HlLLER'ft O License Fee Management Dranch 83/04/22 MILLS. L N 
Tennessee Valley Authority Spp 10309 193 24 X 

Fiche 50-000' 83/04/22. 8309030679 


DOCKET 50-320 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency it firo protection plans 


0303270313 Forwards IE Insp Repts 30-327/03-03 L 90-326/83-03 on 
030214-10 No noncomp I iance noted 

VERRELLI'O M Division of Project L Resident Programs 63/03/23 
PARRtS'H 0 Tennessee Valley Authority 2pp 16641 193 24X 

Fiche 90-327' 03/03/23, 03092703 1 3 


—8309270322 IE Insp Repts 30-327/03-03 ic 30-a28/a3'03 on 630214-10 No 
noncompl lance noted Major areas inspected radiation 
protec tion. sh Ipment of radioactive matl, IE Dullatin SO-fO. 

IE Circular 02-49 6 health physics retraining 

COLLINS, r ft Region 2. Office of Director B3/03/2S 9pp 

10641 199 a4X Fiche 90-327.33/03/23,8309270313 


8305180213 Forwards Amends 30 19 to Licenaefl DPR-77 it DPR-79. 

respectively, safety evaluation !< notice of Issuance it 
availability Amends revise license conditions to include 
Commission approved guard training 9. qual if iceti on plan 
NOVAK. T M Assistant Director far Licensing 83/05/04 PARRIS.H O 
Tennessee Valley Authority Spp 16303 343 24X 

Fiche 50-327. 83/03/04.8309100213 


— 8309180224 Amends 30 it 19 to Licenses DPR-/? in DPn-79' resp ecti vely . 
revising license conditions to include Cpmmisslo<n approved 
guard training L qualification plan & safeguards contingency 
plan 

EI8ENHUT. D 0 Division of Licensing 03/09/04 4pp 18903 340 
24X Fiche 30-327.83/05/04.0305100213 


— 0305100234 Notice of issuance L avatlabilitg of Amends 30 & 19 to 
Licenses DPR-77 & DPR-79 j respectively 

ADENSAM. E G Licensing Branch 4 03/03/04 2pp ia903'3S2 24X 

Fiche 90-327,83/09/04.8305180213 
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— B309teo24a evaluation lupporting Amend* 30 & i*f to Cleanse* 

DPfi-77 fc PPH-79, r«*p*etlv*Iy 

# Q/flce op Nuclear Reactor Ragulatloni Director 63/05/04 3pp 
10903 394. a4J{ Ficha 30-327,83/05/04,0305180213 


8305-100101 Respand* to 030909 tvieon req.ue*t r« rcvleuf of proppsad 
physical sacurity plan Plan to be revised by piant 
optratlons ravleu comoslttae Changes have not reduced nuclear 
eafatg 

MItLSiL H Tennatiee V^alley Authority 83/05/05 A DENS A N, £ 
Uicentlfig Branclt 4 Ip 18377 114 24X Flche 50-327. 03/05/03. 

8305100101 


— 0305150224 Arikendt 30 tt 19 to License* DPn-77 1« DPR-79^i respectively, 
revising license conditions to include Conimlsslon approved 
guard training & qual i f Icablon plan & safeguard* contingency 
plan 

EISENHUT, 0 O Divlfilon of Licensing 03/05/04 4pp 18903 748 
24X Flche' 50-327, 83/05/04, 0305100213 


->0305180234 Notice of Issuance & availability of Amends 30 & 19 
Licanse* DPR-77 & DPR-79i respec ti vb ly 

ADENSAH. E O Licensing Branch 4 03/05/04 2pp 18503 352 341 

Ficht 50-3S?, B3/05/04i 0305100213 


9305110034 Oinerlc Ltr 03''3l to all licensees of operating reactor#, 
applicants for OL* St holders of CP-s re clarification of 
accesi to control procedures for lau enforcement visits 
Sve list end 

erSENHl/r, 0 0 > Division of Llcenilng 83/05/11 Consolidated 
Cdleon Co of Nau York, Inc. l&pp 18540 095 24X 

Flche. 50-000, 93/05 / 1 1 , 030 51 1 003 4 


03O52AO372 Requests remittance of balance due for revleu of 020921 
application to amend Browni Ferry 1 Tech Spec* re Cycle 5 
MCPft valuee tt 020623 application re physical security plan 
changes for Sequoyah 1 b 2 . 

NiLLERiU.O License Fee ffanagement Dranch 03/05/20 PARRlSiHO 
Temiessec Valley Authority. 2pp 10&47 204 24X 

Flche 90-000,03/05/20,9305260372 


6305310167 Forward* rev to util 030303 response to NRC 621112 request 
for addl Info on fire protection program.Rev clarifies 
Instrumentation loops, identlf i ed by fire shutdown logic 
diagram, as being required for hot & cold shutdown 
N1LL8,L H Tennessee Valley Authority 03/05/27 A DENE AN, £ 
Licensing Branch 4 6 pp 18692 290 24X Flche 50-327,63/05/27, 

8309310167 


— 8305100248 Safety evaluation supporting Amend# 30 & 19 to Licenses 
DPR-77 te DFR-79, respic 1 1 valy 

-» Office of Nuclear Reactor Regulation, Director 03/09/04 3^^ 

1B503 354 24X Flche 50-327,03/05/04,03051002*3 


6309160362 Forwards Amends 29 It 10 to License* DPR-77 6 DPR-7?, 
respec tive 1 y< safety evaluation S< notice of issuance St 
avaiiabltlty Amends change Tech Spec* to reflect 
Clai< IE bus Installation 

ADENEAN,E O Licensing Branch 4 83/05/05 PARRIS, M 0 Tennesit* 

Valley Authority S2pp 16472 016 24X Flche 50-327.03/05/05, 

8305160362 


—0309160366 Amends 29 L 10 to Licanse* DPR-77 t< OPR-79. respectlvily. 
•changing Tech Specs to reflect installation of second level 
of undarvDltag* protecton for Class IE buses 

ADENSAH, EO. Licensing Branch 4 03/05/05 24pp 16472 018 

24X Flche 90-327,83/05/05,8309160362 


— 0305160363 Bafetg evaluation supporting Amends 29 8 ^ 18 to Licentei 
DPR-77 85 DPR-79, respec tlvel y 

a Office of Nuclear Reactor Regulation, Director 03/05/05 
10472 042 ^4X Flche 90-327, 03/05/09, 0305160362 


vl Insurance L indemnity Information 


6309040243 For wards Endorsements 32 L 26 to NEL7A Policy NF-247 tc 
HA£LV Policy HF-102, respective I y 

DUCK, R Mersh 4 c McLennan, Inc 63/04/29 SALTIMAN,-,/ Assistant 
Director for atate L Licensee Relations 3pp 18323 244 24X 

Flche: 90-327, Q 3/04/ 29, 0303040243 


P. Operating license stage documeitts & corrcspatidence 


9305040004 Act receipt of B30304 application for rev of License 
Condition 8 . C(14) Fee exemption request denied Payment of 
Class II fee requested 

01008, R M Llcensa Fee Management Branch 03/04/26 PARRja, H 0 
Tenretsee Valley Authority. Jp 10336.332 84X 

FIcha 50-320, 03/04/26, 0309040084 


6305020455 Oaneric Ltr B3-1? to all power reactor It testing licensees 
re new proce-rfuree for providing public notice concerning 
iisuance of amends to OLi 6 vc list end 

EI&ENHUTpO e. Division of Licensing 83/09/02 Consolidated 
Edison Co of New York, Inc 90pp J&441 J20 24X 

Flche 90-000, 03/09/02, 0309020499 


8309110246 Forwards Amends 20 Ir 17 to Licenses DPR-77 & DPB-77, 
respectively, safety evaluation & notice of issuance 6 
aval lability . Amends revise Tach Specs re upper head 
injection aecumuletor water level setpoint it tolsrancei 
ADENeAMiE.O Licensing Branch 4 63/09/03 PARftlB.HO Tennessee 

Vat lay Authority. 3pp. 10434 290 24X Flche 90-327,63/03/03, 

0305110246. 


“6305110249 Afflends 20 ft, 17 tn License* DPH-77 & DPR-79, retpectlve ly, 
revising Tech 0pect re upper head injection accumulator 
water laval letpolnt tc tolarance. 

ADENBArt, E 0 . Licensing Branch 4 63/09/03 Bpp 18434 301. 24X 

Flche 50-327,03/05/03,0305110246 


-8309110290 Safety evaluation lupportlng Amandi 28 L 17 to Licenses 
DPR-77 li OPR- 79 , reap ec tlvel y 

* Office of Nuclear Reactor Regulation, Director 03/05/03 3pa 
10434' 307, 24 X Flche 90-327,03/05/03.0309110246 


■8309110293 Notice of iisuince 6 availability of Amends 20 6 17 to 
Licenses DPR-77 1 DPft-79, resp ec tlvo Ig, 

ADEN8AMcE.O, Licensing Branch 4 63/09/03 Opp 18434 312 24X 

Flche. 50-327,03/09/03.6309110246 


--8303160367 Notice of issuance it availability of Amend* 29 8, 18 to 
Licensee DPR-77 L DPR~79, respec tlvely 

ADEN8AM, E O Licensing Branch 4 83/05/09 4pp 18472 045 S4X 

Flche 50-327.83/05/05,0309160362 


8309090699 Generic Lbr 63-20 to all operating reactor licensees It 
holders of CP# re integrated scheduling for Implementation 
of plant mode Sve list end 

eiSENHUT.D 0 Division of Liceneing 03/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627.153 24X 

Flche 90-000, 03/05/09, 030909065? 


830 5130029 Inform* that corrected Page 3/4 6-20 to Amend 20 to License 
rPII-77 will be relssved Page include* valve FCV-77-20 in 
Table 3 6-2 Valve Inadvertently omitted from original 
Issuance due to clerical error 

KANHEA,D 8 Tennessee Valley Authority 83/09/09 A DC NS AM, E 

Licensing Branch 4 Ip. 18437 009 S4X Flche 50-327,03/05/0?, 
030513002? 


6305170149 Reaponde to 030426 ltr re SER on environ qualification of 
saf e ty-rela ted eiactrlcal equipment Review Identified no 
Item in NftC Category II D requiring justi f ication for 
continued operation 

MILLS, L M Tennessee Valley Authority 83/05/12 AOENSAM, E 
Licensing Branch 4 Ip 184&6 204 24X Flche 90-327,03/09/12. 

8309170145 


83092403?4 Forwards info re environ qualification of eleetrle equipment 
important to safety*per 10CFR90 49<g) Listing of electrical 
equipment 8, schedule for qual i f ication or replacement of 
remaining equipment provided 

KAWMER.D S Tennessee Valley Authority 03/05/20 A DENS AM, E 

Licensing Branch 4 79pp 10974 197 24X Fiche 50-327,83/05/20, 

0309240394 


6305310093 Application for amend to License* DPR-77 St DPR-7^ 
requesting temporary change in Limiting Condition for 
Operation 3621a for onsite power distribution sys 
MILLS, L M Tennessee Valley Authority 83/09/29 ADENBAM, E 0 
Licensing Branch 4 8pp 10653 166 24X Fiche 90-327, 03/O5/29< 

0309310033 


--03-O93IOO97 Proposed Tech Spec requesting temporary change in Limiting 
Condition for Operation 3 0 2 1a for onsite power 
distribution sys 

e Tennessee Valley Authority 03/09/25 6pp 10693 168 24X 

Flche 90-327, 63/09/29, 0309310093 


B309190S13 Forwards Amends 30 !< 19 to Licenses DPR-77 L DPR-79r 
respaetively, safety evaluation L notice of Issuance t< 
avallabinty. Amends revise license conditions to Include 
Conmifslon approved guard training St qualification plan 
NOVAK, T M Assiitant Director for Licensing. 83/09/04, PARRrSfH O 
Tannsstee Valley Authority 9pp 10503.343 24X 

Flche; 90-327, @3/0 9/04, 0309 180213 


B30531D18? Advises that Tech Spec change* authorlted by Amend 29 to 
License DPR-77 8< Amend IB to License DPR-7? will b© 
implamented upon completion of undervoltaye mods, scheduled 
to occur before Unit 2 refueling outage 

rflLLS.L N Tennessee Valley Authority 83/09/26 AOENSAM, £ 
Licensing Branch 4. Ip 18658 151 24X Flche 90-327103/09/26, 

83093 101 09. 
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0 Inipection raporti# IE Dulletins correspondence 


&?12Ot0aG5 IB Info Notice 03-14. "Dewatered Bpent Ion Exchange Resin 
S-uicept 1 bl 1 1 ty to Exothermic Chemical Reaction " Svc llet 

TAV'LORi.iJ M Division of Safeguards «< Inspection Programs <Post 
B3{)103> 03/03/21 Consolidated Edison Co of Netii York* Inc 
ll2pp 1S300 319 24X Fiche SO-OOO* 03/03/21 , 0212060385 


6303270313 Forwards IE Insp Repts 30-327/03-03 & 30-320/03-03 on 
030214-18 No noncompliance noted 

VERRELLI*!) M Division of Project h Resident Programs 83/03/23 
FARRIS* H O Tennessee Valley Authority 2pp 18641 133 24X 

FI Che 50-327.03/03/23*8303270313 


3303270322 IE Insp Repts 50-327/03-03 U 30-328/83-03 on 030214-18 No 

nortcoiTip 1 iance noted Major areas inspected radiation 
protection* shipment of radioactive matl* IE Bulletin 80-10. 

I£ Circular 02-49 health physics retraining 

C0LLIN9, T R * DARR*K P Region 2* Office of Director 83/03/22 
9pp 18641 ISS 24X Fiche 30-327*83/03/23*0305270313 


8303040046 IE Info Notice 83-33. "Nonr epre sontative Sampling of 
Contaminated Oil " Svc list end 

JORDAN* E L Division of Emergency Prepjiradness tc Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co of Neu 

York. Inc ll4pp 10647 007 24X Fiche 30-000*03/05/26*8303040046 


R Periodic operating reports h related correspondence 


0303240323 Monthly operating repts for Apr 1903 N/030313 Itr 

MASON* C C . DUPREE* O Tennessee Valley Authority 83/09/09 NRC 
- No Detailed Affiliation Qiven 24pp 18940 040 24X 

Fiche 30-327. 83/05/09* 0305240323 


8 Reportable occurrences* LERs & related correspondence 


0309330573 Forwards engineering evaluation r*pt. "Cracks It Leaks in 
email Diameter Piping " 

BROUN. £ J Reactor Operations Analysis Branch 03/04/19 
SEYFRIT. K V Reactor Operations Analysis Branch Ip 1B341 342 
24X Fiche 50-000*03/04/19.8309230973 


0303040021 
Svc list 
JORDAN. E 
Response 
VoTk. Inc 


IE Info Notice 83-21. "Defective Emergency Use Respirator " 
enc 1 

L Division of Emergency Preparedness it Engineering 
(post 030103) 83/04/13 Consolidated Edison Co of New 

126pp 18433 135 24X Fiche 50-000* 03/04/15* B303040021 


—8309230619 "Cracks & Leaks in Small Diameter Piping. " engineering 
evaluation rept Smalt pips leaks associated w/unanticlpated 
vibration problems require addl supports or rerouting of 
piping 

BROUN* £ J Reactor Operations Analysis Branch 03/04/19 9pp 
18541 343 24X Fiche 90-000*03/04/19.8309230973 


0303040023 IE Info Notice 83-22* "DWH 8a f e t y /Re 1 i e f Valve Failures 
3vc list end . _ , . 

JORDAN. C L Division of Emergency Preparedness it Engineering 
RasDonte (Post 830103) 83/04/22 Consolidated Edison Co of Now 

York. Inc 112pp 18303 089 24X Fiche 50-000,83/04/22.8303040023 


83O3C4002B lE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

York. Inc 119pp 18301 291 24X Fiche 90-000*83/04/39*8303040029 


0303040026 IE Info Notice 83-24* "Loose Parts in Secondary Bide of 
eteam Generators at PWRs " Svc list end 

JORDAN* e L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/20 Coneolldated Edison Co of New 

York* Inc llSpp 10382 047 24X Fiche 50-000.83/04/28*8303040026 


0303040027 IE Info Notice 83-25. "Btandby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end. 

JORDAN* C L Division oP Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/20 Consol Idaked Edison Co of New 

York* Inc llOpp 10302 165 24X Fiche 50-000.03/04/20.8303040027 


8303040020 IE Info Notice 03-26* "Failure of 8a f ety/Rel ief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co. of New 

York. Inc 122pp 18441 170 


84X Fiche 90-000*83/05/03*0303040020 


0303040030 IE Info Notice 63-27* "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list encl 

JORDAN* E L Division of Emergency Preparedness it Engineering 
RBiOonsB (Post 830103) 03/05/04 Consolidated Edison Co of New 

York* Inc i 12pp IB3S2 202 24X Fiche 90-000*83/05/04.8303040030 


0303040031 IE Info Notice 83-28* "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list encl, 

JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/09/04, Consolidated Edison Co of New 

York, Inc 119pp 18441 001 24X Fiche 50-000.83/09/04*8303040031 


B303040D33 IE Info Notice 83-29* "Fuel Binding Caused by Fuel Rack 
Deformation '* Svc list end 

JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co. of New 

York* Inc li9pp 18923 248 24X Fiche 90-000,83/09/06,8303040033 


8303040034 IE Info Notice 83-30* "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list encl 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/05/U Consolidated Edison Co of New 

York* Inc n4pp IB924 003 24X Fiche 50-000*03/09/11*8303040034 


8309090192 Final rept for Deficiencies A &: D re procurement control 
activities which could lead to shipment of defective 
equipment b adversely affect plant safety Initially reported 
an 810316 

MILLS. L M Tennessee Valley Authority 03/04/27 O'REILLY. J P 
Region 2. Office of Director 3pp 18341 003 24X 

Fiche 90-000*03/04/27,8305030192 


9309090218 Forwards LER 03-O46/O3L-O 

GREEN* H J Tennessee Valley Authority 03/04/27 D 'REILLY. J P 
Raglan 2. Office of Director Ip 18333 092 24X 

Fiche 90-320.83/04/27.0309050210 


—8309050224 LER e3-046/03L-0 on 030401* RC8 subcoollng margin monitor 
declared Inoperable due to failure of plant computer 
Computer failure caused bg attempt to run program loaded on 
faulty disc Program reloaded to different area of disc 
ROOER8.H R * HARDING. M R. Tennessee Valley Authority 83/04/27 
Region 2. Office of Director Ip 18338 093 24X 

Fiche 50-328.83/04/27*0309090218 


8309090211 Forwards LER 03-O91/O3U-O 

GREEN* H J Tennessee Valley Authority 83/04/29 0'RE1ULY*JP 
Region 2* Office of Director Ip 18338- 110 24X 

Fiche 90-328*83/04/29*0309090211 


—8309090217 LER 03-O91/O3L-O on 030401* safe tg Injection sys boron 
injection tank Inlet shutoff valve 2-FCV~63-40 would not 
operate Caused by dirty motor starter contactors Contactors 
cleaned it screw connections tightened 

CARVER* A N , HARDING. M R Tennessee Valley Authority 83/04/29 
Region 2* Office of Director ip 18338 ill 2AX 
Flchi 50-328.83/04/2910305090211 


8305110409 Forwards LER 83-090/03L-0 

GREEN* H J Tennessee Valley Authority, 8^/09/06 O'REILLY* J P 
Region 2* Office of Director. Ip 10392 002 24X 

Fiche 90-328.83/09/06,0309110409 


—0309110419 LER a3~090/03L-0 on 030413, contro I rod 0-0 failed to move 
w/rest of bank upon demand it became misaligned bg more 
than 12 steps Caused by Inoperable lift coil due to open 
connection at vessel head 

ROOERS.HR,* HARDING. M R Tennessee Valley Authority 03/05/06 
Region 2* Office of Director Ip 18392 003 S4X 
Fiche 90-320,83/05/06*0305110409 


8309290342 LER 83-060/03L-0 on 830419* automat i c control valve 
2-LCV-3-196 In auxiliary feedwater sys failed to open on 
demand Caused by incorrect sixe of metering orifice Correct 
parts installed U/030919 Itr 

GREEN. H J . ROGERS, H R ♦ HARDING, M R Tennessee Valley Authority 
03/05/18 O'REILLY, J P Region 2* Office of Director 4pp, 
10989 399 24X Fiche 90-328,03/05/18*0305290342 


"Error In ADLPIPE Computer Program. 


8303040040 IE Info Notice 83-31 
Svc list end 

JORDAN* E L Division of Emergency Preparedness a< Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co 

York* Inc ll4pp 10697 009 


of New 

24X Fiche 30-000,83/09/19*0303040040 


8305290300 LER 03-O62/OaL-O on 830421* three of four level switches in 
upper head injection sys discovered out of tolerance On 
830909*011 four switches found out of tolerance Caused by 
Instrument drift Switches recallbr U/03O5L8 Itr 

LUDUlOiU C * HARDING* M R Tennessee Valley Authority, 83/05/10. 
O'REILLY, J P Region 2, Office of Director, 2pp 18909 347 24X 

Fiche, 90-328. 83/09/10, 0309290380 
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0305250400 lEH 83-064/03L-(J on 030420^ -auti 1 iary fes^uater automatic 
valve 2-LCV'-3-i4a to close on demand frorti control 

board Caused bi^ failure of Beckman Model 06 13 ’-2090—0200 
controller due to faulty voltage I4/03O91B Itr 

ROGERSiH R , HARDIHO. M R . GflEEiM< H J Tenneisetf Vall>M Aut/xiritg 
B3y03/JB D'REILUY^J P Region 2. Office of Director Spp 
lasas 335 24X Flche 30-320193/05/10-8305230400 


9303250433 LER B3-039/03L-0 on B30422. While in Mode l,rod position 
Indication For rod C-5 in shutdown bank J> misaligned -by 
12 steps Cr declared inoperable Cause unknoiun Rod position 
Indicator U cable verified U/BSOSl? Itr 

HARDIMS-M R , GREEN, H J Tennessee Valiev Autboritg 93/05/19 
□'REILLY^J P Region 2i Office of Director 2pp 18SS5 207 24X 

rich* 30-320,03/05/19,8303230433 


B3052603D7 NPOES noncompliance notification on 930326 l« 2Si temp rise 
between upstream ambient monilar & downstream river monitor 
erceedod 3 4 F limit Caused bg law rivepflous Cooling tower 
it increased riverflotus used to eliminate delta temp changes 
Et-ASHRY, rt T Tennessee Vatiey Authority 63/03/23 MARLAR, J 
Envi roniiiental Protection Agencg Bpp 1B623 336 24X 

FI Che 30-327.63/03/23-8303260307 


X Onsite Storage of Low Level Waste 


8305030679 Requests remittance of addl sum to complete payment of 
B00731 & 1124 amend applications (c permit storage of low 
level radwaste 

MILLER, W 0 License Fee Management Branch 83/04/22 MILL0,L M 
Tennessee Valley Authority 2pp 18309 J93 24X 

FI Che 50-000> 03/04/22,0305030679 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A App i ica 1 1 on/c onstruc tion stage documents correspondence 


03O523D72O Forwards list of utils responding to requests for cost 
figures on backfittsng 

TOURTELLOTTE, j Regulatory Reform Task Force 63/04/11 
PALLADTNO.N J C ommi S s 1 oner s 2pp j8S42 272 24X 

Flcho 50-000/ 83/04/11. B305230720 


8309060379 Notification of contract exec ution, Mo'll 6 to ’’Foundations it 
Underpinning Review of Renedlai Measures for Structures on 
Fill for Midland Plants 162“ Contractor Oeotechni cal 
Engl neers- Inc 

FIELDS, J A Division of Contracts NRC-03-S2-092 83/04/12 

VOLLMERiR H Division of Engineering KANE, J nRC - No Detailed 
Affiliation Given Ip 16333 086 24 X Fiche 50-329,83/04/12. 

6305060379 


— Q30S0603B4 Mod 6, modifying monthly business Ltr reporting requirements, 
to “Foundations (r Underpinning Review of Remedial Measures 
for Structures on Fill for Midland Plants 1 & 2 “ 

POt/LOS, S Geotechnical Engineers, Inc GUSTAVE. R P Division 
of Contracts NRC-03-02-092 03/04/12 3pp 10353 087 S4X 

Fiche 50-329, 03/04/12, 8305060379 


0304220315 Forwards revised affi-davits for individuals previously 
employed by NFC now working on independent design & const 
verification program Clarification of “providing safety 
evaluation” also submitted 

LEVIN, H A TERA Corp 63/04/21 KEPPLEff, J 0 Region 3, Office of 
Director I5pp 18133 273 24X Fiche 50-329,83/04/21,8304220515 


&30502O565 Responds to 030325 ltr re TERA Corp QA -Ji engineering plans 
for independent design & const verification program For 
facilities NRC comments on reporting requirements proposed 
by TERA Corp at 03G413 meeting will be provided 

REHK, T Office of the Executive Director for Operations 83/04/22 
OORDE, 0 P Government Accountability Project 2pp 10204 230, 24X 

Fiche 50-329 ,63/04 /a2, B3 05020 363 


8305090531 Advises that branch has requested Div of Accounting 6 
Finance to bill util for review of Rev 13 to Topical Rept 
CPC-IA. “OA Manual for Midland Nuclear Plant. Vot 1 ” 

MILLER, N a License Fee Management Branch 03/04/25 BYRD, M 
Consumers Power Cg ip 18367 361 24X Fiche 90-329,83/04/23, 

8305090531 


930517-0131 Informs of review coiripletlon for listed activities re 
remedial soils work Cuncurrence requested 

MILLER, D D Consumers Power Co 83/04/28 HARRISON, J U Reg I bn 3< 
Office of Director 2pp 10466 365 24X Fiche 30-329.83/04/20, 

8305170131 


83051703G? Forwards Vbl 9 of ‘’Seismic Margin Review Diesel Generator 
Bldg " 

COOK, J W Consumers Power Co 63/04/20 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 3pp 18469 D36 24X 

Fiche 30-329. 63/04/20, 8305170539 


— 8303170944 Vdl 5 of '’Seismic Margin Review Diesel Oeneratpr Bldi ' 
VJEBLEV, D A , HEMMED/, R P , KINCAID, R H Structural Mecharlck 
Associates SMA 13701 03R003 V03 03/04/30 ll3pp JQitg 

aqx Fithe 30-329,83/04/20,8305170539 


6303170422 Forwards change specs for “Pier Nil - Load Racycllnp 
Procedure, ” for remedial soils work, per NRC^utl I work 
authorisation procedure 

MILLER, 0 2 Consumers Power Co 03/04/29 HARRlEQN.J J Aiftn 1 
Office of Director 2pp 10469 206 24X Fiche 50-329. Sa/Oly^ 

0305170422 


0305060483 Documents B3D413 telcon Util commitment to provide 
air ejector radiation monitors deleted from F8AR Chaptar 
11 S Potential relaxation of tritium sampling requirement 
discussion deferred pending effluent Tech Spec review 
COCK, J U Consumers Power Co 83/05/02 DENTON, H R Offlci |i 
Nuclear Reactor Regulation, Director 3pp 18343,360 Sll 
Fiche 30-329, 03/05/02, 6305060483 


0303170467 Requests concurrence w/proposed changes to appravsd vdrl 
activity to perform load tost at Pier ItW 

MILLER, D 0 Consumers Power Co 83/05/02 HARRl8DN,dfU FiiUi 1 
Office of Director 2pp 10470 073 24X Fiche 30-329, 03 

8305170467 


8305110140 Accepts TERA Corp as independent third-party to paflcta 
review of design 6 const verification program re Unit 2 
auxiliary feedwater sys 

NOVAK, T M Assistant Director for Licensing 83/03/03 CO(M,jhi 
C onsumers Power Co 7pp 18421 331 24X Fiche 50-329(03/09/5}. 

8305tI0l40 


8309170377 Requests authorization for remedial soils work to IniliU 
BuUheads £10 & WIO L to Install, load tt excavate Piers 6E, 

0N, JOE & lOH 

MILLER, D B Consumers Power Co 03/03/03 HARRISON, -J <J Rl|lsi5 
Cffice of Director Ip 18469 231 24X Fiche 90-329, 03/ O3/0J. 

8303170397 


6309040323 Doard Notification 83-037 forwards differing prof opinic’i 
re sys Interaction L safety class 1 f 1 cation Info relates to 
Board Notifications 83-17 it 63-44 re Unresolved Safety Issui 
A-17 

EffiENHUT, D 0 Division of Licensing 63/03/04 PAULADINO.W 
commissioners 22pp 16337 139 24X Fiche 30-000,03/05/04, 

0303040323 


8305090659 G-enerlc Ltr 83-20 to all operating reactor llcsnifsil 
holders of CPs re integrated scheduling for Implementation 
of plant mods Sve list end 

EISENKUr. D 0 Division of Licensing 83/05/09 Coniolldeiri 
Edison Co of New York. Inc I6pp 16627 153 24X 

Fiche; 90-000, 03/09/09, 0305090659 


0303190065 Requests author i zati on to begin Remedial Sells Uerl: 
Activities 407050400, shallow probing for Phase II I. 

202550104, SUPS-1 ns tal 1 |< terminate cable 

MILLER. D B Consumers Power Co 03/05/09 HARRISON, J U ffUlJn 5 
Office of Director Ip 18302 067 24X Fiche 30-329, 03/O5/fli», 

8309190065 


8303200309 Confirms 030510 telcon authorizing minor toil exeavallei 
from buried pipes outside of valve pits 

MILLER, D B Consumers Power Co 03/05/10 HARRlSON.O d J 

Office of Director Ip. 10518 174 24X Fiche 50-329. 03/09/ 1 P- 

8305200389 


8303170321 Forwards comments on review of TERA Independent dHiijn 
verification program from 830413 meeting Program scope 
omitted sy* walk-down or turn-over it program Interfac^es 
WARNTCK. R F Region 3, Office of Director 83/03/11 NOVAK, f « 
Assistant Director for Licensing 3pp 10465 239 24X 

Fiche 90-329, 03/05/11, 0305170321 


8303190280 Forwards “Evaluation of Pressures in Lines of Grouting 
Equipment - Crack Repair Borated Water Storage Tank 
Foundations. " in response to unresolved item in B30I1B ltr 
ffixlng ratios for positive displacement pumps within specs 
MILLER, 0 D Consumers Power Co 83/03/12 HARRISON. J J XHHO 
Office of Director ip 18901 148 24X Fiche 50-329.83/05/12, 

0309190280. 


—8309190204 ’’Evaluation of Pressures in Lines of Grouting EqulpaiM - 
Crack Repair Borated Water Storage Tank Foundation* ^ 
MEISEMHEIMER, J , WIELAND, R H Consumers Power Co 03/05/05 
18301 149 24X Fiche 30-329,83/03/12,8305190200 
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0303240333 Document* 030512 discussion re remedial soils work 
•uthorliation Three addi shallow holes on south side of 
dleiel generator bldg constitute only minor change 

lilLC£R'0 fl Consumers Power Co 83/05/13 HARRISQNi J J Region 3i 
Office of Director Ip 18373 361 24^ Flcho 50-32'?# 83/05/13, 

8303240333 


8305240427 Requests work authorization for svc water pump structure 
underpinning program & replacement of svc water pipe Train 
A 

MILLER, D B Consumers Power Co 03/03/13 HARRISON, J J Region 3, 
□ffice of Director Ip 10371 057 24X Flche 30-329,83/05/13, 

B305240427 


8305310190 Submits list of acceptable activities for remedial soils 
work authorization 

HILLER' 0 B Consumer* Power Co 83/03/13 HARRISON, J J Region 3i 
Office of Director Ip 18631 001 24X Flche 30-329,03/03/13, 

0305310190 


0305270037 Forwards Amend 113 to application for CPs & OLs, con* 1 st Ing 
of Rev 40 to F3AR containing site emergency plan 

COOK, J W Consumer* Power Co 83/03/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 18640 063 24X 

Flche 30-329,03/05/16.8305270037 


— 8309270063 Amend 113 to application for CPs It OLs, consisting of Rev 48 
to FSAR containing site emergency plan 

COOK, J U Consumers Power Co 03/05/16 Ip 10640 064 24X 

Flchf 50-339,03/03/16,0303270037 


B309200553 Forward* Rev 2 to engineering program plan & Rev 3 to 
pro|ect QA plan re Independent design tt const verification 
program 

LEVIN; H TERA Corp 03/05/10 EISENHUT, 0 0 Division of 
Licensing KEPPLER,J 0 Region 3, Office of Director COOK, J N 
Coniuinsri Power Co 4pp 10514 804 84X Fiche 50-329,83/09/10, 

0305200553 


— 6309200567 Rev 2 to "Engineering Program Plan Project Instruction 
pr-32Dl-009 Midland Independent Design & Const Verification 
Program, Pro ject 3201 " 

-» TERA Corp 03/05/18 150pp 10514 200 24X 

FI chi 90-329,83/05/18,8303200593 


—■0305300575 Rev 3 to "Project OA Plan for Midland Independent Design 
Const tc Ver 1 f i cation Program " 

LEVIN, H A , LEMPN, C E , DECK, J H TERA Corp 03/09/02 264pp 

10915 086 24X Fiche 50-329,03/05/18,8309200593 


8305240137 Forwards Affidavit of Svc for Amend 113 to application for 
CPi b OLs, consisting of Rev 40 to F8AR site omergencg 
plan. 

BUD21K. D N Consumers Power Co 83/09/19 DENTON. K R Office of 
Nuclear Reactor Regulation, Director 3pp 10540 331 24X 

Fiche 90-329,03/09/19,0305240137 


0305240223 Forwards SB Baranow J Chawla signed affidavits re 
potential conflict of interest in performing third-party 
const implementation overview 

NrLD,P A Stone & Webster, Inc 83/03/19 KEPPLER, J 0 Region 3. 
Office of Director 3pp 10948 012 24X Fiche 50-329,83/09/19, 

8309240223 


8305310143 Confirm* 830720 meeting w/J Koppler to discuss various 
suppliers quality activities undertaken by Bechtel in 
support of nuclear projects, per 830920 discussion 

SMITH, C F Bechtel Corp 03/09/20 WARNICK, R F Region 3, Office 
of Director Ip. 10658 073 24X Fiche 50-329,03/09/20.8305310143 


8309270299 Enumerates new Info matl & relevant to QM/QL proceeding, as 
presanted before A8LB on 030427 Licensee Identified & 
reported two cracks in svc water pump structure 

NARNiCKiR F Region 3r Office of Director 83/09/24 ElEENHUT, D 0 
Division of Licansing 2pp 18641 396 24X Fiche 50-329,83/03/24, 

8305270299. 


E NRC Bafety Evaluation Report <SEfi>i suppls «< correspondence 


8305020398 Forwards "B8<W 177 Fuel Assembly Owners Group Safe-End Task 
Fores Bept on Generic Investigation of HPI/Makeup Nozzle 
Component Cracking," in response to 8ER Open Item 8 on 
cracklfig in RG8 makeup nozzles. 

COOK, JH Consumer* Power Co 83/04/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director. 3pp 18273 001 24X 

Fiche - 50-329, 83/04/13, 8305020398 


— B305020404 "DfcW 177 Fuel Assembly Owner* Group Safe End Task Force Rept 
on Generic Investigation of HPI/Makeup Nozzle Component 
Cracking " 

* Babcock t, Wilcox Co. 77-1141914-00. 83/04/13 61pp 

18273 009. 24X Fiche- 90-329r 83/04/13* 8309020398 


0305040336 Notification of 830911 meeting w/util & D6U in Bethesda.MD 
to discuss 3ER Open Item 7 ti Confirmatory Item 7 re 
natural circulation 6 reactor vessel head vent 

HERMAN. R U Licensing Branch 4 83/04/27 ADENSAM. E G Licensing 

Branch 4 6pp 18326 333 24X Fiche 90-329,83/04/27.8309040336 


0309110305 Suppls explanation of 020921 commitment to implement 
expanded cooling pond dike surveillance program, inc ludlng 
visual insps of dike turf, to resolve NRC concern re dika 
erosion 6 performance identified in May 1982 SER 

COOK, J W Consumers power Co 03/09/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6pp 18393 229 24X 

Fiche 50-329,83/05/03,0305110309 


8309090994 Comments on Open Item 2 re turbine missiles in SER Sections 
I 7 S< 3 9 1 3 Probability of unacceptable damage to safety- 
related sys It components due to missiles acceptably low 
NOVAK. T M Assistant Director for Licensing 83/05/04 COOK. J W 
Consumers Power Co 3pp 18367 344 24X Fiche 50-329,83/09/04, 

0305090994 


F Security, medical, emergency & fire protection plans 


8309110034 GenOFic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re clarification of 
access to control procedures for law enforcement visit* 

Svc list end 

glSENHVT, 0 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc I6pp 18940 099 24X 

Fiche 90-000,83/09/11,8309110034 


8309270097 Forwards Amend 113 to application for CPs It OU*. consisting 
of Rev 48 to FSAR containing site emergency plan 
COOK, J W Consumers Power Co 03/09/16 DENTON. H R Office of 
Nuclear Reactor Regulation, Director Ip 18640 063 24X 

Fiche 90-329, 83/09/ 1 6 . 8309270097 


— 0309270066 Rev 40 to FSAR containing site emergency plan 

* Consumers Power Co 83/09/31 264pp 10640 067 24X 

Fiche 50-329.83/05/16,8305270097 


G Adjudicatory correspondence 


8309040441 Notice of appearance in proceeding Certificate of 8vc end 
PRQVENZAND, V P Conauffor* Power Co 83/04/20 3pp 10322 128 
24X Fiche 90-329,83/04/28,8309040441 


8305040509 Renewed amended objections to interrogatories directed to 
util on ZACK issues & renewed motion for protective order 
certificate of Svc end Related correspondence 

PRQVENZANO, V P Consumers Power Co a3/C4/2a Sinclair, M 7pp 
10321 049 a4X Fiche 90-329.83/04/20,8305040909 


8305040449 Notice of withdrawal of appearance in proceeding Certificate 
of Svc end 

DIBHOP.L L Bindair, M BISHOP, L L Harmon I, Nelss 83/05/02 
Ip 18322 337 24X Fiche 50-329, a3/03/O2, 0305040449 


8309100341 Motion bo require submission of cross-examination plans, 
designation of lead intervenors 8, estab 1 i shment of time 
limits on cross-examination at 830601 evidentiary hearings 
re reopened QA matters Certificate of Svc end 

8TEPT0E, P Consumers Power Co STEPTOE, P Isham, Lincoln it Beale 
03/05/04 Atomic Safety and Licensing Board Panel B8pp 
10378 233 24X Fiche 50-329,03/09/04,8309100341 


8309100264 Advises of svC of deposition subpoenas on deponents M Cioni 
Ic B Narello Svc list «nd 

PROCTOR, 8 D Isham. Lincoln & Beale PROCTOR. S 0 Consumers Power 
CO 03/09/06 Atomic Safety and Licensing Board Panel 2pp 
10372,296 24 X Fiche 50-329, 83/05/06, 0305 1 00364 


0309100410 Forwards unsigned subpoenas Issued for U Clark, T Bevine, 
B Garde U L Hallberg dapos 1 tions, for signature Nltnesses 
Intend to file motion to quash Svc list enc 1 

PROCTOR, 8 D. I sham, Lincoln I< Beale 83/09/06 DECHHOEFER, C 
Atomic Safety and Licensing Board Panel iOpp 10370 001. 24X 

Fiche 90-329. 83/05/06, 6309100410 


8305120273 Revised motion to require submission of cross-examination 
plans, de* Ignat Ion of lead intervenors establishment of 
time limits on cross-examinotidn Measuras essential to 
timely development of complete record H/Certl f Icate of Svc 
miller, H I Consumers Power Co MILLER. (1 J Ishom, Lincoln 8, 
Beale 03/09/09 Atomic Safety and Licensing Board Panel 4Bpp 
10427 209 24X Fiche 50-329,83/09/09,8303120273 
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8303120295 Coiifirm-8 830418 telcon re disclct^ure of Inforfliant-s 

naniei Applicant counsel agreed not to disclo&e na^e if name 
discovered In documents 

WILCOVE, ri IV Hearing Branch 2 ea/OS/lO STAHL, O Ishafti, Lincoln 

U DeaU app 1&430 176 24X Flche 50-329, 83/05/^10* 8303130295 


&305240373 Confirms telcon re continuation of deposition vf L Clark St 
T Dev 1 ne« sell eduled for 630916 & 23, respec t iva 1 v 0 Garde 
deposition scheduled for 830606 maq be continued provided 
reconvened GA hearings attended Related correspondence 
PROCTOR, S D Ifihjjm, Lincoln t, Seale 83/05/13 MCCLAIN, W Karr U 
Lyons ip 18574 OJ 5 24X Fiche 50-329.83/05/13,0303240373 


B305190229 Forwards >nsp evaluation forms filed for IE Insp Repts 
50-329/82-11 & 50-330/82-11,50-329/82-17 50-330/82-17, 

50-329/82-19 U 50-330/82-19 & 30-329/83-03 it 50-330/83-03 
M1LC0V£:.MN Hearing Branch 2 83/03/17 BERNAOEI,L Oovernnent 

Accountability Project Spp 18500 204 a4X Flche 30-329,83/05/17, 
&305 1910225 


830 S 190216 Motion for extension until 830524 to respond to utlL motion 
to limit cross-ecamlnaticjn Counsel involved in 830519-24 
hearing ASLD has ade<iuate time to rule on motaon before 
hearings resume Certificate of Sve end 

0ERNABE1,L Stamlris, B. BERHABEI,L OovernmeTit Accountability 
Project 83/03/19 Atomic Safety and Licensing Board Panel 4pp 
18301 31? 24X Riche 50-329, 83/05/ i 8. 83051 902}6 


0305240322 Responds to 630510 Itr Areas of disagreement re documents 
still exist Conference call ulll be scheduled tJ/ASLB (f 
util ulshes to pursue matter 

BRUNNER, J e Consumers Pouer Co 83/03/10 8TAMIRI8, fl Stamirls, 
D lOpp 10340 078 24X Fiche 30-329,83/05/10.6303240332 


8305240491 Discusses schedule for appearances Deposition of S NarelJo 
tulll ba rescheduled for ^unc Deposition of C Grant scheduled 
for 830525 Proceedings will be instituted to enforce 
subpoena served on M Cioni 

PROCTOR, S D fsham, Lincoln & Beale PROCTOR, S 0 Consumers Power 
Co 83/05/19 BECHOEFER, C Atomic Safety and Licensing Board 
Panel STUCKV, S U Docketing it Services Branch 2pp 18571 269 
a4X Fiche 50-329,83/05/19.8305240491 


0305240059 Proposes schedule for presenting testiriong during 830601-10 
hearings Proposal is joint proposal of util 6 NRG Rapt on 
Investigation of alleged violation of ASLD order will not be 
available by 030601-16 hearings 

MILCDVE, ri N Fearing Branch 2 83/05/20 flSCFHOEFER.C , 

CDIfAH, F p I harbour, xl Atcmlc Safety and Licensing Board Panel 
2PP 1B549 133 S4X Fiche 50-329, 03/05/20, 8305240059 


8305240065 Response to util 030509 revised motion revising 030504 
motion r« procedural limitations Commission does not favor 
singling out issue of discretionary referral of denied parts 
of motion during proceeding Certificate of Sve end 
WRJOFT, N A Hearing Branch 2 83/09/20 Atomic Safety and 

Licensing Board Panel 7pp 18549 055 24X Fiche 50-329,03/05/20, 

8305240065 


8305240472 Order granting Stamiris motion For eitension until 830524 
tP respond to applicant revised motion to establish limits 
on cross-examination 

BECHHOEFER,, C Atoiriiic SaFety and Licensing Board Panel, 83/05/20 
8tamlris, B ip 18549 278 P4X Fiche 30-329. 83/09/20, 0309240472 


0305260276 Transmittal of documents on end list of submittals 
responsive to !) Stamirls 830407 document request Submittals 
designated publicly aval lab le, air eady submi tted, pr ivi leged 
under attg-cllent privilege/proprietary 

WILCOVE, M N Hearing Branch 2 83/05/24 DEBNADEJ,L Oovernnent 

Accountab ility Project 2pp 18625 143 24X Fiche 50-329, QS/OS/as 

8305260276 


8305270606 Order granting Stamirls 020524 discovery request for 
documents re implementation of quality improvement program 
in solle area 6 denying addl discovery requests re NRC/util 
Sept 1982 meet 1 ng, containment cracks issue & audit repts 
BECFHOEFER, C Atomic Safety and Licensing Board Panel 83/05/23 
Staniiria. 0 4pp 18644 240 24X Fiche 50-329,03/05/23,030 5270604 


H General correspondence 


8305040549 Responds to 830324 Itr requesting independent plant audit 6 
more public meetings Three Independent audits in progress or 
planned for site Soils compaction problem & technical 6 GA 
concerns being addressed by current hearings 
EIQENHUT, D Q Oivlslon of Licensing 03/04/22 ROMO, K B 
Affiliation Unknown Ip 10351 232. 24X Fiche 50-329,83/04/22, 

0305040349 


830S0403SO Responds to B30323 Itr requesting Independent audit fr 
further ijubllc meetings Three audits in progress or planned 
for site 

EISENHUT,D0 Division of Licensing 83/04/22 HAVERCAMP, M 
Affiliation Unknown Ip 10331 233 24X Fiche 30-329, 03/04/22, 

0305040550 


8305170392 Responds to 030421 Itr re reinsp 6 independent audits et 
facilities Dn 030503, TERA Corp approved to perform 
independent review of design it const of auxiliary feedwaters 
sys 8ScWwill perform overview 

KEFPLeR,J, G Region 3, Office of Director 83/03/13 ROHD. L R 
Lone Tree Counsil 2pp 18471 202 24X Fiche 30-329, 03/05/13, 

0305170392 


— 0305170396 Requests assurance of independent agent to perform 
facilltg audits, per NRC 830419 reinsp order 

ROMO,L R Lon* Tree Counsll 03/04/21 KEPPLER, J Region 2, 
Office of Director Ip 18471 204 24X Fiche 30-329,03/05/13, 
8305170392 


K Utility Final Safety Analysis Report (FSAR) 6 amends 


8305270057 Forwards Amend 113 to application for CPs 6 DLt, com istlng 
of Rev 40 to FSAR containing site emergency plan 

COOK, J U Consumer* Power Co 03/05/16 DENTON, H R Office Of 

Nuclear Reactor Regulation, Director Ip 18640 063 24X 

Ft ch e 30-329. 83/05/16, 8303270057 


—8303270063 Amend il3 to application for CPs 6 OLs, consist! ng of flev 46 
to FSAR containing site emergency plan 

COOK, JW Consumers Power Co. 03/03/16 Ip 18640 064 24X 

Fiche 50-329,83/03/16,0305270037 


—8303270066 Rev 48 to FSAR containing site emergency plan 

* Consumers Power Co 63/05/31 264pp 10640 067, 24X 

Fiche 30-329.03/03/16,0305270057 


8309230213 Teiecepy response to util revised motion Extensive hearing 
record caused by const oF safety-related bldgs on faulty 
soil, not bg Intervenor actions 

SINCLAIR, M Sinclair, M 83/03/23 Docketing 6 Services Branch 
2pp 1B592 334 24X Fiche 90-329,83/03/23,8305230213 


0309240137 Forward* Affidavit of 8vc for Amend 113 to application for 
CPs 6 OLsr con* is t tng of Rev 48 to FSAR - site emergency 
plan 

BUDZIK.O M Consumers Power Co 83/03/19 pENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 18540 331 24X 

Fiche 30-329, 83/05/19, 0303240137 


B305260I69 Response to util revised motion to require submission of 
cross-examination p Ian*, des Ignat Ion of lead Intervenors 6 
time limits on cross-examination Util apparent lack of 
concern For public safety justifies careful exam of issues 
SINCLAIR, M Sinclair, M 83/05/23 Atomic Safety and Licensing 
Board Panel 2pp 18599 284 24 X Fiche 30-329.83/03/23,8305260169 


0305270547 Forwards "Seismic Kargin Review," VoU I. V ic VI M/o end. 
STEPTOE. P p Isham, Lincoln 6 Beale STEPTOE, P P. Consumer* Power 
Co 83/03/23 BECHHQEFER.C. , COHAM, F P . HARBOUR. J Atomic Safety 
and Llcensina Board Panel 2pp JB646MS7 24X 
Fiche 30-329103/03/23.8305270347 


0305260166 Response opposing util 030509 revised motion to require 
cross-examination p Ians. designat Ion of lead intervenors 6 
time limits on cross-examination Due process rights of full 
participation cannot be denied Certificate of Sve end 
BERNABE1,L StamiTlSr B BERNABEI.L Oovernment Accountability 
project 83/05/24 Atomic Safety and Licensing Board Panel 
12pp 10399 290 24X Fiche SO-329. 83/03/24, 8303260166 


Q Inspection reports, IE Bulletins 6 correspondence 


B305190005 Final response to FOIA request for documents re Zack Co &/cr 
work performed bg Zack in const of facilities Forwards App A 
document* Dacu,ments denoted w/asterlsk available In PDR App 
0, Cl D 6 E documents withheld iref FOIA Exemption 7) 

FELTON, O M Division of Rules and Records 83/03/11 
PRENDEROASTi R Prendergast, RJ I7pp 10306 057 24X 

Fichte 50-000, B3/03/11. 0303190005 


— 0305190043 Requests vendor imp of facilities having contracts w/2act 
Co due to OA/QC problems at Midland re HVAC activities 
Zack Co correspondence re La8alle 6 related info end 
FTORELLI.Q Region 3, Chicago, Reactor Construction 6 EngineePlnp 
Support Branch 00/04/21 PDTOPOUS, U Region 4, Dallas, Vendor 
Inspection Branch 12pp 10506 077 24X Fiche 30-000,83/03/11, 

0305190005 
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— 9305190030 SummsrliBf S20430 meeting u/presldent of Zaek Co* HVAC 
contractor at f ac 1 1 ities* re potential allegationn Zack Co 
planning to terminate several employees in document control 
«ett ion 

HAVE61 D U Region 3* Office of Director 02/05/15 Region 3* 

Office of Director ip 18506 0B9 SAX Fiche 50-000* 03/03/ 11* 
9303190005 


— 930S19008B Rept* allegation re ZacV Co falsified documents concerning 
HVAC activities at facilities per NBC Nightly Neus 
b-road-cait 

«■ Radio TV Reports. Inc 82/07/S4 NRC - No Detailed 
Affiliation Given 2pp 18506 134 24X Fiche 50-000,03/03/11* 

0303190005 


— B305190D97 Requests Investigation of Region III inadetiuate 

Investigative oversight re OA breakdou^n h possible criminal 
fa I Si f ication at Zack Co.HVAC contractor at facilities AT 
Kouard & S Marello allegations discussed 

DEViNEiT * GARDE* B Government Accountability Project 02/07/26 
PALtADJNO*N J Commissioners llpp 1B506 128 24X 

Fiche 3D-000, 03/03/11* 0305190005 


— 8303190102 Affidavit of SL Marello re GC breakdown *< criminal 
falsification at Zack Co, HVAC contractor at facilities 
MARELLO. 9 L Affiliation Unknown 82/07/26 22pp 18506 139 
24X Fiche 50-000*03/03/11*8309190003 


— 0303190108 Affidavit of AT Howard re OC breakdown «* criminal 
falsif ication at Zack Co* HVAC contractor at facilities 
HOWARD* A T Affiliation Unknown 02/07/36 55pp 18506 160 
24X Fiche 50-000*83/03/11*8309190003 


— 6305190307 Dlicustes A Howard 8305D3 allegations re Zack Co tampering 
w/documerts concerning HVAC activities at facilities 
Further investigation will be implemented if deemed 
appropriate by mgt 

SHAFER* W.D Region 3* Office of Director 82/03/11 WARNICK. R F 
Region 3, Office of Director 3pp 18307 394 24X 

Fiche. 50-000* 83/03/11* 8303190005 


— 8309190396 Discusses 020624 telcon w/D Oardc of Govt Accounteb 1 1 i ty 
Project re allegatione concerning Zack Co QA program at 
facilities Personally identifiable Info deleted 

N0RELlir8*C E Division of Engineering 82/07/12 Division of 
Engineering Ip 10312 383 24X Fiche 30-000*83/03/11* 

0309190003. 


8212060383 IE Info Notice 03-14* "Dewatered Spent Ion Exchange Resin 
0-iiiceptib il 1 ty to Exothermic Chemical Reaction " 8vc list 
and 

TAYLOR, J H Division of Safeguards it Inspection Programs (Post 
030103) 83/03/21 Consolidated Edison Co of New York* Inc 

IlSpp 18300 319, 24X Fiche 90-000*03/03/21*8212060309 


B303040021 IE Info Notice 03-21* "Defective Emergency Use Respirator " 
6vc list end 

JORDAN* £ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York* Inc ia6pp 10439 199 24X Fiche 50-000*03/04/19*8303040021 


0303040023 IE Info Notice 03-22. "BUR 8af ety /Rel 1 ef Valve Failures " 
Bvc list end 

JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison Co of New 

York I Inc 112pp 18383 009 24X Fiche 50-000*83/04/22*8303040023 


B303040029 IE Info Notice 03-23* "Inoperable Containment Atmosphere 
Etnslng Sys " Svc list end 

■JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

York, Inc. U9pp 18381.291 24X Fiche 90-000*83/04/29*8303040023 


0303040026 IE Info Notice 03-24* "Loose Parti in Secondary Bide of 
flttam Osnerators at PWRs " Svc list and 

JPRDANiE L Division of Emergency Preparedness tt Engineering 
Reiponse (Post 830103) 83/04/28 Gohiolldated Edison Co of New 

York* Inc llSpp 10382 047 24X Fi die 50-000* 03/04/20* 0303040026 


0303040027 IE Info Notice 03-25* "Standby Gas Treatment 8ys Heater High 
reap Trip Setpoint Adjustment ’* Svc list end. 

JORDAN* £.L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/28 Gonsolideted Edison Co of New 

VPTk* Inc 110pp. 18302 169 24X Fiche: 30-000* 83/04/28, 0303040027 


8309110122 Forwards draft NRR 8ALP input for Jul 1981 - Mar 1983, 
based on info solicited from listed personnel . Comments 
rtcelved by 030909 will be considered in final rapt 
MILLER, M, A Licensing Branch 4 83/09/02. MATTaONrR Division of 

egstteis Integration (post 811009). VOLLMER, R Division of 
engineering. JORDAN* E Division of Emergency Preparedness it 
Engineering Response (Post 830103) 7pp 18421 316 24X 

Fiche. 50-329* 03/09/02. 8303110122 


0303040028 IE Info Notice 83-26, "Failure of Safety /Rel lef Valve 
Discharge Line Vacuum Breakers '* Svc list encL 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/03 Consol i dated Edison Co of New 

York, rnc I22pp 10441 170 24X Fiche 50 - 000.83/05/03*8303040020 


0303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Bvc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B3/05/04 Consolidated Edison Co of New 

York. Irtc ll2pp 18332 202 24X Fiche 90-000,03/09/04.8303040030 


8303040031 IE Info Notice 03-2B, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

York* Inc il9pp 18441 001 24X Fiche 90-000,03/09/04*8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/05/06 Consolidated Edison Co, of New 

York, Inc U5pp 10523 248 24X Fiche 50-000. 03/09/06, 0303040033 


0303190290 Forwards changes in MPQP“l,Rev 5 re QA ang ineerlng* providing 
insp plan to GC & removing requirement for reviewing design 
documents NRC approval of activity requested 

HILLER.D B Consumers Power Co 03/09/06 HARRISON. J J Region 3. 
Office of Director. Ip 10501 083 24X Fiche 50-329,03/05/06* 

0305190298 


— 0309190300 Draft quality plan for underpinning activities 
# Consumers Power Co MP0P~1 R06 DRFt 83/09/03 23pp 
18901 004 24X Fiche 50-329* 03/09/06* 0309190298 


0303040034 IE Info Notice 03-30* "Ml sapp Ucation of Generic Emergency 
Operating Procedures (EOF) Guidelines " Svc list end 
JORDAN* E L Division of Emergency Prsparedness $t Engineering 
Response (Post 030103} 03/05/11 Consolidated Edison Co of New 

York. Inc Il4pp 10924 003 24X Fiche 90-000*03/05/11.8303040034 


8309130171 Acir receipt of 630329 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Reptd 90-329/03-01 & 
90-330/03-01 

NARNICK.R F Region 3* Office of Director 03/05/11 COQK.J U 
Consumers Power Co Ip 16430 104 24X Fiche 90-329*63/05/11* 

0309130171 


— 0309130102 Responds to NRC 030304 Itr re violations noted In IE Insp 
Repts 90-329/83-01 it 90-330/83-01 Corrective actions valve* 
serial 27099* placed back In Oechtel stock DStU revising QC 
procedure for receiving it Insp 

COOKiJ U Consumers Power Co 83/03/29 HEPPLER.J 0 Region 3* 
Office of Director 6pp 18430 109 24X Fiche 50-389*83/09/11, 

0305130171 


0309200997 Advises that Investigator file for IE Investigation Repts 
90-329/82-13 it 90-330/82-13 reviewed, per ASLB order per 
intervener request for discovery In OA hearings Proprietary 
it nonproprietary documents listed M/o stated ends 
WARNICK. R F Region 3* Office of Director 03/09/17 PATON. W D 
NRC - No Detailed Affiliation Given 3pp 18515 350 24X 

Fiche 90-329*03/09/17*0309200997 


0303040040 IE Info Notice 83-31. "Error In ADLPIPE Computer Program " 
Bvc list end, 

JORDAN* E L Division of Emergency Preparedness (, Engineering 
Response (Rost 830103) 83/05/1? Consolidated Edison Co of New 

York, Inc 114pp 18697 00? 24X Fiche 50-000*83/09/19*0303040040 


0305240006 Ack receipt of 030506 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/83-03 U 
90-330/03-03 

WARNICK* R F Region 3. Office of Director 03/09/20 COOK* J W 
consumers Power Co tp 10549 037 24X Fiche- 90-329* 03/09/20* 

8309240006 


— 0309240000 Responds to NRC 83Q407 Itr re violations noted In IE Insp 
Repts 90-329/83-03 ii 90-330/83-03 Corrective actions. MPOAD 
Quality Action Request F-292 issued 630304 to review 
Bechtel procedurtft for proper quality classification 
CODK, J W Consumers Power Co 83/09/06 KEPPUER.J G Region 3. 
Office of Director llpp 18949 040 24X Fiche 90-329103/09/20* 

8309240006, 


8309260310 Ack receipt of 030310 Itf informing NRC of steps taken to 
correct violations noted in 030200 notice of violation & 
proposed imposition of civil penalties Revised response re 
craft it engineering personnel training requasted 
KEPPLER, J, 0 Regions* Office of Director 03/09/23 CdOK* J W 
Consumers Power Co 2pp 10629 239 24X Fich e> 90-329* 83/05/23, 

0305260310. 
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Q30S27007^ Confirms 630624 SALP meetihgi in KidI>4ndjMI Meeting open to 
other interested pjrtiei 

WARWICK. If F Ifeglon 3. Office of Director 63/05/24 COOK^ J W 
Coneumers Power Co Ip. 16633 301 24X Flche SO-32?. 03/05/24. 
8305270076 


6303040046 l£ Info Notice 83-33. ‘'Nanreprescnteti ve Sampling of 
Contenlneted Oil " 8vc list enc 1 

JORDAN. S L Diviilon of Emtrgencg Preparedness i Engineering 
ftespo-nse iPost 830103) 63/05/26 Cortsol 1 dated Editnn Co of Neu 

Tor*. Inc U4pp 16647 007 24X Flcfio 50-000.63/05/26.6303040046 


R Periodic operating reports 6 related correspondence 


6305230270 "Active Mod Projects. Operat Ing PWP. 1982 " 

a Catiairmtri Poti^er Co 82/12/31 4pp 18576 332 24X 

FlchS 90-000.82/12/31.8305230270 


8309030111 Forwards Bechtel. BtiW 4. util monthly nonconformance repts for 
Mar 1963. per 730323 Memorandum 6 Order ALAfl'-l06 U Amend 1 
to CPs 

COCkK. J W. Consumers Power Co 03/04/25 DEVOUNO. R C Director's 
Office. Office of Inspection and Enforcement 1, 139pp 10236 00| 

24X FI Che 50-329.93/04/25.6305030111 


6309170373 Fortoard* "Work Activity List for Ma^ 1983.” for remedial 
idli brort per NRC-utll uorl au thnr 1 ration procedure 
Authorization of tpeclfie work items requested 

miller. D 0 Consumers Power Co 63/04/26 KARR ISON. J J Region 3. 
Office of Director. 25pp 18466*031 24X Flche. SO-329. 03/04/26. 

6309170373 


8305090052 Forwards addendum to *'4lst ALAD~106 Quarterly Rept. Apr*-June 
1963.*' consisting of rcsumei of recently hired employees 
COOK. J W Consumers Power Co 83/04/29 OEVOUNO. R C Director's 
Office. Office of Inspection and Enforcement Ip J8364 104 24X 

FI Ch I 90-329. 83/04/29. 8305090052 


— 830909'0060 Addendum to *'4lit ALAB-106 Quarterly Rep t. Apr-June 1903 " 
a Consumer I Power Co 63/04/29. 82pp 18364 109 24X 

rich* 50-329. 83/04/29. 8309090052 


6305310190 Forwards "Midland Independent Design 6 Const Verification 
Program Monthly Status Rapt j. '* covaring period from 
project inception through B30S27. 

LEVIN. H A TERA Corp 83/09/27 KEPPLER.J 0 Region 3. Office of 
Director EISENHJT. D, 0 Division of Licensing COOK.JW 
Consumer 1 power Co 4pp 18659' 047 24X Flche 90-329.83/05/27, 

8309310196 


—6309310203 "Midland tndapandant Design t Const Verification Program 
Monthly Status Rapt 1." covering period fro.n project 
i neap t ion through 830527. 

TULODlEaHI.D . LEVIN. H A TERA Corp 83/05/27 62pp 18659 050 
24X Flcha 90-329.83/05/87.6305310198 


8 Rapo-rtatle occurrences. LERs & related correspondence 


6305190005 Final response to FOIA request for documents re 2acl Co Ic/or 
wort performed by Zack In const of facilities Forwards App A 
documents. Documents denoted w/astfrisb available in PDR App 
B.C. D li E documents withhold (ref FO|A Eiemption 7) 

FELTON. J M Division Of Rules and Records 83/03/11 
PRENOEROABTi R Frendergast. R J 17pp !69C6 059 24X 

Flcha 50-000.83/03/11,0309190009 


— 6309190112 Deficiency rapt re errors U discrepancies contained in HVAC 
matl certifications Procurement documentation will be 
r aval i datedj ducument racords mgt program will be developed 
tc 8A/QC personnel will be addad Also reportable per Fart 21 
CALKIN0.D E. . EICMSTAEDT. C L . OEZUTEL. C 2 Zack Co BI/lO/23 
310pp. 18506 2£5 24X Fieha 50-000.83/03/11.6305190005 


6305170263 Ninth interim deficiency rept re Improper thrust forces used 
In high energy line break analysis pipe whip restraint 
tfaslgn Initially reported on 800919 Design drawings for 83 
raatrainti revised Nest rept will be submitted by 640220 
COOK. J M Consumers Power Co 83/05/06 KEPPLER.J O Region 3. 
Office of Director 9pp ie469< 345 24X FUht 50-329.03/09/06. 

6305170283 


8305170391 Final deficiency rept re none informing Class IE radiation 
monitoring tys electronic atodulei mfg by Vic torean. Inc due 
to breakdown of OA program Initially reported on 620917 
Vendor revised OA program revlewid approved 

CCXJK. J. W. ConsuAicrs Power Co 93/05/06 KEPPLER. J 0 Region 3. 
Office of Director 9pp 18471.211 SAX Fi char 50-329. 63/05/06. 
8309170391. 


6305170409 interim deficiency rept re accident temp effects on 
containment level measurement Instrument string error 
exceeds allouieble steam generator ECC9 control setpoints 
Bechtel 6 D6W refining existing calculations 

CODK. J w Consumers Power Co 03/03/06 KEPPLEft.JO Region 3, 
Office of Director 2pp 10469 248 24X Fiche 30-329.63/05/06. 
8309170409 


0309170440 interim deficiency rept re installation of B&W nonseismic 
transmitter mounting brackets forming part of RCPD Brackets 
will be replaced w/se Isml ca 1 ly qualified mounting brackets 
prior to initial fuel load Next rept expected by 830831 
COOK.JW Consumers Power Co 03/03/06 KEPPLER. J 0 Region 3, 
Office of Director 2pp 10469 301 24X Flche 30-329.63/03/06, 

8305170440 


820317048? F i ha 1 deficiency rept ro underrated 460-VDlt motor contra] 
ctr control circuit transformers supplied by Oould-Orown 
fioveri Initially reported on 821013 Transformers to be 
replaced U Installation supervised by Bechtel 

COOK.JW Consumers Power Co 83/03/06, KEPPLER, J 0 Region J. 
Office of Director I2pp IB470 035 24X Ficho 30-329. 03/O5/Oi, 

8305170409 


8305200660 Interim deficiency rept re procured safety-related 
electrical equipment not meeting project requirements 
Initially reported on 821230 Task force established to 
review purchase orders Next rept expected by 830629 
COOK. J W Consumers Power Co 03/03/13 KEPPLER. J 0 Region 3. 
Office of Director llpp 103l9i 108 24X Fiche 50-329.83/05/13. 

6309200660 


8303200349 Interim deficiency rept re improper installation design of 
Class IE electrical control cabinet/panels Initially 
reported an 830211 Drawings will be revised Next rept will 
be submitted by 830819 Dechtel rept end 

CObK. JW Consumers Power Co 83/05/16 KEPPLER. J, 0 Region 3. 
Office of Director iSpp 16316 235 24X Fiche 50-329. 83/05/ lb. 

8303200349 


0305240010 Interim deficiency rept re Q-related equipment cooled by 
non-O HVAC ays Initially reported on 020625 Revs to Drawings 
7220-.M-360<Q} will be made by 830630 Safety-grade HVAC 
added to listed areas Next rept by 83QS1S 

COOK. J W Consumers Power Co 03/03/17 KEPPLER. J 0 Region 3. 
Office of Director lOpp 18349 028 24X Fiche 50-329.03/03/17. 

0303240010 


0305260218 Interim, deficiency rept re design of embedments In concrett 
u/shear lugs located in tension Jones Interim embedment 
design criterion being developed for use prior to testing 
completion Next rept expected by 031122 

COOK. J. W Concjmers Rawer Co 03/05/20 KEPPLER.J G Region 3. 
Office of Directar 3pp 1059? 317 24X Fiche 50-329.83/05/20. 

0305260219 


8305260235 Final deficiency rept re possible frazil Ice formation in 
SVC water intake structure Recirculation of sve water 
discharge flow near trash rack evaluated as best optlen to 
control ice at intake structure 

COOK. J W Gonsuffters Power Co 03/03/20 KEPPLER.J G Region 3. 
Office of Director 7pp J0399 340 24X Fiche 30-329.03/03/20. 

0303260235 


0303260324 Final deficiency rept fe auxiliary feedwater lAFU) suction 
piping design Initially reported on 021214 Design change 
issued to Install pressure relief valve on four AFW pump 
suction lines between pump I. first Isolation valve 
COOK. J tv Consumers Power Co 83/05/20 KEPPLER. J 0 Regio-nQ. 
Office of Director 6pp. 10625 166 24X Fiche 50-329.03/05/20. 

8305260324. 


T Hearing transcripts on non-anti trust matters 


8303100243 Forwards NRC testimony addressing Sinclair Contention 13 r* 
assessment of severe accidents to be presented at 030328 
hearing Testimony addressing Sinclair Contention 4 re steam 
generator tube Integrity filed on B30131 
WRIGHT. M A Office of the General Counsel 03/03/lB 
BECKHOEFER.C , COWAN. F P . HARBOUR, J Atomic Safety and Licensing 
Board Panel* Ip 18373 337 24X Fiche 30-329. 03/03/18. 8305100243 


— 0309100245 Testimony of F Rowsome re Sinclair Contention 13 on 
assessment af severe accidents. 

ROWSOME, F Assistant Director for Technology Review 83/03/10 
I3pp, 10373 338 24X Fiche 50-329.83/03/18,8303100243 


—0305100248 Testimony of LC Hulman i JA Mitchell re Sinclair Contentian 
13. 

HULMAN,L G , MITCHELL, J A Accident Evaluation Branch 83/03/10 
SOpp 10373! 351 24X Fiche 50-329.83/03/10.8305100243 



DOCKETED ITEMS 


207 


a303l00l?4 aupp I emental testimony of JO K 0 ppi 0 r r 0 QA 

KEPPLER, J O Region 3» Offlte of Director 33/03/23 6 pp 
10373 197 24X Fiche S0’'000j 33/03/2S' 0303100124 


— 0309100141 Rettponds to 311113 Itr re implications of recent seismic 
design, errors at facility Duo to design error s, uti 1 license 
suspended an 011119 pending completion of independent 
tfoilfin reviouj t receipt of schedule for completing mods 
PALUAD^IND^N J Commissioners 32/02/01 OiNOELLi J D Moose of 
Rep « Energy U Commerce 9pp 10373 220 24X 

Flche 30-000, 03/03/23, 0303100124 


0303100147 Forwards supplemental testimonies of JO Keppler<RJ CoDk*RN 
Odrdner.RD Landsman.WD Shafer «< JW Oilray re QA W/o ends 
WlLCave*M W Office of the Executive Legal Director 03/03/33 
BECMMOEFFE'Ri C » COWANiF P , HARSOUR, J Atomic Safety and Licensing 
Board Panel 2pp 10374 217 24X Flche 50-329,33/03/33.8303100147 


0305100217 Supplemental testimony of RJ Cook.RN Gardner, RD Landsman 1< 
HO Shafer re QA 

CODKiR J , OARDNERiR M . LANDSMAN. R D Region 3, Office of Director 
03/03/33 ipp 1B374 161 24X Fichs 30-329*03/03/33.6305100217 


e3O310O261 Supplemental testimony of JW Ollray.ftB Landsman & WO Shafer 
re QA program for underpinning activities of avc water pump 
structure tc auxiliary bldg Supporting documontat i on end 
OIURAYrJ W DA Branch LANDSMAN. R D . SHAFER. W D Region 3. Office 

of Director 03/03/39 3Bpp, 10372 230 24X Flche 30-339. 

83/03/23, 0303100261 


8303060379 Notification of contract execution, Nod 6 to "Foundat 1 om U 
Underpinning Review of Remedial Measures for Structures on 
Fill for Midland Plants I *c 3 ” Contractor Oeotechnlcal 
Engineers, Inc 

FIELDS, J A Division of Contracts NRC-D3-02-O92 83/04/12 

VOLLMEfl. R H Division of Engineering KANE. J NRC - No Dstalled 
Affiliation Given ip 1B333 0B6 34X Flche 50-329,83/04/12. 

0309060379 


— 0303060304 Hod 6 . modifying monthly business Itr reporting r t<iui rementt, 
to “Foundations 6 Underpinning Review of Remedial Measures 
fof Btructures on Fill for Midland Plants 1 <« 2 " 

P0UL03. S J Oeatechn i cal Engineers, Inc GUBTAUE. R P Division 
of Contracts NRC-03-02-092 03/04/12 3pp 10353 0B7 24X 

Flche 90-329.03/04/12.0303060379 


0304320315 Forwards revised affidavits for individuals prevlotislu 
employed by NRC now working on independent design & const 
verification program Clar 1 f icatlon of “providing safety 
evaluation" also submitted 

LEUIM. H A TERA Corp 03/04/21 KEPPLER, J 0 Region 3. Office of 
Director 13pp 10133*273 24X Flche 00-329, 03/04/21. 8304220519 


0303020363 Responds to 030329 Itr re TERA Corp QA engineering plant 
for independent design 4» const verification program for 
facilities NRC comments on reporting requirementt proposed 
by TERA Corp at 830413 meeting will be provided 

HEHtl. T Office of the Eiecufeive Director for Operations 03/04/22 
O0RDE. 0 P Government Acco-untabl 1 tty Project 2pp 18284 23B 24X 

Flche 30-329. 03/04/23. B309030963 


0309030437 Transcript of 030427 hearing in Midland, MI Pp 14.272-14.493 
Supporting documentation end 

♦ Atomic Safety and Licensing Board Panel 03/04/27 265pp 

18294 184 34X Flche 30-329.03/04/27,0309030437 


8303040191 Transcript of 030420 hearing in Midland.MI Pp 14.499- 
14.730 

« Atomic Safety and Licensing Board f’anol 03/04/20 360pp 

18324 037 24X Flche 90-329,03/04/20.830904019! 


9305090020 Transcript of 030429 hearing in Midland.MI Pp 14.731-14,977 
» Atomic Safety and Licensing Board Panel 83/04/29 229pp 

18343 262 24 X Flche 30-329,03/04/39.8309030020 


6303090011 Transcript of 030430 hoarlng in Hitfland.Hl Pp H. 970-13,096 
e Atomic Safety and Licensing Board Panel 03/04/30 122pp 

10330 155 34X Flche 90-329. 03/04/30, 030903001 1 


0309090931 Advices that branch has requested Dlv of Accounting 6 
Finance to bill util for review of R#v 13 to Topical Rept 
CPC-iA. “QA Manual for Midland Nuclear Plant. Vai I '■ 

HILLER. W D License Fee Management Branch 83/04/29 BYRD.W 
consumers Power Co Ip 10367 361 24X Flche 90-329. B3/04/29* 

0303090391 


0309170131 Informs of review completion for Hated activities re 
remedial soils work Concurrence requested 

MILLER. D B Consumers Power Co 03/04/28 HARRISON. J.U Region 3. 
Office of Director Spp 10466 269 24X Flche 90-329,03/04/20. 

0303170131 


0309170939 Forwards Vol 9 of "aelsmic Margin Review* Diesel Generator 
BUfl, " 

COOK. J U Consumers Power Co 03/04/20 DENTON. H R. Office of 
Nuclear Reactor Regulation, Director 3pp 10469 036 24X 

Flche 90-329.03/04/20.0305170939 


0303060199 Transcript of 830902 hearing in Midland.MI Pp 13.097-19,393 
Supporting documentat Ion end 

♦ Atomic Safety and Licensing Board Panel 03/09/02 6 l 6 pp 
18346 001 24X Flche' 90-329. 03/03/02. 0309060199 


—8309170944 Vol 5 of “Seismic Margin Review Diesel Generator Bldg “ 
WESLEY. D A , KENNEDY, R P . KINCAID, R H Structural Mechanic » 
Associates 8 MA 13701 09R003 V09 03/04/30 llSpp 18469 040 

24X Flche 30-329,83/04/20. 03 09170939 


0309160033 Transcript of 830903 evidentiary hearing in Midland.MI Pp 
15. 394-19, 692 

« Atomic Safety and Licensing Board Panel 83/03/03 300pp 

10433 116 24X Ficho 90-329.83/05/03,0309160033 


8309110006 Transcript of 830904 evidentiary hearing in Midland.MI 
Pp 19.693-13,922 

e Atomic safety and Licensing Board Panel 83/05/04 232pp 

IB40V 026 84X Flche 90-329.83/03/04.0309110006 


8303110092 Transcript of 830903 evidentiary hearing in Midland.MI 
pp 13. 923-16. 219 

* Atomic safety and Licensing Board Panel 83/03/09 302pp 

10410 007 24X Flche 30-329,03/03/09.0309110092 


8305110001 Transcript of 030306 evidentiary hearing In Midland.MI Pp 
16. 220-16. 366 

e Atomic Bafety and Licensing Board Panel 03/09/06 ISOpp 
10408 130 24X Fi Che. 90-329. 03/09/06, 0303110001 


0309170422 Forwards change specs for “Pier Wll - Load Recydlny 
Procedure.'* for remedial soils work, per NRC-utll work 
authorl ration procedure 

MILLER, D D Consumers Power Co 03/04/29 HARRISON. U J Region 3. 
□ ffica of Director 2pp 18469 206 24X Flche 30-329,03/04/29. 

0305170422 


0303060403 Documents 030413 telcon, Util commitment to provide hogging 
air ejector radiation monitors deleted from F3AR Chapter 
11 5 Potential relaxation of tritium sampling requirement 
dlscutelon deferred pending effluent Tech Spec review 
COOK. J U Consumers Power Co 83/09/02 DENTON. H R, Office of 
Nuclear Reactor Regulation. Director 3pp 18349<36D 24X 

Flche 90-339.83/05/02.0303060493 


8309170467 Requests concurrence w/proposed changes to approved work 
activity to perform load test at Pier llW 

MILLERrO D Consumers Power Co 03/09/02 HARRISON, U J. Region 3. 
Office of Director 2pp 104 70 073 24X Fiehe 90-329.83/05/02, 

8309170467 


8309310163 Transcript of 030310 proceedings in Chicago. IL P 2 Subpoena 
directed to N Cionl end 

t Commissioners. 03/09/10 6 pp, 10632*339 24X 

Flche 50-329.83/03/10.8303310163 


DOCKET 30-330 MIDLAND PLANT. UNIT 2 


A App J 1 cat i on/construction stage documents 8 < correspondence 


8305230720 Forwards list of ofclls responding to requests for cost 
figures on backflttlng 

TDURTELLOTTEi J Regulatory Reform Task Force 83/04/11 
PALLADINO. N J Commissioners 2pp 10542 272 24X 

Flcha 50-000, 83/04/1 1 . 0309230720 


0303110140 Accepts TERA Corp as independent third-party to perform 
review of design 6 const verification program re Unit S 
auxiliary feedwater sys 

NDVAK, T M Assistant Direc tor for Licensing 83/09/03 COOK, J U 
Consumers Power Co, 7pp I04BI 391 24X Flche 90-329*03/09/03. 

8309110140 


8309170397 Requests author I xa 1 1 an for remedial soils work to install 
Bulkheads EJO 6 HIO 6 to Install, toad it excavate Piers 0E. 

0W, lOE 6 lOH 

MILLER. D B Consumers power Co 03/09/03 HARRISON. J J Region 3. 
Qfllce of Director Ip. 10469 231 24X Flche. 30-329. 03/09/03. 

0309170397 
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5303040323 Board Notification 83-037 foruarda dif faring prof opinions 
r« tgi Ints-roction 8t tafaty c lost i f icatian Info ralatoa to 
BOartf Not i f Icatl OTVi 83-17 & 03-44 ro Unroaoivod Safety Issue 
A'‘17 

EISENHUT.O 0 Dlvitlon of Llcenslna 63/03/04 PAL LAD I NO. N 
Cdfflnl«« toners S2pp 18337 139 34X Flcfie 30-000« 8>3/03/04< 
830S040323 


B309090699 Oanerlc Ltr 83-20 to all operating- reactor licensees 8« 
holders of CPs re integrated scheduling for implementation 
of plant moifi Svc list end 

E£8£NH(/T< D. « DivlUon of Licensing B3/09/09 Consol 1 dated 

Edison Co of Neu York« Inc 16pp iB&37 193 24X 

Fiehe M-000. 83/09/09, a303-t>90<fc99 


8309t90€£9 Requests author 1 latlon to begin Remedial Soils Work 
Activities 407090400. shall ou probing for Phase II U 
202990104, SMP6-lntta 1 1 b terminate cable 

ftfLLEftil) B Consumers Power Co B3/09/09 HARRISON, J J Region 3, 
Office of Director Ip 10902 0A7 24X Flch# 90-329,83/09/09. 

5309190069 


6309500389 Confirm 930910 ielcon author! ring minor soil excavation 
froM burlad pipes Dutsid# of valve pits 

HILLER, 0 B, CoTisunars Ppuer Co 63/09/10 HARRISON, J J. Region 3 j 
O ffice of Director Ip 18919 174 24X Flch# 90-359.83/09/10, 

9309200369 


6305170321 Forwards eammint* on review of TERA independent design const 
verification program from 630413 meeting Program scop* 
omitted igs uaik-do-wn or turn-over t( program interfaces 
MARNICK.ft F Region 3, Office of Director 83/09/11 NOVAK. T M 
Aisistant Director for Ll-censing 3pp 18469 239 24X 

F 1 C h e : 90-329. 63/09/ 1 1 , 9309 1 7035 1 


6309190280 Forwards "Evaluation of Pressures in Lines of Orouting 
Equipment - Crack Repair Berated Water Storage Tank 
Foundations, " in response to unresolved item in 830118 ltr 
Mixing ratios for positive displacement pumps within specs 
HILLER, D S Consumers Power Co 03/09/12 HARRISON, J J Region 3, 
Office of Director Ip 18901 146 24X Flche 90-329,63/09/12, 

8309 1 90280 


—9309190264 "Evaluation of Pressures in Lines of Orouting Equipment - 
Crack Repair Borated Water Storage Tank Foundations," 

HEI6ENHEIHER, J . WIELAND, R H Consumers Power Co 83/09/09 6pp 
18901 149 24X Fiche 50-329,93/09/12,8309190290 


6309240393 Documents 830912 discussion r» remedial soils work 
author 1 latlon Three addl shallow holes on south aide of 
dlettl generator bldg constitute only minor change 

HILLERiD a Consumers Power Co 93/09/13 HARRISON, J Region 3, 
Office of Director Ip 19973 361 24 X Flche 90-329,83/09/13, 

6309240393 


6309840427 Requests work authorization for sve water pump structure 
qnderplnnlng program fc raplacrment of ivc water pipe Train 

KILLER, D B. Consumers Power Co 63/09/13 HARRISON. J J Region 3, 
Office op Director Ip, 18971 097 24X Flche 50-329,03/05/13, 

6309240427, 


B30931CJ190 Bubmlts list of acceptable activities for remidial tolls 
work author! ration 

KILLER. D B Consumers Power Co 63/09/13 HARRISON, J J Region 3, 
Office op Director. Ip 10691 OOt 24X Fl c he- 50-329, 83/09/13, 
6309310190 


6309270097 Forwards Amend 113 to application for CPs & OLs, consl sting 
of Rev 48 to FEAR contetnlng site emergency plan 
COOK, J. W Consumers power Co 03/09/16 DENTON.H R Office of 
Nuclear Reactor Regulation, Director Ip 16640 063 24X 

Flch* 90-329163/09/16.0309870097 


—6309270063 Amend 113 to application for CPs L OLs, cons i sting of Rev 40 
to F8AR containing site emergency plan 

COOK, J W- Consufttri Power Co 83/05/16 tp 16640 064 24X 

Flche 90-329, 83/09/16. 9309270 097 


63052009 93 Forward* Rev 2 to enginearing program plan 8, Rev 3 to 
project OA plan re Independent design 44. const verification 
program 

LEVINiH. TERA Corp 63/09/16 ErBENHUT. 0.0 Division of 
Licensing. KEPPLER.O Q Region 3. Office of Director COOK, J H 
Consutsers Power Co 4pp 19914:294 24X Flche 90-329,03/05/16. 

0309200593 


'6309200567 Rev 2 to "Engineering Program Plan Project Instruction 
PI-3801-009 Kldlend Independent Design It Const Verification 
Program, Project 3201 " 

» TERA Corp. 83/09/19 i98pp 18914 288 24X 

Flche: 90-329, 83/09/10, 8309200993 


— 0309200975 Rev 3 to "Project QA Plan for Midland Independent Design 
Const & Verification Program " 

LEVIN, H A , LEMON, C E . DECK. J H TERA Corp 83/09/02 264pp 

18919 006 24X Flche 50-329,83/09/18,8309200593 


8309240137 Forwards Affidavit pf Sve for Amend 113 to application for 
CPs OLs, ennsi sting of Rev 48 to F9AR - site emergency 
plan 

BUDZJK.D H Consumers Power Co 63/09/19 PENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 18940 331 24X 

Flch a 90-327,83/09/19,8309240137 


0309240223 Forwards 66 Qaranou & J Chawla signed affidavits re 
potantlal conflict of interest in performing third-party 
const Implementation overview 

WILD. P A atone k Webster, Inc 83/09/19 KEPPLER. J G Region X 
Office of Director 3pp 18949 012 24X Flcho 90-329,63/05/19. 

0309240223 


6309310143 Confirms 030720 meeting w/J Keppler to discuss various 
suppliers quality activities undertaken by Dechtel in 
support of nuclear projects, per 630920 discussion 

6HITH, C F Bechtel Corp 03/09/20 WARNlCK, R F Region 3. Office 
of Director Ip 18690 073 24X Flche 90-329,03/09/20,6303310143 


8309270299 Enumerates new Info matl L relevant to OM/OL proceed inff, as 
prosented before AflLD on B30427 Licensee identified & 
reported two cracks in sve water pump structure 

WARNICK,R F Region 3, Office of Director 83/09/24 ElSENHUt, D 0 
Division of Licensing 2pp 18641 396 24X FUhe 90-329.63/09/24, 

8309270299 


E NRC Safety Evaluation Report (SER), supple L correspondence 


8305020396 Forwards "B8.W 177 Fuel Assembly Owners Group Safe-End Task 
Force Rept on Generic Investigation of HPl/Makeup Nozzle 
Component Cracking." In response to SER Open Item 6 on 
cracking In RCS makeup nozzles 

COOK, J W Consumers Power Co 83/04/13 DENTON. H R Office of 
Nuc lear Reactor Regulation. Director 3pp 18273 001 24X 

Flche 90-329, 83/04/13. 0309020390 


6309040336 Notification of 830911 meatlng w/util 8« B&W in Bethasda, MD 
to discuss SER Open Item 7 L Confirmatory Item 7 re 
natural circulation & reactor vessel head vent 

HERNAM, R W Licensing Branch 4 03/04/27 ADENSAM, E Q Lleenslnj 

Branch 4 6pp 10326 335 24X Flche 90-329.63/04/57.0305040 3 36 


63DS110305 Suppls explanation of 020921 commitment to implement 
expanded cooling pond dike surveillance program, Inc 1 ud ing 
visual Insps pf dike turf, to resolve NRC concern re dike 
erosion L performance identified in May 1902 SER 

COOKfJ. H Consumers Power Co 83/09/03 DENTON. H R Office of 
Nuclear Reaetpr Regulation. Director 6pp 10393 229 24X 

Flche 90-329,03/09/03.0309110309 


8309090594 Comments on Open Item 2 re turbine missiles in SER Sections 
1 7 & 3 9 1 3 probability of unacceptable damage to safety- 
related sys k components due to missiles acceptably low 
NQVAKi T K Assistant Director for Licensing 83/09/04 COOK, J W 
Consumers Power Co 3pp 18367 344 24X Flche 50-329.63/09/04. 

0305090594 


F. Becurity, medical, emergency ^ fire protection plans 


8309£10D34 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re c lar if Ication of 
access to control procedures for law enforcement visits 
8vc list end 

EtSENHUr, D G Division of Licensing 03/09/lt Consolidated 

Edison Co of New York. Inc 16pp 18340 099 24X 

Flche- 90-000, 03/09/1 1, 03051 10034 


8309240213 Forwards monthly status rept on offsite emergency 
preparedness for DL reviews for Apr 1903 

DiRCKSftf J Office of the Executive Director for Operations 
63/09/1:}. PALLADINOiN J Commissioners 5pp 10593 322 24X 

Ftche. 90-000, 03/05/13, 6309240213 


8309270097 Forwards Amend 113 to application for CPs S< OLs. consisting 
of Rev 48 to F3AR containing site emergency plan 
COOK. J W. Consumers Power Co 83/09/16 DENTON, H R Office of 
Nuclear Reactor Regulation. Director Ip 10640 063 24X 

Flche 50-329,83/09/16,8309270097 


— 8305270066 Rev 48 to F8AR containing site emergency plan 

« Consumers Power Co 83/09/31 264pp 10640 067 24X 

Flch* 30-329,83/09/16,8303270097 
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O Adjudicatory correspondence 


6309040441 Notice of appearance in proceeding Certificate of 8vc encl 
PBOV£NrZANGj V P Consumer* Pouer Co 33/04/39 3pp 19323 128 
24X Fiche 90-329i B3/O4/20r 8303040441 


9309040309 Reneued amended objections to interrogatories directed to 
utH on 2ACK Issue* & renewed motion for protective order 
Certificate of Sve enei Related correspondence 

PROVEN Z ANO* V P Consumer* Power Co 83/04/20 Sinclalri N 7pp 

18321; 045. 24X Flche 30-329.83/04/28.8305040509 


330504044-9 Notice of withdrawal of appearance in proceeding Certificate 
of 8vc eacl. 

BISHOP. L L Sinclair. N BISHOP, L L Harmon & Heiss 83/05/02 
Ip 10322 237 24X PI the 30-329, 83/05/02, 830304044? 


9303100341 Notion tg require submission of cross-examtnation plans, 
dtslgnatlon of lead Intervenors it establishment of time 
limits on cross-examination at BGO&Ol evidentiary hearings 
re reopened QA matters Certificate of Sve encl 

BTEPTOEi P. Consumers Power Co 8TEPT0E. P Isham, Lincoln 8» Beale 
83/05/04 Atomic Rafttg and Licensing Board Panel BSpp 
18378 233 24X Fich* 50-329,83/03/04,0305100341 


D305100264 A-dVisit of sve of deposition subpoenas on deponents M Ciont 
it 6 harello 8vc list end 

PROCTORi S D Ifham, Lincoln & Beale PROCTOR, 6 D Consumers Power 
Co 83/05/06 Atomic Safety and Licensing Board Panel 2pp 
18372.296 24X Flche 50-329,03/03/06,0303100264 


8305100418 Forwards unsigned subpoenas issued for L Clark, T Devine, 
fl Oarde If L Hallberg depos i tions, for signature Hitnesses 
Intend to file motion to quash 8vc list end 

PROCTOR. B.D liham, Lincoln & Beale 83/03/06 BECHHOgFER, C 
Atomic Ssfeiy and Licensing Board Panel lOpp 16378 081 84X 

FI the 50-329*83/05/06, 0305100418 


8305120270 Revised motion to require submission of cross-examination 
p lent, dee 1 gnatlon of lead intervenors it establishment of 
time limits on cross-examination Heasures essential to 
timely development of complete record W/Certi f icate of Sve 
NILLER, H 1 Consumers Power Co HILLER, H J Itham, Lincoln & 
Beale 63/05/09 Atomic Safety and Licensing Board Panel. 48pp 
18427 209 24X Flche 50-329,83/03/09,8305120273 


8305120293 Confirms B3041B telcon re disclosure of anonymous Informants 
nam«s Applicant counsel agreed not to disclose name if name 
discavered in documents. 

MILCDVE, H. N Hearing Branch 2 83/05/10 8TAHU. D Isham, Lincoln 

& Beale 2pp 16430 176 24X Flche 50-327,83/05/10.8303120295 


0303240373 Confirms telcon re continuation of deposition of L Clark 
r Devine, scheduled for 830516 Si 23, respect ively B Oardo 
deposltlort scheduled for 830606 may be continued provided 
reconvened OA hearings attended Related correspondence 
PRQCrOR.E D Isham, Lincoln & BeaU 83/05/13 HCCLAIN, W Karr & 
Lyons. Ip 10574 015 24X FiChe 50-329,03/05/13,8305240373 


8305190225 Forwards tnsp evaluation forms filed for IE Insp Repts 
3O-329/02“il it 50-330/82-11,50-329/82-17 t, 50-330/82-17, 

30-329/82-19 & 30-330/82-19 «< 50-329/03-03 i, 50-330/83-03 
WILCOVE. MN Hearing Branch 2 83/05/17 DERNADEr,U Oovernment 

Accountability Project, Gpp 18500 S04 24X Flche 50-329,63/05/17. 

6005190225 


S305190216 Motion for extension until 030324 to respond to util motion 
to limit cross-examination Counsel involved in 030519-24 
hearing A8LD has adequate time to rule on motion before 
hearing* resume Certificate of Sve and 

DERNABEI.L stamlrls, B BERNABEl.L Government Accountability 
Project 63/DS/la Atomic Safety and Licensing Board Panel 4pp 
10301:319 24X FI Chei 30-329, 83/03/18, 8303190216 


B305240322 Responds to 830510 Itr Areas of disagreement re documents 
still exist Conference call will be scheduled u/ABLD if 
util utshes to pursue matter 

BfiUNNER.J E. Consumers Power Co 83/05/18, STAMIRIB, B Stamlrls, 
B lOpp 18548 070 24X Flche 50-329,83/05/10,8305240322 


G305240491 Discusses schedule for appearances Deposition of 8 Hartllb 
ulM be rescheduled for June Deposition of C Grant scheduled 
fer 030525. Proceed ings will be Instituted to enforce 
subpoena served on H Cloni 

PROCTOR, 0,D. Isham, Lincoln if Beale PROCTOR, 8 D Consumers Power 
CO 03/05/19, BECHOEFER, C Atomic Safety and Licensing Board 
panel STUCKY, 8 H. Docketing it Services Branch 2pp 18571 269. 
24X Flche’ 50-329,83/05/19, 8305240491 


8305240059 Proposes schedule for presenting testimony during 630601-10 
hearings Proposal is joint proposal of util ti NRC Rspt on 
Investigation of alleged violation of A8LB order will not be 
available by 830601-10 hearings 

WILCOVE, M N Hearing Branch 2 83/03/20 BECHHOEFER* C . 

COHAN. F P , HARBOUR, J Atomic Safety and Licensing Board Panel 
2pp 18549 133 24X Flche 50-329,83/03/20,0305240039 


6305240065 Response to util 630509 revised motion revising 630504 
motion re procedural llmltationi Commission does not favor 
singling out issue of discretionary referral of denied parte 
of motion during proceeding Certificate of Bve encl 
HRIOHT, N A Hearing Branch 2 83/05/20 Atomic Safety and 

Licensing Board Panel 7pp 10549 055 24X Flche 50-329,63/05/20* 

8305240065 


0305240472 Order granting Btamirl* motion for extension until 830524 
to respond to applicant revised motion to establish limits 
on cross-examination 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 83/05/20 
Stamlrls, B ip 18549 270 24X Flche 50-329,03/05/20,0305240472 


0305250215 Telecopy response to util revised motion Extensive hearing 
record caused fay const of saf ety-related bldg* on faulty 
soil, not by intarvcnor actions 

8INCUAIR,H Elnctalr, N 03/05/23 Docketing 6 Services Branch 
2pp 18592 354 24X Flche 50-329.83/05/23,8305250215 


0305260169 Response to util revised motion to require submission of 
cross-examination plans, designation of lead intervenors & 
time limits tin cross-examination Util apparent tack of 
concern for public safety justifies careful exam of issues 
SINCLAIR, H Sinclair, H 83/05/23 Atomic Safety and Liceniing 
Board Panel 2pp 18599 204 24X Flche 50-329,83/05/23,6305260169. 


0305270547 Forwards **8elsmlc Margin Review, “ Vols I,V & VI W/o end 
STEPTOE, P P Isham, Lincoln &, Beale STEPTOE, P P Contuaieri Power 

Co. 03/05/23 OECHHOEFER, C , COWAN, F P , HAftOOUR, J Atoflllcr Safety 
and Licensing Board Panel 2pp 18646 127 24X 

Flche 50-329, 03/05/23, 8305270547 


8305260166 Response opposing utl 1 830509 revised motion to require 
cross-examination p Ians, designation of lead intervenors it 
time limits on crots-examinatl on Due procass rights of full 
par tie ipatlon cannot be denied Certificate of Bve encl 
BERNABEIiL Stamirli, B BERNABEt,L Government Accountab i 1 ity 
Projact 83/05/24 Atomic Bafety and Licensing Board Panel 
I2pp 18599 290 24X Flche 50-329,83/05/24,0305260166 


0305260276 Transmittal of documents on encl list of submittals 
responsive to B Stamlrls 830407 document request Submittals 
designated publicly aval lab l», already submitted, prlvl legsd 
under atty-cliant prl vl lege/proprletary 

WILCOVE, M N Hearing Branch 2 83/05/24 BERNABEI.L, Cover nmant 

Accountability Project. 2pp 18^25 143 '24XFfch* 50-329,83/05/24, 
8305260276 


0305270606 Order granting Stamiri* 020524 discovery request for 
documents re Implementation of quality improvement program 
in soils area h denying addl discovery requests re HRC/utll 
8ipt 1982 meeting, con tainment cracks issue L audit rapts 
BECHHOEFER.C Atomic Safety and Licensing Board Panel 83/05/25. 
Stamlrls, B 4pp 16644 248 24X Flche 50-329,03/05/25,6305270606 


H Oanaral correspondence 


8305040549 Responds to 830324 Itr requesting independent plant audit 1* 
more public meetings Three independent audits in progrcia or 
planned for site Soils compaction problem it technical h QA 
concern* being addresied by current hearings 
EiaENHUTrD 0 Division of Licensing 03/04/22 ROHO. K. B 
Affiliation Unknown ip 18351 232 24X Flche 50-329.83/04/22, 

0305040549 


8305040550 Responds to 030323 itr requesting independent audit I, 
further public meeting s. Three audits in progress or planned 
for site 

EISENHUT, D 0. Division of Licensing. 83/04/22 HAVERCAMP.M. 
Affiliation Unknown Ip 18351233 24X Fich*. 50-329, 03/04/22, 

8305040550 


8305170392 Responds to 830421 Itr rs relnsp t. Independent audit* at 
facilities On 830503, TERA Corp approved to perform 
independent review of design const of auxiliary feedwaters 
sys 8hW will perform overview 

KEFPLER.J 0 Region 3, Office of Director 83/05/13. ROMO. L R 
Lone Tree Counsil 2pp 18471 202. 24X Flche 50-329,03/05/13, 

8305170392 
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— Q 305 J 7 O 37 i> *»«ur 4 nc 8 of moepeniient agunt yo perform 

p^r titiC QaOAl9 r^inp or<#«r 

^JOmCJ.L R Lont Trie Couniit 93/04/21 KEPPLEfl*J Region 3. 
Offjc* flf Djr»ttor ip 10471 204 24X FlC^e 30-329,83/05/13. 

8305170592 


Fvnal 04 feti 4 An 4 l<j^i 9 Report iFSaR) ti «nfnil« 


G 30 S 27 OO 37 Foryirdi Ainend 113 to Application for CPs *, OLt, consisting 
of R»^ 49 to FSA 9 Containing site en#rg*nc<^ plan 

CEW 3 K. s 7 W Consurer* Po^er Ct> B 3 / 05 /lfe DGNTOM. H R Office of 
Rucle^r Reactor Regulatloni Director ip 10640 063 24 X 

Pich* 30 - 329 . 93 / 03 / 16 . B 305270057 


-'9305270066 Res/ 40 to F 3 aR containing site energencg plan 

* Ctins..-eTs PoueT- Cq 83 / 05/31 264 pp lBi 40 067 24 x 

Flch* 50 - 327 . 03 / 05/16 0305270057 


B 2120603 B 5 IE Info Notice 03 - 14 . “OoiuatBi'ea Spent Ion CKcfi«n 9 « Reiln 
Sijsc ep 1 1 b 1 1 1 ty to E*ofctieprt>lt Cl»e<nlcal Reaction ** 8 vc Iiat 

TAVCORiJ M Division Of SafeguoTils R Inspection Programi fPo*t 
830103 ) 03 / 03/21 Conto I idate il Eiiieon Co af Neoi ycr*# Ific 

U 2 pp 18309 319 24 X Fiche 50 - 000 , 03 / 03 / 21/8212060389 

9303040021 IE Info Notice 03 - 21 , "Defective Emergency Use Reipiretor * 
SVC list end 

JORDAN. E L Division of Emergency Rrepar et/nesi EngineerlriB 
Response (Post 830 J 03 ) 03 / 04/15 Consol l^Jated Etllson Oo of New 

York, Inc I 26 pp 10433 155 24 X Fiche 50 - 000 , 83 / 04 / 1 9 r 8303040021 , 


9303040023 IE Info Notice 93 - 22 , "BUR 8 af oty/Re 1 ief Valve Failiifee, “ 
Svc list end 

JORDAN. E L Division of Emergency Proper ednoss 6 Enylneor i ng 
Response {Post 830103 ) 83 / 04/22 Consolidated Edison Co Of Hta 

York. Inc Jl 2 pp 10303 009 24 X Fiche 50 - 000 , 03 / 04 / 22,0303040023 


S 30524 O 137 Forwards Affidavit of Svc for A'nend 113 to application for 
CPs it UL* consisting of Rev 40 to FEAR - site emergency 
plan 

BUDZIK.D M Cflnsuiiers Power Co 03 / 03/19 0 £NT 0 «, H R Office of 

Nucleer Reactor Regulation, Director 3 pp 18349 331 24 X 

Fiche 50 - 329 . 83 / 05 / 19 , 8305240137 


8303040025 IE Info Notice 03 - 23 , "Inoparable Containment Atmosphere 
Sensing sys " Svc list end 

JOROAN/E t Division of Emergency Preparedness it Engineering 
Response {Post 030103 ) 03 /O 4 /S 5 Consolidated Edison Co q# N 4 W 

York, Inc 119 pp 18381 291 24 X Fiche: 30 - 000 , 03 / 04 / 25 , 03 O 3 O 4 OD 29 . 


0 Inspection reports. IE Dulletins 6 correspondence 


03 O 5 l 9 OOn 3 Final response to FOIA retiuest for documents re lack Co l</or 
work performed by Zad in const of facilities Forwards App A 
documents Doeu'hentt denoted w/asterisk available in PDR App 
B.C, D «. E dccuftents withheld (ref fOIA Eiemptlon 7 ) 

FELTON J N Division Of Rules and Records 63/03/11 
PflENDERGASr. R Prendergast, R j i7pp 18506 057 24X 

Fiche 5O-a00. 03/03/ 1 1, B305190003 


.0305190043 Requests vendor mip of facilities having contracts w/ 2 ack 
Co due to QA/OC problems at hfidUnd r# HYAC activities 
?acl Ca correspondence r* LaSalU 6 related Info end 
FJOREULI.C Region 3 . Chicago, Reactor Construction & Engineering 
ffwFPd-rt Sranch 00 / 04/21 POTDPOU 3 . U Region 4 , Dallas, Vendor 
Inspection Branch I 2 pp 10306 077 24 X Fiche 50 - 000 . 03 / 03 / 11 , 


— 0305190050 Summarlies 820430 meeting u/presldent of Zack Co, HVAC 
contractor at facilities. re potential allegations Zaclt Co 
planning to terminatr several employees In document control 
tffcticn 

HAVES . 0 H Region 3 . Office of Director 82 / 05/12 Region 3 . 
6305490005 90 - 000 , 03 / 03 / 11 , 


82 Q 3040 Q 26 IE Info Notice 83 - 24 , "Loose Parts in Secondary Sldp erf 
Steam Generators at PURs '* Svc list end 

JORDAN, E L Division of Emergency Preparadneis %t Enginaarlng 
Response {Post 830103 ) 03 / 04/20 Consolidated Edison Co. OP N«w 

York. Inc U 5 pp 18382 047 24 X Fi ch 0 “ 50 - 000 , e 3 / 04 / 2 &i 03 O 3 O 4 OO 2 & 


8303040027 IE Info Notice 83 - 25 , “Standby Oas Treatment 8 ys Neater Hiflh 
Temp Trip Setpoint Adjustment " 8 vc list and 
JQRbANiE L Division of Emergency Preparedness (, Engineering 
Response (Post 830103 ) 83 / 04/20 ConaoUdAted Edison Co of Nay 

York, Inc ll 8 pp 10302 165 24 X Fiche 50 - 000 , d 3 / 04 /aej 8303048027 


8305110122 Forwards draft NRR 9 ALP Input for Jul l 90 l - Her l 9 B 3 i 
based on info solicited from listed personnel Comments 
received by B 305{)5 will bo considered In Pinal ropt 

MILLER, t 1 A Licensing Branch 4 03 / 05/02 MATTSON, R. Dlvlmton of 

Systems Integration (post 011003 ) VOLLllER, R Dlvlslnn of 
Engineering JORDAN, E Division of Emergency Preperednea* I< 
Engineering Response (Post 830103 ) 7 pp 10421 316 , 24 X 

Fiche 50 - 329 , 83 / 05 / 02,0305110122 


0303040020 IE Info Notice 83 - 26 , "Falluro of Oaf ety /Rel l«f Valve 
Discharge Cine Vacuum Breakers " 8 vc list end. 

JORDAN, £ L Division of Emergency Preparedness S, Engtneerlnfl 
Response (Post 930103 ) 03 / 05/03 Consolidated Edison Co. of New 

York, Int IS^pp 18441 170 24 X Flch», 90 - 000 , 83 / 05 / 03 , Q 30304002 D 


HVAC activl falsified documents concerning 

WAC activUie* facilities per NBc Nightly News ^ 

broadcast , , 

03/07/24 NRC - No Detailed 

030919000 ^ *'*"''* 50 - 000 , 63 / 03 / 11 , 

-~S305190C97 flet^uest* Investigation of Region in Inadequate 

re OA breakdown b possible criminal 
falsification at Zact Co.HVAC contractor at fecJjitile A? 
r ^ alligations discussed 

Coyernment Accountability Project 02/07/26 

„ Commisslaners llpp 10506 128 gqx 

Flchf 50-000.03/03/11.8305190005 ^ 

-W05J9010S Aff.d.v,, 0 , SL oz 

I® Z 'Affiliation Unknown 62/07/26 Spoo ir^oa no 
24X Ficn* 50-000.63/03/11,8305190005 S39 


830304C030 IE Info Notice 83-27, "Operational Response to Event* 
Concerning Deliberate Acts Directed Aflafnst Plant 
Equipment " Svc list end 

^RDAM.EL Division of Emergency Preparedness 8, Englneerlno 
VnI5°"U, S3/0S/04, Con...Ild*t,d emton Co of M*u 

Tors, int liapp IB302 202 24 X Fiche 90-QQOi 03/05/04, 0303040030 

8303040031 IE Info Notice 03-20, “Criteria for Protective Action 
General Emerg ancles “ Svt list end 
^RDAN.El. Division of Emergency Preparedneet it Englneirlng 

03/05/04 Consolidated Edison Co of N*« 
York, rnc II9pp 10441 OOl 24X Fiche 90-000, 03/05/04' 8303o4OO3l 

8303040033 IB Info Notice 83-29, 

Deformetion “ Svc list end 

JORDAN, E L Division of Emergency Preparedness k Enaineerlno 

63 / 05 / 06 ' Consol Idated EdlS^ C^*’ of New 
rk, rnc 115 pp 10523' 240 24 X Fiche' 50 - 000 i 83 / 09 / 06 . B 30 Q 040033 


"Fuel Binding Caused by Fuel Rack 




^FuffonV MAflNICK,R 

FltK. 50 - 000 . 




HOReLIUS.C e OK Ln li 

en,ln,,MnS 1 , !b«S “/ 07/12 Pivl.ion 

8305190005 3S3 24 X Fiche 50 - 000 , 83 / 03 / 11 , 




Insn Dt.«n In nr L I o TQ Uft engineering, provfd ing 

i sp plan to QC it removing requirement for revlewiito deslOn 
M?u ^ -ct?vity requested " ® 

Office Of 0=3^09/06 HARRISON, J J. Region 3, 

8309190290 a^X FI c h e > 50-329, B3/09/oSi 


'8309190300 Draft quality 
# Consumers Pomer Co 
18501 004 34 X Fiche 


plan for underpinning activities 
MP(JP -1 RC )6 DRFT 83 / 05/03 23 pp. 

90 - 329 , 83 / 05 / 06 , 0309190298 . 


I ]p ^ -■•.-TT 


In H 4 pp 10524 003 24 X Fiche: 90 - 000 , 83 / 05 / 1 1 , 0300040034 
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B209130171 Acit receipt of 63032? Itr Informing NRC of stops token to 
torrect vlolotiont noted In IE Insp Repts 30-329/63-01 & 
30-330/63-01 

UARNiCK. R F. Region 3. Office of Director 03/03/11 COOK/ J U 
Coniumere Power Co Ip 16436 104 24X Flthe 90-329/83/03/11, 

6309130171 


— 8309130162 Reeponde to NRC 830304 Itr re vlolatione noted in IE Inep 
Repte 9O''329/03“O1 90-330/83-01 Corrective action* valve, 

lerlal 27095, placed back in Decbtel stock B&N revising OC 
procedi/re for receiving tt insp 

COOK/J U Consumers Pouier Co 63/03/39 KEPPLER, J 0 Region 3. 
Office of Director ^,pp 16436 109 24X Fiche 90-329,83/09/11, 

9309100171 


83092-00997 Advises that investigator file for IE Investigation Ropts 
90'-329/a2-13 h 90-330/82-13 reviouied. per ASLB order per 
Intervenor request for discovery in QA bearings Proprietary 
tc ponpropr i etary documents listed U/o stated ends 
WAJlNrCK/R.F Region 3, Office of Director 63/09/17 PATON, W D 
NRC - No Detailed Affiliation Oiven 3pp 18S19 390 24X 

FlC h s 90-329, 03/09/ 1 7/ 6309200997 


B3-03040040 IE Info Notice 83-31, "Error in ADUPIPE Computer Program ” 
Svc list end 

OORHANi E 1. Division of Emergency Preparedness Engineering 
Rasponse (Post 830103) 83/09/19 Consolidated Edison Co of Neii> 

York. Inc 114pp. 18697009 24XFicho 90-000.63/09/19,6303040040 


0309340006 Ack receipt gf G30906 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-329/83-03 & 
90-330/63-03 

WARNICK, R F Region 3, Office of Director 63/09/20 COOK, J U 
Confumir* Power Co Ip 16949 039 24X Fiche 90-329,83/09/20, 

6309240006 


—6309240006 Responds to NRC 830407 Itr re Violations noted in IE Insp 
Repts 90-329/83-03 Zt 90-330/83-03 Corractlve actions MPOAD 
Quality Action Request F-298 Issued 830304 to review 
Bechtel procedures for proper quality c lass 1 f ication 
COOHfJ W Consumers Power Co 63/09/06 KEPPUER, J Q Region 3, 
Office of Director lipp 18949 040 24X Fiche 90-329,83/09/20, 

6309240006 


8309260310 Ack receipt of 030310 Itr Informing NRC of steps taken to 
torffct violations noted in 830206 notice of violation & 
proposed imposition of civil penalties Revised response re 
craft V engineering personnel training requested 
HBPPLER. J 0 Region 3, Office of Director 83/09/23 COOK, J W 
Consumers Power Co 2pp 16629.239 24X Fiche 90-329,63/09/23, 

0309260310 


S309270076 Confirms 630624 9ALP meeting in Midland, MI Meeting open to 
other interested parties 

UAf}NiCK,R,F Region 3, Office of Director 83/09/24 COOKr J N 
Consunsrs Power Co Ip 18638 301 24X Fiche 90-329,83/09/24, 
8309270076 


0303040046 IE Info Notice 63-33, "Nonrepresentat Ive Sampling of 
Conteminated Oil " Svc list end 

JORDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York. Inc ll4pp 18647 007 24X Fiche 90-000.83/09/26,8303040046 


R Periodic operating reports related correspondence 


8303230270 "Active Mod Pro jects, Operat Ing PWR, 1962 " 

e coneumer* Power Co 02/12/31 4pp 18976.332 24X 

Flc6» 90-000,82/12/31.6309230270 


6309D3D111 Forwards Bechtel, G&w b util monthly nonconformance repts for 
Mar 1983, per 730'323 Mamorandum b Order ALAD-106 b Amend 1 
to CPs 

CDOK.J. N Consumer* Power Co 63/04/29 OEYOUNO, R C Director's 
Offic#, Office of Inspection and Enforcement 1 , ia9pp, 16286 001 
24X Fiche 90-329,83/04/29,8309030111 


8309170373 Foruardi "Work Activity List for May 1903," for remedial 
soil work per NRC-utll work author i lation procedure 
Author 1 lation of specific work items requested 

MILLER, D S Consumers Power Co 63/04/26 HARRISON, J J Region 3, 
Office Pf Director 29pp. 18466 031. S4X Fiche 90-329,03/04/26, 

0309170373 


6309090092 Forwards addendum to •'4l»t ALAB-106 Quarterly Rept, Apr-June 
19B3, " consisting of resumes of recently hired employees 
CODKrJ N Consumers Power Co 03/04/29 DEYOUNG, R C Director's 
Offlcsi Office of Inspection and Enforcement ip 18364,104. 24X 

FI Che; 30-329, 63/04/29, 6309090092 


— 0309090060 Addendum to "41 st ALAD-106 Quarterly Rep t. Apr-June 1903 •" 
» Consumers Power Co 03/04/29 82pp 1B364 109 24X 

Fiche 30-329,63/04/29.6305090092 


6309310196 Forwards "Midland Independent Design «, Const Verification 
Program Monthly Etatua Rept 1 ," covering period from 
project inception through 830927 

LEVIN, HA TEHA Corp 83/09/27 KEPPLER, J 0 Region 3, Office of 
Director EI9ENKUT. D 0 Division of Licensing COOK, J U 
Consumers Power Co 4pp 18659 047 24X Fiche 50-329,03/09/27, 

6309310196 


'6309310203 Midland Independant Design b Const Verification Program 
Monthly Status Kept 1 ," covering period from project 
inception through 630327 

rULQDlESKIiD , LEVIN, H A TERA Corp 83/03/27 62pp 16659 090 
24X Fiche 50-329,83/09/27,8309310196 


S Reportfblc occurrences, LERs b related correspondence 


6309190009 Final response to FOIA request for documents re lack Co b/or 
work performed by Zack in const of facilities Forwards App A 
documents Documents denoted w/asterisk available in PDR App 
B,C,D b E documents withheld Iref FOIA Exemption 7) 

FELTON, J M Division of Rules and Records 03/03/11 
PRENDEROAST, R Prendergast, R J I7pp 16506 039 24X 

Fiche 30-000,63/03/11.0305190009 


■8309190112 Deficiency rept re errors b discrepancies contained in HVAC 
matl certifications Procurement documentation will be 
re va 1 i da ted, dociimen t b records mgt program will be developed 
b QA/QC personnel will be added Also reportable per Part 21 
CALKINS. D E , EICHSTAEDT, C U , DEZUTGL, C Z Zack Co 81/10/23 
3lOpp 18906 219 24X Fiche 90-000,83/03/11,6309190005 


6309170263 Ninth interim deficiency rept re improper thrust forces used 
In high energy line break analysis pipe whip restraint 
design Initially reported on 600919 Design drawings for 63 
restraints revised Next rept will be submitted by Q 4 Q 220 
COOK, J U Consumers Power Co 83/09/06 KEPPLER, J <J Region 3, 
Office of Director 9pp 16469 349 24X Fiche 50-329,63/09/06, 

6309170203 


0309170391 Final deficiency rept re nonconforming Class IE radiation 
monitoring sys electronic modules mfg by Vic tor een, Inc due 
to breakdown of QA program Inltiallv reported on 020917 
Vendor revised OA program reviewed b approved 

COOKrJ Ul Consumers Power Co 83/09/06 KEPPLER, J 0 Region 3. 
Office of Director 9pp 16471 211 24X Fiche 90-329, 03/09/OA. 

6309170391 


6309170409 Interim deficiency rept re accident temp effects on 
containment level measurement Instrument string error 
exceeds allowable steam generator CCCS control setpoints 
Bechtel b BbW refining existing calculations 

COOK, J W Consumers Power Co 83/09/06 KEPPLER, J 0 Region 3. 
Office of Director 2 pp 16469 240 24X Fiche 90-389,03/09/06, 

8309170409 


0309170440 Interim deficiency rept re installation of DbW nonselsmlc 
transmitter mounting brockets forming part of ftCPD Brackets 
will be replaced w/selsmically qualified mounting brackets 
prior to initial fuel load Next rept expected by 830831 
COOK, J W Consumers Power Co 63/03/06 KEPPUER, J 0 Region □, 
Office of Director 2 pp 16469 301 24X Fiche 50-329,83/09/06, 

8309170440 


8305170469 Final deficiency rept re underrated 460~volt motor control 
ctr control circuit transformers supplied by Oould-Qrown 
Boverl Initially reported on 821013 Transformers to be 
replaced b installation supervised by Bechtel 

COOK, J W Consumers Power Co 83/05/06 KEPPLER, J 0 Region 3r 
Office of Director lapp 18470 095 B4X Fiche 90-329,83/09/06, 
6309170469 


8309200660 interim deficiency rept re procured saf ety-relatOd 
electrical equipment not meeting project requirements 
Initially reported an 621230 Task force established to 
review purchase orders Next rept expected by 63Q629 
COOK, J VJ Consumer* Power Co 83/09/13 KEPPLER, J 0 Region 3, 
Office of Director llpp 16919 lOQ 24X Fiche 90-327,63/03/13, 
6309200660 


6309200349 interim deficiency rept re improper installation design of 
Class IE electrical control cablne t/pansls Initially 
reported on 030211 Drawings will bo revised Next rept will 
be submitted by 030617 Bechtel rapt end 

COOK, J M Consumers Power Co 03/09/16 KEPPLER, J 0 Region 3 , 
Office of Director 12pp 16516 239 24X Ficha 90-329,03/05/16, 

0309200349. 
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8303240010 IntBrlffl daflclsncij rept re Q-related ei^uipment comlsd by 
non-Q HVAC sg« Inltl^llu rapo-rfied on 620623 Revs to Dreulngs 
7S20‘'M-560<(il kiill be made by 630630 Safety-^rade HV/AC 
added to listed areas Meit rspt by 030619 

COOK I J W Consumers Pouer Cp 83/03/17 K£PPLEJ?» J 0 Region 3 j 
O ffice of Director lOpp 1834? 028 adX Flche 50-329* 83/09/ 17» 
6303240010 


0309100361 Supplemental teitlmany of JU OllrayiRD Landsman & Shafar 
re QA program for underpinning activities of tvc uater pump 
structure U auxiliary bldg Supporting documentation anc I 
OlLRAYf J U RA Branch LANDSMAN^ R D i SHAPER, W D Region 3t Offlci 

of Director 83/03/33 38pp 18372 238 24X Fiche 90<-339i 

83/03/29, 8309 100361 


0309260309 Interim deficiency rept re core support structoro bolting 
Initially reported on 830419 Evaluation of corrective action 
in progress Next rept brill be sent by 831101 

COOKi J W Consumeri Pouer Co 63/03/19 KEPPLERi J O. Region 3, 
Office of Director Gpp iei29-200 24X Fl cho* 90-000, 03/03/19. 

8309260309 


— 8309360311 Deficiency rept re ultrasonic test abnormal indications in 
upper barrel bolting of reactar Internals Initially reported 
on 830336 Results of Internal bolt Insf dlecusssd Addl info 
uill be foruardad 

TAYLOR, vl H eabcoct Mllcot Co 83/04/11 OEYDl/NO, R C 
Director's Office, Office of Inspection and Enforcement 9pp. 

10633 305 a4X FicfiO 30-000*83/03/19.6303360309 


8309030497 Transcript nf 630427 hearing In Midland, MI Pp 14, 372-14 j 493 
supporting doc-umenta t ion end. 

a Atomic Safety and Licensing Doard Panel 83/04/37 S69pp. 

10294 184 24X Fiche 90-329,83/04/27.0303030497 


8303040191 Transcript of 830428 hearing in Midland, MI. Pp 14,499- 
14,750 

« Atomic Safety and Licensing Board Panel 83/04/28 560pp 

10324 037 34X Fiche 30-339i 83/04/38, 8305040191 


8309090038 Transcript of 930429 hearing In Midland, MI Pp 14,791-14,777 
« Atomic Safety and Licensing Board Panel 83/04/2? 3S7pp 
10342 362 34X Fiche 50-32?, 83/04/27, 0309090028 


— 8303260313 Updated deficiency rept re core barrel bolting vltrasonlc 
test indications Bolts visually inspected Hairline crack at 
shank to heed junction indicated Repair plans dependent on 
results of louier care barrel Insp 

TAYLOR, J H Babcock fcWiUox Co 83/04/22 DEYOUNO. R. C 
Director's Office, Office of Inspection and Enforcement 3pp 
18623 2t0 24X FlC he. SO’OOO. 83/09/ 19. 8303260309 


8305090011 Transcript of 830430 hearing In Midland, Ml Pp 14, 970-19, 096 
» Atomic Safety and Licensing Board Panel. 83/04/30 iS^PP 
1033B 199 24X Fiche 90-329,83/04/30,0309090011 


B309060199 Transcript of 830902 hearing In Midland, MI Pp 19,097-19,393 
Supporting documentation end 

» Atomic Safety and Licensing Board Panel. 83/09/02 6l6pp 
18346 OOi 24X Fiche 90-329,03/09/02,8309060199. 


6309260216 Interini deficiency rept re design of embedments in concrete 
u/shear lugs located in te-nston zones, interim embedment 
design criterion being developed for us# prior to testing 
completion Next rapt expected by 931122 

COOK, J H Contymen Power Co 63/05/20 KEPPLER, J 0 Region 3, 
Office of Dirsetor gpp 18599 317 24X Fi che, 90-329, 83/09/20* 

83092602 18 


03OS26O239 Final deficiency rept re possible fraiil ice formation In 
SVC water intake structure Recirculation of sve water 
discharge flow near trash rack evaluated as best option to 
control Ice at Intake structure 

COOK,U U Consumers Pouer Co 03/09/20 KEPPLER.J 0 Region 3* 
Office of Director 7pp 18999 340 24X Ffche gO-SR?, 83/09/20, 

8309260235, 


8305160033 Transcript of 830503 evidentiary hearing in Mid land, MI Pp 
15, 394-15, 692. 

• Atomic Safety and Licensing Board Panel 83/05/03. OOOpp, 
18455 116 24X Fiche 90-329,83/05/03,8305160033 


9309110006 Transcript of 830904 evidentiary hearing in Mldi*ntftHI. 
Pp 15,693-19,922 

• Atomic Safety and Llcansing Board Panel 83/09/04 S32pp 
18409 026. 24X Fiche: 90-329, 83/09/04, 0309110006 


8305110092 Transcript of 830909 evidentiary hearing in Midland, HI 
Pp 19,923-16,219 

e Atomic; Safety and Licensing Board Panel 83/09/09 902pp 

10410 007. 24X Fiche 90-329,83/05/05,0305110092 


0309260324 Final deficiency rept re auiiliary feedwater iAFH) suction 
piping design Initially reported on 621214 Design change 
issued to install pressure relief vmlve on four AFH pump 
fifctlon lines hetucen pump it first isolation valve 
COOKrJ W Consumers Power Co 83/05/20, KEPPLER. J O Region 3, 
Office of Director, 6pp 10629 166 24X Fiche 90-329,83/09/20, 

8309260324 


T Heiring transcripts on non-anti trust matters 


6309100243 Forwards NRC testimony addressing 81nclair Contention 13 re 
assessment of severe accidents to be presented at 830326 
hearing Testimony addressing Sinclair Contention 4 re steam 
generator tube integrity filed on 830131 
HRIOHT, N A Office of the General Counsel 63/03/16 
BEGHHOEFER.C * COHAN.F P , HARBOUR, J Atomic Safety and Licensing 
Board Panel Ip 1B373. 337 24X Fiche 30-329,63/03/18,8309100243 


—8305100249 Testimany of F Rowiame re Sinclair Contention 13 on 
assessjTient of severe accidents 

ROHSQME.F Assistant Director for Technology Review 63/03/16 
I3pp 18373 338 24X Fleh* 50-329,83/03/18,8305100243. 


—8309100248 Testimony of LO Hulman 6 UA Mitchell re Sinclair Contention 

13 

HULMAN. L 0 , MITCHELL, J A Accident Evaluation Branch 83/03/10 
20pp. 16373 391 24X Fieha: 50-329, 63/03/ 10, 6309100243 


6309100124 Supplemental teitimany of JO Keppier re DA 

KEPPLER, J 0 Region 3, Office of Director 83/03/29 6pp. 
18375 197 24X Fiche 50-000,03/03/23,6309100124. 


B305J00I47 Forwards supplemental testimonies of JO Keppler, RJ Cook* RN 
OardnertRD Landsman, HD Shafer JM Ollray re OA H/o ends, 

HiLCOVEiM N Office of the Executive Legal Director 63/03/29 
BECHHOEFFEH, C , COWAN, F P , WARflOUR, J Atomic Safety and Licensing 
Board Panel 2pp 18374 217 24X Fiche ' 90-329, 03/03/23. 6305100147 


8305100217 Supplemental teitimony of RJ CookrRN Gardner, RB Landsman 6 
WD Bhafar re OA 

CaOK,R J . GARDNER, R N. , LANDSMAN, R. B Region 3, Office of Director 
03/03/25 6pp 18374, 161. 24X Fiche' 90-329, 63/03/23, 8305100217 


6309110001 Transcript Of 830906 evidentiary hearing in Mldland,Ht Pp 
16/220-16, 366 

* Atomic Safety and Licensing Board Panal. 83/09/06. 150pp 

1G408 130 24X Fic h*‘ 90-339, 03/05/06, 8309110001 


6309310163 Transcript of 830910 proceedings in Chicago, IL P 2. Subpoena 
directed to M Cloni end 

« Commissioners 03/09/10. 6pp 18692 339. 24X 

Flcha 90-329,83/09/10.8305310163 


DOCKET 90-331 DUANE ARNOLD ENERGY CENTER 


F Security* medical, emergency 6 fire protection plans 


6305090186 Forwards axemption from requirements of Section III 0 of 
App R to 10CFR90 per 820622 request re reactor bldg torus 
area 6 lower switchgear room Remaining areas for which 
exemptions requested will be addressed tn future action 
VA88ALL0, DB Oparatlng Reactors Branch 2 83/04/26 ARNOLD.A 

Iowa Electric Light & Power Co, 2pp 18367 296, 24X 

Fiche 90-331,83/04/26,0305090186 


— 8305090197 Exemption from requirements of Section III 0 of App R* 
10CFR5D re reactor bldg torus area, north l< south control rod 
drive module areas, raactor bldg RHR valve rooms, control/ 
lower suritchgear, battery h essentia! switchgear rooms 
Eie£NHUT,0 0 Division of Licensing. 03/04/26 Ipwa Electric 
Light Sc Power Co Bp p |8367'25e. S4X Fiche 90-331,83/04/26, 
8309090186 


0305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs It holders of CPi re clarification of 
access to control procedures for law enforcement visits 
8vc list end 

ElBENHUTrO. 0 Division of Licensing. 83/09/11. Consolidated 
Edison Co of New York, Inc 16pp. 18940.099 24X 

Fiche: 50-000, 83/09/1 1, 8305110034 


8305200172 Notifies of refund of Class II license amend fee re 800617 
amend application Ghangas, per 10CFR90 94<pl,do not decrease 
effectiveness of plan 6 do not require NRR approval 
MILLER, U 0 Llcensa Fee Management Branch 83/09/12 ARNOLD, D. 
Iowa Electric Light «, Power Co. Ip 18940 234. 24X 

Fiche* 90-331,83/09/12, 0309200(72 
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0305310176 ForUArdi |E Intp R»p(; 50-331/B3-0B on 830411-15 No 
roncodtp 1 lano nottd 

PAPERlCLLa, C. J Rfjlon 3* Office of Director 03/05/16 LiUi L 
foue Electric Light & Pouer Co Spp 10659 110 24X 

FIcI»4 50“331i 03/O5/16i 8305310176 


—8305310181 IE In«p Rept 50-331/83-08 on 830411*^15 No nonconipl lence 
noted. ^Ajor oreee Inipected action* taken in retponee to 
010922 eonf irmatori) action Itr & emergency preparedneif 
appraleal improvement training 

PATTERSONiJ P , SNELLiU O . AXELSONi N L Region 3i Office of 
Director 83/05/12 15pp 10659 120 24X Flche 50-331.03/05/161 

9305310176. 


0305240364 Informi that NUREO-0737. Item III A 2 1. ''Emergency 
Preparvdneftet Upgrade Emergency Plane to App E« lOCPRSO. 
conpleted Item cloeed. 

VA88ALL0. D B Operating Reactors Branch 2 83/05/10 LIU.L loua 

Electric Light 6 Pouier Go Spp 18593 348 24X 

Flehe‘ 30-331. 83/03/10. 8305S40S64 


P. Operating license stage documents ft correspondence 


6305040093 Fofwards Amend 87 to License DPR-49 S< notice of Issuance 6 
availability Amend Incorporates revs to tables of safety- 
raiated snubbers to satisfy r squlrsments of Mark I 
containment Long-term 780228 order for mod 

VABSALLOi D. 8 Optretlng Reactors Branch 2 83/04/10 ARNOLD. 0 

Iowa Electric Light t< Pouer Co 3pp 18328 173 24X 

Flche 50-331.83/04/10.0305040093. 


— 8305040106 Amend 87 to License DPR-49. incorporating revs to tablet of 
safety-related snubbers to satisfy requirements of Mark f 
contfinmert lang**terin 780228 order for mod of license 
VASSALLOjD H Operating Reactors Branch 2 83/04/10 9pp 

18328 176 S4X Flche' 50-331 . 83/04/18. 0305040095 


—0303040115 Notice of issuance & availability of Amend 87 to License 
OPR-49 

VA06ALLC9. D JB Operating Reactors Branch 2 83/04/16 Spp 

{8320 185. 24X Flche 50-331.83/04/10.6305040095 


8305160331 Responds to 030216 request for Tech Spec Interpretation re 
coNponent operability uhtn diesel generator inoperable, 
ititinp NRR position 

EIBENHUT.D. e. Division of Licensing 83/04/80 NORELIUS.CE 
Division of Project 6 Resident Programs 2pp. 18472 049 24X 

Flche. 30-33 If 83/04/80. 8305160331 


8303110349 Foruards Amend 88 to License DPR-49. safety evaluation 6 
notice of issuance ti availability Amend revises Tech Specs 
to Incorporate limiting conditions for operation during Fuel 
Cycle 7. 

APICELLAiF. L Operating Reactors Branch 2 03/04/23 ARNOLD. D 

loira Electric Light 6 Pouier Co 2pp 18415,073 24X 

FJcht' 30-331. 83/04/25. 8305110549 


—030511(1556 Amend 00 to License DPn-49. r evis Ing Tech 8pecs to 
Incorporate limiting conditions for operation during Fuel 
Cycle 7, 

VASaALLOfD. B Operating Reactors Branch 2 83/04/25. 20pp 

18413.075 24X Flche 30-331. 03/04/25. 83051 10549 


—8305110560 Safety evaluation supporting Amend 80 to License DPR-49 
a Office of Nuclear Reactor Regulation. Director. 83/04/23 7pp 
18413:095. 24X Flche' 50-331 » 03/04/25. 83051 10549 


—8305110566 Notice of issuance St availability of Amend 88 to License 
DPR-49. 

VA68ALL0f D. 0, Operating Reactors Branch 2 83/04/23 2pp 

J0413 102. 24X Flche. 50-331. 63/04/25. 0305110549. 


6309180801 Forwards request for addl info re structural aspects of 
Ha-rk I contalnmant long-term program plant-unique analysis 
rapt Raiponse requested within 45 days of recsipt of Itr 
V/AB0ALLO. 0. B. Operating Reactors Branch 2 83/04/28 LIU. L Iowa 

Electric Light tt Power Co 4pp 16505 346 24X 

FI c ho. 50-331 » S>3/O4/20. 030518000 1 . 


8303110100 Forwards Amend 69 to License DPR-4?« safety evaluation It 
notice Pf Issuance It availability. Amend revises Group t 
containment Isolation signal, pressure setpoint It low-low 

set logic 

APICELLA. F. L. Operating Reactors Branch 2. 03/04/29 LIU. L Iowa 

Elactrid Light It Power Co. 2pp 16434:315 24X 

Flche: 50-331. 83/04/29. 83051 10100. 


— 0303110234 Amend 09 to License DPR-49. revising Group I containment 
Isolation signal. prsssure setpoint from 880 pslg to 830 pelg 
6 low-low eat logic 

UABSALLOi D. B. Operating Reactors Branch 2. 83/04/2? ICpp. 

18434:317, 24X Flche: 50-331. 63/04/29. 83051 lOlOO 


— 6305110242 Safety evaluation supporting Amend 09 to License DPR-49 
e Office of Nuclear Reactor Regulation. Director 03/04/29 Spp 
10434 327 24X Flche 30-331,03/04/29.6305110100 


—8305110243 Notice of Issuance It availability of Amend 89 to License 
DPR-49 

VASSALLO. D B Operating Reactors Branch 2 03/04/29 2pp 

18434 332 24X FIcht 50-331.83/04/29,8305110100 


8305100095 Informs of intended reporting mechanism for containment leak 
rate testing from Cycle 7 refueling outage. per lOCFRSO.App J 
6 Tech Spec App a LER reporting requlr oments do not apply 
Test results will be submitted In early Jul 1963 

ROOT. L D Iowa Electric Light & Power Co 83/05/02 KEPPLER. J 0 

Region 3. Office of Director 2pp 18377 216 24X 

Flche 50-331,83/05/02.8305100095 


8305110037 Forwards Amend 91 to License DPR’-49i safety evaluation & 
notice of issuance & availability Amend modifies plan for 
Integrated scheduling of mods 

EZ8ENHUT. D 0 Division of Licensing 83/05/03 LIU. L Iowa 
Electric Light 6 Power Co 3pp 10420 340 24X 

Flche 30-331.83/03/03,8305110037 


— 8305110039 Amend 91 to License DPR-49. rovi sing plan for integrated 
scheduling of mods 

VA60ALLO. 0 B Operating Reactors Branch 2 83/05/03 2pp 

10420 343 24X Flche 50-331,03/05/03,8305110037 


— 8305110043 Safety evaluation supporting Amend 91 to License DPR-49 
a Office of Nuclear Reactor Regulation. Director 03/05/03 
t5pp 18420 343 24X Flche 50-331,83/05/03.8305110037 


—0303110045 Notice of issuance & availability of Amend 91 to License 
OPR-49 

RDONEYiV L Operating Reactors Branch 2 03/05/03 2pp 

10420 360 24X Fiche* 50-331. 83/05/03. 83051 10037 


8305160061 Forwards Amend 90 to License DPR-A? I. notice of Issuance 6 
availability Amend deletes requirements for shift technical 
advisor to be on duty during refueling par TMI Action Item 
I A 1 1 

VASSALLO.D B Operating Reactors Branch 2 03/03/03 ARNOLD. D 

Iowa Electric Light <« Power Co 3pp 18503 270 24X 

Flche 50-331.03/05/03.8305180001 


—9305100091 Amend 90 to License DPR-4?. da 1 etlng requirement for shift 
technical advisor to be on duty during refueling per TNI 
Action Item I A 1 1 

VASaALLQ. D B Operating Reactors Branch 2 03/05/03 4pp 

10503 273 24X Flche. 50-331, 83/05/03. 8303180081 


— 63O3t0(>O93 Notice of issuance It availability of Amend 90 to License 
DPR-49 

ROONEY. V L Operating Reactors Branch 2 03/05/03 2pp 

18503 277 24X Flche, 50-331 . 03/05/03, 8305180081 


8305060060 Application to amend License DPR-49. revising App A Tech 
Specs re max critical power ratio operating limits for BxB 6 
8x0R/P8x8R fuel types to allow Implementation of turbine 
control valve mod 

ROOT. L D Iowa Electric Light & power Co 83/05/04 DENTON. H R 
Office of Nuclear Reactor Regulation. Director ip 1B345 052 24X 

Flche 50-331.63/05/04.8305060060 


— 0305060066 Proposed App A Tech Specs revising max critical power ratio 
operating limits for 8x0 It Bx8R/P0x6R fuel types to allow 
implementation of turbine control valve mod 

a Jowa Electric Light It Power Co 83/05/04 2pp 10345 053 
24X Flche 50-331.83/05/04.8305060060 


— 8305060076 Rev 1 to "Supplemental Reload Licensing Submittal for Duane 
Arnold Atomic Energy Gtr. Reload 6 " 

WAGNER. R L . ZARBtS. W A . CHARNLEY. J S Oeneral Elactric Co 
yi003J01A46 ROt 03/03/31 20pp 18345 055 24X 

Ficha 50-331,63/05/04.0305060060 


6305180752 Provides clarification of SER re environ qualification of 
safety-related electrical equipment. All justifications for 
continued oparatlon should be reviewed to ensure that all 
unqualified equipment covered Proprietary guidelines encl 
VA88ALL0. 0, B Operating Reactors Branch 2 83/05/04 LIU. L Iowa 

Electric Light It Power Co 5pp 18506 048 24X 

Ficha, 50-331. 83/05/04. 0305180752 


630509065? Generic Ltr 83-20 to all operating reactor licensees St 
holders uf CPs re integrated scheduling far Implementation 
of plant mods 8vc list encl 

ElSENHur. D, 0 Division of Licensing 03/05/09. Consolidated 
Edison Co of New York. Inc 16pp 16627 153 24X 

Flche' 50-000. 03/05/09. 8305090659 
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630917071.9 Advises that action required bi/ 830^09 Aaiend 61 to License 
DPfl-49 l4 Generic Ltr 93-07 c o«t»p letei baa ed on util 
negotiating w/DOE ro diaposai of high level ti^aste or 
nuclear fuel 

VASSAtLQj D 0 Operating Reactors Qranch 2 03/09/09 LlU, L loua 

Electric Light «< 1»Duer Co 2pp 196 Z0,% 

Fiche 90-331, 93/09/09, 8305170719 


0309030317 Foruards finalized rept re followup insp at facility during 
wk of 830410 Areas Included post-accident sapip Hng j h i gh- 
range containment monitors, h igh-range effluent monitors, 
tra ining* doee assessment & in-plant survey procedure* 

STOETZELiO A Battelle Memorial Institute# Pacific Morthuist 
Laboratory 63/04/21 PArTERSON# J P Region 3, Office of Director 
IBpp 1S297 0»1 24X Flche 30-331 # a3/04/2i # 8309030317 


03092601^7 Foruardt request for addl info re NUREG-0737, Iteo 11 K 3 26 
on qualification of automatic d epres sur 1 latlon sy* 
accumulators Response ulthtn 49 days requested 

VAS5ALLO# D D Operating Reactors Branch 2 63/03/lt L1LI#L Iowa 

Electric Light Power Co 3pp 18646 117 24X 

Fiche 90-331 < 63/03/ 1 1, 6309260167 


8303040023 IE Info Wo tic e 83-22- "BWR Safety /Relief Valve Fall urea " 
^vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post e30io3> 63/04/22 Consolidated Edison Co of Weu 

Vorlti Inc U2pp 18363 009 24X flche 30-000, 63/04/22- 6303040023 


6305230562 Informs that results of p Ian t-un i gtie calculations forming 
bases for mods to vacuum breakers will be submitted by 
83073lrln response to Oenerlc Ltr 93-06 Required mods will 
be comple tedr during Fall 1964 outage 

ftODT-L D Iowa Electric Light & Power Co 03/05/16 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Jp 16937.330 24X 

Fiche 50-331, 63/03/16. 8305230562 


8305260192 Forwards safety evaluation re BNR Owners Group response to 
NUREO-0737- I tern II K 3 43# •’Depressurization U/Other Than 
Automatic Depressurization 8y» " Action complete 

VAS8ALLQ# D B Operating Reactors Dranch 2 83/03/18 LIO-L Iowa 

Electric Light & Power Co 2pp 16646 089 04X 

Fiche 90-331, 03/05/18# 0305260192 


6305240120 Forwards methodology used to address nonsafety-related 
equipment failures t IE Bullstln 79-01 6 1 , summary of environ 
qualification Action Items 40 t 41 & response for Category 
IV items# per lOCFRSO 49 4< 630504 request 

ROOT. L D Joua Electric Light & Power Co 03/05/20 DENTON-H R 
Office of Nuclear Reactor Regulatian- Director I9pp 16546 349 
24X Fiche S0-33J- 03/05/20. 8305240120. 


0 Inspection reports, IE fiuiietin* 6 correspondence 


6305040369 Advises that revised procedures covering adequate method 
to determine max permlt-sible c oncentrat i on-h from whole body 
counting data, per IE Insp Rapt 50-331/62-06 will be delayed 
due to errors discovered in computer library 

ROOT, L D Iowa Electric Light U Power Co 92/06/30 KEPPUER, J O 

Region 3, Office of Director 2pp 16323 205 24X 

Fiche 50-331# 62/06/30, 830 5040389 


8303040025 IE Info Notice 03-23# "Inoperable Containment Atmosphere 
Benslng Sys '• Svc list encl 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 6301031 83/04/25 Consolidated Edison Co of New 

York. Inc 119pp 16301291 24X Fiche. 50-000# 63/04/2Si 6303040025 


0305030131 Forward* addl response to IE Bulletin 62-03, Rev i re 
Intergranular stress corrosion cracking Response suppls 
621201 1 tr cycle 7 refueling outage exams revealed no 
indication of cracking 

RDOT-L D Iowa Electric Light & Power Co 83/04/25 HEPPLER- 0. O 

Region 3# Office op Director 9pp 16300 160 24X 

Fiche 50-331. 63/04/25# B305030131 


6305100320 Responds to NRC Itr re violation* noted In IE Insp Rept 
50-331/83-02 Corrective actions , 1 icensing personnel 
involved in develop^nent o# Tech Bpec changes cautioned re 
necessity for care & accuracy 

RDOT.L D Iowa EUctric Light U power Co 03/04/25 DEYOUNO# R C 
Director's Office# Office of Inspection and Enforcement 3pp, 

16370 094 24X Fiche 50-331# 03/04/25- 8305100320 


8303040026 lE Info Notice 03-24, "Loose Parts in Secondary Bide of 
Bteam Generators at PWRi " Svc li*t end 

JOROANfE L Division of Emergency Preparedness it Engineering 
Response (Post B30tO3> 83/04/28 Consolidated Edison Co of New 

York, Inc il5pp 18302 047 24X Fiche 50-000# 63/04/20# 8303040026 


6303040027 IE Info Notice 03-25# "Standby Oas Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment " Svc list encl 
x/OROAN#£ L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of Kiu 

York- Inc liSpp 16392 165 24X Fiche 50-000- 83/04/20- 0303040027. 


0212060305 IE Info Notice 83-14- "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR# J W Division of Safeguard's & Inspection Proorairts (Post 
030103) 03/03/21 ConsQlldated Edison Co of Mew York# Inc 

il2pp 10300 319 24 X Fiche 50-000.83/03/21,6212060365 


0303040021 IE Info Notice 03-21- "Defective Emergency Use Respirator 
Svc list end 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/15 Consolidated Edison Co af New 

York# Inc I26pp 10435 105 24X FichS 50-000.83/04/15,0303040021 


8303040020 IE Info Notice 03-26# "Fallura of 8af Sty/Rel tef Valve 
Discharge Line Vacuum Breakers. " Svc list encl 
JORDAN# E L Division of Emergency Preparedness & Engineering 
Response {Post 630103) 03/05/03 Consolidated Edison Co. of Mew 

York# Inc 122pp J0441 170 24X Fiche* 50-000# 63/05/03# 6303040028 


6303040030 IE Info Notice 03-27# "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list encl 

JOROAN/E L Division of Emergency Preparedness 8# Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Mew 

York. Inc ll2pp 16382 2B2 24X Fiche 50-000-63/05/04-0303040030 


B3DS020358 Torwards IE Insp Rqpt 50-331/03-04 on 83021 A-19 i< 03IA-18 
No nonco^pllance noted 

LITTLE.U 3 Region 3, Office of Director 03/04/10 ARNOLD- D 
Iowa EUctric Light 6 Power Co 2pp 18274 04A 24X 

Fiche 50-331, 83/04/10, 830 5O2035B 


630304003( IE Info Notice 03-28# "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN# E L Division of Emergency Preparedness it Engineering 
Response iFost 630103) 83/05/04 Consol i dated Edison Co of New 

York. Inc 119pp 10441 001 24X Fiche 50-000# 03/05/04# 0303040031. 


— 9305020360 Ig insp Rept 50-331/83-04 on 030216-19 L 0316-10 No 
noncomp 1 1 ance noted. Major areas inspected Inservice insp 
program proc edurei , insp documentation I# recir-c ulat i on sye 
it attached piping followup per IE Bulletin 82-03 

KEY'#U J I DANIELSON.D H Region 3, Office of Director 03/04/18 
lOpp 16274 040 24X Fiche 50-331 . 83/04/18# 6305020358 


8305100215 Fnrwards IE Insp Rept 50-331/83-01 on 830103-0225 it notice 
of violation 

SHAFER# M 0. Region 3, Office of Director 83/04/38 ARNOLD# D 
lowa EUctric Light 4# Power Co 2pp 18374 047 24X 

Fiche 30-331, 63/04/18# 8305100215 


— 8305100216 Notice of violation from insp on 830103-0225 

SHAFER- w D Region 3# Office of Director 03/04/18 2pp 
10374 049 24X Fiche 50-331.63/04/18,6305100215 


■0305100216 IE Insp Rept 50-331/63-01 on 030103-0225 Noncampl lance 
noted failure tp develop it adhere to detailed vessel bead 
insulation removal j>rocedures it to control measuring it 
testing equipment 

CLARDV.L S # JORDAN# M J , WALKER# R D Region 3. Office of 
Director 03/04/18 8pp 18374*051 24X Fiche 50-331 » 03/04/18, 

830910021 5 


8305100364 Ac! receipt of 030425 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 90-331/83-02 
QTREETeftrJ F Region 3# Dfflco of Director 83/09/04 LlLf# L low* 
Electric Light it Power Co ip 18379 OBB 24X 
Fiche 90-331163/03/04# 0305100364 


—3303100372 Respond* to NRC 030524 Itp re violation noted In IE Insp 
Rept 30-331/63-02 Corrective actions personnel cautioned re 
itecesslty for accuracy in development of Tech Spec changes 
R00T#L D Iowa Electric Light & Power Co 83/04/20 DEYflUNCJ# R, 
Director's Office. Office of Inspection and Enforcement 3pp 
10379 009 24X Fiche 50-331-03/09/04,0309100364 


83O3{)40033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list encl 

JaROAN#E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 63/09/06 Consolidated Edison Co of New 

York# Inc llSpp 18923 248 24X Fiche 90-000# 03/05/06# 8303040033. 


0305190291 Forwards tE Insp Rept SO-33 1/83-06 on 030328-31 No 
noncomp 1 lance noted 

aTREETER-J F. Region 3# Office of Director. 03/09/06, LIU# L Iowa 

Electric Light it Power Co Spp 10501:293. 24X 

Fiche 50-331# 63/05/06# 830 5 190291 
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”-3303190236 XB In»p R»pt 30-331 /B3-06 on 830328-31 No noncompliance 
noted Major area« Inspected general & nonlicensed 
training d« llcentcd operator requal If Ication training 
BUTPHIN.R M r HAWKINSfP C Region 3, Office of Director 
63/09/05 6pp tB30t 299 2AX Riche 30-331 . 03/03/06. B303i70231 


8305240511 Document* reeulte of visual intp of core sprag sparger 
during 1983 refueling outage per IE Duljetin BO-13 Insp 
conducted u/remotc actuated T^/ camera Equipment resolution 
capabliltv verified using one mil uire 

ROOTiL D loufa Electric Light & Pouer Co B3/03/09 KEPPLEfl, J O 
Region 3r Office of Director ip 18371 273 2AX 
Flcht SO-SSl. B3/03/09. B303240311 


83030-40034 IE Info Notice 83-30. "Misapplication of Oenerlc Emergencg 
Dperat ing* Pr oceduret (EOP> Ouldelines Svc list end 
JORDAN. E L, Olviflon of Emergencg Preparednosa 8i Engineering 
Reepontt KPost 8301031 83/09/11 Conaolidated Edison Co of Neiu 

Yorl. Inc 114pp 10524 003 24XFlche 30-000.83/05/11.8303040034 


B30531017A Forwards IE Intp Rept 50-331/83-08 on 630411-15 No 
ncnconpl lance noted 

FAPERIELLOtC J Region 3. Office of Director 83/03/16 LIU. L 
loue Electric Light & Power Co 2pp 18659 IIB S4X 
Flche. 50-331. 83/05/16. B305310176 


— S30S310181 IE Insp Kept 90-331/83-08 on 830411-19 No noncompliance 
noted. Major areas Inspected actions taken in response to 
810922 conflrmatorg action Itr 8i emergencg prepapodnrps 
appraleal improvement fc training 

PATTERSON. J P I SNELL. H 0 . AXEL8DN. W L Region 3. Office of 
Director 83/09/12 19pp 1B639 120 24X Fiche 50-331.03/09/16. 

8305310176 


8303240284 Forwards IE Insp Rept 90-331/83-09 on B30321-29 No 
noncamp 1 lance noted 

PAPEftlELLO. C J Region 3. Office of Director 03/05/10 LIU, L 
Iowa Electric Light t< Power Co 3pp 1B54B 080 24X 

F 1 ch a , 50 -331 • 83/05/10. B305240284 


— S3O9240292 IE Inap Rept 90-331/03-05 on 830321-29 No none omp I lance 
noted, Major araae inspected radiation protection program for 
operation S< rafueling. Including organization it staffing, 
staff qualifications, training it outage planning 

HUETER. L J, . PAUL, R A . OREQER. L R Region 3. Office of Director 
83/09/17 i7pp. 10548.090 24X Fiche 50-331.83/05/18.8309240284 


0303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program " 
Svc list end. 

JORDAN, E L Division of Emergencg Preparednes* it Engineering 
Response (Post 830103) 03/05/19 Consolidated Edison Co of New 

York, Inc ll4pp 18697' 009 24X Fiche 90-000, B3/09/ 19, B303040040 


6309240120 Forwards methodologg used to address nonsaf etg-re lated 
equipment failures (lE Eulletln 79-OlB ). summary of environ 
qualification Action Items 40 41 S, response for Category 

IV Items* per 10CFR50 49 it 030904 request 

ROOT, L D. Iowa Electric Light it Power Co 03/09/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 19pp 18940 349 
24X Fiche 90-331,03/09/20.6309240120 


6309260315 Confirms 830621 meeting between MJ Jordan 4< L Root in Cedar 
Rapids. lA re SALP Discussion to update regulatorg 
IfflpTovement program will be held following meeting Outside 
obsirvars must notifg of attendance bg 830617 

NORELIUSiC E. Division of Project 4c Resident Programs. 83/05/23 
LTU.L Iowa Electric Light it Power Co Ip 10626 006 24X 

Fiche 50-331 , 83/09/23. 83092603 1 9 


8303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contemina ted Dll " 6vc list end 

JORDANrE L. Division of Emergencg Preparedness 4< Engineering 
Response (Post 830103). 83/09/26 Consolidated Edison Co of New 

York. Inc. il4pp 18647-007 24X Flcho 90-000,03/09/26.0303040046 


R Fsriodic operating reports it related correspondence 


8305160346 Forwards monthly operating rept for Apr 1983 

MlNECKrD L Iowa Electric Light Sc Power Co 03/09/13 Director's 
Office. Office of Inspection and Enforcement Ip 18485 282 24X 

rich** 50-331. 83/09/13. 8309100346. 


— 8305100349 Monthlg operating rept for Apr 1983 

HILLER, W Iowa Electric Light Sc Power Co 83/09/13 8pp 
10409 283 24X Fiche* 90-331. 03/09/13. 8309100346 


S Reportable occurrences. LERa Sc related correspondence 


8305230973 Forwards engineering evaluation rept. "Cracka & Leaks in 
Small Diameter Piping " 

DROWN. E J Reactor Operations Analysis Branch 83/04/19 
8EYFRIT.K V Reactor Operations Analysis Branch Ip 10341 342 
S4X Fiche 30-000.83/04/19.0309230973 


—8305230619 "Cracks & Leaks in Small Diameter Piping," engineering 
evaluation rept Small pipe leaks associated w/unantlc ipated 
vibration problems require addl supports or rerouting of 
piping 

BROWN. E J Reactor Operations Analcjsls Branch 03/04/19 9pp 
1B941 343 24X Fiche 50-000,03/04/19.8309230573 


0305030394 Forwards LER a3-OO0/O3L-O 

HINECK. 0 L Iowa Electric Light 6 Power Co 83/04/29 KEPPLER, J Q 

Region 3. Office of Director Ip 10306 S36 24X 

Fiche 50-331 . 03/04/29. 0305030394 


— 8309030396 LER 83-OO0/O3L-O on 830326. eight accessible hydraulic 
snubbers visually inspected 6 deficiencies noted 
Surveillance Procedure 9TP 46N002 revised to address 
mechanical aspects In addition to hydraulic mechanism 
REIMER5. 0 A Iowa Electric Light 8. Power Co 83/04/25 Region 

3. Office of Director 3pp 18306 237 24X Fiche 90-331. 

83/04/S9, 8303030394 


0305060472 RQ While In cold shutdown. w/al I rods inserted. reactor mode 
moved from refuel position to shutdown position it A logic 
did not trip Caused by failure of A sgs shutdown scram reset 
interlock Unit maintained in cold shutdown 

MINECK. D L Iowa Electric Light it Power Co 03/04/26 KEPPLBR. J 0 

Region 3. Office of Director ip 18391 174 24X 

Fiche 90-331,03/04/26.8305060472 


0305020911 PND-I 1 1-03-032 on 830426. scram circuitry failed to operate 
properly when mode switch moved from refuel position to 
shutdown position Caused by three loose wires in rectifier 
bridge 

JORDAN. H . SHAFER. U Region 3. Office of Director 03/04/27 ip 
10281 253 24X Fiche 50-331.83/04/27.8303020911 


8309040445 PNO-1 1 1-03-033 on 030428. contract health physic* technician 
observed w/small vial containing white powdery substance 
Preliminary test identified substance as cocaine Individual 
dented access to site 

CHRISTOFFER.O , CREED. J . MILLER. J Region 3, Office of Director 
83/04/29 Ip 10321 299 24X Fiche 90-331.83/04/29.8305040449 


6309130094 RO on 830212. during Type C local leak rate testing, two 
h8IVs exceeded Tech Specs Valves repaired 

MINECK. D iL Iowa Electric Light it Power Co 83/09/06 KEPPLER.J 6 

Region 3. Office of Director Ip 18437 201 24X 

Fiche 90-331. 83/09/06,8309130094. 


0305240221 LER 83-012/011-0 on 830429. full scram should have been 
received when mode switch moved from refuel to shutdown, 
however, sys A did not trip Caused by faulty solder 
connection on rectifier Connections resoldered W/a303l0 Ur 
KIBLER.D R . MINECK. D L Iowa Electric Light & Power Co 83/05/10 
KEPPLER.J 0 Region 3, Office of Director 4pp 10379 262 24X 

Flcha 90-331,83/09/10.8309240221 


8305240236 LER 83-0I0/03L-0 on 83041 1. dur i ng refueling outage, one 
snubber found Inoperab le, one Lndeterminan t. one had missing 
bushing it one w/bushing disengaged Caused by procedure error 
during previous malnt U/B30911 Itr 

REIMER8, 0 A . MINECK* D L Iowa Electric Light it Power Co 03/09/10 
KEPPLER.J Q Region 3. Office of Director 6pp 18940 322 24X 

Fiche 90-331 1 03/05/10, 0309240236 


8305270440 Forward* updated LERs ai-0l5/0lT-l it 01-O16/O1T-1 

MINECK, D L Iowa Electric Light it Power Co 03/05/16 KEPPLER.J 0 

Region 3, Office of Director Ip 18642 239 24X 

Fiche 90-331.03/05/16.83092704 40 


— 8303270451 Updated LER 01-015/OiT-l on 810421. lower crankshaft 14 
bearing found wiped on journal surface similar to problem 
Identified on diesel lQ-3i Caused by high temp Hearing 
replaced I, crankshaft relapped 

DONNELLY.P M Iowa Electric Light it Power Co 83/09/16 Region 
3, Office of Director 4pp 18642 233 24X Fiche 90-331, 

03/09/16, 8309270440 


—0305270460 Updated LER 0I~O16/OIT-1 on 810421. lower crankshaft thrust 
bearing 13 it adjacent bearing 12 found wiped on journal 
surface. Caused by high temp Crankshaft thrust bearing* 
replaced 6 crankshaft relapped 

DONNELLY. P M Iowa Electric Light ii Power Co 03/09/16 Region 
3. Office of Director 3pp 18642 296 B4X Fiche 50-331, 
83/03/16, 0303270440 
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8305270429 LE9 aO'Ol3/OJ T-O on 83021 tuo MStV» eicppd*d T^ch Spec 
accrptance criteria Caused try uear on valve seat* Valve 
seat* reuorked ^epor tat>i 1 1 ty- of event as LEfl established 
on 830305 H/B30520 Jtr 

KIBtERi D R I HINECK.O L loua Electric Light L Pouar Co 83/03/20 
KEPPLERi J 0 Region 3. Office Of Director 2pp 18642 2 B7 24X 
F 1 C h e SO-33 J I 03/0 3/aO . 6305270429 


J Insurance t* indemnity Information 


8303120200 Foruiardi Endorsement 65 to NELIA Policy NF“20a & EndorMetnt 
55 *0 MAELW Policy MF-77 

GOLDEiViM P Harsh & KcLennaoj Inc 83/03/03 8ALT2HAHi J 
Assistant Director for State b Licensee Relations 3pp 18437 350 
24X Fiche 30 '•000. 83/05/03, 8305120200 


DOCKET 30-332 BARNWELL REPROCESSfNO PLANT 


0 Inspection reportsi IE Bulletins b correspondence 


8305270288 Foruardi IE Insp Rept 50-332/83-01 an 830301-04 No 
noncojnp 1 iance noted 

STOHflr J p Division of Emergency Preparedness b Materials Safety 
03/03/23 BUCKHAH.J A Allied Ocniral Nuclear Services 2pp 
1B642 042 24X Fiche 30-33 2. 83/03/23. 0305270200 


--0303270304 IE In*p Rept SO-332/03-Ol on 930301-04 No noncomp 1 lance 
noted Hajor areei Inspected prcoperat 1 onal tester 
organl latl on safety co/n/nit tees, internal review b independent 
effort 

CORYELL. 0 P Region 2, Office Of Director MCALPINE. E J 
Division of Emergency Preparednea s b Mdterlals Bafety 83/03/22, 
4pp 18642 044, 24X Fiche 50-332i 03/03/23. 0305270280 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency & fire protection plans 


8305060548 Notifies that suhntittals re proposed alternate safe shutdoun 
capata 1 1 Ity. modt b eeemptions to meet Scctioni HI 0 3,111 O 
b III L to lOCFRSO App R/ acceptable 

VAS8ALLO, D- B Operating Reactors Branch 2 83/04/26 BAYNE. J P 

Power Authority of the State cf N#u Vorlt. 3pp 18359 213 24X 

Fiche, 50-333, 83/04/26, 8305060548 


—8305060553 E;i*m.ptton from provisions of Sections HI 0 2,111 C U HI L 
of tOCFRdO App R re altern-ate safe shutdown capability 
EtSENHUr, D 0, Division of Licencing 83/04/26 Rouer Authority 
of the State of Neu York. 5pp 18397 SI6 24X 
Fiche 90-333, 83 /04/26, 8309060948 


— 83050605S7 Safety evaluetion supporting util request for eJtempClan 
from Section* HI 0 3 it III L of lOCFftOO App R re alternate 
safe shutdown capability 

e Office of Nuclear Reactor Regulation, Director 83/04/26 
12pp. 18357 221 24X Fiche 90-333,83/04/26.8309060348 


0309180972 Forwards esemptlon from requir emeu ts of iOCFRdO, App E re 
annuel schedule for emergency preparedness eserclse Nest 
exercise must be conducted no later than 831015 

VAS8ALLD. D I! Operating Reactors Branch 2 83/04/28 BAYNE, J P 

Power Authority of the State of New York 2pp 18509 298 SAX 
Fiche 90-333. 83/04/28, 8309 180972 


— 63051B0977 Exemption granting relief from requirements of lOCFRSO, App £ 
re schedule for conducting emergency preparedness exercise 
Next ererci&e must be conducted no liter than B3I019 
EIBENHl/Ti D. 0 Division of Licsnslmg 83/04/28 Power Authority 
of the State of New Vorl 3pp 18509 300 24X 

Fiche 50-333, 03/04/28,8305180572 


8305110034 0-enerie Llr 83-21 to all licensees of operating reactors, 
applicants for oLs b holders of CPs re c lari f i cation of 
access to control procedure* for law enforcement visits 
five lilt end 

EI8ENHUT.D O Olvlilon of Licensing 03/05/11 Consolidated 
Edison CO of New York, rnc. 16pp 18940 075 24X 

Fiche 90-000, 03/05/11, 83051 10034 


P Operating license stage documents b correspondence 


6305230997 Encourages Industry approach to formulation of baelcflttlnf 
rule in line iir/Regulatory Reform Task Force effort, per 
821221 ItT 

DYSON. J S Pouer Authority of the Btete of New York 03/D3/O2, 

TOORTELLOTTE* J Regulatory Reform Task Force 2pp 18941 339 Sii 

Fich e 90-000, 83/03/02, 0305230997 


0305230720 Forwards list of utils responding to requests for cost 
figures on backfltting 

TOUR TELL OT TE » J Regulatory Reform Task Force 83/04/11 

FALLADfND. N J Commissioners 2pp 18942 272 24X 

Fiche 90-000, 83/04/11, 0305230720 


8305030139 Forward* safety evaluation based on review of util 
submittals re THI Action Item 11 B 1, "RCfi Vent* ’* License* 
venting capability ecceptable 

VA894LLO,D B Operating Reactor* Branch 2 83/04/10 BAYNE. J P 

Power Authority of the State of New York 4pp 18307 239, 24X 

Fiche: 30-333. 83/04/10. 8305030139 


— 8303310020 "Selected Operating Reactor Issues Program It. RC8 Vent* 
(NURE0’-O737, Item II B 1).'* final technical evaluation rept 
HELD, T Energy Incorporated HELD, J T Lawrence Livermore 
Laboratory. FIN A-0250 flI4/TER-B-7 03/03/02 ALBERTHAL, g 
NRC - No Detailed Affiliation Given 4pp 18309 239 24X 

Fiche; 90-333, 83/04/10. 8309030139 


8309030066 Forwards safety evaluation b technical evaluition: rept re 
environ qualification of tafety-r elated electrical 
equipment Util should reaffirm justification for continued 
operation Technical evaluation withheld 

VA88ALLa,0. a Operating Reactor* Branch S 83/04/19 BAYNE, J.P 
Power Authority of the State of New York 3pp 10326' 114 24X 

Fiche 50-333, 83/04/ 1 9, 8305030066 


—0309030070 Safety evaluation r* environ quel i f leetlon of se f ety-rilii>if 
electric equipment Four major qualification deflcienciei 
listed 

» Office of Nuclear Reactor Regulation, Director. 03/04/17. 7lf 
10326 117 24X Fiche 90-333, 83/04/19, 8309030066 


8309020207 Forward* response to NRC 830316 Ur re NUREO-0737, Item 
II K 3 13, "RCIC Automatic Restart, *' RCic' lys modl'fled to 
relocate signal for high reactor vessel water level trip 
from RCIC turbine trip valve to steam supply valve 
BAYNE, J P, Power Authority of the State of New York 83/04/28 
VASSALLO, O B Operating Reactors Branch 2 2pp 18278 133, 24X 

Fiche 90-333, 03/04/28. 0309020209 


8309040424 Forward* application for amend to License DPfi-99, requesting 
approval of proposed radiological effluent Tech Specs 
w/flxed Implemen ta t ion date of 840701 

BAYNE, J P Power Authority of the State of New York 83/04/27 

VASSALLO. D,0 Operating Reactors Branch 2 2pp 18321 306 241 

Fiche 90-333.83/04/29,0309040424 


— 8309040434 Application for amend to License DPR-59, requesting approve! 
of proposed radiological effluent Tech Specs u/fixed 
implementation date of 640701 

BAYNE, J P Power Authority of the State of New York. 63/04/27 
tp 18321 308 »4X Fiche 50-333/63/04/29,6305040424 


0305290137 Informs that NURE0-D737 Item III A 2 I re emergency plan 
upgrade to meet 10CFR90 App E requirements complete for 
facility Item closed 

VASSALLOiD D Operating Reactor* Branch 2 83/05/18 BAYNE. J P 

Power Authority of the State of New York 3pp, 10596 20-1 24X 

Fiche 50 -333, 83/09/ 1 0, 8309250 1 37. 


83052-30379 Forwards emended exemption requests to NRC 830202 draft 
safety evaluation of App R, deicrip tl on of proposed water 
sprays b Ur from fir* protection consultant providing info 
per 830511 request 

BAVNErJ P. Power Authority of th* State of New York. 03/09/17. 

Office of Nuclear Reactor ftagulatlon, OIractor. I3p| 
24X Fiche* 90-333, 83/09/ 1 9. 8309230379. 


DENTON, H R- 
10538*243. 


— 0309040438 Proposed radiological effluent Tech Specs 

# Power Authority of the State of New York 83/04/29. 76pp 
18321.309. 24X Fich e, 90-333, 03/04/29, 9309040424 


0309020455 Oeneric Ltr 83-19 to all power reactor b testing licensees 
re new procedures for providing public notice concerning 
istuence of amends to OLs. Sve list end 

EISENKUT, D 0 Mvl slon of< Liceni Ing 83/05/02 Consolidated 
£dls«n Co of New York, Inc SOpp 18441.120. 24X 

Fiche 30-000, 83/09/02, 8305020495 


8305040311 Forwards response to 030202 request for addl info re 
NURE0-0737i 1 1 #/n 1 1 F I 6, "Containment Hydrogen Monitor," 
info p* water level monitors to be provided by 830615 
BAYNE, J P Power Authority of the State of New York 83/09/02. 
VABSALLOi D B Operating Reactors Branch 2 3pp. 10323*300, 24X 

Fiche 90-333, 03/09/02, 830904031 1 
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Forward* NED0-aS209. "Analysl* of Scram Discharge Vol Sys 
Piping Integrity " No further action planned re equipment 
qualification it *y< design mod* Identified in generic 8ER 
<NURE<}-0BD:3} 

fiAYNEi J P, Power Authority of the State of New Yort S3/0S/03 
VASSALLO* D, B Operating Reactor* Branch 2 2pp 1B339 313 24X 

Fiche. 30-333i 03/05/03 1 S303050026 


8305200246 Forward* safety evaluation of util submittal re procedure 
varlflcatlon & design mod per NURE0-07a7> I tom II K 3 
"Automatic Switchover of RCIC Suction " Item resolved 
VABSALLOrD B Operating Reactors Branch 2 03/05/05 BAYNE* J P 

Powar Authority of the State of New York 5pp 18540 206 24X 

F Ic h e . 50-333. 83/05/05. 0305200246 


G30S09D699 Generic Ltr 03-20 to all operating reactor licensee* 
holderi of CPs re integrated scheduling for Implementation 
of plant modi Sve li«t encl 

ElSENKUTiD 0 Division of Licensing 83/05/09 Consolidated 

Edison Co of New York. Inc 16pp 18627 153 24X 

Flcha M“000i 03/05/09. 0305090659 


83DS2AOS09 Forwards request for addl Info re 620401 response to 
NUREO-0737* I tern II K 3 28. *<0ual 1 fl cation of Accumulators 
on Automatic Depressurization By* " Reply requested within 
45 days of ltr receipt 

VASBALLD. D B Operating Reactors Branch 2 03/05/11 BAYNE. J P 

Power Authority of the State of New York 3pp 18629 354 24X 

Fiche. 51>-333i 83/05/1 1 . 0305260209 


9309160106 Forwards "Scram Instrument Vol Diverse instrumentation for 
JA Fitzpatrick Nuclear Plant." supporting request that 
801002 Sc 810109 orders re short-term mods of scram discharge 
vol eys te amended or lifted by 830630 

BAYNE# J,P. Power Authority of the Gtate of New York 03/09/18 
DEHTONiK R Office of Nuclear Reactor Regulation. Director 
DEYOiiNQ# R Director's Office. Office of Inspection and Enforcement 
2pp, 1B450 096 24X Fiche SO-SSS. 83/05/12. 0305160106 


--0309160112 "Scram Instrument Vol Diverse Instrumentation for JA 
Fittpatrlck Nuclear Plant " 

e Power Authority of the State of New York 83/03/31 10pp 
19450.098 84X Flche 50-333.83/05/18.0305160106 


0309200265 Forwards application to amend License DPR-S9. revl sing 
Tech Spec Table 3 7-1 re process pipeline penetrating 
primary containmant 

BAYNEi 0 P Power Authority of the State of New York 83/09/13 
VASSALLOrD 0 Operating Reactors Branch 8 2pp 10516 310 84X 

Flche - 90-333. 03/09/13. 8309800265 


— 830S20026B Application to emend Tech Spec s. revising Table 3 7-i re 
process pipeline penetrating primary containment 
BAYNE. J P Power Authority of the State of New York 83/05/13 
Ip 18516 dI2 24X Flche 50-333. 03/09/13. 8305200265 


— 0309200272 Proposed Tech Spec changes re process piping penetrating 
primary containment 

» Power Authority of the State of New York 03/05/13 4pp 
18916 313 24X Flcha' 90-333. 03/09/13, 8309200269 


6309S60297 Forwards safety evaluation of DNR Owners Group generic 
response to NUREO-0737. Item II K 3 49. "Depressur 1 zat 1 on 
U/Other Than Automatic Depressur 1 zatlon Sys " No mod to 
plant design or operations required Action complete 
VA88ALL0.D.B Operating Reactors Branch 8 63/09/18 BAYNE. J P 

Power Authority of the State of New York 2pp 10629 323 24X 

Flcha 90-333.03/09/10.0305260297 


6309240492 Forwards filing fee per 10CFR170 22 re Tech Spec changes to 
piping penetrating primary containment under protest pending 
final determination of lagallty of fee schedule 
BAYNE# J P Power Authority of the State of New York 83/09/19 
VASBALLO. D 0 Operating Reactors Branch 2, Ip 1B972 069 24X 

Flche; 90-333. 03/09/19. 0309240492 


8309240442 Forwards response to 10CR90 49 re equipment qual 1 f icat Ion 
Rasponie to equipment qual 1 f Icatl on technical evaluation 
rapt wltk he submitted separately since request from 
scheduler eitemptlon denied. 

BAYNE. P Power Authority of the State of New York. 63/09/20 
VA88ALL0.0. 0 Operating Reactors Branch 2 84pp 18973*036 24X 

Flche* 90-333.83/09/20. 8309240442 


6309240463 Forwards response to Oeneric Ltr 63-OS re results of plant- 
unique calculations which form either bases for vacuum 
breaker nods or provide justification for as-bullt 
acceptab 1 Ilty 

l!AyNE#0. P. Power Authority of the State of New York 63/05/20 
VASSALLOi D B Operating Reactors Branch 2 2pp. 16973*173 24X 

Ficha 90-333. 03/09/20. 8309240463 


0303270340 Forwards application to amend License DPR-39 6 "Supplemental 
Reload Licensing Submittal for JA Fitzpatrick Nuclear Power 
Plant. Reload 9 " Amend changes ltd reload licensing 
submittal for forthcoming Reload 3/Cycle 6 core 
BAYNE. J P Power Authority pf the State of New York 83/05/23 
VA0SALLO. D S Operating Reactors Branch S 2pp 10643 071 84X 

Flche 30-333. 83/09/25. 0309270340 


— 8309270392 Application to amend License DPR-99, c hang 1 ng std reload 
licensing submittal for forthcoming Reload S/Cycle 6 core 
BAYNE. J P Power Authority of the State of New York 03/05/25 
Ip 10643 073 84X Flche 50-333.83/09/25.0305270340 


—0309270364 Proposed Tech Specs 3 1-1.3 1-2,4 1-1,4 2-1,3 4-1,3 4-2. 
3 9-6 to 3 9-10,3 6-1.4 6-1.6 1-1 6 6 2-1 re Reload 9/Cycle 
6 

# Power Authority of the State of New York B3/09/29 3Bpp 
10643 074 84X Flche 50-333.03/09/25,6309270340 


— 6309270370 Rev 0 ta "auppl omental Reload Licensing Submittal for JA 
Fitzpatrick Nuclear Power Plant. Reload 5 " 

ZARBI8. W A . WAONGR.R L . CHARNLEV. J 8 Oonerel Electric Co 
V1003J01A96 ROl 83/03/31 85pp 18643 103 24X 

Flche 90-333,63/09/23,8303270340 


Q Inspection reports, IE Bulletins & correspondence 


0212060309 IE Info Notice 83-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLOR. J N Division of Safeguards & Inspection Programs iPost 
830103) 03/03/21 Consolidated Edison Co of New York. Inc 

tl2pp 16308 319 24X Fiche 30-000.03/03/21.8212060385 


0303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/04/19 Consolidated Edlsan Co of New 

York. Inc 126pp 18439 199 24X Flcha 90-000. 03/04/ 1 9. B303040021 


8303040023 IE Info Notice 03-22. "BUR Safety /Re 1 lef Valve Failures " 
8vc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison Co of New 

York, Inc U2pp 10383 089 24X Flcho 90-000.03/04/22,0303040023 


8303040029 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " 6vc list encl 

JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 03/04/25 Consolidated Edison Co of New 

York. Inc n9pp 10381 291 24X Flche 90-000,63/04/29.0303040025 


8303110501 Forwards IE Insp Rept 90-333/83-07 on 830320-31 No 
noncompi lenco noted 

8TAR08TECKI.R Division of Project U Resident Programs 83/04/26 
MCNEILL. C A Power Authority of the Btate of New York 2pp 
18393 390 24X Flche 90-333.63/04/26,0305110901 


— 0309110900 IE Insp Rept 90-333/03-07 on 630320-31 No noncompliance 
noted Major areas inspected licensee actions taken to comply 
w/requlrements described in NUREO-0737. Item II B 2, "Design 
Review of Plant Shielding " 

ORIOOS. L . HAVERHAMPiD , EAPEN. P Region 1. Office Of Director 
03/04/22 Spp 16393 392 24X Flche 90-333.63/04/26.8309110901 


8303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Generators at PWRi " 8vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 330103). B3/04/2B Consolidated Edison Co, of New 

York. Inc ll9pp 18302 047 24X Flche 90-000,03/04/28.0303040026 


8303040027 JE Info Notice 83-29. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " 8vc list encl 
JORDAN.G L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/04/20 Consolidated Edison Co of New 

York. Inc 118pp 10302 165 24X Fiche 90-000.03/04/20,0303040027 


0305110369 Forwards IE Imp Rept 90-333/03-06 on 030301-31 t notice of 
violation 

6TAR0STECKI. R Division of Project 6 Resident Programs 83/04/28 
MCNEILL. C A Power Authority of the State of New York 2pp 
16406' 299 24X Flche 90-333.03/04/20.6303110369 


— 0309110376 Notice of violation from insp on 830301-31 

» Region 1. Office of Director 03/04/86 2pp 10406 301 24X 

Flche 90-333,83/04/28.8309110369 
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— e'305ll039t JE In»p Re-pt 50-333/93-06 on G303Oi-31 Noncomp 1 l^nq e »iot#d 
Pailur® to irtiploment radiation protection protqdifres, lure 
to implement biannual pTO-cedure revieu & Failure to 
maintain special procedure re ac pduer failures 

LINVILLE, J C . DDERFLEINiL T , KISTER.H D Region 1. Office of 
Director 03/04/13 15pp 16406 303 SAX FIche 50-333*83/04/29. 

8305110369 


83030400a8 I£ Info Mot lee B3-26* "Failure of 5a Fetiji/Re 1 i eF Valve 
Discharge Line vacuum Breakers " Svc list enc 1 
jDROANTfE L Division of E/rtergencij Preparedness & Engineerinff 
Response (Post G301031 83/05/03 Consolidated Edison Co of Mebi 

Vorki Inc iS2pp 10441 170 24X Fiche 50-000* 83/05/03, 03O3O4OO2B 


0303040030 IE JnFo Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment '* Svc list end 

JORDAN* E L Division of Emergenci^ Preparedness $t Engineering 
Response (Post 830103) B3/0S/04 Consolidated Edison Co of Necu 

Vopl* Inc JlSpp 16392 282 24 X Fi ch fr SO-ODO. 63/03/04* 9303040030 


83Q3040031 IE Info Notice 93-28* "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Svc list enc 1 
JORDAN, E L Division oF Emergeneg Preparedness & Engineering 
Response iPost 630103) 93/05/04 Consolidated Edison Co of Neu 

york, inc ll9pp 18441 001 24X Fiche 30-000^83/09/04*8303040031 


6303040033 l£ Jrfo Notice 83-29, "Fuel Binding Caused bg Fuel Rack 
Dfi forma Cion Svc list erve 1 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Rost 630103) 83/05/06 Consolidated Edison Co of Neu 

Vork* Inc 115pp 18523 249 24X Fiche 30-090.83/05/06*8303040033 


8303040034 IE Info Notice 93-30* ’'Misapplication of Generic Emergentg 
Operating Procedures fEDP) Guidelines " Svc list end 
JORDAN* E L Division of Emergenrg Preparedness ^ Engineerins 
Response (Post 8301-03) 83/09/11 Consolidated Edison Co of Neai 

York* Inc lJ4pp 18324 003 24X Fiche 50-000, 83/03/ 1 1 * 8303040034 


8309250936 Notification of 830520 significant licensee meeting u/u-til 
in 6uchanan*NV to present results of 9ALP refts 

K1STER*H B Region t* Office of Director 63/09/17 Region 1* 
Office of Director 2pp 18594 334 24X Fiche 50-000*83/09/17. 

8309250936 


0303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response iPost 630103) GO/OS/l^- Consolidated Edison Co ef New 
York* Inc ll4pp 18697 009 24X Fiche 90-000, 83/09/ 19* 8303040040 


930S270392 Ack receipt of 830911 Itr mfoTi/ning NRC of steps taken to 
correct violations noted in IE insp Rept 50-333/83-1 t 
MARTIN. 7 T Division of Engineering it Technical Programs 63/05/20, 
MCNEILL, C A Power Authority of the State of New York 2pp 
10642 193 24X Fiche 90-333. 83/05/20, 8305270392 


—83092703?? Responds to NRC 830413 Hr re violations noted in IE Insp 
Rept 50-333/93-U Corrective actions burial ground personnel 
resealed open box 6 waste package & handling Procedure 
F-aP-4eD- revised on 830330 

MCNEILL, C A Power Authority of the State of New York 03/05/11 
NARflN, T T Division of Engineering fc Technical Programs 2pp 
18642 165 24X Fiche 90-333. 03/05/20. 6309270392 


6305270274 Ack receipt of 830401 I fcr informing NRC of steps taken to 
correct violations noted in lE Insp Rept 90-333/92-24 
Renuirecf actions td improve OA program lietod 

MARTIN* T T Division of Engineering 4, Technical Programs 83/09/23 
MCNEILL, C A Pouar Authority oF the State of New York 2pp 
19643 131 24X Fiche 50-333, 63/05/23, 8309270274 


--8305270264 Responds ta NRC 83012B Itr re vloiatlons noted In JE Insp 
Repfc 50-333/82-24 Corrective actions design verification 
by supervisors in Design & Analysis Procedure 3 li & 3 18 
revised per insp rept. Rev to he completed aq Apr 1983 
BAYNErJ P Power Authority oF the State of New York 03/04/01 
HAYNES* R C Region I. Office of Director |9pp 18643 133 24X 

Ftchff 50-333, 83/05/23. 6305270274 


6303040046 IE InFu Notice 03-33. "Nonrepresenta t i ve Sampling ot 
Contaminated otl ” Svc List «ncl, 

JORDAN.E L Division pP Emergency Preparedness & Engineering 
Response (Post 630103) 83/03/26 Consolidated Edison Co of New 

York. Inc ll4pp, 10647 007, 24X Fiche 30-600, 83/05/26, 0303040046 


R Periodic operating reports & related correspondence 


B3D9130132 Forwards monthly operating rept for Apr 1?B3 

MCNEILL, C A Power Authority of the 8tate of New York 83/09/09 
Director '"s Offica* Office of Inspection and Enforcement Ip 
18437 306 24X Fiche 30-333, 83/09/0?, 0305130132 


— 0305130134 Monthly operating rept for Apr 1983 

COOK.J Power Authority of the State of New York 83/05/0? £pj 
10437 207 S4X Fiche 90-333,03/05/09*0309130132 


0309270187 "Annual Summary of Plant Mods, Changes 6 Experiments fur 
1982 '• 

MCNEILL, C A Power Authority of the State of New York 63/05/13 
ALLAN. JM Region 1. Office of Director 23pp, 10638 001 24)1 
Fiche 50-333*83/03/13,0305270109 


S Reportable occurrences* LERs 8< related correspondence 


8309050341 Forwards AE0D/E30S, " Inoperable Motor Operated Valve 
Assemblies Due to Premature Degradation of Motors l(/or 
Improper Limit Sul tch/Torque Switch Adjustment " Rept should 
be forwarded to NRR* RES 6 lE 

8R0NN, E J * ASHE, F S Reactor Operations Analysis Oranch 83/04/15 
SEYFRIT.K V Reactar Operations Analysis Branch 2pp 18332 051 
24X fiche 50-000,03/04/13*8305050341 


—8309090353 ''Inoperable Motor Operated Valve Assemblies Due to FrisaU^i 
Degradation of Motors it/or Improper Limit Switch/Torque 
Switch Adjustment. " AEOO engineering evaluation rept 
BROWN, e J . ABME*F, S Director 's Of flee 03/04/13, 7pp 
18392 053 24X Fiche 90-000*03/04/13,0303090341 


8305110259 Forwards LER e3-Ol6/OaL-0 

MCNEILL, C A Power Authority of the State of New York 03/04/21 
ALLAN* JM Region 1, Office of Director Ip 16393.291 SAX 
Fiche 50-333,03/04/21,0305110259 


—6303110264 LER 83-016/03L-0 on 830412* setpoint of high-high trip lourl 
lass conservative than Tech Spec limit Caused by Instrument 
drift Setpoint adjusted 6 test frequency increased for trend 
ob servation 

KE1TH.M N Power Authority of the State of New York 03/04/81. 
Region 1, Office of Director Ip, 18393 292 24X 

Fiche 50-333* 83/04/21, 0305 J 10299 


0309110405 Forwards LER 03-01 9/03L-0 

MCNEILL, C A Power Authority of the State of New York 83/04/21 
ALLAN. JH Region 1* Office of Director Ip 18392*016. 24X 

Fiche 50-333, 83/04 /8i , 63051 1 0405 


— 83091 J6416 LER 83-019/03L-0 on 030408* while conducting BurvtIllJilci 
Test F-ST-ID* Bwi tch 2A-S12B found out of normal position 
in Test Mode D Caused by Inadequacies in implementation of 
procedural controls 

KEITH. H N Power Authority of the State of New York 93/04/21 
Region 1. Office of Director 2pp 18392 017 S4X 
Fiche 56-333.63/04/21.0305110405 


03051 I640D Forwards Updated LER 83-016/03L-I 

MCNEILL, C A Power Authority of the State of New York 83/04/25 
ALLAN, JM Region 1. Office of Director Ip 18392 012 24X 

Fiche- 90-333, 83/04/25. 0305110400 


— 0309110408 Updated LER 83-Oi6/03L-i on 830412, during survelllanrs 
testing on D max stlllwater level high radiation monltorj 
setpoint of high-high trip found below Tech Spec limit 
Caused by Instrument drift Setpoint adjusted 

KEITH,N N Power Authority of the State of New York 83/04/25 
Region 1* Office of Director Ip 18392 013 24X 

Fiche 90-333.83/04/29.8309110400 


B3091 10910 Forwards LER e3-017/03L-0 

M-ChlEILL, C A Power Authority of the State of New York 03/04/27 
ALLAN.J W Region 1, Offica of Director Ip 18393 361 24X 

Fiche 30-333. 03/04/27. 83091 10510 


— 0309110514 LER 83-017/03L-0: on 830414, Nine Mile Polnt-flooth Oswego 
ll9kV Lino 5 tripped & locked out, removing one reserve power 
supply from svc. Caused by line automatical ly isolating 
when tower hold down guy pulled out of ground 

LISENO. R T Power Authority of the State of New York 83/04/27 
Region 1. Office of Diractar Ip, 18393 362 24X 

Fiche 90 -333* 83/04/27. 8309 1 10910 


8309230494 Forwards LER 83-Ol4/oaL-0 

MCNEfLLiC A Power Authority of the State of New York. 83/09/04 
ALLANtJ M Region 1. Offlco of Director Ip 10337 342 24X 

F J c h e 90-333. 83/09/04. 0309230494 


— 0309230499 LER B3-014/03L-0' on 030404* during normal plant operatlom, 
four cells of 8 side station battery found to have through 
wall cracks leaking electrolyte Caused by mishandling of 
cells during original Installation Cells replaced 
PETERS, R Power Authority of the State of New York B3/09/04 
Region J, Office of Director 2pp 18937 343 24X 

Fiche 90-333,03/09/04.6309230494 
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B302M003&0 Ad'vlse^ thdt cfi^crep^nc^ due to fuel pool ual 1 
irregularities & fact that new fuel racks at high end of 
eilouablc tolerance limit Not reportable per 10CFR21 Safet<^ 
factor of two precludes uia 1 l-to-wal 1 interaction 

J P Power Authority of the State of New York 03/03/06 
VASSALLD. D B Operating Reactors Branch 2 ?pp 18370 216 24X 

Ft Che S0-333« 83/0S/06i 0309100360 


DOCKfiT 30-334 BEAVER VALLEY POWER STATION, UNIT 1 


F Securltgi medical, emergency Si fire protection plans 


B309110034 OeTieric Ltr 63'-2l to all licensees of operating reactors, 
applicants for OLs & holders of CPS re c lor i f 1 catl on of 
accost to control procedures for law enforcement visits 
Sve lilt end 

ErSENWlfT, D O Division of Licensing 03/09/11 Consolidated 

Edison Co of New York, Inc l^PP 1B940 093 24X 

Ficho- 30-000, 03/09/11. 0309110034 


0309200199 Supports util onsite emergency preparedness & upgraded plan 
per NUnE0-D737, Item III A 2 1. “Emergencij Prepar ednessr 
Upgrade Emergency Plans to App H, 10CFR90 Item complete 
VAROA^Q A Operating Reactors Branch l 03/03/11 CAREY. J J 
Du^uBsne Light Co 3pp 18940 222 24X Flche 90-334,03/09/11, 

B309200179 


0309250426 Responds to 030209 «< 0422 Itrs re changes to Revs 4 & 10 ti 
corriction of errors in Rev 9 to safeguards plan Changes 
<oniittB-nt W/10CPR90 94<p) & acceptable for Inclusion into 
lafiguards plan 

ALC-AN. J W Region 1, Office of Director 03/09/18 CAREY, J J 
Duquesne tight Co 3pp 18309 260 24X Flche 900334,03/09/18, 

8309290426 


P Cperatlng license stage documents t correspondence 


■0309230307 Responds to 030208 request for backflt Info Total of *281 
mlUloti spent on backflttlng through Jul 1982 Addl $90 
minion required to complete work on NRC imposed backflt* 

ARTHUR. J H Duquesnt Light Co 03/03/09 TOURTELOTTE. J 
Regulatory Reform Task Force 17pp 18946 243 24X 

Flche 90-334,63/03/09,8305230387 


0305230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTE, J Regulatory Reform Task Force 03/04/11 
PAULADlNOiN -J Commissioners 2pp 10942 272 24X 

Flche* 90-000, 03/04/ 1 1 , 0309230720 


6309020399 Foruardt supplemental response to Generic ttr 82-36, 
"Inadequate Core Cooling Instrumentation Bys" 4- NUREO-0737, 

Item JI F 2 W/or>e overslfe drawing Aperture card is 
available in FDR 

CAREYiJ J Duquesne Light Co 03/04/21 VARGA, S A Operating 
Riactors Branch 1 22pp 18273 190 24X Flche 90-334,03/04/21, 

8309020397 


6309040912 Dlscusaei licensee action to initiate negotiations w/DOE re 
disposal of high level waste or spent nuclear fuel, per Amend 
61 to License OPR-66 4t Generic Ltr 03-07 re Nuclear Waste 
Policy Act of 1702 (Public Law 77-429 ). Sec tion 302<b} 

VARGA. 8 A Operating Reactors Branch 1 03/04/29 CAREY, J J 

Duquesne Light Co 2pp 10336 229 24X Flche 90-334,83/04/29, 

8303040912 


0309040621 Forwards revised pages to 030326 Amend 66 to License DPR-66 
incorporating radioactive effluent Tech Specs into license 
TAM, P 8 -Operating Reactors Branch 1 03/04/26 CAREY, J, J 

Duquisne Light Co 2pp 18336 300 24X Flche 90-334,03/04/26. 

8309040621 


— 8309040626 Revised pages to Amend 66 to License DPR-66 incorporating 
liquid effluent monitoring Initromentati on into Tech Specs 
» Operating Reactors Branch 1 03/04/26. 0pp 18336 3il 24X 

Flche 90-334183/04/26,8309040621 


0309060604 Forwards rev to Tech Spec Change Request 04, in response to 
Oanarlc Ltr 02-16 Rev required to reassign section number* 
bo conform u/format changes incorporated in Tech Spec Amend 
66 

CAREY, J J Duquesne Light Co 03/04/20 VARGA, S A Operating 
Reactors Branch I 2pp 18349 014 24X Flche 90-334,03/04/28, 

B309060604 


—0309060607 Rev to application for amend to License DPR-66, consi sting 
of Tech Spec Change Request 04, revising Tech Specs to 
conform u/change in format Incorporated by Amend 66 
CAREY, J J. Duquesne Light Co 03/04/20 ip 10349 016 24X 

Flche 90-334(03/04/2810309060604 


— -03OSO6O614 Proposed Tech Specs re administrative controls it power 
distribution limits 

e Duquesne Light Co 83/04/28 9pp 10349 017 24X 

Flche 50-334,83/04/28,8305060604 


0309020495 Generic Ltr 03-19 to all power reactor 8, testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list end 

EISENHUT, D 0 Division of Licensing 03/05/02 Consolidated 
Edison Co of New York, Inc 90pp 10441 120 24X 

Flche 90-000, 03/09/02, 83050204 59 


0309100337 Forward* Franklin Research Ctr proprietary equipment environ 
qualification worksheet*. In response to 030329 c I ar I f i c at i on 
of environ qualification SER Previous submittals justified 
continued operation Worksheets withheld (ref 10CFR2 790) 

CAREY, J Duquesne Light Co 03/05/02 VARGA, S A Operating 
Reactors Uranch 1 gpp 10379 104 24X Flche 50-334,03/09/02, 

0309100337 


0309110360 Forwards UCAP-10252, nonprop r ietary version of MCAP-10196. 
“Second Cycle Performance of Oeaver Valley Unit I Fuel " 
Application for withholding WCAF-lOl 96. subml tted on 030202 
enc I 

CAREY. J J Duquesne Light Co 03/09/02 VARGA, B A Operating 
Reactors Branch 1 ip 18392 146 24X Ficho 50-334,03/05/02, 

8309110360 


— 0309110377 Application for withholding proprietary WCAP-10196, “Second 
Cycle Performance of Beaver Valley Unit 1 Fuel," per 
10CFR2 790 Affidavit enc I 

WIE8EMANN, R A Westlnghouse Electric Corp 03/04/20 VARGA, S A 
Operating Reactors Branch 1 Spp 10392 147 24X 

Flche 90-334,83/09/02,8305110360 


—8309110398 Nonproprietary version of, “Second Cycle Performance of 
Beaver Valley Unit 1 Fuel “ 

PRITCHETT, P A , KUNlSHI.H , ROBERTS, E Wpstlnghouse Electric Corp 
MCAP-10292 03/05/02 66pp 18392 196 24 X 

Flche 90-334,03/09/02.0303110360 


8309090699 Generic Ltr 83-20 to all operating reactor licensees h 
holders of CPs re integrated scheduling for implementation 
of plant mods 8vc list end 

EISENHUT, DO Division of Licensing 83/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 153 24X 

FI Che 90-000. 03/03/09, 8309090659 


6309230230 Advises that Tech Specs from Amends 47 U 36 re auilliary 
feedwater *ys surveillance satisfy open item noted in B20702 
SER on NURHG-0737, I tern 11 E 1 2, “Auxiliary Feedwater Sys 
Automatic Initiation b Flow Indication " 

VAROAiS A Operating Reactors Branch 1 83/05/16 CAREY, J J 

Duquesne Light Co 2pp 1B943 192 B4X Flche 50-334,83/09/16, 
0309230230 


6309240401 Forwards response to lOCFn50 49 rulemaking re environ 
qual 1 f icatl on of electrical equlpmatit When master list of 
equipment Is coupled w/recent response to SER, more complete 
overview Is presented 

CAREY, J J Duquesne Light Co 03/05/19 VARGA. S A Operating 
Reactors Branch 1 40pp 10974 146 24X Flche 90-334,63/05/19. 

0303240401 


B3052SD916 Forwards addl info requested per 830912 teUon re util 
decision to replace existing control power transformers 
w/encapsulatcd~tube transformers per 1CCFR90, App R 
Implementation planned during third refueling outage 
CAREY, U J Duquesne Light Co 83/09/20 VARGA, 8 A Operating 
Reactors Branch 1 9pp 105BB 273 24X Flche 90-334, 03/05/20. 

0305250516 


0309270107 Forwards “Reload Safety Eval uatlon, Beaver Valley Nuclear 
Plant Unit 1, Cycle 4 “ Requests that change to require 90X 
of in-core moveable detector thimbles for full core flux map 
be instituted for Cycle 4 

CAREY, J J Duquesne Light Co 83/09/23 VARGA, S A Operating 
Reactors Branch 1 2pp 10630 107 24X Fiche 50-334,03/09/23, 

0309270187 


—8305270190 “Reload Safety Eva luat ion, Beaver Valley Nuclear Plant 
Unit 1, Cycle 4 “ 

e Duquesne Light Co 83/02/20 I7pp 10636 109 24X 

Flche 90-334,83/09/23.8309270107 


Q Inspection reports. IE Bulletins U correspondence 


0212060389 IE Info Notice 03-14, **Duwatered Spent Ion Exchange Resin 
duflc eptl bi 1 i ty to Exothermic Chemlcol Reaction “ Sve list 
enc 1. 

TAYLOR, J M Division of Safeguards U Inspection Programs (Poet 
030103) BP/03/21 Consolidated Edison Co of New York, Inc 

llSpp 10300 319 24X Flche 50-000,83/03/21,9212060389. 
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83030^0021 IE Ir»fQ Nofetce B3“2li "Defective E/uerg-ency W*e Reiplrator " 
Svc lilt en<: 1 

JORDAN I E U Division of Emergency Prep^redne-ti Sc Etigineering 

Reipqnae CPost 030103) B3/04/ig Consolidated Edison Co of Neb> 

Vork. Inc 12fcpp 18433 135 24 X Flcfte 30-000.83/04/134 03030^0021 


0303030172 Foruardt lE Insp Rapt SO~334/03-O7 on 830301-0404 i notice 
of violation 

STAROSTECKI^R Division of Project * Resident Proarawi 83/04/20 
CARE/, J* J Duciuasne Light Co app 10341 013 24X 

FKhe 30'334* 83/04/20. 8303030170 


— B303030173 Notice of violation from Insp on 030301-0404 

e Ragion l, Office of Director 83/04/20 2fp 18341 013 24X 

FUha 50-334,83/04/20,8305030172 


—0303030180 IE Intp Rept S0-3a4/83'07 on 830301-0404 None omp 1 1 ance 
noted failure to provide ivp pi entente 1 LER info & failure to 
use approved procedure for refueling preparation 
TR08KD5KI,|4 M. , TRIPP, L E Region 1, Office of Director 
83/04/18 20pp 18341 017 a4J< Fiche 30-334,83/04/204 8305030172 


8303040023 IE Info Notice 03-22, '*BNR Saf ety/ltel 1 Valve Failures *' 
3vc lilt enc I 

JORDAN, E L Division of Emergency Preparedness !• Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of Neu 

Verk, Inc iiapp 18383 089 24X Fiche 30-000,03/04/22,8303040023 


0303040023 IE Info Notice 83-23, ''Inoperable Containment Atmosphere 
Bentlng Sgs ’’ 8vc list end 

JORDAN, E L Division of Enirgency Preparedness 1, Engineering 
Response IPost S30103) 83/04/23> Consolidated Edison Co of New 

York, Inc H*?pp 183B1'2>9| 24X Fiche 30-000.83/04/23,8303040023 


830304002& IE Info Notice 03-24, "Loose Parts In Secondary Side of 
Steam Oenerstors at PWRs " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPost 830103). 83/04/28 Consolidated Edison Co. of New 

York, Inc llSpp £8382 047 24X Fiche 30-000, 03/04/28. ©30304 002i 


8303040027 IE Info Notice ©3-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment *' Sve list end 
JORDAN. E L division of Emergency Preparedness << Engineering 
Response iPost 030103) 83/04/28 Consolidated Edison Co of Neui 

Yorlf. Ine 118pp 18382 163 24X Fiche 30-000,83/04/20.8303040027 


8305100337 Forwards Franklin Research Ctr proprietary equipment environ 
qualification uorkiheets, in response to 03D329 c lari ficatlon 
pf environ qualification SER Previous submittals justified 
continued operation Worksheets withheld fref 10CFR2 7?0>. 

CAREY, J J Duquesna Light Co 83/09/02 VAROA.S A. Operating 
Reactors Drench 1 2pp 1B379 J04 24X Fiche 90-334,83/03/02, 

8305100337 


8303040028 IE Info Notice 83-2i, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers '• Sve list end 
JORDAN, E L Division of Emergency Preparedness << Engineering 
Retponie IPost 830103) 03/03/03 Consolidated Edison Co of New 

York, Inc I22pp 18441,170 a4X Fiche 50-000,83/03/03,8303040028 


83D30'40030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sv( list end. 

JDRDAN.E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 83/03/04 Consolidated Edison Cu of New 

York, Inc MSpp 18382 202 24X Fiche 50-000.83/05/04,8303040030 


0303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Heepmmendations for Oeneral Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness jc Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co, of New 

York. Inc ll9pp ie441 001 24 X Fiche 50-000,83/05/04.0303040031 


B303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list encl 

JDRDAN.E L Oivlilon of Emergency Preparedness I* Engineering 
Response iPost 830103) ©3/03/06 Consolidated Edison Co of New 

York, Inc llSpp 18923 248 24X Fi che 50-000. 83/03/06. 8303040033 


8303100268 Forwards Westingheusa Rev I to Procedura iSI-lSd, 
■Tresarvice & Inservlca Inep of Reactor Vessels ■■ Procedure 
meets intent of Reg Guide 1 190. Rev 1 as referenced in 
Oentric Lfcr B3-J3 

CAREY, J J Duquesne Light Co 03/09/06, VAHOA. B A Operating 
Reactors Branch 1 Ip 10371 160. 24X Fiche 50-334,03/09/06. 

8303100268 


^ 8309100273 Rev 1 to Procedure 181—194, "Preservlce b tnservlce Insp 
of Reactor Vessels '■ 

ADANONIS. D, C, . LE FEBVRE, 0, J , VANO, J. A Westinghouse Electric 
CoTp 83/03/16 75pp. 18371 161 24X Fiche 90-334,83/09/06. 
8303100268 


©303040034 IE Info Notice 83-30, "Kisapp 1 ication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Sve list end 
JDRDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co. of 

York, Inc ll4pp 10324 003 24X Fiche 50-000,03/03/11,8303040034 


0305200436 Ack receipt of 830429 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-334/82-19 
Violation withdrawn per 830420 verification that records 
of two maint/repair activities retained 

NARTIN< T T Division of Engineering «< Technical Programs 03/05/17 

CAREY, J J Duquesne Light Co 2pp 10517 119 24X 

Fiche’ 30-334,83/05/17, 8305200436 


—8309200439 Responds to NRC 820916 it 830324 ltr« re violations noted in 
IE Insp Kept 30-334/82-19 Requested documentation located 
in files at time of insp Violation C should be withdrawn. 

CAREY. J J Duquesne Light Co 83/04/23 MARTIN. T T, Division of 
Engineering S, Technical Programs 2pp 18517. 121 24X 

Flcha 90-334,03/03/17,8309200436 


8309240404 Forwards application for relief from inservlce insp 
requirements re RHR HK noiile Alternate exam requirements to 
be performed once per 40-month ASMS Code period 
CAREY, JJ Duquesne Light Co 83/05/17 YARGA, 8 A Operating 
Reactors Branch 1 7pp 18571 043 24X Fiche 50-334,03/03/17. 

8305240404 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program. • 
Bve list end 

JOROAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 83/03/19 Consolideted Edison Co of N«u 

York. Inc 114pp 10697 009 24X Fiche; 50-000, 03/03/19, 830304«)40, 


8303040046 IE Info Notice 03-33, ‘'Nonrepresentative Rampling of 
Contaminated Dll " 8vc list end 

jORDANrE L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/03/26 Coneolidatsd Edison Cb of New 

York, Inc 114pp 10647 007 24X Fiche 90-000, 83/09/26, 0303040046 


n. Periodic operating reports I, related correspondence 


6305060261 Forwards Vol 2 to "Annual Environ Rept, Rad lologicel. 1983 “ 
8IE0ER.J D Duquesne Light Co 83/04/25 NlOGINTON, D Operating 
Reactors Branch 1 Ip 18344 193 24X Fiche 50-334,83/04/89. 

8309060261 


— 8303060269 Vol 2 to "Annual Environ Rept, Radlolog leal, 1902 •' 
* Duquesne Light Co 83/04/25 126pp 10344 194 24X 

Fiche 50-334,83/04/29,8309060261 


8309110424 Forwards Vol 2 to "1982 Annual Environ Rep t, Radiological, " 
CAREY, JJ Duquesne Light Co 83/04/29 HAYNES, R C Reglun 1. 
Office of Director Ip 18392 019 24X Fiche 90-334, 83/04 /EO. 

8309110424 


0309030993 Forwards NPDE8 discharge monitoring rept for Mar 1903 
FEITKNECHT,C Duquesne Light Co 03/04/27 REID, R U Operatlnj 
fteactors Branch 4 3pp 18303 271 84X Fiche 50-334,03/04/27, 

0309030393 


— 6309030599 NPDE3 discharge monitoring rept for Mar 1903 

a Duquesne Light Co. 03/04/27 13pp 10303 273 24X 

Fiche 50-334, 83/04/27, 8303030393 


S Reportable occurrences, LERs t, related correspondence 


0309030311 Forwards updated LER 79-023/03X-1 

LACEV,W 3 Duquesne Light Co 83/04/13 Region 1, Office of 
Director 2 pp. 10297: 197 24X Fiche 50-334,03/04/13,8305030311 


— 03OSO3O3I6 Updated LER 79-023/03X-1 on 790724, diesel generator output 
breaker 1 failed to close when control switch actuated & 
alarm indicated air start motor 1 failure to start 
generator Caused by sticking pinion Pinion assembly cleaned 
DRtfOAiR J Duquesne Light Co 63/04/11 Region 1, Office of 
Director 2pp 10297 139 24X Fiche 30-334, 83/04/13, 830903031 1 


8309110427 Part 21 & deficiency repts re mi soperation of 08-416 reactor 
trip undervoltage devices. Initially reported on 030420 
Attachments uilJl be replaced w/dcvlces w/wldened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHg.EP Nestlnghouse Electric Corp 83/04/21 DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement 9pp 
18403.099 24X Fiche 90-000,83/04/21,8303110427 


0309110343 Forwards updated LER B3-OO0/O3X-1 

LACEYiNE Duquesne Light Co 03/04/29 ALLAN, J M Region 1. 
Office of Director 2pp 18406' 180 24X Fiche 50-334,03/04/29. 

0305110343 
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— 8305110353 Updated UER a3-OO0/O3X-l on 830210* during testing of turbine 
driven euxiliery feedwater pufinp< excoss ive pump over^eatlng 
at Inbdard packing follower observed Caused by packing 
failure louter two rings found dry) Pump repacked 
ORUOAiR^J Du<iuesne Light Co 83/04/23 Region 1« Office of 

Director 2pp 18406 162 24X Plche 50-334*03/04/23.8303110343 


G3051?01SS Forwards updated UER 82-052/03X-1 

LACET* M S Duquetne Light Co 83/04/23 ALLAN. J M Region 1* 
Office qf Director 2pp 10300 221 24X Ftche 30-334*83/04/23* 

0305190103 


— 9303190309 Updated LER 02-O32/O3X-1 on 021103. while fire hydrant was 
being relocated due to interference w/Unit 2 act tvl ti es. 1 eak 
dlicovcrtd In hydrant Caused by lack of awareness & 

Inadeauete research by Unit 2 crafts personnel 

DR-UOA. R O' Duqoesne Light Co 83/04/23 Region 1* Office of 
Director 2pp 18300 223 24X Flche 50-334*83/04/25*8303190183 


Q30S1S0402 Foruerds LER 03-01 0/99X-0 

LACEY# M S Duquesne Light Co 83/03/02 ALLAN, J M Region 1* 
Office of Director 2pp 18434 088 24X Flche 30-334# 83/05/02. 

0303120402 


— B30S120411 LER 03-OlO/99X~O on 830327. d 1 escl driven fire pump failed 
operational lurvelHance test due to high coolant water 
tenp Caused by casting defect in cylinder head Defective 
cylinder head h electrical components replaced 

ORUOArR J Duqueine Light Co 83/05/02 Region 1# Office of 
Director 2pp 18434 090 24X Fiche 30-334,03/05/02.8303120402 


0305160050 Forwards LER 03-O1O/99X-O 

LACEYiW 8 Duquesne Light Co 83/03/02 ALLAN* d M Region 1* 
Office of Director 2pp 18433 123 24X Fiche 30-334,83/05/02# 

0303160038 


— 0303160064 LER 03-OlO/99X~O on 030327. while performing weekly diesel 
engine driven fire pump operation test, water level in 
CQollTig syi expansion tank observed low Water added high 
temp caused overflow Caused by defective cylinder head 
DRUOA.R J Duquesne Light Co 03/03/02 Region 1. Office of 
Director 2pp 18433 123 24X Flche 30-334*83/05/02,8303160030 


0303230320 Forwards LER B3-0U/03L-0 

LAGEV, (4 8. Duquesne Light Co 83/05/09 ALLAN, J M Region 1. 
Office of Director. 2pp 18336 323 24X Fiche 30-334,03/05/09, 

B3OS2303S0 


— 0305230327 LER 83-01 1/03L-0 on 830409, motor thermal overload relay for 
contaiTirtient sump to lA low head safety Injection pump 
suction valve <W09-ai-B60A) tripped* disab ling motor Cause 
unknown. Event will be reevaluated 

• Duquesne Light Co 83/03/09 Region 1* Office of Director 
Spp. 16336? 323 24X Flche 30-334. 03/03/09# 8303230320 


J)OCKET 30-335 BT LUCIE PLANT, UNIT 1 


F. medical# emergency 6 fire protection plans 


G3Q5040563 Forwards fire hazard analysis for facility 

UHR10#R E Florida Power I# Light Co 83/04/12 ElSENHUTfD 0 
Division of Licensing ip 10320 008 24X Fiche 30-335# 83/04/12# 

0303040363. 


— a303040366 Fire hazard analysis for facility W/five eversiie drawings 
Aperture cards ar* available in PDR 

a Florida Power «< Light Co 83/04/12 73pp 18320.009 24X 

Flche? 50-333, 83/04/12, 8303040563 


03O32OO4&9 Forwards safeguards Info re devitalization of certain 
•<qtflpfflint Info withheld (rtf 10CFR73 21) 

UHRIOrR.E. Florida Power it Light Co 83/04/22 O'REILLY.JP 
JRaglon 2, Office of Director Ip 10313 007 24X 

Flche. 30-335, 83/04/22# 8305200489 


8305170141 eummary of 830419-22 meetings w/util at site re physical 
security vital area analysis 

WEReEfijV. Licensing Branch 0 83/03/03 Licensing Branch 3 

6pp. 10495:323 24X Flche 30-335# 83/03/03. 8303170141 


0303270287 Forwards IE Insp Repts 30-333/83-11 & 50-389/83-27 on 
830407-09. No noncomp 1 lance noted. 

DANCEtH C Division of Project 6 Resident Programs, 83/03/06 

DH^tOrR. E. Florida Power k Light Go 2pp 18641 179 24X 

F 1 e h e ; SO -335, 83/05/06, 8305270287. 


— 8303270297 IE Insp Repts 50-333/03-11 6 50-389/^3-27 on 830407-09 No 
noncompliance noted Na ^or areas Inspected emergency 
preparedness in technical support ctr 

HUFFHAN. 0 N Region 2# Office of Director JENKINS. 0 R Division 
□f Emergency Preparedness 6 Materials Safety B3/05/03 4pp 
18641 lei 24X Flche 50-335, 03/05/06* 8303270207 


8305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re c lari f i ca tion of 
access to control procedures for law enforcement visits 
Sve list end 

EIBENHUT.D O Olviftlon of Licensing 83/05/11 Consolidated 

Edison Co of New York. Inc 16pp 10540 095 24X 

Fiche 50-000# 83/03/1 1* 03051 10034 


8303200090 Notifies that NUREO-0737, Item III A 2 1. “Emergency 
Preparedness* Upgrade Emergency Plans to App E. lOCFRSO," 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 03/05/11 UHRI0*R E 

Florida Power S# Light Co 3pp 10341 001 P4X 
Fiche 30-335,83/05/11,6305200070 


6303200346 Forwards revised Chapters 5 L 6 to security plan Chapters 
withheld (ref 10CF«:73 211 

UHRIO, R E Florida Power k Light Co 03/03/J I D'REILUY, J P 
Region 2, Office of Director 2pp 10516 231 24X 

Flche 50-335,83/03/11,8305200346 


J Insurance I# Indemnity information 


8303040106 Forwards Endorsements 47 h 37 to NEHA Policy NF-227 6 
NAELU Policy KF-8a, respec Lively 

DUCK.JR (larsh & NcLexmart, Inc 83/04/29 BALTZNAN. J Assistant 
Director for State 6 Licensee Relations Ip 18621 171 24X 

Fiche 50-333,03/04/29,0303040106 


0303100182 Forwards executed Amanda 8*9 U 10 to Indemnity Agreement 
D-76, adding Orlando UtU Commission of City of Orlando, FL 1# 

Florida Municipal Power Agency 6 deleting Item 3 of 

attachment to indemnity agreement, respective 1 y 

UHRIO.R E Florida Power k Light Co 83/05/03 E18ENHUT* D 0 

Division of Licensing 4pp 18374 270 24X Fiche 50-335.63/05/05* 

8305100182 


P Operating license stage documents 6 correspondence 


8303020602 Forwards safety evaluation for environ qualification of 
safety-related electrical equipment 6 proprietary technical 
evaluation rapt Jus 1 1 f ica 1 1 on for continued operation on 
listed items requested N/o technical evaluation rept 
CLARK, R A Operating Reactors Branch 3 03/04/21 UHRIO, R E 

Florida Power & Light Co 3pp 10204 204 24X 

Ftche 50-333# 03/04 /SI # 8303020602 


—8303020603 Safety evaluation for environ qualification of safety- 
related electrical equipment Proprietary review guidelines 
enc 1 

a Office of Nuclear Reactor Regulation, Director 83/04/21. Bpp 
16204 207 24X Flche> 50-335, 93/04/21 . 0303020602 


8305060039 Ack receipt of 030419 ltr re resolution of thermal shield 
problemi Schedule for submittal of repts to meet commitments 
submitted in ltr fi, discussed at 830425 msatlng confirmed 
CLARK, R. A Operating Reactors Branch 3 03/04/26 UHRfO.R E 

Florida Power 6 Light Co 2pp 18354 332 24X 

Fiche 50-335183/04/26.8305060039 


8305110128 Forwards safety evaluation of upper head voiding under 
natural circulation cooldown conditions Util analyses 
acceptable Program should be reviewed to assure that TMI 
Action Item I C 1 addressed within 60 days of ltr receipt 
CLARK. R A Operating Reactors Branch 3 e3/04/2d> UHRIO.R E 

Florida Power 6 Light Co 4pp 18421 323 a4X 
Flche 30-333# 83/04/26# 03031 10128 


— 8303110132 Safety evaluation re upper head voiding under natural 
circulation cooldown conditions Consequences of upper head 
voiding acceptable 

n Office of Nuclear Reactor Regulation, Director 83/04/26 
I4pp, 18421,327 24X Fiche 30-335, 83/04/26, SaOSl 10120 


0303020160 Forwards plant recovery plan presented at 030425 meeting re 
reactor vessel internals 6 thermal shield, In response to 
Item C of 030419 ltr, Plan lulll he revised dally w/updatei 
provided upon availability 

UHRIO.R E Florida Power Light Co 03/04/27 CLARK# R A 
Operating Reactors Branch 3 2pp 18204 062 24X 

Flche 30-333, 83/04/27, 0305020168, 
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630&020343 Summar i j e * B30435 meetitij w/NfiC re re^actor vessel internals 
t< thertnal shiald plant recoverv program cont 0 rnln <9 
prasiurlzfld thermal shock Plant maq safel(j operate \a/o 
rastrictian from pressuriaed thermal shnck considerations 
UHRlOiR E Florida Power & Ligiht Co B3/04/27 CLARKi R A 
Operating Reactors Branch 3 I9pp 10274 079 24X 

rich* SO-33 5103/04/27, B30502034 S 


030902051? PoTuards reactor vessel internals If thermal shield plant 
recovery program per B3041? commltnieot to provide safety 
assessment of passible effects an fuel performance due to 
loose parts ffe fuel problems Indicated at facility 
UHArOiR E Florida Power U Light Co 83/04/27 CLARK* R A 
Operating Reactors Branch 3 2pp 10201 334 34X 

Flchp 50-335.93/04/27,830302091? 


8309020455 Oeneric Utr 83-19 to all power reactor It testing licensees 
re new pro-cedures for providing public notice concerning 
Issuance of amends to OLs Svc list ehc 1 

EISEUHUTj D 0 Division of Licensing B3/05/02 ConsoUdated 
Edison Co of New Vork. Inc. 50pp 18441 120 £4X 

FI < h e 50-000, B3/09/0S, 83050204S5 


0303090476 Advises that tO'-yr pressure-temp operating limits (P-T> for 
plant recovery program reactor vessel internals & thermal 
shield valid for upcoming Cycle 6 P-T limits it^lll be 
reviewed & revised. If necessary ■ pr 1 or to exceeding 7 4 EFPV 
UHRIOcR E Florida Power t Light Co 63/09/03 CLARK, R A 
Operating Reactors Branch 3 Ip 18362 271 24X 

F I c h « 50-33 5, 83/05/ 03, B305090 4 76 


03OS1OO23'6 Advi ses that vendor safety analysis to support installation 
of mods to auxiliary sys, per util 830103 itr r« main steam 
line break w/catttinued feedwater addition, is under review 
Responie to core reactivity question expected by 830615 
i/HRrO»R E Florida Power 8c Light Cn 03/05/03 CLARK, R A 
Operating Reactors Branch 3 ip, IB374 127 24X 

Fi Che 90-335f 83/05/03, 8305100236 


8305110105 Forwards Amend 57 to License JlPR-67, safety evaluation fc 
notice of issuance & availability Amend provldas for removal 
of cblorlne detectors from control room air intakes W/o 
cnc 1 

BELLS, 0 E Operating Reactors Branch 3 B3/O9/03 UHHIO, R E 

Florida Power 8, Light Co Ip 18421 254 24X Flche 50-335. 

03/05/03,8305110105 


B3051SD146 Forwards Anend 5S to License DPR-67, sa f c ty evaluation t< 
notice of issuance 6 availability Amends change Tech Specs 
to clarify fc modify surveillance requirements ^ Limiting 
operating conditions for degraded grid voltage protection 
SELLS, D E Operating Reactors Branch 3 83/05/03 UKRIO.R E 

Florida Power U Light Co. 3pp 1S439 312 24X 

Flcht’ 50-335, B3/05/03, 8305120146 


— 63D5120I93 Amend 96 to License DPR-674 revi s ing Tech Spec survel 1 la.nce 
requirements li llmlfring operating cohdltions re grid voltage 
protection equipment £, procedures 

CLARKiR A Operating Reactors Branch 3 83/09/03 llpp 

18435 319 24X Fiche 90-333,83/09/03,8305120146 


— 8303120160 Safety evaluation supporting Amend 9S to License DPR-67. 

» Office of Nuclear Reactor Regulation, Director 83/09/03 3pp, 
10433 326 24 X Fiche 50-339,03/05/03,0305120146 


--8209020602 "Technical Evaluation Ropt on Proposed Design Mods & Tech 
Spec Changes on Or£d Voltage Degradation for St Lucie 
Nuclear Power Plant, Unit 1 " 

SELAN, J. C Lawrence Livermore Laboratory FIN A-0250 
UCID-I?450 88/07/30 Office of Nuclear Reactor Regulation, 
DIractor 11pp. 18433 389 S4X Fiche 50-335,83/05/03.8305120146 


— 0304060471 Rev I, to "Proposed Design Wods ti Tech Spec Changes on 
Orld Voltage Degradation," technical evaluation rept 
SELAN, J C Lawrence Livermore Laboratory FIN A-0230 t;ctD-19430 

ROl. 03/03/23 Division of Licensing lOpp 10439 340 24X 

Fiche 50-339,83/03/03,8303120146 


8305120920 Summary of 830489 meeting w/utll & C-E in Betheida, MD re 
thermal shock to reactor pressure vessel w/removal of 
thermal shield from facility Vlewgraphs end 

SELLS, 0 C Operating Reactors Branch 3 83/09/03 Operating 

Reactors Branch 3 t7pp 18441 341 24X Fiche 90-333, 03/ 05/03. 

0305120320 


8305180567 Responds to 030425 Itr re decision to remove fitflt reactor 
vessel mail Irradiation surveillance specimen during current 
outage. Info resulting from exam L evaluation of specimen 
requested for review of thermal & shield analysis 
CLARK, R A Operating Reactors Branch 3 83/05/04 UKRIO, R £ 

Florida Power S, Light Co Sfp 18904 361 24X 

Fiche. 90-335, 83/09/04,8309180567 


8309100103 Forwards Info justifying continued operation w/electrical 
equipment in Item 114 per 830421 Itr All other items listed 
in Category II B of Franklin Research Ctr technical 
evaluation rept replaced w/quallfied transmitters 
l/HRIO, R E Florida Power St Light Co B3/09/09 CLARK, R A 
Operating Reactors Branch 3 2pp 18377.24? 24X 

Fiche 90-333,03/03/05,8305100103 


8305090699 Oeneric Ltr 83-20 to all operating reactor licensees tt 
holders of CPs re integrated scheduling for Implementation 
of plant mods svc list end 

ElSENHUr, D 0 Division of Licensing 83/09/0? Consolidated 
Edison Co of New York/ Inc i6pp 16627 153 24X 

Fiche 30-000, 83/09/09, 0305090699 


83O913O10J Responds to Oeneric Utr 63-lOB. "Resolution of TNI Action 
Plan Item II K 3 9, ^Automatic Trip of Coolant Pumps C-E 
Owners Group has chosen "trip two, leave two" strategy to 
resolve item Description of program expected by 030701 
UHRIG, R E Florida Power & Light Co 83/09/10 EIBENHUTiD 0 
Division of Licensing 2pp 10436 091 24X FlChe 50-339,83/09/10, 

8303130121 


8305170103 Notification of 830920 meeting u/util & C-E In flethesda.WD 
to discuss loose parts monitoring sys & ex-core 
instrumentation Portions of meeting may be proprietary 
BELLS, D E Operating Reactors Branch 3 83/09/12 CLARK, R A 

Operating Reactors Branch 3 2pp 10495 340 SAX 
Fiche 90-339, 03/05/12, 0309170103 


6309240999 Notification of cancellation of 630520 meeting w/util In 
Bethesda.ND to discuss loose parts monitoring sys & ex-cort 
instrumentation 

BELLS. D E Operating Reactor# Branch 3 83/09/12 CLARK, R A 

Operating Reactors Branch 3 2pp 18393 165 24X 

Fiche 90-335,03/09/12,8309240999 


8309170463 Forwards response to requests for addl info re Cycle 6 
reload Performance of C-E fuel examined it Tech 8psc change 
to remove augmentation factors supported 

UNRIG, R E Florida Power & Light Co 83/09/13 E18ENHUT, D 0 
Assistant Director for Licensing 19pp 16469 33? 24X 

Fiche 90-399,03/09/13.0305170463 


B309270170- Forwards "8t Lucie 1^28, Turkey Point 3 & 4 Deteilad 
Control Room Design Reviews Program Plan," fulfilling 830419 
commitment per NURE0~0737, Supp 1 1 

UNRIG. R E Florida Power & Light Co, 63/09/14 EIBENHUT.D 0, 
Division of Licensing Ip 10638 072 24X Fiche 90-335,03/05/14, 

0305270170 


8305230532 Forwards Class III fee for 83030? application for amend to 
Tech Specs for License DPR-67 re chlorine detection sys 
UNRIG, R £ Florida Power & Light Co B3/09/16 DIGGS,R.K Llcenie 
Fee Management Branch Ip 18537 099 24X Fiche 50-339,03/09/16, 

0309230532 


B3092S0397 Forwards Class 111 amend fee for 030309 request for 
proposed Tech Spec changed re chlorine detection sys 

UNRIG, R E Florida Power & Light Co 83/09/16 DtOGB, R <1 License 
Fee Management Branch 2pp, 10992 002 24X Fiche 50-339,83/09/16, 

8305230397 


— aa05£2Ol7l Notice of issuance St avaiJabllltg of Amend SB to License 
DPR-67. 

TRAMMELL, C M Operating Reactors Branch 3 83/05/03 2pp 

10433 351 2qx Flphe 50-339,83/03/03,0309120146 


B309120499 Summary of 830425 meeting w/utjl 
schedule for resolution of thermal shield 
shield chr onoiog i cal sequence end 
SELLS, D E. Opereting Reactors Branch 3 
Reactor# Branch 3 9pp. 16443 163 24X 

8305120499, 


4, C-E in Bethesda,hD re 
damage Thermal 

B3/O5/03 Operating 
Fiche 50-339, 83/0 9/03, 


8305240372 Forwards responses to NRC 830116 request for info re 
accident monitoring, to aid in post-implementation review of 
NUREG-0737, Items 1 1 F 1 4# 1 1 F, 1 5 1 1 F. 1. 6 

UNRIG, R E Florida Power k< Light Co 83/09/19 CLARK, R A 
Operating Reactor# Branch 3 I7pp 10579 078 24X 

Fiche 90-339, 03/09/19, 8309240372 


6305290462 Reschedule# 830520 meeting on plant recovery prpgram - loo## 
parte monitor & ex-core detector, for 830603, w/fol lowup 
documentation to be provided by 830606 

UHRIOrR E Florida Power Sc Light Co 63/09/19 CLARK, R A 
Operating Reactor# Branch 3 2pp 10509 033. 24X 

Fiche 90-335,83/09/1918305290462 
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8305290272 Rasponds to 630504 request far submittal date of eitam & 
results for oiafcl irradiation surveillance Final rapt 
lunvnarljing C-E test results expected in early Oct 1983 Rept 
ulll be submitted by 631101 

UHRIO. R E Florida Pouer t Light Co 83/09/20 CLARK* R A 
Opirattng Reactors Drench 3 Ip 16992 301 S4X 
Flche 30-335*83/03/20.6309290272 


6309230399 Foruards schedule for qualification or replacement of 
equipment important to safety u^ithin scope of 10CFR90 49 
Adifl doeumentat ion to demonstate that equipment committed tp 
be qualified meets specific requirements forthcoming 
IPHRIO. R E Florida Power tt Light Co 63/03/20 CLARK* R A 
Operating Raactors Branch 3 iipp 1B969 319 24X 

Flche 90-335. 83/05/20* 8309230399 


6309290472 Forwards "St Lucie Units 1 ?< 2 t. Turkey Point Units 3 Jc 4 
Detailed Control Room Design Reviews Program Plan**' per 
S30413 commitment re Bop pi 1 to NUREO-0737 

UHRI<>*R E Florida Pouier & Light Co 63/03/20 ElSENKUTr D 0 
Olvlilon of Licensing ip 10968 333 24X Flche 90-000.63/03/20* 

B3DS290472 


— 8309230491 *'8t Lucie Units t h 2 ti Turkey Point Units 3 & 4 Detailed 
Control Raom Design Reviews Program Plan " 

a Florida Power & Light Co 63/04/30 34pp 10988 334 a4X 
Flche 90-000,63/03/20*0309230472 


6309250461 Foru/ards '^Equipment Qualification Radiation Dose Map 
Davelopmenti " in response to 830406 request Rept presents 
aaiumptiona It methodology used in creating dose maps & 
this illustrative dose points 

U^IRI0«R E Florida Power Ct Light Co 03/09/20 EIBENKUT* 0 0 
Division of Licensing, ip 18386 234 24X Flche 30-333*63/03/20* 

8303230461, 


--63052904B4 "Equipment Oual 1 f ication Radiation Dose Map Development " 
» Florida Power it Light Co 63/03/20 I6pp 10388 233 24X 

Flche- 30-339* 63/09/20* 6303230481 


83Q9S70168 Forwards responses to addl info requested in 030421 safety 
evaluation an environ qua 1 If ication of saf ety-re Jated 
electrical equipment 

UHRI9*R E Florida Power it Light Co 03/03/29 CLARK. R A 
Operating Reactors Branch 3 3pp 16638 096 24X 

Flchi 90-339*03/09/29*9309270166 


0 inspection reports* lE Bulletins correspondence 


8212060363 IE Info Notice 03-14* "Dewatored Spent Ion Exchange Resin 
Butcepti bl 1 i ty to Exothermic Chemical Reaction " 8vc list 
enc 1 

TAVLOR*J M Division of Safeguards U Inspection Programs (Post 
B30i031 03/03/21 Consolidated Edison Co of New York* Jnc 

llSpp 16309 319 24X Flche 90-000* 63/03/21 . 6212060369 


0309270961 Forwards IE Insp Repts 90-339/83-10 6 30-309/03-29 on 
030316-16 No noncomp 1 lance noted 

OANCEiH C Division of Project it Resident Programs 83/04/06 

UHFIIOjR E Florida Power it Light Co 2pp 18643 321 24X 

Flche 90-333,* 03/04/06* 8303270361 


— 8303270976 IE Insp Repts 30-339/83-10 it 90-389/83-25 on 030316-18 No 
noncomp 1 lane B noted Major areas inspected Unit 1 plant tour* 
during rofuellng outage & Unit 8 followup of licensee 
actions on inspector identified items. 

WRAViJ R * BARR. K P Region 2* Office of Director 83/04/09 
0PP 18649:323 24X Flche 90-339*63/04/06,8309270961, 


B309270399 Ac It receipt of 830331 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-339/63-02 U 
30-309/83-09 

LEWI8, R C Division of Project it Resident Programs 83/04/14 

UHRrQ*R E Florida Power it Light Go Ip 16647 127 24X 

Flche 90-335*83/04/14*8309270999 


— 8309270572 Responds to NRC 030301 Ur re violations noted In lE Insp 
Rept 30-339/03-02 Corrective actions, 1 icensed operator 
que 1 If Ication program reviewed will be revised by 830731 1< 

■xen date tracking sys established, 

DHRlOiR.E. Florida Power S< Light Co 03/03/31. O'REILLY, JP 
Region 2 j Office of Director, 4pp 16647,128 24X 

Flche 90-339*03/04/14.8309270399 


— 8305270579 Ferwerds IE Insp Reptd 50-339/83-02 it 90-309/83-09 on 
830124-26 tc notice of violation 

LERIS* R C Division of Project it Resident Programs 83/03/01 
UHRIO*R. E. Florida Power i* Light Co 2pp 18647 133 24X 

Fich* 50-339* 63/04/141 830927095? 


— 0309270964 Notice of violation from insp on 830124-26 

e Region 2* Office of Director 83/03/01 2pp 16647 135 24X 

Flche 90-333,63/04/14,8309270599 


—0309270594 IE Insp Repts 90-335/63-02 Ic S0-3B9/83-O9 on 030124-28 
Noncompliance noted failure to falloui procedures required by 
training programs It failure of licensed operators to be 
cognixant nf facility des ign. proc edur es It license changes 
DELiaLE*0 A , SKINNER* P H * UPRIGHT, C M Region 2. Office of 
Director 03/02/24 9pp 18647 137 24X Ficho 90-339* 83/04/ 1 4. 

8309270999 


6303040021 IE Info Notice B3~21. "Defective Emergency Use Respirator " 
0VC list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/19 Consolidated Edison Co of New 

York* Inc I26pp 10439 199 24X Flche 90-000,63/04/13.6303040021 


6303040023 IE Info Notice e3--22. "BWR Baf a ty/Rel ief Valve Failures ■' 
0VC list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 63/04/22 Consolidated Edison Co of New 

York, Inc 112pp 16303 009 24X Flche 30-000.63/04/22*6303040023 


6303040025 IE Info Notice 83-83* "Inoperable Containment Atmosphere 
Sensing Sys " Bve list end 

JORDAN. E L Division of Emergency Prepar edness It Engineering 
Response (Post 630103) 03/04/29 Consolidated Edison Co of New 

York, Inc 119pp 16361 891 24X Flche 90-000.83/04/85.8303040023 


8309020084 Withdraws 030405 relief request for performing inservlce 
insp Relief will nab be required 

UHRIO*R E Florida Power tc Light Co 83/04/26 EISENHUT. D 0 
Division of Licensing Ip 18279 278 24X Flche 90-333*03/04/26. 

8309020004 


8303270359 Forwards IE Insp Repts 90-339/03-07 It 90-389/83-21 on 
830314-10 No noncamp 1 lance noted 

DANCE. H C Division of Project h Resident Programs 03/04/26 

UKRIO*R E Florida Power St Light Co 2pp IB642 120 24X 

Ficha 30-339*03/04/26*0309270359 


—0309270367 IE Insp Repts 50-339/03-07 I, 90-369/83-81 on 830314-10 No 
noncompliance noted Major areas Inspected local leak rate 
testing, snubber tasting l< review of Unit 1 procedures re 
refueling operations 

WHITENER.HL , MATH 1 9* J . JAPE, F Region 2, Office of Director 
83/04/21 6pp 18642 130 24X Flche 50-335,83/04/26,6309270399 


6303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Generators at PWRs " Sve list and 

JORDAN, E L Division Of Emergency Preparedness it Engineering 
Response (Post 030103) 63/04/26 Consolidated Edison Co of New 

York, Inc 113pp 103a2>O47 24X Flche 50-000*03/04/28*0303040026 


8303040087 IE Info Notics 03-29, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list and 
JORDAN*£ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/04/80 Consolidated Edison Co of Now 

York* Inc H0pp 18302 16S 24X Flche 90-000.63/04/88,6303040087 


B30S030340 Forwards three relief requests from certain Tech Spec 
4 4 10 1 a l( 10CFR50 93(g> Inservlce insp requirements 
Approval required during current outage 

OHRIO* fl E Florida Power it Light Co 03/04/89 EIBENHUT*D 0 
Division of Licensing 9pp 18897 109 24X Flche 90-339*03/04/29, 

6303030340 


8303040028 IE Info Notice 83-86* "Failure of Saf ety /Rel ief Valve 
Discharge Line Vacuum Breakers " Bve list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/09/03 Consolidated Edison Co of New 

York* Inc I83pp 10441 I70 24X Flche 30-000,63/09/03*0303040026 


8303040030 IE Info Notice 83-87* "Pperational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN* £ L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/09/04 Consolidated Edison Co of New 

York, Inc 118pp, 16308 868 84X Flche 50-000*03/05/04,0303040030 


8303040031 IE Info Notice 03-88. "Criteria for Protective Action 
Recommendations for General Emergencies, " Bve list encl 
JDRDANrE L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 63/09/04 Consol Idated Edison Co of New 

York* Inc 119pp 16441 001 SAX. Flche 90-000,63/09/04*6303040031 


6303040033 IE Info Notice 03-29. "Fuel Dlnding Caused by Fuel Rack 
Deformation " Sve list end 

J0RDAN«E L Division of Emergency Preparedness I, Engineering 
Response (Post B30103) 03/09/06 Consolidated Edison Co of New 

York* Inc H9pp 18323 248 24X FJehe* 90-000, 83/09/06* 6303040033 
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3303270287 Toruardt JE lrt«p RfrpCs 30-333/83-11 ^ 50-389/83-27 on 
830407-09 Nd none oifp i i ance noted 

DA^/'CE«H C Civilian of Project i Re* i dent Prograni 83/05/0-6 

UHRIOrR E Florida Patter h Liqhi Co 2pp, iBi4J 179 24X 

FI e Ih I 30-33 5. 03/0 5/06» 6305270287 


— 8305270297 IE Imp Rapt* 30-335/63-11 & 30-309/03-27 on 630407-09 No 
noncompl lance noted Major area* tncpected eneraency 
preparedne-Sf In teclinlcat support ctr 

HUFFllA^iO N Region 2. Office of Director vlENKlNS. 0 R Division 
Of Eneraincy Preparedneii & Material* Safety 93/05/03. 4pp 
18641 181 a4X Fiche 50-335. 93/05/ 06i 03 032702B7 


8305270329 Forward* IE ln«p Repte S0-33S/83-13 U 50-309/63-33 on 
830412-15 No noncampl 1 once noted 

DANCEj H C Dlvlflon of Project & Resident Programs 83/05/0-6 

UHRIO.R E Florida Power & Light Co 2pp 1Q641' 131 24X 

FI c f> • 50-33 5i 03/03/06, 0303270329 


—0305270339 JE fnsp Repts 50-333/83-13 S< 50-369/03-33 on 830412-13 No 
noncomp lietic « noted Major areas inspected Inservice Insp 
(Unit Oicore barrel /thermal shield damage <Unit ll,(jeldlng 
& NOE (l/nlt n & pre*ervlce in»p <i;nlt 2> 

CROyLEVrQ R , SLAKE, J J Region 2* Office of Director 63/05/02 
7pp 10641 133 S4X FUhe 50-335.83/05/06,8303270327 


0303040034 IE Info Notice 83-30, ^‘Ml sapp U cat I on of Generic Emergency 
Opereting Procedures (£8P> ouldelines '* Sve list encl 
JORDANi E L Division 0# Emergency Preparedness & Engineering 
Response iP-ost 830103} 83/05/11 Consolidated Edison Co of KetiJ 

York* rnc il4pp 18524 003 24X Fiche 50-000. 83/05/1 1. 8303040034. 


6303040040 l£ Jnfa Notice 83-31. “Error in ADLPfPE Computer Program 
Eve lilt end 

JORDANfE L Division of Emergency Praparcdne«s it Engineering 
Response iPost 630103} 83/09/19 Consolidated Edison Co of New 

Vork. Inc 114pp 18677,009 24X FI c he' 50-000. 83/05/1 7, 6303040040 


8303040046 IE Info Notice 83-33, ^’Nonrepres entative Sampling of 
Contaminated Oil ** 8vc II*t end 

/ORDAN, E L Division of Emergency Preparedness & Engineering 
Response CPost 830103} 03/05/26 Consolidated Edison Co of New 

Yorkr Inc n4pp 16647 007 24X Fi Che, 90-000. 83/0S/26i 8303040046 


R Periodic operating reports i< related correspondence 


830503034$ Forwards Vols 1 & 2 to "Annual Nonradlolog i cal Atfciiatie 
rtonltoring Rept, 1992 " 

UHRIOrR E Florida Power & Light Co 83/04/20 MULLER. D R, NRC - 
No Detailed Affiliation Oiven ip 18307 001 SAX 
F I c h e 50-335. 83/04/28, 83050303 4 1 


'—8305030347 Vols J 4t 2 tO "Annual Nonradio 1 og lea 1 Aquatic Monitoring 
Reptr 1902 " 

# Applied Dldagyr Inc AB-442 83/03/31 406pp, 18307 004. 

24 X Fiche 50-335,83/04/28.0305030341 


8 Reportable occurrences# LER* related c orraspandence 


8309050127 Forward* LEfl 03-O21/O3L-O 

WILLIAMS. J H Florida power it Light Co 83/04/20. O'REILLY. J P. 
Region 2, Office of Director Ip 18341 353 24X 

F 1 c h e * 50-335. 83/04/26. 8303 D301 27 


—8305050138 LER 83-021 /03L-0 on 830329. w/re fueling cavity filled greater 
than S3 ft. two shutdown cooling hot leg suettan valves 
c I esed. i lalating flow to core Caused by shorting out of 
power supply to control d r cut t. Fawer restored 

NALLINO.G E Florida Power W Light Co 83/04/29 Region 2. 

Office of Director Jp 10341:334 24X FI che: 50-335. 83/04/20. 

6309090127 


fl3-05l70927 Deficiency rapt re potential significant safety harard 
concerning defect in stainless steel tubing pressure 
boundary component Initially reported on 630504, 9e I ec ted 
tube* returned to C-E Tubes for reinsp 

SCMERER.A E Combustion Engineering. Inc 03/05/06 DEVOWIO, R.C 
Director's Office, Office of Inspection and Enforcement- lOpp 
16468 017, 24X FI ch#' 50-335, 03/09/06# 8305170527, 


8305170244 Forward* LER B3-025/03L-D 

WILLIAMS. J- H. Florida Power it Light Co 83/05/09. O'REJLLV.vF P 
Region 2, Office of Director ip, 10466 124 24X 

Fiche. 50^33 5i 63/09/07. 8305170244. 


— 8305170250 UER 83-025/03L-0 on 830419, 31-day fire station Intp Interval 
escaeded Caused by parsownel oversight Personnel advised of 
importance of performing required insps. 

BRANNlNiii P, Florid# Power S, Light Co 83/09/07. Region 2. 

Office of Director. ip, 10466-' 129. 24X FI che, 50-335. 83/05/09. 

6305170244 


6305200430 PNO- 11 -03-040' on 030515, two util employees h one forait 
employee arrested for cocaine it marijuana possession Arrest 
occurrtd offsite Employees not involved In licensed 
operator activities 

LANDIB.K D . DANCE, H C Region 2, DfflCo of Director. 03/09/17 
Ip 18517 150 24X Fiche 50-335,03/05/17,0305200430 


8305250302 LER 83-026/097-0 on 030513.67 of 264 Bergen Paterson £A-3 
clamps discovered oriented Improperly Caused by vendor 
catalog Interpreted Improperly Clamps will be replaced 
during present outage (4/830518 Itr 

WILLIAMS, J, W , MCLAUGHLIN, L Florida Power <c Light Co. 83/05/10 
O'REILLY, J P Region 2# Office of Director 2pp 10392. 154 E4I 
Fiche 50-333# 03/09/10, 8305250302 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION# UNIT 2 


F Security, medical# emergency ti fire protection plans 


6309040022 Releases public version of revised emergency plan 
implementing procedures 

FELTON# J M Division of Rule* and Record* 03/04/25 Document 
Management Drench ip 10330 065 24X Fiche' 50-245# 03/04/29. 

8305040022. 


— 8303040034 Forward* public version of revised emergincy plan 
iotplementl ng procedures# Including Procedures EPIP 4214 re 
Unit J reactor coolant 8# liquid waste post-accident sampling 
& EPlP 4222 re Unit 2 core damage estimate 

C0UN8IL, W. O Northeast Nuclear Energy Co <subs of Northeeil 
Utilities}. 83/04/12 EISENHUT# D 0 Division of Llctnilng 
16330 066 24X Fiche 50-249, 63/04/25# 8305040022 


— 8305040039 Public version of revised emergency plan Implementing 
procedures. Including Procedure* EPIP 4214 re Unit i reactor 
coolant it liquid watte post-accident sampling It EPIP 4222 rt 
Unit 2 core damage estimate 

« Northaast Nuclear Energy Co Isubs of Northeast UtMltifil 
83/03/31 300pp 10330 068 24X Flcht 50-245,03/04/23, 

0305040022, 


0305110034 Oeneric Ltr 83-21 to all licensees of operating reacteri# 
applicants for OLs 6 holders of CP* re clar 1 flcafcion of 
access to control procedure* for law enforcement visits 
Sve list encl, 

EISENHUT, D O Division of Licensing 03/05/11 ContoUdefefd 
Edison Co, of New York, Inc I6pp 18540 099 24X 

Fiche 90-000# B3/05/H# 8305110034 


8309180893 Authorises refund for review of 831230 It 030400 requiiti 
from, revised schedule for conducting emergency exercise 
MILLER, WO L-icente Fee Management Branch 03/05/11 COUNQILiHfl 
Northeast Nuclear Energy Co (sub* of Northeast Utilities}. Ip 
10506 '030 24 X Fiche 50-000, 03/O9/l'l# 8303180053 


03O916OD22 Advises that onsite & offsite emergency prepartdneie 
adequate & smiergency plans upgraded per NUREO-0737# I tern 
III.A.2 1 Item complete 

CRUTCHFIELD, D Dptratlng Reactor* Branch 5. 83/05/13 C0UN81U#H P 

Connecticut Yankee Atomic Power Co C0UNS1L,W 0. Northeast Nucleir 
Energy Co (subs of Northeast Utilities} 4pp 18492.349. 24X 

Fiche' 50-000# 88/05/13, 8305160022 


1 Financial Information 


8305020093 Forward* "Annual Rept of Electric Utl Is# Licensees L Othiri 
(Class A it Class B}, " PERC Form 1 

BraHOP#R W Northeast Utilities 63/04/26 Office of Nuclear 
Reactor Regulation, Director 132pp 18279 109. 24X 

Fiche 50-245. 03/04/26, 8303020093 


J Insurance S, indemnity information 


8309120156 Forw#rd* Endorsement* 87 Si 78 to NELIA Policy NF-173 U MAELD 
Policy HF-72# reap ect ively 

aiNISliU.M Marsh 6 McLennan, Inc 83/05/09 SALTZMAN# J O. 
Aselstant Director for State 8. Licensee Reletlont 3PP 18427*193 
24X Fiche 90-245# 83/09/09# 8305120196. 


P, Operating license stage documents St correspondence 


8305230616 Forwards info In response to 830208 Ur requesting baCkfU 
cost data for operating nuclear unit*. Cost categorised 
according to NRC imposed, TMI 8« non-THl backf i ts# utl 1- 
inltlated Sc hybrid backfUs 

COUNBiLr W 0, Connecticut Vankec Atonic Power Co COUN82L, W. G 
Northeast Nuclear Energy Co (subs of Northeast Utilities}. 
CDUNOlLtWO. Northeast Utilities 83/03/21. TOUR TEL L OTTE, J, 
Regulatory Raferm Task Force 29pP 18543 030 24X 

Fiche 90-O00> 83/03/21, 0305230616 
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630^230720 Foruardc list of utils responding to reiiuestfi for cost 
figures on beclrfittlng 

TOOftTELLOTTE. J Regulatory Reform Task Force 83/04/11 
PAUL(<^DllVO-i N J Cortifflissioners 2pp 18342 272 24X 

Flclie 30-000*83/04/11.8305230720 


03031-60168 Advises that action required by 830126 Amends S8i SI It BO to 
Lii:tOS:eB DFR-21 j DPR-61 6 DPR-63. respective Jy & Generic Ltr 
83'-07 camp 1 ctoi based on util negotiations u/DOC re disposal 
of high level waste or apent nuclear fuel 

CLARK. R A Operating Reactors Branch 3 03/04/20 CDUK8IL, W 0 

Connecticut Vankee Atomic Power Co Bpp 18462 335 Z4X 

Flcha. BO-OOOi 83/04/20. 8303160180 


83050600SB Foruardi 8ER supporting revs to radiological effluent Tech 
Specs Tech Specs acceptable 

CLARK. R A Operetlng Reactors Branch 3 83/04/21 COUNTS IL. U 0 
Northeait Muclear Energy Co <tubs of Northeast Utilities) 2pp 
18364 320 24X Fiche 30-336. 03/04/21 > B30S06003G 


— 830S060062 8ER supporting revs to radiological effluent Tech Specs 
e Office of Nuclear Reactor Regulation. Director 03/04/21 6pp 
1B364 322 24X Fiche 50-336*03/04/21.8303060030 


—0209210332 "Radiological Effluent Tech Spec Implementation <A-2). 
Millstone Nuclear Power Btation Unit 2." technical 
evaioation rapt 

FERNANDEZ. C . PANDEV. 0, . CARFAGNO. P Franklin Ins 1 1 tute/Frank lln 
ReifArch Center NRC-03-81-130 TER-C3S06-99 02/09/17 NRC - 

No Detailed Affiliation Divert 26pp 10364 320 24X 

F 1 c h ■ : 9 D-DSA .03/04/21. 0303060030, 


8305040447 Provides Info justifying continued operation in light of 
thermal shield concerns, per request made at 83041S meeting 
Visual Imp. conducted during Fall 1900 outage, uncovered no 
evidence of thermal shield deterioration 

C0UN8IL. M 0 Northeast Nuclear Energy Co isubs of Northeast 
Utilities) C0UN8IL. N 0 Northeast Utilities B3/04/26 
CLARK. R A Operating Reactors Branch 3 2pp 10319*317 24X 

Fiche 90''336r 83/04/86. 0305040447 


8309090054 Forwards comments on Generic Ltr 82'*32. ^'Potential Steam 
Oenorator Related Requirements " Vendor input should be 
lougti ti aspec ia i ly in areas of steam generator tube inservlce 
Insp 6 design considerations 

COUNBtLiU 0 Connecticut Vankee Atomic Power Co COUNBIL.W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COUNSIL.W 0 Northeast UtiHtlPf 83/04/29 EI8ENHUT. D 0 
D1 VI lion of Licensing 6pp 10339 009 24X Fiche 90-000.83/04/29. 

8309090054 


8309090229 Bubmlts progress rept r« THI Items II F 1. 1 11 F 1 2 re 

effluent monitor mods Vendor scheduler uncertainties 
resolved. Remaining work consists of training operators, 
software changes Tk minor wiring change. 

CDUNStLiN 0 Northeast Nuclear Energy Co (subs of Northeast 
UtiLitlet). COUNSIL. N. G Northeast Utilities 03/04/29 
CRUTCHPrELD. D Operating Reactors Branch 9 2pp 18330062 24X 

Pichs: 90-849. 83/04/29. 8309030229. 


6309090469 Forwards revs to "Corporate Organliatlon for Nuclaar 
Incidents Procedure Manual.'* per 10CFR90. App E. Section V 
U/o encle. 

CDUNaiLi N 0 Connecticut Vankee Atomic Power Co GOUNBIL.N 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities). 
COUN01L.il 0. Northeast Utilities 83/04/29 EI0ENHUT. 0 0 
Division of Li canting 2pp 18362 236 24X Fiche 30-000.83/04/29. 

8309090469 


8309020439 Generic Ltr 83-19 to all power reactor L testing licensees 
ra nau procadurei for providing public notlcs concerning 
lisuanca of amends to OLs 8vc list sncl 

EI8ENHUT.0 0. Division of Licensing. 83/03/02 Consolidatsd 
Edison Co. of Nau York. Inc 90pf 10441,120 24X 

riche: 90-000* 63/03/02. 8309020499. 


6305120841 Forwards proprietary it nonproprietary rasponies to NRC 
820017 request for addl info re meaiurament uncertainti es It 
■Shape Annealing Factor Component of Axial Shape index , " 
proprietary response It rept withheld (ref 10CFR2 790) 

COUNSIL. U. 0 . SEARS. C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities} C0UN8IL. W. G Northeast Utilities 83/03/03. 
CLARK.R A. Operetlng Reactors Branch 3 I6pp 18429 191 24X 

Fiche. 90-336. 03/03/03. 6309120241 


— 8309120292 "Shape Annealing Factor Component of Axial Ghape Index 
Uncertainty, " 

a Comliustlon Engineering. Ine CEN-247(N)-NP. 83/03/31 4Spp 

16427: 167 84X Fiche: 90-336. 83/09/03. 63091 S0241 


8309200081 Forwards SER supporting licensee 790623 t< 810501 requests 
for relief from ASME Section XI inservlce testing 
requirementsj par lOCFRSO 59(g) Relief from ASME Code 
requirements expires on 031229 

CLARK. R A Operating Reactors Branch 3 83/09/04 COUNBIL.W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
19341 006 24X Fiche 30-336.83/05/04.8303200001 


— 6305200069 Safety evaluation supporting licensee request for relief 
from A0ME Section XI Inservice testing requirements, per 
t0CFR30 39(g) 

a Office Of Nuclear Reactor Regulation* Director B3/03/04 
26pp 16541 010 24X Fiche 30-336. 83/03/04, 830920000 1 


— 0309200009 Notice of granting relief from A9ME Section XI inservlce 
testing requirement*. per 10CFR90 99(g) 

TRAMMELL, C M Operating Reactors Branch 3 03/05/04 2pp 

10941 036 24X Fiche 30-336.83/09/04,0303200001 


8309090426 Forwards Amends 91 L 86 to Licenses DPR-21 8, DPR-69. 
respectively St notice of iesuance & avalJablllty Amends 
change ownership interests In facilities 

CRUTCHFIELD* D Operating Reactors Branch 3 03/05/09 COUNSIL. W 0 

Northeast Nuclear Energy Co (subs of Northeast Utllitlet). 3pp 
18360 236 ^4X Fiche 90-245.83/03/09.8309090426 


—6305090460 Amend 66 to License DPR-65. r e f I acting merger of Connecticut 
Light Ic Power Co 6 Hartford Electric Light Co Pages 1 1. 2 of 
Amend 4 to License DPR-21 end 

CLARK. R A Operating Reactors Branch 3 63/09/03 4pp 

18360 246 24X Fiche 50-245.83/05/05.8309090426 


—6309090463 Notice of istuaned -L availability of Amends 91 !< 06 to 
License* DPR-Sl it DP«-69f respectl vely 

CRUTCHFIELD* D Operating Reactors Branch 5 83/09/09 2pp 

18360 290 24X Fiche 50-249.63/05/05,8309090426 


6309110219 Forwards Amend 89 to License DPR-69. safety evaluation St 
notice of issuance it availability Amend adds footnote to 
Tech Spec* allowing usa of temporary equipment hatch door 
LEECH. P H Operating Reactors Branch 3 83/09/05 CDUN81L.W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
16434 336 24X Fiche 90-336.83/09/09.0309110219 


— 8309110224 Amend 09 to License DPR-69. ad d 1 ng footnote to Tech Specs 
allowing use of temporary equipment hatch door to maintain 
containment Integrity during fuel movement or core 
alterations 

CLARK. R A Operating Reactors Branch 3 83/05/05 9pp 

10434 340 24X Fiche 50-336.03/09/09,6309110219 


— 0309110220 Safety evaluation supporting Amend 05 to License DPR-69 
« Office of Nuclear Reactor Regulation, Director 03/05/09 3pp 
16434 345 24X Fiche 90-336. 63/09/05. 83031 1021? 


— 0305110230 Notice of Issuance U availability of Amend 09 to License 
DPR-69 

TRAMMELLrC M Operating Reactors Branch 3 63/09/09 2pp 

10434 348 24X FI che. 90-336. 03/09/05, 83091 10219 


0305090659 Generic Ltr 83-20 to all operating reactor licansett L 
holders of CP* re integrated scheduling for implementation 
of plant mpds avc list encl 

E18ENHUT. D 0 Division of Licensing 83/09/09 Consolidated 
Edison Co of New York. Inc 16pp 18627' 153 24X 

Fiche 90-000. 83/05/09. 0309090659 


0309230508 Discusses 030413 ltr re proposed rev* to Tech Specs for 
Cycle 6 reload Current Tech Spec limits provide acceptable 
margin of safety 

COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSlLiW 0 Northeast Utilities 83/09/16 
GLARK.R A Operating Reactors Branch 3 4pp 16537 326 24X 

Fiche, 90-336. 03/Q9/16, 8309230509 


B309250510 Application to amend Licenses DPR -61* DPR-21 U DPR-69 
deleting 820630 deadline data for conformance w/final rule 
tOCFR90 49 removing requirement for central equipment 
qualification file 

COUN0IL,H G . SEAR6.C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL. H 0 Connecticut Yankee Atomic Power 
Co. 63/05/18 CLARK.R A Operating Reactor* Branch 3 
CRUTCHFIELD. D. Operating Reactors Branch 5 3pp 18900 278 24X 

Fiche: 90-000. 83/05/16. 0305290910 


—8305290916 Proposed Tech Spic changes deleting 020630 deadline for 
environ qualification of electrical equipment 
* Northeast Nuclear Energy Co (subs of Northeast UtlUtie*) 
83/09/10 7pp 18960 261 24X Fiche 50-000.03/09/10.0309250510 
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O Inspictlon rsporisi l£ J3iiLlctins & correspondgnice 


a3120fc0385 IE Info Notice e3'-l4# ‘‘DBiiiatBrad Spent Ion Exchange Resin 
Sutcept i b It Itij to Exothernlc Chemical Reactrion " Svc list 
enc 1 

T^VLDRiJ M Division of Safegoarda U Inspection Programs IPost 
830103) Q3/03/31 Consolidated Edlaon Co of Neu York.* tnc 

112pp 13308 319 34X Flche 50-000/33/03/21,8212060305 


3303040021 IE Info Notice 83-21, "Defective Emergency (i$e Respirator *’ 
Svc I let sncl 

JOPDAN/E L Division of Emergencij Preparedness ft Engineering 
Response IPost &30I03> 63/04/13 Consolidated Edison Co of New 

York. Inc 126pp 18433 133 24X Flcfte 5 D- 000 * 83/04/15/ 8303040021 


0303040033 IE Info Notice 63-23/ "BNR 8a f etg/Rel lef Valve Failures " 
Svc list end 

JORDAN) E L Division ef Emergeiicy Preparedness & Engineering 
Response (Post 630103) 83/04/22 Consolidated Edison Co of New 

York/ Inc ilspp 16383 DB9 84X Fiche 50-000, 83/04/22) 8303040023 


8303040025 IE Tnfo Notice 63-23/ ''Inoperable Containment Atmosphere 
Sensing Sg« “ sve list and 

JORDAN) E L Division of Emergency Preparedness & Engineering 
Response iPost 630103) 93/04/23 Consolidated Edison Co of New 

York/ rnc li9pp 18381 291 24X Fiche 50-000) 83/ 04/25i 8303040023 


8303040026 IE Info Notice 63-34/ ’'Loose Parts in Secondary Side of 
Steam Oenerators at PWRs ” Svc list end 

JORDAN/ £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103} 83/04/28 Consolidated Edison €o of Neu 

York» Inc llSpp 18382 047 S4X Fiche 30-000*83/04/20)8303040026 


6303040027 IE Infd Notice 83-23, "Standhi/ Gas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment." Svc list end 
JORDANiE L Division of Emergency Preparedness 4( Engineering 
Response (Post 830103> 83/04/26 Consolidated Edison Co of Neui 

York) inc 118pp 16382 165 24X FI chc 50-000. 03/04/28/ 8303040027 


6305060424 Responds to 930316 request for plans for Cycle 6 reload 
outage steam generator insp Tute defect assessment U 
supplementary steam generator testing program tables end 
CODNSIL, N 0 Northeast Nuclear Energy Cd (subs of Northeast 
Utilities) CQUNS1L,N G Northeast Utilities 83/04/29 
CLARK. R A Operating Reactors Branch 3 5pp 18343 281 24X 

Fiche 30-336,03/04/29/6305060424 


S30304002S JE Info Notice 63-26. "Failure of 9af ety/Rel i ef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post Q30103) 83/03/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Fiche 50-000/83/05/03,8303040028 


0303040030 IE Info Notice 93-27, "Operational Response to Events 
Coticerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN/ E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103} 63/05/04 Consolidated Edison Co of New 

Ydrk, lat 112pp 10382282 g4X Fiche 90-000.83/05/04.0303040030 


8303040031 IE Info Notice 83-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list enc I 
JOR0AN,E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York, Int Jl9pp 1844J OOl 24X Fiche 50-000,83/05/04/0303040031 


63030d0033 lE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

J0RDAN,E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co. of NftJ 

York I Inc USpp 16523 248 24 X Flcha 50-000, 03/05/06, 6303040033 


8303040034 IE Info Notice 63-30. "Misapplication of Generic Emergency 
Operating Procedures (EOF) Guidelines ■* 6vc list end 
JORDAN. E L Division pf Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York, me lI4pp 18524 003 24 X Fiche 50-000, 83/05/ £1. 9303040034 


S30S250459 Forwards IE insp Rept 50-336/83-09 on 8304(1-14 No 
noncompliance noted 

STAROSTECKI, R DlvUlon of Project <c Resident Programs 83/05/11 
COUNBIL. W O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 10588.096 24X Fiche 50-336,83/05/11,8305250459 


— 0305250465 16 Insp Rept 50-336/83-09 on a3Q4U-l4 Nn none dmp 1 ianc e 
noted Hejor areas Inspec tedr I ic ensee actions taken to comply 
w/requtrements discussed in NURO-0737. Item II D. 2 re design 
review of plant Shielding 

LAZARUS, W. J , HAVERKAMPiO R , EAPEN, P K Region 1. Office of 
Director 83/05/09 6pp. 18506 096 24 X Fiche 50-336,83/05/11, 

8305250459. 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Prograa ■ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Rdsponee (Post 630103) 83/05/19 Consolidated Edison Co of New 

York/ Inc l|4pp 10697 009 24X Fi ch e 50-000, 03/05/19/ 9303040043 


8305270074 Forwards Intarim response to IE Bulletin 02-02 re 
degradation of threaded fasteners in RCPB No linear 
indications found in steam generator manuay studs Five 
studs bj/uttacc«ptab le mechanical damage replaced 

CDUN8IL) N O , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) CQUNSIL, H 0 Northeast Utilities 83/05/(9 
HURLEY, r £ Region 1, Office af Director 3pp 10630 285 24X 

Fiche 50-336.83/05/19,8305270074 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil " 9vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineer Irtg 
Response (Tost 830103) 83/05/26 Consolidated Edison Cu of Nie 

York/ Inc 114pp 10647 007 24X Fiche 50-000,03/05/26/8303040045 


R Periodic operating reports & related correspondence 


B305170010 Forwards monthly operating rept for Apr 1983 

HR OC ZKA, E J Northeast Nuclear Energy Co (subs of Northeast 

Utilities) MRQCZKAiE, J Northeast Utilities 03/05/12. Offict 
of Resource Management, Director Ip 10466 ISO 24X 
Fiche 50-336,83/05/12,8305170010 


— 03O5I7OO14 Monthly operating rapt for Apr 1903 

8IB80N/J Northeast Nuclear Energy Co (subs of Northeast 
Utilities} 83/05/11. 5pp 18466 151 24X FlchS 50-336. 
03/05/12, 8305170010 


S Reportable occurrences, LERs related correspondence 


8305230573 Forwards engineering evaluation rept, "Cracks 6 LeatS In 
Small Olarketer Piping " 

BROUN, E J Reactor Operations Analysis Branch 63/04/1? 

8EVFR1T, K V Reactor Operations Analysis Branch Ip 10341 342 
24X Fiche 30-000,83/04/19,8305230573 


—8305230619 "Craicks & Leaks in Small Diameter Piping," engineering 
evaluation rept Bmall pipe leaks associated u/unantlclpated 
vibration problems require addl supports or rerouting of 
piping 

aRGNN. E J Reactor Operations Analysis Branch 83/04/19 ?Pf 
IQ54I 343 a4X Fl Che ‘ 50-000, 03/04/19, 0305230573 


8305270089 LER a3-0l5/O3L-0 on 030421, control element assembly (CEA) il 
dropped fully into core Cause unknown Coil programmer power 
main 6 backup supplies tested it found satisfactory CEA 
withdrawn S, power returned to lOOX U/630520 Itr. 

FQ0TER,E R , HR8CZKA, E J Northeast Nuclear Energy Co< (subs of 
Northeast Utl lltles) MROCZKA, E. J Northeast Utilities. 83/05/20 
HURLEY, T Region 1, Office of Director 2pp 18633 193 24X 

Fiche 50-336,83/05/20,0305270009 


0305270239 LER 83-017/03L-0 on 830410, during routine power operation, 
valve 2-01-616 taken out of svc to perform malnt, Insp 
showed cracking in operator casing Cause under investlgetlon 
by Lifflitorque Repairs will ba made U/B30S20 Itr 

DERG IN, J M ^ MROCZHA, E J Northeast Nuclear Energy Co (subs, of 
Northeast Utilities) HROCZKA, E J Northeast Uti 1 i tie* 83/05/20 
HURLEY, T E Region 1, Office of Director 2pp 18637 184 247 

Fiche 50-336,83/05/20,0305270239 


0 30527 0454 LER B3-016/03L-0 on 830421, steam-dr Ivon auxiliary feedwaUr 
pump removed from svc for repacking Caused by natural end of 
life failure Pump repacked, tested it returned to ivc U/830520 
I tr 

RESETAR, J / MRaeZKA, E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) HRDCZKA, E. J Northeast UtlUtUt 83/05/SO 
iiURLEY/T E Region 1. Office of Director 2pp 18641 329 S4X 
Fiche 50-336,03/05/20,0305270454 


8305270625 Part 21 rept re potential problem u/3-phaie rectifier 
assembly In exciter not connected in parallel which could 
cause premature failure Initially reported on 830520. Utils 
util measure vibration 

HAIBLER, R K, LI tton Industries, Inc 83/05/20 KEPPLER, J 0 Region 
3, Office of Director. app 18646,212 24X Fiche 50-000,03/05/20, 

0305270623 
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POCKET 50-33B NORTH ANMA ROWER STATION. UNIT 1 


F SecuTitij. «nedicali emergency & fire protection plans 


B3090S012A Informs that 030202 Itr provided changes to security plan, 
not personnel training 8< (qualification programs, as stated 
STEWART. W L Virginia Electric & PowEr Co B3/03/24 MCGUIRE, D R 
Plvliion of Emergency Preparedness it Materials Safety Ip 
18342 aOO 24X Flchc 30-000.83/03/24.0303030126 


6309130010 Forwards Amends 47 & 30 td ticenses NPF-4 U NPF-7. 
raspectWely & notice of Issuance & availability Amends 
revise audit fretqoencies of station emergency & security 
p Ians 

CLARK) H A Operating Reactors Branch 3 03/03/04 STEWART. W L 

Virginia Electric 6 Power Co 4pp 18443 305 24X 

Flche 50-330. 03/05/04.0303130010 


—6305130017 Amend* 47 it 30 to Licenses NPF-4 it NPF-7, respectively, 
revising audit frequencies of station emergency security 
plans it implementing procedures to provide for review by 
QA dspt at least once per 12 months 

CLARK, R A Operating Reactors Branch 3 03/05/04 jOpp 

10443 307 24X Fiche 30-338.83/03/04,3303130010 


--6305130023 Notice of issuance it availability of Amends 47 h 30 to 
Licenses NPF-4 & NPF-7i respec ti vel y 

TRAMMELL. C M Operating Reactors Branch 3 83/05/04 2pp 

18443 317 24X Fiche 50-338.03/05/04.0303130010 


a3O313OO30 Forwards revised submittal describing preliminary plan for 
emergency operations facilities (EOFl updating 820400 
rcspoiise to Generic Ltr 92-33 Local EOF will be constructed 
adjacent or connected to existing training facilities 
BTEWART. M L Virginia Electric 8t Power Co 03/05/06 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EISENHUT. D 0 
Division of Licensing 13pp 18436 215 24X Fiche 50-000.83/05/06. 

0305130038. 


8305200074 Notifies that NUREO-0737. Item HI A 2 1. "Emergency 
Preparedness. Upgrade Emergency Plants to App E, 10CFR50. " 
completed Item closed 

CLARK# R- A Operating Reactors Branch 3 83/05/10 STEWART. W L 

Virginia Electric it Power Co 3pp 18540 355 24X 

Fiche. 30-338. 03/03/10. 0305200094 


6305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicant* for OLs I. holders of CPs re c lartf i cation of 
access to control procedures for law enforcement visit* 

8vc list end 

CIBENHUT.DG Division of Licensing 83/03/11 Consolidated 
Etflion Co of New York. Inc 16pp 10540 099 24X 

Fiche 90-000.63/05/11.0305110034 


0 Adjudicatory correspondence 


6305030995 First request for production of documents first 
Interrogatories Certificate of 8vc end 

OELHAN. M R Virginia Electric it Power Co OELMAN. M R Hunton U 
Williams 83/04/29 Louisa County. VA 6pp 10303 303 24X 
Fiche - 90-330, 83/04/29. 8303030353 


6309190217 Response to request for production of documents Production 
will be permitted subj to end stipulation of 
confidentiality Certificate of 0vc enc 1 

OELMANrIi R Virginia Electric U Power Co 03/05/16 Louisa 
County. VA 0pp, 18502! 100 24X Fiche 50-338.03/09/16,8309190219 


630520D699 Response to interrogatories it request for documents 
Certificate of 0yc end Related correspondence 
ALBRECHT, V 8 Louisa County. VA ALBRECHT. V 0 Beveridge. 
Fairbank* it Diamond 83/05/i6 Office of the Executive Legal 
Director IBpp 18526024 24X Fiche 30-338.03/09/16.0309200639 


0309190223 Advises that Info re operation of licensed nuclear reactors 
available in PDr 

JiCOURRENiH J, Hearing Branch i 83/03/17 ALBRECHT. V 8 
Beveridge. Fairbanks & Diamond. tp 18502 142 24X 

riche! 90-338. 03/09/17. 6305190223 


p Operating license stage documents 8. correspondence 


630S070144 Bummerites review of completed Generic Item 0-24 re 
contalnmenb purge it vent & TMl Action Plan Item II E 4 2 
6ER it "Override fr Reset pf Control Circuitry In 
Vehtllat ion/Purge Isolation 8< Other ESF sys (B-24). " end 
CLARK. R. A Operating Reactors Branch 3 03/04/20 STEWART. W L 

Virginia Electric it Power Co 3pp 16367 072 24X 

Flch#' 90-338, 83/04/20. 0309090144 


— 0303090149 Safety evaluation approving containment purg ing /vent ing 
during normal operations it override & reset of control 
circuitry in vent 1 lation/purge Isolation 6 other EBF sys 
* Office of NUd ear Reactor Regulation, Director 83/04/20 6pp 
10367 075 24X Fiche 50-330,03/04/20.8303090144 


—0208060247 "Override & Reset of Control Circuitry in Vent 1 lat 1 on/Purg e 
IsQlatian t* Other ESF Sy a (B-24J. " technical evaluation 
rep t 

SARGENT, f , STONE. J Franklin Inst i tute/Frank 1 in Research Center 
NRC-Oa-77-liS TER-C9257-207/208 82,^00/04 CAL VO, J NRC - No 

Detailed Af fi 1 ia tion Given aipp 18367081 24X 

Fiche 30-330,93/04/20.0305090144 


8305060017 Forwards 8ER re util responses to NL/REO-0737 p I tern* II F 1 4, 
"Containment Pressure Monitor." Il F IS, "Containment Water 
Level Monitor" $< 1 1 F 1 6. "Containment Hydrogen Monitor ” 

Item* resolved 

CLARK. R- A Operating Reactors Branch 3 03/04/21 STEWART. W L 

Virginia Electric U Power Co Bpp 10334 314 24X 

Fiche 50-330. 83/04 / 21 . 8305060017 


6305060065 Advises that adequate justification provided for continued 
operation w/Dreaser safety valves on primary side, per TMl 
Action Item II D 1 Generic safety evaluation S. plant- 
specific info end 

CLARK, R A Operating Reactors Branch 3 03/04/22 STEWART, W L 

Virginia Electric & Power Co i4pp 10334 346 24X 

Fiche 30-330,03/04/22,0303060069 


0305060109 Forwards Amends 46 6 29 to Licenses NPF-4 6 NPF-7. 
respec t ively . sa fety evaluation it notice of issuance & 
availability Amends revise partial power multiplier fc delete 
unit 2 Tech Spec 4 2 2 2 g 2 

ENOLE.LD Operating Reactors Branch 3 83/04/22 STEWART. W L 

Virginia Elactric & Power Go ip 18364 353 24X 

Fiche 90-339,03/04/22,0305060109 


—8309060120 Amends 46 6 29 to Licenses NPF-4 & NPF-7. respectively . 
revising partial power multiplier 6 deleting Unit 2 Tech 
Spec 4 2 2 2 g 2 

CLARK, R A Operating Reactors Branch 3 83/04/22 26pp 

10364 354 24X Fiche 50-336, 83/04/22. B30506010? 


— 6309060136 Safety evaluation supporting Amends 46 it S9 to Licenses 
NPF-4 8« NPF-7. respective I V 

* Office of Nuclear Reactor Regulation. Director 83/04/22 3pp 
18369 019 24X Fiche 50-330103/04/22.8305060109 


— 0309060140 Notice of issuance it availability of Amends 46 6 2? to 
Licenses NPF-4 b NPF-7, re apectlvely 

CLARK. R A Operating Reactors Branch 3 03/04/22 2pp 

18369 021 24X Fiche 50-330,03/04/22.9309060109 


0305040173 Forwards 30-day response to NRC 830324 SER for environ 
qualification of saf ety-related electrical equipment, 
reaffirming justification for continued operatien it 
submitting info for item* in NRC Categories I B.ll A IV 
STEWART. W L Virginia Electric it Power Co 03/04/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3, OHpp 10311 001 24X 

Fiche 30-338, 03/04/27. B3090401 73 


0305040409 Respond* to B30324 request to review proprietary matl 
contained in Fran k I in Research Ctr technical evaluation 
rept* re environ qualification of saf ety-ralated electrical 
equipment One item Identified as proprietary 

STEWART, W U Virginia Electric 6 Power Co 83/04/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
□peratlng Reactors Drench 3 ip 18323 209 24X 

Fiche 30-330.83/04/29,8309040409 


0305020453 Generic Ltr 83-19 to all power reactor 5 testing licensee* 
re new procedures for providing public notice concerning 
Issuance of amends to OLs 8yc list enc 1 

ElEENHl/r. D O Division of Licensing 03/05/02 Consol idated 
Edison Co of New York, Inc 90pp 18441 120 24X 

Fiche 50-000,83/05/02.8309020499 


8305130010 Forwards Amends 47 30 to Licenses NPF-4 & NPF-7. 

respectively & notice of Issuance 8, availability Amends 
revise audit frequfncie* of station emergency & security 
plans 

CLARK. R A Operating Reactors Branch 3 83/09/04 BTEWART. W L 

Virginia Electric 4c Power Ca 4pp 18443 305 S4X 
Fiche 90-330.83/03/04.0309130010 


—8305130017 Amends 47 it 30 to Licenses NPF-4 it NPF-7. respectively , 
revising audit frequencies of station emergency it security 
plans Implementing procedures to provide for review by 
QA dept at least once per 12 months 

CLARK. R A Operating Reactors Branch 3, 83/05/04 lOpp 

18443 309 24X Fiche 90-338,63/09/04. 0305130010 



228 


DOCKETED ITEMS 


— 9303130023 fJstice of Issuance & aval Uh » 1 ity of Ainends 47 h 30 to 
ticanyes f^PF-4 t t^pP-7i r espec Cl ve ly 

TRAMMELL. C M Opefatinj Reactors Branch 3 83/03/04 2pp 

19443 319 24X Fiche 50-330-03/03/04.9303130010 


930520070'? Fcrusrdt Amends 49 i 31 to Licenses NPF-4 5. NPF-7r 
r e iP tc 1 1 ve Ig* S4 f stij ^ technical evaluations & notice oF 
Isfuanca Sc avaiiablljtv Anends change RETS to establish n*v» 
llnitlfig conditions for quarterly & annual raieate rates 
EnoLE* L B Qperatlnq Reactors Branch 3 83/05/03 STEWARTtW L 

Vlpgilnla Electric i poutr Co 4pp 10539 199 24x 

F i c h B 30'-33a* 63/05/05- 8305200709 


— 6303200710 Ansendi 46 J- 31 to Licenses NPF-4 U NFF~7, respectively, 
chanqlnq RETS to establish new limiting conditions for 
operation For quarterly it annual average release rates 
CLARK, R A Operating Reactors Branch 3 83/03/05 3pp 

18339 203 a4X Flcht 30-330.63/03/03,0303200709 


^~6303200717 Safety evaluation supporting Amends 40 & 31 to Licenses 
J^PF-4 4. NPF-7. respectively 

e Office o# Nuclear Reactor Regulation, Director 63/03/03 7pp 
18340 051 24X Flche 50-338,83/03/03-8305200709 


— 6305200720 "Rets j«pli mentation (A-2J, “ technical evaluation rept 
CASSELL, A . CNEN.S j PAKDEV. S Franklin Insti tute/Frankl In 
Recemreh Center NRC-03-dl-130 TER-COSOd** 101/102 83/00/16 

COMOEL-F . UiLLl6,C NflC - No Detailed Affiliation Oiven 32pp 
16340 059 24 7 Puhe 50-330103/05/05,8303200709 


--6309200724 Notice of lisgance t< availablity of Amends 46 It 31 tt> 
Licenses MPf- 4 L hiPF-?, respectively 

TRAMMELL. C M Operating Reactors Branch 3 83/03/03 2pp 

16340 0'9O 24 X Ftche 50-338,83/03/05.0303200709 


B30S090&S9 Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs re integrated scheduling for lap lementation 
of plant mods Sve list end 

eiSENHLPT, D 0 Oivlslon of Licensing 83/05/09 Consolidated 
Etflion Co of New Vort. Inc l^pp 18627 153 24X 

Flebe 30-000.83/03/09,6305090639 


—8303270334 JE Insp Repts 30-330/83-07 50-339/03-07 on Q30;?2D-0304 Nb 

ndneomp liance noted Major areas inspected Intori^al 
external exposures, survey i# p lant tours. Unit 3 refUeliOfl 
outage preparation <« offslta release records 

NRAV. J fi , BARR,K F Region 2, Office of Director 03/03/26 
9pp 18646 157 24X Flche 30-330103/03/29,6303270517 


0305270530 Forwards IE Ihsp Repts 5O'33S/03-O5 fc 5O*-339/03-OS on 
830206-0305 No noncompi tapes noted 

DANCE, H C Division of Project L Resident Programs 83/04/01 
ST£MART,if L Virginia Electric & Pouaf Co 2pp 18646' 166 24X 

Fi c ha 30-330, 03/04/01 r 0305270530 


—0303270344 IE Insp Repts 30-330/03-03 * 30-339/03-03 on 030206-0303 
No nopcomplianca noted Major areas inspected outage 
actlvi ties, survei 1 lance 6 malnt act ivl 1 1 as, Id entl f led Itemsi 
LERs Sc routine imps 

8HYML0CK,M D Region 2, Office of Director JULIAN, C, Dlvitlon 
af Project & Resident Programs 03/03/31 7pp 10646, 168 84X 

Flche 50-338,03/04/01,0305270530 


0305270394 Ack receipt of 030317 ltr inPorminP NRC of stept tafeen to 
correct violations noted In lE Insp Repts 30-330/03-01 S< 
30-339/03-01 

LEUI8rR C Division of Project fc Resident Programs 83/04/07. 
STEWART.M L Virginia Electric 6 Power Co ip. 18642.260 SAX 
Flche 30-338.03/04/07,0305270394 


—0309270407 Responds to NRC 030204 ltr re violations noted in IE Jntp 
Repts 50-330/03-01 S< 30-339/03-01 Corrective actions' 
equipment failure trend analysis program will be described, 
Implemented 6 controlled by administrative procedure 
STEWART, w L Virginia Electric «c Power Co 83/03/17 
□ ♦REILLY, J P Region 2, Office of Director, 4pp 10642:261, a4X 
Flche 30-330, 93/04/07, 8305270394 


— 0303270416 Confirms NRC epproval to extend response time to notice of 
violetlon contained in IE Insp Repts 90-338/83-01 U 
30-339/03-01 to 830318 

STEWART, w L Virginia Electric it Power Co 03/03/08, 

□ ♦REILLY, J P Region 2, Office of Director Ip. 10642 263 24X 

Ft Che 50-330, 03/04/07, 03’O327O394 


B303200499 Forwards response to Genertc Ltr B2-2B. ‘♦Inadequate Core 
Coaling Instrumentat i an Sys, ♦♦ per 030310 ltr During upset 
candit Ions, alarm functions provided in conjunction w/ 
subcociing monitors 

STEWART, W L Virginia Electric 6 Power Co 83/03/12 DENTON, H « 
Office of Nuclear Reactor Regulation, Director EISENHUT.D 0 
Division of Licensing I9pp 18313 102 24X Fiche 50-000,83/05/12, 

S3O3S0049? 


8305260323 Responds to IOCFR90 49<g| L NRC B30324 ltr re electrical 
equipment Important to safety Schedule for qual if icatlofi or 
replacement submitted Master list of equipment end 
BTEWARt.W L Virginia Electric t Power Co 03/05/20 DENTON, K R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 76pp IS626 007 24X 

Fiche 50-338. 03/03/20, 0305260323 


B30527022O Requests eitention until 830620 for coapletion of special 
lifting rig analysis per NUREG~06i2 Extension required due 
to late receipt of Uastinghouse rept 

STEWART, W L Virginia Electric 6 Power Co 03/03/20 DENTON, H R 
□fflca of Nuclear Reactor Regulation, Director CLARKjR A 
Operating Reactors Branch 3 Ip 10637 325 24X 

Flche 50-330, 83/0 9/ 2Dy 8305270220 


—0305270421 Forwards IE Imp Repts 30-338/03-01 it 50-339/03-01 on 
830103-07 it notice of violation 

LEWIS. R C Division of Project t< Resident Programs. 03/02/04 
STEWART, W L Virginia Elactric t, Power Co 2pp 10648' 266. 24X 

Flche 30-330,03/04/07.8303270394 


— 0309270430 Notice of violation from insp on 830103-07 

e Region 2, Office of Director 83/08/04. 2pp 18648 260 24* 

Fiche 30-330,03/04/07,0303870394 


-0309270442 IE Insp Repts 90-338/83-01 8< '90-339/03-01 on 030103-07. 
Noncompl lance noted, fal lure to perform all audits required 
by Tech Specs t. to establish syt to evaluate equipment 
failures 

BELlSLEiO A , JACKBON, L H , SKINNER, P H Region 8, Office of 
Director 83/01/26 lOpp, 10642.270. 24X Fiche 90-330,03/04/07. 

8303270394 


0303040021 lE Info Notice 03-21, ‘‘Defective Emergency Use Respirator. " 
Sve list end » v k 

JORDANrE L Division of Emergency Preparedndts & Engineering 
Response (Post 830103> 03/04/19 Consolidated Edison Co. of New 

York, Inc f26pp 19435 199. 24X FI chf : 90-000, 03/04/13, 8303040021 


Q Inspection reports, |E Bulletins t» correspondence 


9305270143 Corrects 821124 response to violation noted in lE Insp 
Repts 30-330/02-37 t. 30-339/82-37 Item Q Finding r* RC8 
leakage removed at vlolatlen 

STEWART, W L Virginia Electric 6 Power Co 03/02/25 0‘REILLY, J P 
Region 2, Office of Director 2pp 18638 |ai dav 
Flche 30-330,83/02/25,8303270143 


9212060383 IE Info Notice 03-14, "Oswatired Spent lon Exchange Resin 
Susceptibility fcc Eiotheroic Chemical Reaction.* Sve lift 


and 

TAYLOR. J M Division of Ssfeguards 6 InipectJou Pmeram# /Past 
030103) _83/D3/2, Con.aHd.t.d Edlspii Ca Ck, lilc 

24 X Fiche. 50-000. 83/03/21.8212060303 


ll2pp 10300319 


0303270517 Forward s IE insp Repts 30-330/03-07 & 50-339/03-07 nn 
030220-0304 NO nancompi lenct noted Q7 pn 

6 TeS«T,S L t ToSr.®, 83/03/89 


«« r. * nepdS 9O-339/e3-09 <in 

830321-30 No noncompliance noted 

F. . of Project it Resident Programs 83/04/10, 

9TEWART,H,L Virginia Electric «< Power Co 3pp 10637.173 »4X 

Fiche 50-330,03/04/10,8303270230 


noncomplience noted Major areas inspected insirvice testing 
pumps & valves, data evaluation it revlewi corrective LER 
action s. caiibr of Inservlce Insp tool 

ECONOMO0,N. BLAKE, J.J Region 2, Office of DlTtctdr. 83/04/14 
9pp 10637 175 24X Fiche 50-330,03/04/10,8309270238. 


0303040023 IE info Notice 03-22, “BWR Bafety/ReUef Valve Failures “ 

WvC ll»t #tlCl 

emergency Preparedness it Engineering 
03/04/22 Coneolldated Edison Co of New 
York, inc llSpp ie303‘O09 24x Fiche 50-000, 83/04 /2a r 8303040023 


j «Mor» «»»«a»rnenc reviewed u issuance or 

fo?^«i«rJafati*“’' conducted w/propar concern 

Office of Director 83/04/22. STEWART, M U 
Virginia Electric it Power Co 2pp. 10646 001. 24X 

Flche 30-000,03/04/22,0305270513 
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—6303270337 Forwai'di 8ALP Rdpts 3O'20O/a3-O2, 50-281 /B3-02* 90-338/03-03 
«| 30-339/03-03 fotf‘ Jul 1901 - Sept 1902 

LEMlSrR C Otvlilon oP Project t* Resident Programs 03/02/10 
SreUARTiU U Virginia Electric It Poucr Co 2pp 10646 003 24X 

Fl<6a 30-000, 03/04/22. 0303270513 


—9303270541 SALP Repts 30-280/03-02,50-201/03-02.90-330/03-03 6 
50-339/03-03 for Jo I 1901 - Sept 1902 

» Region 2i Office of Director 03/02/10 49pp 10646 005 24X 

F 1 c h e 90-000. 83/04/22. 0303270313 


0303040025 IE Info Notice 03-23. '^Inoperable Containment Atmosphere 
Senelng Bgs " Svc list end 

JORDAN. E U Division of Emergency Preparedness 8. Engineering 
Response (Post 030103) 03/04/25 Consolidated Edison Co of Neu 

Vorl. Inc ll?pp 10301 291 24X Fiche 50-000.03/04/29.8303040023 


S303040056 IE Info Notice 03-24# "Loose Parts in 8ecandary Side of 
Steam Generators at Pl/Rft " 8vc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Pott 830103) 83/04/20 Consolidated Edison Co of Neu 

York I Inc ll3pp 10303 047 24Xricho 30-000.83/04/20.8303040026 


8303040027 IE Info Notice 83-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN. E L Division Of Emergency Preparedness it Engineering 
Response (Post 830103) 03/04/20 Consolidated Edison Co of Neu 

Vorlii rnc llBpp 10302 163 24X Fi c ho. 50-000. 83/04/28. 0303040027 


8303040028 IE Info Notice 83-26# “Failure of Saf ety/Re I ief Valve 
Discharge Line Vacuum Breakers " svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/03 Consolidated Edison Co of Neu 

York 4 Inc I22pp 18441.170 24X Flche 50-000# 83/05/03. 8303040020 


S30304D030 IE Info Notice 83-27# "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equlpnent " Bye list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of Neu 

York# Inc ll2pp 18302 262 24X Fiche 50-000# 83/05/04# 8303040030 


8303040031 IE Info Notice 03-20# "Criteria for Protective Action 
Ricommanifations for General Emergencies " Svc list end 
JOHSANj E L Division of Emergency Preparedness 8. Engineering 
Response (Past B30103) 03/05/04 Consolidated Edison Co of Neu 

Yorlrj Inc li9pp 18441 001. 24X Fiche 50-000# 83/05/04# 0303040031 


8303040033 IE Info Notice 83-29# "Fuel Oindlng Caused by f^uel Rack 
Deformation " Svc list end 

JORDAN# E L. Division of Emergency Preparednets & Engineering 
Responee (Post 630103) 03/05/06 Consolidated Edison Co of Neu 

York# Inc llSpp 10523 240 24X Fiche 50-000, 83/05/(76# 0303040033 


8305270414 Ack receipt of 830408 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-330/02-39 6 
50-339/02-39 

DANCE# H C Division of Project & Resident Programs 03/05/09 
8TEMART#H L Virginia Electric it Pouer Co Ip 10641 331 24X 

Flcha< 50-330# 03/05/09# 0305270414 


— 8309270426 Responds to NRC 030311 Itr re violations noted in IE Insp 
Rapts 50-330/82-39 tt 50-339/82-39 Corrective actions 
emargeneg procedures revised to reflect Tech Spec 3 0 3 
requirements 

STEWART, W.L. Virginia Electric 6 Power Co 03/04/08 

Q'REILCY. J p Region 2# Office of Director 4pp 10641 332 24X 

Fiche 50-3301 03/05/09# 8305270414 


--8309270437 Forwards IE Insp Repts 50-338/82-39 it 90-339/02-39 on 
021106-1206 i( notice of violation 

LEHI8.R. C. Division of Project 6 Resident Programs 03/03/11 
BTEWANT.HL Virginia Electric S< Pouer Co. 2pp 18641 336 24X 

FI c h •' 90-330, 83/05/09# 0305270414 


—3305278448 Notice of violation from imp on 821106-1206 

* Region 2# Office of Director 03/03/11 2pp. 1064t 330 24X 

Fiche 50-3301 03/05/09# 830527041 4 


— 8309270455 JE Insp Repts 90-338/02-39 it 90-339/02-39 on 021106-1206 
Noncompliancf noted failure to have E8F actuation sys 
operable it failure to perform required surveillance. 

EHyiNLOCK# M. B Region 2# Office of Director. JULIAN# C. A Division 
of Project it Resident Programs 03/03/00 7pp. 10641.339 24X 

Fiche 90-330, 83/09/09# 0309270414 


&303040034 IE Info Notice 03-30# "Misapplication of Oeneric Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN# E L Dlylslon of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/09/11 Consolidated Edison Co of New 

Vorif Inc 114pp 18924 003. 84X Fiche. 90-000# 03/09/1 1# 8303040034 


0303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program " 
Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc H4pp 10697 009 24X Fiche 90-000,03/09/19.0303040040 


0303040046 IE Info Notice 83-33, "Nonrep re sentative Sampling of 
Contantinated Oil " Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

York# Inc 114pp 10647 007 24X Fiche 90-000.83/05/26,0303040046 


8 Reportable occurrences! LERs it related correspondence 


0305230430 Forwards engineering evaluation rept# "Degradation of 
9af ety-Re lated Batteries Due to Cracking of Battery Cell 
Cases <«/or Other Possible Ag Ing-Related Mechanisms " Aging 
factors not considered In implemented replacement criteria 
AOKE. F Reactor Operations Analysis Branch 83/04/10 8EVFRIT#K V 
Reactor Operations Analysis Branch Spp 10945 356 24X 

Fiche 90-000.83/04/18.0305230430 


—0305230441 "Degradation of Safety-Related Batteries Due to Cracking of 
Battery Cell Cases 8i/ar Other Possible Aging-Related 
Mechanisms# " engineering evaluation rept LERs re 
saf « ty-related battery degradation reviewed 
ASHE# F Reactor Operations Analysis Branch 03/04/10 5pp 
10943 398 24X Fiche 50-000, 83/04/1 B# B309230430 


0305030190 Forwards LER 03-01 6/03L-0 

HARRELL# E M Virginia Electric 6 Power Cu 03/04/20 D'RCrLLY# J P 
Region 2. Office of Director Ip IBGOO 270 24X 

Fiche 90-330# 03/04/20. 0305030 1 58 


—0309030168 LER a3-0l6/O3L-O on 030333. u/un 1 1 at lOOX power# s t i f fener 
support not added to bus svc water auxiliary relay panel J 
per Design Change 60-8491 Caused by personnel error 
Stiffener support added 

HARRELL, E H Virginia Electric 6 Power Co 03/04/20 Region 2# 
Office of Director 3pp 10300271 24X Fiche 50-333,03/04/20. 

B30903019B 


0305030611 Forwards LER 83-01 9/03L-0 

HARRELL# E H Virginia Electric & Power Co 03/04/21 O'REILLY# J P 
Region 2# Office of Director Ip 18306 098 24X 

Fiche. 9O-330> 03/04/21 . 030503061 1 


—0309030615 LER 83-019/03L-0 on 030409# Ind Ividual rod position 
Indication for control bank C. rod D-l2t d aviated from group 
demand position Caused by instrument drift Instrument 
recal £br 

HARRELL# £ W Virginia Electric it Power Co 03/04/21 Region 2# 
Office of Director. Ip 10306 099 24X Fiche 90-330,03/04/21# 

8305030611 


0309050106 Forwards LER e3-OO0/O3L-O 

HARRELL. E M Virginia Electric *. Power Co 03/04/27 O'REILLY. J P 
Region 2. Office of Director )p 18341 * 062 84X 

Fiche 90-330. 83/04/27.8309090106 


— 630S050I91 LER 83-0OB/O3L-O on 8304 tO# r e vl ew revealed that procedure 
used to restore boron injection tanlr concentration 
introduced potential unanelyied injection flow diversions 
Caused by oversight Emirgency procedures revised 

HARRELL. E M Virginia Electric it Pouer Co 83/04/27 Region 2# 
Office of Director 3pp 10341 063 24X Fiche 50-338,83/04/271 

8305090106 


8305110289 Forwards UER B3-020/03L-0 

HARRELL, E.W Virginia Electric 6 Pouer Co 03/05/09 O'nElLLY, J P 
Region 2# Office of Director Ip 10393.334 24X 

Fiche 50-338, 83/09/09# 8309110209 


— 0309110288 UER 03-O2{>/O3L-O‘ on 030407# dur 1 ng surveillance testing# 
inside containment rec Irculat ion spray pump i-R8-P-lO 
tripped Cause unknown Pump satisfactor 1 ly tested 6 returned 
to svc 

HARRELL# E W Virginia Electric 5< Power Co 03/05/05 Region 2# 
Office of Director 3pp 18393 335 24X Fiche 50-330# 83/05/05# 

0309110205 


8305170406 Foruerds LER 03-021 /03L-0 

HARRELL.E H Virginia Electric it Pouer Co 03/09/10 a'REIULY#J P 
Region 3# Office of Director Ip 18470' 124 24X 

Flch e* 50-338# 03/09/10# 0305170406 
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— 3309170^ le LER e3-03J /(13U-0 On B304ll»f^«rc Dpor S-71-7 betiireen svc 
health phv»ic« Artfd I* auxiliary utould not salf 

cloie Caused bg roniovaf of reclosiure davite far malnt of 
cloyure -coupling RecJosure dovic? reinstalled 

HARfiELL»E H Virginia Electric & Poujer Co S3/03/10 Region 2* 
Office of Director 3pp 13470 123 24X Fiche 30-333.33/05/10. 

3303 170406 


3305200146 RO on B30309. tu/un 1 1 at 100^ p ouer. cevere hgdrogen leak 
ditcoveretf on hydrogen inner'-cool ed turbine generatc>r Unit 
rajnpdoun ordered & tiijdrogcn vented to atmdtphiere E<nergencg 
terminated mhen preesure reached teas than 10 psig 

HARRELL. E H Virginia Electric 6 Power Co 03/03/10 Region 2. 
Office Of Director 2pp 1*910 361 24X Fiche 30-330.33/05/10* 

0303200146 


0305200574 Forwards LEH a3-022/03L-0 

WARRELL.E H Virginia Electric 6 Power Co 03/05/13 0 'REILLY. J F 

Region 2. Office of Director Ip 13514 139 24x 

Fiche 30-330. 83/05/13. 3305200574 


-'-8305300503 LER 03-O22/O3L-O on 0304 12* r e view of ASME XI IWV program 
Identified 192 valves not exercised Jt/er stroke timed. Caused 
fragmented implemantatien of testing program Programs 
upgraded 

HARRELL. E U Virginia Electric & Power Co 33/05/13 Region S. 

Office of Director 3pp 10514 140 24X FKha 50-330*33/05/13* 

8303200974, 


0303230220 UER 83-023/03L-0 on 030423. low head safety Injection pomp 
1-8;~P-10 suction iiolatlon valve failed to ofen.Caused by 
lack of lubrication on valve stem to operator nut area Stem 
lubricated k stroked U/B30310 Itr 

HARRELL, e W Virginia Electric fit Power Co 03/05/18 O'REILLY. J P 
Region St Office of Director 3pp 18505 299 24X 

Fiche 50-330*23/05/10.8309290288 


0305250417 LER 03-D25/O3L-O on 030429. (irb i I e conducting surveillance 
tes t. cand 1 1 ioning module TC-HH-IOO-A to meteorological 33-ft 
temp chart recorder drifted 1 6 F Caused bg instrument 
drift HodPle recalbr (1/830518 Itr 

HARRELL. E U Virginia Electric & Poider Co 03/05/10 O'REILLY. J P 
Region 2. Office of Director 2pp 18993 360 24X 

Fiche 90-338* 03/05/ 1 9. 83052504 1 7 


0305270323 LER Q3-026/03L-0 on 030426* ca 1 1 hr check of delta T/TAVO 
protection channel 1 revealed erratic TAVO load Jag 
derivative card Cause undetermined Card replaced & channel 
calibr H/03D92O Itr 

HARRELL, e W Virginia Electric k Power Co 83/09/20 O'REJLLY.V P 
Region 2. Office of Director 3pp 10642 096 24X 

Fiche 90-33a» 93/05/20. 0305270323 


OOCKer 50-339 NORTH ANNA POWER STAflON* VNIT S 


r Security, medical, emergency & fire protection plans 


63DS050I26 Informs that 830202 Itr provided changes to security plan, 
not personnel training & q.ual i f Icat i an programs, as stated 
STEWART. W U Virginia Electric k Power Co 03/03/24 MCGUIRE* D R 
Division of Emergency Preparedness fc Materials Safety Ip 
J 8342 200 24X Fiche 90-000. 83/03/24. 8305090126 


03O9I3OOIO Forwards Amends 47 fir 30 to Licenses NPF-4 fit NPF-?. 
respectively k notice of issuance fi. availebillty Amends 
revise audit frefliuencies of station emergency 8* security 
p ians 

CLARK.R A Operating Reactors Branch 3 6 3/05/04 0TEWART. W L 

Virginia Electric 8c Power Co 4pp 10443 305 24X 

Fiche 50-338*83/05/04.0305130010 


— 0305)130017 Amends 47 k 30 to Licenses NPF«'4 k NPF-7, respec tive I y . 
revising audit frequencies of station emergency & security 
plans 8( Implementing procedures to provide far review by 
OA dept at least once per J2 months 

CLARK. R A Operating Reactors Branch 3 83/05/04, lOpp 

18443 309 84X Fiche 5D-338* 93/03/04, 8305130010 


— 63D5130023 Notice of Issuance k availability of Amends 47 fir 30 to 
Licenses NPF-4 fic NPF-?* respective 1 y 

TRAMMELL, C M Dperatlng Reactors Rranch 3 83/05/04 2pp 

IS443 319 24 X Fiche 50-330.83/03/04*0305130010, 


B30913D058 Forwards revised submittal describing preliminary plan for 
emergency operations facilities (EOFJ updating 820400 
response to Generic Ltr 82-33 Local EOF will be constructed 
adjacent or connected to existing training facilities 
STEWART. W L Virginia Electric k Power Co 83/09/06 DEMTON. H R 

Office of Nuclear Reactor Regulation. Director I3pp 18436 215 

24 X F I « h # 90-000 . 83/05 / 06. 830 51 30030 


0305200094 Notifies that NUREG-0737. Item HI A 2 1. "Emergency 
Preparedness. Upgrade Emergency Plants to App E. 10CFR50* 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 03/09/10 0TEW AR T* U, L 

Virginia Electric k Power Co 3pp 10540 399 24X 

Fiche 50-330*03/03/10,8309200094 


830SJ 10034 Generic Ltr 03'*2i to all licensees of operating reactori* 
applicants far DLs fic holders of CPs re clarification of 
access to control procedures for law enforcement visits. 

0ve list encl 

EI6ENHUT.D 0 Division of Licensing 83/09/11 Consolidate! 

Edison Co, of New York. Inc i6pp 10940 095 24X 

Fiche 50-000. 83/05/11.0309110034 


0 Adjudicatory correspondence 


0305030955 First request for production of documents fi* first 
Interrogatories Certificate of Sve encl 

OELKANrH R Virginia Electric k Power Co OELMAN* M R Kunton b 
Williams 03/04/29 Louisa County, VA 6pp 18303:303 24X 
Fiche 50-338. 03/04/29. 0305030959 


0305190219 Response to request for production of documents ProducUoft 
Will be permitted subj to end stipulation of 
confident ial 1 ty, Certificate of 0vc encl 

GELHAN.M H Virginia Electric k Power Co 03/09/16. Loulfi 

County. VA epp 18902,100 24X Fichte 90-338. 03/09/16. 0309 J902I9 


0305200659 Response to interrogatories fi< request for documents 
Certificate of Bve encl. Related correspondence 
AL0RECNT, V S Louisa County. VA ALBRECHT. V 8 Beveridge* 
Felrbanks k Diamond 83/05/16 Office of the Executive Legal 
Director I8pp 18926,024 24X Fiche* 50-330, 03/09/16. 8309200659 


0309190223 Advises that Info re operation of licensed nuclear raacten 
available in FOR 

NCOURREN.H J Hearing Branch 1. 03/09/17. ALBRECHT* V S 

Beveridge. Fairbanks k Diamond Ip 10502. 142, 24X 

Fiche 50-330.03/09/17.0305190223 


P Operating license stage documents k correspondence 


8309090144 Summarlies review of completed Generic Item 0-24 re 
containment purge k vent k TMI Action Plan Item 11, E, 4 2 
8gR fi. “Override L Reset of Control Circuitry in 
Ventilation/Purga Isolation k Other ESP 8yt and. 

CLARK.R A Operating Reactors Branch 3. 83/04/20, STEWART. H L 

Virginia Electric k Power Co 3pp 18367 072 24X 

Fiche 90-330*03/04/20,8309090144 


— 8309090149 Safety evaluation approving containment ;iurg Ing/vanting 
during normal operations fit override k reset of control 
circuitry in venti letlon/purge isolation fi. other ESF sys. 

* Office of Nuclear Reactor Regulation. Director 83/04/20 App 
18367 075 a4X Fiche. 50-333. 03/04/20, 0309090144 


—0208060249 “Override fit Reset of Control Circuitry In Ventilatlon/Purji 
Isolation fit Other E6F 0ys (fi-241, “ technical evaluation 
rept 

BAROENT. I * STONE. J Franklin Instl tute/Frenkl In Research Center 
NRC^O3-79-U0 TER-C5257-207/808. 82/00/04, CALVD* NRC - Ns 
Detailed Affiliation Given 3ipp, 10367'O01 24X . 

Fiche 90-338, 83/04/20.0309090144, 


0309060017 Forwards SER re util responses to NUREG-0737i Items 11. F 1 4. 
“Containment Pressure Monitor. “ II F 1 9. “Containment Water 
Level Monitor" fit II F. 1 6, “Containment Hydrogen Monitor “ 

Items resolved 

CLARK.R A Operating Reactors Branch 3, 03/04/21, STEWART* W L 

Virginia Electric fi. Power Co 0pp 18394:314 24X 

Fiche 90-330,03/04/21.8309060017 


B309060069 Advises that adequate justi f Icatlon provided for continued 
operetlon w/Dresser safety valves on primary side. per TMI 
Action Item if D 1 Generic safety evaluation fit plant- 
specific info encl 

CLARK. R. A Operating Reactors Branch 3 03/04/22, 0TEWART. W L 

Virginia Electric fit Power Co Mpp. 18394.346 34X 

Fiche 90-338. 63/04/22. 8309060069 


03O5D6O1O9 Forwards Amends 46 Ic 29 to License# NPF-4 k hlPF-7t 
respectively, safety evaluation 6 notice of issuance fi. 
availability Amends revise partial power multiplier fit delete 
Unit 2 Tech Spec 4, 2 2 2 g 2 

ENGLE, L B Operating Reactors Branch 3 83/04/22 STEWART, W L 

Virginia Electric fit Power Co Ip, 10364 393. 24X 

fiche 50-338.83/04/22,0309060109 
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— 0303060120 Amend! 46 Sc 29 to License! NPF-4 Sc NPF-7* regp set ive 1 v* 
reviling fertlel power multiplier S< deleting Unit 2 Tech 
Spec 4 2 2 2. g S 

CLAflKp H A Opereting Reactors Branch 3 Q3/04/22 S6pp 

10364 334 a4X Flcfie 30-339*03/04/22.0303060109 


— 0303060136 Safetii evaluation supporting Amende 46 t< 29 to Licensee 
NPF-4 it NPF-7j ro-i pec tlvelg 

a Office of iNuclear Reactor Regulatloni Director 03/04/22 3pp 
10365010 24X Flche 30-330.03/04/22*8303060109 


— 0303060140 Notice of issuance Sc avallabilltci of Amends 46 St 29 to 
Licaasee NPF''4 S< npf-7. respec tlvely 

CLARK. 11 A Operating Reactors Branch 3 83/04/22 Spp 

19365 021 24X Flche 30-339.83/04/22.0303060109 


8303040409 Retponde to 030324 reciuest to review proprietary matl 
contalnad in FranUln Research Ctr technical evaluation 
r«pt« re environ iiual i f icatlon of safety-related electrical 
equipment One Item Identified as proprietary 

aieWART. W L, Virginia Electric h Power Co 03/04/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 Ip 10323 209 34X 

Flche 50-330.93/04/29.0303040409 


830S020455 Oeneric Ltr 83-19 to all power reactor S( testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to QLs Bve list end 

EISENHUTrD O Division of Licensing 03/03/02 Consolidated 
Edison Co of New York. Inc SOpp 10441 120 24X 

Flche 50-000.03/05/0210303020435 


9303120306 Submits status of License Condition S C<4)(c} Facility 
currently In second refueling outage New Rosemount 
resistance temp detector <RTD) Model 176KS will be Installed 
until redesigned RTD available 

STEWART. W L Virginia Electric fa Power Co 93/03/06 DEHTDN. H Ft 
Office of Nuclear Reactor Regulatlonj Director CLARK. R A 
Oparating Reactors Branch 3 Spp 1B432 269 24X 

Flche 30-339,83/03/06.9305120306 


9303090639 Generic Ltr 93-20 to all operating reactor licensees fa 
holders of CPs re Integrated scheduling for 1 mp I etnen tat i on 
of plant mods Sve list end 

EISENHUT, D 0 Division of Licensing 03/03/09 Consolidated 

Edison Co of New York* Inc 16pp 18627 153 24X 

Flche 30-000. 03/03/09. 0303090659 


9303190253 Informs of status of NUREO-0737. Item II F 1 3 r> 
containment high-range Tadiation monitors Qualified 
1 n-c onta 1 nment electrical terminations will be made per 
IE Bulletin 79-018 fa NOREO-O3B0 schadula 

aTEWART. W L Virginia Electric fa Power Co 03/03/12 DENTON. H fi 
Office of Nuclear Reactor Regulation. Director CLARK.fi A 
Operating Reactors Branch 3 Ip 18301 203 24X 

Fiche 30-339.93/05/12.0303190253 


9303200499 Foriiiards response to Generic Ltr 62-20. '^Inadequate Core 
Cooling Instrumentation Sgs. " per B3O3I0 ltr During Upset 
cond 1 tlons. a larm functions provided in conjunction u/ 
subcooling monitors 

STEWART, w L Virginia Electric fa Power Co 93/05/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 19pp 18513 162 

24X Flche 50- 000 ,63/05/12. 0305200499 


830S0602G3 Application for amend to License NPF-7. rovi sing Tech Spec 
to support imp 1 1 men tat Ion of 2 3 F Tavg increase during 
current refueling outage Main steam lino monoball support 


nadf eorrkplete 

STEWART. W L Virginia Electric fa Power Co 03/05/03 
Office of Nuclear Reactor Regulation. Director CLARK.R 


DENTON. H n 
A 


Operating Reactors Branch 3 ip 16343 022 24X 


Flche 30 -339 . 83 / 05/03. 8305060203 


0305270130 Informs that License Conditions 2 C(15)(hHSl fa 2 C<15>{h) 
I4>re diesel generator reliability satisfied Hods will be 
completed no later than second refueling outage 

STEWART. W L Virginia Electric fa Power Co 83/03/19 DENTON.N R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 2pp 10636 201 24X 

Flche 50- 339i 93/05/ 1 9 . 030 5270150 


830BI3D010 Forwards Amends 47 & 30 to Licenses NPF-4 fa NPF-7 j 
reipectlvelv tt notice of Issuance fa availability Amends 
revise audit frequencies of station emergency b security 
p Ians 

CLARK. R A Operating Reactors Branch 3 83/08/04 STEWART. W L 

Virginia Electric fa Power Co 4pp 10443 303 24X 

Flche 50-330.63/00/04.6309130010 


6303260323 Responds to lOCFRSO 49<g) fa NRC 630324 ltr re electrical 
equipment important to safpty Schedule for qua 1 1 f i cat 1 on or 
replacement submitted Kaster list of equipment end 
STEWART. W L Virginia Electric & Power Co 83/05/20 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARK. R A 

Operating Reactors Branch 3 76pp 19626 007 24X 

Flche 50-330,03/05/20.0308260323 


— 930-5130017 Amends 47 fa 30 to Licenses NPF-4 fa NPF-7, resp ect ive ly. 
revising audit frequencies of station emergency fa security 
plans fa implementing procedures to provide for review by 
OA dept at Least once per 12 months 

CLARK, ft A- Operating Reactors Branch 3 83/08/04 lOpp 

19443 309. 24 X FI che. 50-339. 03/03/04. 0309130010 


6305270220 Requests extension until 930620 for completion of special 
lifting rig analvsli per NUREO-0612 Extension required due 
to late receipt of Wes t Ingh ouse rept 

STEWART. W L Virginia Electric & Power Co 63/03/20 DENTON, H R 
Office of Nuclear Reactor Aegulation. Director CLARK, R A 
Operating Reactors Branch 3 ip 10637 323 24X 

Flche 30-339. 03/05 /20. 0305270220 


— 0309130023 Notice of Issuance fa availability of Amends 47 fa 30 to 
Licenses NPF-4 fa NPF-7. respectively 

TRAMMELL, C M Operating Reactors Branch 3 03/08/04 2pp 

16443 319. S4X Flche 80-330.83/03/04.8303130010 


6305200709 Forwards Amends 48 fa 31 to Licenses NPF-4 fa NPF-7, 
re sp • c t i ve 1 y . laf ety fa technical evaluations fa notice of 
Issuance fa availability Amends change RETS to establish new 
limiting conditione for quarterly fa annual release rates 
£NOLE# L B Operating Reactors Branch 3 93/08/03 9TEWART, W L 

Virginia Electric fa Power Co 4pp 10839 199 a4X 
rich a. 90-330. 63/05/09. 6308200709 


—8303200710 Amends 4a fa 31 to Licenses NPF-4 fa NPF-7. resp ect ive ly. 
Changing RET6 to establish new limiting conditions for 
operation for quarterly fa annual average release rates 
CLARK. R A Operating Reactors Branch 3 03/09/03 3pp. 

10939 203. 24 X F 1 Che. 80-338, 03/08/03, 0308200709 


— 9309200717 Safety evaluation supporting Amends 40 fa 31 to Licenses 
NPF-4 fa NPF-7, rasp ec tively 

* Office of Nuclear Reactor Regulation. Olrector 03/05/03 7pp 
16340 051 24X Flche. 30-330. 03/08/08. 0303200709, 


— 0309200720 “RETS Implementation (A-H). *' technical evaluation rept 
CASSELL. A I CHEN, S . PANDEY. 8 Franklin Instltute/Frankl In 
Rtiearch Center NRC-03-ei-l30 TER-CS306-10l/i02 03/03/18 

CONOEL.F f WILLIS, C NRC - No Detailed Affiliation Given 32pp 
18540 090 a4X Flche 30-333. 83/03/08, fl308200709 


— G30SS00724 Notice of Issuance fa availablity of Amends 46 fa 31 to 
Liesnsts NPF-4 fa NPF-7i respectively 

TRAMMELL, C M. Operating Reactors Branch 3 63/08/05 2pp 

18540-090 24 X Fiche 50-330.03/03/03,8303200709 


6305310099 Advises that backup overcurrent protection sys for 
containment electrical penetrations installed during second 
refueling outage Selfimtc design verification program In 
progress for containment recirculation fans 

STEWART. W L Virginia Electric fa Power Co 63/05/24 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reactors Branch 3 Ip J6683 104 24X 

Flche 30-339.03/09/24,8305310099 


0 Inspection reports. IE Bulletins fa correspondence 


6305270143 Corrects 821124 responie to violation noted in IE Insp 
Repts 5G-338/B2-37 fa 50-339/02-37 Item fl finding re RC8 
leakage removed as violation 

8TEWART, w L Virginia Electric fa Power Cn 03/02/29 a^REILLVi J P 
Region 2. Office of Director 2pp 16638 161 24X 

Flche 30-330.63/02/25,0305270143 


0212060365 lE Info Notice 03-14, "Dewaterad 8pent ton Exchange Resin 
Buscapt i bil i ty to Exothermic Chemical Reaction '' Sve list 
end 

TAYLOR, J M Division of Safeguards fa fnspectloTi Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York. Inc 

112pp 18300 319 24X Flche SD-OOD. 93/03/21,6212060303 


8305270517 Forwards IE In#p Repts 50-330/03-07 fa 50-339/03-07 on 
830226-0304 Np noncompliance noted 

DANCE. H C Division of Project fa Resident Programs 63/03/29 
STEWART. W L Virginia Electric fa Power Co 2pp 1B646 159 24X 

Flche 50-330.63/03/29,6309270517 


— 6309270534 IE Insp Repts 50-338/03-07 fa 50-339/03-07 on 830228-0304 No 
noncomp 1 lance noted Major areas inspected internal fa 
external «x posures. survey s. p lent tours. Unit 2 refueling 
outage preparation fa offsite release records, 

WRAY.J R j BARRrK P Region 2. Office of Director 03/03/28 
9pp 18646 157 24X Flche 50-338.83/03/29.6305270517 
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8303270930 Faruardt IE Imp Rapid 90-338/83-03 & 90-339/83-03 on 
830-206 *'0303 No n c^ni; omp 1 ianc « noted 

DAf/CEp H C Dlviiion of Project U Rasirfent Programs 03^04/01 
ST£(JARTrU L Virginia Electric & Pouier Co 2pp 10646 166 24K 

Flclie 50**33e. B3/04/0I j B305270530 


—030527054 4 IE Imp Repts 50-338783-03 6 50-339/a3“05 on 830206-0305 
No nonc^mplleTic e noted Majo-r areas Inspected outage 
AC t Ivitl esi survel 1 lance 6 (nafnt activl tie ftp Ident 1 fled Item*! 

LCiRs & routine Inipii 

SHVMLOCKpM B Region 2i Office Of Director JULIAN^ C Olvlelon 
of Project k Reftldent Prograffls 03/03731 7pp 18646 169 SAX 
FI c h e 30-338i 83/04/0 1 . 9305270330 


8309270394 Ac k receipt of B30317 Itr inforniing f/RC of steps taken to 
correct vloUtton* noted In IE Inep ftepti 90-330/83-01 & 

5 0—33*? / 03— Oi 

LEUI8«R C Division of Project k Resident Programs 83/04/07 
8TEI</ART.U L Virginia Electric k Pouer Co Ip 18642.260 24K 

F I c h 0 30-338,83/04/071 8305270394 


—8305270407 Responds to NRC 030204 Itr re violations noted In IE Imp 
Rfrpts 90-33G/B3-01 Sc 90-339/03-01 Corrective actions 
atiuipment failure trend analysis program idlil be described! 
Implemented & controlled by administrative procedure 
STEWART. H L Virginia Electric k Power Co 83/03/17 
O'RElLLYi J P Region 2i Office of Director 4pp 18642 261 24X 

F I C h e . 90 -33 Br 83/ 04/0 7 , 83052 70394 


— 0305270416 Confirms NRC approval to extend response time to notice of 
violation contained in T£ Insp Repts 90-338/83-01 k 
90-339/63-01 to 830318 

erEWARTitl L Virginia Electric k Power Co. 03/03/00 
Q^REILLY,J P Region 2. Office of Director Jp 18641? 265 24X 

Flefi t 50-330. 03/04/07. 8305270394 


—8309270421 For-uardf IE Insp Repts 90-^38/83-01 it 90-339/83-01 on 
030103-07 fi( notice of violation 

LEWlSiR C Division of Project li Resident Programs 03/02/04 
STEWART. W L Virginia Electric k Power Co Spp 18642 266 24X 

FI Che 90-330. 83/04/07. 8305270394 


—8309270430 Notice of violation from Insp on 830103-07 

* Region 2. Office of Director 03/02/04 2pp 10642 260 24X 

Fi e h • 90-338, 03/04/07. 8309270394 


—0303870442 IE Insp Repts 90-33e/B3-Ol k 90-339/83-01 on 830103-07 
Nonc-omp liance noted failure to perform all audits required 
by Tech Specs & to establish tys to evaluate equipment 
failures 

BELISLEi Q A , JACKSON, L H . SKINNER. P H Region 2. Office of 

D| rector 83/01/26 lOpp 10642 270 24X Flche 90-330.03/04/07. 

8305270394 


0303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
SVC list end 

jDRDANi E L Division of Emergency Preparedness k Engineering 
Response {post B30103) 83/04/19 Consolidated Edison Co of New 

York. Inc i26pp 10439 195 24 X Ficfie 90-000. 83/04/1 9. 0303040021 


8309270230 Forwards IE Insp Repts 50-338/83-09 k 90-339/03-09 on 
030321-30 No noncomp t lenc B noted 

DANCE. H C Division of Project k Resident Programs 03/04/18 
STEWART, W L Virginia Electric k Power Co 2pp 18637-173 24X 

Fi c h B 90-358 .03/04/18. 830527025 0 


—8309270244 IE Imp Repts 90-338/03-09 k 90^339/03-09 on 030321-30 No 
noncomp lianee noted Major areas Inspected Inservlce testing 
pumps k valvesi data evaluation te ravl ew. carrec 1 1 ve LER 
sctlen k calibr of inservlce insp too-l 

eCONDMog. N . BLAKE. J J Region S. Office of Director 03/04/14, 
9pp 18637 175 24X Flche 50-330,83/04/18,0305270230 


0303040023 lE Inf a Notice 03-22. "fiNR Sa f e ty/fie 1 laf Valve Failures 
8vc list and 

JORDAN. E L Division of Emergency Preparedness 4i Engineering 
Response (Post 830103). 03/04/22 Consolidated edison Co, of New 

York, rnc 112pp. 18383 009 24X Flche 30-000. 03/04/22. 0303040020 


6309270913 Advises that SALP Beard assessment reviewed 1( Issuance of 
rept approved Nuclear activities conducted w/proper concern 
for nuclear safety 

O'REILLY. J P Region 2. Office of Director 83/04/22 87EWART, H L 
Virginia Electric k Power Co 2pp. 10646 001, 24X 

Flche 90-000. 83/04/22 1 8305270913 


— 0305270927 Forwards SALP Repts 90-280/03-02.90-201/03-02.50-338/83-03 
& 90-339/83-03 for Jui 1901 - Sept 1902 

LEWIS.R C DlYlslcn of Project k Resident Programf 83/02/10 
STEWART, H L Virginia Electric k Power Co 2pp. 10646*003 24X 

Flche 90-000.83/04/22,0309270913 


—0309270341 SALP Repts 90-280/83-02, 90-201 /93-02, 90-330/03-03 k 
90-337/03-03 for Jui 1901 - Sept 1962 

» Region 2. Office of Director 03/02/10 45pp 10646. 00'9 24x 

Flche 90-000.03/04/22.0309270913 


0303040025 IE Info Notice 63-23. "Inoperable Containment Atmosphere 
Sanslng 0ys " Sve list encJ 

JORDAN, E L Division of Emergency Praparedness k Engineering 
Response (Post e30103> 03/04/29 Consolidated Edison Co, of RtU 

York, Inc ll9pp 10301 291 24X Flche 50-000. 03/04/29. 8303040029 


8303040026 IE Info Notice 03-24. "Loose Parts In Secondary Side of 
Steam Oenerators at PWRs " 8vc list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/04/20 Consolidated Edison Co of Hiu 

York. Inc liSpp 10392 047 24X Flche 90-000.03/04/80,0303040026 


6303040027 IE Info No-tlce 63-29. "Standby Oas Treatment 8vt Meatar Hl^h 
Temp Trip Setpoint Adjustment " Bve list end 
JORDAN.E L Division of Emergency Preparedness 8, Engineering 
Response IPost 830103) 63/04/20 Consol Idated Edison Co of tittt 

York, Inc. 118pp 183B2 165 24X Flche 50-000. 03/04/20. 0303040027. 


8303040020 IE Info Notice 03-26, "Failure of Safe ty/Rel 1 ef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/09/03 Consolidated Edison Co of New 

York, Inc I22pp 18441 170 24X Ficha 90-000,03/09/03,8303040028 


8303040030 lE Info Notice 03-27, "Operational Response to Events 
Concerning Dellberete Acts Directed Ageinst Plant 
Equipment " 8vc list end 

JORDAN. E L Division of Emergency Preparedness 8, Engineering 
Response (Pott 030103) 03/09/04 Consolidated Edison Co of Niv 

York, Inc ItSpp 10302,202 24X Flche. 90-000, 83/09/04, 0303040030 


6303040031 IE Info Notice 03-20. "Criteria for Protective Action 
Recommendatlont for Oeneral Emergencies '■ &vc list end, 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (post 830103) 03/09/04 Consolidated Edison Co of Nsu 

York, tnc il9pp 10441 001 24X Flche 90-000. 83/09/04. 0303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Osformatlon " 8vc list end 

JORDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/09/06, Consol ideted Edison Co of Neu 

York. Inc lispp 10923 248 24X Flche 90-000.03/09/06,0303040033 


0309120047 Advises that inservlce Insp of low pressure turbine, rcquirii 
by license conditi on. revealed cracks in discs at governor It 
generator end for lout pressure turbine 1 k 2, Lou pressure 
turbine rotors replaced Investigation underway 

STEWART. WL Virginia Electric k Power Co 63/09/06 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK. R. A 
Qperetlng Reactors Branch 3 2pp 10423 053 24X 

Flche 90-339,83/09/06.0309120047 


8305270414 Ack receipt of 830400 Itr informing NRC of steps taken to 
corrset violations notsd In IE Insp Repts 50-330/02-39 k 
90-339/92-39 

DANCE, W C Division of Project k Resident Programs 03/09/09 
STEWART, W L Virginia Electric t< Power Co ip 10641‘33I 24X 

Flche 50-330.83/09/09.0309270414 


— 8309270426 Responds to NRC 830311 Itr re violations noted in IE Insp 
Repts 90-330/02-39 k 50-339/02-39 Corrective actions’ 
emergency procedures revised to reflect Tech Spec 3. 0 3 
requirements 

STEWART, HL Virginia Electric $< Power Co S3/04/08 

O'REILLY, J P Region 2, Office of Director 4pp 1B641’332, S4X 

Flche 30-330,03/05/0710309270414 


—8309270437 Forwards IE Insp Repts 90-330/02-39 k 50-339/02-39 on 
021106-1206 tc notice of Violation 

LEWIS.R C Division of Project 6 Resident Programs. 03/03/li 
STEWART, WL Virginia Electric I, Power Co 2pp I864lf336 24X 

Flche 50-338.03/09/0*?, 0309270414 


—0309270446 Notice of violation from Insp on 821106-1206 

a Region 2, Office of Director 83/03/11. 2pp 16641 338. S4X 
Flche 90-330,83/09/09.0309270414 


— B309270495 IE Insp Repts 50-330/82-39 k 90-339/02-39 on 821106-'1806 
Noncompliance noted: fail ure to have EOF actuation sys 
operable h failure to perform required surveillance 
SHYNLOCK.M B Region 2, Office of Director JULIAN. C A Division 
of Project k Resident Programs. 03/03/00 7pp 10641 339 24X 

Flche 50-338,03/05/09.0309270414 
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0^03040034 IE Info Notlco eS-GOi '‘Kl »app 1 i catton of Oenerlt Etncrgancg 
Opiralsing Proc»<lur»» (EOP) Ouldolirto? " Svc list oncl 
wPOROAMiE t Division of Emorgencij Preparedness & Engineering 
Iltsponse (Post 830103) 83/05/11 Consolidated Edison Co of Neu 

Tori. Inc ll4pp 18524 003 24X FUhe 50-000* 83/05/1 1. Q303040034 


8303040040 IE Info Notice 83-31* "Error in ADLPIPE Conjputer Program " 
8vc list tncl 

JOPDANrE L Division of Emergency Preparedness & Engineering 
RetpansB IPost 830103) 83/05/19 Consolidated Edison Co of Neu 

Ycrki Inc ll4pp 18697 009 24X Flche 30-000*83/03/19*0303040040 


B303040046 IE Info Notice 03-33, "Nonreprosentat 1 ve Sampling of 
Contanlnatrd OH *’ 8vc list end 

JORDAN* e L Division of Emergency Preparedness «< Engineering 
Reipanie (Post 8301031 83/05/26 Consolidated Edison Co of Neu 

York* Inc ll4pp 10647 007 245C Fiche 30-000,83/03/26.0303040046 


9 Reportable occurrences* LERs ic related correspondence 


0305030279 Foruierds LER 03-025 /03L-0 

HARRELL, E U l/lrginla Electric & Pouer Co 83/04/20 O'REILLY* J P 
Region 2« Office of Director Ip 18300 036 24X 

Flcfiii 30-339* 03/04/20, 0303030279 


—8305030203 LER 03-O23/O3L-O. on 030331 . u/unlt In Mode 1, steam generator 
B water level channel 1 high-high turbine trlp/f eedua ter 
Iiolatlon setpoint discovered greater than Tech Spec limit 
Caused by malfunctioning comparator card Card replaced 
HARRELL. E.N Virginia Electric U Power Go 83/04/20 Region 2* 
Off ico of Director Ip 10300 037 24X Flcha 30-339103/04/20. 

830303027? 


0303030337 Forwards LER 83-026/03L-0 

HARRELL, E H Virginia Electric «< Power Co 03/04/20 O'REILLY, J P 
Region 2* Office of Director Ip 1B291 340 24X 

Flcht: 30-339* 83/04/20, 8303030337 


—0303030364 LER 83-026/03L-0 on 830402* Fire Doors 871-18 6 871-16 
between 2H L 2J emergency diesel generator rooms L turbine 
bldg would not latch Caused by door strikes jammed open L 
bent Latches d i sassemb led, cleaned* reassemb led 6 tested 
HARRELL, E.U. Virginia Electric ii Power Co 03/04/02 Region 2, 
Office op Director Ip 18291 341 24X FlChe 50-339,03/04/20* 

8305030337 


03O3(X1O&33 Forwards LER B3-Oa7/03L-0 

KARRELL*E H Virginia Electric L Power Co 83/04/21 O'REILLY, J P 
Region 2* Office of Director Ip 10303 346 24X 

Fiche 80-339*83/04/21*8305030635 


-“0305030640 LER e3-027/03L-0 on 030402* main steam safety valve pressure 
setpoints for valves 8V-K3-201G* 202C* 203A 6 C*204A 6 205A 
found low Caused by setpoint drift Setpoints adjusted 
HARRELL, E W Virginia Electric 6 Power Co 83/04/21 Region 2* 
Office of Director 2pp 10303 347 24X Fiche 30-339*83/04/21* 

0303030638 


B3050302i0 Forwerds LER 03-O29/O3L-O 

HARRELL*E W Virginia Electric & Power Co 03/04/27 O'REILLY.J P 
Region 2* Office of Director, Ip 10338 106 24X 

Fiche: 80-339* 83/04/27* 0308080210 


—8305050213 LER 83-029/03L-0 on 830402* during Mode 4. automatic actuation 
of ECC8 occurred Caused by maint personnel standing on 
conifult resulting In loss of lo-lo pressurlter pressure 
safety Injection block. Melnt personnel relnstructed 
HARRELL* E U Virginia Electric L Power Co 63/04/27 Region 2* 
Office of Director 3pp 18330 107 24X Fiche 50-339*03/04/27, 

8308050210 


0308030271 Forwards updated LER e2-067/03X-l 

KARRELLiE.H Virginia Electric 6 Power Co 03/04/27 0'RE1LLY*JP 
Region E, Office of Director Ip 10337.136 24X 

Fiche: 80-339, 03/04/27* 6305030271 


-'-8305050276 Updated LER 82-067 /03X-1 on 821017, steam generator C narrow 
range channel 2 indicated high Caused by failure of 
transmitter amplifier card Card replaced 6 loop recallbr, 

HARRELL* E H, Virginia Electric 6 Power Co 83/04/27. Region 2* 
Office of Director 2pp 18337 137. 24X Fiche 80-339,83/04/27, 

0305090271. 


0305100083 Forwerds LER 03-020 /03L-0 

HARRELL, E H Virginia Electric L Power Co 83/04/29. O'REILLY, J P 
Region 2* Office of Director, Ip 16377 148 24X 

Flcha: 80-339* 63/04/29* 0303100023 


— 6303100029 LER 83~028/03L-0 on B30402< emergency diesel generator 2J 
tripped on high crankcase pressure after emergency start 
sigtia 1 1 Inl tiated from ECC6 ac tuat ion* re set Cause unknown 
Generator started 6 tested satisfactorily Switch callbr 
HARRELL, E U Virginia Electric 6 Power Co 03/04/2? Region 2, 
Office of Director 2pp 18377 149 24X Fiche 50-339*83/04/29, 

0303100023 


0305100239 Forwards LER 83-030/03L-0 

HARRELL* E H Virginia Electric 6 Power Co 03/04/29 D 'REILLY* J P 
Region 2* Office of Director Ip 18371 339 24X 

Fiche 30-339,83/04/29.8305100239 


— 8303100269 LER B3-030/03L-0 on 830406* pressure In nitrogen supply tank 
8 for pre&surHer PORV PCV-2453C dropped below min to 
consider PORV operable Caused by leak in pressurlter PQRV 
nitrogen supply sys Mod scheduled during current outage 
HARRELL, E U Virginia Electric L Power Co 03/04/29 Region 2, 
Office of Director 2pp 18371 336 24X Fiche 30-339,03/04/29. 

6303100239 


03O3UO33O Forwards LER B3-023/03L-0 

HARRELL. E H Virginia Electric L Powar Ca 03/05/05 O'REILLY, J P 
Region 2* Offlca of OlrBctor Ip 10406 162 24X 

Fiche 80-339* 03/05/03, 0303 1 1 0330 


—0305110336 LER 03-O23/O3L-O on 030414* RHH flow temporarily lost when 
one of two In-series RHR suction valves closed Caused by 
open Input breaker Breaker rec losed* vital bus restored. RHR 
suction valve reopened & flow restored 

HARRELL. E H Virginia Electric 6 Power Co 83/05/03 Region 2. 
Office of Director 2pp 10406 163 24X Fiche 50-339. 83/03/05. 

03031 10330 


8303110453 Forwards LER 83-03 1/03L-0 

HARRELL, E W Virginia Electric L Power Co 03/05/05 O'REILLY* J P 
Region 2* Office of Director Ip 18403 054 24X 

Fiche 30-339,83/03/05,0305110433 


— 8303U0463 LER 03-O31/O3L-O on 030408, w/uni t in Mode 5* power lost to 
RHR subsystem A when 2H 4. 160-VDlt emergency bus 
deenergized Caueed by failure of fuses for 2H emergency bus 
undervoltage test circuit Fuses replaced 

HARRELL, E. N Virginia Electric 6 Power Co 83/05/05 Region 2* 
Office of Director 3pp 10405 055 24X Fiche 50-337*03/05/05, 

0303110453 


0305200279 Forwards LER 03-O32/O3L-O 

HARRELL, E,H Virginia Electric 6 Powrr Co 83/03/11 O'REILLY. J P 
Region 2* Office of Director Ip 18316 260 24X 

Fiche 50-339,03/05/11*0303200279 


—0303200204 LER 03-O32/O3L-O. on 0304 12* dur 1 ng Mode 3, visual Insp of 
hydraulic snubber 2-WOC0-HSS-3D revealed damaged reservoir 
w/o fluid Caused by personnel working in area Snubber 
rep I aced 

HARRELL. E H Virginia Electric 6 Power Co 83/05/11 Region 2, 
Office of Director 2pp 18516 261 24X Fiche 50-337*03/05/11, 

0305200279 


8305250304 LER 03-O36/O3L-O on 830429, while to Mode 6, loss of vital bus 
2-i resulted In loss of RHR flow for less than 1 minute when 
one of two RHR suction valves In series closed Caused by 
personnel shorting test lead Dus restored W/83051B Itr 
HARRELL, E M Virginia Electric 6 Power Co 03/05/18 O'REILLY* J P 
Region 2* Office of Director 4pp 185 7 2 076 24X 

Fiche 50-339, 03/03/10* 0303250304 


0305270335 LER 83-033/03L-0 on 830423 I* 24*96 lockout relay wiring 
omission detected while testing bus 2H charging high head 
safety Injection pump breakers Caused by incorrect wiring 
Hiring properly installed H/B30S20 Itr 

HARRELL* E H Virginia Electric L Power Co 03/05/20 O'REILLY* J P 
Region 2* Office of Director 4pp 18644 359 24X 

Fiche 80-339, 03/05/20. 0305270335 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A AppLlcatlon/constructlon stage documents L correspondence 


B305020370 Responds to NRC 830316 Itr reRuestlng schedule for 
addressing unqualified electrical components In safety- 
related lys Issue will be addressed In environ qual 1 f Ication 
update by 030701 

TAUBER* H Detroit Edison Co 03/04/25 YQUNQDLOOD* B J Licensing 
Branch 1 Ip 10276 342 a4X Fiche 50-341,83/04/25,8305020370 
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8303030171 Fprwards "Independent Design Verification Prog rat>>» Final 
Repti" VDls 1,2 !< 3 Rept presents results «< tonclwslons of 
revieu conducted per 021216 independent design ver 1 f Icjit Ion 
program pian 

FEPOj 0 A Cijgna Energy Services 03/04/39 YOUWOBLODOi D J 

Licensing Branch 1 CQL9ERT>WF Detroit Edtson Co Ip 

1B2B9 060 24X Fiche 50-341.03/04/29,0305030171 


—0303030178 ” Indep enden t Design Verification Program. Fin* 1 Rept.'‘ Vols 
1*2 3 

FERO# D A Cggna Energg Services TR-OSOBl—I ROO 03/04/29 
07Bpp 10209 061 a4X Fiche 50-341 j 83/04/29, 83-05030171 


9303090004 Foruards Pages 2 20-2 32 i nadverten t 1 V omitted from 
‘independent Design Verification Frograr? Final Rept 
FERQ, D A Cygna Energy Services 83/03/03 YOUNOPLOQD* Q J 
Licensing Dranch 1 Ip 18339 316 24X Flche 30-341,83/05/03, 

0309030004 


— 0305050010 Pages 2 £0-8 32 Inadvertently omitted from "Independent 
Dosign Verification Program Final Rept " 

# Cygna Energy Services TR-03021-i ROO ERR Q3/05/03 I2pp 
taSSB 317 24X Flche 50-341,83/09/03,0303090004 


B309100H9 Foruards summary af post-accident sampling analytical 
procedures per 880707 J tr Info describes type of analysis.- 
equl pment, 5ul tab i I Ity , rang e & analytical method 

TAUBER, H Detroit Edison Co 03/05/03 YOUNODLODD^D J Licensing 
Branch I 2pp 18374 36l 24X Flche 50-341,93/05/03,8303100119 


8309040323 Board Notification 93-057 forwards differing prof opinions 
re sys interaction & safety classification Info relates to 
Board Notifications 03-17 Sr 83-44 re Unresolved Safety Issue 
A-17 

EISENKUT, D 0 Division of Licensing 83/09/04 Pf LLADIl'IO, N 
Commissioners 22pp 19337 139 24X Flche 90-000,03/09/04, 

8305040323 


03O912O23J Notification of 930513 meeting w/oti I In Dethesda.MD to 
discuss general procedures folloiued by NRC tn responding to 
pending Section 2 206 petition 

LYMCHi M 0 Licensing Oratich 1 83/09/06 YOUNODLOOOj B J, 

Licensing Branch 1 3pp IB439 263 24)1 Flche 30-341,83/09/06, 

6309120231 


0303070699 Oonerlc Ltr 03~2O to all operating reactor licensees & 
holders of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

ElSENHUTrD 0 Division of Licensing 93/09/09 Consolidated 
Edison Co of New Vori. Inc I6pp 1S627 193 24X 

Flche SO-0 00, 03 / 05/09, 8305090699 


8309250207 Notification of Caseload Forecast Panel 830607-07 Site 
visit to estimate const completion date Agenda end 
LYNCK, » D Licensing Branch 1 03/09/12 YOUNODLOODi B 

Licensing Branch 1 6pp 18995 338 24X Flche 90-341,03/03/12, 

B30S230207 


B305230953 Summarises 021207 conference call re current plan for 
conducting induction heating stress improvement IIHSI) 
program on appropriate uelds In recirculation sys 

TAUBER, H Detroit Edison Co 03/09/10 YQUNOOLOOD. D J Licensing 
Branch 1 2pp 18937 090 24X Flche 90-341,03/09/10,8305230992 


F Becurity, medical, emergency & fire protection plans 


6309020264 Forwards IE Safeguards Inap Rept 90-341/83-05 on 
630iDl-OS8S Ec notice of violation 

NQRELIUS.C E Division of Project «< Resident Programs 83/04/11 
RELL8, D A Detroit Edison Co Spp 18277 093 24X 

Fit he 90-341,03/04/11,0305020264 


— 8309D20274 Notice of violation from insp on 830101-0228 

NOR EL I US, C E Divlsian of Project 6 Resident programs 83/04/11 

2pp 16277 077 24X Flche 50-341,83/04/11,8309020264 


—8309020209 IE Safeguards Insp Rept 50-341/83-09 on 830101-0228 
Noncumpl iance noted, fa 1 lure to follocu reactor vessel floiu 
procedures 6 inadequate review of procedure changes 6 
Identification 6 control measures 

LITTLE. D H , BYRON. P. M , WESCOTT.H M Region 3, Office of 
Director 83/04/04 I3pp 10277 099 24X Fiche 90-34 1» 83/04 /H, 

8305020264 


6303090460 Foruard* Michigan Emergency Preparedness Act MCLA 30 40J> 
FEWA 030420 memo per A8LAP 030904 request on emergency 
preparedness 1 ssuesi hltchlgen Stats Police 630400 ltr 6 
Monroe County Qpc of Civil Preparedness 030318 ltr 

LANDGRAFi L C, LeBoeuf, LanvD, Lelby & MacRae. LANDGRAF,L, C Detroit 
Edison Co 03/09/09. EILPEHIN, 6 F , MOORE, T 0 , OOTCHV,^ L Atpmic 
Safety and Licensing Appeal Panel 46pp 18362 277 24X 

Fiche 50-341, 03/05/09 , BSOSO*? 0480, 


8309110620 Natification of 030912 meeting u/util in Bethesda, HD to 
discuss Fire protection of safety-related cables including 
adequacy of 3-h fire blantets fire stops & heat conduction 
LYNCH. HD Licensing Branch 1 03/03/06 YOUNODLOOD, E J 

Licensing Branch 1 3pp 10416 360 24X Flche 50-341,03/09/06. 

030911 0620 


8309850219 Notification of postponement of 030312 meeting w/utll in 
Bethasda.HP to discuss fire protection of safety-related 
cables Meeting to be rescheduled 

LYNCH. t1 D Licensing Branch 1 83/09/10 YDUNGBLaoPr B J 

Licensing Branch 1 3pp 10376 397 24X Flche 90-341,83/09/10, 

8305250219 


0309110034 Oeneric Ltr 83-21 to all licensees of operating reactors, 
applicants for DLs 8, holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EI8ENHUT, 0 0 Division of Licensing 03/05/11 Consolldateif 

Edison Co of Neui York. Inc I6pp J8540 095 24X 

Fiche ' 90-000, 03/05/11 . 8309110034 


0305240213 Forwards monthly status rept on offsite emergency 
preparedness for DI- reviews for Apr 1783 

DlRCKd,W J Office of the Executive Director for Operatleni 
03/09/13 PALLADINO, N J Commissioners 9pp 10993 322 24X 

Flche 90-000,83/09/13,8309240213 


Q Inspection reports, IE Bulletins 6 correspondence 


0212060309 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc Uit 
end 

fAYLOR. U H Division of Safeguards & Inspection Programs (Past 
0301031 63/03/21 Consolidated Edison Co of New York, Inc 

112pp 10308317 24X Flche* 50-000, 03/03/21, 8212060389 


0309020264 Forwards TE Safeguards Insp Rept 90-341/63-09 on 
830101-0228 8< notice ef violation 

NORELIUSiC e Division of Project & Resident Programs 03/04/11 
WELLS, D A Detroit Edison Co 2pp 10277 079 24X 

Flche 90-341.83/04/11,0309020264 


—8305020274 Notice of violation from insp on 830101-0228 

NORELIUS, C E Division of Project k Resident Programs 03/04/11 
2pp 18277 077 24X Flche 90-341,03/04/11,0309020264 


— 0305020205 IE Safeguards Insp Rept 50-341/83-05 on 830101-0226 
Noncompliance noted failure to follow reactor vessel flew 
procedures t< inadequate review of procedure changes 8, 

1 dent i f lea t ion k control measures 

LITTLE, B H , BYRON, P M . WESCOTT, H M Region 3, Office Of 
Director 83/04/04 13pp 10277 097 24X Flche 90-341,93/04/11, 

8305020264, 


8303040021 IE Info Notice 63-21. "Defective Emergency Use Respiretor " 
3vc list end. 

JORDAN, £ L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 83/04/15 Consolidated Edison Co of New 

York, Inc J26pp 18435 1S9 24X Flche 90-000,83/04/19,0303040021 


6303040023 IE Info Notice 03-22, "DWR Saf ety/Re I lef Valve Fa ilutfi " 
Bve lift end 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 03/04/22 ConaoUdated Edison Co of NiV 

York. Inc 112pp 1B3B3 009 24X Flche 50-000,83/04/22,0303040023 


8303040025 IE Info Notice 83-23, ’’Inoperable Containment Atmosphere 
Sensing 0ys " Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 03/04/29 Consolidated Edison Co of New 

York, Inc ll9pp 10381 271 24X Flche 90-000, 03/04/29, 0303040023 


0309170294 Forwards IE Insp Rapt 50-341/89-04 on 030214-0317 4c notice 
of violation. 

SPESSARD, R L Division of Engineering 03/04/27 WELLS, D A 
Detroit Edison Co 2pp 18466 107 24X Flche 50-341,83/04/27. 

8309170994 


— 0305170296 Notice of viplatlnn from insp on 830214-0317 

8PE8SARD,R L Division of Engineering 83/04/27 3pp. 
10466 10? 24X Flche 50-341,83/04/27,6309170274 


—0303170304 IE Jnsp Rept 90-341/03-04 on 030214-0317 Nonconpliencr 
noted failure to Identify k segregate nonconforming cables, 
adequately control tsmporary mod in test procedure k 
properly corttrol tc tag lifted leads 

REIHANN, F W . ReVES,L A Region 3, Office of Director 83/04/27 
9PP 16466*112 24X Flche 50-341,83/04/27,8309170274 
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IE Info Notice 03-34^ ’'Loose Parts in Secondary Side of 
Stun Oinarator* at PWR» “ Svc list end 

jORDAMi E L Division of Emergency Preparedness & Engineering 
Rasponte iPost 6301031 03/04/38 Consolidated Edison Co of Neu 

VOrk* Inc 113pp 103S3 047 S4X Flcfte 50-000.83/04/38.8303040036 


6303040037 IE Info Notice 83-35, “Standby Gas Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment *' 8vc list encl 
OORDAN.E L Division of Emergency Preparedness 8i Engineering 
Rasponiff (Post 8301031 83/04/38 Consolidated Edison Co of Neu 

York, Inc ilSpp 18383 165 34X Ficpe 50-000.83/04/28.8303040027 


B30304003G IE Info Notice 83-26. “Failure of Safety/Ro 1 1 ef Valve 
Discharge Line Vacuum Dreakers “ Svc list end 
jORDAN.E L Division of Emergency Preparedness <c Engineering 
Reipcnse (Post 830103} 83/05/03 Consol idated Edison Co of Neu 

York* Inc 122pp 18441 170 34X Fiche 50-000.83/05/03,8303040028 


8303040030 IE Info Notice 83-27. “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc List end 

JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Risponte (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

Yark, Inc liSpp 18382 282 24X Fiche 50-000. 83/03/04, 8303040030 


G303040031 IE Info Notice 83-28. “Criteria for Protective Action 
Hicoaimendatlons for Oeneral Emergencies “ Svc list end 
JORDAN. E t. Division of Emergency Preparedness << Engineering 
Response (Post 830103} 83/05/04 Consolidated Edison Co of Neu 

Yark, Inc H'ypp 1S441 001 24X Fiche 50-000,83/05/04,8303040031 


8305100308 Ack receipt of 830331 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-341/82-14 
SPESSARD. R L Division of Engineering 83/05/04 UELL8, D A 
Detroit Edison Co Ip 18381 018 24X Fiche 30-341,83/03/04. 

8309100308 


--8303100393 Amends 830282 response to NftC 821803 Itr re violations noted 
In IE Insp Rapt 50-341/02-14 Corrective actions QC mgt uill 
follow Daniel Site Administrative Procedure AP-vri-02 re 
•deviation disposition request 

NELLS. D A Detroit Edison Co 03/03/31 LITTLE. N 8 Region 3, 
Office of Director llpp 18301 019 84X Fiche 90-341,83/05/04. 

8305100388 


"8309100397 nespondt to NRC 021203 Itr re Violations noted In IE Insp 
Kept S0-341/B3-14 Corrective actions Deviation Disposition 
Request (DDR) 1797 revised to require originator quality 
marager to provide copy of void DDR 

HELLS, D A Detroit Edison Co 03/02/22 LITTLE, W 8 Region 3, 
Office of Director lOpp 18381 030 24X Fiche 50-341,83/05/04, 

8305100308 


8303040033 IE Info Notice 83-29. “Fuel Qindlng Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN. E L Division of Emergency Preparedness 4< Engineering 
Rtiponte (Past 830103) 83/05/06 Consolidated Edison Co of Neu 

Yorki Inc lIOpp 10523 248 24X Fiche 50-000. 83/05/06. 8303040033 


0303040034 IE Info Notice 03-30, “Misapplication of Generic Emergency 
Operating Proeadures (EOP) Guidelines “ Svc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Retponte (Past 830103) 03/05/11 Consolidated Edison Co of Neu 

York. Inc li4pp 16524 003 34X Fiche 50-000.83/09/11.8303040034 


6303040040 IE Info Notice 83-31. “Error in ADLPIPE Computer Program “ 
eve list Bficl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (post 830103). 03/05/19 Consolidated Edison Co of Neui 

York, Inc 114pp 18697 009 24X Fiche 90-000,83/05/19,8303040040 


6309270261 Forwards IE Insp Rept 50-341/03-00 on 830411-13 No 
noncemp 1 1 apee noted 

PAPERIELLO.C, J, Region 3. Office of Director 03/05/23, WELLS. D A, 
Detroit Edison Co 2pp 10642 016 24X Fiche 50-341,03/05/25. 

8305270261 


—8309270370 IE Insp Rept 90-341/03-00 on 830411-13 No noncomp llance 
noted Major areas inspected preoperationa I radiological 
environ monitaring program. Including mgt control, program 
lisp 1 emtntail on & results & GC 

OE&TKANN. H xJ , R0ZAK, 8, , ECHJHACKER, H Region 3. Office of 

Director. 83/09/25 7pp 10642,010 24X Fiche 90-341.83/05/25, 

8309370261 


6303040046 IE Info Notice 83-33. “Nonripresenta t 1 ve Sampling of 
Contaminated Oil “ Svc list end 

JORDAN. E L. Division of Emergency Preparedness if Engineering 
Response (Post 330103) 83/05/26 Consolidated Edison Co of Neu 

Yort, Inc 114pp 10647 007 24X Fiche 90-000.83/09/26.8303040046 


0 Reportable occurrences. LERs it related correspondence 


0309030476 Interim deficiency rept re Fisher Control valve actuators 
not meeting seismic requirements Initially reported on 
801331 Neu actuators ordered Engineering specs for Class 3 
valves revised for future purchases 

WELLS. D A Detroit Edison Co 83/04/13 KEPPLER. J 0 Region 3. 
Office of Director 2pp 1B308 194 24X Fiche 50-341.03/04/19, 

8305030476 


0305030905 Final deficiency rept re defective Agastat relays 
Initially reported on 820209 One relay mfg by Amarace Corp 
shipped to facility Relay removed on 021001 it returned to 
manufacturer for insp possible replacement 

WELLS. D A Detroit Edison Co 83/04/19 KEPPLER.J 0 Region 3. 
Office of Director 2pp 10306 092 24X FUhe 50-34 1 , 83/04/1 5, 
8305030589 


8305030596 Iiitcrim deficiency rept re calibr of Rosamount Model 310 DU 
trip units Initially reported on 020720 Potentiometsrs 
replaced u/components containing gold contacts to prevent 
oitldatian of trip setpoint 

WELLS. 0 A Detroit Edison Co 83/04/19 KEPPLER.J 0 Region 3. 
Office of Director 2pp J03O3 212 24X Fiche 50-341.83/04/15. 

0305030596 


0305030369 Interim deficiency rept re potential failure of ITE 4.160- 
volt circuit breakers due to cracks in puffer piston shafts 
Initially reported on 830321 One failure observed at linkage 
connecting pin on shaft 

WELLS.R A Detroit Edison Co 03/04/10 KEPPLER.J G Region 3. 
Office of Director tp 18306 916 24X Flch® 90-341.03/04/10, 

8305030369 


0305020085 Duflclencg rept re questionable qualification of certain LK 
Comstock QC personnel Inltlallii reported on 030311 
Certification files updated to reflect prior uorK 
experience Con 4 t not adversely affected 

WELLS. D A Detroit Edison Co 03/04/20 KEPPLER.J Q Region 3. 
Office of Director 2pp 10278 84B 24X Fiche 50-341.83/04/20. 

8309020085 


8309120392 Interim deficiency rept re misapp 1 icat 1 on of ITE Gould 
circuit breakers In post-LOCA hydrogen recombiners supplied 
by Rockuell Inti Initially reported on 030328 Hatter under 
Investigation Final rept by 030000 Reported per Part 91 
MANN0.8 F Niagara Hohauk Pouer Corp 03/04/26 STAROSTECKI. R 
Region 1, Office of Director 2pp 10433 072 24X 

Fiche 90-000.03/04/26,6309120392 


—8305120404 Part 81 rept re failure of post-LOCA hydrogen recombiner 
component during IEEr-323 qua 1 1 f icati on program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EHPEY, D C Rockwell Inter nat Iona 1 Corp 03/03/11 COLLINS. J T 
Region 4. Office of Director 9pp 1S433 074 24X 

Fiche 30-000.83/04/26.8305120392 


8305100015 Interim deficiency rept re loose nuts on drywell 1. steam 
tunnel beams of structural steel sliding connection 92 
Initially reported on 630328 Deviation Disposition Request 
MP-11006 initiated on 030406 

wells, 0 A Detroit Edison Co 83/04/20 KEPPLER. J 0 Region 3. 
Office of Director Ip 10377 193 24X Fiche 50-341.03/04/88, 

830910001 S 


0309100110 Final Deficiency Rept 73 re reactor mode switch failure 
Initially reported on 020701 Suitch handle replaced 
Documentation for replacement switch handle acceptable 
WELL8, D A Detroit Edison Co 03/04/29 KEPPLER.J 0 Region 3, 
Office of Director Ip 10373 031 24X Fiche 30-341.03/04/29. 

8303100118 


03D91001S4 Final Deficiency Rept 83 re overpressur i lat Ion of standby 
liquid control sys pump Q Initially reported on 821206 
Caused by disconnected terminal wire on relay No sys damage 
exists item not reportable per 10CFR50 55(e) 

WELLS. D A Detroit Edison Co 83/05/05 KEPPLER.J G Region 3, 
Office of Director 2pp 18374 219 24X Fiche 30-341.03/05/05. 

8305100154 


8309170207 Final deficiency rept (Item 01) re arc strikes on primary 
containment pipe penetration bellows Initially reported on 
021123 Analysis of bellows repair revealed fatigue test met 
A8ME requirements Item not reportable per 10CFR30 59(e) 

WELLS, D A Detroit Edison Co 03/05/06 KEPPLER, J G, Region 3. 
Office of Director 2pp 1B466 320 24X Fiche 50-341.63/09/06. 

8305170207 
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fl3QSl7033S Interim deficiency rept U teni ?3I rc GE error In RHJl HX 
H ou calculations fnitlally reported on 830406 GE perforned 
evaluation of flow deflciencii 6 concludetf lower baffle 
plates of HXs req.uired mod & rauoTk 

«ELLSi D A Detroit Edison Co 03/03/06 HEPPLER^ J Q Region 3, 
Office af Director 2 pp 10467 336 34X Elche SO-'S^l . 03/03 /06t 

G3D51 70335 


0303370625 Part 21 rept re potential problem tj/3~phase rectifier 
assemblv eicitar not connected m parallel which could 
cause premature failure Initially reported on B30320 Utils 
ulU measure vibration 

HArSLERif? K Litton In d u str I e s, In c 03/05/20 KEPPLER. J 0 Region 
3* affiCB of Director 3pp 10646 212 24X Fiche 30-000,03/03/20, 

0303270625 


T Hearing transcripts on non-ant I trus t matters 


0303060188 Transcript of 830504 oral argument In Sethes da, HD Pp 1-76 
• Atomic Safety and Licensing Appeal Panel 03/05/04 78pp 
10345 liS SAX Flehe 50-341,03/05/04,8305060188 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F Security, medlcalr emergency & fire protection plans 


0305040417 Requests esemptlon from fire protection requirements o# 
Section 1 1 1 G 2 of App R to 10CFR3Q per I0CFR50 IS re 
45-ft elevation of fuel & auxiliary bldg Proposed nods 
provide adequate level of {irotectlon 

WITHERS, D » Portland General Electric Co 83/04/27 CLARK, R A 
Operating Reactors Branch 3 5pp 16322 121 24/ 

Fiche 50-544,03/04/27.0305040417 


8305060666 Forwards Amend 00 to License NPF-1 6 notice of Issuance St 
availability Amend adds License Condition 2 C CIO) re 
implementation of IAEA safeguards at facility 

CLARK, R A Operating Reactors Branch 3 03/04/27 WITHERS. D 0 

Portland General Electric Co 4pp 16357 335 24X 

Fiche 50-344,63/04/27.0305060666 


—8305060669 Amend 60 to License NPF-i, adding License -Condition S C iiO) 
(per 10CFR75 8) re Implementation of IAEA safeguards at 
facility in response to 830323 Itr 

CLARK, R A Operating Reactors Branch 3 83/04/27 7pp 

10357 339 24X Fiche 50-344.83/04/27,0305060666 


— 0305060670 Notice of Issuance << availability of Amend SO to License 
NPF-i 

CLARK, R A Operating Reactors Branch 3 03/04/27 2pp 

10357 346 24X Fiche 90-344,83/04/27,0303060666 


0305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re c lar i f ica t ion of 
access to control procedures for law enforcement visits 
Svc list end 

EI6ENHIIT, 0 G Division of Licensing, B3/05/L1 Consolidated 
Edison Co of New York. Inc I6pp 10540 095 24X 

Fiche 50-000.83/05/11,0303110034 


0305200030 Notifies that MURE 0-0737, I t«m III A 2 1. "Emergency 
Preparedna ss. Upgrade Emergency Plans to App E. I0CFR50, '* 
completed Item closed 

CLARKrR A Operating Reactors Branch 3 83/05/12 WITHERS, B D 

Portland General Electric Co 3pp 18540 120 24X 

Fiche 30-344. 03/05/12, B303200030, 


P, Operating license stage documents correspondence 


8305230501 Forwards lists of NRG initiated THl-related backfit items, 
in response to 030208 ltr Backfitting costs resulting from 
utils own needs also provided, 

WITHERS, B D Portland General Electric Co 83/03/24 

TOURTELLQTTE, U Regulatory Reform Tasl: Force 4pp 10941 314 24X 

Fiche 50-344, 83/03 /24. 6309230981 


0305230720 Forwards list of utils responding to requests for cost 
figures an backfitting 

TOURTEL LOTTE. J Regulatory Reform Task Force 83/04/11 

PALLADINO. N J Commissioners 2pp (854 2 272 24X 

Fiche 50-000, 03/04/ 1 1 , 830523072G 


6305060666 Foruards Amend 00 to License NPF-l & notice of issuance 
availability Amend adds License Condition 2 C IIO) re 
imp 1 imentation of IAEA sefeguards at facility 

CLARK, R A Operating Reactore Branch 3 83/04/27 WITHERS, B D 

Portland General Electric Co. 4pp 18357 335 24X 

Fiche 50-344. 63/04/27 , B3050 60666 


— 0309060669 Amend 00 to License NPF-l, adding License Condition 2 C ItCU 
(per 10CF875 0) re imp 1 ementatl on of IAEA safeguards at 
facility in response to 030323 ltr 

CLARK, R A Operating Reactors Branch 3 03/04/27 7pp 

10357 339 24X Fiche 30-344,03/04/27,0305060666 


— 6309060670 Notice of issuance & availability of Amend 00 to License 
NPF-! 

CLARK.R A Operating Reactors Branch 3 83/04/27 2pp 

18397 346 24X Fiche 90-344,03/04/27,8305060666 


0305020455 Generic Ltr 83-19 to all power reactor it testing llcensstf 
re new procedur es for providing public notice concerning 
issuance of amends to OLs Bvc list end 

EI8ENHUT. 0 0 Division af Licensing 83/05/02 Consol 1 dated 
Edison Co of New York, Inc 50pp 10441 120 24X 

Fiche 50-000,83/05/02,8305020459 


8309060600 Forwards application for amend to License NFF-i to allow 
continued use of fuel assemblies modified w/stalnleis steel 
rods & partial grids Certificate of Svc for License Change 
Application 90 end 

WlTKER8iD D, Portland General Electric Co 83/05/02 CLARK.R A 
Operating Reactors Branch 3 Ip 1B348 358 24X 

Fiche 50-344. 83/05/02, 0305060600 


— 8305 0 60606 Application for amend to License NPF-l to allot/ contlnuid 
use of fuel assemblies modified u/stalnless steel rods 
partial grids 

WITHERS. 0 D Portland General Electric Co 83/05/02 9pp. 

16340 390 24X Fiche, 50-344, 83/05/02, 8305060600 


0305090659 Generic Ltr 63-20 to all operating reactor llcenseas & 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EIB£NHUT, 8 0 Division of Licensing 63/05/09 Consolidated 
Edison Co of New York, Inc 16pp 10627’ 153 24X 

Flcha 90-000, 03/09/09, 8309090659 


6309130240 Advises that Cycle VI core physics data values It plot 
reildaeted by Tech Spec 6 9 1 10 cannot be submitted an 
schedule due to design delay in design of core Approval of 
delayed submittal requested 

WITHERS, D D Portland General Electric Co 03/05/09 MARTIN, JB 
Region 5. Office of Director 2pp 18439 193 24X 

Fiche: 90-344, 03/09/09. 6309130240 


6309200013 Advises that hydrogen vent valve replacement scheduled for 
1903 refueling outage postponed until 19B4 refueling outage 
or next permissible date per operating schedule Belay caused 
by late valve delivery from mfg 

WITHERS, B 0 Portland General Electric Co 83/05/13 CLARK,#? A 
Operating Reactors Branch 3 Ip 10519 003 24X 

Fiche 90-344,83/05/13.6305200013 


8305260-275 Forwards lists identifying safety-related electric equipatnl 
subj to environ qual 1 f ication, per tOCFRSO 49<g> Hydrogen 
vent valves will not be replaced u/fully qualified valves 
until 19B4 refueling outage 

WlTHERe, 0 0 Portland General Electric Co 03/05/20 CLARK, R A 
Operating Reactors Branch 3 21pp 18625 213 24X 

FI Che 90-344» 83/05/20, 0309260275 


0309270102 Forwards License Change Application 92 requesting amend te 
License NPF-l Amend revises manipulator crane operability 
load testing requirements 

WITHERS, D D Portland General Electric Co 83/05/24 CLARKrfl A 
Operating Reactors Branch 3 ip 18637 352 24X 

Fiche 90-344,83/05/24,8305270102 


— 8305270166 License Change Application 92 revising manipulator crane 
operability load testing requirements 

WITHERS. D P Portland General Electric Co 03/05/24 3PP 
16637 353 24X Fiche 50-344,03/05/24,8305270182 


— 0309270108 Proposed Tech Specs revising manipulator crane oparabJUtV 
load testing requirements 

•e Portland General Electric Co 83/05/24 2pp 10637 396 24X 

Fiche 50-344,83/09/24,8305270102 


03O5S7O2O5 Forwards License Chang* Application 91 for amend to 
License NPF-l, revl s j ng M0IV l< pressuriied code safety valve 
surveillance requirements 

WITHERS, 0 D Portland General Electric Co 83/09/24 CLARK, R A 
Operating Reactors Branch 3 ip 18641.802 24X 

Fiche 90-344, 03/05/24, 8303270205 


—6309270211 License Change Application 91 for amend to License NPF-J. 
revising MSIV I, pressurized code safety valve sUrveillanc* 
requirements 

WITHERS, B D Portland Oenerel Electric Co 83/05/24 4pp 
10641:203 24X Fiche 50-344,53/05/24,8305270205 
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— 0303-070283 Propoied T»ch 8p«c revising MSIO & pressurized code 
valve surveillance requl reinents 

P Portland General Electric Co 83/03/34 3pp 18641 207 24X 

I C he S0“344i 83/03/24, B305270203 


8 Inspection reports, IE Bulletins & correspondence 


821fi0603a3 IE Info Notice 83-14, "Deu/atered Spent Ion Exchange Resin 
Bu iceptlh 1 1 Itg to Exothermic Chemical Reaction *' Svc list 
enc 1 

TAY1~0R, J M Division of Safeguards Inspection Programs (Post 
■B3^103> 03/03/21 Consolidated Edison Co of Neiii Vork, Inc 

USpP I830a-319 24X Fiche 30-000, B3/03/21, 8212060383 


8303170562 Forwards IE Imp Rapt 50-344/83-08 on 830323-25 No 
noncompllance noted 

eaOK,H, E Region 3, Office of Director 83/04/08 WITHERS. D D 
Portland General Electric Co 2pp 10468 144 24X 

FJefie. 90'344, 63/04/08, 0303170562 


— B3051 70567 IE Imp Rept 50-344/83-08 on 830322-23 No noncomp 1 lance 
noted Hajor areas inspected radiation protection program. 

Including procedures, survegs, genera l emplogee training, 
potting t( labeling (t external 6 internal exposure control 
CJLLia, M , WENSUAWSKI.F A , BOOK, H E Region 5, Office of 
Dlrtctor 63/04/07 ilpp 18468 148 24X Fiche 30-344,83/04/08, 

B305 170562 


8303040021 IE Info Notice 03-21, "Defective Emergencg Use Respirator " 
Bve lift end 

U Division of Emergency Preparedness t< Engineering 
fteeponie (Post 630103} G3/04/13. Consolidated Edison Co of New 

Yorfcj tnc I26pp 18439 135 24X Fiche 30-000,83/04/19,8303040021 


8303040023 IE Info Notice 03-22. "BHR Saf etg/Rel ief Valve Failures " 
five lilt end 

JDROANiE L Division of Emergency Preparedness it Engineering 
Reeponte (Pott 830103) 83/04/22 Contolidated Edison Co of New 

/ork# Inc ll2pp 10383 089 24X Fiche 30-000, 83/04/22, 8303040023 


6303040025 IE Info Notice 03-23, "inoperable Containment Atmosphere 
Stnalng 8gi " Svc lift end 

JQROANi E L Division of Emergencg Preparedness 6 Engineering 
Aeeponte (Post 830103) 83/04/25 Contolidated Edison Co of New 

yo-rkr Inc. Ii9pp 18381 2?1 24X Fiche 30-000,83/04/23,8303040029 


63O3O4D026 IE Info Notice 03-24, "Loote Parts In Becondarg Side of 
SttAA Oatierators at PHRt *' Svc list end 

■JOftOANrE L, Division of Emergencg Preparedness it Engineering 
Ratponee (Post 830103) 83/04/28 Consolidated Edison Co of New 

Tort* Inc. 113pp 18382 047 24X Fiche 30-000,83/04/28,8303040026 


8303040027 IE Info Notice 03-25, "Standbg Oas Treatment Sgs Heater High 
TeAp Trip Setpoint Adjustment " Svc list end 
iXV10ANiE L Division of Emergency Preparedness it Engineering 
ReeponsB (Post 830103), 83/04/26 Consolidated Edison Co of New 

Vorki rnc 118pp 18382 165 24 X Fiche SO-OOO, 03/04/28, 8303040027 


9303040028 IE Info Notice 83-26, "Failure of Safetg/Rel ief Valve 
Discharge Line Vaegum Breakers " Svc list end 
iVOftJDANj E L Division of Emergencg Preparedness it Engineering 
Retponss (Post 830103), 83/05/03 Consolidated Edison Co, of New 

York4 Inc 122pp. 10441 170 24 X Fiche 30-000,83/09/03,0303040028 


8303040030 IE Info Notice 63-27i "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eqifipmant " Svc list encl. 

•JORDAN, E L Division of Emergencg Preparedness it Engineering 
Raaponif (Post 830103) 83/03/04 Consolidated Edison Co of New 

Yorki Inc ll2pp 10382; 282 24X Fiche SO-OOOi 83/03/04, 8303040030 


9303040031 IE Info Notice 83-20, "Criteria for Protective Action 
RacomAaTidatianf for General Emergencies " 6vc list end 
vORDANiE, L Division of Emergencg Preparedness & Engineering 
Rasponsi (Post 830103), 63/03/04 Consol Idated , Edison Co of New 

York, Inc llYpp 18441.001 24X Fiche 30-000,83/03/04,8303040031. 


8303040033 IE Info Notice 63-29, "Fuel Binding Caused by Fuel Rack 
Daformatlon " 8vc list end, 

•JORDANrE. L Division of Emergency Preparedness it Engineering 
Rasponie (Poft 830103) 03/09/06, Consolidated Edison Co of New 

York, Itic, llSfp 18923 248 24X Fiche 30-000,83/03/06,8303040033 


9309130164 Responds to IE Bulletin 83-03 re check valve failures in 
rau water cooling sys of dlssel generators No check valves 
locataif in sys, 0V< consists of doaed cooling loop for each 
unlt/sihlch is cooled by svc water sgs. 

UITHERBfB D Portland Oanaral Electric Co 83/03/09 MARTIN, J B 
Region 5, Office of Director 2pp 10437 299 24X 

FI C ha: 90-344, 83/09/09, 8303130164 


6303040034 IE Info Notice 83-30, "HI sap p 1 i cation of Generic Emergency 
Operating Procedures (£0P> Guidelines " 6vc Ust end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 83/09/11 Consolidated Edison Co of New 

York, Inc 114pp 18524 003 B4X Fiche 30-000,83/05/11,0303040034 


0303040040 IE Info Notice 83-31, "Error jn ADLPIPE Computer Program " 
Bve list encl 

JORDAN, E L. Divisldn of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc n4pp 18697 009 24XFlchd 30-000,63/05/19,8303040040 


0303040046 IE Info Notice 83-33, "Nonrep resentati ve Sampling of 
Contaminated Oil ’’ Svc list enc L 

JQRDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/26 Consolidated Edison Co Of New 

York, Inc lt4pp 18647 007 24X Flchs 90-000,83/05/26,8303040046 


0 Reportable occurrences, LERs ^ related correspondence 


8309130224 Forwards updated LER 83-OOl/OlX-l Detailed event analysis 

enc 1 

WITHERB, 8 D Portland General Electric Co 03/04/22 MARTIN, J D 

Region 3, Office of Director 3pp 18439 323 24X 

Fiche 90-344,03/04/22,8309130224 


— 8309130232 Updated LER 83-001/01 X-1 on 830106, as-bui 1 1 conditions In 
masonry walls differed from conditions in previous seismic 
response analyses Cause not stated Further investigations 
In progress 

BUSHNELUtT £ Portland General Electric Co 03/04/Bt Region 
5, Office of Director Ip 1843? 326 24X Fiche 30-344,83/04/22, 

8309130224 


8309130143 Forwards LER QS-OOS/OGL-O Detailed event analysis end 
YUNOT.C F Portland General Electric Co 83/04/27 MARTIN, J B 
Region 5, Office of Director 3pp 18438 127 24X 

Fiche 90-344,83/04/87.6309130143 


—8309130152 LER e3-003/03L-0 on 830327, plant did not have emergencg 
power source to boric acid transfer pump used in flowpath 
from boric acid storage tank during core alterations Caused 
by personnel error Procedure will be clarified 
BAIR, 0 O Portland General Electric Co 03/04/27 Region 5, 
Office of Director Ip 18438 130 S4X Fiche 50-34 4,03/04/27, 
8309130143 


DOCKET 90-346 DAV18-0ESSE NUCLEAR POWER STATION, UNIT i 


F Security, medical, emergencg it fire protection plans 


0303100011 Forwards final rept of BNNL participants at 830413-14 
emergency preparedness exercise Areas covered include 
technical support ctr, control room, operat ions support ctr & 
offsite monitoring teams 

MARTIN, J 0 , THOMAS, MV Battelle Memorial Institute, Pacific 
Northwest Laboratory 63/04/22, PL0SKI.1 Region 3, Office of 
Director 24pp 18377 197 24X Fiche 50-346,83/04/22, 8309100011 


0309100000 Forwards IE In»p Rept 50-346/63-03 on 830319-18 No 
noncompliance noted Notices of deficiencies & deviations 
encl, 

PAPERIELLQ, € J Region 3, Office of Director 83/04/22 
CROUSE, R P Toledo Edison Co 2pp, 16377 230 24X 

Fiche 90-346,83/04/22,8309100000 


—6309100032 Notice of deficiencies from Insp on 830315-16 

» Region 3, Office of Director, 83/04/22 3pp 18377 232 24X 

Fiche 50'346, 83/04/22, 8309100080 


— 8309100064 Notice of deviation from Insp qn 830319-16 

e Region 3, Office of Director 83/04/22 2pp 16377 235 a4X 
Fiche 90-346, 83/04/22, 8309100080 


— 6309100090 IE Insp Rept 90-346/03-03 on 630319-10 No noncompliance 
noted, Major areas Inspected followup insp of items 
identified during efnergency preparedness Implementation 
appraisal on 830206-19. 

PLOSKIjT a, AXEL80N, W L Region 3, Office of Director 83/04/20 
12pp 16377 237, a4X Fiche 90-346,63/04/22.8309100080 


8305060595 Releases public version of temporary mod request to 
emergency plan implementing procedure 

FELTON, J, M Division of Rules and Records 83/04/25 Document 
Management Qranch If, 18359 105 84X Fiche 90-346* 83/04/23, 

6309060999 
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— a3O5OAOi>0l Forwards public version of TefOpor-aryi Mod Request T-7104 
to Emergfnci/ Pl^an Implementing Procedure El 1300 07/ 

"Tflchintcfll Support Ctr Activation '■ Receipt form oncl 
4 Toledo Edison Co 33/04/11; NRC - No X>etaaled Affiliation 

Ojveo ip ie3&9 106 24X Fiche S0-346< 83/04/35, 0305040595 


>“-8305060409 Public version of Temporary Mod Request T^7104 to Emergency 
Plan Implementing Procedure Cl 1300 07t ‘'Tec^nltal Support 
Ctr Activation " Rev 37 to index end 

I>URDEL,H , PARIS, J A , ML/RHAY, T D Toledo Edison Co 83/04/03 
3pp 10359 187 a4X Fiche 30-346,83/04/23,8303060395 


0305060692 Releases public version of rev to emergency plan 
implementing procedure 

FELTONi J M Division of Rules and Records 03/04/25 Document 
Management Brandi Ip 10338 156 34X Ficfia 90-346,03/04/23, 

8303060692 


— 8305060699 Forwards public version of Rev 5 to Emergency Plan 
Imp! fmffnting Procerfure El 1300 01, "‘Emergency Plan 
Activation 

* Toledo Edison Cd 83/03/31 NRC - No Detailed Affiliation 

Olven 3pp 18350 iS7 24X Fiche 50-346,83/04/29,0309060692 


— 8305060702 Public version of Rev 5 to Emergency PJan Implementing 
Procedure El 1300 Ol, "Emergency Plan Activation *' Rev 
26 to index, end 

MURRAY, T D . flEYER, D R , CRIDEN, D N Toledo Edison Co 83/03/28 
40pp 1B350 160 24X Flcbe 30-346,83/04/29,8305060692 


830503030? Act receipt of 821206 proposed cfiangis to industrial 
security plan Change 0 acceptable C>o.mments on Change A,uhich 
decreases security plan ef f ec t i venessi enc 1 Encis withheld 
{ref 10CFR73 21) 

BTOLZ.JF Operating Reactors Branch 4 03/04/26 CROLfSE.fl P 

Toledo Edison Co Ip 18306 306 24X Fiche 50-346,83/04/26, 

830503038? 


8305110034 Generic Ltr 03-21 to alJ licensees of operating reactors, 
applicants for OLs 6 holders of CPs re c lari f i cation of 
access to control procedures for iaui enforcement visits 
Sve list end 

EISENHUT.DO Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc I6pp 18540 095 24X 

Fiche 50-000,03/05/11.8309110034 


B305270605 Forwards 1£ Insp Rept 90-346/83-07 on 830418-15 No 
violations or deviations identified neatnesses w/cmergency 
exercise identified which will require corrective action 
PAPEplELLOiC J Region 3r Office of Director 83/09/12 
CROUSE, R P Toledo Edison Co 3pp 10644 252 24X 

Fiche 90-346,03/05/12,0305270605 


—0305270614 JE Insp Rept 50-346/83-07 on 030412-13 Neatnesses Identified 
in draft exercise scenario 

FLOSKI,T J , PHILLfPSiM P , OLOERSEM, W B Region 3, Office of 
Director 03/05/12 13pp 18644 255 24X Fiche 90-346, 33/05/12* 

0309270605 


3309240251 Advises that App B to industrial! security plan, transmi tted 
in Amend 56 to License NPF-3, contains no proprietary Info 
CROUSE, R P Toledo Edison Co 03/05/13 BTQLT, J F Operating 
Reactors Branch 4 Ip 10543 30© 24X Fiche 90-346,83/05/13, 

8305240291 


8305260241 Forwards application far amend to License NPF-3, ref lec t 1 ng 
change In audit frequency of security 6 emergency plans 
to 12 months 

CROUSE. R P Toledo Edison Co 03/05/19 STOLT, J F Operating 
Reactor* Branch 4 Ip 18599*332 24X Fiche 90-346.63/09/19, 

8303260241 


— 8305260245 Applicatlgn for amend to License NPF-3 reflecting change in 
audit frequency of security (t e/nergency plans to 12 month* 

CROUSE. R P Toledo Edison Co 33/05/19 3pp 18599.333 24X 

Fiche 50-346,83/05/19,8309260241 


— 8305260246 Maried-up proposed Tech Spec changes reflecting change in 
audit frequency of security 6 emergency plans to 12 months 
» Toledo Edison Co 03/09/19 Ip 18999 336 24X 

Fiche 50-346, 03/05/19*6305260241 


0305260303 Responds to NRC 830422 ltr re deficiencies noted in IE 
Emergency Preparedness Appraisal Rept 50-346/83-03 
Corrective ac t ions. procedures revised, training conducted 
& sample lines shieldtd w/lsad brlcJcs & lead blantets 
CROUSE. R P Toledo Edison Co 83/03/20 KEPPLER.J O Region 3, 
Office of Director 7pp 10629 344 24X Fiche 50-346,80/05/20, 

8305260303 


J Ififurance h indemnity inforrjiatlon| 


B309160IOS Forwards Endorsement 44 t'o NELIA Policy NF-236 it 
Endure ement 34 to MAELU Policy MF-92 

GOLDEN, M P Marsh 6 McLennan, Inc 83/09/02 8A L T 2«AN, J 

Assistant Director for State t< Licensee Relations 3pp 13451 053 
S4X Fiche 50-346.83/05/02,0305160105 


P. Operating license stage documents 8< correspondence 


03O923D716 Responds to 830200 request for backfltting expend! turei, 
Actual cost at OL date was $583 million Projected addl 
future cost For NRC imposed mods conservatively estimated at 
*26, 500, 000 

CRDUBE/R P Toledo Edison Co 83/02/18 TOURTELLOTTE, U 
Regulatory Reform Task Force lOpp 13542 294 24X 

Fiche 90-346,83/02/10,8305230716 


0305230720 Forwards list of Util* responding to requests for cost 
figures on hackfitfcing 

TOURTELLOTTEr U Regulatory Reform Task Force 03/04/i I 
PALLADIND. N J. Commissioners 2pp 18542 272 24X 

Fiche 50-000, 83/04/ I i , 8305230720 


830S040305 Responds to NRC 830329 ltr re saf ety-related electrics] 
equipment Uus tl f 1 ca tlon for continued operation exists for 
all equipment which may not be qualified Response submitted 
B30310 contains no changes or proprietary info 

CROUSE/ R F Toledo Edison Co 83/04/29 8T0LZ, J F. Operating 
Reactors Branch 4 28pp 10323 260 24X Fiche 9{)-34 6, 83/04/29, 
0305040309 


6305170462 Discusses results of analysis performed to determine 
probability of postulated tornado generated missile 
contacting gratings covering ventilation openings 
Frohabllity acceptably small Condition not RO 

CROUSEiR P Toledo Edison Co 83/04/2? KEPPLER, J 0 Region 3. 
Office of Director. 2pp 18470 136 24X Fiche 90-346,03/04/29, 

0309170462 


03O9D2O495 Generic Ltr 83-1? to all power reactor 8, testing llcenieei 
re new procedures for providing public notice concerning 
issuance of ajnends to DUs Sve Hat end 

ElSENHUr.O 0 Division of Licensing 83/09/02 Consol Itfated 
Edison Co df New York, Znc 90pp 18441 120 24X 

Fiche. 90-000, 03/09/02, 0303020499 


6305040472 Application to amend License NPF-3 revising App A to Tech 
Spec Tables 4 3-6 fc 4 3-10 re extension of aurveillancs 
interval for steam generator outlet pressure 
instrumentation 

CROUSE, R P Toledo Edison Co 83/09/02 STQLZ.J F Operating 
Reactors Branch 4 app 10322 197 24X Fiche 50-346,83/09/03, 

0305040472, 


— 0309040400 Proposed changes to App A to Tech Specs revising Tablii 
4.3-6 0 4.3-10 re extension of surveillance interval for 
steam generator outlet pressure instrumentation 
» Toledo Edison Co 03/09/02 4pp 18322 159 24X 

Fiche 90-346 , 83/09/02, 6305040472 


8305040491 Forwards application for amend to License NPF-3 revising 
Tech Spec Section 4 8 1,2, Tables 4 3-11 & 3 6-2 re 
surveillance requirements for automatic load sequencer & 
monthly testing of aaxttiarv feedwater sys logic 
CROUSE, R P Toledo Edison Co 03/05/02 8T0LZ, J F Operating 
Reactors Branch 4 Ip 18322 149 84X Fiche 50-346,03/05/02, 

8305040491 


— 83050404?? Application for amend to License NPF-3 revising Tech Spec 
Section 4 8 t S, Tables 4 3-11 & 3 6-2 re surveillance 
requirements for automatic load sequencer 6 monthly testing 
of auxiliary feedwater sys logic 

CROl/SE.R P. Toledo Edison Co 83/05/02, 3pp 18322 1 46 24X 

Fiche 50-346,83/05/02,8305040491 


— 0305040503 Proposed changes to Tech Spec revising Section 4 0 1^2» 
Tables 4 3-11 4, 3 6-2 re surveillance requirements for 
automatic load sequencer 6 monthly testing of auxiliary 
feedwater sys logic, 

* Tolsdo Edison Co 03/05/03 Bpp 18322.149 24T 

Fiche 50-346, 03/05/02, 0309040491 


8305060365 Notification of 830506 meeting w/BSiN Owner* Group In 
esde, MD to discuss core barrel failure at Rancho Seco V 
Crystal River 3, future plans for resolving problem 6 
justification far continued operation 

MINER, a Operating Reactor* Branch 4 93/09/02 BTOLZid 

Operating Reactors Branch A, 2pp 18353 092 2AX 
Fiche. 50-000, 03/05/02. 8309060365 
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83030^0399 Foruards r«ftponae to B209S3 Itr re open items in NURE(?-0612< 
"Control of Heavy Load* at Nuclear Power Plants “ Dynamic 
load tffectsp Inservice Insp & exam frequency reviewed Phase 
II reivlt* expected by B30601 

CROUSE. A P Toledo Edison Co B3/05/02 STDLZ. J F Operating 
Reactors Branch 4 7pp 10303 167 24X Flche SO-346. B3/05/02. 
8305060393 


8305170669 Forward* Amend 90 to License NPF-3. safety evaluation 8< 
notice of Issuance & availability Amend modifies Tech 8pec 
table to incorporate revised trip setpoint* for borated 
water storage tank 

D£^ AOAZIO. A U Operating Reactors Branch 4 03/03/09 CROUSE. R P 

Toledo Edison Co 3pp 18496 329 24X Fiche 30-346,83/03/03. 

0309170669 


■ — 8309170673 Amend 38 to License NPF-3r revi* ing trip setpoint* for 
borated water storage tank It bus feeder breaker trip delay 
STOLZ, J F Operating Reactors Branch 4 83/03/03 9pp 

18496 33B 24X Fiche 30-346,83/03/03.0303170669 


-“8309170678 Safety evaluation supporting Amend 90 to License NPF-3 

« Office of Nuclear Reactor Regulation, Director 83/03/03 3pp 
13496.341 24X Flchc 30-346,03/03/03,0303170669 


— 8309170602 Notice of Issuance availability of Amend 98 to License 
NPF”3 

STOLZ.t^ F Operating Reactor* Branch 4 83/05/03 2pp 

18496 344 24X Fiche 90-346,83/03/03,8303170669 


0305180108 Forward* Amend 57 to License NPF-3i safety evaluation l< 
notice of ieiuance & availability Amend modifies specs to 
pro/ldt addl protection to minimize potential for tow temp 
avtrpretiure transients 

STOLZiJ F. Operating Reactors Branch 4 83/03/09 CROUSE, R P 

Toledo Edison Co 4pp 18303 300 24X Ficfie 30-346,83/03/03, 

83031 Q0I02. 


>—8309180114 Amend 97 to License NPF-3, mod i f y Ing specs to provide addl 
protection to mlnlmiie potential for low temp overpressure 
transi enti 

STDLZ, J F, Operating Reactors Branch 4 83/09/09 iOpp 

10903 304. 24X Fiche 90-346,03/05/03.8309180102 


— G3O910O133 Safety evaluation supporting Amend 97 to License NPF-3 

* Office of Nuclear Reactor Regulation. Director 83/09/09 4pp 
18903 314 24X Fiche 90-346, 03/09/09. 0305180102 


>— B3O91GO107 Notice of issuance 6 availability of Amend 37 to License 
NPF-3 

srClLZivf F. Operating Reactors Branch 4 03/03/03 2pp 

10303 318. 24X Fiche 90-346,83/03/03.8303180102 


B3091 10389 Forwards response to open item on safe load paths contained 
In KRC 820923 technical evaluation rept of util 020201 
submittal re control of heavy loads <NURE0-06ia) 

CRDUBEi R p. Toledo Edison Co 03/03/06 8T0L2. U F Operating 

Reactors Drench 4 llpp 10406 201 24X Flcho 30-346,83/09/06, 

B309I 10389 


S3O5H0437 Forward* “Bounding Analytical Assessment of NUREO-0630 on 
LOCA le Operating kU/PT Limits,'* per 830409 Itr 

CRDUDEiR.P Toledo Edison Co. 03/09/06 STOLZ, J F Operating 
Reactors Branch 4 Ip 1S404 380 24X Fiche 90-346,83/09/06, 

8303110437 


— 8305110443 "Bound ing Analytical Assessment pf NUREO-0630 on LOCA l< 
Operating kM/FT Limits " 

* Babcock & gilcox Co 77-H42162-00 83/09/06 20pp 

10404 321. 24X Fiche 90-346,03/09/06,8303110437 


'&305070659 Osnirlc Ltr 83-20 to all operating reactor licensee* I, 
holders of CPs r* Integrited scheduling for implementation 
of plant mods . Sve list end 

£t8ENKUTrD 0 Division of Licensing 83/03/09 Consolidated 
Gdlfon Co. of New Vork, Inc 16pp. 10627 193 84X 

FI eh# 50-000, 03/03/09. 8303090699. 


^^09130032 Responds to 830429 ltr re proposed changes to Tech Specs 
^ D 3 -V 4.0.3 Check In payment of fee transmitted 
Crouse, R P. Toledo Edison Co 83/09/09. MILLER, N D License Fee 
Hanagenent Branch. Ip 10437*101 24X Fiche 90-346,03/09/09, 

8305130032 


^^3100411 Provides status rept on implementation of Integrated living 
•chadule program, per 830412 ltr Internal task force 6 
•tending commi ttees, charged w/varluus living schedule 
4i; tl Vl tt ««, crea ted h utilized 

CROUSEfR.P, Toledo Edison Co 03/09/10 8T0LZ, J. F Operating 
^•actar* Branch 4. 6pp. 10409 396 24X Fiche 90-346,03/09/10, 

8805180411 


0309200392 Advise* that due to difficulties w/rev, 1 ic ense amend request 
re DHR capability redundancy will bo submitted by 830619 
CROUSE. R P Toledo Edison Co 83/03/13 STOLZ. J F Operating 
Reactors Branch 4 Jp IS3I4 120 24K Fiche 30-346.83/09/13, 

0305200992 


8303240351 Forwards response to 830411 request for add! info re 
deletion of surveillance requirements for auxiliary 
leedwater pump turbine speed switches Hater level in steam 
generator controllod at 33 Inches 

CROUgE, R P Toledo Edison Co 83/03/17 STOLZ, U F Operating 
Reactors Branch 4 4pp 18574 075 24X Fiche 90-346,63/09/17, 
0309240351 


8303260241 Forward* application for amend to License NPF-3. ref I octl ng 
change In audit frequency of security & emergency plans 
to 12 months 

CROUSE.R P Toledo Edison Co 83/03/19 STOLZ. O F Operating 
Reactors Branch 4 Ip 18599 332 24X Fiche 30-346,83/03/19, 

0309260241 


— 0303260245 Application for amend to License NPF-3 reflecting change in 
audit frequency of security & emergency plans to 12 months 
CROUSE, tt p Toledo Edison Co 83/03/19 Op p 16599 333 24X 

Fiche 30-346, 83/09/19. B303260241 


— 0303260246 Marked-up proposed Tech Spec change* reflecting change In 
audit frequency of security & emergency plans to 12 months 
a Toledo Edison Co 03/03/19 Ip J8599 336 S4X 
Fiche 50-346,83/05/19,8303260241 


6305240423 Forwards info re environ qual i f Ication of electrical 
equipment important to safety, per 10CFR90 4? List of 
actlvltle* to resolve technical evaluation rept open items 
end Namco limit switches scheduled for replacement listed 
CROUSE, R P Toledo Edison Co 03/03/20 STOLZ, J F Operating 
Reactor* Branch 4 29pp 16373 006 24X Flcho 90-346,83/03/20. 

0303240423 


Q Inspection reports, IE Bulletins & correspondence 


8212060385 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction *' Sve list 
end 

TAYLOR, J t1 D-ivlaton of Safeguards it Inspection Program* (Post 
830103 ) 83/03/21 Consolidated Edison Co of New York, Inc 

ll2pp 18300 319 S4X Fiche 30-000,03/03/21.8212060305 


0303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
8vc lilt end 

UORDAN.E L Division of Emergency Preparedness it Engloaerlng 
Response <Pooi 8301031 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 18433 155 24X Fiche SO-Oao. 03/04/ IS. 8303040021 


0303040023 IE Info Notice 03-22. "DWR Safety/Relief Valve Failure* " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response CPost 8301031 93/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 10303 009 24X Fiche 30-000. 03/04/22. 0303040023 


0303100080 Forwards IE Iqsp Rept 50-346/03-03 on 830315-10 No 
noncompliance noted Notice* of deficiencies 6 deviation* 
anc 1 

PAPERIELLO. C Region 3. Office of Director 83/04/22 

CROUSE. R P Toledo Edison Go 2p p 16377 230 24X 

Fiche 30-346,63/04/22.8303100080 


— 8309100082 Notice of deficiencies from insp on 830313-10 

e Region. 3. Office of Director 83/04/22 3pp 1B377 232 24X 

Fiche 90-346, 83/04/22, 0303100080 


— 8309100084 Notice of deviation Prom insp on 830315-18 

a Region 3. Office of Director 83/04/22 2pp 163 7 7 23 3 24X 

Fiche 90-346*83/04/22,8303100080 


— 8305100090 IE Insp Rept 30-346/83-03 on 030313-10 No noncompljance 
noted Major areas Inspected followup insp of Items 
idantlfidd during emergency preparedness Imp lomentat Ion 
appraisal on 830208-19. 

PLOSKI, T J , AXELSGN, W L Roglo-n 3, Office of Director 83/04/20 
12pp 18377 237 24X Fic he 90-346, 83/04/22, 03031 OOOSO 


8303040029 IE Info Notice 03-23^ ‘'Inoperable Containment Atmosphere 
Sensing 6y s " 8vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) B3/04/23 Consolidated Edison Co of Neu 

York. Inc ll?pp 18301 S9l 24X Fichb 90-000,83/04/29.8303040025 
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6303170303 Foruiartf* IE In»|> Rept 30-346/63-04 on 830301-04 & 09-11 & 
notice of violation 

STREETER. J F Region 3i Office of Director 03/04/27 CROUSE. R P. 
Tol«40 EdUoh Co 2pp 184^16 015 24X Fiche 30-346» 83/04/27. 

8305170303 


— B305170308 JJotlce of vlDlation from intp on 930301-04 & 09-11 
STREETER. JF RegloTi 3. Office of Director 83/04/27 Ip 
18466017 24X Flche 50-346.83/04/27,8305170303 


—8305170315 IE Insp Rept 50-346/83-04 «n 830301-04 U 09-11 Noncompl ience 
noted ualveri not prepared 6 ejcams not given to tuo 
Individuals not attending Tequired radiological control 
requalification tralnltig 

SUrPHIN.R N I HAWKINS, F C Region 3. Office of Director 
83/04/27 6pp 18466 018 24X Flefto 50-346.83/04/27.0305170303 


9303040026 IE Info Notice 93-24. "Loose Parts In Secondari; Side of 
Steen Qenerators at PWR« " Svc list end 

JORDAN. E L Division of Emergencij Preparedness 6 Engineering 
Resgonee (Post 830103). 83/04/28 Consol i dated Edison Co of Netii 

Yortr Inc J15pp 16382 047 24X Fit he 50-000. 83/04 /SB« 8303040026 


8303040027 JE Info Notice 93-25. "Standbg Oai Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment '* Svc list end 
JORDAN. E L Division of Emcrgancg Preparedness 6 Engineering 
Response (Post 830103). 83/04/28 Consolidated Edison Co of New 

Yort. Inc 1 lapp 16382 165 24X Flche 50-000.83/04/28.8303040027 


8305060519 Fdruards revised ‘^Inservice Insp Pump 6 Valve Program.” 
reflecting results discussed at 830329 meeting 

CRQU&EiR F Toledo Edison Co 83/04/29 STOLZ.J F Operating 
Reactors Branch 4 2pp 18351 113 24X Piche 50-346*83/04/29. 
6305060519 


--8305060523 "Inservice Imp Pump 6 Valve PpoSTa/« ” 

a Toledo Edison Co 93/04/29 23pp 18351 U5 24X 
Fie ha 50-346.83/04/29.8305060519 


6303040029 IE Info Notice 83-26. "Failure of Saf e tg/Re U «f Valve 
Discharge tine Vacuum Breakers " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response IPost 830103). 93/05/03 Consolidated Edison Co of Ney 

York. Inc 122pp 18441 170 24X Fiche 50-000.83/05/03.8303040020 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Nebi 

York. Inc 1 12pp 10382 202 24X Fiche 50-000.83/05/04.8303640030 


630304003J IE Info Notice 63-29. "Criteria fop Protective Action 
Recommendations for Oeneral Emergencies ■' Svc list end 
JORDAN. E L Division of Emergency Preparedness j, Engineering 
Rtipome (Post 830103)f 83/05/04 Consolidated Edison Co of Nctj 

York. Inc ) I9pp 18441 001 24X FI che: 50-0(00. 83/03/04. 6303040031. 


8305200509 Ac k receipt of 830119 t. 0203 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-346/02-25 

SPESSARD.fl L Division of Engineering 83/05/17 CROUSE. A P 
Toledo Edison Co Ip 18516 075 24X Flche 50-346. 83/05/17. 

8305200509 


—8305200514 Responds to NRC 821221 Ur re violations noted In lE Enip 
Rept 50-346/82-25 Advises that response luill be submitted 
by 630301 Delay due to number of organizations involved In 
preparation of response 

CROUBE.R P Toledo Edison Co 83/01/18 NQRELIUS.C £ Division 
of Engineering ip 18516 076 24X Flche 50-346.83/05/17. 

0305200509 


—0305200520 Responds to NRC 021221 Ur re violations noted In IE Imp 
Rept 50-346/62-25 Reload pattern did not entail unrevleued 
safety questions for reason stated 

CROUSE. n P Toledo Edison Co 83/02/03 NQRELIUS.C E Dlvislcn 
of Engineering 2pp 10516 077 24X Fiche 50-346.63/09/17. 

0305200509 


— 8305200527 Responds to NRC 821221 Ur re violations noted In IE Inip 
Rept 50-346/82-25 Corrective actions cross-shuffle 
appropriately considered U proper safety evaluation 
performed Retraction of notice of violation requested 
CROUSE. R P Toledo Edison Co 83/04/13 NQRELIUS.C E Division 
of Engineering Ip 18516 079 24X Flche 50-346.03/09/174 

8305200509 


8305240067 Ack receipt of B30429 Ur informing NRC of steps taban to 
correct violations noted In JE Insp Rept 50-346/83-01 
Reiponslbillties to promptly determine, evaluate 8t rept 
causes of malfunctions of safety-related equipment stressed 
SHAFEft.W D Region 3. Office of Director 83/05/17 CROUSE.R P 
Toledo Edison Co Ip 10549 062 24X Fiche, 50-346. 83/09/17. 

0309240067 


—6305240072 Responds to NRC 830300 Ur re violations noted in IE ln$p 
Rept 50-346/83-01 Corrective actions statuslng of facUity 
change requests Initiated to assure that drauingt reflect 
as-built condition Radwasts panel drauilng stick updated 
CRQUSE.R P Toledo Edison Co 83/04/29 NQRELIUS.C, £ Dlvitlon 
of Engineering 15pp 1854? 063 34X Fiche 50-346.83/05/17. 

8305240067 


8305200330 Ack receipt of 630429 Ur Concurs u/declsion to eitend 
completion of first lO-yr inservice insp Interval to end 
of scheduled Spring 1989 refueling outage 

SPESSARD.R U Division of Engineering 83/05/10 CROUSE. A P 
Toledo Edison Co Ip 18516 2)8 24X Fiche 50-346.03/05/10. 

0305200330 


— 8305200337 Informs of intention to extend completion of first lO-y 
Inservice Insp Interval to end of scheduled Spring 1909 
refueling outage to coincide u/other planned outages 
CROUSE. R P Toledo Edison Co 03/04/29 KEPPLER. J 0 Region 1 
Office of Director Ip 18516 219 24X FI cha* 50-346. 03/09/18. 

0309200330 


B30SI00096 Confirms B30627 meeting in Olen Ellyn. It to discuss SALP 
NDRELIUS, C E Division of Project & Resident Programs 03/05/04 
CROUSE. R P Toledo Edison Co Ip 18377 274 24X 

Flche 50-346. 83/05/04. 8305 1 00096 


6303040040 IE Info Notice 83-31. “Error in ADLPIPE Computer Pro-graie “ 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 

Response (Post 630103) 83/05/1? Consolidated Edison Co, of Niu 

York. Inc U4pp 10697 009 24X Fiche 50-000. 03/05/19. 83 03040040 


8303040033 18 Info Notice 83-29. "Fuel Binding Caused bu Fuel Rack 
Deformation " Svc list encl 

JORDAN. £ L Division of Emergency Preparedness «c Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of Neu 

York. Inc U9pp 18523.248 24 X Fiche 50-000.83/05/06.8383040033 


8303040034 IE InFo Notice 03-30. ’^Mi sapp 1 i cat ion of Oeneric Emergency 
Operating Ppocerfures (EOF) Guidelines " Svc list end 
JORDAN.C L Division of Emergency Preparedness I, Engineering 
Response (Pnst B30103). 83/05/11 Conan 1 1 dated Edison Co. of Neu 

York. Inc 114pp 18524 003 S4X Fiche 50-000,83/09/11,8303040034 


8305270605 Forwards IE Insp Rept 50-346/83-07 an 830412-19 No 
violations or deviations Identified Weaknesses w/emergency 
exercise identified which will require cerrec tlve ac tlon 
PAPERIELLO. C J Region 3. Office of Director 83/09/12 
CROUSE, R P Toledo Edison Co 3pp ie644'25a 24X 

F 1 C h e . 50 - 346. 83/09/ 1 2, 8303270603 


-0305270614 IE Insp Rept 50-346/03-07 on 830412^19 Weaknesses Identified 
In draft exercise scenario. 

PL08KI.T J w PHILLlPSiM P, . GL0ER8EN, W 
Director 83/05/12 I3pp, 18644 255. 

8303270605 


Region 3, Office of 
84X Flche 90-346,83/03/12. 


8305260303 Responds to NRC 830422 Ur re deficiencies noted in IE 
Emergency Preparedness Appraisal Rept 30-346/83-03 
Corrective actions procedures revised, training conducted 
6 sample lines shielded u/lead bricks £< lead blankets 
CROUSE. R P Toledo Edison Co 03/03/20 KEPPLER. J 0 Region 3. 
Office of Director 7pp 18623 344 24X Flche 50-346.03/05/20, 

0305260303 


0303040046 IE Info Notice 83-33, "Nonrepresentative Sampling 9f 
Contaminated Oil ” Svc list end 

JORDAN. E L Division of Emergency Preparedness 8. Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co. of Nie 

York. Inc ll4pp 18647 007 24X Fiche 30-000. 83/05/26. 03030 4 004& 


R Periodic operating reports li related correspondence 


6305190149 Forwards "Effluent t* Waste Disposal Semiannual Rept. Solid 
Waste |i Irradiated Fuel 8h ipments, Jul-Dec 1900 " 

MURRAY, T D Toledo Edison Co 83/05/11 KEPPLER. J 0 Region 0, 
Office of Director Ip 18502 071 24X Fiche 50-346. 83/09/1 1> 

8305190149 


—8305190154 “Effluent 8< Waste Disposal Semiannual Rept. Solid Waste & 
Irradiated Fuel Shipments. Jul-Dec 1980 " 
e Toledo Edison Co 83/05/11 2pp 18502,072 24X 

Flche, 50-346, 83/05/U, 8305190149 
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8 RiportabJ-* accurrenc«a« LER» & related cori'Qspondenca 


8309130093 Forwards revised LE« 83-012/01 3(-2 

MURRAY, r D Toledo Edison Co 83/09/03 KEPPLER, J 0 Replon 3. 
O^llee of Director Ip 18437 195 24X Flche 30-346,83/09/05, 

0305 J 30093 


--03O913OO93 Revised UER 03-O12/O1X-2 on 830303, op era t Ing practice of 
re«iuirlng one ECC8 room cooler to be valved into svc in each 
ECCB room less conservative than updated F8AR assumptions 
Caused by lack of procedural control F6AR reviewed 
RICHTER, L Toledo Edison Co 03/05/03 Region 3, Office of 
Director 3{lp 10437 196 24X Flche 30-346,83/03/03,8305130093 


0303130190 Forwards revised LERs 02-O2O/O3X-2, 8i“032/03X“l ft 
81-038/01 Pravlouf LER forms should be replaced & 
respective supplemental info sheets retained 

llURRAVfT D Toledo Edison Go 03/03/03 KEPPLER, J 0 Region 3, 
OfMca of Director Ip 18439 340 24X Fiche 30-346,83/03/03, 

8303130190 


—8305130193 Revised LER 02-O2O/O3X-2 on 020409, loss of 120 volt 
alternating current Distribution Panel Y2 experienced while 
In Hade 6 Safety feature actuation signal Channel 2 
actuated Caused bg blown Y</2 inverter fuse Fuse replaced 
HATHENV, D, C , 8T0TZ, J Toledo Edison Co 83/03/03 Region 3, 
Office of Director Ip 18439 349 24X FUhe 30-346,03/03/03. 

8309130190 


—0303130201 Ravi sad LER 01-O32/O3X-i on 010604, relay status lamp 302A 
did not change uhen trip signal app 1 led. render ing trip 
output to AF 39? from steam Si feedwater rupture control sys 
Channel 2 1 nop erab 1 e. Caused by failed relay driver card 
tRAUTHANiP J. Toledo Edison Co 83/03/03 Region 3, Office of 
Director. Ip, 18439 330 24X Flche 30-346, 83/03/03» 0305130190 


— 0305130203 Revised LER B1-03B/0IX-1 on 811001, very little air flow 
throdgh cfilorini detectors AE3330A it 0 observed On 011009, 
detectors dtetersd Inopereble Caused by design error 
Detactor discharge routed back to ventilation duct 
I BLEY, T Toledo Edison Co. 83/03/03 Region 3, Office of 

Director, ip. 10439 33i 24X Ficho 90-346,03/03/03,8303130190 


B303170162 Forwards rsvistd LER 83-002/03X-1, 

iHURAAViT D Toledo Edison Co 83/03/03. KEPPLER, J Q Region 3, 
Office of Director Ip. 18466.299 24X Flche 30-346,03/03/03, 

0305170162 


—0305170171 Revised LER 03-OO2/O3X-1 on 030113, RC8 dose equivalent 1-131 
exceeded Tech Spec limit of 1.0 uCl/gm Ceused by leakage of 
fission products through fuel cladding 1-131 monitored until 
level dropped 

RICHTERfL Toledo Edison Co 03/03/03, Region 3, Office of 
Director Bpp 18466 300 24X Flche 30-346, 63/03/03i 0303170162 


0309 170201 FoTWardi LER B3-016/03L-0 

HURRAY, T D. Toledo Edison Co 83/03/03 KEPPLER, J Q Region 3, 
Office of Director Ip. 10466 331 24X Flche 90-346,03/03/03. 

0303170201 


—0309170209 LER 83-016/03L-0 on 030407, determined that empUfler of 
startup lavel transmitter LT-BP9A3 for steam generator 1-2 
fal lad. Caused by component failure within amplifier 
Amplifier replaced 

YARQERiK Toledo Edison Co. 83/03/03 Region 3, Office of 
Director 3pp 18466.332 24X Flche 30-346,03/03/03,0303170201 


8309240219 LER e3-Ol7/03L-0' on 830411, spent fuol pool (8FP) level 
verification turvaillance test ordered later than Tech spec 
requirement Caused by personnel error SFP level verified 
Hemo an schedules planned W/e30909 Itr 

MUHRAVrT. D Toledo Edison Co 83/03/09 KEPPLER, J 0 Region 3, 
ttffice of Director 3pp. 10348 019 g4X Flche 30-346,03/03/09, 
8309240219 


8303240341 LER e3-O10/O3L-O. on 830417, safety features actuation sys 
channel 4 radiation monitor RES007 found reading below 
normal Caused by equipment failure Detector replaced & 
failed detector sent to vendor for repair M/830316 Itr 
I BLEY, r , HURRAY, T D. Toledo Edison Co 03/03/16 KEPPLER, J. O 
Region 3, Office of Director 3pp 10371 336 24X 

Flche: 50-346, 03/03/16, 0303240341. 


0303860293 Revised LER 03-Oi6/O3X-i . on 030407, amp I i fler of startup 
level transmitter LT-9P9A3 for steam generator 1-2 failed 
Caused by component failure within amp 1 1 f ler. Amp 11 fl er 
replaced M/e305i7 Ibr. 

YAROEft,K , HURRAY, T 0 Toledo Edison Co 03/03/17 KEPPLER, J. 0 
Region 3, Office of Director 2pp. 10629 318 24X 

Flch«:30-346i 83/05/17, 0303260293 


B30331003Q LER 83-019/03L-0 on 030421, steam 8, feedwater rupture control 
sys Channel 3 tripped Caused by failed +13-volt dc power 
supply. On 830427, Channel 3 tripped Power supply returned to 
vendor Failed supplies replaced N/830320 Itr 

YARGER,K . STOTZ, J . MURRAY, T D Toledo Edison Co 83/09/20 
KEPPLER, J Q Region 3, Office of Director 4pp 18693 13J 24X 

Fiche 30-346.83/03/20,0305310030 
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F Security, medical, emergency i fire protection plans 


8305060616 Releases public version of revised sve bldg telephone 
d Irac tor y 

FELTON, J M Division of Rules and Records B3/04/26 Document 

Management Branch ip 1833? 116 24X Fiche 50-348, 03/04/26, 

8309060616 


— 8303060621 Forwards public version of revised sve bldg telephone 
directory to be filed w/Admlnl strat Ive Procedure 
FNP-O-EIP-B 

HUDSPETH, J P Alabama Power Co 83/04/03 Office of Nuclear 
Reactor Regulation, Director 2pp 10399 117 24X 

Flche 50-348,83/04/26,8303060616 


— B309060626 Public version of revised sve bldg telephone directory 
a Alabama power Co 83/03/17 66pp 18359 119 24X 

Flche 30-348,83/04/26,8303060616 


0305110034 Generic Ltr 03-2i to all licensees of operating reactors, 
applicants for OLs a, holders of CPs re c lari f Icatlon of 
access to control procedures for law enforcement visits 
8vc lilt end. 

ElBENKUr, D 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc 16pp 16340 095 24X 

Flche 30-000,83/09/11,8305110034 


8303240191 Forwards Rev 6 to security plan Rev establishes upper limit 
of 120 days on interim c learance, per Varga 630109 ltr Rev 
withheld (ref 10CFR2 790) 

CLAYTON, FL Alabama Power Co 03/05/12 O^REILLY, J P Region 2, 
Offlc# of Director Ip 10340 031 24X Flche 90-340,83/03/12, 

0303240171 


0309230203 Forwards responee to 030204 SERs & NRC 030412 ltr re environ 
qual i f lea tion of saf ety^rela ted electrical equipment Util 
plans to address remaining outstanding action Items 
includad 

CLAYTON. F L Alabama Power Co 63/09/20 VAROA, 3 A Office of 
Nuclear Reactor Regulation, Director lie p 18696 291 24X 

Flche 30-340, 83/03/20, 0303230203 


0309250391 Responds to NRC request to evaluate adding RCB cold leg 
temp indication 6 source range neutron monitor to hot 
shutdown panels per 10CFR30, App R Addition of RC8 
appropriate mod Source range neutron monitor too costly 
CLAYTON, F L Alabama Power Co 03/03/20 VARGA, S A Office of 
Nuclear Reactor Regulation, Director Spp 10509,337. 24X 

Flche 90-348.03/03/20,8309290391 


I Financial information 


8305240481 Forwards Annual Financial Rept 1982 h related financial Info 
to satisfy retrospective premium guarantee required under 
Prl ce-And*r*en Act 

BOMDEN, r J Alabama Power Co 03/09/20 8ALTZHAN. J Antitrust i 
Economic analysis Branch (Utility Finance) 16pp 1Q372 113 24X 

Fiche 90-348,83/09/20,0309240401 


— 8305240404 Annual Financial Rept 1902 

FARLEY, JH Alabama power Co 83/03/04 40pp 10372 129 24X 

Flche 30-348,83/05/20,0303240401 


J tnsurmnee 8, Indemnity Information 


83090401BO Forwards Endorsements 32 6 43 to NELIA Policy NF-230 i 
HAELU Policy MF-93, respectively 

PUCKrJ. R Kareh & McLennan, Inc, 83/04/28 SALTZMAN, J Assistant 
Director for State U Licensee Relations 3pp, 10324 034 24X 

Fiche 90-340,83/04/28,8303040180 


P Operating llcensa stage documents U correspondence 


B309090016 Forwards Amend 31 to License NPF-2r safety evaluation & 
notice of Issuance h aval labi 1 1 ty Amend allows Increase in 
storage capacity of spent fuel pool from 673 to 1,407 
storage locations 

REEVES, E. A Operating Reactors Branch 1 83/04/13 CLAYTON, F, L 

Alabama Power Co 2pp 18369 268 24X Flche 30-348,83/04/19, 

8309090016. 
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— 8303O9OOi9 Amefnd 31 to License h^PF-2- r«v islnj rec^ 5pec» to increase 
etoraje ciepatcitv of spent fuel pool from 675 to li407 
9t0Tft(^e locations 

\/AR<SA* S A Operating Roacto-r* Branch I 83/04/JS 4pp< 

10369 290 24K Flche 50-340,03/04/13-0305090016 


— 830SQ90023 Safety ev-aluatton ai^pportlng Amend 31 to License NPF-2 
*■ Office of Nuclear Reactor Regulation. Director 03/04/15 
I3pp 10369 294 24X Flche 50-348. 03/04/15. B305090016 


— 8303090027 ElA supporting Amend 31 to License KPF-2 

4 Office of Nuclear Reactor Regulation* Director 83/04/15 
llpp 10369 309 24X FiChe 30-348. B3/04/15. 8303090016 


— 0305090032 Notice of issuance & avai 1 ah i 1 i ty of Amend 31 to License 
NPF-3 

VAR0A«5 A Operating Reactors Branch t B3/04/15 2pp 
10369 320 24X Flche 50-340,03/04/15.0305090016 


03OSOSO456 Advises of active negotiation ij/DOE on agreement for 
disposal of spent nuclear fuel fc/or high level raduaste per 
Oeneric Ltr 03-07 Commenits on draft «td disposal contract it 
proposed disposal rulemaking encl 

CLAYTON, F L Alabama PouBr Co B3/04/23 VARQA>fi A Office of 

Nuclsar Reactor Regulation. Director 12pp 10382 347 24X 

Flch* 50-340, B3/04/25,B3050204 36 


0305020453 Generic Ltr 03-19 to all pouer reactor & testing licensees 
re neu procedures for providing putillc notice concerning 
issuance of amends to OLs Svc list end 

ElSENHUr. D G Division of Licensing 03/05/02 Consol 1 dated 
Edison Co of Neu Yorh. Inc SOpp 1B44I 120 24X 

Flche 50-000.03/05/02.0305020455 


83OS10O712 Foruards safety evaluation re requests for relief from ASME 
Code Section XI Iniervice testing requirements Some relief 
granted & some alternate tasting authorized. 

VARGA, S A Operating Reactors Branch I 03/03/02 CLAVTON.F L 
Alabama Pouer CO 4pp 10504 172 24X FicJie 50-348.03/05/02. 

83051 807 12 


‘—3305100721 Safety evaluation re requests for relief from A8NE Code 
Section XI inscrvlce testing requirements Relief from 
exercising requirements for svc water check valve* denied 
per IE Bulletin 83-03 

* Office of Nuclear Reactar Regulation. Director B3/05/02 
Mpp 19504 176 24X Flche 30-343.83/03/02.8305100712 


—0305100723 Supplementary safety evaluation of inservice testing 
program 

» NRC - No Detailed Affiliation Olven 03/05/02 13pp 
10304 287 24X Flche 30-349.83/05/02.8305100712 


Q Inspection reports. IE Bulletins & correspondence 


92120603B5 IE Info Notice 83-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR. J W Division of Safeguards & Inspection Programs fPost 
03O1O3> 83/03/21 Consolidated Edison Co of Neu Vork, Inc 

ll2pp 10300 319 24X Flche 50-000.03/03/21.0212060305 


9305270330 Forwards IE Insp Rept* 50-349/03-10 & 50-364/03-08 on 
830216-0305 No noncotnp 1 iance noted 

VERRELLI, D M Division of Project & Resident Program* 03/03/30 

nCDQNALD. R F Alabama Power Co 2pp 10642 096 S4X 

Flche 50-34 B. 83/03/30. 0305270356 


—6305270370 IE Insp Repts 50-340/83-10 & 50-364/63-00 on 830216-0305 
nanccmp 1 lance noted Major areas inspected monthly malnt & 
surve 1 1 lance, operational safety. independent insp efforti 
refueling it I£ Bulletin 92-04 followup 

BRADFORD. N H . RULAND. U H Region 2. Office of Director 
CANTRELL. F- S Division of Project & Resident Programs 03/O3/S9 

dpp 1S642 090 24X FiChe 50-34B. B3/03/30. 9305270350 


8303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator ' 
8vc list end 

JORDAN.E L Division of Emergency Preparedness l( Engineering 
Response iPoet B30103> 03/04/15 Consolidated Edison of N(» 

Yort. Inc 126pp 16435 155 24X Flche 50-000. 03/04/15. 9303040021 


6303040023 IE Info Notice 93-22. <'BNR Safety /Rel lef Valve Failures " 
8vc list encl 

i/ORDAN.E L Division of Emergency Preparedness It Engineering 
Response iPoat 9301031 83/04/22 Consplidatad Edison Co of fi%v 

York. Inc ll2pp 18363 099 24X Flche 50-000.93/04/22.9303040023 


6303040035 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end! 

JORDAN.E L Division of Emergency Preparedness St Engineerinfl 
Response IPost 0301031 63/04/25 Consolidated Edison Co of Nau 

yort. Inc ll9pp 18361 291 24X Flche 50-000.83/04/25,0303040025 


0303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Generators at PVIRs “ Svc list end 

JORDAN.E L Division Of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/86 Consolidated Edison Co, of Neu 

York. Inc Jl5pp 19382 047 84X Flche 50-000. 93/04/26. 030 304 0024 


8303040027 IE Info Notice 03-25. ‘'Standby Gas Treatment 6ys Heater Hijl 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of N»tf 

York. Inc IlBpp 10302 165 24X Flche 50-000.03/04/80.0303040027 


—0303100731 Notice of granting of relief to util from ASHE Section XI 
inserviee testing requirements 

VARGA, 8 A Operating Reactor* Branch I 83/05/02 2pp 
10304 300 24X Flche 50-348.93/05/02,8305180712 


0305110309 Application for amend to OLs revising Tech 9pcc» 3/4 823, 
3/4 0 2 4 1. 3/4 0 2 3 to Increase confidence of battery 
operability L provide time io correct battery condition* 

CLAYTON, F L Alabama Power Co 03/03/03 VARGA, S A Office of 
Nuclear Reactor Regulation. Dlrecter Spp 19393 198 24X 

Fichi 5Q-340. 03/05/03,9305110300 


—0305110311 Proposed changes to Tech Spec* 3/4 9 2 3.3/4 9 2 4 & 
3/4,6 2 5 increasing confidence of battery operability & 
providing time to correct certain battery conditions j/o 
undue plant shutdown 

♦ Alabama Power Co 93/05/03 i9pp 10393 203 2'4X 

Flche 50-340.03/05/03,9305110300 


9303040020 IE Info Notice 63-26.. "Failure of Safety /Rel lef Valve 
Discharge Line Vacuum Breakers " Svc list encl 
JORDAN. E L. Division Of Emergency Preparedness Engineering 
Response (Post 830103) B3/0d/03 Consolidated Edison Co of New 

York. Inc lS2pp 18441 170 24X FUhe 50-000.83/05/03,0303040026 


0303040030 IE Info Nqtice 93-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 930103) 03/05/04 Consolidated Edison Co of Neu 

Vork. Inc 112pp IS302 202 24X Flche 50-000. 83/05/04. 0303040030 


8303040031 IE Info Notice 03-28. "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end, 

JDRDAN.E t Division of Emergency Preparedness L Engineering 
Response (Post 930103) 03/05/04 Consolidated Edison Co of New 

York. Inc Il^pp 18441 001 24X Flche 50-000.03/05/04.9303040031 


0305090659 Generic Ltr 83-20 to all operating reactor licensee* it 
holders of CPs re Integrated scheduling for implementation 
of plant nods &vc list encl 

EISENHUT. D G Di vl»J on of Li cans Ing 63/05/09 Consolidated 
Edison Co of Nsw York. Inc t6pp 19627 153 24X 

Flche 50-000. 03/05/09. 030509 D659 


8303040033 IE Info Notice 93-29. "Fuel Binding Caused by Fuel Rack 
Deformation “ Svc list encl 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 93/05/06 Oonsolidated Edison Co of Ntu 

York. Inc llSpP 10323 24Q 24X Fie he 50-000.93/03/06.9303040033 


0305240440 Advise* that operator training program, procedures re natural 
circulation cooldown (Generic Ltr ei-2l)tbafted on 
Ueit itighouse Owners Group guide 1 ine i. wi 1 1 be incorporated hy 
830615 Training will be completed by 830519 

CLAVTGN. F L Alabama Power Co 03/05/10 VARGA, S A Office of 
Nuclear Reactor Regulation. Director 2pp 18373 131 24X 

Flche 50-340. 03/05/19. 8305240440 


03O516OO9'4 Discusses actions taken to identify l< resolve potential 
0S-4t6 reactor trip breaker problems per IE Bulletin 83-01 
Ochedule. w/f Inal i eed Implementation dates. to be submitted by 
63-0531. Enters enc y operating procedures encl 

CLAYTON. F L Alabama Power Co 03/05/10 VARGA. S A Office of 
Nuclear Reactor Regulation. Director 7pp 18450 206 24X 

Flche 30-340.83/05/10.0305160094 


— 0305160100 Rev 6 to Emergency Operating Procedure FNP-l-EOP-5 0, 
"Reactor Trip " 

a Alabama Power Co 03/05/09 6pp 18450 2i3, 24X 

Flche 50-349. 83/05/10, 8305160094 
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— 930^160107 Rav 6 to Emergency Operating Procedure rNP-l-E0P-i5 Oi 
"*Antic Ipa ted Transient* W/o Trip (ATWT) " 

4 Alabama Power Co B3/05/10 3pp 10450 219 34X 

Ficba 50-348,83/05/10.6305160094 


B303040034 IE Inf a Notice 03-30, "Mitapp I icat Ion of Generic Emergency 
Operating Procedure* (GOP) Guideline* •' Svc list end 
JOROAN.E L Division of Emergency Preparedness e< Engineering 
Responte IPoat 830103) 03/05/il Consolidated EdUon Co of New 

Vork, Ine tl4pp 10524 003 24X Fiche 50-000, 63/05/1 1 • 6303040034 


8303040040 IE Info Notice 83-31* "Error in ADLPIPE Computer Program " 
Bvc lilt end 

JORDAN.E.l. Dlvliion of Emergency Preparedne** it Engineering 
Hesponte (Poat 830103) 83/05/19 Consolidated Edlflon Co of New 

York, Inc 114pp 10697 009 24X Flc6e 50-000.83/05/19.0303040040 


8303040046 IE Info Notice 83-33. "Nonrepr osentati ve Sampling of 
Contaminated Oil " Svc list end 

■JOnOANrE L Division of Emergency Preparedness & Engineering 
Rasponte {Past 830103) 83/05/26 Consolidated Edison Co of New 

York! Inc 114pp 18647 007 a4X Fiche 50-000.83/05/26.8303040046 


R Periodic operating reports & related correspondence 


63-l>fl200306 Forwards monthly operating rept for Apr 1983 

CUAYTON.F L Alabama Power Co 83/05/12 Office of Resource 
iHanagament. Director Ip 1B516 274 24X Fiche 50-348.83/05/12. 

8305200306 


--S305200327 Monthly operating rept for Apr 1983 

HAIRSTON. W.D Alabama Power Co 83/05/02. Spp 18516 275 24X 

F 1 C h e > 5 0-348. 63/05/1 2. 8305200306 


6305S00S79 Forwards monthly status of licensing I terns. req.ulr Ing NRC 
approval, identified in 830113 Itr 

CLAYTON. F L. Alabama Power Co 83/05/13 VARGA. S A Office of 
Kdcleir Reactor Regulation. Director 6pp 18514 114 24X 

Fiche' 50-348. 63/05/13. 8305200579 


8 Reportable occurrences. LERs It related correspondence 


6305110487 Part 21 & deficiency repts re mlBoperatlon of D8-416 reactor 
trip undervoltage devices Initially reported on 030420 
Attachments will be replaced w/devices w/wldened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE. E P. Westlnghouse Electric Corp 83/04/21 DEYOUNG, R C 
Director's Office. Office of Inspection and Enforcement 5pp 
18405 095 84X Fiche 50-000.03/04/21.6305110427 


6305050140 Forwards LERs 83-012/03L-0 It 03-O15/O3L-O 

CLAYTON^F L. Alabama Power Co 03/04/27 O'REILLY. J P Region S. 
Office of Director Ip 18341 355 24X Fiche 50-348.83/04/27. 

8305050148 


— 8305050154 LER 03-Ot5/O3L-O on 830320. instrumentation channel 
aeeoctated w/eteam generator 1C flow transmitter FT-497 
declared inoparable due to erroneous high indication Caused 
fag obstruction of low pressure sensing line Line cleared 
HAinarON. N. O Alabama Power Co 03/04/27 Region 2. Office of 
Director Ip 18341 356 24X Fiche 50-348.83/04/27.8305050148 


— 8305030158 LER e3-012/03L-0 on 030402. overtemp-del ta temp loop 2 
Channel II declared Inoperable when blstables 422C1-2 
tripped Caused by power supply failure of comparator card 
Card replaced & loop callbr 

HAIRarON. H. O Alabama Power Co 83/04/27 Region 2. Office of 
Director Ip 18341 357 24X Fiche 50-348.83/04/27,8305050148 


0305050195 For weirds LER e3-0l4/03L-0 

CLAYTON, F L Alabama Power Co 83/04/29 Region 2. Office of 
Director. Ip 10330,149 24X Fiche* 50-348. 03/04/29. 0305050195 


— 8305030203 LER B3-014/03L-0. on 830330. during surveillance test of main 
feedwater pump turbine lAr RC8 Tavg decreased below 541 F, 

Caused by overfeeding of steam generators due to excessive 
leak past main feedwater pump discharge valve 

HAIRBTON, H O. Alabama Power Co. 03/04/29 Region 2. Office of 
Director, ip 10330.150 24X Fiche 50-348.83/04/29.8305050195 


8305230540 Forwards LERs a3-Oi0/O3L-O S< 93-0l9/0aL-0 

CLAYTON. F L, Alabama Power Co 03/05/13 Region 2. Office of 
Director. Ip 18537 079. 24X Fiche* 50-348, 03/05/13, 8305230540 


— 8305230544 LER 83-018/03L-0. on 830413.RCB temp average fsU below Tech 
Spec 1 imi t. Oauscd by excessive leakby on lA main feedwater 
regulating bypass valve stroke on lA main feedwater 
regulating bypass valve adjusted & verified 

HAIRBTDN, H 0 Alabama Power Co 03/05/13 Region 2, Office of 
Director. Ip. 18537*080, 24X Fiche 50-348.83/05/13,8305230540 


— 8305230550 LER 83-019/03L-0 on 0304 1 5. pre ssur 1 z or pressure fell below 
Tech Spec limits during performance of FNP-1 -STP~201 IB 
Caused by personnel failure td verify instrumentation 
channel selector switches prior to initiating test 
HAIRSTON. W G Alabama Power Co 83/05/13 Region 2, Office of 

Director 2pp 10537 081 24X Fiche 50-348,83/05/13.8305230540 


8303250353 LER B3-Ol7/OaL-0 on 8304 17. spec » P i c gravity of train A tVC 
water battery bank cells 34 U 43 less than 1 190 Cause 
undetermined Cells replaced S« battery bank returned to svc 
W/830317 Itr 

HAIRSTON. W 0 . CLAYTON. F L Alabama Power Co 63/05/17 Region 
2, Office of Director 2pp 10592 000 24X Fiche 50-340,83/05/17. 

6305250353 


8305250381 LER 03-O9O/O3L-O on 030420. over temp Delta temp 
instrumentation loop 0 aseocletsd ui/TI422C declared 
inoperable due to reading out nf tolerance u/other channels 
Caused by drift of summing amplified card W/a30520 Itr 
HAIRSTON. W G , CLAYTON. F L Alabama Power Co 03/05/20 Region 
2. Office of Director 2pp 10588 205 24X Fiche 50-348,83/05/20. 

0305250581 


8305310201 Comment* on adequacy of current facility DB-416 reactor trip 
breakers Breaker configuration modified based on dimensional 
alignment «< extensive testing Safe operation not adversely 
impacted by breaker* 

CLAYTON, F L Alabama Power Co 83/05/26 VARGA, S A Office of 
Nuclear Reactor Regulation. Director 2pp !0630 157 24X 

Fiche 50-348.03/05/26,0305310201 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT I 


A App 1 Icati on/con« t r uctl on stage documents f* correspondence 


B30S060507 Responds to concerns expressed in End 1 to NRC 020812 Itr 
re dynamic qualification of safety-related equipment for 
seismic & hydrodynamic loads Qual if Ication program revs will 
be completed by Fourth Quarter 1963 

KEMPER, J S Philadelphia Electric Co 03/03/31 SCHWENCER.A 
Licensing Branch 2 7pp 18351 147 24X Fiche 50-352.03/03/31, 

8305060907 


8305040527 Forward* request for addl info needed for review of 
auxiliary ays Issues 

SCHWENCER.A Licensing Branch 2 03/04/22 SAUER. E 0 

Philadelphia Electric Co 4pp 10351 227 24X 

Fiche 50-392.83/04/22,0305040527 


8305060529 Forwards "Environ Assessment Ropt tt Findings. Point Pleasant 
Water Supply Project." per NRC request 

WESTON, R T Pennsy I vanla. Commonwealth of. 03/04/26 LEHR, J C 
Environmental & Hydreloglc Engineering Branch Ip 10347 309 84X 

Fiche 50-352, 03/04/26. 8305060529’ 


— 8305060536 "Environ Assessment Rept U Fxndl ngs. Point Pleasant Water 
Supply Project " 

MIDDENDORF.W D . WESTON, R T . DUNCAN, P S Pe nn sy I van la, 
Commonwealth of, 02/08/31 n0pp 18347 310 24X 

Fiche 50-392,83/04/26,0305060529 


0305020335 RespontlS to 020405 request for addl Info re control rod 
drive *y* hydrodynamic loads Loads caused by operation of 
scram valves Incorporated Into sys support design 
KEMPER. J 8 Philadelphia Electric Co 03/04/29 SCHWENCER.A 
Licensing Branch 2 5pp 18277 135 24X Fiche 50-352,03/04/29. 

8305020335 


8305030299 Forwards application for Amend 40 to OL app I ication, revising 
F8AR it design assessment rept 

BRADLEY. E J Philadelphia Electric Co 83/04/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 10297 147 
24X Fiche 50-352.83/04/29.0305030299 


—0309030307 Application for Amend 48 to QL app 1 1 cation, revising F8AR U 
design assessment rept Certificate of Svc end 
BAUER.E O , BRADLEY, E J Philadelphia Electric Co 03/04/29 
7pp 18297 ISO 24X Fiche 50-352.03/04/29.8305030299 


8305060497 Forwards draft responses to NURCO-0737. I terns 1C l.I C 6, 

I D 1. I D 2, I G 1 It III, A 1 2 Responses will be Incorporated 
into F8AR by June 1903, 

DRAOLEYjE j Philadelphia Electric Co 03/03/04 SCHWENCER.A 
Licensing Branch 2 9pp 10331 160 24X Fiche 50-352,03/03/04. 

8305060437 

0305100275 Forwards Rev 0 to "Study Calculation for E-Sys Clamp on 
Elbows. " 

KEMPER. J S Philadelphia Electric Co 83/05/04 PORPLE. R A 
Division of Licensing 2pp 10370 175 24X Fiche 60-332.03/03/04. 

9305100275 
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— 0303100281 Rev 0 t& "Studg Calculation For E-Sy» Clacnp on Elbous " On 
overeiie drawing enel Ap«rtur« card availabta inPDR 
HU>C K. , HLPAWO. A Y , KHLAFALLAH* f1 2 Bee h to I Corp 8R B031-SSi0 
flOO B3/04/1B 76pp 18370 177 24K Fichu 50-335.03/03/04. 

B30S100275 


830311007? Sumjnary of 830322-24 meeting* u/ut i 1 . Bec htel fe OE in San 
Jo-iu.CA ru applicant reiponat to NfiC Info 

re roa^hanleal unglneuring revieuf 

WARTINiR e Licetialng Aranch a B3/05/03 LlcenBing Branch 2 

l&pp 1841? 337 a4X Flche 30-332. 03/03/03. B303 110079 


8303190012 Notification of B30317 & 18 meetings u/util in BethesdarMD 
to di«<U5s resolution of remaining outstanding issues 
HAftriN.f? e Licensing Branch 2 83/03/06 SCHI^ENCER. A Licensing 

Branch 2 4pp iB323 20? 24X Flche 30-332.83/05/06.6303190012 


0303090659 Oeneric Ltv 83-20 to all operating reactor llceniefts L 
holders of CPs rr integrated scheduling for imp lamentati on 
Qf plant mods Sve list unci 

ElSENHViT.O O Division of Licensing 83/03/0? Consolidated 
Edison Co of Neu York. Inc I6pp 18627 133 24X 

Flche: 50-000. 83 / 05/0? . B305 09063 9 


8305130026 Notification of B30311 meeting ui/util in Bethesda.HD to 
discuss r ei^ijirefflenti for refolutlon of geotechnical issues 
Identified in NRC 030311 Itr 

MARTIN. R E Licensing Branch 2 03/05/09 SCHkfENCER. A Licensing 

Branch 2 4pp 18437 175 24X Fiche 30-352.83/05/09,8305130026 


8305120320 Foruards draft proposed changes in response to 030407 
discussions re items 1 . 3a. Sb. 4. 7. 8. 10-13. 15-16 & 16 Draft 
changes will he incorporated into FSAR rev scheduled for 
June 1983 6 into design assessment rept 

flRADLEY.EJ Ph i 1 ade 1 p h I a £ 1 s c tr I e Co 83/05/10 fiCHMENCeH. A 

Licensing Branch 2 l3Spp 10431 170 24X Ffche 50-352.63/05/10. 

8305120320 


B3-05200170 Notification of cancellation Of 030511 meeting u/util in 
Bethesda.MD to discuss rsguiremenis for resolution of 
geotechnical Issues 

rfAHTlN.R E Licensing Branch 2 83/03/10 SCHWENCER. A Licensing 

flpaneft 2 4pp 18540 235 24X Fiche 50-332.63/05/10.0303200170 


8305170187 Forwards draft responses & F9AR page changes re 
ini trujsentatlnn L Control Syt Branch Requests for Addl tnfo 
421 5.421 6. 4SJ 7.421 1 6. 42J 30 Sc 421 50 In NRC 020625 Itr 
U/seven oversiie Jrauings Aperture cards in PDR 
BRADLEY. E J Philadelphia Electric CiO 03/05/12 SCHHENCER. A 

Licensing Branch 2 ISOpp 18463 017 24 X Fiche 50-352.63/05/12, 

8305170187 


8305180343 Forwards draft responses L P&aR page changes In risponie 
to ffechanlcal Engineering Branch 830411 request for addl 
Info re non-straight main steam line & independent design 
verification program 

ORADLEV. E J Philadelphia Electric Co B3/05/13. SCHWEhICER. A 
Licensing Branch 2 42pp 18405 171 24X Flche 50-352.83/05/13. 

0305160343 


8305100402 FoTUardi draft change to FSAR Section ? 2 6. 4 2 2 re spray 
pond natural evaporation per 030420 teicon Change to be 
formally Incorporated Into FSAR rev scheduled for June 1983 
BRADLEY. E J Philadelphia Electric Co 83/05/13 SCHNENCER. A 
Licensing Branch 2. 3pp. 18486 009. 24X Fiche 50-352.03/05/13. 

8305180402 


030518041? Forwards draft revs to responses to Questlans 430.68,430 72. 
430 75 it 430 114 re diesel generator autlllarq sys Changes 
will be formally Incorporated into F8AR rev scheduled for 
June 1983 

BRADLEY. £ J Philadelphia Electric Co 03/05/13 SC HU EMC ER, A 
Licensing Branch 2 21pp. 18405 332. 24X Flche 50-352.03/05/13. 

8305180419 


8305180432 Forwards draft responses to Radiological Assessment Branch 
request for addl Info L draft FSAR changes resulting from 
830428 teicon u/fjRC Schedule for formally Incorporat ing 
changes into future F8AR rev* noted 

BRADLEY. E ^ Philadelphia Electric Co 83/05/16 SCHHENCER.A 
Licensing Branch 2 55pp 18496 126 24X FI ch e* 50-352. 83/05/16. 

8305100432 


8305230496 Forwards draft revs to 6A Branch Questions 260, 1 through 
260 55 L related F8Aft changes per 830329 meetlno Info will 
be incorporated into FSAR in June 1983 

BRADLEY. E J Philadelphia Electric Co aa/OS/l? SCHHENCER.A 
Licensing Branch 2 315pp- £8535 358 24X Flche 50-352.83/05/19, 

8305230496 


6305250133 Forwards Amend 50 to DL app I Icatl on. substl tu ting revised 
version of physical security plan Rev withheld (ref 
lOCFft2 790) 

BRADLEY. E J Philadelphia Electric Co 83/05/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 18584 065 
24X Flche 50-352,83/05/20.0305250133 


— 8305250135 Amend 50 to OL app I Icatlon. substituting revised version, 
of physical security plan W/Certl f icate of avc 

KEEPER, J S Philadelphia Electric Co 83/05/20 7pp 18564,068 
24X Flche 50-352.83/05/20.8305250133 


0305270375 Forwards revised draft change to Hydrologic L Oeottchnlcel 
Engineering Branch open item re FSAR Section 9 2 6 4 2 2 
Change will be formally incorporated into FSAR rev in June 
1983 

BRADLEY. E J Philadelphia Electric Co 03/05/25 SCHHENCER.A. 
Licensing Branch 2 3pp 18644 296 24X Fiche 50-352. 83/05/25, 

0305270375 


C Utility Environmental Report (ER). amends L correspondence 


9305160001 Rev 12 to environ rept - OL stage One oversiie drawing sncL 
Aperture card available In PDR 

# Philadelphia Electric Co 03/04/30 72pp 18440.030 24X 

rich* 50-352, 83/04/30. 8305160001 


0305190359 Forwards Affidavit of Sve rf distribution of Rev 19 to FSAR 
8c Rev 12 to environ rept. per DO Eisenhut 810706 Itr 
BRADLEY, E J Philadelphia Electric Co 03/05/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 18500^027, 

24X Fiche 50-352.83/05/13,8305190359 


E NRC Safety Evaluation Report (BER), suppls L correspondenc t 


8305020255 Forwards draft responses to Questions 440 3,440 4i 440 5 L 
440 32 Responses also address Item 1 of draft BER Serial 
440 Reactor Sys Branch, "ODYN Analysis of Pressurization 
Transients" & Item 3 of 820716 Itr re SER Section 4 4 
BRADLEY, E J Philadelphia Electric Co 03/04/27 SCHWENCER, A 
Licensing Branch 2 ISpp 18277 080 24X Fiche 5 0-3 5 Jf, 83/04/27. 

0305020255 


8305020454 Forward* draft responses to Reactor Sys Branch draft 8ER Tf 
Thl Item* 11 K 3 13. 11 K 3 15, 11 K. 3 16. II K 3 10, II H 3 2L> 

II K 3 22. 11 K 3 24, 11 K 3. 25, 1 1 . K 3 30, 1 1 K 3 31 & 
ri K 3 45 Response will be incorporated into FSAR revs 
BRADLEY. E J Philadelphia Electric Co 83/04/27 SCHWENCER, A 
Licensing Branch 2 I3pp 18283 207 24X FI che' 50-332. 83/04/27. 

03050204 54 


8305170226 Forwards draft rasponses to Reactor 8yi Branch draft SER, 
Items 4 L 5 re TMI Action Items 1 1 K 1 5 L 1 1 K 1 10 
Responses will be formally Incorporated into FSAR rev 
scheduled for June 1903 

8RADUEY.EJ. Philadelphia Electric Co 83/05/U SCHHENCER.A 
Licensing Branch 2 4pp 1B466'342 24X Flche 50-352. 03/05/11. 

0305170228 


0305180389 Forwards draft FSAR page changes re open items for ChtnleeJ 
Technology Section draft SER re reactor coolant & 
suppression pool L secondary containment atmosphere Changes 
to be Incorporated into Rev 20 to FSAR in Nay 1903 
BRADLEY. E,J Philadelphia Electric Co 03/05/13 SCHWENCERr A 
Licensing Branch 2 lOpp 10486 347 24X Fiche 50-352,83/05/13. 

8305180369, 


8305180451 Forwards draft responses to BER open items re draft firs 
protection section. per 030419 Itr Final responses L related 
page changes will be submitted subsequent to 830518 L 19 
meetings 

BRADLEY, E J Philadelphia Electric Co 83/05/13 SCHWENCER, A 
Licensing Branch 2 67pp 18496 201 24X Flche 50-352. 03/05/13. 

8305180451 


03OS£eO4t4 Forwards Peach Bottom procedures supplementing util 830516 
response to Item 5 of Radiological Assessment Branch draft 
SER Similar or improved procedures will be developed for 
Limerick 

BRADLEY. E J Philadelphia Electric Co 83/05/16 SCHHENCER.A 
Licensing Branch 2 2 pp 18482’ 007 24X Fiche, 50-000, 83/05/16, 

0305180414 


—0305180426 Procedure HPO/CO-3. "Airborne Activity Survey Ttchnlquei,' 
including techniques for constant air monl tors, por tab le 
fixed filter samplers 8, charcoal cartridges 

* Philadelphia Electric Co 03/05/16 I5pp 10482,009. 34X 

Flche 50-000,83/05/16.0305180414 
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—aaOSiaO'ISi Procedure HPO/CD-65. “Field Use of Low Vol Portable Air 
Bainpl«r “ 

» Philadelphia Electric Go 53/09/16 Spp 15452 024 24X 

Flcha 50-000^83/03/16.0309150414 


—0305190430 Procedure HPA-’63d, “Callbr of Ventilation Sy* Radiation 
Monitor* " 

» Philadelphia Electric Co 03/03/16 5pp 15482 026 24X 

F I c he 30-000. 03/03/16. 0309180414 


— 03O5LQO443 Procedure HPA-77. "Detertnlnat ion of Ma* Permissible 
Concentration Hours “ 

« Philadelphia Electric Co 53/03/16 9pp 18402 034 24X 

Fiche 50-000.53/09/16.0303180414 


0309200613 Forwards F 8 AR page changes draft responses prepared per 
Procedures S* Test Review Branch draft 8 ER open items 
Responses <« F 8 AR page changes will be formally Incorporated 
Into F 8 AR rev scheduled for June 1983 

BRADLEViE J Philadelphia Electric Co 83/03/10 BCHUENCER. A 
Licensing Branch 2 26pp 10920 099 24X Fiche 30-392.53/09/15. 

e3092006t3 


0305310009 Forwards draft responses to personnel qualification 8 ER 
tterns l-3i mgt technology rtemi 1 t< 2 & draft rev to FSAR 
flection 13 2 2 1 7 re performance review program Changes 
ulil be incorporated into June 1953 F0AR rev 

BRADLEY. E. J Philadelphia Electric Co 63/09/29 SCKWENCER.A 
Licensing Branch 2 20pp 15633 243 24X Fiche 50-332.03/05/23. 

0305310009 


0305310049 Forwards draft responses to Core Performance Branch draft 
BER Items 1 through 4 «c 6 through It FSAR Chapters 4.3.6 & 

15 will be revised to Incorporate latest approved revs to 
QE 8 TAR II in June 1903 

BRADLEY. E J Philadelphia Electric Co 63/05/23 SCHWENCER. A 
Licensing Drench 2 I 6 pp 15633 288 24X Fiche 50-332.03/05/23. 

8305310045 


F. Qecurltyi medical, emergency & fire protection plant 


8304290013 Forwards draft fire protection section of 8 ER based on 
review of util 030120 submittal of flra protection program 
through Amend 45 of OL application Thirty-four open Items 
require resolution. 

aCHWENCER.A Licenelng Drench 2 83/04/19. BAUER. E 0 

Philadelphia Electric Co 3lpp 18266 053 24X 

Fiche: 50-332. 03/04/19. 5304290013 


8309110072 Notification of 830518-19 meetings w/util in Dethesda.hD to 
discuss fire protection issues 

MARTIN. R E Licensing Branch 2. 83/03/05 SCHWENCER. A Licensing 

Branch 2 3pp 18419 360 24X Fiche 90-352.83/05/03.0305110072 


9309110034 Oeneric Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPe re c lar If ication of 
access to control procedures for law enforcement visits 
Svc lilt end 

EfSENHUT. D O Division of Licensing 83/05/11. Consolidated 
Edison Co of New York. Inc 16pp 10340 095 24X 

Fiche; 50-009. 53/05/1 1. 83051 10034 


B30-91S0451 FoTWsrdt draft responses to 5ER open Items re draft fire 
protection section, per 830419 ltr Final responses 84 related 
page changes will be submitted subsequent to 530516 St 19 
meet lugs 

BRADLEY. E J Philadelphia Electric Co 63/05/13 0CHWENCER. A 
Licensing Branch 2 67pp 18486 201 24X Fiche 50-352.83/05/13. 

0309180451. 


0305240213 For-wards monthly status rapt on offsite emergency 
preparedness for OL reviews for Apr 1983 

DIRCK 81 W J. Office of the Executive Director for Operations. 
03/09/13 FALLAOINO. N. J. Gomml ssioners 5pp 18993< 322 24X 

Fiche: 50-000. 83/09/13. 0305240213 


0309290133 Forwards Amend 50 to OL app 1 1 cation. substituting revised 
version of physical security plan Rev withheld (ref 
10CFR2 790), 

0 RADLEY.EJ Philadelphia Electric Co 83/05/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 18564 065. 
24X Fiche: 90-352. 83/05/20. 0305250133 


— 0309290135 Amend 90 to OL app 1 ication. substi tuting revised version 
of physical security p Ian. W/Certl f Icate of 8 vc 

KEUPERi J, B, Philadelphia Electric Co 83/05/20 7pp 15954,068, 
24X -rich e 30-392. 83/09/20. 5305250133 


0 Adjudicatory correspondence 


B305020441 Answer opposing Limerick Ecology Action.F Romano & M Lewis 
further particularization of cond i tl anal ly admitted 
contentions Neither specificity nor bases provided for 
contentions Certificate of Svc end 

WETTER HAHN, M J Philadelphia Electric Co WETTERHAHN. M J Conner & 
Wetterhahn 63/04/27 Atomic Safety and Licensing Board Panel 
4Bpp 15283 092 24X Fiche 30-352.83/04/27,0305020441 


8305040470 New info contention re inadequate util mgt Repeated 
care leisness . msl func tloni ng safety-related equipment & 
util response adversely reflect on mgt capability 
ROMANO. F R Air and Water Poliutlon Patrol 63/04/27 
Commissioners Ip 18322 236 24X Fiche 50-352.83/04/27. 

0305040470 


d3050304<l5 Notice of A0LAB reconstitution CM Kah 1 . ch a i rman 8 c OJ Edits & 
RL Dotchy. member s 

T0MPK1N8. 0 A Atomic Safety and Licensing Appeal Panel 83/04/25 
Ip 18273 066 24X Fiche 50-352.83/04/26.8309020409 


8303030363 Forwards joint repts on status of emergency planning reviews 
l( schedule re onsite tc offsite emergencg planning 
conten tions. status of discovery & suggested items for 
discussion at 03090? prehearing conference 

WETTERHAHN. H J Conner t. Uetterhahn WETTERHAHN. M J Philadelphia 
Electric Co 03/04/29 BRENNER. L . MORRIS. P A , COLE, R F Atomic 
Safety and Licensing Board Panel 7pp 18306 116 24X 

Fiche* 50-392. 83/04/29. 0303030563 


8305030590 Memorandum & order ALAB-726i reversing A 8 LB 030427 Decision 
LDP-03-23 L remanding Del— Aware 830305 request far 
late-filed Contention V-26 to ASLB for disposition on 
merits 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 83/05/02 
Atomic Safety and Licensing Board Panel 7pp 10306 140 24X 

Fiche 90-392. 03/05/02. 5305030550 


8303060470 Provides update of status of conditionally admitted non-PRA 
contentions 

UETTERHAHN. H J Conner << WetterJhahn WETTERHAHN. M J Philadelphia 
Electric Co 03/05/03 BRENNER. L . COLE. R F . COLE. R F Atomic 
Safety and Licensing Board Panel 7pp 16340 S30 24X 

Fiche 50-332.83/09/03.0309060478 


8309060339 Response to Limerick Ecology Action/Air It Water Pollution 
Patrol spec of conditionally admitted contentions 
Contentions l- 8 > 1-15 & 1-30 admissible PRA contentions 
should be denied Certificate of Svc end 

HQDOOON. A P Hearing Branch 2 83/09/04 Atomic Safety and 

Licensing Board Panel 23pp 10344 085 24X Fiche 30-392.03/09/04. 

0309060339 


0309090476 Advises of change of address Svc list should be amended 
accord Ingly 

ELLIOTT. C W arose & Poswistillo 63/09/06 NRC - No Detailed 
Affiliation Given Ip 18360 239 24X Fiche 50-352.03/03/06. 

8303090478 


830312027B Fortiiards status rept on draft emergency plan preparation 
AJ. T Y Pennsylvania. Commonwealth of. 63/03/09 BRENNER. L . 
COLE. R F . MORRIS. P A Atomic Safety and Licensing Board Panel Ip 
10427 237 24X Fiche 30-352,93/03/09.0303120278 


— 8305120200 Status rept re preparation of draft emergency plans 
Certificate of Svc end 

All. T, Y Penney Ivaria. Commonwealth of. 83/03/09 4pp 
18427' 238 24X Fiche 90-392.83/05/09.8303120278 


8303120296 Forwards J1 Ruttenberg notice of appearance AJ Noges 
notice of withdrawal of appearance Certificate of Svc encl 
ruttenberg, J t Keystone Alliance 63/05/09 BRENNER, L . 
MORRIS. P A . COLE,R F Atomic Safety and Licensing Board Panel 
3pp 16430 171 24X Fiche 30-352,53/09/09,5303120296 


8305160174 Notice of appearance in proceeding Certificate of Bye encl 
BU 6 H,M, W Phtladelprila, PA 63/03/07 Spp 10446 065 24X 

Fiche 50-332.03/03/09.0303160174 


8305160177 Notice of appearance In proceeding 

LEW10.K 8 Philadelphia. PA 63/03/09 2 pp 15444 034 24X 

Fiche 30-332* 83/05/09. 0303160177, 


8303170333 Response to ASLB 830321 order advising that Commonwealth of 
PA. Ofe of Consumer Advocate intends to participate in 
proceed Lng 

WERaAN. D Penney Lven la. Commonwealth of, 53/03/10 BRENNER. L 
Atomic Safety and Llcenilng Board Panel Ip 10467 355 24X 

Fiche 50-352.83/05/10.0305170933 
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0303170538 Order directing utlli-NfiC & Air t Water Pollution Patrol to 
jointly supply ASLB u/fE Insp Rept SO''353y76<-OAi notice of 
viD latlorii utl 1 response & otfter docucienbe re scope of reejram 
of ueld$ by particular Inspector 

□REN^IER^L Atonic Safety and Licensing Doard Panel 83/03/13 
Philadelphia Electric Co 3p p 1046'^ 023 24X 

Flche 30-352*63/05/13,0305170333 


8305180136 MBmorandum h order confirming schedules established at 
830309-11 special prehearing conference NRC ordered to rept 
on FEMA schedule for revieuing plans & NRC schedule for 
issuing SER, first SER lupp 1. PRA* CES & FES 

BRENNERi L Atomic Safety and Licansins Qoard Panel 83/03/16 
lOpp 18490 012 24X Flche 50-332. 83/03/16, 8303180136 


8305240516 First set of interrogatories on pressurtied thermal shock 
contention Certificate of Sve end Peiated correspondence 
LEWIS.K I Leuit. M 83/03/19 Office of the Executive Legal 

Director Ip IQ371 173 24X FUhe 50-332.83/03/19,0305240316 


8305260181 Forwards IE Insp Rept 50-333/76-06, no 1 1 cb of violation b 
util response, per ASLD 630513 order re GA dhcumerits Ccmirenti 
on Insp reptsj notices of violation & interrogator ies 
racstved an 830318 W/o end 

RO/lANOrF R Air and Water Pollution Patrol 83/05/19 BRENNER, L 
Atomic Safety and Licensing Board Panel Ip 10399 261 24X 

Fiche 50-332, 03/05/19. 8303260181 


B3OS230239 Advises that FEMA is discussing time needed to review 
Panitsyivanla Emergency Mgt Agency emergency plan w/FEMA 
regional ofc NRC schedules for issuance of &ER, SER suppl. 

PRAiDES 6 FES unchanged 

VOOUER.B H Hearing Dranch 2 B3/05/2i> BRENNER. L ^ MORRIS. P A , 

COLE. R F Atomic Safety and Licensing Board Panel 2pp 18539:004 
a4X Fiche 50-352.03/05/20,8305230239 


8305S404S? Forwards. in response to ASLB 830513 order far QA documants, 
IE Insp Rept 30-353/76-06 related documents 

NETTERHAHN, M J Conner tt Uetterhahn WETTERMAHN. M O Ph 1 lad e 1 ph la 
Electric Co 83/05/20 BRENNER, L . NORRIS, P A , COLE, R. F Atomic 
Safety and Licenslnfi Board Panel 97pp 18572 166 34X 

Flche 50-352.03/05/20,8305240489 


0305260322 Response to ASLP 830516 scheduling order Addl statement re 
NRC use of PRA 6 rept on NUREO-0737. It em 1 1 K 3 18 enc 1 
Schedules for NRC issuance of documents discussed at second 
specie! prehearing conference valid W/Certl f 1 cate of Sve 
HDDODON, A P Hearing Dranch S 83/03/34 9pp 18625 019. 24X 

Flche 50-352,83/05/24.8305260322 


—8305260327 Forwards evaluation of BUR Owners Oroup generic response to 
NUREO-0737, 1 tern II K 3 18. "Hod of Automatic 
Depres suri lation Sys Logic - Feaslb-llity for Increased 
Otverslty of Some Event Sequences Response requested 
SCHWENCER.A Licensing Branch 2 83/05/23 SAUER, E G 

Philadelphia Electric Co 9pp 10625 028 24X 

Flche 50-352, 83/05/24. 8305260322 


—8304140161 Forwards safety eval-uatton of mods proposed hy BWR Owners 
Group re NUfieO-0737, Item 11 K 3 IB. '’Mad of AD3 Logic 
Two options proposed acceptable H/o end 

HOUSTON, R W Assistant Director for Reactor Safety 83/04/OJ 
LAIWAS. G C Assistant Director for Safety Assessment 2pp 
18625037 24X Flche 50-352,03/05/24,0303260322 


B30S310013 Supplc/nental motion to reopen 6/ar to admit new Contentions 
U-27 8c v-20 re feasibility of providing water to plant by 
startup Certificate of Sve end 

SUOARMAN, R J Del -Aware Unlimited, Inc SUOARMAN.R J Sugarman. 

R U 83/03/24 Atomic Safety and Licensing Board Panel I7pp 
18633 263 24X Flche 50-352.83/05/24,8305310013 


H Oeneral correspondence 


0305240316 Requests MW Bush 6 K Lewis he added to 0-L proceeding sve 
list for City of Philadelphia Sve will replace fdrmer 
managing director. W Goode 

BUSH, M U Ph 1 ladelph 1 a, PA 83/05/19 BRENNER. L , COLE, R F . 
HORR10.P A Atomic Safety and Licensing Board Panel, 4pp 
18340 197 24X Flche 30-352, 03/05/19. 83032403i6 


K Utility Final Safety Analysis Report <FSAR3 6 amends 


0301310260 Forwards Rev 16 to FBAR 

BRADLEVi E J Philadelphia Electric Co 83/01/20 DENTON. H R, 
Office of Nuclear Reactor Regulation, Director. 2pa 16967 246 
34X Fiche 30-352. 83/01/28. 8301310260 


— 8301310274 Rev 16 to Limerick Generating Sta tlon. Units 162 FBAR 
» Philadelphia Electric Co 83/01/31 442pp. 16967^333 24X 

Fich* 50-352,83/01/20,0301310560 


0305160117 Rev 19 to FSAR 

a Philadelphia Electric Co 83/04/30 626pp 18440 107 24X 

Fiche 50-352,83/04/30.8305160117 


8305190359 Forwards Affidavit of Sve re distribution of Rev 19 *© FBAR 
tc Rev 12 to environ rept. per DO Eisenhut B10706 Itr 
BRADLEY, E J Philadelphia Electric Co 83/05/13 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 5pp 18500 027 
24X Flche 50-332.03/05/13.8305190339 


Q Inspection reports, IE Bulletins & correspondence 


6212060365 IE Info Notice 03-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
tnc 1 

TAVLQRi J H Division of Safeguards 6 Inspection Programs (Post 
8301031 83/03/21 Comol Idated Edison Co of New York, Inc 

112pp 10308 319 24X Fiche 50-000.03/03/21,8212060365 


0303040021 IE Info Notice 03-21, "Defoctive Emergency Use RespiTetor ’ 
Sve list end 

JORDAN. E u Division of Emergency Preparedness 6 Engineering 
Response (Past 030103) 03/04/15 Consolidated Edison Co. of Ntw 

York, Inc 126pp 19433 155 24X Flche 50-000,83/04/15,0303040051. 


6303040023 IE Info Notice 83-22, "flWR Safe ty/Rel lef Valve Failures ‘ 
Sve list end 

JORDAN.E L Division Of Emergency Preparednist 6 Ensinaarlng 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Niu 

York. Inc 112pp 10303 OB? 24X Fiche 50-000,83/04/22.6303040033 


0303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
aenslng 8ys " 8vc list end 

JORDAN. E L Division of Emergency Preparedness & Englnetring 
Response (Post 830103) 03/04/25 Consolidated Edison Co. of Nfy 

York, Inc li9pp. 18381 291 24X Fiche 90-000.03/04/25,030304002} 


03O9O5O2O'2 Informs that changes to Rosemount transmitters will bi 
completed by 040701 for Unit 1 6 prior to fuel load for 
Unit 2 Info completes response to IE Bulletin 00-16 
KEMPER. S Philadelphia Electric Co 83/04/25 MAYNEB, R C 
Region 1. Office of Director 3pp 1834i 078 24X 

Flche 50-352.03/04/25,8303050202 


6309060097 Notification of significant licensee 030502 meeting In 
Phi ladelphia. PA to discuss results of 8ALP 

TRIPP, L E Region 1, Office of Director 83/04/27 Division of 
Project 6 Resident Programs. Ip 16354 362 24X 

Fiche 50-332,03/04/27,0305060057 


0303040026 IE Info Notice 03-24, "Loose Parts In Secondary 0idt of 
Steam Generators at PNRs " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Englneeplng 
Response (Post 630103) 83/04/28 Consolidated Edison Co. of New 

York, Inc IlSpp 16382 047 24X Fiche 50-000,83/04/28.9303040026 


8303040027 IE Info Notice 03-25, "Strndby Oas Treatment Sys Heater Hl}h 
Temp Trip Setpoint Adjustment " sve list end 
JOROAN.E L Division of Emergency Preparedness ^ Englnaarlng 
Response (Post 8301031 83/04/28 Consolidated Edison Co. of Niw 

York, Inc liepp 10302 165 24X Fiche 50-000,83/04/28.8303040027 


0303040020 IE Info Notice 03-26, "Failure of Saf ety/Relief Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 03O1O3) 03/05/03 Consolidated Edison Co of Ncu 

York, Inc I22pp 10441 170 24X Flche 50-000, 03/05/03, 0303040026 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JDRDAN.E L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co. pf New 

York, Inc 112pp 18302 282 24X Flche 50-000, 83/05/04, 0303040030 


6303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for (General Emergencies “ 6vc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co e# New 

York, Inc 119pp 18441 001 24X Flche 30-000,03/05/04, 8303040031 


6303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 03/05/06 Consolidated Edison Co of New 

York, Inc ll5pp 18523 248 24X Fiche 50-000,03/03/06,8303040033 
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iP3^&304O{>34 IE Info Notice aa-JO. "Misapplication of Generic Emergency 
Ggtratlny Procedures Guidelines " Svc list end 

E L Division of Emergency Preparedness & £nglneerin9 
Reiponsp (Post 8301031 83/03/11 Consolidated Edison Co of New 

York I Inc iMpp 18924 003 24X Ficho 90-000i 63/09/ 1 1. 8303040034 


10303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program •' 
SW'C list tfDiCl 

0CftD(4Ni E L Divisipn of Emergency Preparedness & Engineering 
Rixponia (Post 9301031 03/03/19 ConfioUtfatod Edison Co of New 

Yorfci Inc tl4pp 18697 009 24X Flche 90-000i 83/09/19, 8303040040 


0305240489 Forward*, in response to ASLD 830513 order for QA documents, 
IE lrk»p Rept 50-333/76-06 & related documents 

HETTERHAHWi M J Connor Hetterhahn WETTERHAHN. M J Philadelphia 
Electric Co 83/05/20 BRENNERi L , MORRiajP A , COLE,R F Atomic 
aaf«ty and Licensing Board Panol 07pp 18972 166 24X 

Fie ho, 30-332, 83/03/20, 6305240409 


0303040046 IE Info Notice 83-33, "Nonrepresentative sampling of 
Contimina ted □!! " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Riifonst (Pest 830103) 83/09/26 Cansolldated Edison Co of Neu 

York, Inc ll4pp 18647 007 24X Flche 50~000< 83/09/26, 9303040046 


f Hearing transcripts on non-ant 1 trust matters 


0303160039 Transcript of 330909 prehearing conference in Ph 1 lade Iph i a, 
PA Pp 4. 039-4, 167 

« Atonic Safety and Licensing Board Panel 03/09/09 13?pp 

18496*094 24X FlCha 90-392,83/09/09,8309160039 


0309160173 Tran*cript of 030510 hearing In Phi Jadelph la, PA 
Pp 4, 168-4,893 

« Atomic Safety and Licensing Board Panel 83/09/10 220pp 

18449 ISO 24X Ftche 50-392, 83/09/10, 8305160173 


0305160016 Transcript of 830911 prehearing conference in 
Phlkadalphla.PA Pp 4,396-4,92? 

a Atomic Safety an-d Licensing Board Panel 83/09/11 139pp 

18493 165 24X FiChe 50-392,83/09/11,8309160016 


docket 50-093 LIMERICK GENERATING STATION, UNIT 2 


A. Appllcatlcn/construc tlon stage documents $< correspondence 


0309060907 Responds to concerns expressed In End 1 to NRC 82081S Itr 
re dynamic qualification of saf ety-relata d equipment for 
siiialc S< hydrodynami t loads Ouallflcatlon program revs will 
be cOMplfttsd by Fourth. Quarter 1983 

KEMPER, J 8 Philadelphia Electric Co 83/03/31 0CHVlENCER»A 
Lictnilng Branch 2 7pp 1B391 l47 24X Fiche 90-352,03/03/31, 

S305060507 


3309040527 Foruarda request for addl Info needed for review of 
AtiEillary ays Issues 

ECHUENCER.A, Licensing Branch 2 83/04/22 BAUER. £ 0 

Philadelphia electric Co 4pp 18331 227 24X 

Fiche 90-392,83/04/22, 0309040927 


^305060529 Forwards ’•'Environ Assessment Rept 4c Find ings, Pol nt Pleasant 
Wjler Supply Project," per NRC request 

Vf£GTC:N..R r Penney Ivan la. Commonwealth of. 83/04/26 LEKR, J C 
Environmental 4( Kydralogic Engineering Branch Ip 1B347 309 24X 

FI chi 90-352*83/04/26,830906092? 


''‘S305060536 “Environ Assessment Rept 4c Find Inys, Point Pleasant Uater 
Supply Project “ 

HlCDENDORFi W B , tfESTON. R T , DUNCAN, P S Pennsylvania, 
CcmaonueeltA of,. 82/08/31 lIBpp 18347310 24X 

Fiche 50-352* 83/04/26, 8309060929 


^9020333 Responds to 620409 request for addl info re control rod 
drive ays hydlrodynaml c loads Loads caused by operation of 
tcran valves Incorporated into sys support design 
Kemper, wl S Philadelphia Electric Co. 83/04/2? SCHWENCER* A 
V.lLceneing Branch 2 9pp 18277 139 24X Fiche 50-392,03/04/29, 

^05020335 


'^5030299 Forwards application for Amend 40 to OL appl i cation* revl sing 
^BAR ic design assessment rept 

jJfTADLEV^E J. Philadelphia Electric Ca 83/04/2? DENTON, K R 
!5fflce of Nuclear Reactor Regulation, Director 3pp, 18297 147 
Fiche 90-392,83/04/29.8309030299 


^30-5030307 Application for Amend 48 to OL app 1 Ication., revi siny FSAR k 
design asseisment rept Certificate of 8vc end 
BAUER, £ O , BRADUEV, E J Philadelphia Electric Co 83/04/29 
7pp 13297 190. 24 X Fiche 50-392,83/04/29,030303029? 


83QS0604S7 Forwards draft responses to NUREG-0737 j I terns 1 C t, I C 6. 
1 D1,1D2, Xo 12, III A I 3 nesponses will be incorporated 
Into F8AR by June 1983 

BRADLEY. EJ Ph t ladelph la El ec trie Co 83/05/04 8CHWFNCER, A 
Licensing Branch 2 9pp 18351 160 24X Fiche 30-332,83/05/04* 

8303060437 


8305I00275 Forwards Rev 0 to "Study Calculation for E-By* Clamp on 
El betas *' 

KEMPCRrJ S Philadelphia Electric Co, 83/09/04 PURPLE. R A 
Division of Licensing 2pp 18370 175 a4X Fiche 50-332,03/05/04, 
8305100275 


— 9303100201 Rev O to "Study Calculation for E-Sys Clamp on Elbows *' One 
ovcrsiie drawing end Aperture card available In PDR 
HU*C K , HUANO.A Y , KHLAFALLAH, M Z Bechtel Corp SR 8031-6310 
aOQ 83/04/18 76pp 18370 177 24X Flthe 50-352,93/05/04, 

8303100275 


0303110079 Summary of 830322-24 meetings w/u 1 1 1 , Bach te 1 G£ In San 
JoserCA re applicant response to NRC requests far addl Info 
re mechanical engineering review 

MARTIN,)? E Licensing Branch 3 83/09/05 Licensing Branch 2 

t6pp 19419 337 24X Flthe 50-392,83/03/09,9305110079 


8305190012 Notification of 830317 & IB meetings u/utH In Dathesda. MD 
to discuss reso-lution of remaining outstanding issues 
MARTIN, R E Licensing Branch 2 83/05/06 SCKMENCER. A Licensing 

Branch 2 4pp 18323 209 24X Fiche 90-352.83/05/06*8303190012 


0303090659 Generic Ltr 63-20 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for implementation 
of plant mo-ds Svc list end 

EISENHUTiD C Division Of Licensing 83/05/09 Consolidated 
Edison Co of New York* fne I6pp 18627 193 24X 

Fiche 50-000. 03/03/09, □305090659 


8305£30026 Not 1 f lc.at ion of 630911 meeting w/uti 1 In Oethesda.MD to 
discuss requirements for resolution of geotechnical Issues 
identified in NRC 830311 ltr 

MARTIN. R C Licensing Branch 2 63/09/09 SCHNENCHR. A Licensing 

Branch 2 4pp 10437 179 24^ Fiche 50-352.83/09/09,8305130026 


93091300-96 Forwards draft responses to Auxiliary Sys Branch Ouestions 
410 00 - 410 104 Info discuBse^ Rev 14 to FSAR re detection 
of leakage through spent fuel pool liner &> continuous 
occupational exposijre during normal operations 

BRADLEY, £.7 Philadelphia Electric Co 03/05/09 8GHRENCER, A 
Licensing Branch 2 12pp 16430 045 24X Fiche 50-353,83/05/09, 

8305130096 


8309120320 Forwards draft proposed changes In response to 830407 
discussions re Items 1 . Sa, 3b. 4, 7, 6, 10-13, 15-16 k £8 Draft 
changes will be incorporated into FSAR rev acheduied for 
June 1983 it into design assessment rept 

BRADLEY, E J Philadelphia Electric Co D3/0S/10 SCHHENCER.A 

Licensing Branch 2 13app 1B431 170 24X Ficho 50-352.83/09/10, 

8305120320 


8309200170 Notification of cancellation of 030911 meeting u/util in 
Bethesda.MO to discuss requirements for resolution of 
geotechnical Issues 

MARTIN. R E Licensing Branch 2 03/05/10 SCHWENCER, A Licensing 

Branch 2 4pp 18540 239 24X Fiche 50-352,83/05/10,0305200170 


B309170167 Forwards draft responses b F9AR page changes re 
Instrumentation tc Control Sys Drench Requests for Addl Info 
421 5,421 6*421 7,421 16.421 30 6 421 50 In NRC 820829 ltr 
U/soveR oversize drawings Aperture cards in PDR 
BRADLEY* E J Philadelphia Electric Co B3/05/I2 8CHNENCER*A 

Licensing Branch 2 ISOpp 18463 017 24X Fiche 90-352,03/09/12* 

8305170107 


8309160343 Forwards draft responses b FSAR page changes In response 
to Mechanical Engineering Branch B30411 request for addl 
info re non-straight main steam line b Independent design 
verification program 

BRADLEY, E J Philadelphia Electric Co 83/05/13 SCHlIENCER, A 
Licensing Branch 2 42pp 18405,171 S4X Fjche 90-352.63/05/13, 
8305180343 


0305130402 Forwards draft change to FBAR Section 9 2 6 4 2 2 re spray 
pond natural evaporation per 830420 telcon Change to be 
formally i-nc orpora ted Into F8AR rev scheduled for June 1983 
BRADLEY, EJ Philadelphia Electric Co 83/05/13 SCHWENCER, A 
Licensing Branch 2 3pp 18486 009 24X Ftche 50-352,83/09/13* 

B305VeO4O2 
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0305100419 FcTUard^ draft rev« to r9spons«s ta Ciuaatians 430 66-430 72j 
430 75 te 430 114 re- dlascl generator ouiillar^ Chanses 

utlJ be formally Incorporated Into rev scheduled for 

1463 

BflAOLEY, E J Philadelphia Electric Co 33/03/13 SCHWENCER. A 
Llccnelna Branch 2 2ipp 16433 333 24X Flche 3iO-3S2>- B3/09/I3. 

6303130419 


03O31GO432 Foryards draft responses to Padicloalcal Aaseaement Branch 
request for add I inf-o S« draft FSAR changes resulting from 
B3O4S0 telcon u/MRC Schedule for forjnally incorporating 
changes into future F3AR revs noted 

BRADLEY, E J* Philadelphia Electric Cc 03/03/16 SCHl^ENCERrA 
Licensing Branch S 53pp 13466 126 24X Flche 30 -3 92i 83/03/164 

6303 16 0432 


0305230496 Forwards dreft revs to QA Branc h Questions 260 1 through 
S60 53 4( related FSAR changes per 830329 meeting Info ulll 
he incorporated into FSAR In -v/une 1963 

BRADLEY. E J Philadelphia Electric Co 83/05/19 gCHWENCER,A 

Licensing Branch 2 3l5pp JS333 336 24){ Fiche 30-332. 03/05/19. 

6303230496 


03052501 33 Forwards Amendi SO to OL applicatl on, substituting revised 
version of physical security plan Rev withheld (ref 
10CFR2 7901 

BRADLEY. E J" Ph 1 1 ade 1 p fi la Electric Cfl 83/03/20 DENTON. H R 
Office nf Nuclear Reactor Regulation. Director 3pp 16304 065 
24J( Flche 50-392.03/03/20,8305230133 


'8305S50135 Amend 30 to OL app 1 1 cat 1 an. sob stltutl ng revised version 
of physical security plan N/Certi f Icate of Svc 

KEUPER. J S Philadelphia Electric Co 83/09/20 7pp 163B4 068 
24X Fiche 30-392.03/05/20.0303230133 


0305270375 Fortwards revised draft change to Hydrologic ft Geotechnical 
Engineering Branch open item ra FSAR Section 926422 
Change will be formally Incorporated into FSAR rev In June 
1983 

BRADLEY. E x/ Philadelphia Electric Co. 83/09/25 SCHNENCER. A 
Licensing Branch 2 3pp 10644 296 24X Fiche 30-352. 03/05/23. 

8309270375 


C (ftlllty Envi r onmental Report (ER). amends 6 correspondence 


0303160001 Rev i2 to environ rept - OL stage One oversiie drawing and. 
Aperture card available in PDR 

a Philadelphia Electric Co 63/04/30 72pp 18440 030 24X 

Fiche 30-332.83/04/30.6309160001 


630319i039? Forward 1 Affidavit op Svc re distribution of Rev 19 tp FSAR 
Ic Rev 12 to environ rept. per DO Eisanhut 010706 J tr 
BRADLEY. E J Phi ladelph ia El ectr Ic Co 63/09/13 DENTON. H R 
Office of NuPlaar Reactor Regulation. Director 5pp 10500 027 
24X Fiche 90'‘352. S 3/05/ iOj 6303190359 


E NRC Safety Evaluation Report (BERli suppis 6 correspondence 


8304290013 Forwards draft fire protection section of SER based on 
review of util 830128 submittal of fire protection program 
through Amend 45 of OL application Thirty-four open Items 
require resolution 

aCHWENCER. A Licensing Branch 2 63/04/19 BAUER. E 0 

Philadelphia Electric Co 3lpp 18266'033 24Jf 
Fiche SO-353, 63/04/19. 6304290013 


8303020253 Forwards draft responses to Questions 440 3.440 4.440 3 U 
440 32 Responses also address item 1 of draft SER Scries 
440 Reactor Bgi BrancNi "ODYN Analysis of Pr issur 1 latl on 
Transients’* & item 3 of 820716 Itr re SER Section 4 4 
BRAOLEy.E J Philadelphia Electric Ce 83/04/27 SCHWENCER.A 
Licensing Branch 8. I5pp £8277 000 34X Fi che- 50-338i 63/04/27. 

8303020253 


0305020454 Forwards draft responses to Reactor Sys Branch draft SER re 
TMI Items II K 3 13. II. K 3 15, II M 3 16. II K 3 10, II K 3 21. 
rr K 3 22. J1 H 3 24. II K 3 23, II K 8 30. J I K 3 31 U 
II K. B, 49 Response will be Incorporated into FSAR revs 
BRADLEY. E J Phi ladelph U Elec trie Co 63/04/27 SCHMENCER, A 
Licensing Branch 2 J3pp 16263 207 24X FUho 50-352.83/04/27. 

8305020494 


0309170226 Forwards dreft res ponses to Reactor Bys Drench draft 8ER. 
Items 4 fc 9 re THI Action Items II K l 3 li H.K 1.10 
Responses will be formally incorporated into FEAR rev 
scheduled for June 1903 ^ 

BRADLEY. E.J Philadelphia Electric Co 83/03/11. SCMWENCER. A 
83031 2 16466 342 24X Fiche 30-352. 03/09/ U. 




8305180389 Forwards draft FSAR page changes re open items for Chiilril 
Technology Section draft BER re reactor coolant <« 
suppression pool it secondary containment atmosphere Changes 
to be Incorporated into Rev 20 to FSAR in Kay 1983 
BRADLEY. E J Philadelphia Electric Co 83/05/13 BCKWENCEft.A 
Licensing Branch 2 lOpp 18406 347 24X Fiche 50-392.63/05/11:1. 

8309100389 


B30S160431 Forwards draft responses to 8ER open items re drift flri 
protection section, per 830419 Itr Final responses & relatsd 
page changes will be submitted subsequent to 630510 U 19 
meetings 

BRADLEY. E J Phi ladelphla Electric Co 03/05/13 BCHNENCER.A 
Licensing Branch 2 67pp 10466 201 24X Fiche 50-392. 63/05/] Oi 

0309100451 


8305100414 Forwards Peach Bottom procedures supplementing util 030316 
response to Item 3 of Radiological Assessment Branch draft 
8ER Similar or Improved procedures will be developed for 
Limerick. 

BRADLEY. E J Philadelphia Electric Co 83/05/16 8CHWGNCER.A 
Licensing Branch 2 2pp 16482 007 24X Fiche; 50-000. 03/05/16. 

0309160414 


8305200619 Forwards F8AR page changes & draft responses prepared per 
Procedures & Test Review Branch draft SER open items, 

Respofites Ic F6AR page changes will be formally Incorporated 
into FSAR rev scheduled for June 1903 

BRAOLEY.E J Philadelphia Electric Co 63/09/10 aCHHENCW.A 
Licensing Branch 2 26pp 10920 095 24X Fiche 50-392. 63 /05/lB> 

8305200615 


6305310009 Forwards drift responses to personnel quel If icatlan BEit 
Items 1-3. mgt technology Items 1 & 2 & dreft rev to FEAR 
Bection 13 2 2 I 7 ri performance raview program Changes 
will be incorporated Into vfune 1983 FEAR rev 

BRAOLEY.E J Phi ladelphla Electric Co 03/05/29, SCHMENCER. A 
Licensing Branch 2 20pp 10693 243 24X Fiche: 90-392, 63/05/85. 

0305310009. 


0309310045 Forwards draft responses to Core Performance Branch drift 
BER Items t through 4 & 6 through 11 PEAR Chapters 4,9.6 Ic 
19 will be revised to incorporate latest approved revs to 
OESTAR II in June 1983. 

BRAOLEY.E J Philadelphia Electric Co 03/09/29. SCHNENCER.A 
Licensing Branch 2. I6pp 18693 260. 24X Fiche, 90-392. 63/05/S5. 

8309310049 


F. Security, medical, emergency U fire protection plans 


0309110072 Notification of 830910-19 meetings w/utll In BethtidiiHD H 
dlfcuis fire protection issues 

MARTIN, R E Licensing Branch 2 83/05/09 SCHWENCEftiA. Llctmlri 

Branch 8 3pp 18419 360 24 X Fiche. 50-392, S3/09/09» 6309110072 


0305110034 Generic Ltr 03-21 to all licensees of operating reaetbrij 
eppllcants for OLs it holders of CPt re elar if Icatlon of 
access to control procedures for law anforcement vielt* 

Sve list encl 

EISENHUT, D 0 Division of Licensing 03/09/1 j Conso 1 Idilfd 
Edison Co of New York, Inc 16pp 18540 095 24X 

Flche 90-000. 83/05/11, 8309110034 


6305180451 Forwards draft responses to SER open items re draft flT> 
protection section, per 83041? Itr Final responses it related 
page Changes will be submitted subsequent to 830916 fc 19 
meetings 

BRADLEY, E J Philadelphia Electric Go 03/09/13 6CHUENCER«A 
Licensing Drench 2 67pp 10406 201 24X Fiehs. 50-352, 03/09/13. 

6309160491 


6309290133 Forwards Amend 90 to DL app 1 icatlon, sohstl tuting revliif 
varilon of physical security plan Rev withheld (ref 
lOCFRZ 790) 

BRADLEY, E J Philadelphia Electric Co. 83/05/20 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director. 3pp. 1B984‘041 
S4X Flche 90-352.03/05/20.0305290133 


—0309290135 Amend 90 to OL app 1 Icatlon. lubsti tuting revised verilon 
of physical security plan W/Certi f Icate qf 8vc 

KEUPER, J a Philadelphia Electric Co. 83/05/20 7pp 1650(048 
24X Fiche 90-392.83/05/20.8309290133 


0 Adjudicatory correspondence 


B30302D441 Answer opposing Limerick Ecology Action. F Romano If H UssI* 
further particular i zatlon of conditional 1 y admitted 
contentions Neither specificity nor bases provided for 
■contentions Certificate of 8vc encl 

WETTERHAHN.M J PhiladelphUElectrlcGo WETTER HAN M. M. ^ ConntT b 
NStterhahn 83/04/27 Atomic Safety and Licensing Board PantL 
4 app 10203.092. 24X Flche 90-392,03/04/27,0305020441 


DOCKETED ITEMS 


249 


0305040470 Nsu info contantion ra inadociuate util mgt Repeated 
car • leiireftii mel functioning «af cty-related equipnient l< 
util rexponie advertelg reflect on mgt capability 
ROMANOiP R Air and Water Pollution Patrol B3/04/27 
Coovmiff loners Ip 10322 20& 24X Fiche 50-352,83/04/27. 

8305040470 


0305020405 Notice of ASLAB reconstltut i on CN Koh 1 • cha Irman ti OJ £dles 
RL Ootchy, member* 

TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 03/04/28 
Ip 10273 0A6 24X Fiche 50-352. 03/04/20. 0305020405 


0303030563 Forward* joint repti on status of emergency planning reviews 
&« schedule re oniite & offsite emergency planning 
contentions. status of discovery & suggested Items for 
discussion at 830509 prehearing conference 

HETTERMAHN.M J Conner 8* Wetterhahn WETTERHAHN. H J Philadelphia 
Electric Co 03/04/29 BRENNER. L i MORRIS. P A . COLE. R F Atomic 
Safety and Licencing Board Panel 7pp 18306 118 24X 

Flcftt: 50-352. 83/04/29. 8305030563 


0305030550 Memorandum 8i order AUAB~726, reversing A8LB 030427 Decision 
LBP-a3-25 Si remanding Del-Aware 630308 request for 
late-filed Contention V-26 to ASLB for disposition on 
nsrl ts. 

BHOCMAKJERrC J Atomic Safety and Licensing Appeal Panel 63/05/02 
Atonic Safety and Licensing Board Panel 7pp 16306 140 24X 

FI C h • 50-352, 03/05/02, 8305030550 


0305060470 Provide* update of status of conditionally admitted non-PRA 
contention* 

WETTERHAHN, M J Conner it Wetterhahn WETTERHAHN. M J Philadelphia 
Electric Co 83/05/03 BRENNER. L , COLE, R F , COLE.R F Atomic 
Safety and Lleenelng Board Panel 7pp 10348 230 SAX 
FI C6 • 50-352, 03/05/03, 0305060470 


8305060339 fla»pon«« to Limerick Ecology Actlon/Alr 6 Water Pollution 
Patrol epee of conditionally admitted contentions 
Contantion* 1-0,1-15 6 1-30 admissible PRA contentions 
shoirld be denied Certificate of Sve encl 

HDDODON. A P Hearing Branch S 03/05/04 Atomic Safety and 
Licensing Board Panel S3pp 10344 005 24X Fiche 50-352,03/05/04. 

6305060339 


93030'?0476 Advises of change of address Sve list should ba amended 
accordingly 

ELLIOTT, C.W Brose it PoiulitlHo 03/05/06 NRC - No Oetalled 
Affiliation Oiven Ip 18360 238 24X Flcha 50-352,03/05/06. 

0305090470 


63O51SO270 Forward* status rept on draft emergency plan preparation 
AUi T Y Pennsylvania. Commonwealth of. 03/05/09 OrENNER, L ■ 
COLE.R F , MORRIS, P A Atomic Safety and Licensing Board Panel Ip 
10427 257. 24X FI ch B . 50-352, 83/05/09, 83051 20270 


—8303120200 Status rept re preparation of draft emergency plans 
Cartificate of 8vc encl 

AU* T Y Pennsylvania, Commonwealth of, 03/05/09 4pp, 
18427 258 24X Flche 50-352.03/05/09,0305120270 


D305120296 Forwards JI ftuttenberg notice of appearance it AJ Nogee 
notice of withdrawal of appearance Certificate of Sve end 
RUTTENBERO, J I Keystone Alliance 03/05/09 BRENNER, L . 
HORRISrP A , CDLEj R F Atomic Safety and Licensing Board Panel 
5pp 10430’ 17i 24X Flche 50-352,03/05/09.0305120296 


0305160174 Notice of appearance in proceeding Certificate of Sve encl 
BUSH, M W Philadelphia, PA 03/05/09 5pp 10446 060 24X 

Flche. 50-352, 83/05/09, 0305 160174 


8305160177 Notice of appearance in proceeding 

LEWIS, K S Philadelphia, PA 83/05/09 2pp 10444 034 24X 

Fiche 50-352, 83/05/09, 8305160177, 


B305170533 Response to ASLB 030321 order advising that Commonwealth of 
PA.Ofc of Consumer Advocate Intends to participate in 
proceeding 

WERSANiD. Pennsy Ivanla, Commonwealth of, 83/08/10 BRENNER, L 
Atomic Safety and Licensing Board Panel ip 10467 355 24X 

Flche 50-352,03/05/10,0305170533 


0305170530 Order directing util, NRC it Air it Water Pollution Patrol to 
jointly supply ASLB w/IE Insp Rept 50-353/76-06, notice of 
violet i on. uti 1 response t other documents re scope of reeiam 
of weld* by particular inspector 

BRENNER, L. Atomic Safety and Licensing Board Panel, 03/05/13 
Philadelphia Electric Co 3pp 18469 025 24X 

Fiche: 50-352,83/05/13, 0305170530 


8305100136 Memorandum 6 order confirming schedules established at 
030509-11 special prehearing conference NRC ordered to rept 
on FEMA schedule for reviewing plans it NRC schedule for 
issuing SER. first EER supp 1. PRA. DEB it FES 

BRENNER, L Atomic Safety and Licensing Board Panei 83/05/16 
lOpp 18490 0i 2 24X Flche 50-352.03/05/16,8303100136 


0305240516 First set of interrogatories on pressurized thermal shock 
contention Certificate of Sve end Related correspondence 
LEWIS, M I Leu/ll. M 83/05/19 Office of the Executive Legal 
Director ip 1B371 175 24X Fiche 50-352.83/05/19.8305240916 


8309260181 Forwards IE Insp Rept 50-353/76-06. not ice of violation ft 
util response, per ASLB 030513 order re 0A documents Comments 
on insp repts, notices of violation & interrogatories 
received on 030510 W/o end 

ROMANO, F R Air and Water Pollution Patrol 03/03/19 DRENNER.L 
Atomic Safety and Licensing Board Panel Ip 18599 261 24X 

Flche 50-332. 03/C5/ 19, 0305260101 


0309230239 Advises that FEMA is discussing time needed to review 
Pennay Ivanla Emergency Mgt Agency emergency plan w/FEMA 
raglonal ofc NRC schedules for issuance of BER.SER suppl, 
pRA. 0E8 it FE8 unchanged 

VOOLERiO H Hearing Branch 2 03/09/20 BRENNER. L . MORRIS. P A . 

COLE, R F Atomic Safety and Licensing Board Panel 2pp 10939 004 
24X Fiche 30*'332. 63/09/20. 0305230239 


8309240407 Forward*, in response to ASLB 030513 order for BA documents, 
IE Insp Rapt 50-353/76-06 ft related documents 

WETTERHAHN. M J Conner ft Wetterhahn, WETTERHAHN, M 3 Philadelphia 
Electric Co B3/05/20 BRENNER. L , MORRIS, P A . COLE. R F Atomic 
Safety and Licensing Board Panel 07pp 18972 166 24X 

rich* 50-392,03/05/20.8305240409 


0305260322 Response to ASLB 030916 scheduling order Addi statement ro 
NRC use of PRA ft rept on nURE< 5-0737, Item II K 3 10 end 
Schedules for NRC Issuance of document* discussed at second 
special prehearing conference valid W/C»rt if icate of Sve 
HODODON. A P Hearing Branch 2 83/05/24 9pp 10625 019 B4X 

Flche 50-352. 03/03/34. 8309260322 


*8309260327 Foriuards evaluation of BWR Owners Oroup generic response to 
NUREO-0737. Item II K 3 10. "Mod of Automatic 
Depressurization Gy* Logic - Feasibility for Increased 
Diversity of Gome Event Sequences " Response requested 
9CHWENCER, A Licensing Branch 2 03/03/23 BAUER.E 0 

Philadelphia Electric Co 9pp 10629 020 24X 

Fiche 90-392, 03/05/24. 0305260322 


*8304140161 Forward* safety evaluation of mods proposed by flWfl Owners 
Oroop re NUflEO-0737, Item II K 3 10, "Mod of AD3 Logic ” 

Two options proposed acceptable W/o end 

HOUSTON, R W Assistant Director for Reactor Safety 03/04/01 
LAINAS.O C Assistant Director for Safety Assessment 2pp 
10625 037 24 X Fiche 90-392,83/09/24.0305260322 


0309310013 Supplemental motion to reopen ft/or to admit new Contentions 
V-27 L V-2S re feasibility of providing water to plant by 
startup Certificate of Sve encl 

aUOARMAN. R J Del-Aware Unlimited, Inc SUOARMAN. R J Sugarman. 

R J, 63/05/24 Atomic Safety and Licensing Board Panel 17pp 
10693 263 24X Flche 30-392.03/09/2410303310013 


K General correspondence 


0309240316 Requests MW Bush ft K Lewis be added to OL proceeding sve 
list for City of Philadelphia Sve will replace former 
managing director, W Ooodt 

BUBH.M W Phi ladelphla, PA 03/09/19 BRENNER, C , COLE.R F , 
MORRIS, P A Atomic Safety and Licensing Board Panel 4pp 
18948 197 24X Fiche 90-392*83/09/19,0309240316 


K Utility Final Safety Analysis Report IFSAR) ft amends 


8301310260 Forwards Rev 16 to FSAR 

BRADLEY. E J Ph 1 1 adelphia Electric Co 03/01/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director app 16967 246 
24X Flche, 90-352, 83/01/28, 8301310260 


— 0301310274 Rav 16 to Limerick Generating Station, Units 1 ft 2 FSAR. 
a Philadelphia Electric Co 03/01/31 442pp 16967 333 24X 

Fiche 50-392,03/01/20,8301310260 


8309160117 Rev 19 to FSAR 

a Philadelphia Electric Co 03/04/30 626pp 10440 107 24X 

Fiche, 50-392. 83/04/30, 0309160117 
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a303l90339 Forwards Affidavit of Svc re distribution of Rev I*? to FSAft 
& Rev 12 to environ Te{>tiper DO Elsenbut 810706 Itr 
SRADLEV^E J Philadelphia Electric Co 03/03/ i 3 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 3pp 1-0900 027 
24X Fiche 50-352, 03/O3/£ 3, 0303190339 


Q ijispactJoni reports, IE Bullvtios & correspondence 


8212060385 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Suscepblb i 1 1 ty to Exothermic Chemical Reaction " Svc list 
etic 1 

TAYLOR, J f1 Division of* Safeguards «< inspection Programs (Post 
8301031 03/03/31 Consolidated Edison Co of New York, Inc 

112PP 18308 319 24 X Flcho 50-000,83/03/21.8212060383 


0303040021 IE Info Notice 83-21. ^‘Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 18439 155 24X FI c he SO'OOO, 03/04/15. 030304002 i 


8303040023 IE Info Notice 83-22, "DWR 8af ety /Rel i ef Valve Failures 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 83/04/22 Consolidated Edison Ce Of New 

York, Inc il2pp 18303 089 24X Fiche 50 - 000 . 83/04/22. 8 303 04 0023 


8303040025 IE Info Notice 03-23, ''Inoperable Containment Atmosphere 
8en«lng Eye " Svc list end 

JORDAN, E U OlvJsiein of Emergency Preparedness «• Engineering 
Response IPnst 830103) B3/04/S5 Consolidated Edison Co of New 

York. Inc ll9pp 18381 291 24 X Fie he 50-000,83/04/23.8303040025 


6305050202 Informs that changes to Resemount transmitters ulIJ be 
completed by 840701 for Unit 1 prior to fuel Load for 
Unit 2 Info completes response to JE Bulletin 00-16 
KEMPER, J 3 Philadelphia Electric Co 03/04/29 KAYNBS, R C 
Region I, Office of Director 3pp 16341 078 24X 

F 1 c )1 e . SO -3 52. a 3 /04 /29, 830505020 2 


8305060057 Notification of significant licensee 830502 meeting In 
Ph i ladelph i a, PA to discues results of SALP 

TRIPP, L E Region J, Office Of Director 83/04/27 Division of 
Project & Resident Programs Ip 18334 362 24X 

Fie lie 50-3 52, 83/04/27,8305060057 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PNR$ " Svc list end 

JORDAN, E L Division ef Emergency Preparedness it Engineering 
Response (Pest 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llDpp 18382 047 24X Fiche 50-000,83/04/28,8303040026 


0303040027 IE Info Notice 83-29. "Etandhy Gas Treatment Sys Heater hfsgh 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc 110pp 18382 165 24X Ficha 50-000.83/04/28.8303040027 


6303040028 IE Info Notice 83-26, "Failure of Safe ty/Re lief Valvd 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response IPost 830103). 83/09/03 Consolidated Edison Co of Neu 

York, Inc 122pp. 18441 170 24X Fiche 50-000,83/09/03,8303040026 


63D304D030 IE Info Notice 83-S7, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
E<iulpmint " Svc list end 

JORDANpE L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

Vork. Inc 112PP 18362 202 24X Fiche 50-000,03/05/04,6303040030 


8303040031 fE Info Notice B3-28. "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list enc 1 
JORDANfE L Division of Emergency Preparednese & Engineering 
Response (Post 830103) B3/0S/D4 Consol idattd Edieon Co. of New 

York, Itic ll7pp 18441.001 24X Fiche 50-000, 83/09/04, 8303040031 


6303040033 IE Infe Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Da format! an " Svc list end 

JORDAN.E, L Division ef Emergency Preparedness it Engineering 
Response (Post 030103) 03/03/06 Consolidated Edison Co of New 

Yortr Inc llSpp 18923 240 24X Fiche 50-000,83/05/06,8303040033 


8303040034 IE info Notice 03-30, "Kisappl ication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end. 

J0R0AN,E L Division of Emergency Preparedness •t. Engineering 
Respanse (Post S30I03J 83/05/11 Consolidated Edison Co of New 

York, Inc ll4pp 18524 003 24X Fiche: 50-000, 83/03/1 1, 8303040034 


0303040040 IE Info Notice 03-31, "Error In ADLPIPE Computer Progran ^ 
Svc list end 

JDRDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of Kie 

York. Inc 114pp 18697 007 24X Fiche 30-000,83/09/19.83030400+? 


8305240489 Forwards, in response to A3LD 830513 order for QA docLinsAU, 
IE Insp Rept 50-353/76-06 & related documents 

UETTERHAHN, ht J Conner & Netterhahn 83/05/20 BRENNER, L Aloile 
Safety and Licensing Board Panel B7pp 10572 166 24X 

Fiche 50-352, 03/05/20, 0305240489 


8303040046 IE Info Notice 03-33, "Nonrepr esentat ive Dimpling of 
Contaminated Oil Svc list end 

JORDAN, E L Division of Emergency Preparedness + Engineering 
Response (Post 830103 ) 83/09/26 Consolidated Edison Co of 

York, Inc 114pp 18647 007 24X Fiche 50-000,83/09/2(^,8303040044 


T Hearing transcripts on non-anti trust matters 


8305160035 Transcript of 030509 prehearing conference in PblladelpMi, 
PA Pp 4. 039-4. 167 

• Atomic Safety and Licensing Board Panel 83/05/09, I32pp, 

18456 094 24X Fiche 50-352,83/05/0918305160035 


8305160173 Transcript of 830310 hearing in PM ladelphia, PA 
Pp 4,160-4,399 

• Atomic Safety and Licensing Board Panel 83/03/10 228pp 

10445 IBO 24X Fiche 50-352,03/05/10.8305160173 


8305160016 Transcript of 830511 prehearing conference in 
PhlUdslphla.PA Pp 4,396-4,529 

e Atomic Safety and Licensing Board Panel 83/09/11 I35pp 
18493 169 24X Fiche 50-352,03/05/11,8305160016 


DOCKET 90-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


A Appl ication/construction stage documents & correspondence 


6309130096 Forwards draft responses to Auxiliary Sys Drench Oueitlint 
410 00 - 410 104 Info discusses Rev 14 to F6AR r« detection 
of leakage through spent fuel pool liner it continuous 
occupational exposure during normal operations, 

BRADLEY, £ J Philadelphia Electric Co 03/05/09 9CKHENCER, A 
Licensing Branch 2 12pp 18438 045 24X Fiche 50-393, 83/0 9/09< 

0309130096 


0 Adjudicatory correspondence 


8304040470 Order extending time until 030420 for Commission to act to 
review ALAD-701 Commissioner Ahearne dissenting vi'ews tncl. 

CH1LK,8 J Office of the Secretary of the Commission 83/03/31 
Commissioners 3pp 17807 049 24X Fiche 50-000,03/03/31, 

8304040470 


0309060290 Order extending time until 030513 for Commliiion to act te 
review ALAB-701 

HOYLE, J C Office of the Secretary of the Commission 83/05/09 
Commissioners Ip 18349 196 24X Fiche 50-000,83/09/05, 

B309060290 


0305130060 Response opposing intervener motion for recusetion. Motion 
does not specifically discuss reasons why prior activities 
may constitute conflict of Interest 

PALLADINO, N J Commissioners 83/05/11 2pp 18436’ 828 24X 

Fiche 50-000,83/09/11,8305130060 


0309130061 Order extending time until 830920 for Commission to act 10 
review petition for review of ALAB-701 

CHlLKiS J Office of the Secretary of the Commission 03/05/12 
Commissioners ip 18437 033 24X Fiche 50-000,83/05/12, 

8305130061 


8305200960 Order extending time until 830527 for Commission to act tP 
review Intervener 821227 petition for review of ALAB-701 
CHILKrS J Office of the Secretary of the Commlislon 83/05/19, 
Commissioners Ip 18914’ 283 24X Fiche, 90-000, 83/09/19. 

8309200560, 


8309310017 Memorandum it order to hold decision in ALAB-701 in abeyant# 
until Commission completes review of u mill tailings pile 
requirements 8< of rulemakings to conform commission 
requirements to EPA stds Beparate J Ahearne statement end. 

CHILK, S J Office of the Secretary of the Commission 83/09/27 
i4pp 18693 311 24X Fiche 50-000,83/05/27,8303310017 
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1 Tin^ncial information 


8303200067 Foruirdt Annual Financial Heptv for 1902 

Ff^VLlfVOiR Public Scrvicff Electric 8< Oae Co of New Jersey 
03/03/17 Office of Nuclear Reactor Regulation^ Director Ip 
10316,198 24X Flche 30<-000. 03/03/ i7< 0303200067 


0 Irtipecbion reports^ IE Dulletins b correspondence 


8303160003 Foruardi IE Insp Rept 30-334/03-03 on 030301-0417 b notice 
of violation 

STAROSTECKIf R Division of Project & Resident Programs 03/03/02 
MARTlff^'T J Public Service Electric b Oas Co of Ne<iJ Jersey 2pp 
1B43I 007 24X Flche SQ-334> 03/03/02. 0303160003 


--3309I60097 Notice of violation from insp on 030301-0417 

e Division of Project b Resident Programs 03/09/02 ip 
IS431 009 24X Flche 90'334. 03/05/02. 9309160003 


--0309160091 IE Insp Rept 90-334/03-03 on 030301-0417 Noncomp 1 lance 
noted failure of DC insp to Identify HVAC ducti^erk support 
d 1 screpanc les 

BATEMAN. W H . TRIPP, L E Region 1. Office of Director 03/04/26 
I4pp- 10431 OtO a4X Flche 30-334,03/03/02,8303160083 


8305170407 Act receipt of 030400 Ur informing NRC of steps taken to 
corract vlalatlone noted in lE Insp Rept 30-334/83-02 
aTAROSTECKI, R Division of Project b Resident Programs 03/03/11 
HARTINjT J' Public Service Electric b Oas Co of Nesf Jersey Ip 
10469,390 24X Flche 90-394,03/09/11.0309170487 


— 0309170490 Responds to NRC 830311 Ifcr re violations noted in IE Insp 
Rtpt 90-:394/a3-02 Corrective actions concrete placements in 
question covered w/molstened burlap Curing period extended 
addl 4 days 

MARTIN, T J Public Service Electric b Oas Co of New Jersey 
03/04/08 HAYNES, R C Region 1. Office of Director 2pp 
10469 399. 24X Flche 90-334,83/09/11.0303170407 


R. Periodic operating reports b related correspondence 


0309290307 “Monthly Status Completion Rept for Apr 1903 “ Fuel load 
schaduled for Jan 1706 Const progress approx 67 B3K 
eojnplete at end of Apr 1903 

UANORIEU.P R H public Service Electric b Oas Co of New Jersey 
83/09/19 TRIPP, L E Region 1. Office of Director Ip 10309 391 

24X Flche 90-334.03/09/19,0309230307 


8 Reportable occurrences. LERs b related correspondence 


0309030499 PNB-1-B3-010 on 830427. Dech to 1 safety representative 
racflved telephone call that bomb located in reactor 
8earch of reactor bldg conducted u/negative results Police 
notified No press release planned 

HCKEOMNrL . KUBHNER. W . JQYNER. J Region 1. Office of Director 
03/04/20 Ip 10294 190 24X Flche 30-394,83/04/20.8303030499 


0309060470 Deficiency rept re scribed lines on small bore piping 
resulting In sharp discontinuities Initially reported on 
030124 Repairs will involve replacing p 1 pe. bl end ing out 
scribe line or welding Completion expected by 030930 
martin, T J Public Service Electric b Oas Co of New Jersey 
03/04/20 ALLAN. J M Region 1. Office of Director 3pp 
10348 080 24X Flche. 30-394, 03/04/20. 8309060470 


S30911O259 Significant const deficiency rept re weld defects in Class 
IE cab Inets. Ini tlally reported on 030129. Bat ley Controls Co 
reuoTlied all affected cabinets. 

MARTIN. T J. Public Bervice Electric b Oas Co of New Jersey 
03/09/02 AtLAN, J M Region 1, Office of Director 2pp 
10393.179. a4X Flche 90-394.83/09/02,0309110239 


6309120384 Interim significant const deficiency rept re mechanical 
shock arrest or brackets supplied by ITT Orinnell w/ 
po-tential interference problems Initially reported on 
030413 Affected parts returned to ITT Orinnell for rework 
MARTIN Public Service Electric b Gap Co of New Jersey 03/09/09 
ALLAN. J N. Region 1, Office of Director 2pp. 18433 079. 24X 

F i Ch t : 50-394. 83/09/03. 0303120304 


V dperator Examinations 


6309310189 Informs that Initial licensing exams will be given to 28 
senior reactor operators b 20 reactor operator candidates 
In Nov t9BS, per Generic Ltr 03-01 Instructor certification 
exams scheduled for Jul 1909 for eight candidates 
MlTTLrR L. Public Service Electric b Gas Co. of New Jersey 
03/O9/i3 SCHNENCER.A, Licensing Branch 2 Ip. 10698 ISO 24X 
FJchei 30-394. 03/09/13, 0309310189. 


DOCKET 90-333 HOPE CREEK NUCLEAR STATION. UNIT 2 


0 Adjudicatory correspondence 


0304040470 Order extending time until 830430 for Commission to act to 
review ALAD-701 Commissioner Ahsarne dissenting views end 
CHILK, S J Office of the aecretary of the Commission 83/03/31 
Commissioners 3pp 17807 047 34X Flche 90-000.03/03/31, 

8304040470 


0303060290 Order extending time until 830313 for Commission to act to 
review ALAB-701 

HOYLE, JC Office of the Secretary of the Commission 83/05/oS 
Commltsioners jp 10343 176 24X Flche 90-000, 03/09/09. 

0303060230 


0303130060 Response opposing Intervenor motion for recusation Motion 
does not specifically discuss reasons why prior activities 
may constitute conflict of Interest 

PALLADINO, N J Comml is loners 03/03/11 2pp 10436 228 24X 

FiChe 30-000,03/03/11,0303130060 


0009130061 Order extending time until 030520 for Commission to act to 
review petition for review of ALAD-701 

CHILK, 8 J Office of the Secretary of the Commission 63/05/12 
Commisaioners Ip 10437 033 24X Fiche 30-000,63/09/12, 

0303130061 


0003200960 Order extending time until 030527 for Commission to act to 
review intorvenor 021227 petition for review of ALAD-701 
CHlLKiS J Office of the Secretary of the Commission 83/09/17 
CommUfiloners ip 10914 200 24X Fiche 30-000,63/09/17, 

0309200960 


0009010017 Memorandum b order to hold decision in ALAB-701 in. abeyance 
until Commission completes review of U mill tailings pile 
requirements & of rulemakings to conform Commission 
requirements to EPA stds Separate J Ahearne statement end 
CHILKt 8 J Office of the Sfcretary of the Commission 83/03/27 
I4pp 106S3 311 24X Flche 90-000,83/03/27,8309310017 


8 Reportable occurrences, LERs b related correspondence 


0309060470 Deficiency rept re scribed lines on small bore piping 
resulting in sharp discontinuities Initially reported on 
830124. Repa irs will involve replacing p ipe, 6 lend ing out 
scribe line or welding Completion expected by 030930 
MARTIN.T j Public Service Electric b Gas Co of New jersey 
03/04/26 ALLAN, JM Region 1, Office of Director 3pp 
18340 080 24X Flche 50-334,83/04/20,0309060470 


63091102SS Significant const deficiency rept re weld defects in Class 
lE cabinets Initially reported on 830125 Dailey Controls Co 
reworked all affected cabinets 

MARTIN, T J Public Service Electric b Gas Co of New Jersey 
03/09/02 ALLAN, J M Region 1, Office of Director 2pp 
10393 173 24X Fiche 30-354,83/03/02,0305110253 


0309120384 interim significant const deficiency rept re mechanical 
shock arrest or brackets supplied by ITT Orinnell w/ 
potential interference problems Initially reported on 
030413 Affected parts returned to ITT Orinnell for rewoTk 
MARTIN Public Service Electric b Gas Co of New Jersey, S3/OS/05 
ALLAN, JM Region I, Office Of Director 2pp 18433 077 24X 

Flche 90-354,03/03/03,0309120304 


docket 30-350 WILLIAM H ZIMMER NUCLEAR BTATION, UNIT I 


A App 1 1 catlnn/constructl on stage documents b correspondence 


0309190166 Fnnwards draft rev to organlxation (Criterion I) section of 
F0AR Chapter 17 1, “OA Program for Design b Const Phase “ 

Draft reflects current commitments for remainder of ZPS-l 
Guidance written per SRP, Rev 2 

DOROMAMN, E A Cincinnati Gas b Electric Co 82/10/15 
KEPPLER.JO . HUNTER, D Region 3, Office of Director l6pp 
10502 219 24X Flche 90-350,02/10/19,0303190160 


03091901-90 Responds to 021228 Ur roquesitng supplemental info to 
021126 ltr roquesting approval for Bechtel to conduct 
Independent review of plant mgt Assessment program includes 
issues covered in 081112 order to show cause 
DICKHONER. W H Cincinnati Gas b Electric Co 83/01/03 
KEPPLER, JG Region 3, Office of Director 67pp 10308-074 24X 

Fiche* 90-39B. 03/01/03, 0305 190 190 
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6305090542 Partial respon#* to FOSA raquest far transcript of 
CofTiffllssion flieetinji discwsslng 82U12 order h documents 
supporting NRC r if commandatlona to CoRinnlssian re issuance of 
order Forujrds Af p B documents Ap p A document* in PDR 
FEt,TOMi J M Division of Rules and Records 03/03/17 SAMPrR A 
Shaui< Plttrtan* Potts Troubridge 4pp 16363 136 34X 

Flche 30-3501 83/03/ 17» 6305090342 


— 0305090345 Submits Interim rept of Matl Board Notification ASiME Code 
related const at facility. per State of OHjDIv of DoJler 
In-sp 

MCDONALD. D G Ohio. State of 62/03/13 MILAN. D M Ohio. State 
of 76pp 10363 140 24}( Flche 30-3301 03/03/17. 9303090346 


— 6305090361 Submits Natl Board Audit Interim Rept 3 re ASME Cede related 
const at facllityiper State d f OH Blv of Dollar Insp Rept 
covers activities from 920607-0930 

MCDONALD. D J , ALLISON# C H . BULLIVAN.M F Ohio. State of 
92/09/30 MILAN. D M Ohio. State of i0pp 16363 36l 24X 

Fich* 50-350,83/03/17.8305090542 


B305260397 Addl response t« FDIA request for transcript* of Commission 
821029.1109 «< 12 meeting* re issuance of 8^1112 shouj cause 
order supporting documentatioTi Foruarde App A documents 
App 0 documents withheld (ref fOIA Exemptlan 3) 

FEU TON. J M Division of Rules and Records 03/03/20 SAMP.R A 

Shaw, Pittman. Pott* & Trowbridge 4pp 10647 294 4?4X 

F 1 c he 30-336. 93/03/28. 6305260397 


— 0305260401 Forwards press re 1 aas e. witness list & J Keppler final 
testimony for 020914 hearing on status of NRC review of 
const activities at facility 

KANMERER.C Office of Congressional Affairs 62/09/13 
PALLADina. N . GILINSHV', V # AHEARNE. J Commi asiotiers Ip 
18647 299 24X Fiehe 50-358, 83/03/26. 0303260397 


6303190270 Amend 147 to application for OL# cons 1 sting of Rev 93 to 
FSAR 

OOROHANN, £ A Cincinnati Oa* 1. Electric Co 03/03/31 DENTON. H 
Office of Nuclear Reactor Regulation. Director 2pp 19501 157 
24X FI Che 50-330.83/03/31.6305190270 


>•-8309190201 Rev 93 to FBAR 

*> Cincinnati Oa* b Electric Co 83/03/31 79pp ISSOl 159 S4X 
Flche 50-350.83/03/31.8303190270 


03O5D2O432 Responds to questions raised in NRC 630404 1 tr re contacts 
w/flechtel on Zimmer project List of Bechtel revenue* to OA 
Technologies encl 

NEYLAN.A J Torrey Pines Technology 83/04/03 OICKHONER.W H 
Cincinnati Ga* U EJocfcple Oo 4pp 10201 218 24X 

Flche 30-350. 63/04/05. 6305 020432 


0305020435 Requests Itr* b documents referenced Iti NRC transcript of 
030326 public meeting 

NEYLAN.A J GA Technologies, Inc /General Atomic CP 03/04/15 
DICKHONER.M H Cincinnati Oa* it Electric Co Ip 18201 252 ^4X 

Flche 50-350.63/04/15,9305020435 


6305020367 Forwards advance copy of "Program Plan for Independent 
Revleii of Zimmer Project Mgt " Plan will be discussed at 
930423 public meeting In Cine i nnat 1 , OH 

NEYLAMiA j Torrey Pine* Technology 63/04/21 DICKHONER.W H 
Cincinnati Oas i Electric Co Ip 1BS76 250 24X 

Flche 90-359103/04/21.8309020367 


— 03O5O2O366 0A-C17044, "Program Plan for Independent Review of Zlntmer 
Project Mgt 

« Torrey Pines Technologg 03/03/31 39pp 19276 291 24X 

Flche 50-390,03/04/21.0303020367 


8303030529 Application for Amend 140 to OL appi I cation. c oosistlng of 
Rev 94 tn FSAR 

BDRGMANN. E A Cincinnati Oa* it Electric Co 83/04/29 DENTON. H 
Office of Nuclear Reactor Regulation. Director Spp 18298 396 
24X Fiche 90-358.63/04/29.0305030929 


0309110116 REPORT OF THE EVALUATION TEAM ON THE QUALITY OF CONBTRUCTIOM 
AT THE I INNER NUCLEAR POWER STATION 

a NRC - Na Detailed Affiliation Given NUREG-0969 83/04/30 
391pp 10416 001 24X Flche 90 -asa. 63/04/30. 83051 101 1 0 


8305120022 Notification of 630601-03 meetings w/utll in ha scow. OH for 
site audit af envlrein qualification of saf e ty-re lated 
electrical equipment 

lilNTNERiL L Licensing Branch 1 03/05/03 VQUNQ BLOOD. D J 

Licensing Branch 1 4pp 16443 270 24X Fit be. 50 -358. 93/05/03. 

0305120022 


6309040323 Qoard Notification 93-057 forwards differing prof opinions 
re syi interaction S. safety classification Info relates to 
Board Notifications 03-17 b 03-44 re Unresolved aafety Issue 
A-17 

EISENHUT, D O. Division of Licensing 03/09/04 PALLAD1N0,N 
Commissi on ere 22pp 10337 139 24X Flche 90-000.03/05/04. 
0309040323 


63G9170990 Respond* to 930107 Itr requesting concurrence in perforaLnf 
addl work activities not in violation of 821112 show cause 
order & order immediately suspending const Listed activities 
not saf ety-’reiatad b may be undertaken 

WARMICR.R F Region 3. Office of Director 83/05/06 BORONAKM.E A 
Cincinnati Oas b Electric Co 9pp 18469 153 24X 

Flche 90-358103/09/06,0305170590 


—83 05170593 Requests that work activities not In violation of 021112 
order ta show cause b order to Immediately suspend essential 
const be allowed to continue Activities to be perforned 
listed 

DaRONANN. E A Cincinnati Gas b Electric Co 03/01/07 
KEPPLER.J O Region 3. Office of Director 9pp. 19469.156 S4X 
Flche- 50-350, 03/05/06. 0305170550 


6305090659 Generic Ltr 83-20 to all operating reactor licensees i 
holders of CP* re Integrated scheduling for imp lamentation 
of plant mods 8vc list encl 

EISENHUT. 0 Q Division of Licensing 03/09/09 Coniolldated 
Edison Co of New York. Inc l^fp 18627 153 24X 

Fiche 90-000f 83/09/09. Q30S090699. 


6303130111 Forwards Certificate of Sve for License Amend 148 In fopa ol 
Rev 94 to FBAR 

WILLIAMS, J Cincinnati Gas b Electric Co 03/05/09 DENTON, HR 
Office of Nuclear Reactor Regulation, Director 2pp 18438 009 
24X Fiche 50-350,63/09/09,0309130111 


0305170093 Board Notification 03-62 forwards NRC evaluation team 
independent assessment of installed saf ety-related 
equipment M/o rept 

NOVAK. T M Division of Ulcenslng 03/09/10 Atomic Safety ani 
Licensing Appeal Panel 7pp 18495 317 24X Fiche* 50-396. 83/05/10. 

8305170093 


—8305170098 Forwards NRC evaluation team rept (NURB0-0969I re Obsll* 
hardware evaluation conducted 630124-0304 N/o and 
D1RCK0. N J Office of the Executive Director for Operationi 
83/09/04 PALLADIMD, N . OILINBKY, U . AHEARNE. U Conml s* loner I 
Ip 16499-323 24X Flche 90-358. 83/09/10, 8309170093 


6305230630 Requests rev of QA program description in FSAR Boctlon 17 1 
to Incorporate changes resulting from util response to 
821112 order suspending const of saf etU''*related equipment 
YOUNGBLOOD. 0 Licensing Drench 1 03/09/11 WILLIAMS. J 

Cincinnati Gas b Electric Co 4pp 10943 025 24X 

Fiche 90-390. 83/05/1 1 . 0305230630 


6305230633 Forwards Containment 8yt Branch request for addl info re 
performance of wetwel l-to-dryuel I vacuum breaker* during 
LOCA pool swell phase for Mark II containments DL 
application should be amended by ref NED£-22t70(P I 
YOUNGBLOOD. 0 J Licensing Branch 1 03/09/13 N ILL I AMS. J 

Cincinnati Gas b Electric Co 4pp 10542 339 24X 

Fiche 50-358.03/09/13*6305230658 


8305190312 Ack receipt of 820030 ltr re understand Ing of 001224 
immediate action ltr b associated stop work order concernlTig 
Reactor Controls. Inc Work performance will be examined 
following lifting of Commission 621112 order 

WARNtCK.R F Region 3. Office of Director 83/05/16 WILLIAHS.U 
Cincinnati Ofs b Electric Co 2pp 18901 062 24X 

Flche. 90-390. 83/05/16. 0309190312 


— 8309190314 Document* 020010 telcon re Stop Work Order ©2-01. IflinetfMlf 
action ltr issued on 001224 Stop Work Order 00-14 applies 
only to matl . equipment b labor supplied by Reactor Controls. 

Inc Catalytic* Inc released to perform new work 
eORGMANN.E, A Cincinnati Gas b Electric Co 92/00/30. 

KEPPLER.U G. Region 3. Office of Director 2pp 10901 0&4, 2M 
Fiche 90-350.63/05/16.8305190312 


8305200494 Requests addl Info re time required to recertify ueldsTi 
employed at plant from Jul-liov 1982 during special welder 
qual 1 f lea tlon program Detailed accounting of time for each 
Individual welder should be provided 

KEPPLER.J G Region 3. Office of Director 03/09/17 WILLIAMS. J 
Cincinnati Gas b Electric Co 3pp 16513 Oil 24X 
Flche* 90-390. 03/05/17. 030 9200494, 
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2B3 


B309S0099B Con^irmi follotJup B30926 (neetlng in C inc innat i p QH to discuss 
ditailf plantifd indopendent ntgt rsvl eu. incl ud tng BA & 
quality vari^Ication programs Mooting uilll bo op<;n to 
pub lie. 

KEPPLERi J O Roglon 3* Office of Director 03/03/17 NEYLANi A J 
Torray Pln«t Technology Spp 10315 353 2AX Ficho 5O~390p 
83/05/17* 0309200550 


e305S6033& Raspondi to 030306 request for NRC raview U acceptance of 
result* conclusion* of quality confirmation programi Task 
V ( ra if iography ) Revleu & disposition of identified 
nonconforming conditions ulll be performed during next insp 
WARMICK'R F Region 3* Office of Director 03/03/23 MILLIAMB* J 
Cincinnati Oas Electric Co 2pp 18625 044 24X 

F 1 C h » 90'358i 03/O3/23i 0309260336 


— 8309260337 Forwards Rev 1 to "Task V Radiographic confirmation Rept* " 
demonstrating adequacy of AW Kellogg Coi rad iograph 
technique for piping subassembly shop welds 

WILLlAMSixJ Cincinnati Oa* 8< Electric Co 83/03/06 KEPPLER* J 0 
Region 3 j Office of Director 2pp 16625 046 24X 

Fiche 90-390,83/05/23*0305260336 


— 0305260330 Rev 1 to "Te*k V Radiographic Confirmation Rept " 

* Cincinnati Oas & Electric Co 03/03/24 lOpp 18625 040 24X 

Fiche 50-350103/03/23,6303260336 


0305200523 Order extending time until 830327 for Commission to act to 
review Director's decision dtd 030210 

CHILK, 8 J Office of the Secretary of the Commission 83/09/19 
Commissioners Ip 10516 074 24X Fiche 3O-350< 83/03/19. 

8305200523 


0305260171 Requests recommendations on proceeding w/romalning offsite 
emergency planning issues in light of At-AO-727 
FRYE. J H Atomic Safety and Uicensing Doard Panel 03/03/23 
DARTH, C A Hearing Qranch 1 CONNER. T B , WETTERHAHN. M J Conner & 
Wfltterhahn Ip 1Q599 209 24X Fiche 90-350.83/03/25.030 5260171 


0309310010 Order extending time until 030606 for Commission to pet to 
review 030210 Director's decision 

CHILK, 8 J Office of the Secretary of the Commission 03/05/27 
Commissioners tp 18653 125 24X Fiche 90-358. 83/03/27, 

8303310010 


H General correspondence 


0305160202 Ac k receipt ef 830413 1 tr re selection of Torrey Pines 
Techn>otogy <TPT> tn conduct mg t review of facility TPT to 
meet u/NRC to consider final review plan 

MENCZER. W B Region 3. Office of Director 83/05/02 WEaiBBOOK, d 
Cleveland, OH 2pp 10462 339 24X Fiche 50-330,03/03/02. 

8309160202 


E NRC Safatv Evaluation Report (SER), suppls & correspondence 


J Insurance t* indemnity information 


0305090486 Forwards response to Suppl 3 of 0ER <NURE0'‘052B) , 
Section 3 10, "Seismic 6 Dynamic Qualification of Seismic 
Category 1 Mechanical & Electrical Equipment " 

FLYNHi^f 0 Cincinnati 0»* <« Electric Co 83/03/05 DENTON, H 
Office of Nuclear Reactor Regulation, Director 4pp 10360 223 
24X Fiche 90-330,83/05/05,6305090406 


r Security, medical, emergency (i fire protection plans 


8309270939 Responds to 830422 Itr re American Nuclear Insurers 
activity at facility No ASHE Code work In process due to 
stop work order KJ Kaiser continuing to rosolve existing 
nonconformances verification Pf resolutions 
DOBELiH F Hartford Insurance Group 03/05/19 HARRISON, S F 
National Board of Boiler tt Pressure Vessel Inspectors 2pp 
18646 137 24X Fiche 30-390,03/05/19,8309270339 


0305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 8c holders of CPs re c lar i f 1 cation of 
access to control procedures for law enforcement visits 
8vc list end 

ei6ENHUT,D,0 Division Of Licensing B3/0S/II Consolidated 
Edison Co of New york* Inc l6pp 10540 099 24X 

Fiche. 90-000, 03/03/11, 0303110034 


K Utility Final Safety Analysis Report (FSAR) 8< emends 


0305190278 Amend 147 to application far QL, cons i«t Ing of Rev 93 to 
FSAR 

OOROMANN, E A Cincinnati Qas «< Electric Co 03/03/31 DENTON. H 
Office of Nuclear Reactor Regulation, Director 2pp 18501 t57 
24X Fiche 30-338,03/03/31.8303190278 


63051BD496 Forwards "Ohio River Valley Wind Field Character 1 tation 
Within WW Zlnuner Nuclear Power Station Emergency Planning 
Zone* in response to NRC Question 322 IS 

WILLIAMS, J Cincinnati Oes tt Electric Co 63/03/13 DENTaN, H R 
Office df Nuclear Reactor Regulation, Director 2pp 10402 163 
24X Fiche 50-330,63/03/13,8309180438 


— 8303100463 *'Ohlo River Valley Wind Field Characterisation Within 
WH Zimmer Nuclear Power Station Emergency Planning Zone " 

» Stone Si Webster Engineering Corp 03/04/30 28lpp 16402 163 
84X F i c h B . 90-338, 83/03/13, 0309100430 


03D924O213 Forwards monthly status rept on offsite emergency 
preparedne Is for OL reviews for Apr 1963 

DlRCKSrW. J Office of the Executive Director for Operations 
03/09/13 PALLADINO/N V, Commissioners 3pp 10993 322 24X 

Fi C h e 90-000, 83/05/ 1 3, 0303240213. 


D Adjudicatory correspondence 


—8309190281 Rev 93 to FSAR 

e Cincinnati Gas & Electric Co 83/03/3J 77pp 18501 159 24X 

Fiche 30-330. 83/03/31 . 8305190278 


8309030528 Application for Amend 148 to DL app 1 ication. consi sting of 
Rev 94 to FEAR 

BDROMANN, E A Cincinnati Oas & Electric Co 03/04/29 DENTON. H 
Office of Nuclear Reactor Regulation, Director 2pp IB292 336 
24X Fiche 30-358,03/04/29,8303030528 


—8303030533 Rev 94 t® FBAR 

* Cincinnati Oas 6 Electric Co 03/04/30 22Bpp 18292 350 
24X Fiche 90-350,83/04/29,6305030320 


6305130111 Fortuards Certificate of Sve for License Amend 140 In form ef 
Rev 94 to FSAR 

WILLIAMS, J Cincinnati Oas 6 Electric Co 83/05/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 18433 089 
24X Fiche 30-358,03/03/09.8303130111 


03051 10290 Clarifies Contention 3 re ion exchange resin reactor coolant 
polishing sys, per 10CFR2, 206 

OILLHAN, D. Affiliation Unknown 03/04/26 Office of Nuclear 
Reactor Regulation, Director 3pp 10393 304 24X 

Fiche; 30-3901 83/04/201 03031 10290 


8303040436 Order extending time until 830320 for Commission to act to 
rivl ew Director 's decision 

CHiLKiS U. Office of the Secretary of the Commission 63/03/02 
Commlssioneri tp. 10321.303 24X Fiche 90-358,63/05/02, 

8305040436. 


B305040304 Decielon ALAB-727, modi fy ing ASLB 620621 decision As 
modi f led* dec islon Is affirmed Emergency response plans need 
not he final uhen OL application noticed for hearing. 

SHOEKAKERtC J Atomic Safety and Licensing Appeal Panel. B3/03/02 
S8pp, 1031?; 236. 24X Fiche 90-358,03/05/02,0309040304 


B3051 10390 Memorandum order dismissing D OiUman 830319 li 0408 
appeals re A6LB denial of intervention. Contant of appeal* 
appears to constitute challenge to ASLB application of 
factors governing late filed intervention petitions 
6HOEHAKER* C J, Atomic Safety and Licensing Appeal Panel 83/05/10 
OILUMAN, D. Affiliation Unknown. Bpp 18406 132 24X 

Fiche* 90-339, 83/09/10, 0303 1 1 0330. 


Q Inspection reports, IE EuHetlns *« correspondence 


8212060385 IE Info Notice 83-14, ^'Dewatered Spent Ion Exchange Resin 
Suscep tib i 1 1 ty to Exothermic Chemical Reaction " Sve list 
end 

TAVLORr J M Division of Safeguards t, Inspection Programs (Post 
830103) 03/03/21 Con so 1 i da te d Ed 1 son Co of New York, Inc 

ii^pp 10300 319 24X Fiche 30-000,03/03/21,0212060385 


8305120070 Addl response to FOIA request for IE Insp Rept 30-338/81-13 
Portions of documents listed on app withheld (ref FOIA 
Exemption 4> 

FELTON, J M Division of Rules and Records 83/03/21 DEVINE,! . 
ROBENTHAL Government Accountability Project 3pp 10443 193 24X 

Fiche 30-330.03/03/21,8305120070 


—8303120074 Forward* Electrical Drafting 8td eDSD-126 revised on 791003, 
Pages 2-43 through 2-40 of Electrical Installation Spec 
H-2173 l< Pages 8 3-29,0 3-30 6 8 3-69 of FSAR, per request 
re tray loading crl terla. Related Info end 

GOTTA, R E Sargent 1< Lundy, inc. Bl/02/18 BARRETT, P Region 3, 
Chicago, Office of the Director 36pp 18443 196 24X 

Fiche 30-350, 83/03/21, 8309120070 
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930S?40252 Responds ta 921207 Itr re processing of T Applegate FOIA 
request for documents on i nves tiget J on into alleged const 
deficiencies All NRC ofc* uill compli/ Uf/FOIA request Request 
Requests uill be coordinated u/D^c oP General Counsel 
pAiLLADINO, N J Commissioners E33/04/14 UDAL-Li h K House of Rep 
Interior !i Insular Affairs 7pp 1B394 131 24X 

Flcha 50 -3 SB. B 3 <^04/ 14. 6305240252 


— 8303240256- Responds to 330302 Ifcr re processing of T Applegate FOIA 
request for documents on Investigation into alleged const 
deficiencies All FOIA requests uiill b-e coordinated w/Ofc of 
Oeneral Counsel Coa^miss 1 oners vieus end 

PALLADIWP, N J Commissioners S3/Q4/14 SEIJJERLfNG, J F HoOio 
of Rep . Interior t Insular Affairs 12pp 1S374 13d 241C 

Flche 30-350.83/04714,6305240252 


— 8305240263 Discusses i nvea 1 1 gat ion of Applegate allegations. "Adequacg 
of IE Investigation 50-3SB/B0-07 at WH Ziirmer Nuclear Pou/sr 
Station. " per Udall 021207 Itr lE investigation found 
unsatisfactory in Aug 17B1 T Marpster Intervleu end 
CUMMINGS.xf J Office of Inspector «. Auditor B3/01/0S 
BICKl^lT.L Office of the General Counsel Bpp 18594 193 24X 

Fiche 50-3SS, B3/04/S4. B30524025S 


— 6305240267 Forwards add 1 info re NRC withholding of T Harpster 
interview u/Oovt Accountability Project 811123 FOIA request, 
par Commission B30207 Instructions 

CUMMINGS, J Office of Inspector 6 Auditor 83/02/ 16 MALSCH, « G 

Office of the General Counsel 6pp 18994 163 24X 

Flcho 50-35B, 33/04/14.8305240292 


— B3O5240272 Req-uasts info re Dfc of inspector & Auditor (QIA) inquiry 
into Zimmer matter Reasons for removal of documents from OIA 
ofcs questioned Withholding of documents contributed to 
delay in public recognition of true status of project 
UDALLpM K House of Rep , Interior & Insular Affairs 82/12/07 
PALLADINO, N J Commi asioners Ip 18594 169 24K 

FI Che 50-398,03/04/14,8305240292 


— B30S24027S Requests addl info re 621207 Itr seeking explanation of 
c Ir c unstanc es surrounding compiiancs w/FOiA request for 
documents pertaining to facility Adequacy of Cummings reply 
ques ti oned 

UDALL, M . SlEBERLINO, J House of Rep , interior & Insular Affairs 
83/03/02 PALLADINO. M Commissioners 2pp 18994 170 24X 

Flche 90-393, 83/04/14, 830524 0252 


8303040021 le Info Notice 83-21. “Defective Emergency Use Respirator 
Bvc list enc 1 

JORDAN. e L Division of Emergancy Preparedness * Engineering 
Response (Post a30l03> 83/04/15 Consolidated Edison Co of New 

York, frc i26pp 18439 155 24XFlchB 50“000. 03/04/ 1 9, 03O3O4OO21 


B303040023 IE Info Notice 83-22, "B«R Safety/Rel ief Valve Failures 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830I03> 63/04/22 Consolidated Edison Co of New 

Vort. Inc 112pp 10393 039 24X Fie he 50-000,83/04/22,8303040023 


8303040031 IE Info Notice 03-28, “Criteria for Protective Action 
AftC omoien da t ion 9 for General Emergencies *' Sve list end 
JQROANi E L Division of Emergency Preparedness Z, Engineering 
Response (Past 630103) 83/09/04 Consolidated Edison Co of Nsm 

Vopk, Inc Il9pp 18441 001 24X Flche 90-000,83/09/04.6303040031 


8303040033 IE Info Notice B3-29, “Fuel Binding Caused hg Fuel Rid 
Deformation ” Sve list enc I 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co p-f JVie 

York, Inc llSpp 10523 248 24X Flche 50-000. 83/09/06, 8303040033 


8303040034 IE Info Notice 83-30, *'Mi sapp 1 icatl on of Generic Emergencyi 
Operating Procedures (EOP) Guidelines '* 6vc list end 
JORDAN, £ L Division of Emergency Preparedness 8t Engineering 
Response (Post 830103) 83/09/11 Consolidated Edison Co of Niu 

York, tnc ll4pp 18524 003 24X Flche 50-000. 83/09/11,8303040034 


930S170447 Ac k receipt of 830420 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 90-358/82-10 
Request for cutension until 830609 for response to 
non comp 1 lance granted 

WARNICK, R F Region 3, Office of Director 83/05/13 WILLIAMS. J 
Cincinnati Oas 6 Electric Co 2pp 18471 224 24X 

Flcha 50-358, 83/05/13, 8305170447 


— 0309170454 Responds to NRC 930329 Itr re noncomp 1 lances noted In IE 
Insp Rept 90-338/82-10 Extension to 830609 for responding to 
noticomp 1 1 anc fls due to extensiveness of rept requested 
BOROHANN, E A Cincinnati Gas & Electric Go 03/04/20 
KEPPLERiJ 0 Region 3, Office of Director 2p p 18471 226 S4K 
Flche 90-358,83/05/13,8309170447 


0309260223 Forwards IE Insp Rept 90-358/82-11 on 820909 U 0726-0930 4 
notice af violation 

WARWICK, R F Region 3, Office of Director 83/83/13 HlLLrAHS,J 
Cincinnati Oas 4 Electric Co 2pp 18622 087 24X 

Flche 90-358,83/09/13,8309260223 


—8309260229 Notice of violation from Insp on B20909 4 0726-0930 
WAflNICK.n F Region 3, Office of Director 83/09/13 4j>p 
18622 089 24X Flche 90-398, 83/09/13, 8305260223 


—0305260231 IE Insp Rept 90-358/82-11 on 820905 4 0726-0930 

Nonconipl lance noted failure to follow procedure s, to document 
nonconforming welds on piping matl 4 to provide adequate 
design control measures 

CHRlSTIANeON, W , GWYNN, T P , NIGHTINGALE, E Region 3, Office Of 
Director 03/04/14 27pp 18622 093 24X Flche 90-398i 83/09/13, 

8305260223 


8305190269 Ack receipt of 821119 Itr in response to NRC 821027 request 
for Info ra allegations concerning welder qualification 
NRC win exarnlnc matters during subsequent insps 

KEPPLER.J 0 Region 3, Office of Director 03/05/16 WILLIAMS, J 
Cincinnati Gas 4 Electric Co ip 18501 238 24X 

Flche 90-398.03/05/16.8309190269 


8303040025 lE Info Notice 83-23, “Inoperable Containment Atmosphere 
Sensing Sys “ Sve list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 83/04/25 Consolidated Edison Co of New 

York, Inc 1 19pp 18301 291 24X Flche 90-000, 83/04/25, 030304(5025 


8303040026 lE Info Nnfclce 83-24, “Loose Parts in Secondary Side of 
Steam Generators at PWRs 8vt list end 

JORDAN, £ L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 03/04/28 Conso I Ida totf Edison Co of New 

York. Inc ll5pp 18302 047 24X Fiche 30-000,83/04/28.8303040026 


8303040037 
Temp Trip 
JORDAN, E 
Response 
York, Inc 


IE Info Notice 03-25. "Standby Gas Treatment Sys Heater High 
Setpoint Adjustment Sve list end, 

L Division of Emergency Preparedness 4 Engineering 
(Post 830103) 03/04/20 Consolidated Edison Co of New 

ll8pp 18302 169 24X Fiche 50-000.83/04/28,8303040027 


8303040028 IE Info Notice 03-26, "Failure of Sa f afcy/Re 1 le# Valve 
Discharge Line Vacuum Breakers " B'/c list end 
JDRDANfE L Division of Emergency Preparedness 4 Enginaerlng 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, Inc I22pfl 1B441 170 24X Flche 90-000,83/09/03,8303040028 


6303040030 IE Info Mptite 03-27, '’Operational Response to Events 
Concerning Deliberate Acta Directed Against Plant 
Equipment “ Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 83/05/04 Consolidated Edison Co of New 

york. lfic» 1 12pp 18382 282 24X Flche 90-000, 83/09/04, 8303040030 


—8309190273 Responds to 821027 Ur re allegations concerning wlthholdiM 
of relevant documentation on welders from 820709 meeting 
u/NRC List of documents used at 8207OB mgt meeting u/HJ 
Kaiser tt/or 820709 meeting provided 

SYLVIA, Q R Cincinnati Gas it Electric Co 82/11/13 KEPPLER.Jfr 
Region 3, Office of Director 3pp. 18501 237 24X 

Flche 50-398,03/05/16,8305190267 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program ■ 
8vc lilt end 

JORDAN,E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of Nw 

York, Inc 114pp 18697 009 24X Flche 50 - 000 , 83/09/19, S303040G40 


0305240001 Ack receipt of 830125 it 0223 Itrs informing NRC of itepi 
taken to correct violations noted in IE Insp Rept 
90-398/82-01 

WARNICK, R F Region 3. Office of Director 83/05/20 wrULIA«a,J 
Cincinnati Gas U Electric Co Ip 18547 139 24X 

Flche 90-358,03/03/20,8309240001 


— 8305240012 Suppls 820B04 it 830104 Itn in response to NRC 020624 )tr ri 
violations noted In IE ‘insp Rept 90-398/82-01, Cab le grip 
Inatallatlan will be verified for cable installed on 
vertical risers 

DORGWANNiE A Cincinnati Gas it Electric Co 83/01/25 
KEPPLER, J Q Region 3, Office of Director Ip IB549 136 24X 

Flche 50-390.83/09/20,8309240001 
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--B303240016 Supply 83012S re»panae to violations noted in IE Insp Rept 
S(|'^3SByG2-0i Design changes require mods to as-bullt 
condition Const uork authorization request prspared Follouup 
rapt will be sent bg 63050& 

aOROHANN, E A Cincinnati Oas (< Electric Co 83/02/23 
KEPPLER.J 0 Region 3, Office of Director Ip 10949 137 2qx 
Flche 30-338,03/09/20.8303240001 


Q3030400A6 IE Info Notice e3-33i "Nonrepresentative Sampling of 
Contaminated Oil " 8vc list end 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Rtsponie <Post 830103) 83/09/26 Consolidated Edison Co of New 

Vork, Inc U4pp 10647 007 24X Flche 30-000.83/05/26,8303040046 


R Periodic operating reports i* related correspondence 


03O3SSO16S Monthly status rept for Apr 1983 N/830919 Itr 

* Region 3, Office of Director OIRCKS.W J Office of the 

Eiecutive Director for Operations 83/04/30 PALtADINO. N 

Cemni iiioneTS 69pp 18996 071 24X Fiche 90-358.83/04/30, 

8303230162 


6 Reportable occurrences, LERs S, related correspondence 


6305120342 Interim deficiency rept re masking of radiography by 
Inadequate surface preparation Initially reported on 820920 
Const work author 1 latlon request processed to blond grind & 
reradtagraph welds Next rept expected by 830019 

WILLIAMS. J Cincinnati Oas & Electric Co 03/04/29 KEPPLER, J Q 
Region 3. Office of Director 2pp 18432 267 24X 

Ftch# 90-350,83/04/2918305120342 


8303120410 Interim deficiency rept re Item H-72 on lack of QA program 
for fire protection sys Installation Sargent & Lundy 
developing sampling program to assure as-designed sys 
installed & functional Next rept to be submitted by 830801 
WILLIAMS. J Cincinnati Oas it Electric Co 83/04/29 KEPPLER, J 0 
Raglan 3. Office of Director 2pp 16434 092 24X 

Ptche; 90-398. 03/04/29, 0305120410 


83D91S04S? Interim deficiency rept re Drown Doverl t25-volt dc control 
davlct failure an 6 9 kV 4 16 kV switchgear Initially 
raported on 830202 All Drown Doverl circuit breakers will 
b# inspected & adjusted Followup rept by 830815 

WILLIAMS. J Cincinnati Oas it Electric Co 83/04/29 KEPPLER. J 0 
Rvgion 3, Office of Director 5pp 18431 161 24X 

Flche 90-39B, 83/04/29, 8305120429 


— R3O91S0437 "Instructions for Inspec ting, Ad justing Sc/or Replacement 
Of Farts for Obtaining Limit Switch Adjustments on Drown 
Soveri 7 5 kV Through 19 kV, 900 Through 750 MVAj 5HK350. 3000j 
AH HKV Breakers " 

* Brown Hover i Corp (subs Drown Doverl & Co , Ltd ) 03/04/29 

4pp, 10431 166 24X Fiche 90-358.83/04/29,0303120429 


8305120432 Interim deficiency rept re failure of essential HVAC turning 
vanes (Item M-46) Initially reported on 020910 Scheduling 8, 

Imp lamentation of test procedure clarifying design adequacy 
contingent upon release of NRC 821112 order to show cause 
WILLIAMS, J Cincinnati Oas 8, Electric Co 83/04/29 KEPPLER, J O 
Region 3, Office of Director 2pp 18431 154 24X 

Flcha 50-3 90, 03/04/29, 8305120432 


9305120446 Interim deficiency rept re Item M-27 concerning lack of weld 
procadure qualification it Item M-73 concerning possibly 
altered welding procedures Initially reported on 811103 
tc 821217, respectively 

WILLIAMS, J Cincinnati Oas & Electric Co 03/04/29 KEPPLER, J O 
Rag Ion 3, Office of Director 2pp 10431 078 24X 

Fi Chi* 50-3901 03/04/29, 0309120446 


8309120487 Interim deficiency rept re inadequate cable tray hanger 
Insp (Item E-20) Initially reported on 020303 Alternate 
aathatf for cable tray hanger relnsp developed for 
galvinlied cables Next rept will be submitted by 830620 
WILLIAMS, J Cincinnati Oas & Electric Co 83/04/29 KEPPLER, J 0 
Region 3. Office of Director 2pp 18431 055 24X 

Fiche 90-39B, 03/04/29, 0309120487 


6309170524 Interim deficiency rept re Item Q-3 concerning lack of insp 
personnel qual i f Ications Review of work packages to identify 
•ny tnep personnel whose qualifications & certifications not 
documented continuing Next rept expected by 830800 
WILLIAMS, J Cincinnati Oas it Electric Co 83/09/06 KEPPLER, J 0 
Region 3, Office of Director 2pp 1B467 249 24X 

Fiche - 90-338, 03/09/06, 8305170324 


6305190220 Deficiency rept re Item K-84 concerning spent fuel rack 
spacing Initially reported on 630415 QE evaluation 
determined condition not reportable per i0CFR90 59(el 
WILLIAMS, J. Cincinnati Oas & Electric Co 83/03/10 KEPPLER, J 0 
Rag ton 3, Office of Director 2pp 10300 200 24X 

Fiche 90-358,83/03/10,0305190228 


0309200936 Interim deficiency rupt re seismic qualification of 13 
essential damper oporator mounting brackets Initially 
reported on 801014 Vendor approved American Warming & 

Ventilating Co design mods Next rept by 830810 

WILLIAMS. J Cincinnati Oas V Electric Co 83/05/13 KEPPLER, J G 
Region 3. Office of Director 2pp 1S516 019 24X 

Fiche 50-338,83/09/13,8305200336 


0305190316 Ack receipt of 020929 Itr informing NRC of exception to 
correction notice to document deficiencies during document 
review it use of generic nonconformance repts to document 
deficiencies to comply w/previous commitments 

WARNICK, R F Region 3, Office of Director 83/05/16 WILLIAMS, J 
Cincinnati Gas it Electric Co 2p p 18301 099 SAX 
Fiche 50-350,83/05/16,8305190316 


6305260227 Final deficiency rept re essential instruments attached to 
nonessenttal/nonseismlc piping Initially reported on 030420 
Condition determined not reportable per IOCFR50 53<el 
WILLIAMS, J Cincinnati Oas 8. Electric Co 83/05/19 KEPPLER, J 0 
Region 3, Office of Director 2p p 19599 330 24X 

Fiche 50-350, 83/03/1 9. 0305260227 


T Hearing transcripts on non-ant i trust matters 


Q30S090537 FOIA request for transcript of Commission meetings 
discussing 021112 order CLI-02-33 it documents supporting 
NRC recommendation to Commission re issuance of order 
SAMP, R A Shaw, Pittman, Potts & Trowbridge 83/02/09 
GRINSLEY, D H Division of Rules and Records 2pp 18369 134 24X 

Fiche 90-358,03/02/09,8303070537 


8305070542 Partial response to FOIA request for transcript of 
Commission meetings discussing 021J12 order 6 documents 
supporting NRC recommendations to Commission re issuance of 
order Forwards App 0 documents App A documents in PDR 
FELTON, J M Division of Rules and Records 83/03/17 SAMP,R A 
Shaw. Pittman. Potts it Trowbridge 4pp 18369 136 24X 

Fiche 90-398,83/03/17,8309090942 


’0309090949 Testimony of JG Keppler before US House of Representatives, 
Committee on Interior & Insular Af fair s, Bubcommi tt ee on 
Energy if Environ on 020610 re OA problems h related 
activites at facility Pp 1-12 

KEPPLER, J O NRC - No Detailed Affiliation Given 82/06/10 
12pp 10369 216 24X Fiche 50-398,03/03/17,0305090542 


S30S260397 Addl response to FOIA request for transcripts of Commission 
821028,1108 it 12 meetings re issuance of 821112 show cause 
order fc supporting documentation Forwards App A documents 
App D documents withheld (ref FOIA Exemption 9) 

FELTON, J M Division of Rules and Records 03/03/28 SAMP, R A 
Bhaw. Pittman, Potts it Trowbridge 4pp 18647 294 24X 

Fiche 90-390,83/03/28,8309260397 


0309260409 Testimony of JO Keppler (Region III) before Subcoinmi ttee on 
Energy t> Environ of Committee on Interior 6 Insular Affairs 
on 030914 re quality confirmation program in Wash Ington, DC 
KEPPLER, J 0 Region 2, Office of Director 82/09/14 62pp 
18647 302 84X Fiche 30-358,83/03/28,8305260397 


U Congressional/Executive Correspondence 


8309260397 Addl response to FOIA request for transcripts of Commission 
021028,1108 t< 12 meetings ro issuance of 021112 show cause 
order in supporting documentation Forwards App A documents 
App D documents withheld (ref FOIA Exemption 5) 

FELTON, J f1 Division of Rules and Records 03/03/28 SAMP, R A 
Shaw. Pittman, Potts 8, Trowbridge 4pp 10647 294 24X 

Fiche 90-398,03/03/28, 03052 6039 7 


8305240292 Responds to 821207 Itr re processing of T Applegate FOIA 
request for documents on invest 1 gat Ian into alleged const 
deficiencies All NRC ofes will comply w/FOIA request Request 
Requests will be coordinated w/Ofe of General Counsel 
PALLADINO. N J Commissioners 03/04/14 UDALL, M K House of Rep 
Interior it Insular Affairs 7pp 18594 131 24X 

Fiche 90-358,03/04/14,8309240292 


— 8309240296 Responds to 030302 Itr re processing of T Applegate FOIA 
request for documents on investigation into alleged const 
deficiencies All FOIA requests will be coordinated w/Ofe of 
General Counsel Commissioners views end 

PALLADINO.N J Commissioners 03/04/14 SEI DERL I NO, J F House 
of Rep , Interior ht Insular Affairs I2pp 18994 138 94X 

Fiche 90-350,83/04/14,8305240252 
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— a3QaS40a72 info ra OPc of inspactor It Auditor (OIA) tniulry 

Into Ziirnter mattar Rraions for removal of dotumants frofli OIA 
ofoj nuaationed of documanfcs contributed to 

dslav In public recognition of true utatus of project 
UOALLi M K Houte af Rep * Interior & Insular Affairs 83/12/07 
PAULAOTNOiN J Cornml»» loner* ip 18594 lA-9 34X 
FLch* SO-358, 83/04/14. B30S34055S 


— 0305840275 Requosti adtJl info re 031307 Itr seeking explanation of 
c ircum! tanc 85 surrounding compliance uj/FOlA request for 
documents pertaining to facility Adequacy of Cummings replg 
questioned 

'UiDALi;,i Ml j SiHDERLiNOfJ House of Rep . Interior & Insular Affairs 
83/03/03 PALLADlHOiN Commies 1 oners 2pp 18594 170 24X 

FI Che 50“338, 83/04/1 4i 0305340352 


DOCKET 50»3A1 SAN ONOFFE NUCLEAR eTATlON, UNIT 3 
F Securityj medlcaJj emergeney If fire protection plan* 


0305040683 Foruiards Amends 18 It 6 to Licenses KPF'-lO tc NPF-15, 
respectively L notice of Issuance Ic availability Amends 
modify emergency preparednass license conditions Imposed by 
ASLAfi 83D304 decision 

KNIGHTON. 0 H Licensing Branch 3 03/04/27 DIETCH.R Southern 

California Edison Co COTTONf Q D . BERNATH.L San Diego ©as L 

Electric Cn 5pp. 10357 314 a4X Fiche 50-361.83/04/27.8305060693 


— B305060694 Amend* 18 & 6 to Licenses NPF-IO l< NPF-15. respec tively. 
modifying emergency preparedness license conditions imposed 
by ASLA3 B303Q4 decision 

ErsefJHUT»D © Division of Licensing 83/04/87 4pp 18357 318 
34 X Flehe' 60-361, 03/04/27- 8305060683 


— 8305060703 Notice of issuance 6 availability of Amends IG & 6 to 
Licenses NPF-lO !< NPF-IS. raspec tlve 1 y 

# HRC -No Detailed Affiliation Given. 03/04/27 Ip 18357322 
S4X Fitb* 50-361.83/04/37.8303060683 


8305190232- Position re Commission 030405 Memorandum 6 Order CLi-aO-lC 
on offsite medical sves Util provided necessary level of 
medical sves for general public Declaration of Sve encl. 

PIGOTT.D R Southern California Edison Co 83/05/16 9pp 
18501 384 24X Fiche 50-361.83/05/16.0305190252 


8305340523 Order extending time until 830607 for Commission to act tn 
revleiu petitions for review of ALAB-7J7 

CHILK. S J Office of the Secretary of the Commission 83/05/20 
Commissioner* Ip 10371 118 34X Flehe 50-361.03/03/20, 

8305240533 


H General correspondence 


0305090024 Addl response to FOIA request for documents re 621130 
special Insp rept Forwards App A documents Portions of 
Documents 1 & 2 In App B withheld (ref FOIA Exemption 6) 
Documents 3^4 withheld (ref FOIA Exemption 7> 

FELTON, vP M Division of Rules and Records 83/03/21 ©ARDE, B 
Oevernment Accountab 1 1 Ity Projact 4pp 18301 158 24X 

Flehe 50-206.83/03/21.0303090024 


8305120178 Advises that organ! latlonal change shifted reiponsiblilty 
for nuclear matters from engineering div to power supply 
div JC Holcombe replaces OD Cotton as representative 
authorlzad to sign NRC licensing documents 

HOLCOMBE,^ C Ban Diego Oas & Electric Co 63/06/06 ElBEHHm.l) fi 
Division of Licensing Ip. 18427 156 24X Flehe 30" 206, 83/05/62. 

8305120178 


P Oparatlng license stage documents & correspondence 


B3051I0179 Forwards Amend 16 to License NPF-lO, safety evaluation 4c 
notice of issuance 6 availability Amend updates Unit 2 
Tech Specs for consistency w/Unlt 3 Tech Specs 

KNr(9HT0N, 0 g Licensing Branch 3 83/04/25 DIETCH. R Bouthern 

Callforn-ia Edison Co COTTON.© D . BERNATH.L 8an Diego OaS tc 

Electric Co, 4pp 18434 357 24X Flehe 50-361, 83/04/25. 8305110 £7? 


0303110034 Generic Ltr 83-21 to all licensees of opsrating reactor*, 
applicant* for OLs 6 holders of CPs re clarification, of 
access to control procedures for law enforcervent visits 
Bve list end 

eiSENHUr. D © Division of Licensing 83/05/11 CcinsoUdated 

Edison Co of New Vort, lnc> 16pp 10540 095 24X 

F I c h a ; 50-000. 83/0 5 / 1 1 , 83051 10034 


0305260242 Forward* IE Safeguards Insp Repts 50-206/03-11.50-361/03-20 
6 50-362/83-18 on 030425-29 No noncompl lance noted Details 
withheld (ref lOCFF732i>. 

NOROERHAUG. L R Region 5. Office of Director 83/05/12 PAPAY, L T 
Southern California Edison Co. 2pp 18599 322 24X 

Flehe 50-206,83/05/12.8305260242 


8305170471 Respond* to ©anerlt Ltr 02-33 CNUfiEO-0737. Suppl 11 re 
emergency response capability requiriifflents Progress In areas 
of safety parameter display sy*. detailed control room design 
reviews It emergency response facilities summarized 

BABKIN, K P Southern California Edison Cp. 83/05/13 ElBENHUT, D O 
Office of Nuclear Reactor Regulation, Director 0pp 10470 077 
2AX Flehe 30-361,83/05/13,8305170471 


0 Adjudicatory correspondence 


0309100199 Discusses Memorandum L Order CLI-G3-10 re arrangements 
required under reguiations for medical svt for contaminated- 
injured individuals No further evidentiary hearing requlreiT 
CHANDLER. L U Office of the Executive Legal Director 03/04/29 

BROWN, II F (California, Unlv. of, San Francisco Ip 18374M99 

24X Flehe: 50-361 . 83/04/2 5. 830 5 1 00 1 99. 


B309100220 Advises that no further evidentiary hearing required to 
determine coiApllance w/CammIssion regulations re medical 
sves for contaminated injured Individuals Issue can be 
resolved on basis of written submission 

CHANDLER. L J, Hearings Division 03/04/25. NEBBITTtM Affiliation 
Unknown Ip 18373 319. 24X Fleha 50-361,83/04/25,8305100220 


6305190199 Proposed finding* of fact & conclusions pf lew Declaration 
of 0VC encl 

prOOTTfD R Boutharn California Edison Co PICQTT, D R Orrltk, 
Herrington fc Sutcllffi. 83/05/16 5pp 18500001 24X 

Flehe 50-361,83/05/16, 0305190195. 


0305190212 Motion to augment record to Include various revised county 
emergency plans U other documents re emergency planning, 

Dacislons should reflect current Info Declaration of Sve 
•nc 1 

prOOTT.P.R Boutharn California Edison Co P100TT,D R, Orrlck. 
Herrington Ic Sutcliffe. 83/05/16 Atonic Gafety and Licensing 
Board Panel 33pp. 1G9D2‘ 146 24X FUhe 50-361,83/05/16. 

8305190212 


— 0305110192 Amend 16 to License NPF-lO. updating Tech Bpscs for 
consistency u/Unlt 3 Tech Specs 

KNIGHTON. 0 H Llcsnslng Branch 3 03/04/25 01pp 10434:36]. 

24 X Flehe 50-361.83/04/25,8305110179 


--83O511O106 Safety evaluation supporting Amend 16 to License NPF-lO 
a Office of Nuclear Reactor Regulation, Director 03/04/25 If 
10435 152 24X Flehe* 50-361. 03/04/25. 0305110179 


— 03O511O10B Notice of issuance h availability of Amend 16 to LieeriM 
NPF-lO 

KNIGHTON. O, W, Licensing Branch 3. 83/04/25 2pp- 18435*153 

24X Flehe 50-361.03/04/25,8305110179. 


0305060603 Foruiards Amends 18 8( 6 to Licenses NPF-tO S< NPF-t9, 
respectively L notice of issuance & availability Amends 
modify emergency preparedness license conditions imposed by 
ASLAB 830304 decision 

KNIGHTON. 0 W Licensing Branch 3 03/04/27 DlBTCH. R Southern 

California Edison Co COTTON. 0 D . BERNATH.L Ban Diego Gas tc 
Electric Co 3pp 10357 314 24X Flehe 50-361. 83/04/27, 8305060603 


— 0305060694 Amends IS L 6 to Licenses NPF-lO St NPF-15. respectively, 
modifying emergency preparedness license conditions Impoeed 
by A8LAD 030304 decision 

EJSENHUT. D Q Division of Licensing, 83/04/27 4pp. 18357 3]B 
24X Flehe 50-361,83/04/27,0305060683. 


—8305060703 Notice of Issuance & availability of Amends 10 te 6 to 
Licenses NPF-lO h NFF-i5, respectively. 

* NRC - No Detailed Affiliation Given 03/04/27. Ip 18357 3» 
24X Flehe 50-361, 63/04/27. 8305060663. 


8309020455 Qenarlc Ltr 83-19 to all power reactor it testing licenser* 
re nau procedures for providing public notice concerning 
Issuance of amends to OLs 8vc list encl. 

EI8EHH(/T, 0. 0 Division of Licensing. 83/05/02 Consolidated 
Edison Co of New Vort, Inc SOpp 18441 120< 24X 

FichS* 50-000, 83/05/02. 8305020455 


8305040320 Board Notification 83-057 forwards differing prof oplnloni 
re sys interaction tc safety c lassl f icatlon. Inf o relates to 
Board Notification* 03-17 «< 83-44 re Unresolved Bafety I*sue 
A-17 

EISENHUT. 0. 0. Division of Licensing 83/05/04, PALLADIN0,N. 
Commissioner*. S2pp 10337 139 24X Flehe. 50-000, 83/03/04, 

8305040323 . 
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0309170229 Faruards Amendt 17 & 7 to Licensefl NPF^IO & NPF-13/ 
ratpNCtIv* 1 Vi laf ff ty evaluation it notice of issuance it 
availability Amends modify Tech Specs re radioactive liquid 
effluents ic effluent monitoring instrumentation 

KMIChfrONtO U Licensing Branch 3 83/03/04 DIETCHiR Southern 

Calif arnla Edison Go CATTQNi 0 D i SERNATHiL San Olego Oas & 

Electric Co 3pp 1S47A 349 24X Fiche 50-3&l« 83/09/04r B3031 70227 


'--aao 3 170233 Amends 17 9 to Licenses NPF-IO h NPF-19< respec tl velyi 

nsdifying Tech Specs re radioactive liquid effluents it 
effluent monitoring instrumentation to add steam generator 
hlowdoun past line as alternative release path 

ErSENHUTiD 0 Division of Licensing 83/04/29 lOpp 18476 392 
24X FI Che’ 90-361, S3/09/04i 8309170229 


“*-8309170234 Safety evaluation supporting Amends 17 ti 9 to Licenses 
KPF-10 8. UPF-I9I respectively 

e Office of Muclear Reactor Regulation, Director 83/04/29 8pp 
16476 362 24X FI Che 90-361 , 03/09/04, 8309170229 


— 8309170236 Notice of Issuance it availability of Amends 17 & 9 to 
Licenses NPF-tO it NPF-19, r espectivel y 

KNTOKrONvO M Licensing Branch 3 83/04/29 2pp 18477 008 

24K Fiche’ 90-361,83/09/04,6309170229 


8309090699 Generic Ltr 83-20 to all operating reactor licensees it 
Adders of CPs re Integrated scheduling for implementation 
of plant mods 8vc list end 

EISENHUr, D 0 Division of Licensing 83/09/09 Consolidated 
Edison Go, of Neu York, Inc I6pp 18627 193 24X 

FScfie; 90-000, 83/09/09. 8309090699 


3309260122 Comments on 830106 proposal to delete Integral test of core 
protection calculator functional capability from natural 
circulation test Alternata demonstration of functional 
capability requested 

NOVAK, T.H Assistant Director for Licensing 83/09/12 OlETCH, R 
Southern California Edison Co HOLCOMBE, J C 8an Diego Oas it 
Electric Co, 6pp 18649*099 24X Fiche 90-361,03/09/12,8309260122 


8309190026 Raeponds to Oanarlc Ltr 83-lOA re resolution of TMI Itam 
tl K 3 9, "Automatic Trip of Raactor Coolant Pumps " Util, 
as manber of C-E Owners Group, has chosen "trip two, leave 
two' etrategy to rasolve itam 

BASKIN, K P Southarn California Edison Co 03/09/13. KNIGHTON, G U 
Licensing Branch 3 2pp 10902.039 84X Fiche 90-361.83/09/13, 

83091 900S6 


8309290209 Board Notification 83-063 transmits memos ra status of DHR 
ttudlei for C-E p lants, w/emphas is on need for PQRVs in 
current C-E designs 

NOVAKfT. H Assistant Director for Licensing 63/09/18. Atomic 
Safelv and Licensing Board Panel. 7pp 18627 107 24X 

Fiche: 90-000, 83/09/18, 9309290209 


—8309290221 Requests that end documents on status of DHR studies for 
C-E planie, u/emphasi I on need for PORVs in current C-E 
designs, be provided to A8LB it, A8LAB 

KATTSONrR. J. Division of Systems Integration (post 811009} 
83/04/28. EiaENHUT.O.G Division of Licensing Ip 18627 113 
24 X Fiche 90-000,83/09/18,6309290209 


-—0309290228 Responds to Commission 030404 request that study of need for 
controlled daprassuri lation capability in C-E plants be 
accelerated & that ACR8 views be solicited on issue prior to 
reporting back to Commission Study to be concluded 830630, 

DlRCKSrH J. Office of the EKscutive Director for Operations 
03/04/29. CHILK, 8. J Office of the Secretary of the Commission, 
ip. 16627.119, 24X Fiche* 90-000, 83/09/18, 8309290209 


0309240498 Foruardi status of environ qual i f 1 cation of electrical 
equipment per 10CFR90 49(g}.All equipment, except auxiliary 
faeduatar pump motors, maats NUREG-096B guidelines for 
Category ll plant 

GASKIN, K.P. Southern California Edison Co B3/09/20, KNIGHTON, G, W, 
Llcenalng Branch 3 9pp 10949:206 24X Fiche 90-361,63/09/20, 

8309240496. 


O Inspection reports, IE Bulletins correspondence 


6S12D60389 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Raactlon " Svc list 
and 

TAYLOR, J. M. Division of Safeguards it Inspection Programs (Post 
830103). 63/03/21 Consolidated Edison Co of Nau York, Inc 

Xl2pp. 18308.319 24X Flcha 90-000,83/03/21,8212060389 


8309030079 Commonts on Ngt Analysis Co B30404 visit to Region V re 
recent licensee regulatory performance 8, c ircumitances which 
led to proposed Issuance of civil penalties against util 
CREWS, J L Division of Res 1 den t, Reactor Project U Engineering 
Programs 83/04/13 Division of Res 1 den t, Reactor Project it 
Englnearing Programs Ip 1B30D 178 24X Fiche 90-361,83/04/13, 

6309030079 


8309170417 Foruards IE Insp Repts 90-361/83-13 it 50-362/83-12 on 
030312-25 it notice of violation 

BISHOPrT W Region 3, Office of Director 83/04/14 PAPAY, L T 
Southern California Edison Co 2pp 18469 293 24X 

Flcha 90-361, 83/04/ 14i 8309170417 


—6309170420 Notice of violation from insp on 830312-29 

KIRSCHiOF Region 9, Office of Director 83/04/14 3pp 
18469 299 24X Fiche 90-361,83/04/14,8309170417 


—6309170421 IE Insp Repts 90-361/83-13 & 90-362/83-12 on 630312-29 
Noncontp 1 iance noted failure to rept reactor trip breaker 
Inoptr-abi 1 i ty S< to implement vendor svc bulletin info 
BTERNDERGi D N , KIRSCHi D F , CHAFFEE, A E Region 9, Office of 
Director 83/04/13 2Bpp 1846? 298 24X Fiche 90-361,83/04/14, 

8309170417 


6309170474 Forwards IE Insp Repts 90-361/83-12 U 90-362/83-11 on 
830221-0329 No noncomp 1 lance noted 

BISHOP, T.W Region 9, Office of Director 83/04/14 PAPAY, L T 
Southern California Edison Co 2pp 18470:006 24X 

Fiche, 30-361, 83/04/14, 0309170474 


—8309170460 IE Insp Repts 90-361/83-12 it 50-362/83-11 on 830221-0329 No 
noncotnp 1 iance noted Major areas inspected operational safety 
vartf Icatlon, mo-nthly surve i 1 lance, LER review it independent 
Insp effort 

PATE, R. J , MENDONCA, M M , O'PRIEN/J P Region 9, Office Of 

Director. 83/04/14 4pp. 18470 008 24X Fiche 90-361,03/04/14, 

8309170474. 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Bvc list and 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 83/04/19. Consolidated Edison Co of New 

York, Inc 126pp 18439 199 24X Fiche 90-000,83/04/19,0303040021 


0309170915 Forwards IE Insp Repts 50-361/63-14 it 90-362/83-14 on 
630321-30 <( notice of violation 

8CARAN0, R A. Division of Radiological Safety it Safeguards Program 
63/04/16. PAPAY, L T. Southern California Edison Co 2pp 
18467.260 24X Fiche 90-361,03/04/18,0309170919 


—0309170921 Notice of Violation from insp on 830321-30 

NENSLANSKIfF A Region 9, Office of Director 03/04/10 2pp 
10467 262 84X Fiche* 90-361, 03/04/18, 03G517O919 


—8309170930 IE Imp Repts 90-361/03-14 ic 30-362/83-14 on 030321-30 
Noncomp 1 iance noted failure to perform surveys, inform 
workers properly monitor liquid radioactive effluent 

release 

YUHA8. O P , WENSLAWSKIiF A , BOOK, H E Region 9, Office of 
Dlractor 83/04/14 iOpp 18467 264 S4X Fiche 90-361,83/04/18, 
B309I70919 


8303040023 IE Info Notice B3-22i "BUR Saf ety /Rel iif Valve Failures " 
8vc list end 

JORDAN, E. L Division of Emergency Preparedness Engineering 
Response (Post 630103) 83/04/22 Conso<l idated Edison Co of New 

York, Inc. Il2pp 18383.089 24X Fiche 50-000,83/04/22,8303040023 


8303040029 lE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emargency Preparedness it Engineering 
Response (Post 830103) 03/04/29 Consolidated Edison Co of New 

York, Inc. It9pp 18381 291 34X Fiche 90-000,83/04/89,8303040029 


8309170399 Forwards IE Insp Repts 90-361/83-16 it 90-362/03-16 on 
030404-08. No moncompl 1 anci noted 

BISHOP, T.W. Region 9, Office of Director 83/04/26 PAPAY, L T 
Southern California Edison Co 2pp 18466’ 09B 24X 

Flcha, 90-36t« 03/04/26, 0309170399 


—6309170361 IE Insp Repts 90-361/03-10 it 90-362/03-16 on 830404-00 No 
noncomp 1 ianc a notad, Major areas 1 nspected: corrective (t 
preventative maint programs 

ECKHARDT, J H , K1R8CH, D F Region 9, Office of Director 
83/04/22 4pp, 10466 100. 24X Fiche* 90-361, 03/04/26, 0309170399 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PWRs, '♦ Svc list encl 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103), 83/04/28. Consolidated Edison Co of New 

York, Inc. 119pp. 18302047 24X Ficha 90-000, 03/04/28, 8303040026 
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9303040027 IE Info Notice 93-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment ” Svc list encj 

JORDAN, E L Oiviston of Efnargency Preparedness. (, Engineering 
Response (Post S30103> 83/04/28 Consolidated Edison Co of New 

YoPic. Inc llBpp 18392 165 2AX Flche 50-000,83/04/20,8303040027 


8305090379 Forwards response to notice of violation & proposed 
Imposition of civil penalties based on IE Insp 
Repts 30-361/83-06 & 30-361/83-08 Generic procedure will be 
revised by B30430 to detail bey plant sys payment end 
PAPAY,L T Soutbern California Edison Co 83/05/02 DEYOUNG, B C 
Director's Office, Office of inspection and Enforcement 3pp 
18364 OC2 24J( Fiche 50-361.03/05/0^,8305090278 


8303040028 IE Infg Notice B3-26, “Failure of Safety /Re 1 1 ef V/afve 
Discharge Line Vacuum Speakers “ Svc Hst end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Poet 8301031 03/05/03 Consolidated Edison Co of New 

York, Inc 122pp 19441 170 24XFiGhe 50-000.83/05/03,8303040028 


03O3O4OQ3O lE Info Notice 83-27, "Operational Responee to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipirant " Svc ilst enc ) 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Cq of New 

York, Inc I12pp 18382 282 24 X Pic he 50-000,93/05/04,8303040030 


9303040031 le Info Notice 33-29. "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc n9pp 18441 00 1 24X Fiche 50-000,93/05/04,9303040031 


8303040033 Info Notice 93-29. "Fuel Dinding Caused by Fuel Rack 
Deformation " Svc list end 

J0RDAN,E L Division of Emergency Preparedness & Engineering 
Response (Poet 8301(03) 93/05/06 Consolidated Edison Co of New 

York, Jnc llSpp 10523248 34X Fiche 50-000,83/03/06,8303040033 


0303040034 lE Info Notice a3-30i "Nlsapp I tea tion of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN, E L Divisian of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York, me impp 19324 003 24X Fiche 30-000,83/03/11,0303040034 


8305260242 Forwards IE Safeguards Insp Repts 50-206/83-11,90-361/83-20 
it 50-362/83-18 on 030429-29 No noncomp 1 iance noted Details 
withheld (ref 10CFR73 ai> 

NORDERHAUG, t. R Region 5, Office of Director 93/05/12 PAPAV, L T 
Southern California Edison Co 2pp 18599 322 24X 

Fiche 90-206,93/05/12.8305260242 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York, Inc 114pp 18697 009- 24X Fiche 50-000, 83/03/19, 8303040040 


8305260264 Advises that util 830902 response to notice of violation 1, 
proposed Imposition of civil penalties acceptable w/et>e 
erception re interim measures for analysis of radioactive 
1 pd ines 

MARTIN. J D Region 5, Office of Director 83/05/20 PAPAV, L T 
Southern California Edison Co 2pp L8626 001 24X 

FUhe, 50-361.83/03/20, 0303260264 


8303040046 IE Info Notice 03-33, “Nonrepresentativp Sampling pf 
Cantamlnated Oil *' Svc list end 

JORDANrE L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 93/05/26 Consolidated Edison Co of New 

York, Inc tl4jp 19647 007 24X Fiche 50-000.93/03/26,8303040046 


R Periodic operating reports 6 related correspondence 


0304150372 Monthly operating repta for Feb 1903 

MAVWEATHER.L Southern California Edison Co 03/03/15 Upp 
17981 359 24X Fiche* 50-361.93/03/15, 0304150368 


8. Reportable cccurrances. LERs 6 related correspondence 


830S030432 RQ 50‘-36|/&2-I76' an 830329. r evi eu of nonconformance repts 
revealed less than conservative limiting conditions for 
operation Caused by failure to verify undervaltage trip 
mechanism operability folJowing 820710 malnt 

RAYr M, B Southern California Edison Co 83/03/30 ENOELKEN, R H 
Rejldii 9. Office qf Director 2pp 18306 374 24X 

Fiche 30-361.93/03/301 8305 030 4 32 


S309060305 Forwards LER 03-O36/O1T-O 

RAY, H D Southern California Edison Co 83/04/08 MARTIN. J a 
Region 9, Office of Director 2pp 18351 143 24X 

Fiche 30-361,83/04/08,0305060505 


—8305060514 LER 83-036/01T-0 on 830321 , d i sc harg e isolation valve on 
common liquid raduaste effluent radiation monitor 2/3 
RT~7013 discovered shut Caused by personnel error Valve 
left shut during quarterly channel functional test 
RAY,N B Southern California Edison Co 93/04/08 Region 3, 
Office of Director 2pp 18351 145 24X Fiche 30-361,83/04/03, 

6305060503 


8305030341 Forwards AE0D/E3O5, "Inoperable Motor Operated Valve 
Assemblies Due to Premature Degradation of Motors 8./or 
Impropfir Limit Sultch/Torque Switch Adjustment " Rept ihoold 
be forwarded to NRR, RES h IE 

BROWN, E J Reactor Operations Analysis Branch 03/04/13 
SEYFRIT, K V Reactor Operations Analysis Branch 2pp 10352! 051 
24X Fiche 50-000,83/04/13,8305050341 


— 6303050353 '** Inoperable Motor Operated Valve Assemblies Due to PriaaUrJ 
Degradation of Motors 8i/or Improper Limit Switch /Tor que 
Switch Adjustment," AEOD engineering evaluation rept 
BROWN, E J Director's Office 83/04/13 7pp 18352 053 
Fiche 50-000,83/04/13,8305050341 


8305030356 Forwards LER 83-026/01T-0 Detailed event analysis submlttil 
RAY.H B Southern California Edison Co 83/04/18 MARTIN, J 8 
Region 5, Office of Director 3pp 18306 219 24X 

rich* 50-361, 83/04/18, 8305030356 


—0305030359 LER 83-026/OlT-O on 830404, containment isolation valv# 
2HVe240 Indicated mld-pesltion follouing both open b closed 
signals Caused by faulty magnetic reed switch assembly 
Assembly replaced Valve declared operable 

RAY.H B Southern California Edison Co 83/04/19 Region 3, 
Office of Director 2pp 16306 222 24X Fiche 50-361,83/04/1(1, 

8309030356 


0305230573 Forwards engineering evaluation rept, "Cracks 8, Leits In 
Small Diameter Piping '* 

BROWN. £ J Reactor Operations Analysis Branch 93/04/19 
SEYFRIT, K V Reactor Operations Analysts Branch Ip 18941 342 
84X Fiche 90-000,83/04/19,8305230973 


— 8309230619 "Cracks U Leaks in Small Diameter Piping," enjineerlnj 
evaluation rept Small pipe leaks associated w/unantlc Ipated 
vibration problems require addl supports or rerouting of 
piping 

BROWN, E J Reactor Operations Analysis Branch 03/04/19 9pp 
18541 343 24X Fiche 90-000, 83/04/19, 0305230973 


8309030360 RO high steam generator differential pressure trip functlen 
operability requirements exceeded for Modes 1,2 8, 3 
Setpoints will be corrected before reentry Into Mode 3 Ic 
will be reported in LER by 830509 

RAY,H B Qouthern California Edison Co 83/04/22 MARTIN, J J3. 
Region 5, Office of Director 2pp 18291 361 24K 

Fiche 50-361, 83/04/22, 8305030360 


8305020183 PND- V-aa-O IB on 830421, util received Itr from C-E informlnj 
of error In equivalent voltages corresponding to setpoints 
associated w/steam generator high delta pressure trip 
function Corrective action being developed 
BISHOP, T W Region 5, Office of Director 03/04/25 Ip 
1B277 295 24X Fiche 90-361,03/04/29,8305020183 


0309060467 RO 03-038 on 030426, motor operated valves 2HV8190. 2HVal5a k 
2HVB153 could not be opened during testing in preparation to 
proceed to Mode 3 operation Investigation continuing 
Followup rept to be submitted by 830512 

RAY, M a Southern California Edison Co 83/04/27 MARTIN, J B 
Region 9, Office of Director 2pp 18391 190 24X 

Fiche 90-361 , 83/04/27, 0305060467 


0305160790 Forwards SER on reactor trip breakers Licensee proposed 
actions provide acceptable basis for restart 6 operation 
EI8ENHUT, D 0 Division of Licensing 83/09/02 01 ETCH, ft Southern 

California Edison Co COTTON, 0 D , BERNATH,L San Diego Oas 6 
Electric Co 3pp 18509 001 24X Fiche 50-361103/09/02 , 8309180740 


--0305180804 SER lifting restrictions on exceeding power documented In 
confirmation of action Itrs dtd 830311 & 0429 based on 
corrective actions re reactor trip breaker failure. 

■a Office of Nuclear fteaetor Ragulatlon, Director 83/04/30 
sapp 18505 004 24X Fiche 90-361,83/05/02,8305180790 


8309160011 Forwards LER 83-039/03L-0 

RAY, H 0 Southern California Edison Co 83/05/05, MARTIN, J, D 
Region 5, Office of Director ip 10456 083 24X 

Fiche 50-361,83/05/05.8309160011 
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— a30S1600M LER 83-035/03L^0 on B30405ipin hole leaks discovered in mini 
floti/ ilne for auxiliary feeduater pump P 141 j dotunstr earn from 
flpu orifice FO-4711 P141 delcared inoperable Caused by 
cavlbatlQT) dounstream of flou orifice Pipe section replaced 
RAV. H 0 Southern California Edison Co 83/05/05 Region 3. 

Office of Director Ip 10436 084 24X Fiche 50-361 i 83/03/03, 

8305 160011 


8305(10034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for 1 au enforcement visits 
Svc li»t end 

EI&ENHUT>D Q Division of Licensing 03/05/tl Consolidated 
Edison Co of New York, Inc 16pp 18340 075 24X 

Fichu 5a-000» 03/03/1 I, 83051(0034 


Q30 3 160035 Forwards LERs 83-037/01 T-0 for Units 1 a 

RAVr H B Southern California Edison Co 63/05/03 MARTIN, J D 
Region 5, Office of Director 2pp 18451 047 a4X 
Fi Ch • 50-361, 83/03/05, 0303160033 


— B303160069 LER 83-037/01T-0 on 830421, high steam generator differential 
pressure setpoint used in PP8 emergency feedwater sys logic 
circuitry resulted In actual trip setpoint of 300 paid, 
higher than assumed in FSAR Caused by conversion error 
RAYfH fi. Southern California Edison Co 83/05/05 Region 5, 
Office of Director 2pp 10451 047 24X Fiche 30-361,83/03/05, 

0309160055 


"-0303160101 LER 83-037/011-0 on 830421, high steam generator differential 
pressure setpoint used in PPS emergency feedwater sys logic 
circuitry resulted in actual trip setpoint 300 psid higher 
than assumed In FSAR Caused by voltage conversion error 
RAYrH B Southern California Edison Co 03/03/03 Region 3, 
Office of Director 2pp 18451 051 24X Fiche 50-361,83/03/05, 

B305160035 


Q30527032I RO 83-040 on 030426, uih 1 1 e filling safety injection tank 
T-007, valves 2HV9334 ^ MU-097 inadvertently left open 
Procedure BD23-3-2 7 revised to include positive steps to 
close valves, Fol louup rept will be submitted by 030323 
RAY, H B Southern California Edison Co B3/05/09 MARTIN, J B 
Region S, Office of Director 3pp 18641 164 24X 

Fiche 30-361,83/05/09,0303270321 


0303970243 LER 03-O3fl/O3L-O on 830426, shutdown cooling sys HX 
tsolation valves 2HV8150, 32 8< 53 could not be remotely 
opened from control room Node 3 restraint imposed Caused by 
incorrect sequence torque setting W/e30S12 ltr 
RAYfH B Southern California Edison Co, 83/03/12 MARTIN, J B 
Region 5, Office of Director 4pp 18637 157 24X 

Fiche 50-361,83/05/12,8303270243 


0305170270 Confirms no safety-related applications of integral 
unifarvoi tage trip devices exist other than in reactor trip 
iwl tchgeafr In responst to NRC request for info re 830415 
reactor trip breaker rept 

BASKlNiK P aouthern California Edison Co 83/05/13 KNlOHTON, 0 W 
Licensing Branch 3 ip 10465,396, 24X FUha 50-361,03/05/13, 

8305170276 


B3O5S7O4O0 LER 03~O39/O3L-O on 830419, d lose 1 generator starting time 
exceeded surveillance requirement Caused by relay K-8 not 
reset Relay manually cycled W/e30519 ltr 

RAY, H B aouthern California Edison Co 83/05/19 MARTIN, U B 
Region 5, Office of Director 4pp 18642 317 34X 

Fiche- 50-361, 63/05/ 19, 0305270408 


B30527aiai LER 83-042/03L-0 on 830422, during operability testing, 
emergency chiller E-333 (train B) stalled Caused by valve 
closed on surge line due to low compressor suction pressure 
yalve opened. W/B30520 ltr 

RAY,H B Southern California Edison Co 03/03/20 MARTIN, J B 
Region 5, Office of Director 4pp 18638 210 24X 

Fiche 50-361,03/05/20,8303270131 


0303260242 Forwards IE Safeguards ln«p Repts 50-206/03-11,30-361/83-20 
& 50-362/83-18 on 030425-29 No noncompliance noted Details 
withheld (ref 10CFR73 21) 

NORDERHAUO. L R Region 5. Office of Director 03/03/12 PAPAY, L T 
Southern California Edison Co 2pp 18379 322 24X 

Fiche 90-206, 03/03/12, 0305260242 


0303170471 Responds to Generic Ltr 82-33 ( NUREO-0737, Supp 1 1) re 
emergency response capability requirements Progress in areas 
of safety parameter display sys, detailed control room design 
reviews & emergency response facilities summarized 

BABKIN, K P Southern California Edison Co 83/05/13 ElBENHUT, D 0 
Office of Nuclear Reactor Regulation, Director flpp 18470 077 
24X Fiche 30-361,93/05/13.0305170471 


O Adjudicatory correspondence 


8303100199 Diacusses Memorandum Order CLI-03-10 re arrangements 
required under regulations for medical svc for contaminated- 
injured individuals No further evidentiary hearing required 
CHANDLER, L J Office of the Executive Legal Director 03/04/23 

BROWN, R F California, Unlv of, San Francisco Ip 18374 197 

24X Fiche 30-361,83/04/89,0303100199 


03O51OO2SO Advises that no further evidentiary hearing required to 
determine compliance u/Commi ssion regulations re medical 
BVes for contaminated Injured individuals Issue can be 
resolved on basis of written submission 

CHANDLER. L J Hearings Division 03/04/25 NESBITT, W Affiliation 
Unknown Ip 16373 319 24X Fiche 30-361,03/04/23,0303100220 


8305190195 Proposed findings of fact 6 conclusions of law Declaration 
of Qvc end 

PIOOTT, D R Southern California Edison Co PiOOTT, D R Qrrick, 
Herrington «c Sutcliffe 83/03/16 3pp 10300 001 24X 

Fiche* 50-361, 83/03/16, 0309190195 


8309190212 Motion to augment record bo include various revised county 
emergency plans ft other documents re emergency planning 
Decisions should reflect current Info Declaration of Svc 
end 

PIOOTT, D R Southern California Edison Co PIOOTT, D R Orrlck, 
Herrington l< Sutcliffe 83/09/16 Atomic Safety and Licensing 
Board Panel 33pp (SSD2 146 24X Fiche 50-361.03/09/16. 

8309190212 


8309190252 Position re Commission 030405 Memorandum t* Order CLl-03-10 
on offsite medical sves Util provided necessary level of 
medical sves for general public Declaration of Svc end 
PIOOTT, D R Southern California Edison Co 83/09/(6 ?pp 
10301 2B4 24X Fiche 50-361,83/09/16,8305190232 


8303240522 Order extending time until 030607 for Commission to act to 
review petitions for review of ALA0-717 

CHILK,S J Office of the Secretary of the Commission 03/05/20 
Commissioners ip 10371 118 24X Fiche 50-361, 03/09/20, 

0309240522 
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F. Becurtty, medical, emergency Sc fire protection plans 


$305060663 Forwards Amends 18 N 6 to Licenses NPF-IO Ic NPF-15, 
respictivtly 6 notice of issuance it availability Amends 
m-odlfy eftirgency preparedness license conditions imposed by 
ASLAB 830304 decision 

KNIGHTON, G N Licensing Branch 3 03/04/27 DIETCH, R eouthorn 

California Edison Co 5pp 18337 314 24X Fiche 50-361,83/04/27, 

8303060683 


— 8305060694 Amends 18 6 to Licenses NPF-lO tt NPF-15, reipec tlve ly, 

modifying emergency preparedness license conditions Imposed 
by A9LAB 830304 decision. 

ElBENHUT, D 0 Division of Licensing 83/04/27 4pp 18397 318 
24X Fiche 50-361,83/04/27,8303060603 


H General correspondence 


8303090024 Add 1 response to FOIA request for documents re 021130 
special Insp rept Forwards App A documents Portions of 
Documents 1 & 2 In App D withheld Cref FDIA Exemption 6), 
Documents 364 withheld (ref FDIA Exemption 7) 

FELTON, J M Division of Rules and Records 03/03/21 GARDE, B 
Government Accountability Project 4pp 18381 158 24X 

Fiche* 30-206, 83/03/2 1 , 0303090024 


8303120178 Advises that organl latlonal change shifted responsibility 
for nuclear matters from engineering dlv to power supply 
dlv JG Holcoimbe replaces GD Cotton as representative 
authorised to sign NRC licensing documents 

HOLCOMBE, J C. San Diego Gas & Electric Co 03/05/06 EISENHUT, D G 
Division of Licensing Ip 10427 156 24X Fiche 50-206.03/09/06, 

0303120178 


— 8303060703 Notice of issuance & availability of Amends 18 I, 6 to 
Licenses NPF-10 6 NPF-13r respective ly. 

* NRC - No Detailed Affiliation Given 83/04/27 Ip 18337 322 
24X Fiche 30-361,83/04/27,0303060603 
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P OpB-rating license stage rfocumient'S tc coTrespendenc e 


B30S0&0683 Forwards Amat^ds 18 & 6 to Licenses NPF-10 & MPF-13, 
reipectively notice oP Issuance b aval 1 ab i 1 1 Amends 
fliodifg e^ner-gencg preparedness license conditions Imposed by 
A6LAB 830304 decision 

KNlOMTONrOM Licensing BrancJ> 3 ea/O^/S? DIETCH. R Southern 

Call forme Edison Co CQTTON. O D « BERNATH. L San Diego Oai tt 
Electric Co 5pp 183S7 314 54X Flcne 90-36 li 83/04/27. a309060&B3 


--8309060494 Atnetid s 18 Ic 6 to Licenses NPF-lO It NPF-19* respec t i ve 1 gj 
modifying emergency preparedness license conditions imposed 
by ASLAD 830304 decision 

EJBENHUTj D 0 Division of Licensing 83/04/27 4pp i8337 310 
S4X Fichc 90-361. 03/04/27. 83090<606a3 


— B305060703 Notice of Issuance b availability of Amends 18 6 6 to 
Licenses NPF-IO V NPF-I 3^ raspec t I vely 

* URC - No Detailed Affiliation OWen B3/04/27 Ip 18337 322 
24X Fiche 90-361.83/04/2710309060683 


B305030499- Generic Ltr 63-J? to all power reactor & testing licensees 
re neiij ppdcedures for providing public notice cancerning 
issuance of amefids to OLt 8 vc list end 

El£ENHUTjOG Division of Licensing 83/09/02 Consol Idatetf 
Edison Co of 1/au York. Inc 30pp 18441 120 24X 

Fiche* 90 -OOOj 83 /09/02. 830 9020499 


0309040323 Board Notification 83-^37* forwards differing prof opinions 
re lys interaction it safety c lass if ic-ation Info relates to 
Board Notl f Icati one B?**!? 6 93-44 re Unresolved Safety Issue 
A-17 

EISENHUTiD 0 Division of Licensing. 63/09/04 PAULA D I NO. N 
Commissioner* 22 pp, 18337 139 24X Ficbe 90-000.83/03/04. 

0309040323 


0305170229 Foruards Amends 19 L 7 to Licenses NPF-JO L NPF-19. 
r espec tivelvi 4 safety evaluation & notice of issuance tt 
availability. Amends modify Tech Specs r« radioactive liquid 
effluants it effluent monitoring Instrumentation 

KNIOHTQN.OH Licensing Branch 3. B3/05/04 OIETCH.R. Bouthern 

California Edison Co CAT TON. 0 0 ^ BERNATH. L 8an Diego Oai & 
Electric Co 3pp 16476 349 24X FUhe 90’'361 . 63/09/04. 0309170229 


— 930S170233 Amends 17 V 9 to Licenses NPF-lO & NPF-19i respect! vely# 
rnadifying Tech Specs re radioactive liquid effluents & 
effluent monitoring Ini trumen ballon to add steam generator 
bloudoun pass line as alternative release path 

ElSENHUTiDO Division -of Licensing 83/04/29 lOpp 18476 392 
24 X FJche 90-361 » 83/09/04. 63091 70229 


—0309170334 Safety evaluation supporting Amends 17 L 3 to Licenses 
NPF-IO it NPF-19. respectively 

* Office of Nuclear Reactor Regulation.- Director 83/04/29 0pp 
10476 362 24X Fiche 50-361,83/09/04.8309170229 


—0309170236 Notice of Issuance t< availability of Amends 17 L 9 to 
Licenses NPF-lO it NPF-1 9. respect Ively 

UNrOKTON. 0. M Licensllij Branch 3 03/04/29 8 pp 18477 008 

24X Fiche 90-3614 03/09 /04i 0309170229 


0309090699 Generic Ltr 63-20 to all operating reactor llcansets 
holder* of CPs re Integrated scheduling for implementation 
of plant mods Syc list encl 

EI 8 EMHUT. D 0 Division of Licensing 03/09/09 Consolidated 
Edison Go of Neu York. Inc 16pp. 16627 193 24X 

Fiche 90-000. 83/09/09. 630909069^ 


0309260122 Comments on 030106 proposal to delete integral test of core 
protection calculator functional capabiHty from natural 
circulation teet Alternate demonstration of functional 
capability requested. 

NOVAK. T M Assistant Director for Llcenslna 03/09/12 DIETGH. R 
Southern California Edison Co HOLCOMBE. J C San. Diego Gas B. 
Electric Co 6 pp 18649099 24X Fich®^ 90-361* 83/03/ 12. 8309260122 


6309190028 Responds to Generic Ltr 83-lOA re reyolutton of TMJ Item 
n K 3,9. "Autometlc Trip of Reactor Coolant Pumps Util, 
at member of C-E Ouners Group* has chosen "trip two* leave 
two'* itrategy to rtsolva item 

BAQKIN/K, P Southern California Edison Co. 03/05/13 KNIGHTON. 0 W 
Licensing Branch 3 Spp 1B902.039 24X Fiche 90-361,03/05/13, 

03031 90026 


6309290209 Board Notification 03-063 transmit* memos re status of DHR 
studies for C-E plants, bf/enphasi i on need for PORV* in 
current C-E design*, 

NOVAK. T « Assistant Director for Licsneitig 03/09/18 Atomic 
Safetg and Licensing Board Panel 7pp 16627 107 24X 

Fiche 90-000.83/03/18,6305290209 


— 6309250231 Requests that encl documents on statu* of DHR studlii 
C-E plants. w/emphasis on need for PORVs in current C-E 
designs, be provided to ASLB & A 6 LA 8 

MATTSON.R. J Division of Systems Integration (post 811009) 
83/04/28 EI 8 ENWUT. D 0 Division of Licensing Ip 16637 lia 
24X Fiche 90-000. 03/09/ 1 B, 8305290209 


— 8309290228 Responds to Commission 030404 request that study of ni«| ^ 
controlled depressurization capability in C-£ plants be 
accelerated & that ACRE views be solicited on issue prior to 
reporting back to Commission Study to be concluded 030630 
D1RCK5. W J. Office of the Executive Director for Operations 
93/04/29 C-HILK. 8 J Office of the Secretary of the Commission 
ip. 10627.115 24X Fiche 90-000.83/09/18.8305290209 


8305240458 Forwards status of environ qual if icatlon of electrical 
equipment per 10CFR90 49(g> All equipment. except auxiliary 
feeduater pump motors, meets NUREO-0906 guideline* for 
Category II plant 

HASKIN, K P Southern California Edison Co 83/09/20 KNlOHTON.aw 
Licensing Branch 3 5pp 16949 206 24X Fiche. 50-361* 83/09/20. 

8309240490 


O Inspection reports. IE Bulletin* it correspondence 


8212060309 IE Info Notice 83-14. "Dewatered Spent Ion Exchange Rssln 
Sueceptib 11 ity to Exothermic Chemical Reaction.*' 6 vc list 
and. 

TAYLOR, J M Division of Safeguards L Inspection Progre-n* (Post 
630103) 63/03/21 Consolidated Edison Co of New Vorki Inc 

112PP 10300 319 24X Fiche 90-000. 83/03/21. 8212060385 


8309030079 Comments on Mgt Analysis Co 830404 visit to Region V re 
recent license* regulatory performance it c ircumstencei which 
Jed to proposed issuance of civil penalties against util 
CREH 8 * J L Oivlflon of Resident. Reactor Project St Engineering 
Programs 03/04/13 Division of Resident. Reactor Project It 
Engineering Program* Ip 18300 178 24X Fiche. 90-361. 93/04/13. 

8309030075 


0309170417 Forward* IE Insp Repts 90-361/63-13 It 50-362/03-12 on 
830312-25 It notice of violation 

BIBHOP.T H Region 9. Office of Director 03/04/14. PAPAY.L T 
Southern California Edison Co 2pp 16469 253 24X 

FUhe 90-361. 83/04/14. 8309170417. 


'—e30»l 70421 IE insp Repts 90-361/83-13 L 90-362/03-12 on 630312-29 
Noncompliance noted ‘ fel lure to rept reactor trip breaker 
inoperability it to implement vendor ivc bulletin info. 

0TERNBERO.D M . KIR 8 CH. D. F . CHAFFEE. A E Region 9. Office Of 
Director 83/04/13 2app 16469,258 24X FUhe 90-361*83/04/14. 

6309170417. 


0305170474 Forwards IE Insp Repts 90-361/63-12 It 90-362/83-11 on 
030221-0325 No fioncomp 1 lance noted 

BieHOP.T U Region 9. Office of Director 83/04/14 PAPAYiL T. 
Southern California Edison Co 2pp 18470 086 24X 

Fiche 90-361.03/04/14 . 0309170474 


—0305170400 IE Insp Rept* 90-361/63-12 It 90-362/63-11 on 830221-0325 Hb 
noncompliance noted. Major area* inspected operational safety 
verl flcation* monthly survei 1 lance. LER review 1. Independent 
Insp effort 

FATE.R J . MENDONCA.M M . O'BRIEN. J P. Region 9. Office of 
Director 83/04/14 4pp 16470 000 24X Fiche, 90-361. 03/04/14- 

0309170474 


0303040021 IE Info Notice 83-21. '‘Defective Emergency Use Respirator ■ 
0 VC list encl 

JORDANtE L, Division of Emergency Preparedness It Engineering 
Response (Post 830103) B3/04/19 Consolidated Edison Co of Nie 

York. Inc t26pp 16439 199 24X Fiche 90-000.83/04/19, 0303040021 


8305170919 Forward* IE Insp Rapt* 90-361/83-14 It 90-362/03-14 on 
030321-30 It notice of violation. 

SCARANO.R A, Division of Radiological Safety It Safeguard* Progrea 
83/04/18 PAPAYfL T. 8 outhBrn California Edison Co 2pp 
10467 260 24X Fiche 90-361. 83/04/19. 6309t70919 


—6309170521 Notice of violation from imp on 030321-30 

MENSLAWSKI.F A Region 9. Office of Director, 83/04/10. 2PP 
10467 262 24X Plcha 90-361.63/04/16.8305170915 


—8309170530 IE In*P Repts 90-361/03-14 It 90-362/83-14 on 030321-30 
Noncompl lance noted failure to perform surveys. inform 
worker* St properly monitor liquid radioactive affluent 

release 

YUHAS.O.P . WENSLAWBKI.F A . BOOK. H, E, Region 9. Office of 
Director 03/04/14 lOpp 18467 264 24X Fiche' 90 -D 6 ir 03/04/lB. 

8309170519 
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G303040023 IE Info Notice 83“22» *'BWR 6af etij/Re 1 1 ef Valve Failures '■ 
Sv-c llmt end 

JORDAHfE L Division of Emergency Preparedness & Engineering 
R«Si)on«e (Post &30103> 83/04/22 Consolidated Edison Co of New 

York, Inc il2pp 18303 009 24XFiche 50-000,03/04/22.0303040023 


0303040035 IE Info Notice 03-23, “Inoperable Containment Atmosphere 
6«T>ting figs ** 8vc list end 

G L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 03/04/25 Consolidated Edison Co of New 

York, Inc I19pp 10381 291 24X Ftche 50-000,83/04/25,8303040025 


8309170399 Forwards IE Insp Repts 50-3^.1/03-10 8, 9O-3A2/03-16 on 
830404-08, No noncomp 1 lance noted 

BieKOPiT W Region 5, Office of Director 03/04/26 PAPAY, L T 
Southern California Edison Co 2pp 1B466 098 24X 

Ft die 90-361.83/04/26,0305170359 


—8303170361 IE Insp Repts 50-361/03-18 U 50-363/03-16 on 830404-08 No 
noncomp 1 lance notsd. Major areas inspected corrective & 
preventative melnt programs. 

GCKHARDTiJ H . KIR8CH, D F Region 5, Office of Director 
83/04/22 4pp, 1 0466 > 100 24X Flcha 90-361,83/04/26,8305170359 


8303040026 IE Info Notice 83-34. ‘*Loose Parts in Secondary Side of 
Btaam Osnerators at PNRs " Svc list end 

JORDAN. E.L, Division of Emergency Preparedness it Engineering 
Responie (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc, U9pp 18382 047 84X Flche 50-000,83/04/28,8303040026 


8343040027 IE Info Notice 83-25, "Standby (9as Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment “ Svc list end 
JOROANjE. t. Division of Emergency Preparedness it Engineering 
Respanee (Poet 830103} 83/04/20 Consolidated Edison Co of New 

York, Inc. llQpp 10382 165 24X Flche 50-000,83/04/28,8303040027 


8303040028 IE Info Notice 03-26, “Failure of Saf ety/Rel iof Valve 
Discharge Line Vacuum Breakers " Svc list end 
JCftDANi E L Division Of Emergency Preparedness & Engineering 
Heiponie (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, tnc. I88pp 18441 170 24X Flche 50-000,83/05/03,8303040028 


8 Reportable occurrences, LERs S< related correspondence 


0305060448 Forwards revised LER 83-005/01 X-1 

RAV. H B Southern California Edison Co 83/03/31 ENOELKEN.R H 
Region 3, Office of Director 2pp 18343 135 24X 

Flche 50-362,03/03/31,8305060440 


— 8309060430 Revised LER 83-OOS/OlX-l on 030222, ob served loose snubbers 
fc hangers associated w/twa sampling valves (3HV5O0 6 3MVS17> 
of RC5 Caused by removal for malnt performed on associated 
components Snubbers reconnected 

RAY. H D Southern California Edison Co 03/03/31 Region 5, 
Office of Director 3pp 10343 137 24X Flche 50-362,83/03/31. 

0305060448 


8305030360 RD high steam generator differential pressure trip function 
operability regulrements exceeded for (lodes 1.2 St 3 
Setpoints will be corrected before reentry into Mode 3 & 

-will be reported In LER by 830503 

RAY*H S Southern California Edison Co 83/04/22 MARTIN. J Q 
Region 5, Office of Director 8pp 10291 361 24X 

Flche 54-361 ,03/04/22. 0305030360. 


0305020103 PNO-V-83-01B on 034481, util received Itr from C-E Informing 
of error in equivalent voltages corresponding to setpoints 
associated w/steam generator high delta pressure trip 
function Corrective action being developed 
BISHOP, T W Region 9, Office of Director 83/04/25 Ip 
18277 293 24X Flche 50-361,83/04/25,0305020103 


0305180790 Forwards 6ER on reactor trip breakers Licensee proposed 
actions provide acceptable basis for restart 6 operation 
EISCNHUT, D 0 Division of Licensing 83/03/02 DIETCH. R Southern 
California Edison Co C0TTDN, 0 0 , DERNATH. U San Diego Oas V 
Electric Co 3pp 18505 001 24X Flche 90-361,83/05/02.0305180790 


— 0305180804 9ER lifting restrictions on exceeding power documented In 
confirmation of action Itrs dtd 830311 & 0429 based an 
corrective actions re reactor trip breaker failure 
* Office of Nuclear Reactor Regulation, Director 03/04/30 
58pp 18505 004 24X Flche 50-361,83/05/02,0305100790 


8303040030 IE Info Notice 03-27, “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment." Bvc list incl 

■JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York. Inc 112pp 18382 282 24X Flche 50-000,83/05/04,8303040030 


8303040431 IE Info Notice 83-28, "Criteria for Protective Action 
Re C4>mA.and«tlone for General Emergencies “ Svc list end 
■JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

Vork, Inc. 119pp 18441 001 24)^ Flche, 50-000, 83/05/04. 8303040031 


8305160047 Forwards LER B3-039/03L-0 

RAVf H B Routhern California Edison Co 63/05/03 MARTIN, J Q 
Region 5, Office of Director 2pp 18493 020 24X 

Flche 50-362,83/05/03,8305160047 


—0309160091 LER 03-O35/O3L-O an 830404, fire spray sys spuriously 
actuated Fire detectors Inoperable Cause unknown 
Compensatory measures remained In place until fire spray sys 
returned to svc on 630416. 

RAY, H B Southern Califarnta Edison Co 63/05/03 Region 5, 
Office of Director Ip 16453 022 24X Flche 90-362,83/05/03, 

8305160047 


8343040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Da f ornatlon. “ Svc list end 

JORDAN, E.L. Division of Emergency Preparedness It Engineering 
Risponse (Post 630103) 83/05/06 Consolidated Edison Co of New 

York. Inc. U9pp. 18523 248 24X Flche 50-000,63/05/06,8303040033 


8303040434 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EQP) Guidelines " Svc list end 
JORDAN, E.L. Division of Emergency Preparedness It Engineering 
Response (Post 630103) 83/05/11 Consolidated Edison Co of New 

Yorki Inc. 114pp 18524 003 24X Flche 50-000, 83/05/1 1 , B303040034 


8305260242 Forwards IE Safeguards Insp Repts 50-206/63-11,50-361/63-20 
It 50-362/63-18 on 830425-29 No noncompliance noted Details 
withheld (ref 10CFR73 21). 

NDRDERHAUO. L R. Region 5, Office of Director 83/05/12 PAPAV, L T 
Southern California Edison Co 2pp 18599.322, 24X 

rich** 90-206, 83/05/12, 0305260242, 


8303440440 lE Info Notice 83-31, "Error In ADLPIPE Computer Program " 
&VC 1 l»t one L 

JORDAN, E L, Division of Emergency Preparednees it Engineering 
Raiponae (Pest 030103) 83/05/19 Consolidated Edison Co of New 

York* Inc 114pp. 10697*009. 24X Flche 00-000,83/05/19,8303040040 


8303040446 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil “ Svc list end, 

JORDAN, E L, Divtilon of Emergency Preparedness it Engineering 
Rasponee (Post 830103). 63/05/26 Consolidated Edison Co. of New 

York* Inc. Il4pp 18647*007 24X Fiche. 50-000, 83/09/26, 8303040046. 


R Periodic operating reports I, related correspondence 


8304190372 Monthly operating repts for Feb 1903. 

HAYHEATHER.L Southern California Edison Co 03/03/15. llpp 
1 79fl I 359 24 X Flche. 90-36 1 , 83/03/ 1 5, 8304 1 50368 


8305160110 Forwards LER a3-033/03L-0 

RAY« H B. Southern California Edison Co 63/05/03 MARTIN, J B 
Region 5, Office of Director 2pp 16490 093 24X 

Flche 50-362,83/05/03.6305160110 


—8309160115 LER a3-033/03L-0 on 830331, fire spray sys that protects 
control bldg cable riser elevator 30 ft spuriously 
activated Cause unidentified Corrective action re proper 
resetting technique to be provided to personnel 
RAV,H 0 aouthern Cellfornla Edison Co 03/05/03 Region 5, 
Office of Director Ip 18450 095 24X Fiche 50-362,03/45/03, 

03051(1.4110 


0309160124 Forwards LER B3-036/03L-0 

RAY. H fl Southern California Edison Co 83/05/03 MARTIN, J B 
Region 9, Office of Director 2pp 10448 143 24X 

Flche 54-362,83/05/03,0305160120 


—0309160125 LER 03-O36/O3L-O on 030309 it 0401, early warning fire 
detectors In sones 41 It 6, respect ivel y, Found inoperable 
Cause unknown. Detector Inoperability under evaluation 
RAYiH 8 Southern California Edison Go 03/05/03 Region 5, 
Office of Director Ip 10448 i45 a4X FUhe 50-362,83/05/03, 
0305160120 


0305160055 Forwards LERs a3-037/01T-0 for Units 1 It 2 

RAY.H 8 Southern California Edison Co 03/05/05, MARTIN, J B, 
Region 5, Office of Director 2pp 10491 047 24X 

Fiche 50-361 , 03/05/09. 8305160095 


—830516010! LER 83-037/01T-4 on 030421, high steam generator differential 
preesure setpoint used in PPS emergency feedweter sys logic 
circuitry resulted In actual trip setpoint 300 psid higher 
than assumed In F8AR Caused by voltage convarsion error 
RAY, H B Southern California Edison Co 03/05/05 Region 5, 
Office of Director 2pp 18451 051 24X Flche 50-361,03/05/05, 

6305160055 
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630&17057a Conl^irms no aa f s ty-r e la tie d applications of Integral 
unifgrva 1 tage trip dc-vicet exist tihan in reactor trip 

bclig e d 1 n response to NRC request far info re 63Q419 
reactor trip breaker rept 

BASKiNtkl P SputPern California Edison Co 63/09/13 KN10HT6N< 0 U 
Licensing Branch 3 Ip 1B4&9 3Z-b 3AX Fictte 90-36 li 63/05/ 13i 
6303170270 


6309270137 LER 03-O36/O3L--O on 930420- p o s s 1 b I e problems Ih source lnsp< 
mfg U con Pigurat 1 on control of reactor trip circuit breaker 
supplier identified In 0^ audit Caused by Inadequate 
supplier OA program for sub can tractors 14/630920 Itr 
HAY.H 6 Eouthern California Edison Co 63/05/20 MARTIN* -J B 
Region 3* Office of Director 3pp 16^36 0^7 24X 

Ficbe 30~3A2. 83/03/20. 0305270137 


DOCKET 90-364 JOSEPH M PARLEY NUCLEAR PLANT. OMIT 2 


P Security, medical* emergency & fire protection plans 


6305060616^ Releases public version of revised svc bldg telephone 
d i rectory 

FELTONiJ M Division of Rules and Records 63/04/S6 Document 
Management Branch Ip 10339 116 a4X Fiche 50-346,83/04/26# 
8303060616 


—8309060621 Forinards public version of revised svc bldg telephone 
directory to be filed w/Admin i s trat i ve Procedure 
FNP-O-ElF-6 

HUDSPETH* J 0 Alabarta Pouer Co 83/04/03 Office of Nuclear 
Reactor Regulation. Ol rector Spp 18339 117 a4X 
Fiche 50-348,83/04/26*8303060616 


— 0303060626 Public version of revised svc bldg telephone director)/ 
» Alabama Power Co 63/03/17 66pp 16339 11? 24X 

Plche 30-348*83/04/26.6305060616 


0309110034 Generic Ltr 83-21 to all licensees of operating reactors* 
applicants for OLs h holders of CPs re c lar i f icat 1 on of 
access to control procedures for law enforcement visits 
Svc list encl 

EIS£NHUT*D Q Division of Licensing 93/05/11 Consolidated 
Edison Co of New Vori. Inc I6pp 18340 099 24X 

Fiche 90-000,63/03/11*6309110034 


P Operating license stage documents S* correspondence 


830902049/; Advises of active negotiation w/DQE on agreement for 
disposal of spent nuclear fuel Si/or high level radbiaste per 
Generic Ltr 63-07 Comments on draft std disposal contract L 
proposed disposal rulemaking end 

CLAYTON. F L Alabama Power Co 83/04/23 VARGA* S A Office cf 
Nuclear Reactor Regulation. Director 12pp 18262 347 24X 

Fiche 50-34B. 63/04/29* 0309020436 


asOSlTOia*? Forwards supplemental BER input re turbine valve testing 
Interval between periodic turbine valve tests can be 
increased from weekly to monthly on interim basis* pending 
establ Ishment af new probabilistic turbine missile position 
VAROA.S A Operating Reactors Branch I 63/04/29 CLAYTON* F L 

Alabama Power Co 9pp 16481 063 24X Fiche 90-364*83/04/29. 

8305170699 


8303020459 Generic Ltr 83-19 to all power reactor t< tastinig llcfnsiti 
re new procedures for providing public notice concerning 
issuance of amends to OLs Svc list end 

E18ENMUT*0 O Division of Licensing 83/09/02 Conio Udeteil 
Edison Co of New York, Inc sOpp IB441 120 24X 

Fiche 90-000,93/09/02,6309020453 


6309110308 Application for amend to OLs rovising Tech Specs 3/4823, 
3/4 a 2 4 {;* 3/4 6 2 9 to increase confidence of battory 
aperability 8( provide time to correct battery conditions 
CLAYTON. F L Alabama Power Co 83/05/03 VAROA, 3 A Office of 

Nuclear Reactor Regulation. Director 3pp 18393 198 24X 

Fiche 30-346*83/09/03,8309110300 


— 83091 1<>311 Proposed changes to Tech Specs 3/4 8 2 3*3/4 0 2 4 l< 
3/4 829 increasing confidence of battery operability 
providing time to correct certain battery conditions w/o 
undue plant sftutdoiun 

e Alabama Power Co 83/09/03 I9pp 16393 203 a4X 
Fiche 90-340, 83/09/03, 8309110308 


0309090659 Generic Ltr 03-20 to all operating reactor llcenseac 6 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EI8ENHUT.D0 Division of Licensing 83/09/09. ConsoUdatid 
Edison Co of New York, Inc 16pp 18627 193 24X 

Fiche 90-000# 63/09/09* 6309090639 


6309240191 Forwards Rev 6 to security plan Rev establishes upper limit 
of 120 days on interim c learance. p or Varga BSOiOS ltr Rev 
withheld (ref J0CFR2 790) 

CLAYTON- F L Alabama Power Co 83/05/12 D'REILLV.J P Region 2* 
Office of Director Jp 18348 03J 24X Fiche 30-348,83/09/12. 

8303240191 


6309240440 Advises that operator training program procedures re nkiural 
circulation cooldown (Generic Ltr 01-21). based on 
Hestlnghouse Owners Group gui de 1 ines* wi 1 1 be incorporated by 
630619 Training uritl be completed by 030319 

CLAYTON. F L Alabama Power Co 83/09/10 VAROA, S A Office of 
Nuclear Reactor Regulation, Director 2pp 18973 131 24X 

Fiche 30-348*83/05/18,0309240440 


8305230285 Forwards response to 830204 SERs NRC 830418 ltr re environ 
qual i f Icatlon of sa f e ty-re 1 ated electrical equipment LItll 
plans to address remaining outstanding action items 
Inc 1 uded 

CLAYTON. F L Alabama Power Co 83/03/20 VAROA* S A Office of 
Nuclear Reactor Regulation* Director 118 p 18696 891 24X 

Fiche 90-34 a, 63/0 5/20 . 830329 0283 


B30929039I Responds to NR< request to evaluate adding RC8 cold leg 
temp indication I, source range neutron monitor to hot 
shutdoien panels per !0CFR30#App R Addition af RC5 
appropriate mod Source range neutron monitor too costly 
CLAYTON- F U Alabama Power Co 83/09/20 VARGA. 3 A Office of 
Nuclear Reactor Regulation. Director Spp 18985337 34X 

Fiche 30-348.03/09/ 20, 830 929039 1 


a iTispection reports, IE Bulletins S« correspondence 


8212060309 EE Info Notice 83-14, ’'Dewatered Spent Ion EkChingt Rftin 
Susceptibility tt> Exothermic Chemical Reaction " Svc list 
sne I 

TAYLOR. J rt Division of Safeguards & Inspection Programs (Post 
630103 ) 83/03/21 Consolidated Edison Co of New Yorki Enc 

llSpp 10308 319 24X Fiche 90-000.83/03/21,8212060389 


6309270358 Forwards IE Insp Repts 50-348/03-10 6 30-364/83-00 on 
830216-0309 No noncompliance noted 

VERRELLli D M Division of Project & Resident Programs 83/03/30 

HCDONALD. R P Alabama Power Co 2pp 18642 096 24X 

Fiche. 90-348. 83/03/30, 8305270390 


t Financial information 


8305240481 Forwards Annual Financial Rept 1982 U related financial info 
to satlaftj retrospective premium guarantee required under 
Pr i ce-Andersen Act 

BQWBEN, T J Alabama Power Co 63/03/20 SALTZMAN. J Antitrust tc 
Economic analysis Branch (Utility Finance) 16pp 10972 113 24X 

Fiche 50-348.83/09/20,8309240481 


— 0305240404 Annual Financial Rapt 1982 

FARLEY, J J1 Alabama Power C-o 83/03/04 40pp 
Fiche 50-348.03/05/20,8303240481 


18572 129 24X 


J Insurance & lademnity information 


83090-40180 Forwards EndoreBments 92 it 43 to NELIA policu NF-238 t* 
MAELU Policy KF-93, ra s pe): t ively 

DUCK, JR Marsh L McLennan* Inc 83/04/28 SALT Z MAN . J Assistant 

Director for State L Licensee Relations 3pp 18324 034 24X 

Fiche 30-346*83/04/28*8305040180. 


— 0309270370 IE Insp Repts 50-348/83-10 6 90-364/03-06 on B30216-OJ55 No 
nancompl iance noted Major areas inspected montbli/ malnt 6 
surve 1 llance# operat lonal safety, Independent insp effort, 
refueling e* IE Bulletin 82-04 followup 

QRAOFORO, N H . RULAND, W H Region 2, Office of Director 
CANTRELL# F S Division of Project & Resident Programs 83/03/29 

6pp 18642 096 24X Fi c h e. 90-346, 83/03/30. 6309270398 


8303040021 IE Info Netlce 83-21* “Defective Emergency Use Respirator 
6vc list eacl 

JORDANiE L Division of Emergency Preparedness 6 Englnetrlng 
Response (Past 830103) 63/04/19 Consolidated Edison Co of Nte 

York, Inc ll?6pp 16439 199 24X Fiche 50-000.83/04/19,0303040021 


8303040023 IE Info Notice 83-22* "BWR Saf ety /Rel i ef Valve Failures 
Svc list end 

viORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Poet 830103) 63/04/22 Consolidated Edison Co of Niw 

York, trie ll&pp 18303 089 24X Fiche 90-000.83/04/22.8303040073 
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8303040025 IE Infp Notice 03-23* "Inoperable Containment Atmosphere 
Sensing S^s Svc list end 

E L Division of Emergenc(j Preparedness & Engineering 
Respans* IPost B30103) 03/04/25 Consolidated Edison Co of New 

YorlC^ Inc ll?pp 10381 291 84X Fiche 50-000* 83/ 04/29* 0303040025 


0303040026 IE Info Notice 83-24* "Loose Parts In Secandarg Side of 
Stsemi Osnerators at PNRs " Svc list and 

OORDANi E L Division of Emergency Preparedness & Engineering 
Reiponie IPost 830103). 83/04/28 Consolidated Edison Co of Neu 

Yorlc^ Inc Ii5pp 10302 047 24X Flche 90-000*03/04/28*8303040026 


0303040027 IE Info Notice 83-29* "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list one! 

JQROANf E L Division of Emergency Preparedness it Engineering 
Response IPost 830103) 83/04/28 Consolidated Edison Co of Neu 

York* Inc liapp 10302 169 S4X Flche 90-000*03/04/28*8303040027 


&30304002B IE Info Notice 83-26* "Failure of Saf ety/Re 1 ief Valve 
Discharge Line Vacuum Greakers " 8vc list end 
JOROAff*E L Division of Emergency Preparedness St Engineering 
Rasponss <Post 830103) 83/09/03 Consolidated Edison Co of Neu 

Vork* Inc t22pp. 10441 170 24 X Fiche 90-000*83/09/03*0303040020 


0303040030 IE Info Notice 83-27* "Operational Response to Events 
Concerning Oeilberat# Acts Directed Against Plant 
Et^uJ-pevent ** Svc list end 

JORDAN*E L Divltion of Emergency Preparedness & Engineering 
Response IPost 830103) 83/09/04 Consolidated Edison Co of Neu 

York* Inc 112pp. 18302 202 24X Flche 90-000*03/09/04*8303040030 


0303040031 IE Info Notice 03-20* "Criteria for Protective Action 
RecoeinienifatiQns for OeneraJ Emergencies " Svc list end 
i/ORDAM*E L Division of Emergency Preparedness it Engineering 
Response (Poet 830103) 83/09/04 Consolidated Edison Co of Neu 

York* Inc Il9pp 10441 001 84X Flche 00-000*83/09/04*8303040031 


0303040033 IE Info Notice 03-29* "Fuel Binding Caused bg Fuel Rack 
Oefarmation Svc list end 

JORDAN* E U Division Of Emergency Preparedness i* Engineering 
flesponi* (Pott 030103), 03/09/06 Consolidated Edison Co. of Nou 

York. Inc 119pp. 18923 240 24X Ficho 90-000*03/09/06*0303040033 


0309160094 Oiscuttti actions taken to identify it resolve potential 
D0-416 reactor trip breaker problems per IE 'Bulletin 83-01 
Scharfule* u/f ina 1 i J ed implementation dates* to be submitted by 
930931 Emergency operating procedures end 

CLAVTONiF L Alabama Power Co 83/09/10 VARGA* 3 A Office of 
Nuclear fteecter Regulation* Director 7pp 10490 206 24X 

Flche 90-343*03/09/10*8309160094 


— 8309160100 Rev 6 to Emergency Operating Procedure FNP-l-EOP-9 O. 
"Reactor Trip, •• 

* Alabama f»ouer Co 03/09/09 6pp 18490 213 24X 

Flche 90-348*83/09/10*0303160094 


— 0^(^916O1O7 Rev 6 to Emergency Operating Procedure FNP-l-EOP-19 0* 
"Anticipated Transients W/o Trip (ATWT) " 
e Alabama power Co 83/09/10 gpp 18490 219 24X 

n c h e . 9 0-348* 03/09/ 1 0* 83091 60094 


B303Q4OO34 IE Info Notice 83-30* "Nisapp I icatlon of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDANiE L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/03/11 Consolidated Edison Co of Neu 

York* Inc ^I4pp 10924 003 84X Flche' 90-000* 83/09/1 1* 8303040034 


0303040040 lE Info Notice 83-31* "Error in ADLPIPE Computer Program, " 
3vc list end. 

JORDANi e L Division of Emergency Preparedness & Engineering 
Response (Post 830103), 03/09/19 Consolidated Edison Co of New 

York* Inc ll4pp 18697 009 24X Flche 90-000i 83/09/19, 0303040040 


0303040046 IE Info Notice 03-33* "Nonreprosentet 1 ve Sampling of 
Contamlnateif on »' syc list end 

JORDAN*S,L, Division of Emergency Preparedness It Englnearing 
Reepanse (Post 830103) 03/03/26 GonsoUdatad Edison Co of Neu 

York* Inc 114pp. 18647007 a4X Flche. 90-000* 03/09/26* 0303040046 


R Periodic operating reports It related correspondence 


0309200397 Forwerdf monthly operating rept for Apr 1903 

CLAYTON*F. L Alabama Power Co, 83/05/i2 Division of Data 
Autonation U Management Information 2pp 10918,096, S4X 
Flche: 90-364* 83/09/12* 0309200397 


—0309200362 Monthly operating rept for Apr 1983 

HAIRSTON* H 0. Alabama Power Co, 03/05/02 4pp 10918 098 24X 

rich# 90-364*83/09/12*8309200397 


8309200979 Foruards monthly status of licensing 1 terns* req^uirlng NRC 
approval* Identified In 030113 Itr 

CLAYTON. F L Alabama Power Co 03/09/13 VARGA- S A Office of 

Nuclear Reactor Regulation, Director 6pp 10514 114 24X 
Flche 50-348* 83/05/ 13 , 0305200979 


S Reportable occurrences, LERs St related correspondence 


8305110427 Part 21 I* deficiency repts re mlsoperatlon of D6-416 reactor 
trip undurvol tag# devices Initially reported on 03D42D 
Attachments uill be replaced u/devices u/uidened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE. E P WeetinghousP Electric Corp 83/04/21 DEYQUNO* R C 
Director's Office. Office of Inspection and Enforcement 5pp 
10405 099 24X Ficho 50-000*83/04/21.0309110427 


8305030980 Forwards LER 83-01 a/ODL-O 

CLAVTaN*F L Alabama Power Co 03/04/22 Region 2, Office of 
Director Ip 18305 350 24X Flche 50-364,03/04/22*0305030580 


— 8309030989 LEr 83-O10/O3L-O on 830326* prossuri tar heater group 2A 
declared inoperable when heaters failed to encrglie Caused 
by discharge breaker closing springs !< out of adjustment 
microswitch Switch adjusted It breaker cycled 

HAIRSTON* W o Alabama Power Co 03/04/22 Region 2* Office of 
Director ip 18305 359 24X Fiche 30-364,83/04/22.8305030500 


9309100132 Forwards LER 03-01 9/O3L-0 

CLAYTONrF L Alabama Power Co 03/09/03 Region 3, Office of 
Director ip 18374 358 24X Flche 50-364*83/09/03,0305100132 


—8305100139 LER e3-019/03L-0 on B30404 6 19. rod control sys declared 
inoperable upon receipt of failure alarm on power cabinet 
2AC Following second occurrence, phase control card G2 
rep laced 

HAIRSTON* H O Alabama Power Co 83/05/03 Region 2* Office of 
Director 2pp 10374 359 24x Flche 50-364,83/05/03*0305100132 


0305110257 Forwards LER 05-O21/O3L-O 

CLAYTON* F L Alabama Power Co 03/05/09 Region 8, Office of 
Director Ip 10393 179 24X Fiche 90-364,03/09/05*0305110257 


—0309110260 LER 03-021 /03L-0 on 83041 1 . Ins trumentation channel 
associated u/refueling water storage tank uater level 
Indicator LI-4075A declared inoperable due to low 
indication Cause not determined 

HAIRSTONiN G Alabama Power Go 03/09/05 Region 2* Office of 
Director ip 18393 IBO 24X Fiche 30-364*03/09/05*8309110257 


8305310201 Comments on adequacy of current facility DS-416 reactor trip 
breakers Breaker configuration modified based on dimensional 
alignment t* extensive testing Safe operation not adversely 
Impacted by breakers 

CLAYTON* F L Alabama Power Co 03/09/26 VARGA, 8 A Office of 
Nuclear Reactor Regulation* Director 2pp 10690 157 24X 

Fiche 50-340* 83/09/26* 0309310201 


DOCKET 50-366 EOWIN I HATCH NUCLEAR PLANT. UNIT 2 


F Security* medical* emergency I* fire protection plans 


8305030665 Releases public version of revised emergency plan 
implementing procedures 

FELTON*J M Division of Rules and Records 03/04/29 Document 
Management Branch tp. 18309 141 24X Fiche 90-321,03/04/25* 

8305030689 


— 8309030687 Forwards public version of revised emergency plan 
implementing procedures, Inc lud Ing Procedures HNP-4734 re 
general emergency - Savannah River Operations Ofc 6 
HNP-4927 re alert - security force 

NIX*H C Georgia Power Co B3/04/07 Office of Nuclear Reactor 
Regulation* Director Ip IB309 142 24X Fiche 90-321*03/04/23* 

8305030605 


— 0305030690 Public version of revised emergency plan Implementing 
procedures* Inc lud ing Procedures HNP-4734 re general 
emergency - Savennah River Operations S< HNP-4927 re 
alert - security force 

ROGER B* H H , NIX,H Georgia Power Co 03/04/04 SOpp 
18309 143 24X Flche 30-321.03/04/29.0303030609 


8305040649 Releases public version of revised pages to emergency plan 
FELTON* J M Division of Rules and Records 03/04/25 Document 
Management Branch Ip 18336 279 24X Fiche 50-321,83/04/25* 

0303040640 
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--8305040654 Forward* public version of revised Pages C-3 & P*"! 1?0 
emergenciv p Ian 

OLLIWQERkW H <>eorqla Power Co 03/03/31 NRG - No Detailed 

Affiliation Given Jp 18336 276 24X Flche 50<-32li 03/04/25. 

a30504064a 


— 0303040659 Public version of revised Pages C-3 & P-l to anargenev plan 
a Georgia Power Co 03/O&/20 2pp 10336 277 S4)C 
Flche 30-33 1 1 93/04 /aS» 0305040640 


930506046? Clarifies r»<iuasts for aKcmptions from lOCFRSO 40 & App R 
r eqiitrajnents In rasponia to NPC request at 030330 maetlng 
Rtv to 830701 rasp on te to ba submitted bg S30530 
CVClfA.L r Georgia power Co 03/04/20 SrOLZ. J F Operating 
Reactors Branch 4 lipp. 18331 179 24J< Flche 30-321.93/04/29. 

8303060467 


9309110034 Generic Ltr 03-21 to all licensees of operating raactan^ 
applicants for OLs S. holders of CPs r« clarificatloin of 
access to control procedures for law anforcemant visits 
Sve list and 

EISENHUTfD. 0 Division of Uitenslng 93/05/11 Consolidated 
Edison Co of Niu Vorfi« Inc. 16pp 10940 093 24X 

FI chi 30-000. 93/03/1 1.8309110034. 


630SSS0930 Submits Info on compliance w/Branch Technical Position 
9 5-1 re qualification of fire protection engineers 
Ouat if icatlon raqciir aments mat through maint of staff at 
affiliated sve compang. Southsrn Co Sves. Inc 

OWCWAil. T Georgia Power Co 03/03/19 STOLZ.a F Operating 
Reactors Branch 4 Ip 18308 229 24X Ficha 50-321.83/09/19. 

8309230930 


H Oenarai corraspondanca 


0305030261 Requests changes in correspondence routines due to recent 
mgt changes 

GUCUArL r Georg la Power Co 03/04/28 DENTOM.H R Office of 
Nucleer Reactor Regulation. Director Ip 18300 046 24X 

Flche 90-000.93/04/28.8303030261 


J Insurance I. Indeetnltti Information 


B3Q5040S02 Forwards Endorsement 78 to HFLIA Pol leg NF-2i3 & Endorsement 
63 to MAELU Pol leg MF-78 

IH/CK. JR Marsh Ic He Lennan. Inc 03/04/28 SAUTZHAN. J Assistant 
Director for State «. Lleeniec Relations 3pp. 18324 028 24X 

F 1 c h a ' SO -321 . 03 /04/28 « 030904 0202 


8309200270 Forwards Endor cement 79 to NELIA Policy NF-2t3 (< Endorsement 
64 to HAELU Policy MF-7S 

OUCKrJR Harsh Ic hcLennani Inc. 03/03/16 SALT2HAN. J Assistant 
Director for State Licensee Relations 2pp 18316 256 24X 

Flche. 90-321. 93/09/16. 8309200270 


e303230027 Forward* Endorsement 00 to NELiA Policy NF-“21S 6 Endorsement 
66 to HAEUU Policy HF-70 

DUCK. J ft Marsh & HcLennan. Jnc 83/09/16 SALTZMAft. J Assistant 
Director for State >lc Licensee Relations 3pp. 19939 190 24X 

FI C h f J 50-32 1 , 83/09/ 1 6. 030 523002 7 


P. Operating license stage documents 6 eorraspandence 


0304120027 Forwards revised ortfer confirming licensee commitment! on 
pof t-TMI-releted issues. correcting Info re Implementation 
schedule for Item fl B 3. ''Post-Accident Sampling " 

STOLZi J F Operating Reactors Branch 4. 83/03/30 BECKHAM- J T 

Georgia Poi/er Co 4pp. 17957 320 24X Flche 90-321.03/03/30. 

0304120027 


--8304120042 Order revising schedule for subnittel of Info re Item 
12.9 3, ^Post-Accident Sampling." from B30401 to 930701 
PURPLE. R A Division of Licensing 63/03/30 Georgia Power Co 
lOpp 17757.324 24X Flche 90-321.83/03/30.0304180027, 


technical evaluation rrpt re 
tor Operator k Senior 
'»lning for Mitigating 
^37 requirements. 

\ P'1/04/20 BECKHAM. J T 

V 90-321,03/04/20. 


9309030634 Application to amend Licenses DPft-37 & NPF-5i revl ling Tub 
Specs re THl Action Plan Items I A 1 1 3. I A 1 3. 11 E 4. ] . 

II E 4 2 9-7. II K 3 3, II H 3 13. II K 3 22. IT K 3 19. 

11 K 3 19. II K 3 27, H K 3 43 fc II F 1-4 

BECKHAM. J T Georgia Power Co 03/04/22 STOLZ.J F Operating 

Reactors Branch 4, 8pp 18309 293 24X Flche 90-321.03/04/28, 

8309030634 


— 8303030669 Revised Tech Specs re TMI Action Plan Items I A. 1 1.3. 
J A 1 3. II C 4 1- ir E 4 2 9-7. II K 3 3. 1 1 K 3 13. II. K 3 22, 
n K 3 15. II K 3 19. II K 3 27. 11 K 3 43 & II F 1-4 
# Georgia Power Co 63/04/22 31 PP 19309 293 24X 

Flche 90-321.63/04/22.9309030634 


9309040749 Summary of 930223-24 meetings w/uttl U EOhO In Atlanta, GA ri 
proposed radiological effluent Tech Bpecs 

RIVENBARK. 0 U Operating Reactors Branch 4 83/04/22. 8T0LZ.JF. 

Operating Reactors Branch 4 13pp 18327 179 24X 

Flche, 90-321. 83/04/22. 8309040748 


0309060671 Forwards E08.0 830404 ltr transmitting list of HRC comainti 
on unresolved Items from proposed radiological effluent 
Tech Specs Earlier scheduled date for final submittal 
requested 

BTOUZ.J.F Operating Reactors Branch 4 93/04/22 BECKHAM. J T. 

Oeorgla Power Co 2pp 18399 001 24X Flche 90-321.03/04/22. 

0309060671 


— 9304220257 Forwards list of major radiological effluent Tech Spec Itiii 
from licensee proposal that were not resolved at Atlanta 
meeting Differences between Unit 1 S. Unit 2 proposals are 
minor Commitment date for next submittal not identified. 

SERRANO. N EGhO. Inc 83/04/04 HILLIS, C A NRC - No DstaMlI 
Affiliation Given 3pp 16390,003 24X Flche 90-321 . 93/04/22, 

8305060671 


0305020495 Generic Ltr 83-19 to all power reactor it testing llcenieis 
re new procedures for providing public notice concerning 
issuance of amends to OLs 8vc list end 

EISENHUT. D 0 Division of Licensing 83/09/02. CoTisolIdatf d 
Edison Co of New York. Inc 90pp 18441*120 24X 

Flche. 90-000. 93/09/02. 8309020459 


8309060306 Requests that portion of 830422 response to Generic Ltr 
03-02 be withdrawn Portion 're Item II F 1, "Add! Aecldent 
Monitoring Instrumentation.^' will be reevaluated upon 
receipt of NftC guldence, 

GUCUA, L T Georgia Power Co 03/05/02 8T0LZ. J F Operating 
Reactors Branch 4 Ip 18344 323 24X Flche 50-321.03/05/02. 

8305060306 


0305090699 Generic Ltr 83-20 to all operating reactor licensaei 6 
holders of CPs re integrated scheduling for implementation 
of plant mods 8vc list end. 

EISENHUT. D 0 Division of Licensing. 83/05/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 153 24X 

Fiche 90-000. 03/09/09, 8309090699 


9309160199 Amends 630330 submittal re extension of tIALPHOR limlts.ECCS 
anoiysli results justify operation of all facility fuel 
types at exposures greater than 30.000 MWd/st 

GUeWA. L T Georgia Power Co 03/09/10 STOLZ.J F Operating 
Reactors Branch 4 2pp. 16446^083 24X Flche, 90-366. 03/05/10. 

8309160199 


8309200453 Commits to submit results of plant-unique calculations 
re acceptabil ity of mod to torus vacuum breakers by 830619. 
in response to Generic Ltr 63-00 

GUCHA.L T Georgle Power Co 83/09/16 STOLZ.J F Operating 
Reactors Branch 4, tp 18919 089 24X Fiche 90-321.83/05/16. 

0309200493 


6309840290 Advises that startup expected to occur between 030607-14 
assuming resolution of outstanding licensing 1 ssuei. Uriknouni 
still exist In schedule due to existence of pipe flaw 
indications Draft rept on weld repairs expected by B30530, 

GUCWA.L, T Georgia Power Co. 03/09/19, 0TOLr.J F. Operating 
Reactors Branch 4 Ip 18948*307 24X Flche* 50-366. 83/05/17* 

9309240290, 


0309260298 Submits GE info assuring that crud-lnduced local corrosion 
failures will not occur during Cycle 4. in response to NRC 
930919 request 

OUCWA.L T Georgia Power Co 83/09/20, 8TDLZ. J F. Operating 
Reactors Branch 4 Ip, 18626 264. 24X Fiche 90-366. 03/05/20. 

8309260299 


on Programs as 
(chnical 


07/01 


MRC 
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<3 Itia-p-ic tlon raportti IE Dull»tln» «* correspondence 


B2120&03&9 IE Info Notice 83-14. "Deuatered Spent Ion Exchange Resin 
Susceptl bill ty to Exothermic Chemical Reaction " Bvc Hit 
ent 1 

TAYiLOR. J H Dlvliion of Safeguards it Inipection Program! (Post 
6301031 63/03/21 Consolidated Edison Co of Neu York. Inc 

liapp, I03OB 319 24X Fiche 90-000.83/03/21.0212060383 


8309270491 Ac k receipt of B3032B Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-366/03-02 
DAlfCEi H C Division of Project 8< Resident Programs 83/04/07 

K£Lt-YrR J Deorgia Power Co ip 18646 072 24X 

FI chi 50-366. 03/04/07. 8309270491 


— Q30S27050B Responds to NRC 830225 Itr re violations noted in IE Imp 
Rept 90-366/03-02 Corrective actions personnel to evaluate 
actloni taken for both units if event affects shared 
eg;uipment Sr shift 

HEA!>i 0 F Georgia Power Co 83/03/28 □ 'REILLY. J P Region 2. 

UffiCB of Director, 2pp 18646 073 24X Fiche 90-366.03/04/07. 

B30 5270491 


— B305270323 Forwards IE Insp Repts SO-321/83-02 t. 90-366/93-02 on 
B21220-B30121 S< notice of violation 

DANCE. H C Division of Project 6 Resident Programs 83/02/25 

KELLY. R J Oeorgia Power Co 2pp 18646 079 24X 

Fiche 30-366r 83/04/07. 8309270491 


— B30S270936 llotlce of violation from insp on 021220-930121 

e Region 2. Office of Director 83/02/29. Ip 10646 077 24X 

Fiche! 50-366r 83/04/07. 0309270491 


— B305270390 IE Imp Repts 90-321/83-02 it 50-366/83-02 on 821220-830121 
NoncoinpHance noted failure to make 24-h telephone rept 
ulthln required time limit 

CftLENJAKrR V . H0LME8-RAY. P Region 2, Office of Director 
fROUNB-EErV L Division of Project & Resident Programs 03/02/23 
4pp 1B646 078 24X Fiche 90-366.83/04/07.0309270491 


B305S70570 Requests that docket number in 830322 IE Insp Rept 
90-336/03-09 be changed to 90-366/83-05 due to 
administrative error 

DANCEfH C Division of Project & Resident Programs 83/04/00 

KELLY. R J Georgia Power Co Ip 10646 113 24X 

Fiche, 90-321. 03/04/00. 8309270970 


0303040021 IE Info Notice 83-21. ’'Defective Emergency Use Respirator ” 
Bvc list one 1 

vNDRDANj E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

YoTti Inc I26pp 1 8439 199 24X Fiche 90-000.83/04/19.0303040021. 


0303040023 IE Info Notice 83-22. "BNR Safety/Rellef Ualve Failures " 
6v< lilt and 

JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

Yorti Inc ILSpp 10303<oe9. 24X Fiche’ 90-000. 83/04/22. 0303040023 


83030-40029 IE Info Notice 03-23. '’Inoperable Containment Atmosphere 
Sensing By* " 8vc list end 

JORDAN. E.L,^ Division of Emergency Preparedness 8. Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

Vorhi Inc li9pp 18301 291 24X Fiche 90-000.83/04/29.8303040029 


8305270332 Act receipt of B3O410 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-321/83-04 it 
90-366/83-04, 

DANCEtH C. Division of Project it Resident Programs 83/04/27 
KELLY.R.J Georgia Power Co ip 18642,066 24X 

Fiche: 90-321. 03/04/27. 8309270332 


—8305270336 Responds to NRC 830310 Itr re violations noted in IE Insp 
Repts 50-321/83-04 i* 90-366/83-04 Corrective actions 
training directive issued to appropriate personnel stressing 
prompt notification of unusual event 

BECKiiAM. J, r. Oeorgia Power Co 83/04/18 O'REILLY. JP Region 
S* Office of Director, 2pp 18642 067 24X Fiche 90-321. 

03/04/27. 8305270332, 


—8305270343 Tor wards IE Insp Repts 90-321/83-04 it 50-366/83-04 on 
030207-11 If notice of violation, 

DANCE. H.C, Division of Project 6 Resident Programs 83/03/18 
KELLY. R.J, Georgia Power Go, 2pp 10642:069 24X 

Fiche’ 50-321. 83/04/27. 8309270332. 


— 8305270351 Notice of violation from insp on 030207-11 

* Region 2, Offica of Director. 83/03/18, Ip 18642 071. 24X 

Fiche: 50-321. 83/04/27. 8309270332 


—0305270397 IE Insp Repts 90-321 /e3»04 it 30-366/03-04 on 830207-11 
Noncamp 1 iance noted failure tn make proper notification to 
NRC following liquid radwaste release on 821209 

IrlRAY. J R Region 2. Office of Director BARR. K P Division of 
Emergency Preparedness L Materials Safety 83/03/10 7pp 
10642 072 24X Fiche 30-321.03/04/27.8305270332 


8303040026 IE Info Notice 83-24. "Loose Parts lti Secondary Side of 
Steam Generators at PNRt " 8vc list end 

JORDAN. E L Division of Emorgency Preparedness it Engineering 
Reiponso (Post 030103) 83/04/28 Consolidated Edison Co of New 

York. Inc ll3pp 18385 047 24X Fiche 90-000.83/04/28,0303040026 


8303040027 IE Info Notice 83-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment "■ Bvc list end 
JORDAN, E L Division of Emergency Preparedness S. Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Now 

York. Inc tlBpp 18382 169 24X Fiche 90-000.03/04/28.8303040027 


8309040711 Notification of 830429 meeting w/utU In Atlanta. OA to 
discuss results of ongoing ultrasonic Insp of pipes, 
details of crack length fc depth determinations, proposed 
repairs it bases for repairs 

RIVENBARK.O M Opefatlng Reactors Branch 4 83/04/20, STOLZ, J F 

Operating Reactors Branch 4 2pp 18328 109 24X 

Fiche 90-366.83/04/28,0303040711 


0303040020 IE Info Notice 03-26. "Failure of Safety /Re 1 1 ef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 83D103) 03/03/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24X Fiche 90-000.83/03/03.0303040020 


0303040030 IE Info Notice 83-27. "□perational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc Hit end 

JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co Of New 

York. Inc ilBpp 18382 202 24X Fiche 90-000.83/05/04.0303040030 


0303040031 IE Info Notice 03-20. "Criteria for Protective Action 
Recommtnda tlons for General Emergencies Bvc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 83/05/04 Consolidated Edison Co of Now 

York, Inc li^PP 18441 001 24X Fiche 90-000,83/09/04.0303040031 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation ” Sve list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York. Inc 115pp 18923 240 24X Fiche 50-000.03/05/06.0303040033 


0309160144 Submits 30-day response to 8ER & technical evaluation rept 
re environ qualification of Class IE equipment (IE Bulletin 
79-D18) Final plans for resolving qualification of items in 
Categories 2 D. II A 6 11 B will be transmitted by 830520 
OUCMA.L T Georgia Power Co 03/05/06 STOLZ. J F Operating 
Reactors Branch 4 □74pp 10444 044 24X Fiche 50-321.03/05/06. 

8305160144 


8303040034 IE Info Notice 83-30, "'Misappl icat Ion of Oenarlc Emergency 
Operating Procedures <EDP) Guidelines '< Sve list end 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103} 83/09/11 Consolidated Edison Co of New 

York. Inc il4pp 10924 003 24X Fiche 90-000,83/09/11.0303040034 


8309270350 Forwards IE Insp Repts 50-321/03-11 U 90-366/83-11 on 
830411-15 No noncompl iance noted 

DANCEiH C Division of Project It Resident Programs 03/05/11 

KELLY. R J Georgia Power Co 2pp 18644 323 24X 

Fiche 50-321,83/05/11,8309270390 


—8309270356 IE Jnsp Repts 90-321/03-11 U 90-366/03-11 an 830411-13 No 
noncompliance noted Major areas Inspected licensee action 
on previous enforcement matters. QA program, design mods, test 
6 experiments program it procurement program 

BEU18LE, G A i DEBDAOE. A 0 . UPRIGHT. C M Region 2. Office of 
Director 03/09/11 I4pp 10644 329 24X Fiche 90-321,03/09/11. 

8309270350 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program ’• 
8vc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 8301031 83/09/19 Consolidated Edison Co of New 

York. Inc 114pp 10697 009 24X Fiche 90-000, 83/09/ lY, 0303040040 


6305270120 Advises that updating Inservice Insp program will be delayed 
until Aug 1903 Commitment to examine control rod drive scram 
discharge vol piping welds will be met it unaffected by delay 
in update of Inservlce insp program 

OUCHA.L T Oeorgia Power Co 03/05/19 STOLZ, J F Operating 
Reactors Branch 4 Ip 18630 217 24X Fiche 90-321,83/09/19, 

8309270120 
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^1303040046 IE Info Woticff e3-33« "Nonrepreatn t«fctve Sampling &f 
Contjminat »il Oil " Svc list entl 

JORpANi e L Division of Emsrgenti/ Proparedn.PS« & Englnoerlng 
Response IPoat 630103) 83/03/B6- Con«o 1 1 dated Edison Co of New 

yorki Inc 114pp 18647 007 a4)C FlcKa 30-000^83/05/26(8303040046 


6303310073 SiJfamits Info ffr enaWsea «* repairs of lar ge-dlaiffieter 
stainless steal piping uelds per inservlte Insp conducted 
during l9B3 ma 1 n t/raf u i 1 Ing outage Identifying unacceptable 
ultrasonic Indications in recirculation L RHR sys 

OECHMArti >1 T Oeargia Fouer Co- B3/0S/26 STCIL2»J F Operating 
Reactors Branch 4 9pp 16635 343 24X: Flchr 50-366» B3/03/26i 

8309310073 


— 8305310034 Provides response to IE Dullctin B3-oa re stress corrosion 
cracking in larg t-dlameter stainless steel recirculation sys 
piping at BKR plants 

BECKHArt<J T Georgia Power Co B3/05/26 0 'RE ILLY, J P Region 

2i Office of Director 39pp 1B639 3S<1 347 

FI Che 90-366,03/05/26*8303310073 


— 8303310092 Discusses possible imposition of augmented leak detection 
pec^ulrements for RCS due to dlscovarg of unacceptable pipe 
flau indications In recirculation % RHR ays Util commitments 
to incorporate NUREO-ODlOf Rev li Section IV B 1 a 2 
DECKHAM( J T Georgia PoLier Co B3/03/25 STDUZ, J F Oparatlng 
Reactors Branch 4 app 1 B636 032 a4X Flche 90^366,83/05/26. 
8305310073 


—8305310097 Draft Rev A to "Design Rapt for Ueld Overlay Repairs & flau 
Evaluation in Recireolation it RHR Sys. " preliminary rept 
Gl/STINfH L NUTECH Englnoera, Inc GPC-'07-l02 RA DRFT 83/05/31 
91 pp J0636 034 24 X FI ph o. 50-366. 83/03/26, 8305310073 


R Periodic operating reports & related correspondence 


8305180279^ Forwards monthly operatlns repts for Apr 1963 

NIX.H C Oeorgla Power Co 83/09/06 Director's Office. Office 

of Inspection and Enforcement tp 18490 282 24X 

FI Che 50-321.83/05/06.8305100279 


—8305100284 Monthly operating repts for Apr 1983 

fi£D«AN2.F J Georgia Power Co 03/05/06 i2pp IB490 299 24X 

Ftche 90'‘321, 83/09/06. 8305180279 


a Reportable occurrences. LERs & related correspondence 


8305110375 Forwards revised LER B2-100/03X-I 

RIX.H C Georgia Powar Co 03/04/26 Q'RE1LLV>J P Region B. 
Office of Director Ip 10406 226 24X Flche 90-366.83/04/26. 
83091 10375 


—6305110389 Revised LER 83~tOO/a3X-i on 820828, RCfC sys declared 
Inoperable upon discovery of inoperative switches Caused by 
failure of switch components due to corrosion U water 
damage Switches replaced 

TlPpa.S B Georgia Power Co 03/04/26 Region 2. Office of 
Director 3pp 18406:227 24X Flche 90-366,83/04/26.8309110375 


B30S1Z0392 Interim deficiency rept re mi sapp I i cat ion of ITE Oauld 
circuit breakers In post-LDCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 830320 Matter under 
investigation Final rept by 830800 Reported per part 21 
MANND. 8 F Niagara Mohawk Power Corp 83/04/26 STAROSTEOKI. R 
Region 1. Office of Director 2pp 18433 072 24K 

Flche 90-000, B3/€ 4 /26 . 8303 i 2 0392 


■ — 8305120404 Part 21 rept re failure of post-LDCA hydrogen recombiner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEV. D C Rockwell International Corp 83/03/11 COLLINS. vl T, 
Region 4. Office of Director 5pp 18433''074 24X 

Fich« 50-000.03/04/26.8305120392 


0305110410 Forwards LER 03-023/017-0 

HIX. H. C Georgia Power Co 83/04/28 O'REJLLV. J P Region 2, 
Office of Director Ip 18392004 24X Flche 50-366.03/04/20. 
8305110410 


—8309110417 UER 03-O23/OtT-O on 830418. crac k 1 Ike Indications noted on 
retire ul atl-on sys 2031 ehdcap-ta-manl f old weld heat affected 
lone of weld 2031-22BM-4 Caused undetermined Followup rept 
to be submitted upon completion of repair 

TtPPe.S 8 Georgia Power Co 83/04/20 Region 2. Office of 
Director 3pp 18392 005 24X Fiche 90-366.83/04/28.83091(0410 


0305110429 Forwards LER 83-007/03L~0 

NlX.aC Georgia Power Co 83/04/28 O'REJLLY. J F Region 2. 
Office of Director Ip 18404 392 24X Flche 30-366.83/04/20, 
8309110429 


— 8303110436 LER 03-OO7/O3L-O on 030401. RHR flow indicator 2C02-;i<HJ4 dn 
remdte shutdown panel found to be reading inaccurately, 
rendering instrument loop inoperable Caused by component 
failure Defective amplifier card replaced 

TIPFS. 9 0 Georgia Pourer Co 83/04/80 Region 2. Offle* nf 

Director 3pp 18404 393 24X Flche 90-366. 83/04/26,8309110429 


8305130239 Forwards LER 03-O19/O3L-O 

MIX.H C Georgia Power Co 83/04/20 O'REILLY. JP Hegion a, 
Office of Director Ip 18440 094 24X Flche 30-366.03/04/80, 
B3D513&235 


— 0305130842 LER 83-019/03L-0 on 030127. during fire protection iialatifr<i 
valve position & lube check Procedure HNP-2-3398. lube oil 
room deluge sys isolation valve 2U43-rt01 found locked 
closed Cause unknown Valve locked open 

TIPPa.S D Georgia Power Co 03/04/20 Region 2. Office of 
Director 3pp 18440 099 24X Flche 50-366. 83/04/28. 839913023} 


9309170276 Forwards LER 83-027/03L-0 

NIX.K C Georgia Power Co 03/05/09 O'REILLY. J P Region ?, 
Office of Director Ip 10469 290 24X Flche 50-366.83/09/05, 
9309170276 


—0305170204 LER 03-O27/O3L-O on 830420. during performance of PrDC*tf<jrr 
KNP-2'~3992. primary containment RHR valves found leaking In 
excess of Tech Spec limit Cause under investigation 
Corrective malnt to be performed 

riPPS. S D Georgia Power Co 83/09/09 Region 2. Office of 
Director 3pp 18463 291 24X Flche, 90-366. 03/05/05. 830917027^ 


0309170309 Forwards LER 03-O17/O3L-O 

NIX.H C. Georgia Power Co 03/09/03 O'REILLY. JP Regions, 
Office of Director Ip 18469 227 24X Flche 90-366,83/03/09, 
0305170309 


— B303170394 LER 03-O17/O3L-O on 830406. during HNP-B-3382> W/uhlt In cell 
shutdown. NPCl pump discharge valve 2E4i-F006 failed to open 
Caused by loose wire on terminal block inside valve 
operator Hire tightened Valve cycled 

TIPPS, S D Georgia Power Co 83/05/05 Region 8. Office of 
Director 3pp, 10469.228 84X Fiche 90-366. 83/09/09. 83091 7D?94 


8305170431 Forwards LER 03-O16/O3L-O 

NIX.H C Georgia Power Co. 03/09/05 O'REILLY. J P Region ?. 
Office of Director Ip 18470.001 24X Fiche 90-366.83/09/05, 
6305170481 


—0309170499 LER 83-016/03L-0 on 030405, MBIV drain valve 2B2I-F0i£ Wbirli 
not close. Caused by dirty torque switch contacts Contacts 
disconnected, cleaned t* retlghtened Valve cycled properly 
SUMNER. H L Georgia Power Co 83/09/05 Region 2. Office of 
Director 3pp 10470 002 84X Fiche 90-366,83/05/09,8305170461, 


8305170902 Forwards LER 83-0ia/03L-0 

NIX. HC Georgia Power Co 03/05/09 O'REILLY.JP Region 2- 
Office of Director Ip 18470 018 24X Flche 90-366.83/09/09, 
0309170902 


— 8309170506 LER 83-018/03L-0 on 03O4O6.whUe performing quarterly lore 
Spray punp operability Procedure HNP-2-t320l. core spray pump 
min flow bypass valve 2E21-F013B would not close 
automatically Caused by bent fingers on torque switch, 

TIPPS, S D Georgia Power Co 03/09/09 Region 2. Office of 
Director. 3pp 18470 019 a4X FI che. 90-366. 83/09/09, e305l70W? 


8305110364 RD 50-366/83-01 on 830129 6 0314. Units 2 6 1. reepeitlvilv. 
had spray/sprlnk 1 er sys taken out of svc for mods 6 could 
not be restored to operable status within 14 days per Tech 
sp iCB. Continuous fire watches maintained 

NIX.H C Georgia Power Co 83/05/06 □ 'REILLY. J P. Region 2, 

Office of Director 3pp 18406,262 24X Fiche 90-321,03/09/06. 

8305110364 


8303230463 Forwards LER 03-01 9/0(T-0 

NlX.HC Georgia Power Co 83/09/09 O'RElLLYiJP Region 8. 
Office of Director Ip 10537 343 24X Fiche. 50 - 366 , 83/05/09, 
8309230463 


— 0309230468 LER 83-015/011-0 on 830427. during visual exam, damaged pift 
supports found on KPCi pump discharge line Cause not 
detarmined Discharge pipe it pipe support* being analyied 
Pipe supports will be repaired 

TIFFS, S H Georgia Power Co 83/09/09 Region 2. Office of 
Director 3pp 18337*346 B4X Flche, 50-366, 83/05/09. 8309230463 


8305230406 Forward* LER 03-O22/O3L-O 

NIX,H-C Georgia power Co 83/05/0? O'REiLLV.J P Rep ion 2i 
Office of Director Ip 18537:149 24X Fiche 50-366.83/09/09. 
8309230406 



DOCKETED ITEMS 


267 


—8303230490 LER 83-02a/03L“0 on S30413, MSIV leakagg bleed valve 2E32- 
F007 failed to cloie a« required Caueed b(j dirty torque 
switch inilde valve operator 2E32-'F007 Torque eieitch cleaned 
h valve «tro1red during malnt 

TtPP8«8. Georgia Power Co 83/0S/09 Region 2< Office of 
Director Gpp 18337 146 a4X Ftche 30-366.83/03/09.8303230486 


8309230493 Forward* LER 83-085/03L-0 

NrX#H C, Georgia Power Co 83/03/09 O'REILLYjJ P Region 2> 
Office of Dirac tor Ip 18337 179 24X Fiche 30-366.83/03/09, 
G309230495 


— Q309S3049S LER S3^023/03L-0 on 830414. during turbine bldg area te/np 
functtonel teat & cal Ibr, raonl tor 2U61-R002 found out of 
calibr Ceusad by eetpoint drift of five temp switches & 
inoperability of one switch Monitor replaced 

TZPPS.S, R Georgia Power Co 03/03/09 Region 2. Office of 
OiractDT. 3pp 18337 leo 24X Fiche 30-366.83/03/09.8303230495 


8309310124 LER a3-020/03L-0 on 830423. di icovored main bearing 11 on 
uppar crank shaft wiped, Caused by lack of lubricating oil at 
upper crankshaft main bearing 11 Design change (DCR-B2-2S9} 
conplated to improve oil supply W/630S17 Itr 

TIPPSiS B I NIXiH C Georgia Power Co 83/03/17 D'REILLY. J P 
Region S. Office of Director 4pp 18658 078 24X 

Fiche 30-366.83/05/17/8303310124 


8309310206 LER 83-030/017-0 on 830303. dur 1 ng performance of main steam 
tailef valve maint by Ifyle Lab/ 10 steam relief valve* found 
unacceptable Caused by setpoint drift, pilot tube leakage & 

I eng delay time U/830S17 Itr 

TIPP8/8. B , NIX. H C Georgia Power Co 83/03/17 O'REILLY/ J P 
Ragion 2. Office of Director 4pp 18631 010 24X 

Fiche 30-366.83/03/17.8303310206 


8309270123 LER B3-029/03L-0' on 830428. ea fe ty /re 1 1 e f valve position 
prlnary indicators 2B21-N301A L C found to actuate at 91 tt 
90 9 psigj raepce tively. contrary to Tech Specs Caused by 
setpaint dri ft. Indicators will be replaced lf/B30919 Itr 
TIPP818 B . NIX/H C Georgia Power Co 63/03/19 O'REILLY. J P 
Regifln 2r Office of Director 4pp 18638 221 24X 

Fiche‘ 90-366. 83/03/19. 8305870123 


8303270629 Part 21 rept re potential problem w/3-phase rectifier 
asitfibly in exciter not connected In parallel which could 
causa pramiturs failure Initially reported on 830320 Utile 
will measure vibration 

hSArBLER. R K. Litton Induttr 1 es. tnc 03/09/20 KEPPLER.JG Region 
3/ Offlc* of Director 3pp 18646 212 24X FlChe 50-000.83/03/20. 

8309270623 


DOCKET 90-367 DAILLY GENERATINO STATION 


A AppMcati on/construction stage documents correspondence 


0309160318 Notification of contract execution. Mod 1 to “Dlv of 
Engineering Review Support on Ballly Nuclear Plant I " 

Cantractor’tlT Davisson 

FieLD9. J A Technical Assistance Contracts Branch FIN B-7909 
03/09/06 UOLLMER. R.H Division of Engineering LEAR. G NRC - No 
Datallad Affiliation Given, Ip 10472'O31 24X 

FI Cher 90-367. 83/09/06. 8303160318 


— 8309160332 Mod 1 . terminating contract U deopHgating funds, to "Dlv of 
Englnaarinp Ravlew Support on Ballly Nuclear Plant I “ 

DAViaSONiM T, Darisson. M, T GUSTAVE, R P Division of Contracts 
FIN B-7309 83/09/06 2pp 18472 032 24X 

Fiche 50-367i 83/03/06. 8303160318 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F Securltyj medical, emergency It fire protection plans 


8303200326 Forwards list of emergency response open items for which 
no written response required. Open items resulting from 
recent envergency exercise will be reflected In future rept 
MARSHALL/ J R Arkansas Power L Light Co 83/04/09 COLLINS, J T 
Region 4. Office of Director 2pp, 18916 308 24X 

Fiche; 90-3 1 3, 03 / 04/00. 8309200326 


0304270424 ReLeaies public version of revised emergency plan 
implementing procedures. 

FELTDNr 0. M. Division of Rules and Records. 83/04/22 Document 
Management Branch Ip. 18244 027 24X FI c he* 90-313. 83/04/22. 

8304270424 


— 6304270426 Forwards public version of revised emergency plan 
Implementing proc adures. i ncl ud Ing Procedures 1 , 2 S. 6 re 
assignment of personnel to emergency response or gan i la t i on. 
notifications & emergency response ctrs. r esp ec ti vely 
MARSHALL, J R Arkansas Power h Light Co 03/04/03 COLLINS. J T 
Region 4, Office of Director tp 18244 028 24X 

Fiche 50-313. 83/04/22. 8304270424 


— 8304270427 Public version of revised emergency plan implementing 
procedures, including Procedures 1, 2 tt 6 re assignment of 
personnel to emergency response organi xat 1 on/ notif icati ons L 
emergency response c trs, r esp ec ti vely 

* Arkansas Power L Light Co 83/03/07 86pp 18244 02? 34X 

Fiche 30-313.83/04/22.8304270424 


8309060375 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records 03/04/23 Document 
Management Branch ip 18339 190 24X Fiche 30-313.03/04/29. 

0309060375 


— 0305060383 Forwards public version of revised Emergency Plan 
Implementing Procedures 1904 06 re radiological plume 
tracking L dose Integration 6 1904 06 re protective action 
recommendat i ons 

« Arkansas Power L Light Co 83/04/14 NRG - No Detailed 

Affiliation Given Ip 10359 191 24X Fiche 50-313.03/04/23, 

8303060379 


— 8309060591 Public version of revised Emergency Plan Implementing 
Procedures 1904 06 re radiological plume tracking L dose 
integration L 1904 07 re protective action recommendations 
LEVINE. J M Arkansas Power «, Light Co 83/04/14 0pp 
18359 192 24X Fiche 50-313/83/04/23.8303060975 


0309110193 Forwards Amends 70 i. 44 to Licenses OPR-51 6 NPF-6. 
respectively & notice of issuance 8. availability Amends 
change Tech Specs to require audit of emergency programs 
security plan at frequency of at least once per 12 months 
CLARK. R A Operating Reactors Branch 3 83/04/29 GRIFFIN, J 

Arkansas Power «. Light Co 4pp 18434 262 24X 

Fiche 30-313. 83/04/29/ B30S1 10193 


—8309110199 Amends 70 C, 44 to Licenses DPR-31 & NPF-6. respec tlve ly. 
changing Tech Specs to require annual audits of emergency 
programs 6 security plan 

CLARK, R A Operating Reactors Branch 3 03/04/29 9pp 

18434 266 24X fiChe 50-313/03/04/29.8309110193 


--03O51 10205 Notice of issuance 8. availability of Amends 7B L 44 to 
Licenses DPR-Sl L NFF-61 r espec tlve ly 

CLARK. R A Operating Reactors Branch 3 83/04/29 2pp 

18434 273 24X Fiche 30-3 13. 83/04 /29. 8303 1 lOl 93 


0305160288 Releases public version of revised nuclear contingency plan 
procedures 

FELTON. J M Division of Rules and Records 03/05/02 Document 
Management Branch Ip 10462 334 24X Fiche 30-313,03/05/02. 

0303160200 


— 8305160290 Forwards public version of revised Nuclear Contingency Plan 
Procedures 1 . 2. 3. 3. 6, 7. 8. 9, 12, 13. 14 %t 19 W/o end 
MARSHALL, J R, Arkansas Power 6 Light Co 83/04/03 COLLINS, J T 
Region 4. Office of Director. Ip 18462 335 24X 

Fiche 90-313/83/09/02.8303160288 


8303110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for QLs L holders of CPs re clarification of 
access to control procodures for law enforcement visits 
avc list end 

EI6ENHUT. D 0 Division of Licensing 83/03/11 Consolidated 

Edison Co of New York. Inc i6pp 18940 099 24X 

Fiche 30-000.83/03/11/8303110034 


0303180161 Informs that NUREO- 0737. Item III A 2 1. "Emergency 
Preparedness. Upgrade Emergency Plans to App E, iOCFRSO. " 
complete 

STOLZ.J F Operating Reactors Branch 4 CLARK. R A Operating 
Reactors Branch 3 83/05/11 GRIFFIN, J M Arkansas Power 6 Light 

Co Spp 10902 340 24X Fiche 30-313. 03/05/11. 0305180161 


H General correspondence 


B305S4013? Advises that correspondence distribution to Region IV will 
be modified ta original plus three copies/ per 8 Johnson 
request 

MARSHALL. J R Arkansas Power & Light Co 83/04/22 SEIDLE.N C 
Region 4. Office of Director Ip 1B34B 334 24X 

Fiche 90-313,03/04/22.8305240139 
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J Insurance & tnde/nnitv information 


B309090421 porbiards t^EulA St M^^HLU Certificates o-F Insurance to compig 
W/10CFR5O 94u Submittals from 830331 & 0422 ml f Interprc ted 
to comply U/10CFR140 & 140 15a 

MAR SMALL - J R Arkansas Power U Light Co 83703/03 S70LZ. J F 
Operating Reactors Branch 4 COLL Ilf Si J T Region 4< Office of 
Director DiNITZr 1 NRC ** No Detailed Affiliation Given 6pp 
18363 045 24X Flzhf 50-31 3, B3/05/03i 8305090421 


8305190343 PoTwardi NELIA If MASLi/ iecondarg financial protection 
Cert 1 f I cates of Insurance 40 & 48i respect i vety# for CYB3i 
per I0CFR140 15(al 

MARSHALL* J R Ariransas Power «. Light Co B3/05/11 DINITZ. 1 
Antitrust & ^conoinic analysis Drench (Utility Finance) 4lpp 
1B900 032 a4X Flche 50-313,83/05/11*8303193363 


P Operating license stage documents 4 correspondence 


8305230364 Forwards cost Info associated u/tack f 1 tt ing nuclear units* 
per JL Maul den 830824 cornml tnient 

MARSHALL,,/ R Arkansas Power & Light Co 83/03/11, TOURTELLOTte, J 
Regulatory Reform Task Force Itpp 18546 234 24X 

Flche 90-313,83/03/11,0305230364 


8303240480 Forwards ^^Structural Evaluation of AR Nuclear Qne-t/nit 1 
ITnit 2 Spent Fuel Storage Facility for Consolidated Fuel 
Storage ’’ 

HARSHAtL. J R Arkansas Power 4 Light Co 83/03/22 STOLZ. J P 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 

3 ip 17678 109, 24 X Flche 50-313,83/03/22.8303240480 


—8303240495 "Structural Evaluation of Arkansas Nuclear One-Unit 2 Spent 
Fuel Storage Facility for Consolidated Fuel Storage ’* 

8tURKEV,J J , BALLARD, T.A Structural Dynamics Research Corp 
APL-02-013 82/11/24 79pp 17678 191 24X 

Flche 50-313,83/03/22, 0303240480 


8309230720 Forwards list Of utils respo-ndlng to requests for cost 
figures on tack f i t ting 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO, N , OtLfNSK/, V , AHEARNErJF Commls 8 loners 2pp 
18542 272 24X Flche 50-000,83/04/11,0309230720 


8309200580 Forwards list of addl procedures controlling QA neastiref for 
threaded fastener lubricants to minimise fastener 
susceptibility to stress corrosion cracking 

HARSMALL,J R Arkatlias Power « Light Co S3/C4/2I BEIDLE, W,C 
Regldri 4, Office of Director 3pp 18514 250 24X 

rich# 50-368,83/04/21.8305200580 


B305200941 Forwards revised schedule for completion of licensing 
procedures upgrade.per regulatory response U commitment 
control program Delay due to continuing support requirements 
for Unit l outage Upgrade to he completed by 830527 
MARSHALL, Jf fl Arkansas Power & Light Co B3/04/S5 COLLINS* J T 
Region 4, Office of Director 2pp 18914,264 S4X 
Flche 50-313,83/04/29,8305200541 


8305110625 Forward# corrected Pages 8 I' 15 to safety evaluation 
supporting Amends 76 6 43 to Licenses DPR*-9£ & MPF-6, 
respective 1 y 

STOLZ, J F Operating Reactors Branch 4 CLARK, H A Operating 
Reactors Branch 3 83/04/27 GRIFFIN, J M Arkansas Power L Light 

Co 2pp 18417397. 24X Flche 90-313,03/04/27,0305110629 


— 830911D626 Corrected Pages 8 & IS to safety evaluation supporting 
Amends 76 & 43 to Licenses OPR-91 & NPF-6, respec tive 1 y 
a Office of Nucieer Reactor Regulation, Director 03/04/27 2pp 
18417 359 24X Fiche 50-313,83/04/27.8305110625 


8305090125 Ack receipt of 830427 1 tr u/correc tl one to safety evaluation 
for proposed spent fuel pool storage expansion Statement 19 
corrected to indicate divers will not be permitted to 
• xeaed l rem yhol# body, per 830426 discussion u/O VJsslng 
MARSHALL, U R Arkansas Power «, Light Co 03/04/28 STOLZ, J. F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Drench 
3 Ip 18341 347 24X Fit h e: 5D-3I3* 83/04/28, 8305050123 


83-09020416 Acke receipt of 830415 SER L technical evaluation rrpt re 
environ qualification of saf ety-re latad elactrfcal 
equipment Category 11 D items acceptable 

MARSHALL, J R. Arkansas Rower It Light Co B3/04/E9 CLARK,R A 
Operating Reactors Branch 3 2pp 18273 190 24X 

FI < h 0 , 90-368, B3/04/2 9, 830 50204 1 6 


8395110193 Forwards Amend# 78 & 44 to Licenses DPR-91 & NFF-6, 
respectively fc notice of issuance & availability Amends 
change Tech Specs to require audit of emergency programs U 
security plan at frequency of at least once per 12 months 
CLARK, R A Operating Reactors Branch 3 83/04/29 ORlFFINit/ 

Arkansas Power L Light Co 4pp 18434 262 24X 

Flche 90-313,83/04/29.8305110193 


—8309110199 Amend# 70 & 44 to Licenses DPR-51 it NPF-6. respec tlvily, 
changing Tech Specs to require annual audits of ecnergeney 
programs 6 security plan 

CLARK, R A Operating Reactors Branch 3 83/04/29 7pp 

18434 ;?66 24X Flche 90-313,63/04/29,0305110193 


--8909110209 Notice of Issuance it availability of Amends 78 L 44 I# 
Licenses DPR-51 I, NPF-6, respec tl vely 

CLARK, R A Operating Reactors Branch 3 03/04/29 2pp 

18434 275 24X Flche 50-313,83/04/29,8305110193 


8305020495 Generic Ltr 83-19 tp all power reactor L testing llceniiei 
re new procedures for providing public notice concerning 
issuance of amends to OL# 8vc list end 

EI9ENHUT, p Q Division of Licensing 03/05/02 Consol IdaUd 
Edison Co of New York, Inc 50^p 10441,120 24X 

Flche 50-000, 83/09/08, 0305020455 


8305110165 Forwards Amend 45 to License NPF-6, safety evaluation L 
notice of issuance & availability Amend clarifies L modifies 
emergency diesel generator load block application timing 
criteria 

TaURrONY,e O operating Reactor# Branch 3 03/09/03 OHlFFlNi / 

Arkansas Fower 6 Light Co 3pp 18434 244 24X 

Ficha 90-368,03/09/03,0309110169 


— 03O911O'169 Amend 49 to License NPF-6, rtvis Ing Tech Specs for larriinci 
diesel generator load block application timing criteria 
CLARK, R A Operating Reactors Branch 3 03/09/03 dpp 

18434 247 24X Flche 50-360,83/05/03,0305110165 


--6309110173 Safety evaluation supporting Amend 49 to License NPF-b 
a Office of Nuclear Reactor Regulation, Dlractor, 83/09/03 3f|- 

18434 252 24X Flche 50-368,83/09/03,8305110169 


—8305110176 Notice of Issuance it availability of Amend 49 to LlCdPii 
NPF-6 

TRAMMELL, C.M Operating Reactors Branch 3 83/09/03 Spp 

10434 299 24X Flchf 50-368,03/09/03,8305110169 


8309120904 Forwards Amends 79 6 46 to Licanees DPR-91 L NPF-6, 
respect 1 vei y, safety evaluation L notice of issuance U 
availability Amends revise Tech Specs to require 
verification of leak testing of purge valves 

CLARK, R A Operating Reactors Branch 3 STOLZ, J, F. Operating 
Reactors Drench 4 83/05/03 ORlFFIN, J Arkansas Power 6 Light Cfl 

3pp 10443 141 24X Flche 50-313, 03/05/03, 8305120904 


—0305120506 Amends 79 it 46 to Licenses DPR-51 b NPF-6, rtspee ti vely, 
revising Tech Specs to require verification of leak rata 
testing of purge valves 

870LZi J F Operating Reactors Branch 4 CLARK, R A. Operatirg 
Reactors Branch 3 03/05/03 9pp 18443 144 24X 

Flche 50-313,03/09/0310309180504 


—8305120908 Safety evaluation supporting Amends 79 & 46 to Llceniis 
0Pfi-3l & NPF-6, respectively 

e Office of Nuclear Reactor Regulation, Director 63/09/03 9fJ 
10443 £53 24X Flche 50-313,83/09/03,8305120504 


—0309120512 Notice of Issuance 6 availability of Amends 79 * 46 to 
Licenses DPR-51 6 NPF-A, respec tl vely 

TRAMMELL, C.M Operating Reactors Branch 3 83/09/03 2pp 

18443 196, 24X FlCho 50-313, 03/09/03, 83091 20904 


6305090333 Forwards responses to NRC 030406 request for addl Info re 
use of RADCAL gamma thermometer (ROT> for Inadequate core 
cooling Instrumentation ROT consists of sheathed 
tharmocowp 1 ee, h eater rod, core tube & jacket tube 

MARSHALL, J.R Arkansas Power it Light Co 03/05/04 EJBENHUTiDf 
Division of Licensing 8pp 10363:341 24X Fiche 50-31 3, 93/05/0 

0305090333. 


8305100951 Correct# statement In 830320 response to NRC question# n 
precautions taken to mlnlmlie personnel exposure to 
radiation during spent fuel storage expansion Self-reading 
dofllmeter# will be worn outside diving suit*, not inside 
MARSHALL, J, R Arkansas Power U Light Co 03/09/04 aT0L2,xJ F 
Operating Reactors Branch 4 CLARK, R A. Operating Reactors Branch 
3, Ip 10379 OSa 24X Fi ch t’ 90-313, 83/05/04, 6309100351. 
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6305IB003D Forward! Amond 47 to License NPF“6i CIA & notice of I**u*nce 
& negative deeleratlon Amend deletes requirements for 
rsmota Berial surveillance monitoring it bird impaction event 
studies. 

LVHCHrO. D Operating Reactors Branch 3 03/05/05 ORIFFIN.J 

Arkaneas Power & Light Co 4pp 18497 203 24X 

FI Che* 90-3601 e3/0S/05« 8305 180030 


— 9309180036 Amend 47 to License NPF“6i de I et Ing Tech 8pecs for remote 
aerial lurvaillance monitoring St bird impaction event 
stud las 

CLAAK^ H A Operating Reactors Branch 3 83/05/05 7pp 

10497 a07 a 4 X Fi Che, 90-36a< 03/O5/O9i 8305180030 


— 0305180041 ElA supporting Amend 47 to License NPF-6 

LVNCHj O D Office of Nuclear Reactor Ragulatlonj Director 
03/09/05 3pp 10497 214 24X Fiche 3O“360i 03/03/05. 8309180030 


— 8309180049 Notice of issuance ii negative declaration re Amend 47 to 
License MPF-6 

TRAfIMELLi C. N. Operating Reactors Branch 3 83/05/09 2pp 

10497 217 24X Rich# 90-368.83/09/09.8309100030 


6305090659 Oeneric Ltr 83-20 to all operating reactor licensees & 
holders of CPe re integrated scheduling for Implementation 
df plant mods. Svc list end, 

EIB£NHUT«D,0 Division Of Licensing 83/09/09 Consolidated 
Edison Co of New York. Inc 16pp 10627 193 24X 

Fiche 5€-000i 83/09/09. 8303090659 


8303100849 Notifies of unacceptabi 1 Ity of delay of proposed Tech Specs 
re tnubbtr surveillance in order to include ANSI StdiANSI/ 

ASHE 0M4-I9aai ’'Eiam fc Performance Testing of Nuclear Power 
Plant Dynamici Restraints iSnubbers) *' 8td not adopted 
STOLZfO F Operating Reactors Branch 4 CLARK. R A Operating 
Reactors Branch 3. 83/09/09 ORIFFIN.J M Arkansas Power 6 Light 

Co, 2pp- 10306.024. 24X Fiche 30-313103/05/09.0303180049 


B3091706S8 Forwards list of current unresolved issues for radiological 
affluent Tech Epeci remaining as result of 820622-24 
aieetlngi Final submittal requested within 30 days 
CLARKi R. A Operating Reactors Branch 3 STOLZ.J F Operating 
Reactors Branch 4 03/09/10 ORIFFIN. J N Arkansas Power & Light 

Co 7pp. IB497 001 24X Fiche 30-313.83/09/10.8303170622 


B3O923O120 Forwards SER supporting licensee compliance w/NUREO-0737. 
ftem II 822# "Required Plant Mods." 6 design review of 
plant shielding requirements for access to vital areas 
CLAHKfR A. Dperatlng Reactors Branch 3 STOLZ.J F Operating 
Reactors Branch A. 03/03/11. ORIFFIN. J.M Arkansas Power & Light 
Co. 3pp. 10946.349. 24X Fiche 90-313.83/09/11.0305230128 


— 8309230149 Safety evaluation supporting licensee compliance 
U/NI/0E 0-073:^. Item II. B. 2. "Design Review of Plant Shielding 
Access to Vital Areas " 

« Ofi^ice of Nuclear Reactor Regulation. Director 83/09/11 2pp 
10946.391. 24X Fiche: 50-313. 83/OS/i i . S30923D12B 


8309180467 Forwarde 19 revised oversize drawings Aperture cards are 
available in PDR. Drawing transmittal list end 
BHtVELViC Arkansas Power b Light Co 03/09/12 NRC - No 
Dtteilad Affiliation Oiven. 2pp 18402 129. 24X 

Fiche: 90-368. 83/03/12. 0303100467 


8309230723 Forwards "Arkansas Nuclear 1 Steam Electric Station. Unit 2. 
Cydf Three Startup Rept." summarliing precr It ice 1. 1 oui 
power if power escalation testing for period ending 030104 
MARSHALL# J. R. Arkansas Power 6 Light Co 03/09/12 CLARK. R A 
aparatlng Reactors Branch 3 ip 18941 096 24X 

Fiche: 90-369. 03/09/12. 0309230723 


--8309230723 "Arkansas Nuclear 1 Bteam Electric Station. Unit 2. Cycle 
Three Startup Rept. " for period ending 830104 
e Arkansas Power it Light Co WP-0676 83/09/12 34pp 

10341- 097 24X Fiche. 90-368, 03/09/12. 0309230723 


B3O924036O Informs that response to NUREO-0737. Item U E 1 2, 
**einergsncy Fsedwater Sys Automatic Initiation if Flow 
Indication." per 830411 request. will be provided by 830614 
Change discussed u/E Tourigny 

HARSHALL.J R. Arkansas Power 6 Light Go. 03/09/17 CLARK. R A 
Operating Reactors Branch 3, Ip 10374*002 24X 

Fiche; 90-369. 83/09/17. 8309240360 


8309270063 Forwards Hit of electrical equipment Important to safety 6 
schedule for qualification provisions or replacement of 
remaining equipment, per 10CFR90 49. Ag ing-^related malnt/ 
surveillance requirements wilt be eddretsed by NRC deadline 
HARBHALLiJ R. Arkanses Power U Light Co. 03/09/20 STOLZ.J F. 
Gperatlng Reactors Branch 4 CLARK. R. A Operating Reactors Branch 
a 27pp. 16630 292. 24X Fi ch e. 90-3 13. S3/09/20. B309270063 


0 Inspection reports. IE Bulletins 6 correspondence 


621206D389 IE Info Notice 83-14.. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction ” Svc list 
enc 1 

TAYLOR. J M Division of Safeguards & Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York. Inc 

112pp 10308 319 24X Fiche 50-000103/03/21.0212060389 


8304150143 Forwards IE Insp Repts 90-313/83-03 6 90-360/83-03 on 
030201-28 8c notice of violation 

8EIDLE.M C Region 4. Office of Director 03/03/30 ORIFFINiJM 
Arkansas Power tt Light Co 2pp 17903 226 24X 

Fiche 90-313. 03/03/30# 0304130143 


— 83041301 S4 IE Insp Repts 50-313/03-03 6 90-360/03-03 on 030201-28 
Noncompl iance noted failure to adhere to requirements of 
refueling shuffle proced ure. use of unapproved info sources 
6 required verification signatures missing 

CALLAN. L J . CUMMINS. J E , JOHNSON. N D Region 4. Office Of 

Director 83/03/24 lOpp 17903 231 24X Fiche 50-313,03/03/30. 

83041 90143 


8309100348 Forwards IE Insp Repts 90-313/03-04 ?< 50-369/83-04 on 
830314-18 it notice of violation 

BEIOLE, W C Region 4. Office of Director 03/04/14 (GRIFFIN. J M 

Arkansas Power A Light Co 2pp 18379 019 24X 

Fiche 90-313# 83/04/14. 8305100348 


— 8309100393 Notice of violation from insp on 830314-10 

e Region 4. Office of Director 03/04/14 2pp 18379 021 24X 

Fiche 30-313.83/04/14.8303100348 


— 8303100361 IE Insp Repts 50-313/83-04 & 90-360/03-04 OH 830314-10 
Noncompliance noted failure to conduct design change reviews 
by offsite engineering group 6 failure to follow procedure 
re forms used in closeout of design change packages 
JAUDON. J P , MURPHY.M E . J0KN80N.W D Region 4. Office of 
Director 83/04/12 lOpp 10379 023 24X Fiche 90-313.33/04/14. 

8309100340 


0303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Poet 030103) 83/04/15 Consolidated Edison Co of New 

York. Inc 126pp 18439 199 24X Fiche 90-000.03/04/15.8303040021 


8303040023 IE Info Notice 03-22. "BUR 8afety/Re 1 ief Valve Failures " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of New 

York. Inc 112pp 1G3S3 009 24X Fiche 9D-0Q0. 03/04/22. 8303040023 


8303040029 IE Info Notice 83-23# "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/04/23 Consolidated Edison Co of New 

York. Inc 119pp 18301 291 24X Fiche 50-000.83/04/25.8303040029, 


0305030329 Act receipt of 030324 ltr informing NRC of steps taken to 
correct violations noted In lE Insp Repts 50-313/03-01 Sc 
50-368/83-01 

SEIOLE.W C Region 4« Office of Director 03/04/27 (JRIFFIN.J M 
Arkansas Power 6 Light Co ip. 10297 044 24X 

Fiche 90-313# 83/04/27.8305030329 


— 8305030331 Responds t« NRC 030217 ltr re violations noted in IE Insp 
Repts SO-313/03-Ol |< 50-369/83-01 Corrective actions revised 
procedure incorporating three sample requirements Into Step 
7 2 4 &c provided proper training For applicable personnel 
MARSHALL, J R Arkansas Power «. Light Co 03/03/24 SEIOLE.W C 
Region 4. Office of Director 3pp 10297.045 24X 

Fiche 30-313. 83/04/27. 83<>9030323 


8303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Oenerators at PWRs " Bvc list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) B3/04/S8 Consolidated Edison Co of New 

York. Inc llSpp 18302 047 24X Fiche 50-000, 03/04/20. 8303040026 


0303040027 IE Info Notice 83-29# "Standby Qas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment." Svc list enc I 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 83/04/28 Consolidated Edison Co of New 

York. Inc IJlBpp 18302 169 24X Fiche 50-000,83/04/28.8303040027 


0309020436 Forwards IE Insp Rept 50-313/93-06 on 830301-31 6 notice of 
violation. 

KELLY. J A Region 4. Office of Director 03/04/20 Region 4. 
Office of Director Ip 18284 031 24X Fiche 50-313.03/04/20. 

6305020436 
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— a3050a04'l3 Forwards IE In«p Re-pt< 30-313/83-06 h 50-368/03-06 on 
330301-31 6 notice of violatloYi Notice o# vtoZatlan 
withheld ■fref IOCFR2 7901 

SEIDLE-W C Raglon 44 Office df Director 03/0-1/lB ORIFFIN/J M 
Arkansas Power Light Co 3pp 18^34 032 24X 

Ftche 50-313403/04/28.3303020436 


8303040028 IE Irfo Notice 83-26, "Failure of Sa f ety/Rel i of Valva 
Discharge Line Vacuum Droakers “ Svc list oncl 
JGRDAN.E L Division of Emargancy Preparedness & Engineering 
Response (Post 330103) 33/09/03 Consol i dated Edison Co of Nau 

Vorlc, Inc 122pp S B44 1 170 24X Fiche 50-000,03/03/03,8303040020 


B303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Oeilberate Acts Directed Against Plant 
Equipment " Svc list end 

JOBOANj E L Division of E-mergency Preparedness S* Englneerlnfl 
Response (Past 6301031 03/05/04 Consolidated Edison Co of New 

Vork. Inc U2pp 1 B 3 B 2 282 24XFiche 30-000,03/05/04,3303040030 


8303040031 IE Info Notice 03-28, "’Criteria for Protective Action 
Recommendations for General Eaiergenc i as ” Svc list oncl 
JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103) G3/05/04 Consolidated Edison Co of Neu 

York, Inc I19pp 18'14l OOl 24X Flcho 50-000, 63/09/04, 8303040031 


6303040033 IE Info Notice 03-29, ‘’Fuel Dindlng Caused by Fuel Rack 
DetfoT'.iTiAtion " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response <Post 630103) 03/05/06 Cansnlldated Edison Co of New 

York. Inc I ISpp 10923 248 24 X FIche 50-000. 03/05/06, 8303040033 


8305120445 Ack receipt of 830406 Itr informing NRC of steps taken to 
correct vialatfons noted in I-E In»p Repts 5O*'313/02-36 l< 
50-360/82-37 

EEIDLE.W C Reginn 4, Office af Director 03/05/06 GRIFFIN, J M 
Arkansas Power U Light Co 2pp 10431 072 24X 

Flche 30-313.83/05/06,6305120445 


— 6309120451 Responds to NRC 030309 Itr re violations noted in IE Insp 
Repts 50-313/02-36 fc 50-366/82-37 Corrective actions Form 
1609 OlOA re calculation of max permissible concentration 
revised to require health physics supervisor signature 
MARSHALL, J R Arkansas Power ^ Light Co 03/04/06 SEIOLE. U C 
Region 4, Office of Director 4PP 10431 074 24X 

Fiche 50-313.83/05/06.8305120445 


8305230337 Forwards IE Insp Repts 50-313/83-07 & 50-369/83-07 on 
030410-22 No none amp i lance noted 

SEIDUe, W C Region 4, Office of Director 83/09/06 GRIFFIN.^) M 

Arkansas Power & Light Co 2pp 18530 256 24X 

Fiche 50-313,83/09/06.3309230337 


—8305230348 IE Insp Repts 50-313/83-07 & 90-368/83-07 on 030418-22 No 
nondomp 1 1 artce noted Major areas inspected test 6 experiment 
ii procurement programs £, rec eip t, storage & handling of 
equipment & matls program 

JAUDDM, J p , JOHNSON.W D Region 4. Office of Director 03/09/03 
6 pp 18530258 24X Fiche 90-313.83/05/06.0309230337 


0303040034 IE Infq Notice 03-30, "Hi sapp 3 ication of Generic Emergency 
Operating Procedures CEOP) Ouidelines " Svc list end 
JOBOAN.E L Division of Emergency -Preparedness & Engineering 
Response (Post 030103) 03/09/11 Consolidated Edison Co of New 

York, Inc il4pp 18924 003 24X Fiche 90-000, 83/05/1 1. 8303040034 


0305200313 Ack receipt of 630427 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/03-02 & 
90-360/03-02 

SEIDLE.W C Region 4, Office of Director 83/05/13 OftIFFIN, J M 
Arkansas Power Ic Light Co 2pp, 18917 056 24X 

Fiche 50-313.03/05/19,8309200313 


— 8309200319 Responds to NRC 030325 Itr re violations noted In lE Insp 
Repts 50-313/03-02 f*. 50-368/03-02 Corrective actions 
administrative controls implemented to provide adequate 
procedural controls re safety-related equipment 

MARSHALL, J R Arkansas Power 6 Light Co 83.04/27 6EI0LE.M C 
Region 4, Office of Director 4pp IB517 098 24X 

Fiche 50-313,83/05/13,8303200313 


8303040040 IE Info Notice 63-31. ^'Error in APUPIPE Computer Program *’ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response <Post 6301035 83/09/19 Consolidated Edison Co of New 

York, Inc lJ4pp 18697 00*? a4X Fiche 90-000. 03/03/ 19, 0303040040 


03O324OO4'9 Ack receipt of 030502 Itr informing NRC df steps taken to 
correct violations noted in lE Insp Repts 50-313/03-03 U 
50-368/83-03 Addl info re or dar/sequenc e «< temporary 
placement of fuel assemblies requested 

SEIDLE, M C Region 4, Office of Director 03/09/19 GRIFFIN. JR 
Arkansas Power it Light Co 2pp 10949 129 24X 

Fiche 90-313.83/09/17,8305240049 


— B309240054 Responds to NRC 630330 Itr re violations noted In IE IniD 
Repts 9-0-313/63-03 & 90-366/63-03 Corrective actions* 

Prdcedure 1000 36, "Control of Miscellaneous Info Sources,'* 
reviewed w/personnal by dept heads to establish compliance 
MARSHALL. J R Arkansas Power tt Light Co 03/09/02 SEIOLE.kC 
Region 4, Office of Director 6 pp 10949 127 24X 

Fiche 50-313,83/05/19,0309240049 


0305310194 Ack receipt of 830512 Itr informing NRC of steps taken U 
correct violations noted in IE Insp Repts 90-313/03-04 6 
90-360/83-04 

SEIDLE, W C Region 4, Office of Director 03/09/23 OftiFFIN, JH 
Arkansas Power it Light Co Ip 10690 192 24X 

Fiche 90-313, 03/09/29, 0309310194 


— 8305310199 Responds to NRG 830414 Itr re violations noted in IE Imp 
Repti 50-313/83-04 & 50-360/83-04 Corrective actions Rev 5 
to GA topical rept, ref 1 eeting design activity changtsrulll 
be submitted for approval by 830610 

MARSHALL.^ R Arkansas Power it Light Co 83/09/12 SElOLEiKC 
Region 4, Office of Director 3pp 18696 193 24X 

Fiche 50-313,03/09/29,6305310194 


8303040046 IE Info Notice 63-33, "Nonrepresentatlve Samplltig of 
Contaminated Oil " Svc list end 

JORPANrE L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Kiw 

York, Inc lt4pp 10647 007 24X Fiche 90-000,63/05/26^8303040046 


R. Periodic operating reports Sc related correspondence 


0309200973 Submits third monthly status rept re regulatory responsf 
it commitment control program Info consists of progress n«de 
in areas of verification of Implementation of commitments 
since 790101 & procedure rev tracking 

MARSHALL, J R Arkansas Power & Light Co 63/04/14 COLLINa.JT 
Region 4, Office of Director 3pp 16514.274 24X 

Fiche 50-360, 83/04/14, 8305200573 


0 Reportable occurrences, LERs St related correspondence 


0305200445 Forwards NPDES noncompliance repti per Permit AR0001392 
MARSHALL, J R Arkansas Power St Light Co 63/04/04, COLLINS, J T 
Region 4, Dfflce of Director Ip 18516 10? 24X 

Fiche 90-313, 03/04/04, 8305200449 


—8309200451 NPDES noncomp 1 lance rept on 830323, d i scovered oil S» 
concentrations from Outfall 003 exceeded Permit AR0001372 
limits Caused by startup activities on Unit 1 Rev of 
operating procedures being considered to prevent recurreRC# 
CAVANAirOH. W Arkansas Power S< Light Co 63/03/30 MHITTINOTON. D 
Region 4. Office of Director 2pp 16916 110 24X 

Fiche 50-313.03/04/04,0309200449 


0309230573 Forwards engineering evaluation rept, "Cracks Sc Loaks In 
0 fflall Diameter Piping " 

DROUN, E J Reactor Operations Analysis Drench, 63/04/19. 
SEYFFIT.K V Reactor Operations Analysis Branch Ip 16941:342 
24X Fiche 90-000, 63/04/1 9, 0309230573 


—8309230619 "Cracks & Leaks in Small Dlamoter Piping, " engineering 
evaluation rept Smell pipe leaks aesoclated w/unantlc 1 pated 
vibration problems require addl supports or rerouting of 
piping 

BROWN. E J Reactor Operations Analysis Branch 83/04/19 9pp 
18941 343 24X Fiche 90-000,83/04/19,0305230573. 


0309260260 NPDES noncomp 1 lance notification on 030413 , routl r»e analyiH 
revealed averaga oil grease concentration of 25 mg /1 & 
pollutant load of 27 9 lb per day Caused by bearing failure 
on turbine Dearing repaired W/030426 Itr 

GRIFFIN, J , MARSHALL, J R Arkansas Power 8 , Light Co 83/04/20 
CDLLINB. J T Region 4, Offite of Director WHITTINGTON. D 
Environmental Protection Agency 3pp 10629 074 a4X 
Fiche 90-313, 03/04/20, B309260260 


0309020373 Forwards LER 03-014/01 T-0 

MARSHALL, J R Arkansas Power it Light Co 03/04/29 SEIDLE, W C 
Region 4, Office of Director, Jp 10276 309 24X 

Fiche: 90-368, 03/04/29, 6309020373 
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— Q3&90S037Q LER 03-014/017-0 on 03041 1 . response times of tuio RC5 
«^»tlstance t«mp detectors found badly degraded Caused by 
degradation of couplant iNever-Ssor) used in mating 
reiistancf temp detectors into thormou^ells 

RQOERSjP ArJt^iTifas Power & Light Co 83/04/25 Region 4, 

Office qp Director 2pp 10276 310 a4X Flcho 50-368,83/04/25, 
8309020373 


8309200490 NPDES noncomp I Unce notification on 830413, samp le from 
Outfall 003, ally water separator, revea led average oil 
grease concentration of 29 mg/1 *< pollutant load at 27 9 
lbs per day Caused by bearing failure on Unit 1 turbine 
rtAflSHALL»J R /trtansas Power t Light Co 83/04/26 COLLINS, J T 
Region 4, Office of Director 3pp 18314 036 24X 

riche 90-3 1 3, 03 /04/26, 8309200490 


8309260249 Telecopy LER 03-O2O/O1T-O on 030519, fire watch posted in 
wrong location for period exceeding Tech Spec limit Further 
details «ir{ll be provided 

LEVINE, J.n ArJcanias Power & Light Co 83/05/19 COLLINS, J 
Region 4, Office of Director Ip 18626 323 24X 

F 1 C h e SO-368, 03/09/19, 8305260249 


DOCKET 10-369 WILLIAM fi MCGUIRE NUCLEAR STATION, UNIT I 


r. Becurity, jnedical, emergency fire protection plans 


8309040984 Releases public version of rev to emergency plan 
loaplenentlng procedures 

FELTtlMrJ^M Division of Rules and Records 83/04/26 Document 
Hanagcmant Branch Ip 18336 139 24X Fiche 50-369,83/04/26, 

8309040904 


— 830S040997 Forwards public version of revised emergency plan 
IfAplementing prec edures, inc lud ing Procedures RP/O/A/9700/01 
Ti notification of unusual event, RP/O/A/5700/02 re alert 4c 
fiP/O/A/9700/04 re general e/tiargency 

Tt/CKERrH D Duke Power Co 03/03/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADEN8AM, E O Licensing 
Branch 4 2pp 18336 140 24X Flcho 50-369,83/04/26,0309040984 


— B3D9040606 Public version of revised emergency plan Implementing 
proc itfures, includ Ing Procedures fiP/O/A/9700/01 ro 
not i f 1 catl on of unusual event, RP/O/A/3700/02 re alert 4, 

RiP/0 /A/ 9700/04 re general emergency 

OLOV£R,M B Duke Power Co 83/02/24 77pp 10336 142 24X 

Fiche 90-369,83/04/26,8309040984 


8309090105 Forwards Rev 19 to security p Ian, inc lud ing Implementation 
of Unit 2 vital access, safe shutdown facility U deletion of 
interim vital areas Rev withheld (ref 10CFR73 21) 

TUCKER, H a Duke Power Co 83/04/26 0 ^REILLY. J P Region 2, 

Office of Director Ip, 18342 239 24X Fiche 90-369,83/04/86, 

8305090135 


B3091602B3 Releases public version of revised emergency plan 
Inpiementing procedures 

FELTON* J M Division of Rules and Records 83/05/03 Document 
Hanagenanit Branch Ip 18478 079 a4X Fiche 50-369, 83/09/02, 
8305160283 


— B30916D2B5 Forwards public version of revised emergency plan 
implenentlng procedures, including Procedures RP/O/A/970O/Oi 
ra notification of unusual event, RP/O/A/9700/02 re alert 4< 

RP /0/A/ 9700/03 re site area emergency 

TUCKER, H B. Duke Power Co 83/02/29 DENTON, K R Office of 
N(/clear Reactor Regulation, Director ADEN S AM, E 0 Licensing 

Branch 4 2pp 18472' 000 24X Fiche 90-369.03/05/02,8309160283 


— 8309160286 Public version of revised emergency plan implementing 
procedures, including Procedures RP/O/A/9700/01 re 
notification of unusual event, RP/O/A/9700/02 re alert & 
HF/O/A/ 9700/03 re site area emergency 

LEONARD, vl R. , MCCONNELL, T Duke Power Co 83/02/04 i99pp 
18472.082 24X Fiche* 90-369, 83/09/02, 8305160283 


9305130192 Advises of plan to use public address sgs for local fire 
alarms In reactor bldg. Plan meets intent of NFPA 72D-1979 as 
committed In Section E l(a} of fire protection review plan 
NRC approval req.uested by 830701 

TUCKER, H B Duke Power Co 03/09/06 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E Q Licensing Branch 
4 . 2pp 1B439*39B. 24X Fiche 90-369, 03/05/06. 8309130192 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
app-llcants for OLs 4, holders of CPs re c larif ication of 
access to control procedures for law enforcement visits 
3vc list end 

EESENHUTfO 0. Division of Licensing 83/09/11 Consolidated 

Eillfon Co, of New York, Inc 16pp 10940 099 24X 

Fiche. 90-000, 83/09/11, 83091 1 0034 


0305200596 Forward* IE Safeguards Insp Repts 50-369/93-18 4i 
50-370/03-29 on 830418-22 No noncamp 1 lane e noted 
DANCE, H C Division of Project 4, Resident Programs 03/09/17 
TUCKER, H B Duke Power Co 2pp 18514 266 a4X 
Fiche 50-369, 03/05/ 1 7. 8305200956 


—8303200965 IE Safeguards Inap Repts 50-369/03-18 8. 50-370/B3-29 on 
030416-22 No noncompliance noted Major areas Inspected site 
orientation, review of security organiiatian 6 security 
program audit Details withheld (ref 10CFR73 21 > 

TILLMAN,A , URVe, D Region 2, Office of Director MCGUIRE, D R 
Division of Emergency Preparedness 6 Materials Safety 03/05/17 
ip 18514 260 24X Fiche 50-369,03/05/17.0305200556 


6305250276 Forwards Rev 7 to spent fuel transportation plan Rev 
withheld (ref I0CFB73 21) 

TUCKER, H Q Duke Power Co 03/05/18 DENTON. K R Office of 
Nuclear Reactor Regulation. Director Ip 18592 362 24X 

Fiche 30-369.83/05/19.0305230^78 


J Insurance 4< Indemnity information 


6305860261 Forwards Endorsements 35 S' 96 to MAEUU Policy MF-61 4, 
Endorsement 72 to NELIA Policy NF-i02 for Oconee Nuclear 
Station & Endorsements 25 U 20 to NELIA Policy NF-240 S< 

MAELU Policy NF-JOl, respect! ve ly, for McOulre 

LAWSON, L T Duke Power Co 83/05/20 SAUT2MAN, U Office of 
Resource Management, Director I9pp 16626 120 24X 

Fiche 90-000,93/09/20,8305260861 


P Operating license stage documents 6 correspondence 


8303300370 Notification of 830329 meeting w/util in Detheida,MD to 
discuss equipment qualification 

DlRKELrR A Licensing Branch 4 83/03/22 ADENSAM. E 0 Licensing 

Branch 4 3pp 17794 286 24X Fiche 50-369.83/03/22,0303300370 


8309050283 Forwards proprietary 4( nonproprietary versions ef attachment 
to 030314 ltr re Tech Spec change to reduce measurement 
uncertainty for RCB flow rate Proprietary version withheld 
fref 10CFR2 790) 

TUCKER. H 0 Duke Power Co 03/04/26 OENTCN, H R Office of 
Nuclear Reoctor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 20pp 18337 261 24X FicMe 90-369,03/04/26.8305030283 


— 0309090209 Application for withholding proprietary info re Westinghouse 
reactor pratcetion sys/ESF actuation sys setpoint 
methodology <ref 10CFR2 790? 

WIESEMANN, R A Westinghouse Electric Corp 63/04/04 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ADEN9AM, E 0 
Licensing Branch 4 Bpp 18337 289 24X Fiche 90-369.83/04/26, 

8309050283 


8309060224 Application for amend to License NPr-9 revising 821123 
application ra reduced measurffment uncertainty for RCS 
flow rate Amend should also be applied to Unit 2 Tech Specs 
withheld (ref tOCFR2 790) Class 1 amend fee end 
TUCKER, H □ Duke Power Co 03/04/27 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E 0 Licensing Drench 
4 3pp 10345 024 24X Fich e 50-369, 03/04/27, 0309060224 


6305060413 Forwards addl info re monitoring testing program for steam 
generators concerning preheater mod Installation of mod on 
Unit 2 currently scheduled to begin in mid-June Date 
tentative depending on Westinghouse schedule 

tucker, H Q Duke Power Co 03/04/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 9pp 18343 259 24X Flch e 50-369, 83/04/28, 8305060413 


8305020455 Generic Ltr 83-19 to all power reactor ^ testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs 8vc list end 

EISENHUT.DO Division of Licensing 83/09/02 Consol i dated 
Edison Ca of New York, Inc 90pp 10441 120 24X 

Fiche 90-000,83/09/02,6305020495 


0305100383 Requests that 030418 proposed amend to Tech Specs to revise 
setpoint for upper head injection accumulator automatic 
isolation be changed to incorporate revised setpoint 
ca Iculation 

TUCKER. H D Duke Power Co 03/05/04 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E 0 Licensing Branch 
4. 2pp 1B377 323 24X Fiche 50-369,03/09/04,0305100303 


— 8309100390 Revised proposed Tech Specs changing upper head injection 
accumulator automatic isolation setpoint* to incorporate 
revised setpoint calculation 

a Duke Power Co 83/09/04 Ip 18377 325 24X 

Fiche 50-369, 83/09/04. 8309100383. 
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B30S100007 R9quos.ts ap(>rDVal of revi-secf test method t acceptance 
criteria for d^jnamlc rod drop test Replij requested by 
630S1 li schedul ed date of test 

TUCKEft^lH D Du-ke Power Co B3/05y&5 DEMTON. H R Office of 

Nuclear Reactor Re-g y lafci otn Director ADEMS/^t1<£ O Licensing Dranch 

4 2pp IB377 257 24X Fiche 50-3 6-9> 33/03/05, 8305100007 


8305100347 Foruards add! jus tl f ica tlan supporting adequacfj of test of 
electrical load to satisfy License Condition 2 C & 

WCAP-8921p ’■'Setpoint Study. Duke Power < W1 H lam B McGuire 
Nuclear Plant>Unlta 1 & 2 Rept withheld (ref lOCFRS 790} 

TUCKER, H D Puke Power Co 03/05/05 DEN TON. H R Office of 

Nuclear Reactor Regulation. Director ADEN9AM. E O Licensing Drench 
4 3pp 1B37B 323 S4X Fiche 90-369. 83/05/05> 8309100347 


8305180053 Forwards Amend 21 to License NPF-9, safety evaluation <t 
notice of issuance & availability Amend adds condition for 
verifying acceptability of Model 02 steam generator mods 
ADENSAM. E O Licensing Branch 4 83/05/05 TUCKER. H fi Duke Pouiar 

CO 3pp 18499 307 a4X Fiche 50-369.83/05/05.8305180053 


— 8305180038 Amend 21 td License NpF-9jadding condition for verifyiDg 
acceptability of Model 02 steam generator design mods 
EI8ENP1UT«P O DivCsInn of Licensing 83/09/05 4pp IB499 309 
S4X Fiche 50-369.83/05/05.8309180053 


—8309180066 Safety evaluation supporting Amend 21 to License NPF-9 
• Office of Nuclear Reactor Regulation. Director B3/05/OS 
13pp 18499 313 24X Flchc 90-369.83/05/09.8305180053 


0309250267 Approves util 030909 requested changes to dgnanic rod 
test pur pose. method U acceptance criteria Change alters test 
to record data on dynamic reactor response to simultaneous 
drop of two rods into core 

NOVAK. T H Assistant Director for Licensing 83/09/17. TUCKER.^ » 
Duke Power Co 3pp 18593 333 24X Fiche 30-369.83/05/17. 

B303290267 


030525023J Clarifies commitment to modify automatic ih-unt trip diilp 
per Salem Task Force generic study Implementation schedule 
for independent fusing scheme for breaker closing clrculti & 
auiltiary relays will be submitted 

TUCKER. H D Duke Power Co 03/05/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Driiet 
4 ip 18392 361 24X Fiche 90-369.83/05/20.8305250201 


B303250287 Informs of control scheme reovaluation for hydrogen 
mitigation sys Switches allowing manual actuation will he 
added during first refueling shutdown 

TUCKER. H B Duke Power Co B3/09/20 DENTON. H R Office Of 

Nuclear Reactor Regulation. Director ADEN8AN. E (9 Licensing Brinfk 

4 ip 18572 079 24X Fiche 90-369183/05/20.0309250287 


0305290442 Advises that Info submitted 830223 & 0512 re environ 
qualification of electric equipment in Unit 2 applies 
equally to Unit 1 

TUCKER. H 0 Duke Power Co 03/05/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Buicl 
4 Ip leaSQ 099 24X Fiche 90-369.83/09/20.8309250442. 


— B303IB0072 Notice of issuance & availability of Amend 21 to License 
NPF-9 

ADBNSAN. E 0 Licensing Branch 4 83/05/05 3pp 10499 326 SAX 

Fiche 90-369.83/03/09.8309180053 


830S090699 Oeneric Ltr 83-20 to all operating reactor licensees 6 
holders of CPs re integrated scheduling for implementation 
of plant mads Svc list end 

EISENHUT.D 0 Dlvieian o# Licensing 83/03/09 Consolidated 
Edison Cd of New Vort. Inc. 16pp 18627 153 24X 

Fiche 90-000.83/05/09.8309090699 


6309170723 Responds to 830311 request for relief from ASKE Code Section 
XI requirements re performing hydrostatic tests after mods 
by welding on both units associated u/steam generator D 
Approach acceptable 

NOVAKi T M Assistant Director for Licensing 83/09/09 TUCKER.H B 
Duke Power Co 4pp 18496 iBb SAX Fiche 90-369,83/05/09. 
8309170723 


— 0309170726 SER suppertlng 830311 request for relief from ASME Code 
Section XI requirements re performing hydrostatic tests 
after mods by welding on both units associated w/steam 
generator D 

a Division of Licensing 83/09/07 3pp JB496 190 B4X 
Fiche 90-369.03/05/09.8305170723 


--B3051707SO Notice of granting of relief from, certain requirements of 
AEME Code Section Xt Inservice testing requirements 
ADENSAM. £ O Licensing Branch 4 83/03/10 2pp 16496 193 24X 

Fiche 90-369,83/09/09.8303170723 


G30517D277 Forwards response to open items identified in Franklin 
Research Ctr techTiicai evaluation rept re environ 
qualification of electrical equipment 

TUCKER. H B Duke Power Co B3/05/II DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E O Licensing Branch 
4 29pp 18469 297 24X Fiche 30-369# 83/05/1 1 . 83051 70277 


8305160791 Requests addl Class I fee for 830311 application for relief 
from ASME Code Section XI requirements Requirements 
imprac ti cal 

DI008.R M License Fee Management Branch. 83/09/11 TUCKER.H B 
Duke Power Co ip 18905 345 24X Fiche 50-369.83/09/11. 

8305180791 


8305200436 Forwards Rev I to "(Jffslfcr Dose Calculation Manual " 

TUCKER, H B Duke Power Co 83/05/17 DENTON.M R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E O Licensing Branch 
4 Ip. JB517M24 24X FI ch a 50-369# 83/05/17, 0305200438 


— 8305200440 Rev 1 to "Offsite Dose Calculation Manual " 

BIRCH# M L r MClMroSH. M 0 # SrEkART, J M Duke Power Co 83/04/19 
Bpp 18517 129 24X Fiche 50-369.83/09/17.8305200438 


S30S240097 Informs that License Condition 2 C <illg on NUREO-0737, 

Item HKD 10. "Anticipatory Reactor Trip.'* satisfied 
Safety evaluation end. 

NOVAK. T M Assistant Director for Licensing 83/05/17 TUCKER# H B 
Duke Power Co 6pp 10974 129 24X Fiche 30-369.83/05/17, 

6303240097 


Q Inspection reports. IE Bulletins 8< correspondence 


8212060365 IE Info Notice 83-14. “Dewatered 9pant Ion Exchange Rtiih 
Susceptib 1 llty to Eiothermlc Chemical Reaction," 8Vc list 
end 

TAVLOR# J M Division of Safeguards t( Inspection Programs (Pelt 
0301031 83/03/21 Consolidated Edison Co of New Vork. Inc 

n2pp 18308 319 24X Fiche 50-000.83/03/21.8212060369 


8305270146 Forwards IE Insp Rapts 50-369/83-14 l« 50-370/63-21 on 
830307-10 No noncompliance noted 

OANCE.H C Division of Project 8« Resident Programs. B3/03/2S 
Tt/CKER.K R Duke Power Co 2pp 16638 195 24X 

Fiche 50-369. 03/03/25. 8309270146 


—0309270191 IE Insp Repts 50-369/63-14 & 90-370/83-21 on 630307-10 ^0 
noncempl iance noted Major areas inspected Unit 2 initial 
fuel loading, preoperatlonal test results review it followup 
on previous inspector-identl f led itams 

THOMAS. M Region 2. Office of Director JAPE.F Division of 
Emergency Preparedness U Materials safety 83/03/24. 4pp 
18638 197 24X Ftche 50-369.83/03/29,6305270146 


B303270154 Forwards IE Insp Repts 50-369/83-13 L 50-370/63-19 bn 
830120-0302 Ko noncomp 1 lane e noted 

OANCE.H C Division of Project !< Resident Programs 83/03/27 
TUCKER# H 0 Duka Power Co 2pp 16633 034 24X 

Fiche 90-369.63/03/29.8305270194 


—0309270160 Ig Insp Repts 90-369/83-13 fc 90-370/83-19 on 830120-03M Ki 
noncompliance noted Major areas inspected operations, 
survetllonce testing, malnt. procedures review. TMl requirement 
verification & previous outstanding Items 

ORDERS, M . RDOOE.J Region 2. Office of Director IGNATONIB.A 
Division of Project it Resident Programs 83/03/28 I9fp 
16638 036 24X Fiche 50-369.83/03/29.0305270194 


0309270309 Forwards lE Insp Repts 90-369/63-11 U 50-370/63-14 on 
830216'16 8< 0301-04 No none omp 1 1 anc e noted 

OANCE.H C Division of Project Sc Resident Programs 03/03/29 
TUCKER. H 8 Duke Power Co Spp 16643 037 24X 

Fiche 90-369# 03/03/27. 8305270309 


—6305270402 IE Insp Repts 50-369/83-11 «* 30-370/63-14 on aSOaU-lB I 
0301-04 No noncompliance noted Major areas inspected iteem 
generator mod.NDE & preservlce Insp. observation of work It 
work activities 

KLEINSORQE.M P . BLAKE. J U Region 2. Office of Director 
83 / 03/26 lipp 16643 039 24X Fiche 50 - 369 . 83 / 03 / 29.8309270385 


0309270327 Ac k receipt of 83D329 ltr informing NRC of atefi taken tfl 
correct violations noted in lE Insp Repts 90-369/63-09 I. 
90-370/03“ 00 

OANCE.H C Division of Project it Resident Programs 83/04/04 
TUCKER. H D Duke Power Co ip 18642.224 24X 

Fiche 90-369,83/04/04.8305270327 
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— B30&27C13&6 Rrsponds to NRC 030224 Itr ro violations nat«d in If Insp 
R»pts 30-369/03^03 & SO-370/83-00 Corrective actions 
procedures tJlll be modified bg 030401 to verlfg quantity 
of radioactive matl per App C C< 10CFR20 203 

TUCKERiH B Duke Pouer Co 03/03/23 O'REILLY, JP Region 2, 
Office of Director 2pp 1Q643 833 24X Fiche 30-369,03/04/04, 

8303270327 


— e309S7O3B2 Fnrujard* IE Insp Repts 30-367/03-09 6 30-370/83-00 on 
830131-0204 Xi notice of vloUtlon 

DANCE. H C Divlilon of Project & Resident Programs 83/02/24 
TUCKER, H E Duke Pouer Co 2pp 10642 227 24X 

FlcKe 50-369, 03/04/04. 0303270327 


— 83032704OS Notice of violation from insp on 830131-0204 

* Region 2, Office of Director 83/02/24 Ip 18642 229 24X 

Fiche 90-369.83/04/0410309270327 


— 6303270429 lE Insp Repts 30-369/83-03 6 30-370/03-08 on 030131-0204 
None omp 1 lance noted trailer containing more than 10 times 
App C quantitg of Co-60 not posted per lOCFRSO 203e 
ALSRIOHT, R H , CDLLINS. T R Region 8. Office of Director 
BARR. K P Pivision of Engineering it Radiological Safety Programs 

63/02/22 9pp 18642 230 24X Fiche 30-369.83/04/04.8309270327 


6303040021 IE Info Notice 83-31, '^Defective Emergency Use Respirator 
8vt list end 

JORDANiE L Division of Emergency Preparedness it Engineering 
Response IPost 630103) 03/04/13 Consolidated Edison Co of Neui 

York. Inc 126pp 10433 135 24X Fiche 30-000,83/04/13,8303040021 


B3O3040023 lE Info Notice 83-22, 8af ety /Rel 1 of Valve Failures 

Sve lilt end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
■Response (Past 830103) 83/04/22 Consolidated Edison Co of Neu 

Y&rk, Inc USpp 18303 009 24X Fiche > 50-000, 83/04/22. 8303040023 


6303040025 IE Info -Notice 83-23, ’'Inoperable Containment Atmosphere 
Earning Sgs ” Sve list end 

'JOADAKrE L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/04/23 Consolidated Edison Co of New 

York. Inc 119pp. 18381 291 24X Fiche 50-000. 83/04/23, 8303040023 


630327091 J Forwards IE Insp Repts 50-369/83-13 & 30-370/83-22 on 
Q30404-oa No noncoaipl lance noted 

DAHC£,H C Division of Project & Resident Programs 83/04/27 
TUCKERrH S, Duke Power Co 2pp 10643 248 24X 

FlehS 30-369» 83/04/27. 8303270311 


— 6305270521 IE Insp Repts 30-369/83-13 U 90-370/63-22 on 830404-00 No 
noncojnpl lance noted Major areas Inspected startup programs 
-dpseout of outstanding items 

BURNETT# P, T, I JAPE. F Region 2. Office of Director 83/04/29 
App 18643 250 24X Fiche 30-369.83/04/27.8303270511 


9303040026 IE Info Notice 03-24, ’’Loose Parts in Secondary Side of 
Steam Oenerators at PIlRs " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York# Inc llSpp 10382 047 24X Fiche 50-000.03/04/26,8303040026 


6303040027 IE Info Notice 83-23, "atandby Gas Treatment Sys Heater High 
Tinp Trip 8etpolnt Adjustment ” Eve list end 
JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc 118pp. 18382 169, 24X Fiche 90-000,83/04/28/8303040027 


9303040020 IE Info Notice 83-26, ’’Failure of 0af ety/Rel i ef Valve 
JJlsrharge Line Vacuum Breakers ” Bve list end 
■JORDAN, E. L. Division of Emergency Preparedness te Engineering 
Riipo-nse (Post 030103) 63/09/03 Consol Idated Edison Co of New 

York# Inc i22pp. 10441 170 24X Fiche 90-000,03/09/03,0303040028 


6303040030 IE Info Notice 83-27, "Dperational Response to Events 
C-oncsrnlng Deliberate Acts Directed Against Plant 
Equlpaent ” 8vc list end. 

JORDAN# E L Division of Emergency Preparedness it Engineering 
Response (Fast 830103) 83/09/04 Consolidated Edison Co. of New 

York# Inc. li2pp, 18302.202 24X Fiche 90-000,03/03/04,8303040030 


6303040031 IE Info Notice 03-20, "Critirla far Protective Action 
RecoiMtendatlons for Oeneral Emergencies ” 8vc list end 
JQAOANrE L Division of Emergency Preparidnets it Engineering 
Responss (Post 030103) 03/05/04. Consolidated Edison Co of New 

Vorti Inc 119pp 10441 001. 24X Fiche 90-000, 03/09/04# 8303040031 


630SiO{>}46 Forwards revised info ri steam generator Insp program 
following preheater mod Installation Attachment replaces 
Pjsg* a of eincl to 030428 Itr 

TUCKERirH 0. Duke Pousr Co 03/09/09 DENTON, H R Office of 
jNcrclear Reactor Regulation, Director ^ ADEN8AK, E 0 Licensing Branch 
4. 2pp 183741221, 24X Fiche* 90-369, 03/09/09, 8309100140 


8303040033 IE Info Notice 83-29, "Fuei Binding Caused by Fotl Rack 
Deformation Sve list enc J 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/09/06 Consolidated Edison Cp of New 

York. Inc U9pp 10923 248 24X Fiche 90-000,83/03/06,0303040033 


8303040034 IE Info Notice 03-30, ”Mi sa p p 11 c at 1 o n of Generic Emergency 
Operating Procedures (EOP> Cuideitnes ” Sve list end 
JORDAN,C L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York, Inc J t4pp 18524 003 24X Fiche 90-000,83/05/11,0303040034 


6305190462 Discusses NDE support to Task Order 4-83, which L Frank 
requested CV Dodd to undertake Meeting of eddy-current 
specialists to discuss exam of preheater tube wear dofeett 
itfi 1 1 be scheduled 

FRANK, L Materials Engineering Branch FIN 0-0779-3 03/09/13 

MCCLUNO. R U Oak Ridge National Laboratory ip 18923 166 24X 

Flcht 90-369, 83/09/13, 8305 190 46^ 


0305200956 Forwards IE Safeguards Insp Repts 90-369/03-10 «< 
50-370/03-25 on 830418-22 No noncomp 1 iance noted 
DANCE, H C Division of Project 8( Resident Programs 83/09/17 
TUCKER, H 0 Duke Power Co 2pp 10914 266 24X 

Fiche 90-369,03/05/17,0309200536 


—8305200565 IE Safeguards Insp Repts 50-369/83-18 6 50-370/63-25 on 
830410-22 No noncompliance noted Major areas Inspected site 
or ientat ion# revl ew of stcurity organization Sc stcurlty 
program audit Details withheld (ref 10CFR73 21) 

TILLMAN.A . VRYC, B Region 2, Office of Director MCOUIRE, D R 
Division of Emergency Preparedness b Materials Safety 03/05/17 
Ip 18914 260 24X Fiche 50-369.83/09/17,0309200536 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program ’’ 
Sve list end 

JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response (Post 930103} 83/05/19 Coneol Idated Edison Co of New 

York, Inc lt4pp 10697 009 24X Fiche 90-000,03/09/19.0303040040 


0303040046 IE Info Notice 93-33, ‘’Nonrepresentat Ive Sampling of 
Contaminated Oil " 8vc list end 

JORDAN, E L. Division df Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc U4pp 18647 007 24X Fiche 50-000, 03/05/26, 0303040046 


R Periodic operating reports 6 related correspondence 


6309170536 Forwards monthly operating repts for Apr 1703 

TUCKERiH 0 Duke Power Co 03/09/13 Director’s Office. Office 
of Inspection and Enforcement Ip 10469 020 24X 

Fiche 50-369# 83/09/13, 83091 70936 


— 8305170940 Monthly operating repts for Apr 1903 

REAVIS# J A Duke Power Co 83/05/13 7pp 1846? 029 24X 

FUhe 90-369,83/05/13,8305170936 


8 Reportable occtirrences, LERs t, related correspondence 


8305310052 Updated LER 03-O14/O3X-1 on 830303, convent ianal waste water 
syt ra-diation monitor lEMF-at channel found out of 
tolerance Caused by cracking detector crystal due to 
excessive temp change Crystal replaced H/83O910 Itr 
NARDOCI.P. D , TUCKER. N B Duke Power Co 83/04/19 D'REILLy, J P 
Region 2, Office of Director 2pp 10653 164 24X 

Flcha 50-369, 83/04/ 15# 83D53 10052 


0309230573 Forwards engineering evaluation rept, "Cracks (< Leaks in 
email Diameter Piping *’ 

BROUN, E J Reactor Operations Analysis Branch, 83/04/19 
SEYFRIT, K V, Reactor Operations Analysis Branch Ip 18941 342 
24X Fiche 50-000,03/04/19,8309230573 


— 8309230619 "’Cracks tr Leaks in Email Diameter Piping,” engineering 
evaluation rept Small pipe leaks associated u/unantU Ipated 
vibration problems require «<fdl supports or rerouting of 
pip Ing. 

BROUN, E J Reactor Oparatlons Analysis Branch 83/04/19 7pp 
18941 343. 24X FI C he. 90-000, 03/04/1?, 8309230573 


8305110427 Part 21 It deficiency repts re mlsoperation of D0-416 r«actor 
trip undervoltage devl c«s. In i 1 1 al I y reported 0 ^ 030420 
Attachments will be replaced w/devlces w/wldened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE, £ P Westing hogs a Electric Corp B3/04/21 OEYOUNO# R C 
Director's Office, Offlct of Inspactlon and Enforcement 5pp 
10409 095 24X Fiche * 90-000# 83/04 /2J . 8303 1 10427 
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G303030673 Sur>marij Of 030419 imspting uj/ut i. 1 * Be-chte 1 it llg st inghouse in 
BathesdaiMD re failures of undervoltage trip- devices 
in reactor trip ftreaker* fWes fcinghcjuae Model DS''416J 
aiRKELff? A Licensing Branch 4 03/04/25 Licensing Oranch 4 

36pp 1B309 195 24X Flche 50- 3i9. 03/04/35, 0303030*75 


0305100002 Forwards LER a3'-tH6/03L'>0 

TUCKERiH B Duke Power Co 03/04/2-6 O'REILLY. J P Region 2. 
Office of Director lj» 10377 213 24X Plche 50-3 *9. 83/04/26. 
0305100002 


—0305100003 LER 03-*O 16/03L-0 on 030327. ha ng er 1MCA-ND-H260 discovered 
pulled loose from wall anchors snubbers IHCA-ND-H177 ^ 

H317 found locked up during sub5Bq.uent f Ul 1 — stro k ing Caused 

by water hammer event resulting in void formation 

MARPOCI.P B Duke Power Co B3/04/2* Region 2. Office of 

Director Ip 1B377 214 34X Fiche 50-3*9. 83/04/2*. 03031 00002 


0305040273 Clarifies info re reactor trip breakers reported in 030220. 
03QI * 22 Itrs Five consecutive failures to trip reactor 
trip breakers via undervoltag e attachment considered 
single failure 

TUCKERiH Q Duke Power Co 03/04/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director NOVAK. T H NRC - No Detailed 
Affiliation Given 2pp 18323 242 24X Fiche 50-369.83/04/28. 

8305040273 


03050*0403 Submits addl info requested by 830426-27 telcons re problems 
W/D8-41* breaker undervoltage devices Undervoltage devices 
replaced u/new corrected devices installation checks to 
verify proper alignment initiated 

TUCKER. M D Duke Power Co 03/04/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Dranch 
4 lOpp 18343 177 24X Fiche 50-369. 83/04/20. 8305 D60403 


03051003*6 forwards radial peaking factor limit rept. in response to 
RQ 369/03-11 re removal of burnable poison rod assemblies 
Requirement to submit rept 60 days prior to effective date 
of limits does not apply 

TUCKER. H B Duke Power Co 03/O4/2B O'REILLY. J P Region 2. 
Office Of Directdr 3pp 10379 lOl 24X FJe*e 50-369.03/04/20. 
83051003*6 


0305110261 Forwards LER 03-O13/O3L-O. De tai 1 ed event analysis end 
TUCKER. H B Duke Power Co 83/04/29 O'REILLY. JP Region 2. 
Office Of Director 4pp 10393 243 24X Fiche 50-369.83/04/27. 

6303110201 


—0309110503 LER a3-013/03L-0 on 03031 9. dur 1 ng upperhead Injectian level 
switch cal Ibr. switches found out of tolerance Caused by 
design deficiency Rev to Tech Specs changing switch setpoint 
submit ted 

NARDOCIiP B Duke Power Co 63/04/29 Region 2. Office of 
Director Jp 10393 247 24X Fiche 50-3*9.83/04/29.8308110281 


8303040229 Forwards "Investigation of Unit Trips." "Unit Fast 
Recovery." "Actions Required for ATHB Eventi " "Reactor 
Trip." k evaluation re mo-d to provide automatic reactor 
trip breaker actuat ion. per NRC request 

TUCKER. H B Duke Power Co 83/03/02 DENTON. H R Office of 

Nuclear Reactor Regulation. Director A DENS AN. E 0 Licensing Branch 

4 3pp, 18323 219 241C Fiche 30-3694 03/05/02,0305040229 


—8305040240 Pracedure OP/l/A/6100/03. "Unit Fast Recovery 
e Duke Power Co 83/05/02 9pp 10353 222 24X 

Fiche 50-369.03/05/02.0305040229 


--8305040246 Procedure AP/D/A/3500/34. "Actions Required for ATNS Event 
FIREBAUGHiL . REEStDE. N 0 Duke Power Co 02/04/32 3pp 
10323 231 24X Fiche 30-369.83/05/02/8303040229 


— 03030402*0 Change 0 to Procedure AP/l/A/SSOO/Ol. "Reactor Trip 
REES IDE I B . FIRE0AUOH, L Duke Power Co 82/0*/29 Spp 
1&323 234 24X Fi che. 50-369. 83/05/02. 0305040289 


0305090472 Discusses G3O410 rept re reactor trip breakers IRTB) for 
facility RTB found w/no gap between undervaltage device trip 
arm & breaker trip shaft pin on 830331 Problem inadvertently 
omitted in 63041B rept Proper gaps verified 

TUCKER. K D Duke Power Co 03/05/05 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM.E Q Licensing Branch 
4 Ip. 10362 341, 24X Fiche 50-369.03/05/03.8305090472 


8303110065 Submits addl Info requested In 830427 telcon re failure of 
D8-41* breaker undervoltege devices Uestinghouse 
recommindationis Implemented Addl testing will be performed 
* emend to Tech Spec will be added, 

TUCKER. K H Duke Power Co 03/03/03 DENTPN.H R, Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Branch 
4 4pp 18398 0*2 24X Fiche 30-369.83/03/03.8305110085 


B303100327 Clarifies 030331 incident involving problem w/train B 
reactor trip breaker Problem resulted in failure of breaker 
to trip upon undervnltage 

tucker. H D Duke Power Co 83/05/05 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 18378 321 24X 

Fiche 50-3*9.83/03/05.0305100327 


0305170355 Forwards LER 83-01 7/03L-0 

TUCKER. H D Duke Power Co 03/05/05 O'REILLY. J P Region 2. 
Office Of Director Ip 10466 105 24X Fiche 50-3*9.83/03/05. 
0305170355 


—0305170353 LER 03-O17/O3U-O on 030405. during draining of refUeJlrg 
cavity RHR <ND) pumps began to cavitate Ct eventually both ND 
pumps stopped Caused by level gauge Isolation Cavity 
refilled ND sgs vented Procedures revised 

NARDOCI.P B Duke Power Co 03/05/03 Region 2, Office of 
Director Ip 184*6 106 24X Fiche 50-3*9.83/03/05.0305170393 


8303170907 Advises that all info re RO 369/03-10 on 030407 an snubtir 
operability unavailable Complete rept will be submitted bg 
830520 

TUCKER. H D Duke Power Go 83/05/06 O'REILLY. J.P Region 2. 
Office of Director Ip 10470 014 24X Fiche 50-367. 03/03/0*. 

0303170507 


8309170649 Ac k receipt of 830426 response to NRC concerns re riactcr 
trip breakers Facility may be returned to operation Detailed 
schematic diagrams. describ ing approved reactor protection 
sys shunt mod. requested 

EI8ENHUT. D O Division of Licensing 03/05/06 TUCKER. H B Dult 
Power Co 2pp 18496 244 24X Fiche 50-369. 83/03/0*. 0305170649 


8305130158 Provides addl Info updating 830420 6 0303 Itrs re recent 
problems U/D8-41* breaker undervoltage devices, per NRC 
request Actions U commitments provide sufficient basis for 
operation Util intends to proceed w/startup per schedule 
TUCKER. H B Duke Power Co 03/05/10 DENTON. H R Of flea qf 

Nuclear Reactor Regulation. Director ADEN8AM. E 0 Licensing Brintb 
4 4pp 18437 172 24X Fiche 30-369.83/03/10.0305130150. 


8305230404 LER 83-0I9/03L-0 on 830413. representa t ive fuel pool 
ventilation sgs carbon filter sample analysis indicated 
sample failed to meet methyl Iodide penetration criteria 
Sample analyses made to determine cause U/830512 Itr 
NARDOCI.P D » TUCKERiH B Duke Power Co 83/05/12 a^REILLY.UP, 
Region 2. Office of Director 2pp 18592 091 24X 

Fiche 50-369.83/03/12.8305250404 


B30523O717 Forwards SER of util actions In response to DB-416 reectsT 
trip breaker failures Unit may be returned to sve 
NOVAK. TM Assistant Director for Licensing 03/05/10 TUCKER.KB 
Duke Power Co Spp 16542 274 24X Fiche 50-369.83/05/10. 

0303230717 


— 8305230719 Safety evaluation re util actions taken In response to 
reactor trip breaker failures Unit mag be returned to ivc 
a Assistant Director for Licensing 83/05/10 18pp 10542 276 
24X Fiche 50-369.03/05/10.0305230717. 


B305250S49 Submits list of procedures changed to require independent 
engineering analysis on reactor trips Analysis will use 
reactor trip checklist to ensure appropriate parameters 
considered Perforaiance engineer to document review 
tucker, H D Duke Power Co 83/03/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director A DENS AM. E 0 Licensing Bramb 

4 Spp 10588 224 24X Fiche 50-369.83/05/20.8303250549 


8305310174 PNO-U-63-042 Oh 030521. emp loy so injured while pressurdlng 
Inf l«tab 1 e. b ladder-l ike pipe plug Rupture of bladder caused 
employee left hand to hit adjacent piping resulting in cuts 
L broken bones Hand decontaminated 

rCNATONiS. A . GlDSONiA F. Region 2, Office of Director 03/O3/S3 
2pp 10*52-297 24X Fiche 30-369. B3/05/23i 83053101 74 


DOCKET 30-370 WILLIAM D MCGUIRE NUCLEAR STATION. UNIT 2 


E NRC Safety Evaluation Report (SER). suppls & correspondence 


0303190032 Forwards response to outstanding environ qualification Utat 
identified in Section 7 0 of 8uppl 6 to SER 6 technical 
evaluation rept Info supports full power licensing 
TUCKERiH D Duke Power Co 83/03/12 DENTON. H R Office of 

Nuclear Reactor Regulation, Director ADENSAM. E Q Licensing Brinck 

4 5pp 18502 050 24X Fiche 50-370.03/05/12.8305190032 
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F Sicutltyj n^edlcali emargenc^ Cc flro protection plani 


&30!^'Q'40354 RelsateB public version of rev to emergencij plan 
tnp 1 tment Ins procedures 

FELTON ■ J M Division of Rules end Records B3/04/S6 Document 

KanageiQBnt Branch Ip 10336 13? 24X Piche S0~36?» 03/04/26. 

B3!>S04DSaA 


— 93DK40S97 Poruards public version of revised emergency plan 
laplfnentlng proceduresi Inc lud log Procedures RP/O/A/5700/01 
r* notification of unusual eventi RP/0/A/3700/oa re alert t 
fiP/Q/A/S700/04 re general emergency 

Tl/CKER. H fi Duke Power Co 83/03/01 DENTON, K R Office of 

Nuclear .Reactor Regulation. Director ADEN8AN, E 0 Licensing 

Branch 4 app 10336 140 24X Flche 90-369« 83/04/26. 03OSO4ODB4 


-’'’B^Oi^040606 Public version of revised emergency plan implementing 
proceduresi Including Procedures RP/0/A/0700/01 re 
not if t ca 1 1 on of unusual eventr RP/O/A/9700/02 re alert & 
RP/O/A/ 3700/04 ra general emergency 

OLOVERjM S Duke Power Co 03/02/24 77pp 10336 142 24X 

FI c ha 90-36?, a3/04/26i 0309040904 


B3050S0139 Forwards Rev 19 to security plan, inc lud ing implementation 
af Unit 2 vital access, safe shutdown facility 6 deletion of 
inter (rt vital areas Rev withheld (ref 10CFR73 81) 

TUCHERrH D. Duke Power Go 83/04/26 O'REILLY, J P Hag ion 2. 
Office of Director Ip. 10342 23? 24X Flche 50-36?, 03/04/26. 

e309030J39 


B30516OSQ3 Releases public version of revised emergency plan 
iysplajmen ting procedures 

FELTON. J M Division of Rules and Records 63/09/02 Document 
Kenagimtnt Branch Ip 10473 079 24X Flche 90-369.63/09/02, 

6309 160363 


--‘8305160289 Forwards public version of revised emergency plan 
implementing proc edures, Inclod ing Procedures RP/O/A/9700/01 
re notification of unusual event, fiP/D/A/9700/02 re alert 6 
RP/0/ A/ 9700/03 re site area emergency 

T-UCKCR, H 0 Duke Power Co 03/02/29 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAN.H 0 Licensing 
Branch 4 Spp 10478 OBO 84X Fiche 30-369.03/09/02,6309160203 


—0309160266 Public version of revised emergency plan implementing 
procedur as# includ Ing Procedures RP/O/A/9700/01 re 
notification of unusual event. RP/0/A/9700/02 re alert & 

RP /0/A/ 5700/03 re site area emergency 

LEONARD, J R , MCCONNELL,? Duke Power Co 03/02/04 I39pp 
16472 062 24X FUht 90-369,83/09/02,6309160203 


6309130192 Advises of plan to use public address sys for local fire 
alarms In reactor bldg Plan meets intent of NFPA 72D-1975 as 
ccAmltted In Section E Kal of fire protection review plan 
reqi/eetffd by S3070J 

TUCKER. H Bh Duke Power Co 03/05/06 DENTON. H R Office of 

Nuclear Reactor Regulation, Director ADENSAN, E 0 Licensing Drench 

4 2pp 1B43?;330 24X Flche- 90-369. 03/09/06, 8309130192 


0309110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLe holders of CPs re clarification of 
accoes to control procedures for law enforcement visits 
Sve lilt encl 

ei8ENHUT,D O Division of Licensing 03/09/11 Consolidated 
Edison Co of N«w York, Inc 16pp 18940 099 24X 

Flche 30-000, 03/09/ U, 03091 i0034 


03O919OO2O Gubmlts schedule for installation of RGB cold leg temp 
notiltore as Integral part of standby shutdown sys Mod will 
be Implemented no later than startup following second 
refueling outage Exemption may be needed 

TUCKERiH B. Duke Power Co 83/09/13 DENTON, K R Office of 
Nuclear Reactor Regulation, Director ADEN0AK, E O Licensing Branch 
4 4pp 18902 017 24X Fiche 90-370,03/09/13,0309190020 


B305S00396 Forwards lE Bafeguards Insp Repts 90-369/63-10 i, 
90-370/03-29 an 030410-22 No noncompliance noted 
DANCE, H C Division of Project fi, Resident Programs 03/09/17 
TUCKER, K n Duke Power Co 2pp 10914 266 24X 

Flche: 90-369, 03/09/17, 8309200996 


— B309200969 IE Safeguards Insp Repts 90-369/03-10 6 90-370/03-29 on 
83041B-22 No noncomp I lance noted Major areas inspected site 
or 1 entat Ion, revl Bu of security organliation fi< security 
program audit Details withheld (ref 10CFR73 2l> 

TlLLHAKTi A Region S, Office of Director 83/09/17 Ip 
18914 260 24X Flche 30-369, 03/05/17, 0309200996 


G30S250276 Forwards Rev 7 to spent fuel transportation plan Rev 
withheld tref iOCFR73 21) 

TUCKER, K 0 Duke Power Co 03/09/10. DENTON, H R Office of 

Nuclear Raactor flagulation. Director tp 10392 362 24X 

Flche; 90-369, 83/09/10, 0303290270 


J Insurance I, indemnity Information 


9309260261 Forwards Endorsements 53 6 56 to MAELU Policy MF-61 t 
Endorsement 72 to NEHA Policy NF-102 for Oconee Nuclear 
Station 6 Endorsements 29 6 20 to NELlA Policy NF-248 & 

MAELU Policy MF-lOl . respective! y, for McOuire 

LAWSON. L T Puke Power Co 03/03/20 8ALTZMAN, J Office of 
Resource Management, Director 19pp 18626 120 24X 

Flche 90-000,03/05/2040305260261 


P Operating license stage documents fi, correspondence 


8303300370 Notification of 030329 meeting ui/util in Dethesda.MD to 
discuss e<iuipmertt qualification 

QIRKEL, R A Licensing Branch 4 83/03/22 ADENSAM, E 0 Licensing 

Branch 4 3pp 17794 206 24X Fiche 50-369,83/03/22,8303300370 


8309060224 Application for amend to License NPF-9 revising 021123 
application re reduced (neasurement uncertainty for RCS 
flaw rate Amend should also be applied to Unit 2 Tech Specs 
withheld (ref IOCFR2 790) Class 1 amend fee end 
TUCKER, H B Duke Power Co 83/04/27 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 3pp 1B345 024 24X Fiche 90-369.93/04/27.8305060224 


0309040469 Discusses util Intentions re performance of requirements 
placed on Nestinghousa for physics testing C< surveillance of 
hybrid control rods Estimated critical positions will be 
used thoughout Cycle 1 

TUCKER, H D Duke Power Co 03/04/20 DENTON, H R Office of 
Nuclear Reactor Bogoiation, Director ADENSAM. E Q Licensing Branch 
4 2pp 18321 297 24X Fiche 50-370,03/04/20,0309040469 


8303060413 Forwards addl info re monitoring tf testing program for steam 
generators concerning preheater mod Installation of mod on 
Unit 2 currently scheduled to begin in mid-June Date 
tentative depending on Westinghouse schedule 

TUCKER, H B Duke Power Co 03/04/20 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 9pp 10343 299 a4X Flche 50-369,83/04/28.8309060413 


83090S049S Generic Ltr 03-19 to all power reactor St testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to QLs Sve list end 

EISENHUT, D 0 Division of Licensing 03/09/02 Consolidated 
Erfison Co of New Yori, Inc SOpp 10441 120 24X 

Flche 90-000.83/09/02.8309020495 


6309040323 Board Notification 83-097 forwards differing prof opinions 
re sys interac t ion fi, safety c lass if icat i on Info relates to 
Board Notifications 03-17 fit 83-44 re Unresolved Safety Issue 
A-17 

erSENHUT, D 0 Division of Licensing 83/09/04 PALLADINO, N 
Commissioners 22pp IB337 13? 24X Fiche 90-000,83/05/04. 

0309040323 


8309100303 Requests that 030410 proposed amend to Tech Specs to revise 
setpoint for upper head injection accumulator automatic 
isolation bo changed to incorporate revised setpoint 
calcwlation 

TUCKER, H B Duke Power Co 03/09/04 RENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E 0 Licensing Branch 
4 2pp 10377 323 24X Flche 90-369,03/09/04,8309100333 


-0309100390 Revised proposed Tech Specs changing upper head injection 
accumulator automatic Isolation setpoints to incorporate 
revised setpoint calculation 

a Duke Fower Co 03/05/04 ip 18377 325 24X 

Flche 30-369.03/03/04,0305100383 


8303090699 Generic Ltr 03-20 to all operating reactor licensees & 
holders of cPs re Integrated scheduling for implementation 
of plant mods Sve list encl 

EISENHUT, D» 0 Division of Licensing 83/03/09 Consolidated 
Edison Co of New York, |nc I6pp Ja637 193 24X 

Flche 90-000,03/05/09,0309090699 


0309170723 Responds to 830311 request for relief from ABME Code Section 
XI requirements re performing hydrostatic tests after mods 
b? welding on both units associated w/stcam generator D 
Approach acceptable 

NOVAK, T M Assistant Director for Licensing 83/09/09 TUCKER, H B 
Duke Power Co 4pp 18496 106 24X Flche 90-369.03/05/09, 

0305170723 


— 0309170726 BER supporting B303L1 request for relief from ASHE Code 
Section XI requirements re performing hydrostatic tests 
after mods by welding on both units associated w/steam 
generator D 

« Division of Licensing 83/05/09 3pp 10496 190 24X 

Flche 90-369,03/05/09,8309170723 
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— 8303170730 riDtlce of granting oP relief Prom certain requirements df 
ASHE Code Section XI insarvltfe testing requirements 
ADE^iSAH. e O Licensing branch 4 83703/10 Spp 1 B4<^6< 193 S4X 

Flche S0-3t9i 83/09/09i 8303170723 


0303170277 Forwards response to open Items identified tn Franlilio 
Research Ctr technical evaluation rept re environ 
qualification o/ electrical eqciipment 

TUCKER, H 0 Duke Power Co. 03/03/11 DENTGN, H R Office of 
(fjclear Reactor Regulation^ Director ADENSAHi E 0 Licensing Branch 
4 s*?pp 18463 297 aAXFiche 30-049.83/03/11,8305170277 


83051807-91 Requests addl Class I fee for B30311 application for relief 
from ASHE Code Section Xt requirements Requirements 
itnprac tl cal. 

DlO-08, R N License Fee Management Branch 83/05/11 TUCKER, H B 
Duke Power Co Ip 18505 345 24X Flcha SO-OA?, 03/05/ 1 1, 

0305100791. 


0303040044 Board Notification B3-S& forwards review of WCAP-’10297<P)i 
"Drofpped Hod Hethodologg for Negative Flu* Rate Trip 
Plants ■' Rod issue rfsolved bq analysis in rept Plants 
beqond first cqele must perform analysis Comments end 
E1&ENNUT,D O Division of Licensing 83/03/13 PALLAOINO, N . 
OILJNSKY, V I AHEASNErU Commissioners 2tpp 18541:048 24X 

Flche 50-000,83/03/13.8303040044 


8305270154 Forwards IE Insp Repts 3O-3A9/03-13 & 30-370/03*' 19 ort 
830120-0302 No noncompliance noted 

DANCE, H C Division of Project & Resident Programs 83/03/27 
TUCKER, H B Duke Power Co 2pp 18438 034 24X 

Flche 50-369,83/03/29,8305270154 


— B305270140 IE Insp Repts 50-349/83-13 t, 50-370/83-19 on 83Ol2<hO303 ^ 
nohcampl iance noted Major areas inspected operations, 
lurvoillance test ing, malnt, pr oc edures review, TMI requirement 
verification ft previous outstanding Items 

ORDERS. W . ROOOE, J Region 2, Office of Director lONATONiBiA 
Divlilon of Project t< Resident Programs. 83/03/28 I9pp 
10430 034 a4X Flche. 50-369, 83/03/29, B305270 154 


8305270305 Forwards IE Insp Repts SO-349/83-11 Si 50-370/83-14 on 
830214-18 St 0301-04 No noncomp 1 lance noted 

DANCE, H C Division of Project & Resident Programs 83/03/29 
TUCKER, H D Duke Power Co 2pp 18443 037 24X 

Flche 50-349,83/03/29,8305270385 


—8305270402 IE Insp Repts 50-349/83-11 S< 50-370/03-14 on 830214-10 4 
0301-04 No noncompl lance noted Major areas inspected steaa 
ganeretor mod, NDE Sc preservlce insp, observation of work b 
work activities 

KLEINSOROE, W P , BLAKE, J J Region 2, Office of Director 
03/03/20 llpp 18443 039 24X Flche 50-349, 03/03/29, 830 527 


830523049? No ti fl c atl nn of 830608 meeting u/utll in Bethesda.HD to 
discuss forthcoming appeal meeting r« staff positions for 
standbg shutdown facilitg Process monitoring instruments 
4< source range flu* monitors to b« addressed 

S UER MANN, J F Dpiratlng Reactors Branch 4 03/03/14 STDL2, J F 

Oparatlng Reactors Branch 4 2pp 18541 274 24X 

Flche, 50-000. 83/05/14,8305230499 


8305200438 Forwards Rev I to “Offsite Dose Calculation ManuaJ “ 
TirCKERiM B, Duke Power Co 03/05/17 DENTON, H R Office of 

Nuclear Reactor Regulation, Director A DENS AM, E O Licensing Branch 

4 ip. 18517 124 24X Flche 50-369,03/05/17,0305200438. 


—8303200440 Rev I to "Offsite Dose Calculation Manual “ 

BIRCH,M L . MCINTOSH, M D , STEWART, U M Duke Power Co 83/04/15 
fipp 18517 125 24X Flche. 50-349, 83/03/17. 8305200438 


8305350201 Clarifies commitcnent to modify automatic shunt trip design 
per Salem Task Force generic study Implementation schedule 
for independent fusing scheme for breaker closing circuits e, 
auxiliary relays uitll be submitted 

TUCKER, H B Duke Power Co 83/03/20 DENTON, «R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 Ip 1B392 341 24X Flche 50-369,83/05/20,8305230281 


0305250267 Informs of control scheme reevaluation for hydrogen 
mitigation sys Switches allowing manual actuation will be 
added during first refueling shutdown 

TUCKER, H B Duke Power Co 83/03/20 DENTON, H R Office of 

Nuclear Reactor Regulatlun. Director ADENSAM, E O Licensing Branch 

4- ip. 1BS92 075 24X Flche 50-369, 03/05/20, 8305230287 


8305250290 Clarifies statements made in 8305il 4t 12 Itrs re environ 
qua 1 i f lea t i on of electrical equipment All outstanding items 
will be resolved b will be consistent w/lOCRSO 49lg) 
requirements 

TUCKER, H B Duke Power Co. 83/05/20 DENTON, H R Office of 

Nuclear Reactor Reguletion, Director ADENSAM, E O. Licensing Branch 

4 2pp 18592 136 24X Ficho 3 0-370. 83/05/20, 8305250290 


8305270327 Ack receipt of 830325 Itr Informing NRC of stapi taken U 
correct violations noted In IE Insp Repts 50-369/03-05 b 
50-370/83-08 

DANCE, K C Division of Project Sc Resident Programs, 83/04/04 
TUCKER, H D Duke Power Go Ip 18642' 224 24X 

Flche 50-349, 83/04/04, 8305270327 


‘8305270344 Responds to NRC 830224 Itr re violations noted in IE Insp 
Repts 50-349/B3-05 b 50-370/83-08 Corrective actions 
procedures will be modified by 830401 to verify quantity 
of radioactive matl per App C b 10CFR20 203 

TUCKER, H D Duke Power Co 03/03/25 O'REILLY, J P Region 2, 
Office Of Director. 2pp 18642.225 24X Flche' 50-349,83/04/01. 

0305270327 


—0305270382 Forwards IE Insp' Repts 50-369/83-05 b 50-370/83-08 an 
830131-0204 b notice of violation, 

DANCE, H C Division of Project b Resident Programs, 83/02/24 
TUCKER, K B Duke Power Co 2pp. 18442.227 24X 

Fiche 50-349,83/04/04,0305270327 


—8305270428 IE Insp Repts 50-369/83-05 & 50-370/83-08 on 830131-0204 
Noncompliance noted trailer containing more than 10 times 
App c quantity of Co-40 not posted per 10CFR20 203# 

ALBRIGHT, R.H , COLLINB, T R Region 2, Office of Director 
BAHRrK P Division of Engineering b Radiological Safety Progrsei 

83/02/22 5pp 18642 230 24 X Fi C h e' 50-369, 03/04/04, 8305270327 


8303040021 IE Info Notice 83-21, “Defective Emergency Use RespIratfl’T * 
Sve lilt end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response <Post 830103) 83/04/15 Consolidated Edison Co of Niu 

York, Inc 124pp 18435 155 24X Flche 50-000, 03/04/15, B 303040091 


8303040023 IE Info Notice 03-22, “BUR Safety /Rel ief Valve Failures * 
8vc list end 

JDROAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Nie 

York, Inc ll2pp 10383.089 24X Flche 50-000,83/04/22,0303040093 


Q Inspection reports, IE Bulletins b correspondence 


6212060385 IE Info Notice 03-14, '^Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chentlcal Reaction " Sve list 
end 

TAYLOR 1 J M Division of Safeguards b Inspection Programs (Post 
830103) 83/03/21. Consolidated Edison Co of New York# Inc 

I12pp 1 8308 3£ 9 24X Fiche 50-000,83/03/21,8212060385 


8305270144 Forwards lE Imp Repti SO-369/83-14 b 50-370/03-21 an 
830307-10 No noncompliance noted 

DANCE, H C Division of Project b Resident Programs 83/03/25 
TUCKER, H fl Duke Power Co. 2pp 18638 193 24X 

Flche 50-369,83/03/23, 8305270144 


—0305270151 IE inip Repts 50-369/83-14 b 50-370/63-21 on 830307-10 No 
noncompUance noted Major areas inspected Unit 2 initial 
Fuel loading, preaperatlonal test results review b followup 
on previous inspector-identified items 

THOMAS, H Region 3, Office of Director a;APE,P Division of 
Emergency Prepar ednesi b Materials Safety. 83/03/24. 4pp 
18638 197 24X Flcha 50-349,83/03/25.8305270144. 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Baniii^g Sys “ Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103). 83/04/25 Consolidated Edison Co. of Nte 

York, Inc iI9pp 18301 291 24X Fichs 50-000, 03/04/25, 83030^009^ 


8305270311 Forwards IE Insp Repts 50-369/83-15 b 50-370/83-22 on 
030404-00 No noncompliance noted 

DANCE, H C Division of Project b Resident Programs 83/04/27 
TUCKER. H B Duke Power CO. 2pp 18645.248 24X 

Fiche 50-369, 83/04/27, 830387051 1 


—8305270521 IE Insp Rept* 50-369/83-15 b 50-370/83-22 On 830404-00 
noncompl lance noted Major areas Inspected startup programs 
b closeout of outstanding items 

BURNETT, P T , JAPE, F Region 2, Office of Director. 83/04/25 
6pp 18645 250 24X Fiche 50-369,83/04/27,8305270511 


8303040024 IE Info Notice 03-24, ''Loose Parts In Secondary Side of 
Steam Generators at PNRi. “ Sve list end 

JORDAN, E L. Division of Emergency Preparednees b Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of Hie 

York, Inc U5pp. 10382.047. 24X FUhe 50-000,03/04/28,8303040(524 
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03030^0027 IE Info Nptici Q3-2di “Standby Oas Traatmont Syi Hvatar High 
T»Bp Trip Satpoint Adjiiitfliant “ Svc list end 

JOROANtE i. Otvltlon Emergency Preparedness & Engineering 
Aeiponte <Pest 6301031 S3/04/S8 Consolidated Edison Co of 

Yark, Inc. llSpp 18382 1^9 S4)( Plche 50-000.83/04/20^8303040027 


03O3O4OOSG IE Info Klotlce 83-26. '‘Failure of Safety /Re 1 1 »f Valve 
Discharge Line Vacuum Breakers “ Svc list end 
ilORDANfE L, Dlvleion of Emergency Preparedness s< Engineering 
Response IPoet 6301031 83/05/03 Consolidated Edison Co of Neie 

Vorkr tnc. iSSpp 18441 170 24X Riche 50-000.83/05/03.8303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Oellbarete Acts Directed Against Plant 
Equipment.* Svc list snd 

v/ORDANi E L Dlvleion of Emergency Preparedness s. Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

Torkr Inc. 112pp. 18382.202 24X Riche 50-000.83/05/04.0303040030 


8303040031 1£ Info Notice 83-26. “Criteria for Protective Action 
Rsconnendetlons for Oenerel Emergencies " 3vc list end 
JOADANiE L. Division of Emergency Preparedness s. Engineering 
iRfsponse (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

Vork. Inc. 119pp 18441*001 24X Riche 90-000.83/05/04.0303040031 


8309100140 Forwarde revised Info re steam generator insp program 
following preheater mod instelletlon Attachment replaces 
Page 2 of end to 830426 itr 

TUCKER* H B, Duke Power Go 83/05/05 DENTON. H R Office of 
Nuclear Reactor Regulation. Director A DENS AH i E 0 Licensing Branch 
4 2pp. 18374 S21 24X Riche 90-369. 03/09/09. 8309100148. 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Daformetion " Svc list end 

JDftDANj E. L Division of Emergency Preparedness it Engineering 
Rsfponet iPost 830103). 83/09/06 Consolldeted Edison Co of New 

Vorkr Inc. Ii9pp. 18923.248 24X Riche 50-000. B3/05/06. 0303040033 


8303040034 IE Info Notice 83-30. "Mlsappl ieatlon of Oenoric Emergency 
■Operating Procedures lEOP) Ouidellnes " Bvc list end 
UORDANiE L Division of Emergency Preparedness t. Engineering 
Aasponse (Past 830103) 83/05/11 Consolidated Edison Co of New 

Tflrkr Inc il4pp. 18924:003 24X Riche 50-000.03/05/1110303040034 


8309200596 Forwards IE Safeguards Insp Repts 30-369/83-18 U 
90-370/83-29 on 830418-22. No noncompliance noted 
DANCEiH C Division of Project 6 Resident Programs, 83/09/17 
TUCKER* K 6 Duka Power Co 2pp 10514 266 24X 

Flchf 50-369. 83/09/17.8309200996 


— S305200969 IE Beftguardt insp Repts 90-369/63-10 U 50-370/03-25 on 
930418-32 No noneompl lance noted Hejor areas Inspected site 
orientation. review of security organization 6 security 
program aud 1 1. Datai Is wfthheld (ref 10CFR73 21) 

TlLLhAM. A. . URYCiB Raglan 2. Office of Director MCQUIre, D R 
Division of Emergency Preparedness 6 Materials Safety 63/05/17 
Ip. 18914:848 24X Flche 90-369. 83/09/17. 8305200996 


8303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program " 
avc list end 

JORDAN, e. L. Division of Emergency Preparedness 6 Engineering 
Risponse (Post B30103) 83/05/19 Consolidated Edison Co of New 

Vorl. Inc. 114pp. 10697:009. 24X Flche 50-000,83/05/19.0303040040 


8303040044 IE Info Notice 03-33, "Nonrtpr isentatl ve Sampling of 
ContaMinatad Oil,** 8vc list end 

iXMOAN. E, L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co. of New 

Yopk, Inc. 114pp. 18647 007 24X Riche 50-000.83/09/26,6303040046 


fl Parladlc operating reports b relatet^ correspondence 


8305170936 Forwards monthly operating repts for Apr 1963 

T'UCKER.H. 8. Duka Power Co. 83/09/13 Director's Office, Office 
at rnspectlon and Enforcement Ip. 18469*028 24X 

FIcha: 50-369,83/05/13.8305170936 


—8309170540 Monthly operating repts for Apr 1903, 

REAVIS. J. A. Duke Power Co 83/05/13 7pp 18469 029 24X 

Ftthe* 50-36^. 83/05/13. 8305170536 


S. Reportable occurrences. LERs 6 related correspondence 


83051tO4S7 Fart 21 b deficiency repts re mlsoperation of D8-416 reactor 
trip undervoltaga devicas, ini tlal ly reported on 830420 
Attachments win be replaced w/devlces w/wldened grooves 
to- aceonmodats naw retaining rings Mfg drawings revised 
RAHE,E P Hesttnghouse Electric Gorp 83/04/21, DEYOUNO.R. C. 
Dlractor's Office. Office of Inspection and Enforcement. 9pp 
18405-095, 24X Flche: 50-000, 83/04/21. 83091 10427 


6309030679 Summary of B30419 meeting lu/uti I , Bechtel 6 Westlnghouse in 
Oethesda.HD re failures of und ervol kage trip devices 
in reactor trip breakers (Nes t Inghouse Model 08^416) 

DIRKEL. R A Licensing Branch 4 83/04/29 Licensing Branch 4 

36pp 10309 199 24X Fiche 50-369.83/04/25.8309030673 


8309040273 Clarifies info re reactor trip breakers reported in 030220, 
0301 6 22 Itrs Five consecutive failures to trip reactor 
trip breakers via undervoltage attachment considered 
single failure 

TUCKER, H 0 Duke Power Co 83/04/28 DENTON, H R Office of 
Nuclear Reactor Regulation. Director NOVAK, T H NRG - No Detailed 
Affiliation Oiven 2pp 18323:242 24X Flche 50-36^. 83/04/28, 

0309040273 


6309050193 Interim deficiency rept re ITT Barton Class IE transmitters 
•zhlbiting thermal nonrepeatability Initially reported on 
021210 Since errors within safety analysis limits, no 
setpoint changes required 

TUCKER. H B Duke Power Co 03/04/28 O'REILLY. J P Region 2, 
Office of Director 2pp 18341 39D 24X Flche 90-370.83/04/28, 

0309090153 


8305060403 Submits addl info requested by 830426-27 telcons re problems 
w/DB-416 breaker undervoltage devices Undervoltage devices 
replaced w/new corrected devices 6 instaliatlan checks to 
verify proper alignment initiated 

TUCKER, H B Duke Power Co 03/04/20 DENTON, H R Office of 

Nuclear Rieactor Regulation. Director ADENSAM, E 0 Licensing Branch 

4. lOpp 16343 177 24X Flch e * 50-369. 83/04/28, 8305060403 


8305040229 Forwards "Investigation of Unit Trips." "Unit Fast 
Recovery," "Actions Required for ATWS Event," "Reactor 
Trip," & evaluation re mod to provide automatic reactor 
trip breaker actuat Ian, per NRC request 

TUCKER, K □ Duke Power Co 83/05/02 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E 0 Licensing Branch 
4 3pp 18323 219 24X Fiche 50-369.83/05/02,8309040229 


—8309040240 Procedure aP/l/A/6100/05, "Unit Fast Recovery " 
a Duke Fewer Co 83/09/02 9pp 18323 222 24X 

Flche 50-369,03/09/0210305040229 


—8305040246 Procedure AP/Q/A/3500/34. "Actions Required for ATWS Event ■’ 
FIREBAUOH.L , REESIDE.W O Duke Power Co 82/04/22 3pp 
18323 231 24X Flche 80-369.83/09/02,8309040229 


—8305040260 Change O to Procedure AP/I /A/5500/01i "Reactor Trip 
REE81DE. D , FIREBAUOH.L Duke Power Co 82/06/29 Bpp 
18323 234 24X Flche 90-369.93/09/02,8305040229 


8305130106 PNO-11-03-033 on 830501 . inadvertent safety Injection 
occurred Gauosd by spurious signal during tests of steam 
generator D Lpw power OL received On 830303 6 initial 
crlttcillty planned during wk 

NEJFELT, 0 . I0NAT0NI8. A. Region 2. Office of Director 03/09/02 
ip 10440 049 24X Fiche 50-370,83/05/02.0305130166 


8309090472 Dtscusses 830416 rept re reactor trip breakers (RTD) for 
facility RTO found w/no gap between undervoltage device trip 
erm 6 breaker trip shaft pin on 030331 Problem inadvertently 
omitted In 830418 rept. Proper gaps verified 

TUCKER, H B Duke Power Co 83/09/05 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

4 ip lB36a 341 24X Fiche 90-369,03/05/03,0309090472 


0305110085 Submits add! info requested in 830427 telcon re failure of 
08-416 breaker undervoltage devices Westinghouse 
recommendations Implemented Addl testing will be performed 
6 amend to Tech Spec will be added 

TUCKER, H D Duke Power Co 83/09/03. DENTON, H R DffUe of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 4pp 16398 062 24X FI c h a * 90-369, 83/09/03, 8309 It 0089 


03091 7025B Forwards LER 83-004/03L-0 

TUCKER, H D Duke Power Co 83/09/06 O'REILLY. J P Region 2. 
Office of Director. Ip 18465 068 24X Fiche 90-370,03/09/06. 
8309170298 


— 8309170269 LER 03-004 /03L-0 on B30406, venti latlon unit condensate drain 
tank released while composite sampler inoperable for more 
than 30 deyt Caused by personnel error Tank red tagged, 
sampler installed 4c operation procedure will be modified 
NARD0C3.P a Duke Power Co 03/05/06 Region 2. (Office of 
Director Ip 18465 069 24X Riche 90-370. 83/03/06, 0305170258 


0305110262 PNO'I 1-83-036. an 030508, unit achieved initial criticality 
w/o incident Actual parameters in close agreement w/ 
pradictad conditions 

NEJFELT* O n . IONATONIB, A Region 2. Office of Director 03/05/09. 
tp 18393 13 b S4X Flche: 50-370. 83/09/07, 03051 10262 
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8305130196- Provides dddl in^o updating 830426 0503 Itrs re recent 

ItrcPle^s w/'DS- 416 breaker undervoltage devlccs«per NRC 
req^uest Actions & coffimi<tAierits provide sufficient basis for 
operation. Utii intends to proceed u/startup per schedule 
TUCKER, H D^ke Power Co 03/03/10 OENTON. H R Office of 
Nuclear Reactor RogulatioTii Director A2lENS<4tfi E G Licensing Branch 
4 4pp 18437 172 24X Tiche 50-36.9,83/09/10,0305130158 


0305250439 LER a3-005/03L-0 dn 030413. procedure review rovealed that 
area tefrp monitoring s urvei 1 1 ance not performed within, 12 h 
limit Caused by revs to Tech Specs Surveillance interval not 
recorded Procedures revised W/B305i2 Itr 

MARDOCliP 0 , TUCKER, H B Dulfa Power Co 93/05/12 G'REfLLY, JP 
Region 2, Office of Director 2pp 18SB5 289 24X 

FI Che 50-370, 03/05/12,6305250439 


0305250499 LER es^OOA/OSL-O on 630413, uhi 1 e In Mode 5, control room uilde 
range reactor coolant loop D pressure indicator found low Sc 
declared inoperable Caused bg air trapped In pressure 
transmitter Transmitter bled & loop recalibr U/B30512 Itr 
NAnD0CI,P B , TUCKER. H B Duke Power Co 83/05/12 D 'REILLY. J P 
Region S, Office of Director 2pp 19586 SA6 24X 
Fiche 90-370,83/05/12, 0305250499 


G305250525 Interini deficiency rapt re Tech Spec 3 .6 1 3 concerning 
operability of containniant air lock Investigation 
continuing Complete rept will be provided by 830603 
TUCKER, M B Duke Rawer Co 83/05/10 Q'REfLLY. J P Region 2, 
Office of Director ip 16563 340 24X Flche 30-370,03/05/18, 

6309350525 


03OSS5D5O7 Notifies that commitment to limit operation of ilnit 2 to 
zero power physics testing as result of recent problems 
w/Da-416 reactor trip breakers met w/lssuance of safety 
evaluation for Unit 1 breakers 

TUCKE/f. H D Duke Power Co 03/05/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAN.E Q Licensing Branch 
4 Ip 16598 254 24X Flche 50-370,63/05/19.6309250907 


B30S330549 Submits list of procedures changed to require Independent 
engineering analysis on reactor trips Analysis will use 
reactor trip checklist to ensure appropriate parameters 
considered Performance engineer to document review 
TUCKER. H D Duke Power Co 63/05/20 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAff. E O Licensing Granch 
4 2pp 18568 224 24X F 1 che 50-369, 83/05/80, 0309250549 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT I 


F Security, medical, emergency Sc fire protection plans 


0305240087 Addl response to FOIA request for draft insp evaluation 
repts t< comments an J Keppler 680719 Itr re special 
safety insp of facility during Nag-Jul 1902 Forwards App C 
docunnents 

FELTON, J M Division of Roles and Records 63/03/21 GARDE, B 
Obvernment Accountability Project 2pp 1659.3 015 24X 

Flche 90-373,63/03/31,6305240067 


— 8305250144 Recommends uneaorted access to protected areas far 
R Lipinski !r s Chan Raplfac sheet transmi t ting evaluation 
of technical rapt, "Assessment of Effects of Nicked 
Reinforcing Steel," enc 1 

KEFPLGR, J O Region 3, Office of Director 62/06/14 REED,C 
Commonweolth Edison Co 7pp JQ593 096 24X 

Flche 90-373, 83/03/0 1 , 0305240087 


B30S05D402 Forwards request for add! info re fire protection for safe 
shutdown, ba sed an review of Amend 62 to FEAR 
SCHNENCER, A Licensing Branch 2 63/04/28 FARRAR. D L 

Commonwealth Edison Co, 3pp 1S332 046 24X Flche 50-370,83/04/26, 

6305050402 


8305120436 Forwards IE Insp Repts 50-373/02-54 S, 50-374/G2-22 on 
821124.26,99,1201,14 L 630414 & notice of violation 
SPE9SARD, R L Division of Engineering 83/04/28 REED, C 
Commonwealtn Edison Co Spp 18431 107 24% Flche 50-373,03/04/28. 

8305120438 


— 9305120443 Notice of violation from Insp on 631124,26,29. 1201, 14 4i 
830414 

8PESSARD, R L. Division of Engineering 03/04/20 3pp 
19431 109 24X Fidhe' 30-373, 83/04/20, 9305 1 204 38 


—0305120447 IE Insp Repts 50-373/83-54 & 50-374/82-22 on 821124,26,29, 
1301,14 1< 630414 Noncomp 1 lane e noted failure to write 
nenepnf ormance repts ft. failure fro comply w/ lOCFRSO, App B, 

Criterion II re housekeeping practices 

RAMSEY, C , ULIE, J , MASSE, R Region 3, Office of Director 

63/04/27 I9pp 10431' 112 24X Flche 50-373.83/04/26,8305120438 


0305110034 Generic Ltr 83-21 to all licensees of operating reactort, 
applicants for OUs L holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENKUT, D 0 Division of Licensing 63/05/11 Consolidated 
Edison Co of New York, Inc 16pp 18540 095 24X 

Flche 50-000, 83/05/11,0305110034 


6305130149 Aek receipt of B30419 ltr Informing NRC of objectives & 
providing scenario outline for 030712 ezerclso 

PAPERIELLO.C J Region 3, Office Of Director 83/05/ U REEO. C 
Commonwealth Edison Co Ip 10437 156 24X Flche 50-373, 83/05/1 L 

8305130149 


— 6305130195 Forwards list of objectives, scope of par tic Ipation, scenir;! 
outline I, narrative summary for emergency ezerclss scheduled 
for 83D712 

BLACKHON, T O Commonwealth Edison Co 83/04/19 HIND, J 
Division of Emergency Preparedness & Operational Support 15pp 
18437 157 24X Flche' 50-373, 63/05/ t I, 8305130149 


8305170423 Ack receipt of 830419 ltr Informing NRC of Steps taken to 
correct violations noted In lE Safeguards Insp Rept 
50-373/63-03 

MILLER, J R Regions, Office of Director 63/05/12 REED, C 
Commonwealth Edison Co ip 16469 290 24X Flche 50-373,63/05/12, 

8305170423 


— B305I70425 Responds to NRC 830329 ltr re violations noted in IE 
Safeguards Insp Rept 50-373/63-03 Corrective actions- 
procedures used to test metal detectors t, proposed change in 
description of metal detectors addressed Details withheld 
FARRAR, 0 L Commonwealth Edison Co 63/04/19 KEPPLER, J 0- 
Region 3, Office of Director Ip 10469 291 24X 

Fiche 50-373, 83/05/12, 0305170423 


0 Adjudicatory correspondence 


6305200461 Advises that time for Commission to review Director's 
Decision OD-83-t expired Commission declined review Decision 
became final agency action on 030506 

CHILK, 8 J Office of the Secretary Of the Commission 83/05/19 
HARTIOAN.N rillnoli. State of ROREM, D U Friends of the Earth 
OOOOL, E M Citizens Against Nuclear Power ip 18913'014 84X 

Flche 50-373,83/03/19,6305200461 


P Operating license stage documents 6 correspondence 


E305190005 Final response to FOIA request for documents re Zael Co *e/flr 
work performed by Zack in const of facilities Forwards App A 
documents Documents denoted w/asterisk available in PDR App 
B,CrD «< E documents withheld Cref FOIA Exemption 7) 

FELTON, J M Division of Rules and Records 83/03/11, 

PRENDERGAST. R Prendergast, R J. 17pp 18506- 059 24X 

FiChe 50-000,63/03/11,8305190003 


— 8200250506 Trip rept of 620802 aud 1 1, revi ewJ ng seismic i< qualification 
file for Zack Go equipment, at Sargent ti Lundy Engineers ofc 
in Chlcagbi lU 

ROSZTOeZY, Z R Equipment Qualification Branch, 82/00/06 
0CHNENCER.A Licensing Branch 2 6pp 1B507 201 S4X 
Flche 50-000,03/03/11,6305190003 


—8305190145 Confirms telcon w/Tongue re Unit 1 switchgear heat removal 
welds Certain welds on Unit 2, Div 11 switchgear heat removal 
sys may not meet applicable code requirements 
NOLVOAK, R N Commonwealth Edison Co 82/06/06 Region 3, 

Office of Director Ip 10507 200 24X Flche 50-000,83/03/11. 

6305190005 


— 8305190302 Forwards Rev 0 to "Assessment of 3tltch Weld Strength in 
M9AC Ductwork Const, LaSat le County Station Units 1 2, " DC 

rejecbable welds have sufficient strength to meet design 
requirements of HVAC ductwork & need not be repaired. 

POLLOCK, R M Sargent |< Lundy, Inc 82/06/27 SHELTON, B.R 
Cd/nmonweelth Edison Co Ip 16507 317 24X Fiche 30-000. 

63/03/ 1 1 . 8303190005 


— 0305190303 Rev 0 to "Assessment of Stitch Weld Strength in MVAC 
Ductwork Const, LaSalle County Station Units 1 8« 2 " 

CHO. F L , KI8ISEL. I T , MELIOI. A V Sargent t, Lundy, Inc 
CQD-003490 ROO 82/08/27 27pp 18507 318 24X 

Flche 50-000, 03/03/U , 8305190005 


— 8305190332 Forwards "LaSalle County Station Independent HVAC Review," 
Interim rept Rept also sent to JO Keppler 
KEMP I AK, A J CF Sraun&Co 82/09/15 SHELTON, B R 

Commonwealth Edison Co ip 18507 359 24X Fiche 90-000, 

83/03/1 1. 8305190005 
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— 03051903^3 Fpr«*ril* TE Watti Q21019 & 39 mamoa to CW Schroodor 
TivponHflng to R Lanfctbory quoationo I'D hVAC ductwork design 
tranamt ttlng H«v 0 to Pro^Oct tnatruction PI-LS-42r 
"Hi-vtaw oP QC Dot umantatton for LaSalle County Station " 
SCHADEDERjC W Commonwealth Edison Co 02/10/27 KEPPLER* J 0 
A>gi«n 3* Office of Director 9pp 10300 073 24X 

FUhe 5Q-000» 03 / 03 /t li 0305170003. 


— 9309170357 Rev 0 to Project Instruction Pl''L8-42. "Review of OC 
□ ocu«»nt«t 1 on for Lagalle County Station Units i & 2 ■' 

• Sargent 1« Lundgi inc 02/10/21 7pp 10306 102 24X 

FI Che: aO'-OOO, 83/oa/ll. S305190003 


— a30S1903£3 Forwards Vola 1-4 to "Independent HVAC Revi ew* UaSal 1 e County 
Nuclear Plant." final rapt 

KETMPrAK.A J C F Braun it Co B9/’t0/27 GHELTON. Q R 
Comftonuealth Edison Co Ip 18300 111 24X Fiche 30-000, 

63/03/ 1 1 1 8305 1 70003 


— 630S17O3A7 Ack receipt of CF Qraun final rapt of Independent MVAC 
review at facilities 

PJHILLIPS, R,M Region 3* Office of Director 82/10/27 Region 
3. Office of Director Ip 10300 112 24X Fiche 30-000. B3/03/1 1 . 

830 91 90009 


- — 0305190377 Requests Hat of results of detailed calculations on rebar 
daoiage for M7 concrete elements affecting Unit 1 operation 
Ic approved CF Braun proposal for Independent HVAC review 
rack Co chronology end, 

oaODlC. O S Illinois. State of 02/07/07 KEPPLER, J 0 Region 
3j Office of Director 3pp 10311 270 24X Fiche 90-000. 

B3/03/lli 0309170009 


— 0305170370 P Donahue show Transcript 08302 re nuclear power safety 
fnfd re facilities U lack Co end 

« Nultimedia Program Production. Inc 63/03/11 120pp 

laSlS 189 24X Fiche 30-000.03/03/11.8305170009 


8304290034 Requests documented acceptance of General Motors 
Electro-Motive Dlv (EMD) MI 9644 mod as acceptable 
alternative to diesel generator preluba oil pump EMO 
clarification of prelube requirements anci 

SCHRCCDER.C W Commonwealth Edison Co 03/04/26 SCHWENCER. A 
LiCPniing Branch 2 3pp 18269 274 24X Fiche 90-373.03/04/26. 

8304270034 


8305030161 Confirms discussion w/A Bournia changing effective date for 
proposed Tech Spec re radiation chemistry technician 
qualification requirements to 030909 

eCHROEDER. C Commonwealth Edison Co B3/04/27 8CHWENCER. A 
Licencing Branch 2 Ip 10300 269 24X Fiche 90-373,03/04/27. 

03050301 &1> 


6305020455 Generic Lkr 03-19 to all power reactor 8. testing Ucenaoes 
re new procedures for providing public notice concerning 
icsuanica of amends to OLs Svc list end 

ElSENHUTi D 0 Division of Licensing 03/09/02 Consolidated 
Edison Cq of New York. Inc gOpp 18441 120 24X 

FUhe SO-OOO. 03/05/02. 0305020499 


8305110082 Forwards "Test Rept on Verification Testing of Separation 
Eetwean Class IE 6 Non-Class IE Power Cables in Raceways " 

'Written conf Irinai Ion of closure of License Condition 
St C fS4J requested 

aCHROEDERrC U Commonwealth Edison Co 03/09/03 SCKWENCER. A 
Licensing Branch 3 2pp 18377 239 34X riche 90-373.03/09/03. 

0305110002. 


— 0303110009 “Test Rept on Verification Testing of Separation Between 
Class IE Non-Class IE Power Cables in Raceways " 

HAZELFINE, x/ ► JOHNSON. F . ROBERTS. W Wyle Laboratories 46911-3 
83/03/20 181 pp 10377 241 24X Fiche 90-373.03/09/03* 

83091 100B2 


6305110171 Forwards safety evaluation on drywell to wetwell vacuum 
breaker valva mods to withstand suppression pool swell phase 
of LOCA Mod* acceptable 

BCfWENCER. A Licensing Branch 2 83/09/03 FARRAR, D L. 

Goimmonwealth Edison Co 2pp 1B434 236 24X Fiche 90-373.03/09/03. 

83091 1C17I 


--8309110179 Safety evaluation on drywell to wetwell vacuum breaker 
valva mods to withstand suppression pool swell phase of 
LOCA Mods acceptable 

* KRC - No Detailed AffHUtion Given 03/09/03 3pp 
10404 230 24X Fiche; 90-373. 03/09/03, 83091 10171 


0309120580 Forwards Amend 14 to License NPF-l 1. safety evaluation tt 
notico pf issuance t availability Amend deletes License 
Condition 3 C (261 6 incorporates licensee approved 
alternative to Rad/Chom technical qualifications 
8CHWENCER.A Licensing Branch 2 03/09/05 FARRAR. D L 

Commonwealth Edison Co 3pp 10441 317 24X Fiche 30-373,03/05/05, 

8305120500 


— 8309120905 Amend 14 to License NPF-l 1 . del e ting License Condition 
2 C <26> b changing Tech Specs to tneorparate licensee 
approved alternative to Rad/Chem technical qual 1 f icatlons 
EISENHUT, D G Division of Licensing 83/09/03 6pp 10441 322 
24X Fiche 90-373,83/05/09,8303120500 


—8309120909 Safoty evaluation supporting Amend 14 to License NPF-H 
a Office of Nuclear Reactor Regulation. Director 03/09/09 2pp 
10441 350 24X Fiche 90-373,03/09/09.030 9120580 


—8309120993 Notice of Issuance availability of Amend 14 to License 
KPF-ll 

SCHWENCER.A Licensing Branch 2 83/09/D3 3pp 10441 330 24X 

Fiche 90-373, 83/09/05. 830512O5BD 


0309090639 Generic Ltr 83-20 to o 11 operating reactor licensees b 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve Hst encj 

E18ENHUT, 0 0 Division of Licensing 03/05/07 Consolidated 
Edison Co of New York, Inc 16pp, 10627 153 24X 

Fiche 90-000,83/05/07,8309070637 


0305170477 Confirms 830912 enforcement conference in Glen BUyn. IL 
tii/util to discuss programmatic deficiencies identified in 
surveillance testing program 

NQRELlUSi C C Division of Project 6 Resident Programs 03/09/07 
REEDiC Commonwealth Edison Co tp 10470 009 a4X 
Ficha 90-373.03/09/09,0305170477 


0309200621 Documents review of procedures & practices used in control 
of design 6 const of Byron Station b highlights Important 
findings Const of Byron meets requirements of FSAR 6 8ER 
(NUR6G-oa76t Supporting documantati on end 

R660.C Commonwealth Edison Co 03/09/ U DENTON. H R Office of 
Nuclear Reactor Regulation, Director JOpp J852J 065 24X 

Fiche 90-000,83/09/11,0303200621 


—0309200637 "Energy. Inc/Ferguson. Inc Audit Rept of Sargent b Lundy for 
Comm Ed '* 

CURRAN. R N , HARRIS. R J Energy Incorporated FERGUSON. R N 
Ferguson. Inc 02/07/06 65pp 16921 095 S4x 
Fiche 90-000,03/09/11.8305200621 


—0309200647 "Rept on INPO Qa I f-Ini tlated Evaluation for Byron b 
Braldwood Nuclear Station Const Projects " 

# Commonwealth Edison Co 82/11/17 330pp 10921 160 24X 

Fiche 50-000.83/09/11.0309200621 


—0309200695 Rept of 810989-30 audit to verify Sargent L Lundy 
conformance to NUREO-0963 rc environ qualification uf Class 
IE flloctrlcal equipment 

MARCUS. O F Commonwealth Edison Co ei/]0/06 6pp 10922 190 
24X Fiche 9(3-000,03/09/11,03 05200621 


—6305200669 Rept of 030307-19 audit to evaluate Sargent 6 Lundy OA 
program implementation & adequacy of facility design 
SUMMER F I ELD, T , MARCUS. 0 T Commonwealth Edison Co 83/03/23 
IBpp 18922 156 24X FlChe 50-000,83/09/11.0305200621 


—0309200675 Rept of 880607-11 audit re Sargent b Lundy QA program 
implementation L evaluation of adequacy of mechanical, 
electrical 6 structural design of facilities Related Info 
enc 1 

MARCUS. 6 F Commonwealth Edison Co 82/06/17 4Spp 10322 174 
24X Fiche 50-000,03/09/11.0303200621 


— 0305200601 Rev 3 to "Interface Control Agreement. WostlnghousB Piping h 
Structural Evaluation Program for Byron Stetion Unit I " 
a- Watttinghouse Electric Corp e Commonwea I th Edison Co ^ 
Sargent b Lundy, Inc aS/lO/29 I9pp 18522 221 24X 

Fiche 90-000.83/09/11,0309200621 


— 8303200663 Rev C to Procedure 3 0 4, "Design Control - New Design, 
Byron Station " Description of Westinghouse design assurance 
controls for Byron/Braldwood end 

MHiTAKERiN A Nuclear Power Services, Inc 82/11/23 IBpp 
10922 241 24X Fiche 50-000.03/09/11.0309200621 


— 0303200684 Advises that Westinghouee GA program implementation 
described In WCAP-B370, Rev 7Ai satisf ac tory 

SEYFRIT.K U Region 4, Dallas, Office of the Director (81/03/01) 
81/04/30 SLEMIIER,R J Nestlnghouse Electric Corp 8pp 
19922 297 24X Fiche 90-373,03/09/11,8303200621 



DOCKETED fTEMS 


— 3305200608 tttv 0 to ’‘AuKili.arv 
OA *tdt«(n<J0t r# vari f ic^t 1 ort 


pBBifuatar Sys Design Ravlew 2 apt “ Util 
of adeq'Uacy of design & const 


Byron Unit I end 

WATTELET>P L . WEISTEfi. J B * DRrt£0£R, C B Sargent & 'Lundy# Ihc 
DBH-AF'OOl-aO ROO S0/07/J6 e4pp 18322 303 a4X 
Flcfte 30'000, 03/03/11*8303200631, 


'8303190097 fleq.ue4t« invectlgatlon of Region III tnadiittJate 
inve« tigative oversight re OA (treafrdoun it poasible criminal 
faleif Ication at Zack Co# KVAC contractor at facilities AT 
Ha(«;a^d & 8 Marelto allegatiani di«cus«ed 
DEV'rUE# T Oovirnment Accountability Project 82/07/26 
PALLA01ND«N U, Commissioners llpp 18306*128 S4X 
Fie he 30-000. 83/03/1 l»03O3i 90003 


— 8303300691 "Design Evaluation (Audit) flept of Sargent «< Lundy for Comm 
Ed ’■ 

fllOBEe, D . CURRAN, fi N . FAHMAli# R F Energy Jneorporated, 

83/04/0-4 137pp 18333 lOa? 24X Flche SO'OOO. B3/0S/1 1 # 

8303200621 


—8305190102 Affidavit of 8L Marello re OC breakdown & crimlnsl 
falsif Ication at Zack Co.HVAC contractor at facilities 
HARELLa*S L Affiliation Unknown 82/07/26 22pp 18506 JO^ 
24 K Fiche 30-000. 03/03/1 1. 8305190003 


8303200015 Responds to util 830407 renuost to change Tech Specs 
allowing dilution fiou bJowdourt determination by position of 
regulating valve Req,ueBt unacceptable Flow rate estimate 
still vulnerable to uncertainties 

NOVAK# T H Division of Licensing 83/03/17 FARRAR. D L 
Cofliflionuealth Edison Co 3pp 10328 360 34X Ftcfie 30-373.03/03/17# 

0305300015 


0303230384 Submits editorial rev to Specific Acblofi 10 per 021220 
response to Oeneric Ltr 0t-O4 re meaBurei to rnlnlmlie 
intergranular stress corrosion, crackling General & specific 
corrective actions discussed N'UREO-0313 compliance achieved 
8CHR0EDER#C U Coitimonwea 1 th Edison Co 83/05/19 LAIMAS# C C 
Licensing Branch 2 4pp 10537.313 24X Fiche 30-373.83/05/19. 

8305230584 


8305240110 Forwards Tables 39463 9-4A comparing NRC fuel assembly 
load combinations in horliontal p 1 ane# vsr 1 1 cat plane 6 
design basis loads Enel tables will be included in FSAR 
Amend 63 to be submitted by B30630 

aCHROEDER.C W Coinfnonuf alth Edison Co 03/03/19 SCHMENCER.A 
Licensing Branch 2 4pp 18340 343 24X Fiche 50-373.83/05/19* 

8303240110 


0305270476 Ack receipt of 830429 Itr informing NRC of steps taken to 
correct violations noted in fE Insp Repts 30-434/03-06 6 
30-453/03-05 Actions will be decided during pipe whip 
restraint energy absorbing matt tests, 

SPES0ARD, R L Division 0# Engineering. 83/03/24 REED. C 
Commonwealth Edison Co Ip 10644 087 24X Fich# 50-000*03/03/24* 

8305270476 


—6303270501 Rev L to ’’Evaluation of Three Legged Ripe Whip Restraint 
Sift " 

MA. J 8 . VANG. M 8 . AMiM. M Sargent & Lundy* Inc 8 15 1-0 ROl 
82/09/21 47 pp 16644 099 24X Ficha SO-OOO# 83/03/24* 8305270476 


8305310086 Motification of 8306J4 meeting w/i/til in Bethesda.HO to 
discuss util DCRDR program plan 

GILBERT. HA Operating Reacturs Branch 5 83/05/26 CRUTCHFIELD. D 

Operating Reactors Branch 5 2pp 18696 063 24X 

Fi Ch e 30-000. 83/03/26# 8305310086, 


0 inipection reports# IE Oulletini li correspondence 


83G519000S Final rsiponss to FOIA request for doepmente rt Zack Co t./or 
work performed by Zack in const of facilities Forward* App A 
documents Documents denoted w/asterisk available in FOR. App 
B#C#P 4c £ documents withheld (ref FOIA Eiemptlon 7) 

FELTON* JM Division of Rules and Records 83/03/11 
PEENOERGABT.R Prendergastr R vJ I7pp 18S06 059 24X 

Fiche. 50-000*83/03/1 i. 8303190005 


—8309190045 Requsits vendor Insp af facilities having contracts w/Zack 
Co due to OA/OC problems at Midland re HVAC activities 
Zack Co correspondence re LaSalle it related info encl 
FIORELLIjG Region 3. Chicago* Reactor Construction 6 Engineering 
Support Branch- BO/04/21 POTOPOUS* U Region 4# Dallas* Vendor 
Inspection Branch i2pp 10506 077 24X Fiche 50-000. 03/G3/I I # 

8305190009 


— 630519005(7 0ummarli«E B2D430 meeting w/president of lack Co. HVAC 
contractor at faci 1 1 ties, re potential al I egat i ons, Zac Ic Co 
planning to terminate several employees in document control 
section 

HATES. 0 H Region 3. Office oF Director 82/05/12 Region 3* 
Office of Director. ip 18906,089 24X Fiche- 5G-000* 83/03/1 J* 

8303190005 


-8305190-008 Repts allegation re Zack Co falsified documents concerning 
HUAC activities at facilities per NBC Nightly News 
broadcast 

* Radio TV Reports. Inc 02/07/24. NRC - No Detailed 
Affiliation Given 2pp 18506 134 24X Fiche 50-OOG. 03/O3/J I # 

8305190005 


— 8305190100 Affidavit of AT Howard re QC breakdown <* criminal 
falsification at Zack Co. HVAC contractor at facilities 
HDHARD.AT Affiliation Unknown 88/07/26 55pp 18506.164 
S4X Fiche: 50-000. 83/03/11. 8305190005, 


— 03O519O1!9 Repta investigation re possible flawed equipment at 
fact 1 itiee. per Eyewitness News broadcast 
* Radio TV Reports. InC 02/07/26 NRC - -No Detailed 
Affiliation Given 2pp 18507 169 24X Fich e* 50-000. 83/<W/lJ# 

8305190005 


— 8305190124 Offers assistance & coop>ratlon in investigating ZacI Cg 
Suggestlmne discussed 

OEVIME. T . GARDE# B F Government Accountabi 1 i ty Project 
92/07/27, PALLA0IN0#N J Comml si loners 2pp 10507*167 
Fiche 90-000. 83/03/ 1 1 # 03051 90005 


' — 0305190128 Forwards outline of investigation rapt re Zack ddcyeirU^I,^ 
concerninp HVAC activities Discussion of matl spec fc 
mechanical properties for galvanised sheet steel St stiffener 
hanger & support steel & L DtlOeorge handwritten nates encl 
NORELIU0. C e Region 3. Office of Director 82/07/20. 

KEFFLER»^I Q . DAVI8, A B . FOSTER. U Region 3# Office of DlrectO. 
25pp 18507 169 24X Fiche 50-000.83/03/11.8305190005 


--03O519O15I Informs of atty general of State of IL Intention to eH4n| 
MFC 820011 meeting w/utll U Oovt Accountabi 1 1 ty Project to 
discuss selection of third party to investigate HVAC 
allegations 

VANVRANKEN. J minoii. Stata of 82/08/09. KEPPLER. P 

Region 3# Office of Director Ip. 18507.209 24X 

rich# 50-000.03/03/11.0305190005 


—6305190162 Introduction of 620811 public meeting to discuss util klirii 
re employment of third party contractor to conduct 
independent review of HVAC tyi et facilities, 
s NRC - No Detailed Affiliation Given. 02/08/11 2pp 
16507 214 24X Fiche 50-000.63/03/11.8305190005, 


—8305190167 Requests that all intsrtsted parties be furniiKed propoiti 
contract between util it CF Braun for independent 
investigation of facilities it be allowed to submit written 
comments before agreement finiliied 

VAN VRANKEN, J. lillnois, State of 02/08/12. KEPPLER* U. 9 
Region 3, Office of Director 2pp l6907'2tS, 24X 

Fiche 50-000.63/03/11.8305190005 


—8305190179 Re<tuesti that Region 111 monitor GF Breun actlvltiei ih 
independent review of HVAC tys at' fac i 1 itles it thAt T Howard 
& 8 Marello ecpertence & knowledge be utilized in raviiw 
process Util 820813 Itr to CF Braun U Co encl 

HOWARD. A.T Affiliation Unknown- 02/08/13 KEPPLERfJ. 0. Reglen 
3. Office Of Director llpp 16507(216 24X 

Fiche 50-000*63/03/11.8305190005 


— 8305190164 Confirms 820012 telcon re telephone call from M Cherry 
concerning Zack Investigation t# circumstances surrounding 
terAination of Zack employees 

OAV18.A0 Region 3# Office of Director 02/00/16 FlTZOERALD.d 
Office of Investigation 2pp 18507 230 24X 

Fiche 50-000* 83/03/1 1*8305190005 


—8305190189 Notlflcatlpn of 020024 meeting w/util in Olen Ellyn# IL to 
discuss status of licensee Independent HVAC review 
» Region 3. Office of Director 82/08/10. Region 3. Office of 
Director Ip 16307 231 24X Fiche* 50-000. 03/03/1 1. 8305190005 


— 8309190203 Introduction of 820824 public meeting to tflacuffs util 
prellfnlnaru plans re Independent review of HVAC tys at 
facilities Meeting will focus on CF Braun technical 
proposals, , 

* NRC - No Detailed Affiliation Given 83/08/24. Ip 18507* 266 
24X Fiche. 50-000. 83/03/1 1# 8305190005 



DOCKETED ITEMS 
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— B3091902B9 Fqrurards T Devine 8S0B13 Itr^AT Hauard B20B13 Itr & 86 
Kartllo B20aiA 1 fcr for NRH ceneldere tion in aieesement of 
uttl propo-iel on third pertij revleuf of Hl^AC cys at 

foctlltles 

aP£&3ARD«R L Olvitlon of Project & Reeldent Proorame 82/06/25 
£I6ENHUTiD Q Olvtelon of LUenilng Jp 18507 293 24X 

FI chi 90-O00< 63/03/1 Ii 6305190005 


—6305190292 Adviiei that AT Howard & 88 Marello do not object to 
erlfctlor of CF Braun to conduct third party invei t Igation 
of char-gee agatnet Zaek Cotsubj to listed conditions Related 
info en-cl. 

DEVINE. T. ©overnment Accountability Project 62/08/13 
KEPPLER^J. Region 3/ Office of Director 16pp 1SS07 294 a4X 
F 1 e h a SO^OOO, B3/03/ 1 1 1 8305 1 90005 


— 630519029& Coimeente on 820611 meeting w/NRC &c util re CF Braun audit of 
facititlee CF Braun should rept directly to NRG b should 
audit all critical areas at facilities 

HARELLDj 8 L. Affiliation Unknown 82/06/lA KEPPLER, J Region 
3i Office of Director 3pp IB507 313 24X Flcha 50-000. 

63/03/1 li 8309190005, 


— 0305190304 Discusses concerns on behalf of AT Howard & B Marello. for 
NftC consideration in review of CF Braun final propotal to 
conduct Independent review of HVAC syi at fac i 1 1 t i es. per 
620624 cseeting. 

DEVINE. T. Oovernment Accountability Project 62/09/04 
KEPPLER. iJ,0 Region 3. Office of Director 6pp 16507 345 24X 

FI Che 30-000.83/03/11.8305190005 


— 03OS19O329 ftesponds to 620904 Itr containing comments on CF Braun 
f>roposai for Independent verification of HVAC sys at 
feclllties Comment taken into consideration in NRR review 
of propoeel 

KEPPLER.^ O Region 3. Office of Director 62/09/13 DEVINE. T 
Oo-vernment Accountability Project Ip 18507 357 24X 

F 1 -e h e: 90-000. 63/03/ 1 1 1 8305 1 90005. 


—8305190384 Advises that field Insp of HVAC sys at facility completed, 
including review of Oovt Aecountabi 1 iy Project allegations 
against 2ack Co No technical basis exists for further 
restriction of facility power level. N/related info 
KEPPLERiJ Q Region 3. Office of Director 02/12/03 DEN TON. H R 

ttfflce of Nuclear Reactor Regulation. Director. llpp 16512 038 
24X Pi Che 90-000. 63/03/111 8305190005 


—6303190387 Rev 1 to '■LaBalle County Station Technical Proposal.” 
including scopa of work. work plan to accomplish independent 
HVAC rtviaw. orgartl lation chart t« resumes of psrsonnel 
assigned to project. List of matl specs for HVAC const end 
♦ CF Draun l( CO 82/06/25. 34pp. 18512 155 24X 

Fichf 90-000.83/03/1116305190005 


— 330519D396 Discusses 820624 telcon w/8 Garde of Oovt Aecountabi 1 1 ty 
Project re allegations concerning Zack Go OA program at 
fac 1 1 1 ti es. Personal ly idintlflable info deleted 

NORELIUB. O. E Division of Engineering 82/07/12 Division of 
Engineering. ip 10512*323 24X Fiche 50-000.83/03/11. 

6305190009 


—0305190399 Handwritten notes re meeting u/utll on allegations 
concerning Zack Co activities at facilities. 

DAVID. A. B. NRC - No Detailed Affiliation Given 82/07/16. 9pp 
16912,339. 24X Fichf’ 90-000. 63/03/1 1. 8305190009 


82120^0309 IE Info Notice 63-14. "Dewatered Spent Ion Exchange Resin 
Busceptib 1 1 i ty to Exothermic Chemical Reaction " 8vc list 

»T)C ). 

TAYLORrU H Division of Safeguards i( Inspection Programs <Post 
630103) 83/03/21. Consolidated Edison Co of New York. Inc 

||2pp 1B3D6. 319 24X Fiche, 90-000. 83/03/21. 821 20di0369 


6305090306 Addl response to FQIA request for all records prepared at 
Region fll.all investigators involved In investigation of 
T Howard & 8 Morelia allegations S. all Internal records re 
probltMS discovered at facility Forwards App B documents 
FELTON, si M. Division of Rules and Records 83/03/22 GARDE. B 
Governnent Accountability Project. 2pp 1836i'2t6 24X 

Fichf 90-373. B3/03/22f 630909030 j. 


—6305090313 IE Investigation Repts 90-373/82-51 U 50-374/62-19 on 
620721-1001. No nancompllance noted Major areas investigated 
follauup on allegations ra matl procaorement it OA 
def Icia-nc i es of HVAC sys installed by Zach Go 
LANKaSURYt R. 0. j HE8TC0TT. H. M. Region 3. Office of Director 
62/Oa/ld 4pp. I0361i219. 24X Fiche 50-373. 63/03/22. 0309090306. 


0304120409 Forwards I£ Insp Rept 50-373/03-07 on 030219-0311. No 
neneoMpl lance noted 

LITTLE. W. a. Region 3. Office of Director. 03/03/23 REED. C. 
CofMonwealth Edison Co. 2pp. 17932.190. 24X Fiche 50-373.03/03/23. 
6304120409, 


—8304120412 IE Insp Rept 90-373/83-07 on 630219-0311 No noncotnp 1 1 anc • 
noted Major areas inspected startup test results St 
previously opened items 

MAURA. F A . REYEB.L A Region 3. Office of Director 63/03/23 
4pp 17932 152 24X Fiche 50-373,63/03/23.6304120409 


8309240087 Addl response to FOIA request for draft insp evaluation 
repts it comments on U Keppler 62071? Itr re special safety 
Imp of facility during May-Jul 1962 Forwards App C 
documents 

FELTON. J M Division of Rules and Records 03/O3/3i GARDE. D 
Government Accountability Project 2pp 16393 015 24X 

Fiche 90-373.03/03/31,8309240087 


— 8309240098 Five draft summaries of affidavits b statements, draft 
comments on followup of al legations. minutes of Region 
in 820329.0419.0503 & 0706 staff meetings 6 draft 
investigation schedule Personally identifiable info deleted 
e NRC - No Detailed Affiliation Given 63/03/29 36pp 
10593 Oia 24X Fiche 50-373.83/03/31,8309240007 


— 6305240125 Discusses actions planned during addl insp to resolve 
concerns re adequacy of workmanship during const of masonry 
walls R Llplnski assistance requested to resolve issues 
starting uik of 820619 

8PE8SARD. R L Division of Project & Resident Programs 62/08/17 

EISENHUT.D 0 Division of Licensing 2pp 16593 054 24X 

Fiche 50-373. 83/03/31. 0309240067 


8303040021 IE Info Notice 63-21. "Defective Emergency Use Respirator " 
8vc list end 

UORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 63/04/19 Consolidated Edison Co of New 

York. Inc 126pp 18439 199 24X Fiche 90-000,63/04/19.6303040021 


8303040023 IE Info Notice 03-22. "BUR Saf ety /Rel ief Valve Failures *• 
8vc list end 

JORDAN. E L. Division of Emergency Preparedness h Engineering 
Response (Post 830103), 83/04/22 Consolidated Edison Co of New 

York. Inc 112pp 18363 069 84X Fiche 90-000.63/04/22,6303040023 


6303040029 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sgs “ 8vc list encl \ 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 63/04/29 Consolidated Edison Co of New 

York. Inc 119pp 18331 2?i 24X Fiche 90-000,63/04/29.6303040029 


6305020094 Confirms 630513 enforcement conference at Region III ofe In 
Glen Ellyn. IL to discuss programmatic deficiencies 
identified In surveillance testing program, per 630414 
telcon 

NORELIUS, C E Division of Project & Resident Programs 63/04/25 
REED. C Commonwealth Edison Co ip 16276 247 24X 

Fiche 90-373.83/04/29.8305020094 


8309120419 Forwards IE Insp Repts 90-373/83-13 U 90-374/83-03 on 
030131-0421 No noncomp 1 lane B noted 

LITTLE, W 8 Region 3. Office of Director 83/04/27 REED. C 
Commonwealth Edison Co 2pp 16434.060 24X Fiche 50-373.63/04/27. 

6305120419 


—0309120420 IE Insp Repts 50-373/03-13 & 50-374/03-03 on 630131-0421 No 
noncomp t lance noted Major areas inspected as-built walhdown 
it review of procedures for structural steel items & socket 
weld cracks in main steam drain lines 

KEATING, D E . CILIMDERO. R L , DANIELSON. D H Region 3. Office of 
Director 63/04/27. 6pp. 16434 062 24X Fiche’ 50-373. 63/04/27. 

6305120419 


6303040026 IE Info Notice 03-24. "Loose Parts In Secondary Side of 
ateam Generators at PWRs ” 6vc list end 

■JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post B301D3}. 83/04/26 Consolidated Edison Co of New 

York. Inc llSpp 18362 047 24X Fiche’ 90-000. 63/04/28. 8303040026 


8303040027 IE Info Notice 33-25. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment *' Sve list end 
JORDAN.E L Division of Emergency Preparedness It Engineering 
Response (Post G301D3> 63/04/26 Consolidated Edison Go of New 

York. Inc llBpp 10362 1*5 24X Fiche 50-000.83/04/28.6303040027 


6309 120436 Forwards IE Insp Repts 90-373/62-54 it 90-374/62-22 on 
821124.26,29,1201.14 & 030414 it notice of violation 
SPESSARD. R L Division of Engineering 63/04/26 REED. C 
Commonwealth Edison Go 2pp 16431; 107 24X Fiche 90-373,83/04/28. 

8305120438 


—8305120443 Notice of violation from insp on 621 124. 26. 29. 1201 . 14 U 
830414 

SPESSARD. R L Division of Engineering. 83/04/28 3pp 
16431 109 24X Fiche 90-373,63/04/26,8305120436. 
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—3305120447 JE Insp Septs 50-373/82''54 U 50-374/82-23 on 021134,26,27. 
1201,14 & 800414 Wane OrtpJ lance notonJ failure to writ# 
nonconf or/uanc 0 reptts & Pallor# to cofftply tj/10CFR50/ App B, 

Criterion 11 r# liouseJreepinp practices 

RAMSEVjC ; l/LlErJ , MASSE. R Region 3, Office Of Director 

82/04/27 19pp 10431 112 g4X Ficli # 50-373. 03/04/20, 0305120438 


0305170398 Forwards IE Imp Septs 50-373/93-1 1 it 50-374/83-08 on 
030307-0408 «c notice o-f violation 

STREETER. ^ F Region 3. Office of Director 03/04/28 RCEDrC 
Commonweal tf) Ed 1 eon Co 2pp 184&9 232 24X Fiche 50-373, 83/04/20, 

0305170379 


— 0305170400 Motice of violation frorti insp on 830307-^0408. 

STHEETERi J F Region 3. Office of Director 83/04/28 ip 
18469 234 34X Fiche 50-373i 03/04/20, 83051 70390 


—9305170403 le insp Rept* 50-373/93^11 b 50-374/03-06 on 030307-0409 
Noneomp lioncB noted failure to have adeqt^ate pjreoperat 1 otral 
test procedure to determine enff-of-ci|C le recircutat Ion pump 
trip ifjs response tieie 

CAMKSDURVtR 0 . DUPOlfTi S 0 , REYES. U A Region 3, Office of 
Director 83/04/20. 3pp 18469 235 24X Fich# 30-373. 83/04/20. 

8305170390 


8303040028 IE Info Notice 02-26. "Failure of Sef ety/R# lief Valve 
Discharge Line Vacuun Sreairers " Svc List and 
JORDAN; E L OivisloTi of Emergency PrepaPetfnsss b Engineering 
Response iPost 0301031 83/05/03 Consolidated Edison Co. of N«b) 

Yori. Inc 122pp 10441 170 24X Fiche 30-000,03/05/03,0303040020 


8305060542 Act receipt of 030404 b 09 Itrs informing NRC of steps 
taten to correct violations noted in JE Jnap Repts 
50-373/92-40 b 50-374/02-10 

0PES0ARO,R L Division of Engineering 03/05/03 REEO.C. 
Commenufsal th Edison -Co ip 10340 306 247 Fiche 50-373,03/09/03, 

8305060542 


— 0305060554 Responds to NRC 030214 Itr re violations noted In JE Insp 
Repts 30-373/82-40 ti 50-374/92-10 Corrective actions 
meetings b discussions held betwaen -QA general mgt b dept 
lead auditors General ofcs audited 

REED.C Commonwealth Edison Co 03/04/04 KEPPLEfl. J 0 Region 
3. Office pf Director. 17pp 10349 307 24X 

F 1 c h « ' 5 0-373, 02/09 / 03i 0305060542 


—9305060569 Forwards revised Page 2 to response to noncompl Lane e noted 
in !E Insp Repts 90-373/82-40 b 30-374/02-10, per NRC 030214 
Itr 

SCHROEDERiC M Commonwealth Edison Co 93/04/09 KEPPLER, J 0 
Region 3. Office of Director 2pp 19348 3S5 24X 

Fiche 90-373,93/09/02,8305060542 


8303040030 IE Info Notice 03-27. "Operatioral Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 5vc list encl. 

JORDAN. E L Division uf Emergency Preparedness b Engineering 
Resputite <Post 930103) 03/05/04 Consolidated Edison Co of New 

Yort, Inc ll2pp 10382 262 24X FJe he- 5D-D00, 03/05/04, 0303040030 


3303040031 IE Info Notice 03-80, ''Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 820103) 03/05/04 Consolidated Edison Co. of New 

Yort, Inc. Il7pp 10441 001 Z4X Fiche, 50-000; 02/03/04, 8303040031 


9303040D23 IE Info Wotic# 03-27, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list #ncl, 

JOROANiE L Division of Emergency Preparedness b Engineering 
Responsa (Post 820103) 82/05/06 Consolidated Edlsen Co of Niw 

YopJfr Inc Jl5pp. 19523 248- 24X Fiche 50-000. 03/05/06, 8303040033 


3309240241 Fur wards IE fnsp Rept 50-373/02-14 on 030329-0415 b nufcic# 
of vlolattari 

N0REUI09, C, E Division of Project b Resident PregrawiB 03/05/06 
REED, C Commanwralth Edison Co. 2pp 10548 207 24X 

Fiche 30-373 , 83/0 9/06. 030524 024 1 


-8309240244 Nat Ice af violation from insp on 030329-0415 

NORELlOS; C £ Division of Project b Resident Programs 83/05/06 
2pp. J954B'2d? 24X Fiche '50-373. 83/09/06; 8309240241 


-8305240247 IE fn«p Rept 50-373/93-14 on 930329-0415 Nancomp Uatic e 
noted failure to have adequate surveillance procedures b 
fejlure to- perform required surveillance test urithin 
periodic time Interval 

LANKCflURY. R D . OULDEMOND, N 0 , WALKER, R.p Region 3, Office of 
Oireeter 83/05/06. 7pp. 19548 291, 24X Fiche 50-373, 03/05/06. 

9305240241. 


0305130139 Ack receipt of 030504 Itr informing NRC of steps takin< 1# 
correct violatiom noted in IE Insp Rapt 50-373/02-47 Rased 
on Info supp 1 led, second Item of noncompl lance remain* 
violation 

6PE9SARD. R L Region 3, Office of Director 83/05/10 FTEeO.C 
Commontjea) th Edison Co Ip 10436 001 24X Ft < h e. 50-373, 63; 0!/l0i 

8305130139 


— 03O5l3Oi44 Responds to NRC 630401 Itr re violations noted in ZE Ini) 
Rept 90-373/82-47 Corrective actions Jnstructlon/ri view 
session by site project const superintendent stressed 
importance of procedure adherence 

FARRAR, O L Commonweal th Edison Co 63/05/04 KEPPLER; J 2 

Region 3, Office of Director 9pp 18436' 002 24X 

Fiche 50-373,93/05/10.0305130139 


0303040034 IE Info Notice 03-30. "Misapplication of Denerlc Fmerg*jic| 
Operating Proc#dur#s (EOP) Guidelines " Sve list end 
JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/05/tl Consolidated Edison Ca of Nrr 

York, Inc ll4pp, 10524 003 24X Fich# 50-000, 03/05/1 J. 830304^004 


0305170423 Act receipt of 830419 Itr informing NRC of steps taken Is 
correct violations noted in IE Safeguards Insp Rept 
50-373/83-03 

MIUL6R,J R Region 3, Office of Director 03/05/12 REEDiC 
Commonuealth Edison Co Ip 10469 290 24 X Fiche 50-373,03/05/13, 

8309170423 


— 8305170425 Responds to NRC 030329 Itr r* violations noted In IC 
Safeguards Insp Rept 50-373/03-03 Corrective actions 
procedures used to test metal detectors b proposed change In 
description of metal detectors addressed Details withheld, 
FARRAR. PL Commonwealth Edison Co 03/04/19 KBPPl.ERpJ« 
Region 3, Office of Director Ip 10469 291 24X 

Fiche 50-373,83/05/12, 8305170423 


0305260329 Forward* IE Insp Rept* 50-373/03-15 b 50-374/03-13 on 
03O3O9-3G b notice of violation 

STREETER, J.F Region 3, Office of Director 83/05/12 REED.C 
Commonwealth Edison Co 3pp 10625 120 24X Fiche' 50-373, 03/«/l7. 

8305260329 


—0305260331 Notice of violation from insp on 030309-30. 

STREETER. J F Rsgion 3, Office of Director 83/05/12 Ip 
10629 122 24X Fiche 50-373,83/05/12.0305260329 


—0309260334 IE Insp Repts 50-373/83-15 b 50-374/93-13 on 030309-30 
Noncomp llance noted failure to follow mod package 
procedures 

HA8SE.R A . CH0l/LE8,N C . FARRELL. R E Region 3, Dfflce of 
Director 93/05/11 I6pp 10625 123 24X Fiche 90-373,83/05/lb 

0303260329 


6305240301 Ack receipt of 930404 b 26 Itrs informing NRC of steps UUr 
to correct violations noted in IE In*p Repts 50-373/82-99 b 
50-378/02-33 Due to improvement of internal communi cations, 
smoother com>mun icatlon w/resident inspector expected 
NORELIUS, C H Division of Project & Resident Programs 03/09/17 
REED. C Commonwealth Edison Co Ip 10940 115 24X 

Fich* 50-373. 93/09/17. 8305240301 


—9305240300 Respond* to NRC 030223 Itr re violation* noted in IB Inif 
Repts 50-373/02-55 b 50-374/82-33 Corrective actions onsite 
review conducted on 630316 b Included discussion of posslbli 
broad implications of noncomp 1 iance 

FARRAR, D 1. Commonwealth Edison Co 83/04/04 HEPRLER, J 0 
Region 3. Office of Director 0pp 10548 116 24X 

Fiche 90-373.03/05/17,0305240301 


—0305240319 guppls response to NRC 030223 Ur re violatiom noted In 
re Insp Rept* 90-373/02-95 b 50-374/92-33 Corrective 
act! on*: dep t heads to prepare memo to station superintendent 
summarizing any potential noncompl lance 

FARRAR, D L Commonwealth Edison Co. 03/04/26 KEPPLER.J & 
Region 3. Office of Director 2pp 10946 124 24X 

Fjeha 50-373, 93/05/17. 0309240301 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program 
8yo list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103), 03/05/19 Consolidated Edison Co of New 

York, Inc li4pp 18697 009 24X Fiche. 50-000, 83/09/19. 830304004 » 


03O3O4OO46 IE Info Notice 03-33, "Nonrepr esentatl ve Sampling of 
Contaminated Oil *' Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Reepunse (Post 030103) 83/05/26 Consolidated Edi%on Co. of 

York, ri>c il4pp. 18647 007 24X Fiche 50-000, 83/05/26, 8303040048 
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R P«rlodlc operating reports & related correspondence 


8303040365 Foruardi errata to Part S of '^Operating Rept of Radioactive 
Effluents for Jul-Dec 1733 " 

OIEOEftlCH.O J Comma nuea 1th Edison Co B3/04/19 KEPPLERr J Q 
Region 3 , Office of Director Ip 13323 193 24K 

FI C>t) e 90-373i 83/04/ 1 9 > 830S040369 


— 830!)O40371 Errata to Part 2 of "Operating Rept of Radioactive Effluents 
for Jul-Dec 1932 " 

a CommoTiiiieal th Edison Co 83/04/19 6pp 13323 199 24X 

FI Che S0>373r 83/04/ 19. 8303040369 


8309110447 Faruiardi monthly operating rept for Apr 1983 

OlEOERlCHiO J Commonuealth Edison Co 83/09/09 Office of 
Resource lianagemint. Director Ip 18409 073 S4X 
FUhe 80-373.03/09/09.8309110447 


— 8305110492 Wonthlg operating rept for Apr 1983 

LINi D t. Gommonuealth Edison Co 83/09/09 i3pp 18409 074 
24X Flcha 90-373.83/09/09.8309110447 


S Reportable occurrences. LERs related correspondence 


6305190003 Final response to FOIA request for documents re Zacit Co &/ot 
worl performed bg Zack in const of facilities Foruards App A 
documents Documents denoted w/asterlsk available In PDR App 
a«CiD S< E documents ulthheld (ref FOIA Exemption 7> 

FELTOIf. J M Division of Rules and Records 03/03/11 
PAENDEROAST. R Prendergest. R J I7pp 18906 099 24X 

F 1 c It a . 90-000 . 03/03/ 1 1 . 0309 1 9000 9 


—8305190084 RO fire dampers supplied bg American Warming <c Ventilation. 
Inc declared inoperative Caused bg discrepancy in fuse link 
assemhlg site Fuse assemblies will be replaced JV Winkle Itr 
re news telecast it J Dierbeck note end 

HCK.YOAK. R H. Commonwealth Edison Co 82/07/01 KEPPLER. J 0 
Region 3* Office of Director 33pp 18906 091 24X 

FI c h e 90-000. 83/03/ 1 1 . 0309190009 


—8309190112 Deficiency rept re errors it discrepancies contained in HVAC 
nail c erti f 1 cations Procurement documentation will be 
rival Idated. document l< records mgt program will be developed 
S( QA/ac personnel will be added Also reportable per Part 21 
CALKINS.D.E ZackCo 81/10/23 310pp 18906219 24X 

Flehe 90-000.83/03/11.8309190009 


—8309190393 Discusses Zack Co Part 21 rept re dual traveler record sgs 
for fabrication of duct work & hangers at facility. per 
82072? tele on br/L DelOeorge it C Reed AT Howard resume end 
WlCLIAhSiC. 0 NRC - No Detailed Affiliation Given 83/03/11 
4.ANK6flURy,R D NRC - No Detailed Affiliation Olveo 6pp 
1851^' 317 24X Flehe 90-000.83/03/11.8309190009 


8309020351 Forwards LER 03-O26/O3L-O 

DJEDERICH. 0 J Commonwealth Edison Co 83/04/13 KEPPLER. 0 0 
Region 3. Office of Director Ip 18274 120 24X 

Flehe' 50-373. 03/04/13. 0309020391, 


—8309020393 LER 83-026/03L-0 on 830321. radwasto discharge process 
radiation monitor declared inoperable. Caused by high fixed 
level of background radiation Task force formed to resolve 
problems Equipment design under investigation 

ARANDi d J Commonwealth Edison Co. 83/04/13 Region 3. Office 
of Director 2pp 18274 121 24X Flehe 90-373,83/04/13. 

6309020391. 


8309020205 Forwards LER 03-027 /03L-0 

DIEOER ICH. 0. Commonwealth Edison Co 03/04/15 KEPPLER. J 0 
Region 3. Office of Director Ip. 18278 109 24X 

Flehe- 50-373. 03/04/19. 8309020209 


—6309020236 LER 83-027/03L-0 on 030320. steam leak on main turbine 
control valve I stem seal leakoff line ITD20AA 1-/2 Inches 
discovered Caused by overlap of weldments Welds repaired. 
8PENCER.D. Commonwealth Edison Co 83/04/19 Region 3. Office 
of Director 2pp 18270 190 24X Flehe, 90-373. 83/04/19. 

6309020205 


8309020241 Forwards LER 83-02e/03L-0 

DlEDERlCHiO J Commonwealth Edison Co 03/04/19 KEPPLER. J 0 
Region 3. Office of Director Ip 10277.274 24X 

Flehe: 50-373i 83/04/15.8309020241 


— 8309020251 LER 83-O20/O3L-O on 830320. steam leak discovered on offgas 
Steen, jet air ejector lA drain line to turbine bldg 
equipment drains Caused by defective weldment Work Request 
L23380 generated to repair weldment 

SPENCER. D. Commonwealth Edison Co 03/04/19 Region 3. Office 
of Director. 2pp 18277-279 24 X Fiche: 90-373. 03/04/19, 

6305020241. 


8309230373 Forwards engineering evaluation rapt- "Cracks U Leaks in 
Small Diameter Piping " 

BROWN. E J Reactor Operations Analysis Branch 83/04/19 
8EVFRIT. K V Reactor Operations Analysis Branch Ip 10341 342 
24X Flehe 90-000.03/04/19.8305230573 


830923061‘9 "Cracks t< Leaks in Small Diameter Piping." engineering 
evaluation rept Small pipe leaks associated u/unantl ctpated 
vibration problems require addl supports or rerouting of 
piping 

BROWN. E J Reactor Operations Analysis Branch 83/04/19 9pp 
18941 343 24X Fiche 90-000,83/04/19,8309230973 


0303020006 Forwards LER 03-O3O/O3L-O 

DIEDERICH.O J. Commonwealth Edison Co 83/04/21 KEPPLER, J Q 
Region 3, Office of Director Ip 18279 106 24X 

Fiche 90-373.83/04/21,8305020086 


— 0309020090 LER 03-O3O/O3L-O on 830324. local leak rate test on CRD 
removal hatch double gasket seals incorrectly performed 
prior to startup Caused by personnel error Leak rate test 
reperformed it new Procedure LTS lOO-S initiated 
HOUSTON. R U Commonwealth Edison Co 83/04/21 Region 3, 
□fflca of Director 2pp 10279 107 24X Fiche 90-373.03/04/21, 

0309020086 


6309020109 Forwards LER 83-031 /03L-0 

DIEDERICH, O J Commonwealth Edison Co 83/04/21 KEPPLER. J Q 
Region 3. Office of Director Ip 10270 199 24X 

Fiche 90-373.03/04/21,8309020109 


— 0309020114 LER a3-03l/03L-0 on 830324, Val Idyne P232 flow transmitters 
installed near standby gas treatment failed environ 
qualification testing Caused by inappropriate location near 
high radiation levels Instruments will be relocated 
MARTINOVICH* H Commonwealth Edison Co 83/04/21 Region 3. 
Office of Director 3pp IB278 200 24X Fiche 30-373,83/04/21. 

0309020109 


6309120392 Interim deficiency rept re misapplication of ITE Oould 
circuit breakers in post-LOCA hydrogen recomblners supplied 
by Rockwell Ititl Initially reported on 830328 Matter under 
investigation Final rept by B30B0G Reported per Part 21 
MANNO.S F Niagara Mohawk Power Corp 83/04/26 STAROSTECKI , R 
Region 1, Office of Director 2pp 18433 073 24X 

Fiche 90-000.83/04/26.8305120392 


—8309120404 Part 21 rept re failure of post-LOCA hydrogen recombiner 
component during rEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEV. D C Rockwell International Corp 03/03/U COLLINS. J T 
Region 4. Office of Director 3pp 18433 074 24X 

Fiche 30-000.83/04/26,0309120392 


0309060493 Forwards LER 83-031 /03L-0 

DIEDERICH.O J Commonwealth Edison Co 93/04/27 KEPPLER, J 0 
Region □, Office of Director Ip 10348 096 24X 

Fiche 50-373. B3/04/27, 0303060493 


—8305060309 LER 03-O31/O3L-O on 030331 . turbine stop valve limit switch 
for reactor protection sys found out of spec Caused by 
improper alignment on Initial Installation Limit switch 
repositioned it new adjustable actuating arm Installed 
MA8TER80N. V V Commonwealth Edison Co 03/04/27 Region 3. 
Office of Director 4pp 10340 097 24X Fiche 90-373.03/04/27, 

8309060493 


0305060390 Forwards LER 03-O33/O3L-O 

DIEDERICK, 0 J Commonwealth Edison Co 83/04/20 KEPPLER, J 0 
Region 3, Office of Director Ip 10343 160 24X 

Fiche 50-373. 03/04/20. 0309060390 


—8305060401 LER 83— 033/03L-0. on 830402. during hot shutdown, radwaste 
effluent monitor declared inoperable Caused by high fixed 
level of background radiation Liquid radwaste PRM inner 
chamber coated tu/ocryllc resin to prevent radiation buildup 
ARANDrJ Commonwealth Edison Co 03/04/20 Region 3. Office of 
Director 2pp 10343 161 24X Fiche 90-373.83/04/28,0309060390 


0309170374 Forwards LER 03-034 /03L-0 

DIEDERICH.O vf. Commonwealth Edison Co 83/05/03 KEPPLER. J 0 
Region 3. Office of Director Ip 10469 200 24X 

Fiche 50-373.03/09/03.8305170374 


— 8305170373 LEft 03-O34/O3L-O on 030408. during LIS-HP-IO. level indicating 
switch ll}2i-N100A as-found setpoint exceeded Tech Spec 
value Caused by setpoint drift Switch setpoint recallbr 
HOUSTON, R W Commonwealth Edison Co B3/09/03 Region 3, 

Office of Director 2pp 1046? 209 24X Fiche 50-373.03/09/03. 

8305170374 
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8303120475 PAft: SI rept rr defect in shl^ld^d mwJ tlcondufctor cable 
Installed In HVAC coyitral panels MCC Po-uers personnel 
attached held tags to 1 ^ HV^C control panels w/defect 
Evaluation being conducted 

HALL, 0 P Jllinoie Power Co 83/05/04 KEPPLER.J O Region 3. 
Office of Director 2pp 10431 049 S4X Flche 50-000.83/03/04# 
0305180475 


— 0303120484 Part 21 rept re defect in shielded nsulti conductor cable 
Installed in HVAC control panels All suspect panels 
inspected & nonconformance rept uill be issued for 
applicable sites 

FAUCONNEAU; 0 Mark Controls Corp, 83/04/1S Director's Office, 

Office of Inspection and Enforcement 2pp 1343J 051 24X 

Fi c b e * 30 -OOO, 83/05/04, 83051 20473 


8303170383 Foruiard* UER 83-033 /03L-0 

OrEOERICHrO J Commonwealth Edison Co 83/09/04 HEPPLCR. J 0 
Region 3, Office of Director Ip 184/^9 Si3 34X 
Flche 90-373,83/05/04,8303170383 


—8303170389 LER a3-035/03L-0 on 03O4Oi, off gas hydrogen attalgier lA not 
maintaining proper vacuum & an-alyier IS not wired properly. 

Caused fay dirty flame arrestor on analyzer A Flame arrestor 
cleaned Analyzer D reuilred 

HOUSTON, R H Commonwealth Edison Co 83/09/04 Region 3, 

Office of Director, 2 pp 18469 2i4 24X Flche 50-373,03/83/04, 

0305170383 


8305240229 LEfl a3-03a/03U-0 on 830207, dur 1 ng performance of Uia-HP-09. 
head correction omitted from callbr test pres tore, 1 saving 
instrument IE22-N013 out df tolerance Caused by 
ml sunderstanding of procedures (if/830904 Itr 
TAYLOR, P , OlEOERICH, O. J. Commonwea ] th Edison Co 93/09/04, 
KEPPUER, J 0 Region 3, Office of Director 4pp 18948 311, 24X 

F i e h e . SO -373, 83/09/04, 8309 24022 7 


9305240007 RO on 820715, ultraviolet fire detectors taken out of sve 
Due to continued const war t, fire detectors to be out of sve 
until Fall 1983 fuel toad 

OrEDERlCHiO J Commonwealth Edison Co, 83/09/10 KEPPUER, J 0 
Region 3, Office of Director Ip 10949 038 34< 

F i c h e : 50-373 , 83/05/ 1 0. 8305240007 


8309240318 LER 83-036/a3L-0 on 830414, ueld ing Procedures HP 8 1-5-A & 
5-5-A discovered In conflict w/ASME Code. Repairs to main 
steam drain line welds made using suhj procedures Evaluation 
of procedures in process W/930304 Itr 

SPENCER, D A , DlEDER ICH, O, J Commonwealth Edison Co 03/09/10 
KEPPLER, J a Region 3, Office of Director 3pp 18540 079 24X 

F 1 « h e 50-379, 03/05/ 1 0 , 830524 031 0 


8305240394 LER 83-037/03L-0 on 030421, while in cold shutdown, 1 1 quid 
radwatte effluent process radiation monitor declared 
Inoperable Ceusad by not performing acceptable source ch'eck 
due to high level of Internal contamination U/B3091C Itr, 

ARAND,J vl , DlEDERlCHr 0. CoAmonweelth Edison Co 03/09/10 
KEPPLER, J 0 Region 3, Office of Director 3pp. 18575; 104 24X 

F i c h a : 90 -373, 83/05/ 1 0, 8309 24035 4 


0305240381 LER 83-040/03L-0* on 030412, stack ulde-range gas monitor 
mid-range noble gas recorder QD18-R92I produced unusual 
readings Caused by electronic noise Original power supply 
reinstalled in mid-range recorder W/830511 Itr 

HASTERSON.V , OIEDERICW, O J Commonwealth Edison Co 83/05/10 
KEPPLER, J, O, Region 3, Office of Director 4pp 18349 341 24X 

Flche 50-370 ,03/09/10, 8305240501 


0309240025 LER a3-04l/03L-O on B30414, steam leak In weld fittings on 
Instrument line IMS79BA-1 inch discovered caused by 
imuffJclent weld matl V/eld ground out 8 < cunnectlone 
rewelded H/83091J Itr 

WATFORD, P S , DIEDER ICH, O, if Commonwealth Edison Co 83/D9/11 
KEPPLER, O Region 3, Office of Director 2pp 10549 052 24X 

Flche 50-3 73, 03/03/ 1 1 , 9303240025. 


8305240334 NP0E9 noncomp 1 lance notification between 93041 1-17, composite 
sample h analgsis not performed Caused by personnel error 
Personnel to be Initrueted an proper setup of composite 
sampler W/830512 Ur 

DIEOERICH.O if commonwealth Edison Co 83/05/12 KEPPLER, J O 
Region 3. Office of Director 3pp. 10547 350 84X 

Fi Che: 50-373, 83/05/12, 8305240334 


8309240073 RO on 030424, during suryc 1 1 lance, smoke obeerved coining out 
of diesel fire pump OA valve covers Pump shipped to 
manufacturer to determine cause of failure New diesel pump 
installed h tasted 

DIEDERICH'O J Commonwe al th Edison Co. 03/05/13 KePPLER,-J 0 . 

Region 3, Office of Director. Ip. 10949 093. 84X 

Flche' 90-373 , 83/05 / 1 3 , 03092400 73 


8305240429 LER 83-039/03L-0 on 830418, during visual in*p, meehanicel 
snubbers found locked between hot & cold settings Caused 
by moviment in excess of snubber travel range or defective 
snubber Snubber rep laced. W/830917 Itr 

SPENCER, 0 A , DIEDERICH, 0 J Commonwealth Edison Co 83/09/17 
KEPPLER.J 0 Region 3, Office of Director 3pp 18571 050 2AX 
Flche 90-373, 03/05/17, 0309240425 


0305270337 RO on 030322, scram occurred on low reac tor iirater leveLWCS 
It RCIC sgs auto initiated due to low reactor water level 
Caused by receiving rept of B flow control valve ramping 
open on spurious signal 

DIEOERKH. 0 J Commonwealth Edison Co 83/05/17 KEPPLER,-J 0 
Region 3. Office of Director Ip 18637 156 24X 

Flche 30-373,03/09/17,8309270237 


8305270195 LER a3-042/03U-0 on 830423, during MSIV local leak rats tsit, 
inboard MSIV found exceeding allowable leak rate of 25 fiCFW 
Caused by less than perfect seating of disc li seat surfaces, 

Inboerd HSIVs, discs & seats lapped & machined H/830920 Jtr 
MASTERSON, V , DIEDERICH, 0 J Commonwealth Edison Co 83/09/20 
KEPPLER, J 0 Region 3, Office of Director 4pp 186371339 S4X 
Flche 90-373,83/05/20,0305270195 


DOCKET 90-374 LASALLE COiJNTY STATION, UNIT 2 


A App 1 Icati on/construc tlon stage documents It correspondence 


8305190005 Final response to FOIA request for documents re Zacic CP b/or 
work performed by 2ack In const of facilities Forwards App A 
documents Documents denoted w/asterisk available in PDR App 
B,C,0 It E documents withheld (ref FOIA Exemption 71 
FELTON, J M Division of Rules and Records 03/03/11, 

PRENOEROAST, R Prendergast, R J i7pp 18906 099. 24X 

Flche 90-000, 03/03/11 1 8305190005 


—8208290906 Trip rept of 820802 audl t, reviewing lelsmie It qual 1 f Ustf Bh 
file for Zack Co equipment, at Sargent It Lundy Engineers ofc 
in Chicago, IL 

ROSZTOeZY, Z R Equipment Qualification Branch 82/08/06 
SCHWENCER, A Licensing Branch 2 8 pp 18907.201. 24X 

Pic he 90-000, 83/03/11,8305190005 


—0309190145 Confirms telcon w/Tongue re Unit 1 switchgear heat reaovit 
welds Certain welds on Unit S, Div II switchgear heat ramPvaX 
syt may not meet applicable code requlrimente 
HOLYOAK.R H Commonwealth EdiiOTi Co. 82/08/06. Region 3» 
Office of Director Ip 18907 200 24X Flche' 90-000, 83/0371 1 • 

8305190009 


— 8305190302 Forwards Rev 0 to “Assessment of Stitch Weld Strength In 
HVAC Ductwork Const, LaSal l# County Station Units I It 2 “ QC 
resectable welds have sufficient strength to meet design 
requirements of HVAC ductwork Ic need not be repaired' 

POLLOCK, R H Sargent It Lundy, Inc 02/08/27 SHELTON,B R 
Commonwealth Edison Co Ip 18507 317 24X Flche 90-000, 

83/03/11,8309190005 


—0305170303 Rev 0 to “Assessment op Stitch Held Strength In HVAC 
Ductwork Const, LaSal 1 • County Station Units 1 & 2 “ 

CHO,F.L , KI 8 ISEL 1 I T , MELlor,A V Sargent «< Lundy, Jnc 
C8D-003490 ROO 82/00/27 27pp 18307 318 24X 

Flche 90-000,83/03/11,8309170009 


—8309190332 Forwards “LaSalle County Station Independent HVAC Revlewi* 
interim rept Rept also sent to JO Keppler 
KEMPIAK, A J. C F Braun It Co 82/07/15 SHELTON, fl R 
Commonwealth Edison Co Ip 18307 35? S4X Flche 50-000, 

03/03/ 11 , 8309 1 70009 


—0303170353 Forwards TE Matts 821017 h 29 memos to CM Schroeder 
responding to R Lanksbury questions re HVAC ductwork design 
b transmitting Rev 0 to Project Instruction PI-L9-42, 

‘’Review of QC Documentation for LaSelle County Station,** 
SCHROEDER.C M Commonwealth Edison Co 82/10/27 KEPFLEB, J 0 
Region 3, Office of Director ?pp 18908 073 24X 

Flche 90-000,83/03/11,8309170005 


— 83051903 97 Rev 0 to Project Instruction Pl-LS-42, ‘‘Review of QC 
Documentation for LaSelle County Station Units 1 i 2 “ 

« Sargent h Lundy, Inc 82/10/21 9pp 18908 102 S4X 
Flche 50-000,83/03/11,8305190005 


—8305190363 Forwards VoU 1-4 to "Independent HVAC Re vl ew, LaSal 1 e Counlif 
Nuclear Plant," final rept 

KEMPIAK, A J C F, Braun b Co 82/10/27 SHELTON, fl R 
Commonwealth Edison Co Ip 18908' U1 24X Flche. 90-000, 

83/03/ £ 1 , 8309190003 
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— S30919O3&7 AcJr r*c»lpt of CF Braun final r«pt of indepandsnt HVAC 
ravithf ai faclfitla* 

Ffl[LL.lP5.R If Ragion 3, Offica of Director 0R/1O/27 Region 
3, Of flea of Director Ip 10500 112 24X Fiche flO'OOO* 03/03/1 li 

0303190005 


— B305l9t>37? Requeite Hit of reeulti of detailed calculation! on rebar 
diMige for M7 concrete element! affecting Unit 1 operation 
•ti approved CF Braun propoial for independent HVAC review 
ZacI CO chranolagg end 

iQOODlfjJ 9 tllinolir State of 02/09/07 K£PPL0Ri J 0 Region 
□, Office of Director 3pp lS5tl 278 24X Ficha 50-000, 

03/03/ 1 1 . 9303 1 70005 


— 830<919O37O P Donahue !hou Tran*<ript 08302 re nuclear power lafety 
Znfo rtf facllitiee & Zact Co and 

• Hultlmedltf Program Production, Inc 83/03/11 ISSpp 
18512.107 24X Fiche 50-000,83/03/11,8305190005 


0304290034 Rtfquaet! documented acceptance of Oeneral Motor! 
Ctectro-Hotive Olv <EMD) MI 9644 mod at acceptable 
altarnativtf tp dletel generator preluba oil pump HMD 
clarlficatiDn of pralube requirement! end 

SCHROEOER, C H Commonuealth £dl!on Co 83/04/2& 8CHUENCER, A 
Llciniing Branch 3 3pp 18265 274 24 X Fiche 90-373, 83/04 /36r 

9304270034 


0309110062 Forward! "Teat Rapt on Verification Testing of Baparation 
Between Cia»! IE it Non'^ClB!! IE Power Gablei in Raceway! ’* 

Ifrltttfn confirmation of closure of Llcenie Condition 
2 C <24) raquested, 

DCHROEDERtC H Commonwealth Edlion Co 83/05/03 8CHHENCER, A 
Llctfneing Branch 2 2pp 18397 239 24X Fiche 50-373, 83/09/03, 

83051 10062. 


— ‘8305110009 ^'Teftt Rapt on Verification Teatlng of Separation Between 
Claps IE te Non-Clas! IE Power Cables in Raceways 

HAIELTFNE* J. , JOHNSON, F, , ROBERTS,!/ Myle Laboratories 46911-3 
83/03/28. 191pp. 18397; 241 24X Fiche 90-373,83/09/03, 

6305110092 


9309070657 Oenerie Ltr 63-20 to all operating reactor licensee! 9c 
holders of CPt re Integrated scheduling for implementation 
of plant mads 8vc list end 

ElBCNHUTi -O. Division Of Licensing 63/09/09 Confolidated 
Edison Co op N«u York, Inc 16pp 18627 193 24X 

riche. 90-000, 03/09/09, 830509069? 


0309800621 Document! review of procedures 6 practices used in control 
of dtfcign fr const of Byron Station it highlights important 
findings Const of Byron meets requirements of F6AR $t 8ER 
4NLRECl-08?6>. suppor ting documentation end 

R8ED,C. Coausonwaalth Edison Co 83/09/11 DENTON, H R Office of 
Nuclear Reactor Regulation, Director lOpp 10921 009 24X 

Fiche. 50-000, 63/09/ 1 J , 0309200621 


"8309200637 '*En«rgVf Inc/Ferguion, lOC Audit Rept of Sargent 6 Lundy for 
Comm £d ** 

CCinRAN,R ff , HARRIS, R.J Energy Incorporated FEROVSON, R, N 
Ferguson, Inc, 02/07/06 69pp 18921 095 24X 

Fiche, 90-000, 03/05 / H , 0305200621 


— B305S00669 Rept of 830307-15 audit to evaluate Sargent it Lundy QA 
program implementation 6 adequacy of facility design 
fiUHMERFIEUO, T. » MARCUS, 0 F Commonwealth Edison Co 83/03/23 
IBpp 1 0522 19A 24X Fiche 50-000, 03/05/11 • 0305200621. 


— 'B3052D0679 Rapt of 020607-H audit re Sargent 6 Lundy QA program 
ljiplemtfntat|.on 6 evaluation of adequacy of mechanical, 
eitfctrleal 6 structural design of facilities Related info 
enc 1. 

HARCUa, 0 F. Commonwealth Edison Co 82/06/17 40pp 18522 174 
24X Flcha: 90-000,63/09/11,8309200621 


'^6305200691 **Oeslgn Evaluation lAudlt) Rept of Bargent & Lundy for Comm 
Ed, " 

BIOSEE. D.t CURRANiR. N , FAR MAN, R F Energy Incorporated. 

63/04/04 127pp. 18923.027 24X Fiche 50-000, 83/09/1 J, 

8309200621 


305230584 BubMlti editorial rev to Specific Action 10 per 021228 
response to Oaneric Ltr 81-04 re measures to mlnlffllte 
1 ntergranular stress corrosion cracking Oenaral 6 specific 
corrective actlaits discussed NUREO-0313 compliance achieved. 
ECHROECER, C. N. Commonwealth Edison Go 83/09/17. LAINA6,0.C. 
Clcsnslng Branch 2 4pp. 18937' 313 24X Fiche* 90-373, 03/09/19, 

6309230904. 


8309240110 Forwards Tables 39463 9-4A comparing NRC fuel assembly 
load combinations In horiiontal p lane, vert icat plane & 
design basis loads Enel tables tJlll be included in FSAR 
Amend 63 to be submitted by a30i630 

eCNROEOER, CU Commonuea 1th Edison Co 03/09/17 SCHhiENCER, A 
Licensing Branch 2 4pp 10548 343 24X Ficho 50-373.83/09/19, 

03092401 1 0 


8305240111 Confirms 030513 telcon re schedule far installation of 
in Strumen tation for automatic scram to shut down 
reactor in. event of low pressure scram in control rod drive 

sys 

SCHROEDERiC W Commonwealth Edison Co 83/09/17 SCHUENCER, A 
Licensing Branch 2 2pp 18548 347 24X Fiche 50-374,03/09/19, 

8309240111 


8305270476 Act receipt of 830429 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-494/83-06 1 
9O'‘49S/03-O9 Actions will be decided during pipe whip 
restraint energy absorbing matl tests 

8PEB8ARD, R L Division of Englneerlno 83/03/24 REED, C 
Commonwealth Edison Co. Ip 18644 007 24X Flc he. 90-000, 83/09/24, 

8309270476 


•”-8303270501 Rev 1 to "Evaluation of Three Legged Pipe Nhip Restraint 

sys •* 

HA, J 8 . YANQ. H 8 . AMIN.M Sargent 6 Lundy, inc 8 J9 1-0 ROl 
82/09/21 47pp 10644 099 24X Fiche 90-000,83/05/24,8309270476 


0305310006 Notification of 030614 meeting w/util in BethesdaiMD to 
discuss util DCRDR program plan 

OILBERT, R A Operating Reactors Branch 9 83/09/26 CRUTCHFIELD, 0 

Optfrating Reactors Branch 5 2pp 10698 063 24X 

Fiche 90-000,83/09/26,0309310006 


F Security* medical, emergency & fire protection plans 


0309240087 Ad d I response to .JPOIA request for draft insp evaluation 
repts ft comments on J Keppler 8S0719 ltr re special 
safety insp of facility during May-Jul 1982 Forwards App C 
documents 

FELTON, J M Division of Rules and Records 03/03/31 OARDE« B 
Government Accountability Project 2pp 18993 015 24X 

Flcha 80-373, 03/03/31 , 8309240007 


— 03O329(>144 Recommends unesorted access to protected areas for 
R Liplnski 6 0 Chan Rapifac sheet transmitting evaluation 
of ttfchnlcal rapt, "Assessment of Effects of Nicked 
Reinforcing 9te«l,“ end 

KEPPLER, J O. Region 3, Office of Director 02/06/14 nEEO,C 
Commonwealth Edison Co 7pp\ 18993 056 24X 

Fiche 90-373,83/03/31, 030924^5 087 


8309090402 Forwards request for addl info re fire protection for safe 
shutdown, based on revla-u of Amend 62 to FSAR 
8CHNENCER,A Llcanslng Branch 8 03/04/28 FARRAR, D L 

Commonwealth Edison Co 3pp 10392 046 24X FI c he. 90-373/ 83/04/20, 

0309090402 


8309120438 Forwards IE Insp Repts 90-373/82-34 h 30-374/02-22 on 
021124,26,29, 1201,14 8, 830414 it notice of violation 
6PE8SARD, R L 01 vision of Engineering 83/04/20 REED, C 
Commonwealth Edison Co 2pp 10431,107 24X Fic he* 50-373, 83/04/20. 

8305120430 


—0309120443 Notice of violation from insp on 621 124, 26, 29, 1201. 14 it 
030414 

SPESBARDiR L. Division of Engineering 83/04/20 3pp 
10431 109 24X Fiche' 30-373, 83/04/28. 6309120438 


—8305120447 IE Insp Rept! 90-373/02-54 U 90-374/82-22 on 821124,26,29, 
1201,14 it 630414. None omp 1 lance noted failure to write 
noncen foratance r«pts i« failure to comply w/IOCFRSO, App B. 

Criterion It re housaktfeping practices 

RAMSEY, C J WILLIAM3,C,C Region 3, Office of Director 03/04/27 
i9pp 18431,112 24 X Fiche 90-373, 83/04/28, 8305120430 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for DLa l< holders of CPs re clarification of 
eccass to control procedures for law enforcement vielts 
6vc list enci 

E18ENHUT, D O. Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc i6pp 18940 099 24X 

FI q ha - 90-000, 83/05/ 1 1 , 03051 10034. 


0309130149 Act receipt of 030419 Ur Informing NRC of objectlvas I 
providing scenario outline for 830712 eKercise 

PAPERtELLO, C, J Region 3, Office of Director, 83/09/11 REED, C 
Commonwealth Edison Co ip 18437* 196 24X Fiche 50-373,83/09/11, 

8305130149 
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9309130159 Foruards list af mb jec fcl vb 5 ^, gc ope af par tic i pation. ac enar i o 
outline nar-rativs sunmary for emergenci,; eiepcls-e scheduled 
for B30712 

DLACKMQN, T 0 Commonwealth Edison Co e3/04/l«? HIND. J 
Division of Emergencij Preparedness tt Operational Support iSpp 
19437 157 24X Flche 90-373i 6-3/05/1 1. a305 130 149 


Ad jud i catorij correspondence 


3092004B1 Advises that time for Commission to review Director's 
Decision DD'83-1 expired Commission declined review Decision 
became final agehcg action on §3050i 

CHILk^S J Office of the Secretary qf the Commission 93/05/19 
HARTIOAN, N Illinois. State of R OREM. 11 L Friends of the Earth 
ODOOL. E M Citiiens Against Nuclear Power ip 19513 014 24X 

Flche 50--373, 83/09/19. 9305200491 


Inspection reports^ IE Dullotjns fc correspondence 


309190005 Final response to FOIA request for documents re Zact Co tt/or 
work performed bg Zack In const of facilities Forwards App A 
documents Documents denoted iii/ast«rl«k available in PDR App 
BiC.D £t E documents withheld (ref FOIA Exemption 7) 

FELTON«J N Division of Rules and Records 93/03/11 
pnGMDEROAST', R Pfendergast. R J 17pp 19506 059 24X 

Flche 50-000.03/03/11.0305190005 


‘-9309190049 Requests vendor Insp of facilities having contracts ui/lacit 
Co doe to OA/QC problems at Midland re HVAC activities 
Zeck Co correspondence re LaSalle related Info end 
FIQRELLIhO Region 3. Chicago. Reactor Construction 4c Engineering 
Support Dranch 90/04/21 POTQPOUS. U Region 4, Dallas. Vendor 
Inspection Branch ISpp 19906 077 24X Fiche 50-000. 93/03/ 1 Ir 

9305 190005 


a309l90l«2 Introduction of 920811 public meeting to discuss util plans 

re emplDyment of third party contractor to conduct 
independent revlaui of HVAC sys at facilities 
* NRC - No Detailed Affiliation Given 02/09/11 2pp 
1B907 3i4 24X Flche 50-000. 93/03/ 1 1 . 83091 90005 


030519016-7 Requests that all Interested parties be furnished proposed 

contract between utU 8< CF Braun for independent 
investigation of facilities & be allowed to submit written 
comments before agreement finalised 

VAN VRANKEN. J Illinois. State of 02/09/12 KEPPLERr J 0 
Raglon 3. Office of Director 2pp 10SO7 219 24X 

Fiche 50-000.83/03/11.8309190005 


— 0305190179 Requests that Region HI monitor CF Braun activities In 
Independent review of HVAC sys at facilities & that T Howard 
6 9 Harello experience it knowledge be utillied in review 
process Util 820813 Itr to CF Draun & Co end 

HOMARDi A T Affiliation Unknown 02/00/13 KEPPLER. J 0 Region 
3i Office of Director Hpp 18507 216 24X 

Flche 30-000.93/03/11.8305190005 


— 0305190194 Confirms 020812 telcon re telephone call from M Cherry 
concerning Zack Investigation «< circumstances surrounding 
termination of Zack employeeB 

DAVIS. A 0 Region 3. Office of Director 02/09/16 FITZOERALDi U 
Office of Investigation 2pp 10507 230 24X 

FUhe 50-000,03/03/11.0305170005 


— 3309190593 Introduction of 020024 public meeting to discuss util 
preliminary plans re independent review of HVAC sys at 
facilities Meeting will focus on CF Braun technical 
proposals 

« NRC - No Detailed Affiliation Given 93/08/24 tp 19507 264. 
24X FUhe 50-000,83/03/11,8305190005 


-‘'63091700S0 Summer lies 850430 meeting w/presldent of Zack Co, HVAC 
contractor at f ac i 1 1 1 les. re potential allegations Zack Co 
planning to terminate several empio-yees in docuirbent control 
section 

HAYES. D W Region 3, Office of Director 92/05/12 Region 3. 
Office of Director tp 18506 087 24X Flcha 50-000,83/03/11. 

8305170009 


— 3305190287 Forwards T Devine 020813 Itr, AT Howard 820813 
Marello 820016 Ur for NRR consideration in assessment 
util proposal on third party review of HVAC sys at 
fad 1 1 ties 

SPESSARD, R L Division of Project it Resident Programs 
EIBENRUT.OG Division of Licensing Ip 10907 293 
Flche 50-000,83/03/11.8309170009 


Itr & 80 
of 


82/00/25 
24 X 


— e3091700B8 Repts allegation r# Zack Co falsified documents concerning 
HVAC activities at facilities per NDC Nightly News 
broadcast 

* Radio TV Reports. Inc 92/07/24 NRC - No Detailed 

Affiliation Given 2pp 10506 124 24X Fiche 50-000. 83/03/ 11, 

9305170005 


— B305170097 Requests investigation of Region III inadequate 

investigative oversight re QA breakdown fi, possible criminal 
fals 1 f icatlon at Zack Co. HVAC contractor at facilities AT 
Howard tt 9 Marello allegations discussed 
DEVINE, T Government Accoum tab 1 1 1 ty Project 82/07/24 
PALLAOiNQi N J Commissioners Hpp 10906 12S a4X 
Flche 90-000.83/03/11,8305170009 


— 0309170292 Advises that AT Howard it 88 Marello do not object to 
selection of CF Braun to conduct third party Investigation 
of charges against Zack Co. subj to listed conditions Related 
Info end 

DEVINE, T Government Accountability Project 82/06/13 
KEPPLER,V Regions, Office of , Director 16pp 16307 294 24X 

Fiche 50-000,83/03/11.8309170009 


— 03O517D376 Comments on 020911 meeting w/NRC util re CF Braun audit of 
facilities CF Draun should rept directly to NRC 6 should 
audit all critical areas at facilities 

MARELLO. 9 L Affiliation Unknown 02/09/16 KEPPLER, J Region 
3i Office of Director 3pp 10507 313 24X Fiche 90-000, 

03/03/11,8309170009 ■ 


--0305170102 Affidavit of 8L Marello re QC breakdown h criminal 
falsification at Zack Co, HVAC contractor at facilities 
MARELLO, 8 L Af f 1 1 lat 1 on Un known 02/07/26 22pp 10506 137- 
24X Fiche 50-000.83/03/11,8303170005 


--9305170108 Affidavit of AT Howard re QC breakdoiiin 6 criminal 
fa 1 sif i cation at Zack Co. HVAC contractor at facilities 
HOWARD. A T Affiliation Uolrnoun 82/07/26 SSji p 18506 160 
24 X Flche 50-000. 83/03/1 1 . 0305 1 90005 


-.-0305190117 Repts invastigat 
f ac 1 11 t 1 es, per Eyewitness 
s Radio TV Reports, Inc 
Affiliation Given 2pp 
8305170005 


on re possible flawed equipment at 
Neus broadcast 

B2/07/S6 NRC - No Detailed 

10507 169 24X Fiche 50-000.03/03/11, 


—0303190304 Discusses concerns on behalf of AT Howard U 8 Marello, for 
NRC consideration in review of CF Braun final proposal to 
conduct independent review of HVAC sys at f ac i I i ties, per 
02OB24 meeting 

DEVINE.T Government Accountabl 1 itg Project 02/09/04 

KEPPLER, J 0 Region 3. Office of Director 6pp 10507 345 24X 

Fiche 50-000,03/03/11.0303170009 


—8305190327 Responds to 020704 Itr containing comments on CF Draun 
proposal for Independent verification of HVAC sys at 
facilities Comment taken Into consideration In NRR review 
of proposal 

KEPPLER, J 0 Region 3. Office of Director 82/07/13 DEVINE, T 
Government Accountability Project Ip. 10907 397 24X 

Flche 50-000.03/03/11,9305170003 


— 8309170128 Forwards outline of 1 nves tlga tlon rept re Zack d acumentat 1 on 
Concerning HVAC activities Discussion of matl spec 6 
machaTiical properties for galvanlied sheet steel 6 stiffener 
hanger b support steel 6 L DelGeerge handwritten notes end 
N0RELIU8, C G Region 3. Office of Director 82/07/20 
KEPPLER, J O , DAVIS. A D 1 FOSTER, J Region □, Office of Director 
23pp 19307*167 24X Fiche 50-000.83/03/11,0309170009 


— 0305170151 Informs of abty general of State of IL 
NRC 920811 meeting w/utll 6 Govt Accountability 
discuss selection of third party to investigate 
allegations 

VAN VRANKEN, J Illinois, State of 82/08/09 
Region 3, Office of Director ip 10507 207 
Fiche 50-000.03/03/11,9309X70009 


intention to attend 

Project to 

HVAC 

KEPPLER, J 0 
24X 


-'•'0305170307 Rev 1 to *<La0alls County Station Technical Proposal." 
Including scope of work, Work plan to accomplish independent 
KVAC review* argantiation chart it resumes of personnel 
assigned to project List of matl specs for HVAC const end. 

«- C F Draun U Co. 92/08/29 34pp 10912 159 24X 

Fiche 50-000,03/03/11,0305170003 


— ^a309l?<l396 Discusses 0SO624 telcon w/D Garde of Govt Accountability 
Project re allegations concerning Zack Go QA program at 
facilities Personally Identifiable info deleted 

NORELIUS. C E Division of Engineering 82/07/12 Division of 
Engineering Ip 10912 323 a4X Flche 90-000, 03/03/1 1, 
8309190005 


-'-9305190399 Handwritten notes re meeting w/utH on allegations 
concarning Zack Co activities at facilities 

DAV16, A B NBC - No Detailed Affiliation Given 02/07/16 9pp, 
18912 335 24X Fiche 90-000,03/03/11,9305190009 
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0305120346 Forward i tE Insp Rapt 50“374/a3*-07 ort 830224-25 No 

noncanipl ianco not«d 

PAPER lELLO.C J Raglon 3i Off lea of Dir actor 83/03/16 REED, C 
Commonwaalth Edison Co 2pp 18433 064 24X Ficha 50-374,83/03/16, 

8309120346 


0305120415 Forwards IE Insp Repts 50-373/03-13 8t 90-374/03-03 on 
630131-0421 No noncomp 1 ianca noted 

LITTUE/W S Region 3, Office of Director 83/04/27 REED, C 
Commonwealth Edison Co 2pp 10434 OBO 24X Flche 30-373,83/04/27, 
8305120419 


— 0309120353 IE Insp Rapt 50-374/83-07 on 030224-29 No noncomp 1 lanca 
notod Major areas Inspactad organl za tlon, rad latlon 
protection procadura s, f ac i 1 1 ti as. Ins trumants & aq.ulpmant St 
prograft of certain sgs demonstrations 6 tests 

MILLER, D E , QREOER, L R. Region 3, Office of Director 03/03/14 
9pp. 18433 066 24X Flcho 50-374,83/03/16,8305120346 


8212060385 IE Info Notice 83-14, ^'Dawatered Spent Ion Exchange Resin 
ausceptihl 1 1 tg to Exothermic Chemical Reaction " Sve list 
•ne 1 

TAVLORiJ M Division of Safeguards It Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York, Inc 

112pp 18308 319 24X Flche 50-000.83/03/21,8212060385 


— 8305120420 IE Insp Repts 50-373/03-13 & 50-374/83-03 on 830131-0421 No 
noncomp 1 lance noted Major areas inspected as-built walkdown 
6 review of procedures for structural steel items S< socket 
weld cracks in main steam drain lines 

KEATING. D E , CILIMBEftG, R L , DANIELSON, D H Region 3. Office of 
Director 83/04/27 6pp 10434 002 24X Flche 50-373,03/04/27, 

8309120415 


8303040026 IE Info Notice 83-24, ‘'Loose Parts in Sacondarg Side of 
Steam Generators at PNRi “ Sve list and 

JORDAN/E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York, Inc llSpp 18302 047 24X Fich© 90-000,83/04/20,8303040026 


8309090306 Addl response to FOIA request for all records prepared at 
Region III, all investigators involved in Investigation of 
T Howard 6 Morelia allegations all internal records re 
problems discovered at facllltg Forward* App B documents. 

FELTON, J M Division of Rules and Records 03/03/22 GARDE, B 
Government Accountab 1 L 1 tg Project 2pp 18381 216 24X 

Flche 90-373, 83/03/22, 8305090306 


— 8309090313 IE Investigation Repts 50-373/82-81 6 50-374/82-19 on 
820721-1001 No noncamp llance noted Major areas investigated 
followup on allegations re matl proceurement 6 OA 
deficiencies of HVAC sgs Installed bg Zach Co 
LANKSDURYiR D , WESTCOTT, H M Region 3, Office of Director 
82/08/16 4pp 18301 '219 24X Ficha 30-373, 83/03/22, 8309090306 


830-5240087 Addl responia to FOIA request for draft insp evaluation 
repts ti comments on J Keppler 820719 Itr re special safetg 
Insp of facllltg during Mag-Jul 1982 Forwards App C 
documents 

FELTON, J M Division of Rules and Records 83/03/31 GARDE, B 
Government Accountab 11 1 tg Project 2pp 18593 019 24X 

Fi C h e 90-373, 03/03/31 , 8309240087 


— 8309240090 Five draft summaries of affidavits 6 statements, draft 
comments on followup of allegations, minutes of Region 
in 020329,0419,0903 t, 0706 staff meetings St draft 
investigation schedule Personally identifiable info deleted 
# NRC - No Detailed Affiliation Given 83/03/29 36pp 
10993 018 24X Fiche 90-373,83/03/31,8309240087. 


—3309240129 Discusses actions planned during addl insp to resolve 
concerns re adequacy of workmanship during const of masonry 
walls R Liplnskl assistance requested to resolve issues 
starting wk of 820019 

8PE88ARD.R L Division of Project Se Resident Programs 82/00/17 

El8ENJHliT,D 0 Division of Licensing 2pp. 10593' 094 24X 

FI Cha. 50-373, 83/03/31 . 8309240007 


8303040027 re Info Notice 83-25, "Standby Gas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/20 Consol Idated Edison Co of New 

York, Inc 110pp 103B2 169 24X Fiche 50-000,03/04/20,8303040027 


8305120438 Forwards IE Insp Repts 50-373/02-94 8, SO-374/02-22 an 
021124,26.29,1201,14 k 030414 6 notice of violation 
SPESSARD, R L Division of Engineering 83/04/28 REEDrC 
Commonwealth Edison Co 2pp 18431 107 24X Flche 50-373,83/04/28, 

0305120438 


—8309120443 Notice of violation from insp on 821124,26.29,1201,14 8c 
830414 

SPESSARD,R L Division of Engineering 83/^4/20 3pp 
18431 109 24X Fiche 90-373, 83/04/28. 8309120438 


—8309120447 IE Insp Repts 90-373/02-54 6 90-374/82-22 on 021124,26,29, 
120i,14 (< 830414 Noncompl iance noted failure to write 
nonconformance repts & failure to comply w/lOCFRSO, App B. 

Criterion II re housekeeping practices 

RAMSEY, C , ULIE, J , HASSE, R Region 3, Office of Director 

83/04/27 19pp 10431 112 24X Fiche 90-373,83/04/28,0305120439 


0305170390 Forwards IE Insp Repts 90-373/03-1 i fc 50-374/83-06 on 
830307-0408 6 notice of violation 

STREETER, J F Region 3, Office of Director 83/04/28 REED, C 
Commonwealth Edison Co 2pp 18469 232 24X Fiche 90-373,03/04/20, 

8309170390 


— 8309170403 IE Insp Repts 90-373/03-11 50-374/03-06 on 830307-0408 

Noncompliance noted failure to have adequate p reoperational 
test procedure to determine end-of-cycle recirculation pump 
trip sgs response time 

LANKSDlfRV. R D . DUPONT, S G , REYES, L A Region 3, Office of 
Director 03/04/28 5pp 10469 239 24X Flche 50-373,83/04/20, 

8305170398 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator *' 
8vc list end, 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Inc 126pp 1B439. 159 24X Flche 90-000,83/04/19,0303040021 


8303040028 IE Info Notice 03-26, "FaUura of 6af e ty/Rel lef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JDRDANrE L Division of Emergencg Preparedness & Engineering 
Response (Post 030103) 03/05/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Fiche 50-000.83/09/03,0303040020 


0303040023 IE Info Notice 03-22, *'BWR Saf a ty/Rel ief Valve Failures." 
8VC list end, 

JORDAN, E L Division of Emergency Preparedness <, Engineering 
Response (Post 830103) 03/04/22 Consol Idatsd Edison Co of New 

York, Inc U2pp 18383 009 24 X Fiche 50-000,03/04/22,8303040023 


030304002? IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Oys *' Sve list end. 

JORDAN, E L. Division of Emergencg Preparedness U Engineering 
Response (Post 830103). B3/04/29 Consolidated Edison Co of New 

York, Inc n9pp. 1BP01 291 24X Flche 50-000, 83/04/29, 8303040025 


8309120361 Forwards IE Insp Rept 50-374/03-11 on 030322-25 6 29 30 «< 

notice of violation. 

LITTLE, N. a Region 3, Office of Director 
Commonwealth Edison Co 2pp 10431*136. 

8309120361 


83/04/26 REED, C 
24X Fiche 50-374.83/04/26, 


—0309120364 Notice of violation from Insp on 830322-29 8< 29 V 30 
LITTLE, W. 8 Region 3, Office of Director 83/04/26 ip 
18431.130 24X Fiche, 50-374, 83/04/26, 8309120361. 


8309060542 Act receipt of 830404 & 08 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
50-373/82-40 h 90-374/82-10 

BPESSARDi R L Division of Engineering 03/05/03 REED, C 
Commonwealth Edison Co Ip 18348 306 24X Fiche 50-373183/09/03, 

8309060942 


— 8309060594 Responds to NRC 630214 Itr re violations noted In IE Insp 
Repts 90-373/02-40 6 90-374/02-10 Corrective actions 
meetings 6 discussions held between OA general mgt & dept 
lead auditors General ofes audited 

REED. C Commonwealth Edison Co 83/04/04 KEPPLER, J 0 Region 
3, Office of Director 17pp 10340 307 24X 

Flche 90-373, 03/05/03, 8305060542 


— 8305060969 Forwards revised Page 2 to response to noncomp 1 iance noted 
In IE Insp Repts 90-373/82-40 & 90-374 /QE- 1 0, p e r NRC 030214 
Itr 

8CHR0EDER,C M Commonwealth Edison Co 83/04/00 KEPPLER. J. 0 
Region 3» Office of Director 2pp 18348 325 24X 

Fiche 50-373, 03/09/03, 8305060542 


— 0309120368 IE Imp Rept 90-374/83-11 on 830322-29 29 8, 30 

Noncompliance noted . fal lure to translate FBAR requirements 
into instructions J< procedures to establish separation of 
cables belonging to different reactor protection sys. 

NAIDU, K R, , AHMED, I . , WILLIAMS, C. C. 3, 

03/04/22. 7pp 18431 139. 24 X Fiche. 50-374, 03/04/26, 0305120361 


0303040030 lE Info Notice 63-27, "Operational Response to Events 
Concerning Deliberate Act* Directed Against Plant 
Equipment " five list end 

JORDAN.E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co of New 

York, Inc U2pp 18302 282 24X Flch e SO-OOO. 03/05/04, 0303040030. 
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B30304003I IE Info Notice B3-aa. "CrUaria for Protective Action 
Recofflmentfe tions for Oenerai Emergencies ” Svc list end 
JORDANi B L Dlv'ition of Etnergencij Preper eoiness Engineering 
Responfte (Post B30103) S3/05/'0^ Consolidated Edison Co of Neie 

York. Inc H9fp ISAAl 001 24X Fiche S0-0(30« B3/0&/04* 0303040031 


6303040033 IE Info Notice 03-29^ ''Fuel Binding Caused tig Fuel Rads 
Deformation “ Svc list one I 

JORDAMi E L Division of Emergenesj Preparedness II Enginaering 
Response (Post 0301031 03/03/06 Consol 1 da ted Edison Co of Nesuf 

Yorki Inc 113pp 18523 240 24X FI c he, 50-000i 03/05/06. 0303040033 


8303040034 IE Info Notice 03-30. sapp J 1 cat i on of Generic Emergency 
Operating Procedures (EOP) Guidelines '* Svc list end 
JORDAN. E L Division of Emergency Preparedness ■& Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co of Netu 

Yorki Inc 114pp 18524 003 24X Fiche 50-000. B3/0 5/1 1« 0303040034 


6305170322 Ac k receipt of 630504 Itr informing NRC of steps taken bo 
correct vlaletions noted in IE Insp Rept 50-374/63-05 
8PGS3AR0.R L Division of Engineering 03/05/11 REED. C 
Commonweal tb Edison Co tp 18465 232 24X Fiche 50-374.03/03/11. 

6303170322 


--B305170331 Responds to NRC 03D4O5 Itr re violations noted in IE Insp 
Rept 50 - 374/63-03- Correc tive actions requirement for testing 
LPCS sys excess flow check valve incorporated into nuclear 
boiler Preop eratlonal Test PT-NB-20I- 

FARRAR. D L Commonwealth Edison Co 83/05/04 KEPPLER.J 0 
Region 3. Office of Director 6pp 10463 233 24J( 

Fiche 50-374.03/05/11.6305170322 


0305260329 Forwards IE Insp Repts 50-373/03-15 ti 50-374/03-13 on 
830309-30 t* notice of violation 

fiTREETEfi.J F Region 3. Office Of Director 03/05/12 REED. C 
Commonwealth Edison Co 2pp 16625 120 24 X Fiche 50-373. 63/05/121 

B30S260329 


—8305260334 IE Insp Repts 50-373/03-15 it 50-374/63-13 on B30309-30 
None omp] lance noted failure to follow mod package 
procedures 

HASS El R A . CHOULESiN C . FARRELL. R E Region 3. Office of 
Director- B3/03/JI 16pp 18625 123 24J{ Fiche, 50-373. 93/05/12. 

6305260329 


B30S240301 Ac k receipt of 630404 & 26 Itrs inforntlng NRC of steps taken 
to correct violations noted In IE Insp Repts 50-373/62-55 & 
50-376/02-33 Due to improvement of internal communications, 
smoother communication u/resldent inspector eipected 
NORELIDS. C E Division of Project Resident Programs, 83/05/17 
REED.C Commonwealth Edison Co Ip 16540 115 24X 

Fiche 50-373.03/05/17,8305240301 


—8305240308 Responds to NRC 930223 Itr re violations noted In IE Insp 
Repts 50-373/02-55 It 50-374/62-33 Corrective ac t i ons* ons I te 
review conducted on 030316 I. included discussion of possible 
broad Implications of none ompi iance 

FARRAR. D L Commonwealth Edison Co 63/04/04 KEPPLER, J G 
Region 3. Office of Director Bpp 16548 116 24X 

Fiche 50-373. 63 / 05/ 1 7. 630524030 i 


—83052403 1 5 fiuppls response to NRC 030223 Itr re violations noted in 
IE Insp Repts 50-373/82-53 & 30-374/02-33 Corrective 
actions dept heeds to prepare memo to station superintendent 
summarizing any potential noncomp 1 iance 

FARRAR. D L Commonwealth Edison Co 03/04/26 KEPFLER. J C 
Region 3. Office of Director 2pp 16548 124 24X 

Fiche, 50-373. B3/05/I7, 6305240301 


6303040040 IE Info Notice 03-31. "Error In ADLPIPE Computer Program " 
Svc list end 

JORDANrE L Division of Emergency Preparedness It Engineering 
Response {Post 630103) 83/05/19 Oonsa 1 Ida ted Edison Co of New 

York. Inc IMpp 18677 009 24 X FI e he 50-000, 63/05/19. B303040040 


8303040046 IE Info Notice 03-33. "Nonrepresentative Sampling of 
Contaminatetf Oil,'* Svc list end 

JORDAN.E L Division of Emargency Preparedness «c Engineering 
Response (Post 630103} B3/05/S6 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fiche 50-000. 03/05/26, 9303040046 


8 Reportable occurrences, LERs V related correspond ence 


B30S19000S Final response to FDIA request for documents re Zack Co <k/or 
work performed by lack in const of facilities Forwards App A 
documents Documents denoted u/asterisk available in PDR App 
B.C.D & E documents withheld (ref FOIA Exemption 7> 

FELTON.J n Division of Rules and ftecorrfs, 03/03/ft 
PRENDEROAST, R Prendergast, « J I7pp- 16506 059 24X 

Fiche* 50-000.03/03/1 1,0305190005 


— 0305170112 Deficiency rept re errors I, discrepancies contained in HVAC 
matl certifications Procurement documentation will be 
re vali dated, document It records mgt program will be developed 
|< QA/flC personnel will be added Also reportable per Part 21 
CALKINS. D E Zack On 61/10/23 310pp 18506 215 24X 

Fiche 50-000. 03/03/11. 8305190005 


0305120392 Interim deficiency rapt re misapplication of ITE Oould 
circuit breakers in post-LOCA hydrogen recomblners supplied 
by Rockwall tntl Initially reported on B30328. Matter under 
investigation Final rapt by B30B0B Reported per Part 21 
MANNO, 8 F Niagara Mohawk Power Corp 63/04/26 8TAR08TECKI. R 
Region 1. Office of Director 2pp 16433 072 24X 

Fiche 50-000,63/04/26.8305120392 


— 9305120404 Part 21 rept re failure of post-LOCA hydrogen recomblner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMFEY, 1> C Rockwell International Carp 63/03/11 COLLINS. J T. 
Region 4. Office of Director Spp 16433 074 24X 

Fiche 50-000.83/04/26,6305120392 


6305100018 Interim Deficiency Rept 83-01 re temp offset problems 
experienced u/Rtley temp switches installed in leak 
detection sye Caltbr procedure modified !< switches recalibr 
Final rept will be submitted by 830601, 

a Commonwealth Edison Co 63/05/02 KEPPLER. J G. Region 3. Office 
of Director Ip 16377 152 24X Fiche 50-374.03/05/02.9305100018 


6305100352 Updated interim deficiency rept re offset I. module problems 
df Riley temp indicating switches in leak detection eye 
Callbr procedure modified Final resolution of module problem 
(hardware mod) in progress Final rept expected by 630601 
SCHRDEDER.C M Commonwealth Edison Co 63/05/03 KEPPLER.J 0. 
Region 3, Office of Director Ip 16379 092 24X 

Fiche 50-374,83/05/03,6305100352 


6305240007 RQ on 620715. ul traviolet fire detectors taken out of svc 
Due to continued const work, fire detectors to be out of svc 
until Fall 1963 fuel load 

DIEDERICH.O J Commonwealth Edison Co 03/05/10 KEPPLER. J 0 
Region 3, Office of Director Ip 16549 038 24X 

Fiche 50-373,83/05/10.6305240007 


DOCKET 50-362 WATERFORD CENERATINO STATION, UNIT 3 


A Application/construction stage documents tt correspondence 


03OSO2O5OS Forwards comments on C-E Owners Group calculetlons re 
depressurliatlon I* DHR capability of C-E plants w/o 
pressurlzer PORVs. d is cussed at G30112 meeting u/C-E Owners 
Group in Dethesda.MD 

NOVAK, T M Assistant Director for Llcens'^ing 83/04/19 MAURIN, L V 
Louisiana Power U Light Co 4pp. 182B4 333 24X 

Fiche 50-302,03/04/19.8305020502 


630S020341 Requests extension of commitment re athropemetrie concern 
w/hlghest row of meters on remote shutdown panel LCP-43 by 
providing permanent metal deck in front pane^l per human 
factors audit findings 

HAVRIN,U V Louisiana Power & Light Co. 63/04/25 KNIGHTON. 0 
Licensing Dranch 3 2pp 16277< 115 24X Fiche* 50-382. 63/04/25. 

6305020341 


0305040323 Board Notification 83-057 forwards differing prof opinions 
re sys Interaction 6 safety classification Info relates to 
Board Notifications 63-17 6 03-44 re Unresolved 8afety Issue 
A-17 

EISENHUr, O G Divislo-n of Licensing. 03/05/04. PALLADINO. N 
Commissioners 22pp 10337 139 24X Fiche 50-000.63/05/04, 

B305O40323 


6305090657 Generic Ltr B3-20 to all operating reactor licensees It 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list encl 

EI8ENHUT. DO. Division of Licensing. 63/05/09 Consolidated 
Edison Co of New York, Inc 16pp 18627*153 24X 

Fiche 50-000, 63/05/09. 6305090659. 


0305130343 Forwards Board Noxincatlon 63-64 re issuance of 40-yr OL 
EI8ENHUT.DG Division Of Licensing 83/05/10, NOVAK, T. M, 
Assietant Director for Llcenelng. 2pp 19456 227 24X 

Fiche 50-362. 83/05/10. 8305130343 


— 9305130344 Doard Notification 83-64 forwards util 830316 request for 
40-yr OL 

NOVAK. T h Assistant Director for Licensing, 83/05/10 Atomic 
Safety and Licensing Board Panel. 6pp. 16456 226 24X 

Fiche 50-302,63/05/10.8305130343 
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B303S4023B Uotificatian of B30523 «lt« vliit to conduct control room 
Audit & dlicu«f revi to ofliorgencd operating procedures 
MILSGNiJ H Llcen«ing Branch 3 03/09/10 KNIGHTON, 0 U Licensing 

Branch 3 Spp l8S93 297 SAX Tiche 90-302,03/09/10,0305240290 


Q3091004&B Foruarda responses to NfIC concerns raised at B30218 ineetlng 
y/uttl to close out open items re emergency feedwater 
control sys, per NUBEO-Oya?! Supp 1 1 W/23 oversize drawings 
Aperture cards are available In PDB 

riAUPiN/L V Louisiana Power & Light Go B3/09/13 KNIGHTON. G » 
Licensing Branch 3 31pp 1B482 131 24X Ftche 90-382,83/03/13. 

8309180460 


B309290209 Board Notification 83-063 transmits memos re status of DHR 
studiee for C-E p lants, u/emphas is on need for PORVs in 
current C-E designs. 

NOVAK j T H Assistant Director for Licensing 03/09/18 Atomic 
Safety and Licensing Board Panel 7pp 1B627 107 SAX 
Fichi 90-000,83/09/18,8309230209 


— 0309290221 Rei^uests that end documents on status of DHR studies for 
C-E plants, y/emphas Is on need for PORVs In current C-E 
designs, be provided to ASLB it A8LAB, 

MATTSON, R.J Division of Systems Integration <post 811009) 
83/04/28 EISENHUT, D 0 Division of Licensing ip 18627 113. 
24X FI Che- 90-000, 83/09/18, 8309290209 


—8309290228 Responds to Commission 830404 request that study of need for 
controlled deprassurl zatlon capability in C-E plants be 
accelerated & that ACPB vieus be solicited on issue prior to 
reporting back to Commistlon Btudy to be concluded 830630 
01RCK8, N J, Office of the Executive Director for Operations 
83/04/29 CHILK, 8 J, Office of the Secretary of the Commission 
Ip. 18627 119 24 X FI che* 90-000, 03/09/18, 8309290209 


8309310094 Forwards revised description of NUREO-0737, Item II F 2, 
inadequate Core Cooling Instrumentation,'’ providing 
sufficient Info to close Item corresponding requirement 
in SER. 

DRUMMOND, F J Louisiana Power h Light Co 83/09/23 KNIGHTON. G W 
Licensing Brench 3 34pp. 18699 039 24X Flc he- 90-382, 83/09/23, 

8309310094 


E. NRC Safety Evaluation Report (8ER), suppls correspondence 


6309310094 Forwards revised description of NUREG-0737, Item 11. F 2, 
"Inedequate Core Cooling Instrumentation," providing 
sufficient Info to close Item Sc corresponding requirement 
in 8ER 

ORUMHONO, F. J Louisiana Power Sc Light Co 83/09/23 KNIGHTON, 0 M 
Licensing Branch 3. 34pp 18699:039 24X Flche 90-382,83/09/23, 

8309310094 


F, Security, medical, emergency S« fire protection plans 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLt Ic holders of CPs re Clarification of 
access to control procedures for law enforcement visits 
8vc list end. 

EI8ENHUT, D 0. Division of Licensing 83/09/11. Consolldeted 
Edison Co of New York, Inc 16pp. 18940 099 24X 

Flcho: 90-000, 83/09/ i t, 8309110034 


8309240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1983 

DlRCKScW. J Office of the Executive Director for Operations. 
03/09/13. PALLADINOcN J. Commissioners 9pp 18993 322. 24X 

Flche' 90-000, 83/09/13, 6309240213. 


8309200289 Forwards list of NRC emergency preparedness Insp team 
personnel requiring unescorted & unrestricted access to 
facility on 830923-27. Site orientation on issuance of 
badges, escort duties S< emergency evacuetion requested 
COLLINS, J.T Region 4, Office of Director 83/09/16 MAURIN,L V 
Louislane Power it Light Co 2pp. 18917.069 24X 

FiehS: 90-382, 83/09/16, 8309200289 


0, Adjudicatory correspondence 


8309120322 Order granting NRC 030419 motion to correct 830208-11 
hearing transcript, 

NOLFEiS U. Atomic Safety and Licensing Board Panel 03/09/11 
Office of the Executive Legal Director Ip 18432-266 24X 
Flche: 90-382. 83/09/11, 8309120322. 


0309180429 Advises that all sirens within emergency planning zone will 
be tested by parish officials for rotational function, output 
it audibility at perimeter of eech siren effective range Svc 
list end. 

RIDGNAY, D. A Shaw, Pittman, Potts fc Trowbridge. R1D0WAV,D. A 
Louisiana Power b Light Go 83/09/16 TURK, 8 E Hearing Branch 1 
4pp. 18489:294 a4X Flche. 90-3824 83/09/16, 8309180429 


8309200642 Corrects statements made at 830419 oral argument Neither 
NRC nor FEMA will Independently verify accuracy of siren 
measurements NRC method for verifying siren coverage 
adequacy delineated 

TURK, 8 E Hearing Branch 1 83/09/18 EILPERIN.S F , KOHL. C N , 

JOHNSON. W R Atomic Safety and Licensing Appeal Panel 6pp 
18920 129 24X Flche 90-382,83/09/10,8309200642 


8309270634 Second partial Initial decision In OL hearing Requests that 
NRC ascertain that changes *c/or mode to preemergency public 
info brochure implemented 

JORDAN. U H , FOREMAN. H . UDLFE. 8 J Atomic Safety and Licensing 
Board Panel 03/09/26 34pp 18646 264 24X Flche 90-382, 

83/09/26, 8309270634 


H General correspondence 


8309170290 Informs that correspondence signed by FJ Drummond.RP 
Barkhurst 6 TF Oerrets should be accepted as val id 
subml ttals 

CAVANAUGH, W Louisiana Power U Light Co 83/09/13 KNIGHTON, O U 
Licensing Branch 3 Ip 18469 398 24X Flche 90-382,03/09/13, 

8303170290 


G Inspection report#, IE Bulletins b correspondence 


8212060395 IE Info Notice 83-14. "Deuatered Spent Ion Exchange Resin 
Busceptlbllity to Exothermic Chemical Reaction " Svc list 
and. 

TAYLOR, J M Division of Safeguards b Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York, Inc 

tl2pp 18300.319 24X Flche 30-000,83/03/21,8812060389 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Inc 126pp 18439 199 SAX Flche 90-000,83/04/19,8303040021 


6309200190 Informs that 830316 order imposing civil penalty b 
accompanying info should be transmitted to ASLB b parties, 
per Ofe Ltr 19 procedures 

EI8ENHUT. D 0 Division of Licensing 83/04/19 NOVAK, T Assistant 
Director for Licensing Ip 10976-133 24X Flche 90-302. 03/04/ 19, 

8309200190 


— 8309200199 Board Notification 03-92 notifies that order imposing civil 
penalty issued to util on 83-0316 resulting from breakdown In 
QA/QC program 

NOVAK, TM Assistant Director for Licensing 83/04/19. Atomic 
Safety and Licensing Board Panel. 4pp 18976 134 S4X 
Flche 90-302,83/04/19,8309200190 


8303040023 IE Info Notice B3-22, "BWR Baf ety /R« 1 isf Valve Failures " 
Svc list end 

J0R0AN,E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc il2pp 18333.069 24X Flche 90-000, 83/04/22, 8303040023 


8303040029 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Bys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Go. of New 

York, Inc li9pp 18381 S9l 24X Fiche- 90-000. 83/04/29* 8303040029 


8303040026 IE Info Notice 83-24. "Loose Parts In Secondary 01 de of 
Steam Generators at PWRi, " Svc list end 

JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/04/28 Consolidated Eqiion Co of New 

York, Inc ll3pp 1B3B2 047 24X Fiche 90-000,83/04/20,8303040026 


8303040027 IE Info Notice 83-29, "Standby Oat Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llBpp 10382 169 24X Fiche 90-000,83/04/28,8303040027 


0309170004 Forwards IE Insp Rept 50-302/83-16 on 030328-3 L No 
noncompliance noted 

MADBEN, 0 L Region 4, Office of Director B3/04/29 KAURIN, L V 
Louisiana Power Ic Light Co 2pp 18466 242 24X 

Flche' 90-382.83/04/29, 8305170004 


—8309170009 IE Insp Rept 50-382/83-16 on 030328-31 No noncompllance 
noted. Major areas inspected safety-related record s, s i te- 
related design activities b potential const deficiency re 
emergency feedwater turbine-driven pump 

QBERO, C R , CROSSMAN, H A Region 4. Office of Director. 83/04/29. 
9pp 10466 244. 24X Flche 90-382,83/04/29,8305170004 
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930304002B IE Ihfo Nofclc« a3'26, "Failure df Saf e t y/Re 1 i ef Valve 
Dltcliarge Line Vacuum Dreakert " Svc list end 

JOROAIMiE L Division of Emergency Preparedness Engineering 
Response (Post B3D103> 03/05/03 Consolidated Edison Co. nf New 

York-/ Inc l^Spp 10441 170 a4X Fiche 30-000,03/03/03^0303040020 


B303040030 IE Info Notice 03-27, "aperatjonal Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment *’ Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 0301031 03/05/04 Consolidated Edison Co of New 

York, Inc ll2pp IQ382 202 a4X Fiche 50-000.03/03/04,0303040030 


B303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " SVC list encL 
JORDAN.E L Division of Emergency preparedness h Engineering 
Response (Post a30103> 03/05/04 Consolidated Edison Co of New 

York. Inc 119pp 10441 001 24X FJc^e 30-000.03/05/04,8303040031 


8303200851 Forwards IE Investigation Rept 50-392/02-09 on 020329-0516 
& notice of Violation 

MADSEN, 0 L Region 4, Office of Director 93/05/04 HAUftlN, L V 
Louisiana Power Light Co 2pp 10517 067 24X 

FI Che' 50-302, 03/05/04, 8305200231 


—0305200253 Notice of violation from investigation on 920329-0516 

* Region 4, Office of Director 83/05/04 Ip 10517*069 24X 

F i ch e 50-392, 03/05/04, 830520023 1 


-”9305200236 lE Investigation Rept 50-382/82-09 on 020329-0516 
Noncomp 1 ianc e noted Individual in plant metrology la6 
performed equipment celidr w/o being properly qualified 
DRISKILL.DD , JOHNSON, E H Region 4. Office of Director 
03 / 03/10 12pp 10517 070 24X Fiche 50-382. 03/03/04, 03OS2OOS51 


0303040033 IE Info Notice B3-29. “Fuel Dinding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN. E L Division of Emergency Preparedness Sc Engineering 
Response (Post 030103) 03/05/06 Consol 1 dated Edison Cp of New 

York, Inc llSpp 10523 240 24X Fiche 50-000,83/05/06.0303040033 


8303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EQP) Guidelines " Svc list end 
JORDAN, E L Division of Emergency preparedness & Engineering 
Response (Post 630103) 03/05/11 Consolidated Edlsen Co of New 

York, Inc ll4pp 16524003 24X Fiche 30-000,03/05/11.0303040034 


S30S200295 Forwards list of NRC emergency preparedness insp team 
personnel requiring unescorted I, unrestricted access to 
facility on 030523-27 Site orientation on issuance of 
badges, escort duties & emergency evacuation requested 
COLLINS. J T Region 4, Office of Director 63/05/16 MAURIN,L V 
L(iUldlana Power & Light Co 2pp 18517.065 24X 

Fiche 50-382,83/09/16,6305200285 


0303040040 IE Info Notice 83-:Jl , "Error in AOLPIPE Cempoter Program '* 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/05/19 Consol i da ted Edison Co. of New 

York, Inc 114pp 18697 009 24X Fiche 50-000,03/05/19,0303040040 


8303040046 IE Info Notice 93-33, ♦'Nonrapresentat i ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 03/(79/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fiche 50-000,83/05/26,8303040046 


R Periodic operating reports It related correspondence 


0305050017 Forwards nuclear organiia tion staffing status rept as of 
630415 it status rapt of personnel commitments contained In 
810420 Itr 

MAURIN, L V Louisiana Power 1, Light Co 83/04/20 WILSON, J NRC - 
No Detailed Affiliation Given 3pp 18338 331 24X 

Fiche 50 -382, 83/04 / 20. B30505D 0 1 7 


S Reportable occurrences, LERs i< related correspondence 


0305060006 Soard Notification 83-40 notifies of applicant commitment to 
periodically survey industrial &< transportation activities 
in plant area to maintain awareness of significant product 
changes, per preliminary notification dtd 030322 

NDVAKi T « Assistant OlTector for Licensing 03/04/22 Atomic 
9afety and Licensing Board Panel 4pp 10354 292 24X 

Fiche 50-392.83/04/22,0305060000 


8309020411 Final Significant Const Deficiency 64 re low safety 
injection tanks, di scharge flow rates during pr eoperatlonal 
testing C-E analysis performed per Nonconformance Rept 
W3-4636 Flow rates acceptable 

NAUR IN. L 9 Louisiana Power & Light Co 83/04/25 COLLINS, J>T> 

Region 4, Office of Director 3pp 10273 097 24X 

Flcha 50-302,03/04/29,8305020411 


9305020490 Final Bignlflcant Const Deficiency Rept 69 re failure of 
Crosby Valve it Gauge Co Stellite Alloy 6B discs to meet 
AEHE requirements Solid Stellite 6D valve discs meet all 
A8ME Code Section 3 requirements 

HAURlN. L V Louisiana Power it Light Co 83/04/25 COLLINS, J T 
Region 4, Office of Director Ip 10201 249 24X 

Fiche 90-302.03/04/25,8305020490 


0305020479 First interim rept of Significant Const Deficiency 76 re 
damage to pressurlzer heaters during precore hot functional 
testing Initially reported on 830311 Unacceptable heatari 
uilll be rep laced/r euorked Next rept expected by 630715 
NAUR IN, L V Louisiana Power k Light Co 83/04/25 COLLINS, J T 

Region 4. Office of Director 2pp 10203 260 24X 

FI th f 90-302, 83/04/29, 0305020479 


8305060425 Forwards rev to seismic qualification completion schedule, 
MAURiN, L V Louisiana Power St Light Co 83/04/27, KNIGHTON, 0 H 
Liteitsing Branch 3 32pp 10343 193 24X Fiche 50-392,83/04/27, 

0305060429 


8305060566 Final Oaflciencg Rept 110 re damage to main steam piping 
supports Initially reported on 630329 Evaluation completed 
Condition determined not reportable Hydraulic transient 
attributed to improper operation of sys 

MAURIN. L V. Louisiana Power i* Light Co 83/04/27 C0LL1N6, J T 
Region 4. Office of Director 2pp, 18349' 093 24X 

Flchc 90-382,03/04/27,8305060966 


0309060367 First Interim Significant Deficiency Rept 70 re insufflcien 
documentation from American Bridge for reactor auxiliary 
it fuel handling bldgs bolting & welding Nonconformance 
repts Issued Next rept by 830630 

MAURIN. L V Louisiana Power b Light Co 83/04/26, COLLINS, J T 
Region 4, Office of Director 3pp. 10344 140 S4X 
Fiche 90-382,83/04/20,8309060367 


8309060987 Third Interim Bignxficant Const Deficiency Rept 53 re 
possible failure of OE Type HFA relays. Submi ttal of final 
rapt delayed until 830619 due to plant testing 

MAURIN. L V Louisiana Power & Light Co 03/04/29 COLLINS, J T 
Region 4. Office of Director. ip 10349 010 24X 

Fiche 50-302. 83/04/29, 8309060587 


8305130019 NPDES none omp 1 ianc e notification on 030317-19, approx 
200,000 gallons of condenser hotwell water released from 
NPDES outfall Number 002 Caused by necessity to drain 
secondary sys & Units 1 & 2 waste treatment ponds full, 

MAURIN,L V Louisiana Power it Light Co 83/09/06 KNIGHTON, 0 » 
Licensing Branch 3 4pp 18437 149 24X Fiche 90-302,83/05/06, 

0305130019 


S3O5170223 Second Intprlm Const Deficiency Rept 72 re radiation 
monitoring sys RH-23 control modules Initially reported on 
630321 Corrective action scheduled for completion by 630619 
Final rept will be submitted by 830630. 

MAURIN, L V Louisiana Power St Light Go 83/09/11 COLLINS, J T 
Region 4, Office of Director Ip 18466 340 24X 

Fiche 90-382,03/03/11,8305170223 


83DSi70269 Second interim Significant Const Deficiency Rept 8CD 71 re 
failure to properly review condition Identification it. work 
authorize t ion for reportab i 1 1 ty Initially reported on 
630211 Forms being reviewed Final rept expected by 830019 
MAURIN. L V Louisiana Power it Light Co 83/05/li COLLINS, J. T 
Region 4« Office of Director Spp 18465*018 24X 

Fiche 90-302, 83/09/ 1 1 , 8305170269. 


8309170327 First Interim Const Deficiency Rept 79 re unqualified 
components in hydrogen analyzers Inttlatly reported on 
830419 Field insp by Ebasco determined that pump bearing* 
contained grease qualified for LQCA environ 

MAURIN, L V Louisiana Power it Light Co 83/09/11. COLLINS, J T 
Region 4, Office of Director * 4pp 18469 169. 24X 

Fiche 90-382, 83/05/ I t , 8305170327. 


8309170351 Sixth interim rept of Significant Const Deficiency Rept 35 
re matl properties of tube track it welding fittings JC Hhlte 
fittings tested by Luclous Pltkins, Inc Corrective actions 
will be completed 830630. Final rept by 830720 

MAURIN, L U Louisiana Power it Light Co 83/05/li. COLLINS, J. T. 
Region 4, Office of Director Ip 10465 266. a4X 
Fiche 90-382, 03/09/ 1 1 , 63091 703^1 
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03O317O4B4 Third Interim Const Deflclencg Kept 60 re turnover 
documentetlon k Inedequete hunger ueld problems Initially 
reported on 830S14 Corrective actions 9S*/( complete Final 
rept ulll be submitted by 830719 

MAURIN^U V Louisiana Power tt Light Co 03/09/11 0'fiElLLY»J P 
Region 3, Office of Director ip 18470 067 24X 

F 1 C h • ’ 3O"302p 83/05/ n I 83051 70404 


0309170492 Second Interim Const Deficiency Rept 70 re OE 4B0-volt trip 
colls not dropping out after tripping Initially reported on 
830321 Corrective actions scheduled for completion by 
B30601. Final rept will be submitted by 830622 

MAURINpL V Louisiana Power Light Co 03/05/11 cOLLlNSiJ T 
Region 4 p Office of Director Ip 18470 054 24X 

FI Che J 50-302. 03/05/11 . 8305170492 


B305170500 Sixth Interim Const Deficiency Rept 33 re chilled water 
piping supports Initially reported on 030307 Hardware mods 
complete Review of supporting documentation underway Final 
rept will be submitted by 830630 

MAURIN. L V, Louisiana Power & Light Co 83/05/11 COLLINS. J T 
Region 4. Office of Director ip 10470 039 24X 

FI C he 90''382i 83/05/11 . 8305170500 


8309200942 Sixth Interim rept re Significant Const Deficiency Rept 94 
on tube steel (HT-166) lamination Corrective action 
completed by replacing 240 ft of tube steel Installed 
in saf ety^related sys Final rept delayed until 030623 
DRUHHOND. F. J Louisiana Power U Light Co 83/09/16 COLLINS.^ T, 
Region 4. Office of Director Ip 10915 355 24X 

Flche. 50-3S2> 03/05/16. 8309200542 


8309270130 interim Significant Deficiency Rept 80 re unsatisfactory 
ftroicing of emergency feedwater pump turbine steam shutoff 
valves Initially reported on B3O420 Vendor rept submitted 
on 830429 springs replaced Next rept by 830729 
ORUKHOND, F. J Louisiana Power it Light Co 83/09/20 COLLINS. J T 
Region 4. Office of Director 2pp 18638 163 24X 

Flche 80-3S3i 83/05/20. 8309270138 


0009270147 Sixth interim deficiency rept re incorrect structural 
ealculatlone for holdup Si boric acid make up tanks 
Corrective action scheduled for completion by 830931 Final 
rept will be delayed until 830621 

DRUKKOND. F J Louisiana Power 8i Light Co 83/09/20 COLLINS. J T 
Region 4. Office of Director Ip 18638 160 24X 

Fiche* 90-382, 83/09/20. 8309270147 


8309270194 Second interim Significant Const Deficiency Rept 77 re 
Inadequate containment purge valve closure time it flow 
rate. Hardware corrective action complete Final rept will be 
submitted by 830630. 

DRUHnOND.F J Louleiana Power Sc Light Co 83/09/20 COLLINS. J. T 
Region 4. Office of Director Ip. 18637.343 24X 

Flche 90-302. 83/08/20, 0309270194. 


8309270373 Significant Const Deficiency Rept 73 re American 
Bridge reactor containment bldg structural steel welding 
def ectf . Relnep scheduled Corrective action rework will be 
coMp leted. Next rept will be provided by 830819. 

DRUHHONO.F J. Louleiana Power U Light Co 63/09/20 COLLINS. J T 
Region 4. Office of Director Ip. 18642 336 24X 

Fiche: 50-382. 83/09/20. 8309270373 


DOCKET 90-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency it fire protection plans 


B309080289 Releases public version of temporary change to emergency 
plan procedure 

FELTON. U.M Division of Rules and Records 63/04/29 Document 
Management Branch. ip. 18392-070 24X Flche 90-387.83/04/29, 

6309090289 


—0305090289 Forwards public verilon of Temporary Change 03-975 to 
Emergency Plen Procedure EP-IP-044i "Emergency Environ 
Sampling.'' Receipt form end 

* Pennsylvania Power it Light Co. 83/04/14 8CHWENCER. A NRC - 
No Detailed Affiliation Olven 3pp 19392:071 24X 

Flche' 90-987, 83/04/25. 8309050209 


6309030144 Forwards application for proposed Amend 23 to License 
NPF-14, changing License Condition 2. C (2ai(g}(l} to extend 
completion date for safety parameter display sys to 831230. 
as part of NUREO-0737. Item III. A. 1. 2 (Generic Ltr 82-33). 

CURTIS. N.N Ptnnsylvenie Power 8, Light Co 83/04/29 BCHWENCER, A. 
Licensing Branch 2. Ip 18306 328 24X Flche 90-387.83/04/29. 

6309030144. 


— 8303030193 Application for proposed Aoisnd 23 to License NPF-14i 
changing License Condition 2 C C2G)<g}(l) to extend 
completion date for safety parameter display sys to 631230. 
as part of NUREO-0737. Item III A i 2 

CURTIS. N » Pennsylvania Power U Light Co 03/04/29 2pp 
18306 329 24X Fiche 90-387. 83/04/29. 0305030144 


8309130310 Releases public version of rev to emergency plan 
Implementing procedure 

FELTON. J M Division of Rules and Records 63/03/02 Document 
Management Branch Ip 18436 237 24X Fiche 30-387,63/05/02. 

0305130310 


— 8303130311 Forwards public version of Rev i to Emergency Plan 
Implementing Procedure EP-lP-030. ^'Activation Si Functional 
Operation of Emergency Operations Facility it Transfer of 
Control From Technical Support Ctr " 

a Pennsylvania Power 6 Light Co 03/04/20 SCHWENCER, A NRC - 
No Detailed Affiliation Given Ip 18496 230 24X 

Flche, 50-387, 03/09/02. 0309130310 


— 8305130314 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-IP-030. "Activation L Functional Operation of 
Emergency Operations Facility Transfer of Control From 
Technical Support Ctr '* 

# Pennsylvania Power ?. Light Co. 03/04/20 96pp 10496 239 
24X Flche 90-307.03/05/02,6305130310 


6309200091 Forwards request for addl info re Rev 6 to emergency plan, 
needed to complete review Info requested by 630520 
eCHNENCER. A Licensing Branch 2 83/09/09 CURTIS. N N 

Pennsylvania Power Si Light Co 9pp 10540 390 24X 

Flche 90-307, 03/09/09. 8305200091 


8309110034 Generic Ltr 03-2L to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT. D 0 Division of Licensing 03/09/11 Consolldsted 

Edison Co of New York. Inc 16pp 18940 099. 24X 

Flche 90-000.83/09/11.0305110034 


K Utility Final Safety Analysis Report (FSAR) & amends 


8305110097 Forwards application for Amend 34 to QLs containing Rev 33 
to FSAR 

CURTIS. N W Pennsylvania Power L Light Co 83/05/09 SCHNENCER.A 
Licensing Brench 2 6pp 18405 100 24X Fiche 90-387,63/09/09. 

6309 110097 


—8309110104 Application for Amend 94 to OLs containing Rev 33 to 
F8AR 


s Pennsylvania Power t< Light Co 
Flche 50-387.03/09/09,8309110097 

63/03/09 

ip 

16409 107 24X 

-'-8309110108 Rev 33 to FSAR 

* Pennsylvania Power 8c Light Co 03/04/30 

24X Fiche 50-307.83/05/09.8309110097 

G23pp 

18405 loa 

P Operating license stage documents 

it correspondence 


0303300772 Forwards addl guidance re 

report ing 

0 f f si te 

radiation doses 


to public 

SCHWENCER, A Licensing Branch 2 63/03/24 CURTIS, N W 

Pennsylvania Power It Light Co 4pp 17769 244 24X 

Flche 90-307.03/03/24,0303300772 


6309040669 Forwards 8ER on BUR Owners Group generic response to 
NUREO-0737, Item 11 K 3 18, "Mod of Automatic 
Depretsur i ration Sys (ADS) Logic " Response acceptable u/ 
stipulated conditions Response requested expediently 
SCHWENCER. A Licensing Branch 2 83/04/29 CURTIS. N if 

Pennsylvania Power it Light Co lOpp 18336 33S 24X 

Flche 90-387. 83/04/29, 8309040669 


0309110160 Forwards 467 overslie drauings, per Reg Guide 1.70 
Drawing transmittal list end Aperture cards are available 
in PDR 

MOLCHANY, W J Pennsylvania Power Light Co 03/04/23. 
SCHWENCER. A Licensing Branch 2 20pp 10406 318 24X 

Flche 90-387,83/04/29.0309110160 


0305040946 Requests remittance of Class III fee for 821110 application 
re nonconformance u/NURE0-O737i 1 tern IJ E 4 2 on containment 
isolation dependability 

DIOOS. R N License Fee Management Branch 83/04/27 CURTlSrN, W 
Pennsylvania Power 6 Light Co tp, 18351 230 24X 

Flche 90-387,83/04/27,8309040946 
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8303020337 Respontfi to NftC B30203 U 0330 questions re proposed SRP 
Amend 19 No n«ed exists to arbitrarily Increose Intti&l 
pobJsr to account for uncertainty In pouer level Errata sheet 
& transient summary of feedwater controller failure end. 

ClFFtriBrN Ini Pennsylvania Power Light Co B3/0t/S3 8CHWENCER.A 
Lltenilng Branch 2 4pp 18276 314 24X Flche 50-337.83/04/201 

8303020397. 


0303030144 Forwards application for proposed Amend 23 to License 
NPF-14. Chang 1 ng License Condition 9 C (2aKg)fll to extend 
conpletion date for safety parameter display sys to 031230. 
as part of NURF(}-0737. Item III A 1,2 fOenerle Ltr 02-33) 

CURTie.N U Pennsylvania Power & Light Co 03/04/27 SCHWENCER.A 
Licensing Oranch 2 Ip 18306 328 24 X Ficha 90-387* a3/04/27« 

0303 030 144 


— 03OSO3O153 Application for proposed Amend 23 to License N!PF-14. 
changing License Condition 2 C CSaiigXl) to extend 
completion date for safety parameter display sys to 831230* 
as part of NUREfr-0737. Item III A 1 2 

CURTI8. N tr Pannsylvanla power U Light Co 03/04/29 Spp 
18306 329 S4X FI Che 50-307. 83/04/29. 8305030 1 44 


0303200176 Approves licensee 030225 submittal w/descr Iptlon of 
permanent nods to 12'^lnch gas pipeline near facility* 
limiting flow & precluding flammable mixture at facility air 
intakes 

ECNUEfICER. A Licensing Branch 2 83/09/10 CURT 1 8. N U 

Pennsylvania Power & Light Co 2pp 1034O*232 24X 

Fiche 90-387*83/05/10* B303200176 


0305190285 Advises that util participating In BI4R Owners Oroup 
Committee to address fast scram Issues Due to delays 
caused by addl testing. BUR rept will not be received In time 
for response In Second Ouarter 1903 

CURTIS* N U Pennsylvania Power 8* Light Co 83/05/16 BCHUENCER. A. 
Licensing Branch 2 Ip 10901 147 24X Fiche 90-307.03/05/16. 

0305190205 


G309190295 Forwards drawing of mod to resolve essential svc water 
single failure Issue Hod allowi manual shutoff valves in RH8 
room L corrects loss of both RHR pumps In one dlv 

CURTIS* N W Pennsylvania Power b Light Co 03/05/16 SCHWENCERiA. 
Licensing Branch 2, Spp 18500 210 24X Fiche; 50-387* 03/09/16. 

0309190299 


0305020435 Oeneric Ltr 83-19 to all power reactor b testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLt Bvc list encl 

EISENHUT.D 0. Division of Licensing 03/09/02 Consolidated 
Edison Co of New York* Inc 90pp, 1844 1. 120 24X 

Fiche 50-000*83/09/02.8305020459 


0303040616 Ack completion of action required by Amend 7 to License 
NPF-14.Par agraph 3 by initiating POE negotiations 
concerning disposal of high level waste or spent nuclear 
fuel, 

0CHUENCER.A Llcfnslng Branch 2 03/03/02 CURTIS. N N 

Ptnnsglvenia Power & Light Co 2pp 16391 229 24X 

Fiche. 30-307. 03/03/02* 8305040616 


8305100016 Forwards proposed Amend 24 to License NPF-14* chang ing App A 
Tech Specs re circuit breaker 1 oca ti on* gaseous release type* 
bypass damper leakage b reactor vessel level 
instrumentation 

KENVDM.a D Pennsylvania Power It Light Co 83/05/04 SCMWENCER.A 
Licensing Branch 2 4pp 1Q377 I 26 24 X Fiche- 90-307* 83/05/04* 

8305100016 ^ 


8309230541 Advises that util endorses BWR Owners Group rept N6I>0-a20?* 
"Analysis of Bcram Olscharga Vol 8ys Piping Integrity " 

Proposed amend to License NPF-14 will be submitted to 
reflect position. 

CURTI8*N« Pennsylvania Power it Light Co 83/09/19 SCHWENCER. A. 
Licensing Branch 2. 2pp 18937-339 24X Fiche 50-307* 93/09/ l?i 

8305230941 


8305270064 Forwards equipment qualif icatlon summary rept Suonary info 
submitted complete for Unit 1 but only partially complett 
for Unit 2 Next rev of rept will contain complete info for 
Unit 2. 

CURTISiN W Pennsylvania Power 8t Light Co 03/09/20 6CHWENCER. A. 
Licensing Branch 2 766pp. i0639‘ 099. 24 X Fiche. 90-307. 03/09/20* 

0305270064, 


8309310208 Fouerds check In payment of review re nonconformance u/ 
NUReO-0737* Item II E, 4 2* per 830427 request 

CURTIS. N. 2 Pennsylvania Power 6 Light Co 03/05/29 SCHVIENCERiA 
Licensing Branch 2. Ip. 18650 133 24X Fiche 90-307*03/09/29* 

0309310208 


— 0309100019 Proposed Amend 24 to License NPF-14. chang ing App A Tech 
Specs re circuit breaker t ocat i on* gaseous release type* 
bypass denper leakage &i reactor vessel level 
instrumentation 

KENYON. 0 D. Pennsylvania Power i* Light Co 03/09/04 Ip 
18377 130 24X Fiche 90-387.03/09/04.0309100016 


— B305100021 Proposed changes ta App A Tech Bpecs* including Tables 
4 11 2 1 2-1.4 4,6 1 3-1 & 3.3 9-2. Spec 4. 7 2 b 1 & Section 
6 Q 

# Pennsylvania Power b Light Co 83/09/04 13pp iB377 131 
24 X Fiche 90-307*83/09/04.0309100016 


0309100308 Forwards '^Offsite Ouse Calculation Nanual. 

CURTI8.N N Pennsylvania Power 8* Light Cq 03/09/09 0CHUENCER.A 
Llceniing Branch 2 Ip 10370 004 24X Flch •' 90-307. 03/09/03* 

0303100308 


— 8305100317 "Offsite Dose Calculatlan Manual ** 

# PennsylVArtla Power b Light Co 83/04/27 76pp. 10370:009 

24X Fiche 90-387*03/09/09*0309100300 


0305110097 Forwartfi application for Amend 94 to OLs containing Rev 33 
te F8AR 

CURTIB.NW Pennsylvania Power & Light Co 03/05/09, SCHMENCER. A 
Licensing Branch 2 6pp. 10405 100 S4X Fiche 90-387*03/09/09. 
8309110097 


— 0303110104 Applicatien for Amend 94 to OLs containing Rav 33 to 
F8AR 

* Pennsylvania Power & Light Ce 83/05/09 ip 18405 107 24X 

Fiche 90-307*03/05/05. 8303i 10097 


a Inspection reports* IE Bulletins ft correspondence 


82120603-B5 IE Info Notice 03-14* “Dewatered Spent Ion Exchange Resin 
Suscep tebl lity to Exothermic Chtmlcal Reaction " Svc list 
enc I 

TAYLOR* J.H Division of Safeguards It Inspection Programs <Post 
030103). 63/03/21 Consolidated Edison Co of New York* Inc, 

112pp I03O0 3I9 24X Fiche- 90-000* 03/03/21. 6212060309. 


0303040021 IE Info Notice 03-21. ’^Defective Emergency Use Respirator." 
SVC list encl 

UOROAN. E L Division Of Emergency Preparedness b Engineering 
Risponee (Post 830103) 63/04/19 Consolidated Edison Co. of New 

York* Inc I26pp 10439 199 24X Fiche. 90-000. 83/04/1 9i B30304002 1 . 


B303040023 lE Info Nat Ice 03-22. "BWR Bafety/Rel l#f Valve Failuree " 
SVC lilt encl 

JORDAN. E L Divition of Emergency Preparednees I* Engineering 
Risponee (Post 830103} 03/04/22 Consolidated Edlton Co of New 

York, rne 112pp 10383 089 24X Fiche 90-000.63/04/22.0303040023 


8303040029 IE Info Notice 83-23. "Inoperable Containment Atisoephare 
sensing Syt “ Svc list encl 

JORDAN* E L, Division of Emergency Preparedness It Engineering 
Response (Post 030103} 03/04/25 Consolidated Edison Co. of New 

York* tnc ll9pp. 10301.291 24X Fiche. 50-000* 03/04/29. 8303040029 


0309050366 Grants util 830303 preservice imp relief requests. Encl 
technical evaluation will be incorporated Into future tuppl 
to 8ER 

0CHWENCER.A Llceniing Branch 2 03/04/25 CURTIS* N W 

Pennsylvania Power It Light Co 2pp 18392' 026, 24X 

Fiche, 90-307.83/04/89. B30S090366. 


0309090699 Generic Ltr 03-20 to all operating reactor llceitseee fc 
holders ol CPs re integrated achadullng for impl ementatlon 
of plant mods svc list end, 

EISENHUTiDO. Division of LiGenilng 83/09/09 Consolidated 
Edison Co of New York. Inc 16pp 16627,193 24X 

Rich*' 90-000* 03/09/09. 0309090659 


S309I30114 Forward* responses to questions re ultimata heat sink test 
plan Callbr temp measuring device will be used to measure 
temp in matn stilling well in pumphouse Tests will be 
performad during Jul or Aug 1983, 

CURTIS. N W Pennsylvania Power U Light Co 03/09/10. SCNWEWCERj A 
Licensing Branch 2. 7pp, 18430 002 24X Fiche 50-307*63/09/10. 

9309130U4 


— 0309090373 Supplemental 8ER. support ing presarvlce imp relief request 
« NRC - No Oatallid Affiliation Given 83/04/29. 17pp 
18392’ 020. 24X FUhe 90-307* 03/04/29. 8303090366 


0303040026 IE Info Notice 03-24. "Loose Parts In Secondary Side Of 
Bteam Generators at PNRi “ Bvc list end 

JORDAN.E L. Division of Emergency Preparedness It Engineering 
Response iPost 030103}, 03/04/20. Consol Ideted Edison Co. of New 

York* Inc 1 13pp. 10302' 047. 24X Fiche. 90-000. 03/04/28* 0303040026, 
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2B3 


8303040027 IB Info Notict 83-25. "Standby Oa« TraatmBnt Sys Heatar Hlgb 
Ta«p Trip Satpalnt 4\d ju«t(ii«nt ** Svc Hit and 
JORDAM. E L Olvlilon of Enargancy Praparodnaii it Enginearlng 
Raiponia (Pont 830103) 83/04/28 Coniolldatad Ed Hon Co of Nau 

Yori(. Ipc llBpp 18382 163 24X Ficha 30-000.83/04/28.8303040027 


8303110149 Notification of 830317 maatlng u/util onilta to diieuii 
raiultf of 8ALP 

MCCABE. E C Raglon 1. Offlca of Dlractor 83/04/29 Rogion 1. 
Of flea of Dlractor, Ip 18421 346 24X Ficha; 30-387. 83/04/29. 

8303110149 


8303060343 Bubnlti addl info ra IE Bullatln 82-01. Rav l.Suppl 1. 
“Altarationi of Radiographi of Wald* in Piping 
Subaiaambl lai« " par 830330 rat^uast Thraa radiograph* 
dlipoiitionad par P81 ultraionie axam. ASME Coda Sactlon Xt 
CURTIS. N W. Pa nniyl van! a Powar !< Light Co 83/03/02 ALLAN. J H 
Rogion 1. Qffic* of Dlractor 3pp 18347 306 24X 

Ficha 30-387.83/03/02.8303060343 


8303040028 IE Info Notlca 83-26. "Failtira of Baf aty/Ral iaf Valva 
Ditcharga Lina Vacuum Braakara ** Svc list anti 
vPORDAN. E L Dlvliion of Eatargancy Praparadneai 6 Enginearlng 
Raiponaa (Pott 830103) 83/03/03, Conaolldatad Edlton Co of Naia 

York. Inc I22pp, 18441 170 24X Ficha 30-000.83/03/03.8303040028 


8303040030 IE Info Notice 83-27. ^’Operational Raiponaa to Evanta 
Concerning Dallbarata Acta Directed Agalnat Plant 
Cguipmant ** 8vc Hat and 

JORDAN.E L. Dlvlalon of Eiatrgancy Praparadneai 6 Engineering 
Raiponaa (Poet 830103) 83/03/04 ConaoHdatad Edlaon Co. of New 

York. Inc 112pp, 18382:282. 24X Ficha* 30-000. 83/03/04. 8303040030 


8303040031 IE Info Notice 03-20, -Criteria for Protactiv# Action 
RfcoMandatlona for Oanaral Emtrganclaa ^ Svc Hat and 
%/ORDANi E L Dlvlalon of Emergency Praporadnaaa 1. Enoinaarlng 
Raaponaa <Poat 830103), 83/03/04 ConaoHdatad Edlaon Co of Nau 

York. Inc n9pp. 18441 001 24X Ficha 50-000.83/05/04.8303040031, 


8303040033 IE Info Notice 03-29. -Foal Binding Cautad by Fuel Rack 
DaforMtion. - Svc Hit and 

JORDAN.E L Divlalon of Emergency Praparadneai 6 Engineering 
Ritponii (Poat 030103). 83/03/06, ConaoHdatad Edlaon Co, of New 

York. Inc 11 3pp. 18323 248 24X FI cNa. 30-000. 83/03/06. 8303040033. 


8303040034 IE Info Notice 83-30. -Mltapp 1 icatlon of Oanaric Emergency 
Oparoting Procedural CEOP) Ouidtllnat - 8vc Hat and 
JORDAN.E. L. Dlvlalon of Emergency Praparadneai 6 Enginearlng 
Raaponaa (Poat 830103), 83/03/11, Conaolidatid Edlaon Co of New 

York. Inc. 114pp. 18324*003. 84X Flcba* 30-000. 83/03/11. 0303040034. 


8303230371 Forward! IE Inap Rapt 30-387/83-10 on 830314-13 No 
noncompHanca noted, 

NART^N. T T. Dlvlalon of Engineering 6 Technical rrogrami 83/03/13 
KENYON. B.D Pannaylvania Power 6 Light Go. 2pp 18388,211 24X 

FichoJ 30-387.83/05/13. S30SS5057I. 


—8305250575 IE Inap Rapt 50-387/83-10 on 830314-15 No noncompHanca 
noted. Major areaa Inapectad. open itemi from ZE Inap Rapt 
30-387/82-36 re radiographic documantation 6 NDE, 

KERCH. H Raglon 1. Offlca of Director. 83/04/20 3pp. 
18388:213 24X Ficha: 30-387. 83/03/13. 8303230571 


0303040040 IE Info Notlca 83-31. -Error in ADLPIPE Computer Program " 
Bve Hat and. 

JDRDANiE. L. Divlalon of Emergency Praparadnei* 6 Engineering 
Raaponaa (Poat 830103). 83/03/19, ConaoHdatad Edlaon Co. of New 

York. Inc. ii4pp. 18677:009. a4X Fiche* 30-000. 03/03/19. 8303040040 , 


83PS270253 Forward! raeponie to Enforcement Action 83-26 6 payment of 
civil penalty. 8uparviaor of operation! conducted training 
taaalona i//aach ahift to anaura all algniflcant aapacta of 
event undaratood 

KENYON. B.D. Panna Vtlyania Power 6 Light Co, 03/03/20. DEYOONO.R C. 
Diractor^a Office. Office of tnapectlon and Enforcement 0pp. 
10637:141. 24X Fiche: 30-307. 83/03/20x8305270233 


8303040046 IE Info Notice 03-33. "Nonrepreeantative Saeipling of 
Contamlnatad Oil. - 8vc Hat end. 

JORDAN. E. L. Divlalon of Emergency Praparadneac 6 Engineering 
Reapanae (Poat 830103), B3/05/26. ConaoHdatad Edlaon Co. of New 

York. Inc. 114pp. 18647*007. 24X Fiche: 30-000. 83/05/26. 8303040046. 


8. Reportable occurrancea. LERa 6 related corraapondanca 


8303030334 Forward! LER B3-051/03L-0. 

KEI8ER. H. N. Pannaylvania Power 6 Light Co, 83/04/21 ALLAN. J. M 
Region li Office of Dlractor. Ip, 18297:141. 24X 

Ficha: 50-387. 83/04/21. 8305030334. 


—8303030338 t£R B3-031/03L-0 on 830322. RC I C turbine tripped on 
electrical ovarapeed ilgnal Cauied by slow operation of 
governor valva RCIC quick taatlng fra<iuency Irtcrsaaed to 
monthly 

KUCZVNSKl.L A Pennsylvania Pouiar 6 Light Co 03/04/21. Region 
1. Offlca of Director 2pp 18297 14S 24X Fiche 30-387. 

83/04/21. 8303030334 


8303120422 Forwards updated LER 82-001 /OIX- 1 

KEISER.H U Pannaylvania Powar 4c Light Co B3/04/21 ALLAN. J M 
Region 1. Office of Director Ip 18433 238 24X 

Fiche 30-387.83/04/21,0303120422 


—8303120430 Updated LER B2-001/01X-1 on 820710. linear Indication! found 
on recirculation riser weld A-llH Cauied by almg inclusion 
in A-llM weld 6 partial cold lap on 1/4 inch A-i3 waltf Haid 
areaa excavated 6 repaired 

TODO.J T Pannaylvania power L Light Co 03/04/21 Region 1? 
Office of Director 2pp 10433 239 24X Fiche 50-387.83/04/21. 

0303120422. 


0303110241 Forwards LER 83-032 /03L-0 

KEI8ER.H W Pannaylvania Power 6 Light Co 83/04/22 ALLAN. J M 
Region l. Office of Director. ip 18406 340 24X 

Fiche: 30-307. 83/04/22. 8303110241 


—8303110247 LER a3-0S2/03L-0: on 830323. during furveillanca teat.CREOASS 
train A tripped Gauted by fan belta coming off fan pulley 
Belt! repleced 6 bearings 6 fan pulley realigned 

KUCZYNBKIiL A Pennsylvania Power 8< Light CD 83/04/22 Region 
1. Office of Director Ip. 18406:341 24X Fiche* 30-337. 83/04/22. 

8305110241 


B303H034B Forwards LER e3-053/03L-0 

KEI8ER.H H Pennsylvania Power 6 Light Co. 83/04/23 ALLAN. J M. 
Region 1. Office of Director. Ip. 18404.349 24X 

Ficha 30-387,83/04/23.8303110348 


—8303110338 LER 83-033/03L-0 on 830326 6 30, conta 1 nmen t hydrogen b 
oxygen analyier B declared inoperable due to erratic 
readings Investigation underway. Air in-ltakage suspected 
KUCZVNSKl.L A Pennsylvania Power 6 Light Co. 83/04/23 Region 
1, Office of Director 2pp 18404 330 24X Fiche 30-397. 

83/04/23. 83031 10348 


8303110421 Forwards LER B3-034/03L-0 

KEI8ER.H U Pennsylvania Powar Light Co 83/04/20 ALLAN, J. M. 
Region 1, Office of Director Ip LB404 356. 24X 

Fiche: 50-387. 83/04/28. 83031 10421 


— 8303110430 LER B3-054/03L-0 on 830401. one hydraulic control unit found 
w/pretsure below elloweble limit. Caused by leaking 
connections Procedural changes Instituted to recharge any 
accumulator w/low pressure. but above alarm point 
PIEMONTESErA P Pennsylvania Power 6 Light Co. 03/04/28 
Region 1, Office of Director tp. 10404 337 24X 

Fiche 50-307,83/04/20.0305110421 


0305060442 LER B3-O37/0IP-0 confirms 830428 talcon re incident 
concerning bypass leakage calculations for feedwater 
following DBA LQCA 

KEIBER.H M Pennsylvania Power 6 Light Co 03/04/29. ALLANrJ. M 
Region 1, Office of Director ip. 10343 146 24X 

Fiche. 30-387.83/04/29. 8305060442 


8305060592 Forward* LER B3-033/03L-0. 

KEISERrH H Pennsylvania Power 6 Light Co, 03/04/29. ALLANrJ. M 
Region 1, Office of Director Ip 10349 008 24X 

Fiche 30-387.03/04/29.8303060392 


— 830306039B LER 83-033/03L-0 on 830403. while caltbr safety relief valve 
acouatic monitoring aya.onc monitor did not Indicate that 
respective valve open Faulty indication caused by broken pin 
on accelerometer connector Connector replaced. 

KUCZYNBKIiL A Pennsylvania Power 6 Light Co 63/04/29. Region 
1, Office of Director Ip 18349*009. 24X Fiche 50-387.83/04/29. 

8303060392 


8305160140 Corrected RQ on 021221. actua 1 total activity released was 14 
uGi at concentration of 1 37E-5 uCl/ml instead of 4 82 uCi 
at concentration of 4. 7E-6 uGi/ml Release figures well below 
required reporting limits. 

KEISER.H N. Pennsylvania Power 6 Light Co. 83/04/29. ALLAN. J.H 
Region 1, Office of Director, Ip. 18446* 104 84X 

Fiche. 50-387. 83/04/29. 8305160140 


8305160132 RO, on 830212. ECC8 ac tuated. r etui ting In reactor scram on 
main turbine control valve fast closure Event occurred again 
on 830322 when reactor scrammed due to main steam tine high 
radiation Planned HPCI injections initiated 821229-030404. 

KEISER.H W. Pennsylvania Power 6 Light Co 83/03/04, ALLAN, J.N 
Region 1, Office of Director 2pp 18446. IBB S4X 
Fiche* 50-387. 83/05/04. 8305160132 
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6305230471 Foruards LEO B3-0S9/03L-0 

KEIS£RiH W Pouer t Light Cd 03/03/0'^ ALLAN, J (1 

Region 1 j Office o# Director ip 1B537 194 24X 

Fiche 30-337.03/05/04,0305230471 


0303110097 FoTuardf application for Amend 34 
t« FBAR 

CURTIS* N N Pennsylvania Pau/er & Light Ca 
Llcanmlng Branch 2. App 10405 100 24X 
0303110097, 


to OLs containing Rev 33 

83/05/05 SCHWEMCEfldA 
Fiche 30-38 7r 03/09/03 1 


— 8305230477 LER 03-OS9/O3L-O on B30404, fo 1 lowing full NBIV isolation, 
test data shou^ed Level l acceptance criteria for one valve 
not net Event under investigation Updated LER to be 
foTuarded 

PIEKONTESE. A P PettriBy 1 vania Power & Light Co 03/05/04 

Region 1» Office of Director app 18537 195 a4X 
Flche 50-307.63/05/04,8303230471 


0305160124 Forwards LER B3-OS9/03L-0 

KEISERiH W Pentisglvarfcl a Power it Light Co 63/05/06 ALLAN. J M 
Region 1, Office of Director Ip 1044B 183 24X 

Flcho 50-387. B3/05/06. 8305160124 


—6305160151 LER 83-056/03L-0 on 830409, during scheduled surveillance 
taste. two reactor pressure vessel water level switches 
found out of tolerance Caused ty setpoint drift Engineering 
evaluation re use of analog transmitters underway 

KUCZYNSKI.L A Pennsylvania Power t, Light Co 83/03/06 Region 

1, Office of Director Ip 1044B 184 24X Fiche 50-387.03/09/06. 

8305160124 


B305190319 Interim deficiency rept r» failure of GE reactor mode switch 
to actuate reactor protection sys channel Initially reported 
on 030407 Franklin Inst test & analysis rept on 630322 
switch failure end Final rept for Unit 2 6y 031001 
CURTIS.N M Pennsylvania Power 6 Light Co 03/05/06 ALLAN. J II 

Region 1> Office of Director 2pp 18501 029 24X 

Fiche 90-307,63/05/06.6309190319 


— 8309190322 "Su s guehanna Unit 1 Reacto-r Mode Switch Failure itodes U 
Mechanisms.” final rept 

• Franklin Insti tute/Franhl i n. Research Center F-ASBIB-l 
03/04/29 30pp J03O1 027 24X Fiche 30-307,83/09/06,8303190319 


6303200955 Forward* LER a3-063/03L-0 

K£16£RjH N Pennsylvania Power & Light Co 03/05/11 ALLAN, J M 
Region 1. Office of Director Ip 1B514 237 24X 

Fiche 90-387.83/09/11/6309200959 


— 6303200361 LER B3-063/03L-0 on 03O411intain steam, line drain valve 
leakage exceeded Tech Spec limit Cause not stated Seal ring 
replaced, outboard valve lapped & valves reassembled 
TODD, J T Pennsylvania Power & Light Co 03/03/11 Region 1 
Office of Director Ip 18914 256 24X Fiche 90-307, 83/OS/l £, 

6305200559 


— 0305110104 Application for Amend 34 to QL* containing Rev 33 to FBAR 
» Pennsylvania Pouiet* Light Co 03/09/03 Ip 16403 107 24X 

Fiche 90-387,03/03/05.8305110097 


9303090659 Generic Ltr 83-^0 tn all operating reactor licensees !• 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EISENKUT.O 0 Division of Licensing. 83/03/09 Consolidated 
Edison Cq of Neil) Vort. Inc I6pp 18627 193 SAX 
Ftche 90-000. S3/05/09, 0309090699 


0303130114 Forwards responses to questions re ultimate heat sink tast 
plan Callbr temp measuring device will be used to rneesure 
temp In main stilling well in pumphouse 'Tests will be 
performed during Jul er Aug 19S3 

CURTia.N U Pennsylvania Power ?< Light Co Q3/05/10 SCHWEMCER. A, 
Licensing Branch 2 7pp. 10436 002 24X Fiche 90-307. 03/09/10. 

0303130114 


0305190205 Advises that util participating In BUR Owners Group 
Committee to address fast scram issues Due to delays 
caused by addl testing. BNP rept will not be received in time 
for response in second Ouarter 1903 

CURTIS.N W Pennsylvania Power 6 Light Co 03/05/16 SCHHENCER. A 
Licensing Branch 2 Ip IBSCl 147 24X Fiche 30-387,03/05/16. 

8305190289 


8309230541 Advises that util endorses BMR Owners Group rept NED0-2a:09i 
‘‘Analysis of Scram Discharge Vol Sys Piping Integrity “ 

Proposed amend to License NPF“*14 will be submitted to 
reflect position, 

CURTIS, N H Pennsylvania Power 6 Light Co 03/05/19 SCHWENCER.A 

Licensing Branch 2 2pp 10937 333 24X Fiche 30-307. 83/09/19# 

0309230341 


8305270064 Forwards equipment qualification surnmary rept Summary Info 
submitted complete for Unit 1 but only partially complete 
for Unit a Next rev of rept will contain complete info for 
Unit 2 

CURTIS.N N Pennsylvania Power & Light Co 03/05/20 8CHMENCER.A 
Licensing Branch 2 766pp 10633.093 24X Fiche 90-307,03/05/20. 

8305270064 


F Security, medical, emergency & fire protection plans 


0305200640 Forwards LER B3-060/03L-0 

KEISER.H U Pennsylvania Power Light Co 83/05/11 ALLAN. U M 
Region 1, Office of Director Jp 18920 190 24X 

Fiche 50-307.83/05/11,0303200640 


— B309200646 LER 63-060/03L-0 on 8304 1 1 , rea c tor protectiion sys actuation 
caused Div li of RHR to isolate while in shutdown cooling 
mode Caused by const worker bumping breaker handle for 4kV 
safeguard LC X-fmr Cause unknown LER will be updated 
KUCZVNSKl.L A Pennsylvania Power U Light Cd 83/05/11 Region 

1. Gffice Df Director Ip 1B92D J51 34X Fiche 90-387,63/09/11, 

8309200640 


0309050295 Releases public version of temporary change to emergency 
plan procedure. 

FELTON. J M Division of Rules and Records 03/04/23 Docui/nent 
Management Branch. Ip. 10352 070 24X Fiche 30-307.03/04/29. 

0305030205 


— 0309090209 Forwards public version of Temporary Change 03-573 to 
Emergency Plan Procedure EP-lP-044, "Emergency Environ 
Sainpllng. ‘' Receipt form encl 

♦ Pennsylvania Power U Light Co 83/04/14 SCHWENCERrA NRC - 

No Detailed Affiliation Given 3pp 16392 071 24X 

Fiche 90-307.03/04/25,0305090283 


DOCKET 90-308 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 3 


A AppH cation/cons tructi on stags documents L correspondenc e 


B305040669 Forwards SER on BWR Owners Group generic response to 
NUREG-0737. I tern 1! K 3,10. "Mod of Automatic 
Depressvr i lat ion Sys (ADSk Logic ‘‘ Response acceptable w/ 
stipulated conditions Response requested expediently 
GCHUENCER.A Licensing Branch 2 03/04/29 CURTIB.NH 

Pennsylvania Power 6 Light Co lOpp 18336 338 34X 

Fiche 30-387.83/04/09.6305040669 


0309110160 Forwards 467 oversiie drawl ngs, p er Reg Guide i 70 
Drawing transmittal list encl Aperture cards are available 
In PDR 

KOLCHANV. U J Pennsgl Vania Power L Light Co 03/04/23 
6CHNENCER,A Licensing Branch 2 20pp S8406 318 24X 

Fiche 90-397.83/04/25. 83031 10160 


0305100426 Notification of 630529-27 meetings u/util in Luierne County# 
PA to assess status of const & campjetidn schedules Meeting 
on 630529 open to public Agenda enc] 

PERCH, 0 Llcenilng Branch 2 63/09/05 SCHNENCER. A Licensing 

Branch 2 Ip 10621 194. 24X Fiche 50-388,83/05/09.8305100426 


0305130310 Releases public version of rev to emergency plan 
Implementing procedure 

FELTON. -J M Division of Rules and Records 83/09/02 Document 
Management Branch Ip 18456' 237 24X Fiche 50-307.83/05/02, 

0305130310 


— ‘0305130311 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure EP-IP-030, ‘'Activation 4i Functional 
Operation of Emergency Ctperatlons Facility tt Transfer of 
Control Prom Technical Support Ctr " 

a Pennsylvania Power & Light Co 03/04/20 ECHHENCER, A NRC - 
No Detail od Affiliation Given Ip 19496 230 24X 

Flcha 90-387, 03/09/02, 0305130310 


— 0305130314 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-rP~030, “Ac tWatlon & Functional Operation Pf 
Emergency Operations Facility 4c Transfer of Control Frpm 
Technical Support Ctr “ 

» Pennsylvania Power Sc Light Co 83/04/20 96pp. 10496 237 

24X Fiche 90-307.03/03/02,8305130310 


0309110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants far OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

ereENHUT. D.o Division of Licensing 03/05/11 ConSDlldated 

Edison Co of New York. Inc, I6pp 18540 099, 24X 

Fiche. 90-000, 03/05/ 1 1 . 0305 110034 
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K Utility Final Safatg Analyiis Report <F9AR) 8« amends 


S30!lll00?7 Forwards application for Amend 94 to OLs containing Rev 33 
to FBAR 

CURTIS. N W Penntglvanla Power 8* Light Co 83/05/09 3CHMENCER.A 
Licensing Branch 2 6pp 18409 100 24X Flche 9O-307. 03/09/09. 

B3051 10097 


— G305110104 Application for Amend 94 to OLs containing Rev 33 to 
FSAR 


* Pennsylvania Power & Light Co 
Fiche 50-307.03/05/09.0305110097 

93/09/09 

Ip 

10409 107 : 

■9309110108 Rev 33 to F8AR 

# Pennsylvania Power & Light Co 

83/04/30 

323pp 

18409 108 


a4X Fiche 90-307.03/09/09.8309110097 


3 Inspsctlon reports. IE Bulletins & correspondence 


0212060309 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
Susceptab 1 11 tg to Exothermic Chemical Reaction “ 8vc list 
■ne 1 

TAVLORfJ. M Division of Safeguards l< Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

liapp 10300*319 24X Fiche 90-000.83/03/21.0212060389 


8303040021 IE Info Notice 83-2li "Defective Emergency Use Respirator " 
8vc lift end. 

JORDAN. E L Division of Emergencg Preparedness (t Engineering 
Response (Post 030103) 83/04/19 Consolidated Edison Co of New 

York. Inc I26pp 18439 199 24X Fiche 90-000.83/04/19,0303040021 


8303040023 IE Info Notice 03-22. "BWR Saf ety/Rel lef Valve Failures " 
6vc list end 

JORDAN. E tj Division Of Emergency Preparedness Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison Co, of New 

York. Inc 112pp 10303 009 24X Fiche 90-000,83/04/22.8303040023 


8303040029 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing 6ys " Sve list end 

JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (post 830103) 03/04/29 Consolidated Edison Co. of New 

York. Inc il9pp 10301 291 24X PUhe 90-000.03/04/29.0303040029 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Oeneratori at PURs " Sve list end 

JORDAN. E L Division of Emergencg Preparedness Engineering 
Response (Post 030103) 03/O4/2B Consolidated Edison Co of New 

York. Inc. 119pp 10302 047, 24X Fiche 90-000.83/04/20,8303040026 


8303040027 IE Info Notice 03-29. "Standby Oas Treatment Sgs Heater High 
Temp Trip Satpolnt Adjustment " Sve list end 
JORDAN. E L Division of Emergency Preparedness «{ Engineering 
Response (Post 830103) 03/04/20 Consolidated Edison Co of New 

York. Inc. llSpp 10302,169, 24X Fiche 90-000, 03/04/28.8303040027 


8309110149 Notification of 030917 meeting w/utll onsite to discuss 
results of SALP 

MCCABErE C Region 1. Office of Director 83/04/29 Region 1. 
Office of Director ip 10421 346 24X Fiche 90-387.83/04/29. 

8309110149 


8309060943 Submits addl Info re IE Bulletin 82-01. Rev l.Buppl 1. 
"Alterations of Radiographs of Nslds in Piping 
Subassemblies." per 030330 rectueit Three radiographs 
disposltloned per P8I ultrasonic exam. A8ME Code Section Xt 
CURTIS. N W Pennsylvania Power U Light Co 03/09/02 ALLAN, J N 
Region 1. Office of Director 3pp 18347 306 24X 

Fiche: 90-307. 83/09/02. 0309060943 


8303040028 IE Info Notice 03-26. "Failure of 0af ety/Rel lef Valve 
Discharge Line Vacuum Breakers " Sve list end. 

JORDAN, E.L, Division of Emergency Preparedness U Engineering 
Reeponse (poet 830103) 03/09/03 Consolidated Edison Co of Nein 

York. Inc, 122pp 18441 170 24X Fiche 90-000,83/09/03.8303040030 


8303040030 IE Info Notice 83-27. "Operational Response to Eventi 
Concerning Deliberate Acts Directed Againit Plant 
Equipment." Sve list end 

x/OROANrE. L Division of Emergency Preparedness 8, Engineering 
Reeponie (Poet 830103) 03/09/04 Consolidated Edison Co. of New 

York I Inc. Il2pp 18302* 282 24X Fiche 90-000,83/09/04.8303040030 


8303040031 IE Info Notics 03-28. "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Sve list end. 

JORDAN. E L, Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York. Inc. Il9pp. 10441:001, a4X Fiche, 90-000. 83/09/04, 0303040031 


G3030<10033 IE Info Notice 83-29, "Fud Dindxng Caused by Fuel Rad 
Deformation “ Sve list end 

JQROAN, E L Division of Emergency Preparedness it. Engineering 
Response (Post 830103) 03/05/06 Consolidated Edison Co of New 

York. Inc llSpp 10923 248 24X Fiche 50-000. 83/09/06. B303040033 


0303040034 IE Info Notice 83-30, "Misapplication of Ooreric Emergency 
□paratlng Procedures iEOP) Quidalines " 5vc list enc 1 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/09/11 Consolidated Edison Co of Neu 

York. Inc ll4pp 10924 003 24X Fiche 50-000,83/09/11, 0303040034 


0303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness <c Engineering 
Response (Post 830103) 03/09/19 Consolidated Edison Co of New 

York, Inc 114pp 10697 009 247 Fiche SO-000. 83/09/19. 0303040040 


8303040046 IE Info Notice 03-33, "Nonrapresentative Sampling of 
Contaminated Oil " Sve list encl 

JOROANiE L Division of Emergency Preparedness Ic Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fiche 90-000.93/03/26,0303040046 


8 Reportable occurrences, LERs I, related correspondence 


0305160140 Corrected RO on 021221 . actual total activity released was 14 
oCi at concentration of 1 37E-5 uCl/ml Instead of 4 82 oCl 
at concentration of 4 7E-6 uCi/ml Release figures well below 
required reporting limits 

KGISER.H W Pennsylvania Power & Light Co 03/04/29 ALLAN. J M 
Region l. Office of Director Ip 10446 104 24X 

Fiche 90-307,03/04/29.8305160140 


0305110230 PN0-I-e3-O47 on 030504. contractor employee entered roped-off 
area for radiographic exams of pipe welds St received approx 
40 mrem dose No overexposure Identified Industrial 
radiography suspended pending completion of evaluation 
MCCANN. MCCABE Roglon 1, Office of Director 03/03/09 ip 
1G393 290 24X Fiche 90-380.03/09/09.8309110298 
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E NRC Safety Evaluation Report (GERl. suppls it correspondence 


0309020990 Forwards Suppl 3 to SER H/o end 

KNIGHTON, 0 W Licensing Branch 3 03/04/20 UHRIOrR £ Florida 

Power it Light Co 2pp 18284 230 24X FUhe 90-389.03/04/20. 

0309020990 


F aecurlty. medical, emergency i* fire protection plans 


9309270287 Forwards IE Insp Rept 50-389/83-17 on 830301-04 No 
nancompl lance noted 

DANCE. H C Division of Project & Resident Programs 83/03/29 

UHRIO. R E Florida Power it Light Co 2pp 10638 352 24X 

Fiche 90-309. 03/03/29. 0309270209 


—8309270293 IE Insp Rept 90-389/83-17 on 030301-04 No noncompliance 
noted Major areas Inspected Fire protection 

MILLER, W H . CONLOM, T E Region 2. Office of Director 03/03/20 
7pp 10633 394 24X Fiche 50-389.83/03/29.0309270289 


8309270090 Forwards IE Insp Rept 50-309/83-30 on 830329-0402 Mo 
noncompl lance noted. 

DANGE.H C Division of Project Resident Programs 03/04/19 
UHRIO. R E Florida Power 6 Light Co 2pp 19662 129 24X 

Fiche. 90-389. 03/04/ 19. 9303270098 


—8309270101 IE Insp Rept 90-3B9/B3-30 on 830329-0402 No noncompliance 
noted Major areas inspected cable fire stop s, rad 1 ati on 
moni tors, relay coordination study. IE bulletins 6 OA audits 
HUNT.M.D Region 2. Office of Director CONUQiNi T E Division of 
Engineering & Radiological Safety Programs 93/04/19 9pp 
18662 127 24X Fiche 50-309.83/04/19.0309270090 


8305030231 Releases public version of revised offnormal k emergency 
operating procedures 

FELTON, J M Divtelon of Rules and Records 83/04/22 Document 
Management Branch Ip. 19310 077, 24X Fiche 90-309. 03/04/22, 

0309030231 


— 0309030240 Forwards public version of revised offnormal 9, emergency j 
operating procedures. including Procedures 2-0120035 re 
pressurixer pressure tt level & 2-0960030 re dc ground 
Isolation 

WETHY.C M Florida Power it Light Co 83/04/06 Director^! | 

Office. Office of Inspection and Enforcement. Ip, 18310:076 
Fiche 90-309,83/04/22.0309030231 


24X , 
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— 830S030244 Public version of reviseil offnermal Ic emergenci^ oprratlrig 
^roceduresf Inc lud ing Procedure? S-Ol^OOCl^ re pressuriier 
pressure it level V 8'~O960030 re <fc ground Isolation 
* Florida Power b Light Cq G3/04/05 7Qpp 10310 079 2AX 
Flche SO-SB?! 83/04 /23 , 030303023 1 


0309200489 Forusrds safeguards info re devitalization of certain 
• H-ulpment Info withheld (re# 10CFP73 211 

UHRlOrR E Florida Power Light Co 03/04/22. O'REILLY. J P. 
Region Si Office o# Director Ip 18313 007 24JC 
F 1 c i> e SO-* 333f 83 /04/22. 830 32004 B9 


83091^0279 Releases public version o# revised sioiergancv pl«n 
implementing procedures 

FELTOMjJ.M Division of Rules and Records 83/09/02 Document 
Management Branch Ip 16479,011 24X Flche 90-309.83/03/02. 

83091^^0279 


— 63051^0262 Forwards public version of Rev 1 to Emergency Plan 
iMplemantlng Procedure 2-0030143. "Total Loss of AC Power" 
k Rev I to 2-0120037* -Reactor Coolant Oas Vant Sys 
Off-Normal Operation. " 

WETHY. C M Florida Power & Light Co 83/04/19 Director's 
Office. Office of Inspection and Enforcement Ip 1B479 012 24X 

Flche 90-387.83/09/02.83091*0279 


—6309160204 Public version of Rev 1 to Emergencij Plan Implementing 
Procedure 2-0030143. "Total Loss of AC Power” <« Rev 1 to 
2>0l20037i "Reactor Coolant Cas Vent 8ys Off-NOrmal 
Operation - 

4 Florida Power & Light Co 83/04/14 29pp 16479 013 24X 

Flche 90-389*83/03/02. 83051*0279. 


6303170141 Suaimary of 830419-^22 meetings w/util at site re physical 
security vital area analysis 

NERSES. V Llceniing Branch 3 63/09/03 Licensing Branch 3 

6pp 18495.323 24X FI Che 90-339.03/03/03,0309170141 


03O327O2B7 Forwards IE Insp Repts 90-339/83-11 & 30-389/83-27 on 
830407-09 No noncomp llanc a noted 

DANCE. H C Division of Project & Resident Pragrans 83/00/06 

VHRIO. R E Florida Power & Light Co 2pp. 10*41 179 24X 

Flche 30-339* 83/09/06. 830 9270287 


—8305270297 IE Insp Repts 90-333/03-11 h 50-369/03-27 on 830407-09 No 
noncompl lance noted Major areas Inspec ted. emergency 
preparedness In technical support ctr. 

HOFFMAN. O.N Region 2. Office of Director. 03/05/03 4pp 
16641 101 24X Flche 90-339.83/09/06,0309270267 


0305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for QLs Ic holders of CPs re clarification of 
access to control procedures for law enforcement visits 
SVC list end 

ElSENNt/T. 0, 0 Division of Licensing 83/05/11. Consolidated 
Edison C-D of New York, Inc 16pp 18540*099. 24X 

FI c h e ■ 90-000, 0 3/09/ 1 1 . 830 5 1 10034. 


830917039* Informs that changes to security plan. per 830409 St 0* Itrs 
It 630416-22 security (neeting commi tments. transmi tted on 
030911 Reevaluatlon of vital areas for saf ety-saf cguards 
interface performed. 

UHRIO. B E Florida Power k Light Co 03/09/11 EISENHUT, D 0 
Division of Licensing Ip 18466-104 24X Flche 90-389183/05/11. 

8305170396 


6305200346 Forwards revised Chapters 9 Ic 6 to security plan Chapters 
withheld Cref l0CFR7a 211 

VWRlOfR E Florida Power & Light Co 83/03/11 O'REILLY, J P 
Region 2. Office of Director. 2pp 1051* 291. 24X 

FUhe 90-339,83/09/11,8309200346 


0309240213 Forwards monthly status rapt on offsite emergency 
preparedness for OL reviews for Apr 1983 

DIRCKSjN J Office of the Executive Director for Operations. 
83/09/13 PALL ADI NO. M J. Commissioners 9pp 10993 322 24X 

rich# 90-000, 83/09/13. 0305240213 


J Insurance 6 indemnity Information 


0309030016 Forwards License NPF-l* authorising operation at 9J4 power, 

FR notice. Amends 8, 9 !< 10 to Indemnity Agreement B-76 k 
assessment df license duration 

EISENHUT. D 0 Division of Licensing 83/04/0* UHRFiP, R. E Florida 
Power k Light Co. gpp, 18310 290 24X Fiche 90-389,83/04/06, 

83090300 1 6 


8309030379 Forwards Endorsement 1 to NELIA Certificate N-a9 Si 
MAELU Certificate M-B9 

DUCK,J.fl Marsh 8< McLennan, Inc, 83/04/29 8ALT7MANiJ Assistant 
Director for State k Licensee Relations I6pp 10308 200. 24X 

Flche. 90-339, 83/04/29, 8305030379 


8309040186 Forwards Endorsements 47 k 37 to NELIA Policy hrF-227 k 
MAELU Policy MF-BB, respectively 

DUCK. J R Marsh k McLennan, Inc 03/04/29 BALT7MAN, J Assistant 
Director for Btate k Licensee Relations Ip 10621 191. 24X 

Flche 50-339,03/04/29.0305040186 


0309100102 Forwards executed Amends 8. 9 10 to Indemnity Agreement 

B-7*j adding Griando Util Commission of City of Orlando. FL k 
Florida Municipal Power Agency & deleting Item 3 of 
attachment to indemnity agreement, respecti vely 
UKRIO, R E Florida Power k Light Co 83/09/09 EI8ENHUT, D 0. 
Division of Licensing 4pp 10374 290 24X Flche 90-339,03/09/05, 

0309100182 


P Operating license stage documents & correspondence 


0305030016 Foruardf License NPF-16 authorizing operation at 9X power. 

FR notice, Amends B.9 k 10 to Indemnity Agreement B-76 h 
asseesment of license duration 

EISENHGT. D 0 Division of Licensing 03/04/06 UHRZO. R, E Florlde 
Power k Light Co 9pp 18310' 290 24X Flche' 90-389, 03/04/06, 

8309030016 


— 8309030019 License NPF-16, euthorl zing operation at 9X power 
DENrON,H R Office of Nuclear Reactor Regulation, Director 
83/04/06 45pp 18310 295 24X Fiche 90-389.83/04/06.0309030016 


—8305030022 Notice of IffUance of License NPF-16 

KNIONTON.O N Licensing Branch 3 83/04/06 3pp. 10310' 340 

34X Fiche. 90-389,83/04/06. 8309030016 


0309060298 Forwards Amend 1 to License NPF-16, safety evaluetion I* 
notice of Issuance 6 eval labl 1 1 ty, Amend changes channel 
functional test surveillance requirements for wide-range 
logarithmic neutron fluz monlter 

KNlOHrONiO. U Licensing Branch 3 63/04/22 UKRIO, R E Florida 

power 8i Light Co, 2pp 18393 068 24X Fiche 90-369,03/04/22. 

0309060296 


—0309060303 Amend 1 to License MPF-^IA. chenging chennel functional test 
surveillance requirements for wide-range logarithmic neutron 
flux monitor 

KNKSHTON.O M Licensing Branch 3 83/04/22. 7pp 10393.070. 

24X Flche 90-309.03/04/22,8309060290 


— 6309060300 Safety evaluation supporting Amend 1 to License NPF-IA. 

« Office of Nuclear Reactor Regulation, Director. 83/04/22. Ip 
1B393 077 24X Flche' 90-389, 03/04/22, 0309060298 


— 6309060312 Notice of issuance k availability of Amend 1 to License 
MPF-16 

BUCKLEY. 8 . Licensing Branch 3. 83/04/22 3pp. 16393’ 070 24X 

Flche 90-389, 83/04/22. 0305060290, 


8305020499 Oenerlc Ltr 03-19 to ell power reactor k testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Bvc list end. 

EI&ENHUT,0 O Division of Licensing 03/09/02 ConsoUdated 
Edison Co of New York. Inc 90pp 10441.120 24X 

fiche 90-000.03/09/02,0305020499 


B309040323 Board Notification 03-097 forwards differing prof opinions 
re lys interaction k safety classification Info relates to 
Board Notifications 83-17 & 03-44 re Unresolved Safety Issue 
A-17. 

EIEENHUT.DO Division of Licensing. 83/09/04 PALLADINO, N. 
Commlsiloners 22pp 10337.139 24X Fiche' 90-000, 03/09/04, 

8309040323 


0309090659 Generic Ltr 03-20 to all operating reactor licensees ti 
holders of CPs re Integrated ichedullng for implementation 
of plant mods avc list end 

ei8ENHUT*D0 Division of Licensing 03/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 153. 24X 

Flchei 90-000* 03/09/09, 8309090659 


0309130110 Advises that mods to purge sys not required. Bufflcient 
margin exists to allow check valve to perform Intended 
safety function Item closes out 9X of rated thermal power 
portion of License Condition 2 C 0 

UHRlOiR E. Florida Power k Light Co 83/09/10 EI8ENHUT, D 0 
Division af Licensing 2pp. 10430.097, 24X Flche' 90-309, 83/09/10, 

83091301 18 


8305270291 Forwards revised FSAR Table 7.3-9 indicating effects E6F 
actuation sys devices have on plant operation Table will be 
incorporated Into Amend 14 to FSAR scheduled for 830800. 

UHRI0,R E Florida Power k Light Co 03/09/14. EI8ENHUT,D.0 
Division of Licensing, 3pp. 10637,149 24X Fiche* 90-309, 03/05/14, 

8309270291 
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8303S50439 Conflrmi that QE AK-2 scram brsatars us«d at San Onofre also 
In USB at facllltg 

UHRtO. R E Florida Powtr & Light Co 83/03/20 EI8ENNUT1 D 0 
Division of Licensing Ip 18989 210 24)( Fiche 90-389» B3/09/20< 

0303230433 


8309230472 ForMJirds <*St Lucia Units i h 2 It Turltag Point Units 3 tc 4 
Datailed Control Room Design Rtvleurs Program Plan< " per 
630413 commitment re Suppl 1 to NURE0'*O737 

UHRIOfR E Florida Power it Light Co 83/03/20 ElBENHUTi D 0 
Division of Licensing Ip 18388 333 34X. Fiche 30-000,03/03/20. 

0303230472 


—8303290491 “8t Lucie Units 1 & 2 & Turkey Point Units 3 it A Detailed 
Control Room Design Reviews Program Plan '* 

e Florida Power t, Light Co 83/04/30 34pp 18988:334 24X 

Fiche 90-000. 83/03/20. 8309230472 


6303260381 Requests remittance of two Class 111 fees for review of 
830422 application to amend License NPF-i6i changing 
requirements for primary & secondary coolants & requirements 
for ulde-range logarithmic nautron flux monitor 

Diooa. R H License Fee Menagement Branch 83/09/20 UHRIO.R F 
Florida Power & Light Co. Ip 18647 249 24X Fiche 30-389, 

83/03/20. 8303260381 


0303270104 Forwards summary of calculations performed to determine 
flood level Inside containment. in response to NRC request 
for addl info re util 830910 Itr 

UHRIO.R E Florida Power & Light Co 83/03/23 EI8ENHUT. D 0 
Division of Licensing 6pp 10638 244 24X Fiche 30-389.83/03/29. 

8303270104. 


8303270123 Forwards resolution of Item I C re remote shutdown 
demonstration prior to Initial cr i tlcal ity, per Region II 
request Item closed Requests Region II be notified of 
concurrence following review 

UHRIO.R E. Florida Power fii Light Co. 83/09/23 EISEHHUT. D 0 
Division of Licensing 3pp 10638' 218 24X Fiche 90-389.83/03/29. 

8303270129 


0309270193 Forwards addl info re turbine trip circuitry at facility 
Turbina manual trip Initiated in control room by depressing 
pushbutton PB/170 located on RTO board 201 

UHRIO.R E Florida Power it Light Co 83/05/23 EISENHUT.O 0 
Division of Licensing. 3pp 18638.136 24X Fiche 30-389.03/09/29. 

0309270133 


6309310104 Forwards list of resolved license conditions for initial 
criticality Post-fuel load initial test program initiated, 
including criticality S. low power testing described in 
Chapter 14 to F8AR 

UHRIO.R E Florida Power & Light Co 83/09/26 EieENHUT. D. 0. 
Division of Licensing 6pp 10698 162 24X Fiche 90-389.83/03/26. 

0309310184 


0, Inspection reports. IE Bulletins it correspondence 


0212060309 IE Info Notice 83-14. '’Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
end 

TAYLOR. J.H Division of Safeguards t. Inspection Programs (Post 
030103) 63/03/21 Consolidated Edison Co of New York. Inc 

n2pp 10308 319 24X Fiche' 30-000. 83/03/21. 82120603B3 


6309270289 Forwards IE Insp Rapt 30-309/03-17 on 830301-04 No 
noneompl lance noted 

DANCE.H C Division of Project it Resident Programs 83/03/29 
UHRIO.R E Florida Power it Light Co 2pp 10638 332 24X 

Fiche. 90-389. 83/03/29. 8309270289 


—8309270293 IE Insp Rapt 90-389/83-17 on 830301-04 No noncompliance 
noted Major areas Inspected’ fire protection. 

MILLER. H,H.. CONLON. T. E Region 2, Office of Director 83/03/28 
7pp. 10638.394 24X Fiche: 90-389. 83/03/29. 8303270209. 


0309270310 Forwards IE Insp Rapt 90-389/03-10 on 030306-11 No 
noneompl lance noted 

DANCE.H. C. Division of Project & Resident Programs 63/03/30 
UHRIO.R E. Florida Powar it Light Co 2pp 18641' 167 24X 

Fiche: 50-389. 93/03/30. 8309270310 


—0309270319 IE Insp Rapt 30-309/83-18 on 830308-11 No noncomp 1 lance 
noted Major areas Inspected' seismic analysis for as-bullt 
saf ety-related piping sys. 

ANO.N P. I BLAKE. J J Region 2. Office of Director, 83/03/29 
4pp. 18641-169 24X Fiche 30-389.83/03/30,8303270310 


8309270447 Forwards IE Insp Rept 90-389/03-19 on 830307-I1 No 
noneompl lance noted 

DANCE.H C Division of Project tk Resident Programs 83/04/04 
UHRIO.R E Florida Power it Light Co 3pp 10642 243 24X 

Fiche 90-309. 83/04/04. 8309270447 


—8303270433 IE Insp Rept 90-389/63-19 on 030307-11 No noneompl lance 
noted Major areas Inspected plant maint procedure review, 
evaluation of Integrated hot functional test results & 
reactor protection sys test results evaluation 

TAYLOR. P A Region 2, Office of Director JAPE. F Division of 
Engineering & Radiological Safety Programs 83/03/30 6pp 
18642 247 24X Fiche 30-389.83/04/04.0309270447 


6305270961 Forwards IE Insp Repts 50-335/03-10 30-369/83-23 on 

830316-18 No noneompl lance noted 

DANCE.H C Division of Project &t Resident Programs 63/04/06 
UHRIO.R E Florida Power & Light Co 2pp 1B649 321 24X 

Fiche* 90-333. 83/04/06, 8303270361 


—8309270976 IE Insp Repts 30-339/03-10 8. 30-389/03-23 on 030316-18 No 
noncompliance noted Major areas inspected Unit i plant tours 
during refueling outage it Unit 2 followup of licensee 
actions on Inspector identified items 

HRAY, J R . BARRiK P Region 2. Office of Director 83/04/09 
8pp 18643 323 24X Fiche 30-339, 83/04/0^. 0303270361 


0303270939 Ack receipt of 030331 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts SO-333/03-02 & 
30-309/03-09 

LEHIS.R C Division of Project it Resident Programs 03/04/14 

UHRIO.R E Florida Power It Light Co Ip 16647 127 24X 

Fiche 30-335, 83/04/1 4. 8303270939. 


—8309270579 Forwards IE Insp Repts 90-333/83-02 4. 90-369/83-09 on 
830124-20 b notice of violation 

LEWIS, B C Division of Project 8. Resident Programs 83/03/01. 
UHRIO.R E Florida Power 8c Light Co 2pp 18647 133 24X 

Fiche 30-335,83/04/14,8303270999 


—0309270994 IE Insp Repts 50-339/83-02 8< 50-309/03-09 on 830124-28 
Noncompliance noted failure to follow procedures required by 
training programs & failure of licensed operators to be 
cognisant of facility des ign, procedures 8c license changes 
BELI6LE. 0 A . BKINNER. P H , UPR lOHT, C M Region 2. Office of 
Director 83/02/24 ?pp 18647 137 24X Fiche 50-339.83/04/14, 

B30S270S99 


8303040021 IE Info Notice 03-21 1 "Defective Emergency Use Respirator " 
6vc list end 

JORDAN, E L Dlvlston of Emergency Preparedness 8< Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co. of New 

York. Inc I26pp 18435 199 24X Fiche* 90-000 . 83/04/15. 0303040021 


0309270240 Forwards IE Insp Rept 50-389/83-24 on 830321-24 No 
noncompllance noted 

DANCE.H C Division of Project it Resident Programs 83/04/19 

UHRIO.R E Florida Power it Light Co 2pp 18637 162 24X 

Fiche. 90-389,83/04/19. 0305270240 


—8305270245 IE Insp Rept 50-389/83-84 on 830321-24 No noncompllance 
noted Major areas Inspected test results for integrated ESF 
tett,RC8 leakage monitoring test it plant tour 

TAYLOR, P A Region 2, Office of Director JAPErF Division of 
Project it Resident Programs 83/04/19 3pp 10637 164 24X 

Fiche 90-389.83/04/19.8309270240 


0309270098 Forwards IE Insp Rept 90-369/83-30 on 030329-0402 No 
noncompliance noted 

DANCE.H C Division of Project !. Resident Programs 63/04/19 

UHRIO.R E Florida Power & Light Co 2pp 18662 125 24X 

Fiche 30-389, 03/04/1 9, 03O527OO9B 


—0303270101 IE Insp Rept 90-389/83-30 on 830329-0402 No noncompllance 
noted Major areas Inspected, cable fire s tops, radiation 
monitors, relay coordination study, IE bulletins Sc OA audits 
HUNTiM 0 Region 2, Office of Director CONLON, T, E, Division of 
Engineering & Radiological Safety Programs 63/04/15 5pp 
18662 127 24X Fiche. 50-389, a3/04/19i 6303270090 


0309270349 Ack receipt of 830330 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-309/03-06 
LEWIS, R C. Division of Project it Resident Programs 83/04/19 
UHRIO.R E Florida Power it Light Co Ip 18642 113 24X 

Fiche. 30-389, 03/04/19, 0305270349 


— 8303270360 Responds to NRC 830301 Itr re vlolatiiins noted in IE Insp 
Rept 90-389/83-06 Corrective actions bolting repts from 
inception of const completion group to 830218 being 
reviewed 1. civil const ectlvity OA Insps revlswed 
UHRIO.R E. Florida Power it Light Co 03/03/30 O'REILLY. J.P 
Region 2. Office of Director, 4pp 18642’ 114 24X 

Fiche* 30-389, 83/04/19. 8305270349 
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— 0303270363 Forwards- IE Insp Rapt 30-399/03-06 oni 030110-27 8c notice 
of violation 

LEWlSiR C Dlvlilon of Proiect 8. Rasident Programs 03/03/01 
UKRIO.R E Florida Power 8* Light Co 3pp IB&42 IIB 24X 
Fithe 30-3B9* 03/04/ 0303270349 


— B305270371 Notice oP violation from insp on B30t 10-27 

# Region 2, Office of Director 03/03/01 2pp. 10642 120 24X 

Flche 30-3B9, B3/04/19i 8305270349 


— 0303270379 IE Insp Rept 50-309/03-06 on 030110-27 Noncompliance 
noted Inadequate procedure For accomplishing final civil 
ftriJctural turtio-vor Ir failure to fa 1 low procedures for Inap 
of structural staeK 

LENAHAN, J J , COMLONiT E Region 2» Office of Director 83/02/10 
&PP 10642 122 24X Fiche 50-389*83/04/19.8305270349 


0303040023 IE Info Notice 03-22. “BWR Sa f 8 ty /Re 1 1 ef Valve Failure* " 
five list end 

JORDAN. E L Division of Emergencg Preparedna** %t Engineering 
Response (Post 0301033 03/04/22 Consolidated Edison Co of New 

York. iTtC ll2pp. 18333 089 24X Flthe 50-00D» 03/04 /22i 8303040023 


0303040035 IE Info Notice 83-23, "Inoperable Containment Atmotphare 
Sensing 8gs '* 8vc Hit end 

JORDAN, E U Division of Emirgeticy Preparedness 8< Engineering 
Response (Post 0301031 83/04/25 Consolidated Edison Co of New 

York, Inc I I9pp 18331 891 24X Fiche 50-000, 03/04/85, 8303040025 


0305270359 Forwards IE Insp Repts 50-335/03-07 & 50-389/03-21 on 
030314-18 No noncomp I iance noted 

DANCEi H C Division of Project & Resident Progfarns 03/04/86 
UHRIO.R E Florida Power fc Light Co 2pp 10642 128 24X 

Fiche 30-335,03/04/26,8305870359 


— 8305270367 IE Inip Ropts 50-335/03-07 << 50-389/03-21 on 080314-10 No 
noncompliance noted Major areas inspected local leak rate 
testing, snubber testing i< review of tlnlt 1 procedure* re 
refueling operation* 

WHITENER, H L , MATHIS. J . JAPE, F Region 2, Office of Director 
03/04/21 6pp 10642 130 24X Fiche 50-335,03/04/26.0305270359 


0303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Oenerators at PHRs " 8vc list end 

JORDAN! E L Dlvisinn of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/20 Consolidated Edison Co of New 

York, Inc n5pp 10302 047 24X Fiche 50-000, 03/04/20. S303040026 


0303040027 IE Info Notice 03-25. ''Standby Oas Treatment 0ys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 

JORDAN, E L Division of Emergency Preparedness << Engineering 
Response (Past 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc llBpp 18302 165 24X Fiche 50-000,83/04/2010303040027 


0305270507 Ac k receipt of 030408 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-309/03-13 
LEWIS, R C Division of Project 6 Resident Pragrafni 03/05/02, 

UKRIOifl E Florida Power 6 Light Co Ip 10645 256 24X 

Fiche 3D-3B9. 03/03/02, 8305270507 


— 0305270320 Responds to violations noted in IE Insp Rept 50-389/03-13 
Corrective action* QC inspector given verbal 6 written 
reprimand need for strict compliance discussed at weeldy 
electrical Inspectors meeting 

UHRIO, R E Florida Power it Light Co 03/04/00 O'REILLY. J P 
Region 2, Office of Director 2pp 18645 257 24X 

Fiche 50-389.83/05/02,6305270507 


— 8305270529 Forwards IE Insp Rept 5O-309/B3-13 on 030201-04 & notice of 
violation 

LEWIS, R C Division of Project L Resident Programs 83/03/00 
UHRlOiR E Florida Power L Light Co 2pp 10645 359 24X 

Fiche 50-309, 03/05/02, 0305270507 


— 0305270535 Notice of violation from in«p on 830201-04 

* Region 2, Office of Director 83/03/00 ip 18645 261 24X 

Fiche 50-309.83/05/02,0305270507 


— 0305270542 IE Insp Rept 50-309/83-13 on 030201-04 Noncompliance noted 
failure to follow procedures for insp of safety-related 
cabl es 

MERR I WEATHER, N , (SIBBONS, T D Region 2, Office of Director 
CQNLON, T E Division of Project U Resident Program* 03/03/03 
*•- 18645 262 84X Fiche 30-389103/05/02,0305270507 


e Info Notice 03-26, “Failure of Saf « ty/Ral lef Valve 
-ine Vacuum Breakers '* Sve lift end 

Division of Emergency Preparedness Engineering 
>Dst 6301031. 83/05/03 Consolidated Edison Co, of New 

I22pp 10441. 170 a4X Fiche 50-000,03/05/03,0303040029 


0303040030 IE Info Notice 03-27, “Operational Response to Event* 
Concerning Deliberate Act* Directed Agalntt Plant 
Equipment “ Sve Hit end 

JORDAN, E U Divillon Of Emergency Preparedness St Engineering 
Response (Post B30i03> 03/05/04 Consolidated Edison Co of New 

York, Inc 112pp 10302 202 24X Fiche 50-000.83/05/04,0303040030 


0303040031 IE Info Notice 03-20, “Criteria for Protective Action 
Recommendations for General Emergencies *' Sve list end 
JORDAN, E U Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

York, Inc 119pp 10441 001 24X Fiche 30-000,03/05/04,8303040031 


8305270176 Forwards IE Insp Rept 50-309/03-20 on 030405-00 No 
noncompHance noted 

DANCE, H C Division Of Project Resident Programs, 03/05/05 

UHRIO, R E Florida Power S< Light Co 2pp 10638 024 24X 

Fiche 50-309.03/05/05,0305270176 


— 0305270179 IE Insp Rept 50-389/03-20 on 830403-0B No noncompl lance 
noted Major areas Inspected nonconformance control sys tt 
review of as-bollt drawings 

COLEY, J L I WRIGHT. R W , HERDT, A R Region 2, Office of Director, 
83/03/02 5pp 10630 026 24X Fiche 50-309,03/05/03,0303270176 


0305270232 Forwards IE Insp Rept 50-389/83-31 on 030309-10 & 0402 fc 07 
No noncompl lance noted 

DANCE, H C Division of Project & Resident Programs 03/05/05 

UHRIO. R E Florida Power & Light Co 2pp 10637.200 24X 

Fiche 50-309, 03/05/05, 8305270232 


—8305270236 IE Imp Rept 50-389/03-31 on 030309-10 t 0402 U 07. No 
none ompl lane e noted Major areas Inspacted civil turnover 
program, p Ip Ing analysis & cable tray bolting requirements 
LENAKAN, J J . CONLON, T E. Region 2, Office of Director 83/05/02, 
4pp 10637 202 24X Fiche 50-309,03/05/05,8305270232, 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, E L Division of Emergancy Preparedneis & Engineering 
Response (Post 830103) 03/05/06 Consolidated Edison Co of New 

York, Inc 115pp 10523 240 24X Fiche 50-000, 03/05/06, 8303040033 


0305270287 Forwards IE Insp Repts 50-335/03-11 & 50-389/83-27 on 
830407-09 No noncompliance noted 

DANCE.H C Division of Project Resident Program* 93/05/06 
UHRIGrR E Florida Power it Light Co 2pp 10641 179 24X 

Fiche 50-333. 83/05/06* 8305270287 


— 8305270297 IE Insp Repts 50-335/83-11 & 50-389/03-27 on 030407-09 No 
noncompliance noted Major area* inspected emergency 
preparedness in technical support ctr 

HUFFMAN. 0 N Region 2. Office of Director JENKINB, G R Division 
of Emergency Preparedness it Materials Safety *83/05/03. 4pp. 

10641 101 24X Fiche 50-335.83/05/0610305270287 


0305270329 Forward* IE Insp Repts 50-335/03-13 U 50-309/03-33 on 
830412-15 No noncompliance noted 

DANCE.H C Division of Project & Resident Programs 03/05/06 

UHRIO. R E Florida Power 6 Light Co 2pp 1B641 131. 24X 

Fiche 50-335,83/05/06.0305270329 


— 0305270339 IE Insp Repts 50-335/03-13 U 50-389/83-33 on 030412-15 No 
noncomp 1 lance noted Major areas Inspected inservice insp 
(Unit n.core barrel/thermal shield damage (Unit 1). welding 
U NOE (Unit 1) & preservice insp (Unit 2) 

CROWLEY. D R . BLAKE. J J Region 2. Office of Director 03/05/02 
9pp 18641 133 24X Fiche 50-335.03/05/06.8305270329 


B303040034 IE Info Notice 83-30. “Misapplication of Generic Emergency 
Operating Procedure* (EOP) Guidelines “ 8vc list end 
JORDAN. E L Divlilon of Emergency Preparedness it Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co. of New 

York, rnc il4pp 1B524 003 24X Fl eh*' 50-000. B3/05/1 1, 8303040034 


8303040040 lE Info Notice 83-31. “Error In ADLPIPE Computer Program “ 
Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/05/19 Consolidated Edison Co of New 

York. Inc U4pp 10697 00? 24X Fiche* 50-000. 03/05/19. 0303040040 


9303040046 IE Info Notice 83-33, “Nonrepresentativc Sampling of 
Contaminated Oil '< Bve list end. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/05/26. Consolidated Edison Co. of New 

York. Inc U4pp 10647 007 24X FI che. 50-000. 03/05/26. 0303040046 
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F P«r£odic operating reports & related correspondence 


630S030341 Forwards Voli 1 &i 2 to "Annual Nonrad I olag i ca 1 Aquatic 
Monitoring Rept 4 l 9 e 2 " 

UHRIOiR E Florida Power Light Co 03/04/38 MULLER. D R NRC - 
No Datalled Affiliation Olven Ip 10307 OOl 54X 
Flc h a 30-335. 83/04/20. 030303034 1 


— 0303030347 Voli 1 9. 2 to "Annual Nonrad lolog leal Aquatic Monitoring 
Rapt. 1982 " 

a Applied Biology. Inc AB-442 03/03/31 406pp 18307 004 

24 SC Fiche 50-333,83/04/20,0303030341 


8 Reportable occurrencci. LERt & related correspondence 


8305030306 Final Deficiency Rept 83-009 re condensate storage tank 
damage Initially reported on 830322 Caused by condensation 
of steam creating local vacuum conditions Double b-utt welded 
plates instal led. cracks sealed & designs improved 
UHRIO. R E Florida Power 9. Light Co 83/04/21 O'REILLY, J P 
Region 2. Office of Director 4pp 18596 194 24X 

Fiche 30-389. 03/04/21 , 8305030306 , 


0303030604 Interim deficiency rept re Uestlnghouse gate valve 
premature indication of valve closure Initially reported on 
B30223. Util evaluating condition 6 will submit final rept 
by 030304 

t/MRlO, R E Florida Power b Light Co 83/04/29 O'REILLY. J P 
Region 2. Office of Director Ip 18303 342 24X 

Fiche 30-389, 83/04/23. 8303030604 


8309100080 Interim deficiency rept re failure of two safety-related 
Agaetat relays to time out properly b installation of 
Incorrect Agastat relay on diesel generator Initially 
reported on 830330 Investigation ongoing 

tiHRIO.R E Florida Power b Light Co 03/04/29 0 'REILLY. J P 

Region 2. Office of Director Spp 18377 S23 24X 

FiChi 30-389.03/04/29,0303100088 


8303100227 Final deficiency rept re loss of continuity on mineral 
insulated cable assemblies Initially reported on 830330 
Twenty-three cable aisembUes w/d«f«ctlve connectors 
repaired Deficiencies not reportable per 10CFR30 39<e) 

UKRIO,R E Florlde Power b Light Co B3/04/29 O'REILLY, J P 
Region 2. Office of Director 2pp 18373 286 24X 

Fiche 30-389,83/04/29,0303100227 


8303100269 Forwards LER 03-001 /OlT-0 

MILLIAHS. U Florida Power b Light Co 83/03/02 O'REILLY, J P 
Region 2, Office of Director Ip 18371 331 24X 

Fiche - 30-309. 03/03/02. 8305100269 


—0303100278 LER SS-OOi/OlT-O on 030416. during fuel movement. both 
emergency generators discovered out-of-sve Caused by 
personnel error in establishing out of sve log Logs reviewed 
b periodic surveillance procedure revised 

WALLING. 0 E. Florida Power Corp 83/05/02 Region 2, Office of 
Director 3pp. 10371 332 24X Fiche 30-309. B3/03/02» 8303100269 


8305170191 Forwards LER 83-003/03L-0 

WILLIAMS, J W, Florida Power b Light Co 83/05/09 O'REILLY. J P 
Region 2, Office of Director ip 18466-326 24X 

Fiche. 90-389. 83/03/09. 8303170191 


—8309170197 LER 83-003/03L-0 on 830412, following initial core load, low 
pressure safety injection pump A tripped off Condition 
resulted in loss of operation of shutdown cooling loop A 
Caused by personnel error Technician relnstructed 
VALDES, 8 A Florida Power b Light Co 83/03/09. Region 2, 
Office of Director Ip IB466 327 24X Fiche. 90-389. e3/09/09i 

0309170191 


8309170310 RO 399-83-005* on 830307# safety injection tank Isolation 
valvas closed w/plant in Mods 4 above 276 psia Caused 
fay personnel error. Procedural step overlooked during plant 
heatup Valves immediately opened 

WETHV. C. M Florida Power b Light Co 83/09/09. O'REILLY, J P 
Region 2. Office of Director Ip 18463-187 24X 

Fiche: 90-389, 83/05/09, 8309170310 


0309200181 Final deficiency rept re premature Indication of valve 
closure of Usetinghouse gate valves Initially reported on 
030223. Configuration represents normal design condition 
Condition not reportable per 10CFR30 59le> 

UHRIO.R. E Florida Power b Light Co. 03/05/11 O'REILLY, J P 
Region 2. Office of Director 3pp 18919 064 24X 

Fiche: 90-389. 83/09/1 1. 8305200181 


B303200430 PNO-I 1-83-040 on 8303 1 3. two util employees b one former 
employee arrested for cocaine b marijuana possession Arrest 
occurred offsite Employees not involved in licensed 
operator activities 

LANDIS.K D - DANCE, H C Region 2, Office of Director 03/05/17 

ip 18517 130 24X Fiche 30-335,83/03/17,8303200430 


0303250416 Clarifies B3O410 final deficiency ropt re diesel generator 
start relay defect Addl indication provided to indicate to 
control room when mastor control swi tch. 1 oca tod In diesel 
generator bldg, Is in stop position 

UHRIO. R E Florida Power b Light Co 83/03/19 O'REILLY. J P 
Region 2. Office of Director Ip 103B3 339 24X 

Fiche 30-389.83/05/19.8303230416 


DOCKET 30-390 WATTS BAR NUCLEAR PLANT. UNIT 1 


A App 1 Icat lon/constrgctlon stage documents & correspondence 


8303030121 Forwards three oversize flow diagrams Illustrating mods to 
chemical feed lines, in response to NRC request 
MILLS, L M Tennessee Valley Authority 83/04/22 ADENSAM, E 
Licensing Branch 4 2pp 10298 13B 24X Fiche 90-390.83/04/22. 

8303030121 


9305030606 Forwards response to Generic Ltr 03-tOC re program for 
resolution of NUnEO-0737. Item 11 K 3 5. "Automatic Trip 
of Reactor Coolant Pumps " Pump trip can be achieved 
safely b reliably by operator, when required 

MILLS.L M Tennessee Valley Authority 03/04/22 ADENSAM, E 
Licensing Branch 4 0pp 1B303 172 84X Fiche 50-390.83/04/22, 

0303030606 


6305030041 Forwards responses to 821201 request for addl info re 
Items 1 bj 1 g. 3 a b 3 c of Branch Technical Position C8D 
6-4. Info Includes opening supply & exhaust lines b seismic 
design category of debris screens 

MILLOiL M Tennessee Valley Authority 83/04/26 ADENSAM, E 
Licensing Branch 4 4pp 10300 392 24X Fiche 50-390,03/04/26, 

830903004 1 


0303030434 Forwards comments on LLL preliminary sys interaction results 
from diagram matrix analysis of safety injection sys 
Terminology used In rept not common to Industry b should be 
defined at first ref 

MILLS. L M Tennessee Valley Authority 03/04/26 ADENSAM, E 
Licensing Branch 4 Spp 18292 131 24X Fiche 30-390,83/04/26. 

8309030434 


0309040293 Informs that consequences of unmitigated boron dilution 
event meets acceptance criteria for postulated accidents. 

Control room contains adequate audible b discrete info to 
dotertnlne boron dilution event 

MILLS, L M Tennessee Valley Authority 83/04/89 ADENSAM. E 
Licensing Branch 4 2pp 10323 247 24X Fiche 50-390.03/04/29, 

0303040233 


0305090659 Generic Ltr 03-20 to all operating reacto-r licensees b 
holders of CPs re integrated scheduling for implementation 
of plant mods Bve list end 

EISENHUT, D 0 Division of Licensing 03/05/09 Consol i dated 
Edison Co of New York, Inc 16pp 18627 153 24X 

Fiche 30-000.03/03/09,0303090659 


6303200325 Forwards evaluation results re potential for liquefaction 
of soils beneath essential raw cooling water pipelines 
81 te-spec i f ic ground motion b modified seed b Idrtss (1901) 
procedure discussed Proposed 830320 meeting agenda end 
MILLS.L M Tennessee Valley Authority 03/05/17 ADENSAM, E 
Licensing Branch 4 3pp 10517 043 24X Fiche 30-390,03/05/17, 

8309200325 


8309240660 Notification of 630319 meeting u/util in Silver Spring. MD to 
discuss proposed application of watch tower power block 
concept 

KENYON. T J Licensing Branch 4 83/03/17 ADENSAM. E O Licensing 

Branch 4 4pp. 18593 174 24X Fiche 30-390, 83/05/17. 8305240660 


8305230624 Recommends meeting, wi th in 30 days receipt of ltr. to 
discuss util plans for completing environ qualification 
program 

NOVAK, T M, Assistant Director for Licensing 83/05/18 PARRIS. H 0 
Tennessee Valley Authority 3pp 18543 035 24X 

Fiche 50-390. 03/05/ i 0. 8303230624 


8303230423 Responds to 830401 ltr re environ qualification of 
safety-related mechanical equipment located in harsh environ 
areas. Schedule proposed by NRC for list of mechanical 
equipment 1 month prior to site audit. cannot be supported 
MILLS.L M Tennessee Valley Authority 83/05/19 ADENSAM, E 
Licensing Branch 4 3pp 10583 263 24X Fiche 50-390. 83/05/ 1 9. 

8309250423 



DOCKETED ITEMS 


V 



E NRC Gafetv Evaluation Report (SER>> suppls & correspdndence 


B30S03054-3 Foruards list of safety-re latsd electrical canuponentsi 
respective functlont &. summary of data used to establish 
letpoi nts for balance-of^'plant eq^ulpaventj per 6ER Section 
7 13 1 Info coisplstes action per 9ER Confirmatory I te<ii 21 
KAMflERi D S Tennessee V^alley Authority 83/04/29 ADEN3AH»£ 
Operating Reactors Branch 4 324pp 10302 001 24X 

Fiche: 30-390. S3/04/29i 8303030543 


Q Inspection reports* IE Bulletins & correspondence 


0309270133 Suppls G30117 response to notice of violation contained in 
IE Insp Repts 30-390/82-39 it 90-391/92-32 Corrective 
actions any necessary revs to operating dlv Instructions 
tdl 1 1 be made as appropriate 

MILLS* L M Tennessee Valley Authority 83/03/18 O'REILLY* J P 
Region 2* Office of Director 2pp 19638 208 24X 

Fiche 90-390*83/03/18*8309270133 


0303130020 Forwards addl justification required by SER (NUREO-0847) 
sboiiilng that research 4* test results In area of hydrogen 
control capabilities Independent of containment spray 
conditions or boundary pressure retaining capabilities 
MILLS* L M Tennessee Valley Authority 83/09/10 A OEMS AM * E 

Licensing Branch 4 4pp 18437,129 24X Fiche 90-390*83/09/10. 

8309130020 


0212060395 IE Info Notice 83-14* "Deoia tered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
anc 1 

TAYLOR* J M Division of Safeguards & Inspection Programs iPost 
830103) B3/03/21 Consolidated Edison Co of Neu York* Inc 

112pp 18308 319 24X Fiche 90-000* 83/03/21 * 8212060309 


0309310039 Forwards info r# schedule for steam generator mods* per SER 
(NUREO-0847) design changes, 

MILLS* L M Tennessee Valley Authority 63/09/27 ADENSAH* E 
Licensing Branch 4 2pp 19693 307 24X Fiche 90-390*03/09/27* 

0309310039 


8309270290 Forwards IE Insp Repts 90-390/93-06 L 90-391/83-09 pn 
030122-0222 No napcomp 1 lance noted 

VERRELLI*D M Division of Project 4< Resident Programs 93/03/23 
PARRtS*H Q Tennossee Valley Authority 2pp 19649 344 24X 

Fiche 90-390*83/03/23.8305270290 


F Security* medical* emergency It fire protection plans 


0305090409 Foruierds IE Safeguards Insp Rept 50-390/83-12 on 830418-22 
No noncompliance noted 

VERRELLI.D Division of Project & Resident Programs 63/05/06 
PARR IS* H 0 TenneBstc Valley Authority 2pg 10363 062 24X 
Flcha 50-390*83/09/06*8305090409 


— 830S090419 IB Safeguards Insp Rept 90-390/83-12 on 830418-22 No 
noncompliance noted. Major areas inspec ted. secur 1 ty plan 
requirements re barrier between facilities & proposed 
uatchtouBTS Details withheld (ref IOCFR73 21) 

MOORE* 0 E. Region 2* Office of Director. hCGUXRE* O R Division 
of Emergency Preparedness U Materials Safety, 83/05/06 ip 
10363 064, 24X Ft Che 30-390*83/09/06.0309090409. 


8309110034 Generic Ltr 83-21 to all licensees of operating reectorsj 
applicants for OLi U holders of CPs re clar if ication of 
access to control proceduret for law enforcement visits 
Svc list end 

ElSENHUTrD 0, Division of Licensing 83/09/11 Consolidated 
Edison Co of New York* Inc I6pp 18940 099 24X 

Fiche 90-000.63/09/11. 030 91 10034 


8309240213 Forwards monthly status rept on offsite emergency 
preperadness for OL reviews for Apr 1983 

DIRCKS.W. iJ Office -of the Executive Director for Operations 
83/09/13. PALLADINO.N J Commissioners 5pp 16993 322 24X 

Fiche 90-000* 83/09/ 1 3j 63092402 i 3 


B309270228 Ac k recflpt of 630509 ltr Inforeilng NRC of steps taken to 
correct violations noted in IE Insp Repts 90-390/62-20 it 
50-391/82-20 

VERRELLl.DM Division of Project L Resident Programs. 03/09/19 
PARRIS* N Q Tennessee Valley Authority Ip 18637 195 24X 

Flcht: 50-390* 03/09/19* 8309270238 


—8309270233 Responds to NRC 821216 ltr re violations noted In IE Insp 
Repts 50-390/82-20 It 50-391/02-20 Corrective actions 
deficient fire dampers replaced or determined to be 
adequate Two dampers not In compliance 

KAMMERi D 8. Tennessee Valley Authority. 83/05/09 D "REILLY* J, P 

Region 2* Office of Director 2pp 18637 196 24X 

Fiche 90-390 r 83/05/ 1 9* 0309270228 


— 0309270303 IE Insp Repts 90-390/83-06 it 90-391/03-03 on 830122-0222 No 
noncoffip 1 lane e noted Major areas Inspected followup on 
licensee identified items* 1 Icensea action on previous 
enforcement matters L independent insp effort 

HEATHERLY* T L . SWAN, W Region 2* Office of Director. QUICK. D 
Division of Project it Resident Programs 03/03/22 9pp 
19649 346 g4X Fiche 90-390*83/03/23*8305270290 


8305270691 Forwards IE Insp Repts 50-390/83-09 It 90-391/83-04 on 
030228-0304 It 19-10 No noncompliance noted 

VERRELLIrO H Division of Project 6 Resident Programs. 03/04/11 
PARRlSiHO Tennessee Valley Authority 2pp 19646:344 24X 

Fiche 90-390*03/04/11*8305270691 


— 8309270699 IE Insp Repts 50-390/03-09 h 50-391/83-04 on 830220-0304 It 
19-18 No noncompl lance noted Major areas inspected licensee 
action on previous enforcement matters* Independent insp 
ef forts, preservice Insp S< safety-related structures 
COLEY* JL.* BLAKE* J J Region 2* Office of Director 83/04/06 
12pp 10646' 346 24X Fiche 50-390*03/04/11*8309270651 


8303040021 IE Info Notice 83-21* "Defective Emergency Use Respirator '• 
Svc list end 

UORDANrE L Division op Emergency Preparedness It Engineering 
Response (Past 830103) 83/04/19 Consolidated Edison Co of New 

York* Inc 126pp 10439 195 24X Fiche 90-000*83/04/15*8303040021 


8309270940 Forwards IE Insp Rept 90-390/83-09 on 830329-0401 No 
noncompl lance noted 

VCRRELLI.O M Division of Project It Resident Programs 83/04/15 
PARRI8.H 0 Tennessee Valley Authority 2pp 19646 332 24X 

Fiche 90-390*83/04/19*8309270540 


— 0305270962 IE Insp Rept 90-390/83-09 on 830329-0401 No noncomp I lance 
nated Major areas inspected. preoperational test procedure 
review* preoperational test witnessing 8c followup on 
previous enforcement matter 

THOMAS* M * MATHIS. UL , JAPE. F Region 2* Office o# Director 
03/04/14 4pp 18646334 24X Fiche 50-390.03/04/19*8309270940 


8303040023 IE Info Notice 83-22* "BWR Safety /Re He# Valve Failures " 
avc list end 

JORDANiE L Division of Emergency Preparedness Ii Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York* Inc il2pp 18303 089 24X Fiche 50-000*83/04/22.8303040023 


8309310107 Forwards physical security plan Plan withheld 
(ref 10CFR73 21 ) Revs requested within 40 days of ltr 
receipt 

ADENSAMcE 0 Licensing Branch 4 83/05/24 PARRfS. H 0 Tenn( 

Villey Authority. 2pp, 1865l>002. S4X Fiche ' 50-390* 83/05/24* 
8309310187 


0, Advisory Commlttae on Reactor Safeguards reports I* correspondence 


8309130290 Summary of 268th ACRS meetings on 820912-14 in 
Nashingioni DC 

e ACRB - Advleory Committee an Reactor Safeguards. 63/09/09 
ACRS -* Advisory Committee on Reactor aafeguardi. 529pp. 18490.285 

24X Fiche - 50-000* 83/05/05* 8305130290 


8303040025 IE Info Notice 83-23* "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

■JDRDANiE L Division Of Emergency Preparedness l< Engineering 
Response (Poet 830103) 83/04/29 Consolidated Edison Co of New 

York* Inc, ll9pp 1030J 291 24X Fiche 90-000*83/04/29*8303040029 


8303040026 IE Info Notice 83-24* "Loose Parts in Secondary Side of 
Bteem OeneratoTs at PWRs " Svc list end 

UORDAN.E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 03/04/98 Consolidated Edison Co. of New 

York* Inc. 119pp, 10382 047 24X Fiche 90-000*83/04/28*0303040026 


8303040027 IE Info Notice 03-25* "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JOBDAN*E L DIvisian of Emergency Preparedness it Engineering 
Response IPost 830103) 03/04/28. Consolidated Edison Co of New 

York* Inc llSpp 10382 169 24X Fl che* 90-000* 83/04/28* 8303040027 



DOCKETED ITEMS 


301 


8309270937 Ac* reccilpt of 830411 Itr informing NRC of itop* taken to 
correct violation* noterf in lE Imp Ropts 90-390/82-30 & 
30-391/82-20 

VERRELLl.O M Divlilon of Project & Reildent Programs 83/09/03 
PARRIS; H O Tann«c«at Valley Authority ip IG6^6 iih 24X 
Flch# 30-390; 83/03/02, 0305270337 


— 8303270967 Second supplemental reeponee to NRC 021216 Itr re violations 
noted In IE Insp Repts 90-390/82-20 & 30-391/82-20 
Corrective actions draulngi uill be revised to reflect mark 
numbar* of a«-ln*talled dampers by 830430 

MILUSj L n Tennessee Valley Authority 83/04/11 O'REILLY, J P 
Region 2, Office of Director Ip 18646 117 24X 

FI Che 90-390; □3/03/02, 8303270337 


8303040028 IE Info Notice 83-26, "Failure of 6af ety/Rel 1 ef Valve 
Discharge Line Vacuum Breakers " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co of Neu 

York, Inc I22pp 10441 170 24X Fiche 90-000,83/05/03,8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Act* Directed Against Plant 
Equipment " Bvc list encl 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Neu 

York. Inc ll2pp 10382 282 24X Fiche 90-000,83/09/04.8303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Svc list encl 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Neu 

York, Inc 119pp 18441 001 24 X Fiche 90-000.83/09/04,8303040031 


8303040033 IE Info Notice 83-29, 'Tuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E, L Division of Emergency Preparedness Sc Engineering 
Response (Post 630103) 83/09/06 Consolidated Edison Co of Neu 

York, Inc. 119pp 18923 248 24 X Fiche 90-000,63/09/06,8303040033 


0309090409 Forwards IE Safeguards Insp Rept 90-390/83-12 on 830416-22 
No noneomp 1 lance noted 

VERRELLI,D Division of Project St Resident Programs 83/09/06 
PARRIS, H 0 Tannessee Valley Authority 2pp 18363 062 24X 
Fiche. 90-390, 83/09/06, 8309090409 


—8309090418 IE Safeguards Imp Rept 90-390/83-12 on 830418-22 No 
noncomp 1 lance noted. Najor areas inspected security plan 
raquiremants ra barrier between fecllitles 6 proposed 
watchtowers Datails withheld (ref 10GFR73 21) 

MOORE, D E Region 2, Office of Director MCOUIRE, 0 R Division 
of Emergency Preparedness 6 Materials Safety 83/09/06 Ip 
18363. 064 24X Fiche. 90-390, 83/09/06, 0309090409. 


8309270413 Forwards IE Insp Repts 90-390/83-10 90-391/83-08 on 

830411-19 No noncompl lance noted, 

VERRELLIiD M Division of Project & Resident Programs 83/09/09. 
PARRIS, H 0. Tennessaa Valley Authority. 2pp. 18642.299 24X 

Fiche 90-390, 83/09/09, 8309270413 


—8309270420 IE Insp Repts 90-390/83-10 & 90-391/03-08 on 830411-19 No 
noncompl lance noted Major areas inspected* licensee action 
on previous enforcement matters, licensee identified items. 

Inspector followup Items Independent Insp effort 

01BB0N8, T. D. , CONLDN, T. E. Region 2, Office of Director 83/09/06. 

4pp 18642.301 24X Fiche, 90-390, 83/09/09, 8309270413 


8303040034 IE Info Notice 83-30, "Misapp I icatlon of Generic Emergency 
Operating Procedures (EOP) Ouldellnei " Svc list encl 
JORDAN, E.L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/09/11 Consolidated Edison Co of New 

York, Inc. 114pp. 18924.003 24X Fiche, 90-000, 83/09/1 1, B303040034 


6303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Svc list encl, 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 630103), 83/09/19 Consolidated Edison Co of New 

York, Inc. 114pp 10697 009. 24X Fi c he: 90-000, 63/09/19, 8303040040. 


8309270226 Ack receipt of 630909 Itr informing NRC of steps taken to 
correct vloletlons noted In IE Imp Repts 90-390/82-20 8i 
90-391/62-20 

VERRELLI, D. M, Division of Project it Resident Programs. 83/09/19, 
PARRIfliH 0. Tannessee Valley Authority Ip 18637.199, 24X 

Fiche: 90-390, 83/09/19, 8309270220. 


■6309270233 Responds to NRC 821216 Itr re violations noted in IE Insp 
Repts 90-390/82-20 t( 90-391/92-20, Correct* v* actions 
deficient fire dampers replaced or determined to be 
adequate Two dampers not In compliance 

KAMMER, D. 0 Tannessea Valley Authority 83/03/09 Q'REILLY.J.P 
Region 2, Office of Director 2pp 18637.196. 24X 

FI c h s , 90-390, 83/09/19, 8309270220 


8303040046 IE Info Notice 83-33# "Nonrepresentatlve Sampling of 
Contaminated Oil *' Svc list encl 

JORDAN, E L Division of Emergency Preparedness i, Engineering 
Response (Post B30103) 83/09/26 Consolidated Edison Co of New 

York, Inc U4pp 19647 007 24X Fiche 30-000.83/03/26,8303040046 


S Reportable occurrences, LERs i related correspondence 


8305110427 Part 21 6 deficiency repts re mlsoperatlon of D8-416 reactor 
trip undervoltage devices Initially reported on 030420 
Attachments will be replaced w/devlces u/uidened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAKE, E P Uestinghouse Electric Corp 03/04/21 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 9pp 
18409 095 24X Fiche 90-000,03/04/21,8309110427 


8309030072 First interim deficiency rapt re loose matl lit steam 
generator Initially reported on 830329 All loose Items U 
matl determined detrimental removed from generators Ne*t 
rept expected by 830B08 

MILLS, L K Tennessee Valley Authority 03/04/25 O'REILLY. J P 
Region 2, Office of Director 2pp 10300 349 24X 

Fiche 90-390,03/04/23,8305030072 


8305030082 Second interim deficiency rept re incorrect Insulatian 
weights used In piping analysis Initially reported on 
020825 QA documents being prepared to substantiate 
Insulation data Next rept expected by 830921 

MILLS, L M Tennessee Valley Authority 83/04/29 O'REILLY, J P 
Region 2, Office of Director 2pp 18397 239 24X 

Fiche 90-390, 03/04/29, 8309030082 


8309030978 First interim deficiency rept re inaccurate results from 
ANCHORS computer program Initially reported on 830329 
Program being modified to automatlca 1 ly calculate direction 
cosines Next rept to be submitted by 830923 

MILLS, L M Tennessee Valley Authority 83/04/26 O'REILLY, J P 
Region 2, Office of Director 2pp 18303 309 24X 

Fiche 90-390, 83/04/26, 0309030978 


8309090067 Ninth interim deficiency rept re seismic qualif icati on for 
chillers/coolers 6 deficient piping of HVAC syt 8( improper 
classification of ERCH sys piping U components Initially 
reported on 810324 & 0907, respec tl ve ly Next rept due 83002? 

MILLS, L M Tennessee Valley Authority 03/04/27 O'REILLY, J P 
Region 2, Office of Director 4pp 18342 062 24X 

Fiche 90-390, 83/04/27, 8303090067 


8309090192 Final rept for Deficiencies A 6 D re procurement control 
activities which could lead to shipment of defective 
equipment 8, adversely affect plant safety Initially reported 
on 810316 

MILLS, L M Tennessee Valley Authority 83/04/27 O'REILLY, J P. 
Region 2, Office of Director 3pp 10341 083 24X 

Fiche 90-000,03/04/27,0309050192 


8309050232 Second combined Interim deficiency rept re alternate 
analysis piping program Significant breakdown of program 
requires reverif Ication of alternate analysis Full review 
program underway Next rept expected by 030930 

MILLS, L.M Tennessee Valley Authority 83/04/27 O'REILLY, JP 
Region 2. Office of Director 9pp 10337 329 24X 

Fiche 90-390,03/04/2710309090232 


8309090078 First Interim deficiency rept re spacing & clearance in high 
pressure fire protection sprinkler sys In auxiliary bldg 
Initially reported on 830331 Evaluation in progress Next 
rept will be tent by 830624 

MILLS, L.M Tennessee Valley Authority 83/04/28 O'REILLY, J.P 
Region 2, Office of Director 2pp 18342.190 24X 

Fiche* 90-390, 83/04/28, 0309090078 


8303090168 First Interim deficiency rept re tubellne matls supplied 
by Capital Pipe not mfg per QA program Initially reported on 
830329 Investigation of involved carbon steel fittings 6 
flanges continuing Next rept expected by 830706 
MiLLStL M Tennessee Valley Authority 83/04/28 O'REILLY, J P 
Region 2, Office of Director 2pp 18341 076 24X 

Fiche. 90-000, 83/04/20, B3O9O3OI00 


8309050243 Third interim aeflclency rept re high point venting in ERCM 
sys Initially reported on 820930 Performance evaluation 
ongoing. Next rept will be submitted by 830729 

MILLS, L M Tennessee Valley Authority 83/04/20 O'REILLY, J P 
Region 2, Office of Director ip 18338 096 24X 

Fiche. 90-390, 83/04/28, 8309090243 


0309090047 Fourth interim deficiency rept re questionable patches of 
plastic cement mortar. Initially reported on 820429 Three 
of 90 supports determined to be In violation of Const Bpec 
0-32, Next rept will he submitted by 830809 

MILLS, L M Tennessee Valley Authority 83/04/29 O'REILLY, J P 
Region 2, Office of Director Ip 18330 330 24X 

Fiche- 90-390,83/04/29, 0309090047, 
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8303110317 Seventh interim tleflcieney rept re lack of documantatlon for 
rock lupported structures for l-inch differential 
settlement. Initially reported an 810707 Design criteria 
being prepared Next rept by 030922 

rilLLSi L M, Tentiesiee Valley Authority 83/05/04 O'REILLYiJ P 
Region 3. Office of Director 3pp 18393 183 24X 

FI Che 30-390.83/05/04,8305110317 


6303110319 First interim rept re Deficiencies 1,2 & 3 QA program per 
TVA Personal Svc f Contract TV-49510A w/OUbert Assoc Written 
Instructions & procedures not provided to contractor In 
per formlng/dacumenting piping analysis Review underway 
mULSi L M Tennessee Valley Authority 83/OS/OS O^REfLLY, J P 
Region 3, Office off Director 3pp 10373 161 24X 

Fiche 30-080,83/05/05.0305110319 


8303130133 Supplemental Info to final deficiency rept re Insufficient 
dacumentat ion for protective devices Initially reported on 
B10313 Completion date for corrective actions delayed until 
030331 One field change request remains 

MILLS, L M Tennessee Valley Authority 83/03/06 O'REILLY. J P 
Region 2. Office of Director Ip 18437 279 24X 

Fiche 30-390.03/05/06,0303130133 


8303130217 Addl Info to final deficiency rept r* nonconservative 
caleulabio-n method for general Const 9pec 0-32 Initially 
reported on 020326 Rev to Design Std DS-C 6 i will bt Issued 
b-y 630630 

MILLS. L M Valley Authority 03/03/06 O'REILLY.J. P 

Region 2. Office of Director ip 18440 089 24X 

Fiche 30-370. 03/0 5/06. 83031 302 1 7 


03D517O20B Second Interim deficiency rept re incorrect use of Category 
ICL} supports on pipes near water chillers Initially 
reported on 830117 Scope of investigation expanded to 
Include generic implications Next rept expected by 030922 
MILLS, L M Tennessee Valley Authority 83/05/07 O'REILLY, J P 
Region 2. Office of Director 2pp 18463 071 24X 

Fiche S 0-390 . 03/0 5/09, 0303 1 70200 


9303170297 Final deficiency rept re lack of support for reactor bldg 
annulus floor drain sump Initially reported on 821207 Pipes 
analysed ^ appropriate seismic supports designed under 
Engineering Change Notice ECN 3234 

MILLS, L M Tennessee Valley Authority 83/03/07 □'REILLY,J P. 
Region 2, Office of Director 2 pp. 10463 066 24X 

Fltha 30-390.83/03/07,0303170299 


8309200874 Revised final deficiency rept re uniiuallfled control 
equipment initially reported on 000922 Control equipment 
seismic qualification test requirements will be reviewed 
MILLS, L M Tennessee Valley Authority 83/03/11 O'REILLY, d P, 
Region 2. Office of Director 2pp 10918 074 24X 

P i C h e . 50 -370, 03/03/ 11.0 305200274 


8309200279 Eighth interim deficiency rapt re retrievable info used In 
piping analysis Initially reported on 010316 New Engineering 
Procedure SWP-EP 43 22 written Drawings containing reviewed 
it updated quality Issued, 

MlLLSiLrM Tennessee Valley Authority 83/OS/l I O'REILLY. J P. 
Region 2, Office of Director Ip 10516 310 24X 

Fiche 30-390,03/03/11.8305200273 


6305200343 Suppl to final deficiency repts re Class !E electrical 
components for ERCW traveling screens Initially reported on 
61D3£B Qualified motor search continues Corrections to be 
completed by 031001 

MILLBpL N Tennessee Valley Authority. 83/05/11 O'ReiLLV. V P, 
Region 2. Office of Director Ip 10516 232 24X 

Fiche* 30-390 , 03/03/ 1 1 , 8305200343 


8309230375 Final deficiency rept re misting seismic design 
documentation for auxiliary bidg platform. Initially reported 
on 820426 Required drawing revs eomple ted. Field mods will be 
completed by 030801 it 640214 for Units 1 it 2, respective! y 
MILLS, L M Tennessee Valley Authority 83/03/13 O'REILLYiV P. 
Region 2. Office of Director 2pp 18537 307 24X 

Fiche: 30-390, 03/03/13,8309230373, 


8309200387 Second revised final deficiency rept re attachment of 
conduit t( piping supports to cable tray supports Initially 
reported on 820607 Previous decision re nunappl 1 cabi 1 1 ty 
of 10CFR5O S3(e] sustained 

MILLS^L M Tennessee Valley Authority 03/09/16 Q'REIl.Ly, J P, 
Region 2, Office of Director. 2 pp 18519.086, 24X 

Fiche. 90-390, 03/03/ 1 6, 8309200387 


9305230482 Third interim deficiency rept re incorrect supports In 
analysis of 3-tnch chemical vol 6 control sys line Initially 
reported on 830503 Addl problems identified Field mode 
required. Next rept will be submitted by 830922 
MILLS 1 L.M Tennessee Val ley Authority 03/03/17 O'REILLY, J.P 
Region 2, Office of Director 2pp 18937 149 24X 

Fiche* 30-390, 83/03/17, 0309230402 


9305230433 Final deflciancy rept re Inadequate freeze protection 
Initially reported on 010413 Piping to ERCW pump motor 
cooler redesigned to be self-draining 

MILLS. L M Tennessee Valley Authority 83/03/18 O'RElLLYiJ P 
Region 2. Office of Director 2pp 18330 212 24X 

Fiche 30-390, 03/03/10, 0303230433 


8305230447 Second interim deficiency rept re auxiliary instrument room 
fire door failure tnitrtally reported on 021229 Lower flush 
bolt not engaged in strike plate at floor Acceptance 
criteria established for max room preisurei 

MILLS. L M Tennasiae Valley Authority 83/03/10 0 'REILLY. J P. 

Region 2 . Office of Director 2pp 18338 194 24X 

Fiche 30-390, 83/05/18, 8305230447 


0305230569 Fifth interim deficiency rept r# axcetslve movement of 
contalniment penetration bellows Initially reported on 
011204 Analysis Problems N3-63-7A it N3-74-1A reanalyzed 
Support mods required Next rept due by 830730 

HILLS, L.M Tennessee Valley Authority 83/05/18. O'REILLY, J.P 
Region 2, Office of Director Ip 18536 316 24X 

Fiche 50-370, 03/05/18, 8303230569 


8305250421 First interim deficiency rept re qualification of nozzle 
loads In reactor coolant loop Initially reported on 030421. 

Review of enelyeis probleme in progress. Next rept by 830921. 
HILLS, L M Tennessee Valley Authority 83/05/19 O'REILLY, J P. 
Region 2, Office of Director 2pp 10385 263 24X 

Fiche 30-390, 83/03/19, 8303230421. 


8303250433 Final rept re deficiencies in Ameron cement mortar lining. 
Initially reported on 620521 Corrections to each deviation 
listed Also reportable per 10CFR21. 

MILLS, L.M Tennessee Valley Authority 03/05/20 0 'REILLY, J P 

Region 2, Office of Director 6 pp 18585 293 24X 

Fiche* 50-370, 03/05/20, 0305230435 


8305310172 Second interim deficiency rept re failure of curtain-type 
fire dampers to close Initially reported on 821025 
Engineering chengc notice Issued to add negator closure 
springs U positive letches 

HILLS, L rt Tennessee Valley Authority. 83/03/23 G'REILLY, J. P 
Region 3, Office of Director Ip. 10638*147 24X 

Fiche 30-370,03/03/23,8303310172 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A App 1 ication/constructlon stage documents 8 t correspondence 


8305030121 Forwards three oversize flow diagrams illustrating mods to 
chemical feed lines, in response to NRC request. 

MILLS, L H Tennessee Valley Authority 03/04/22. ADEN 6 AH 1 E 
Licensing Brench 4 2 pp. i 8270 ■ 130 24X Fiche* 30-370, 83/04/22. 

8305030121. 


0305030606 Forwerdi response to Oenertc Ltr 83-lOC re program for 
resolution of NUREO-0737. Item II K 3.3, “Automatic Trip 
of Reactor Coolant Pumps, '• Pump trip can be achieved 
safely L reliably by operator, when required. 

MILLS, L M Tennessee Valley Authority 83/04/22 ADEN 8 AM, E. 
Licensing Branch 4., Bpp 10303:172 24X Fiche. 30-390. 83/04/22. 

8305030606 


0303030041 Forwards responses to 021201 request for addl info re 
Items 1, b» 1 g,9 a 4, 3 c of Brench Ttchnlcel Poiltlon C 8 B 
6-4 Info includes opening supply L exhaust lines U stiimlc 
design category of debris screens 

MILLS, L M Tennessee Velley Authority 83/04/26 ADEN 8 AM, E. 
Licensing Branch 4. 4pp 18300,332. 24X Fiche. 30-370, 83/04/26, 

0303030041 


0305030434 Forwards comments on LLL preliminary sys interaction results 
from dlagrem matrix analysis of safety Injection sys. 

Terminology used in rept not common to Industry 6 should be 
defined at first ref 

MILLS, L M Tennessee Valley Authority. 83/04/26. ADENSAH, E. 
Licensing Branch 4 3pp 18292:151 24X Fiche: 50-390, 83/04/26, 

0305030434 


8305040293 Informs that consequences of unmitigated boron dilution 
event meets acceptance criteria for postulated accidents. 

Control room conteins adequate audible L discrete Info to 
determine boron dilution event 

MILLS, L M, Tennessee Valley Authority 03/04/29. ADEN 8 AM, E 
Licensing Brench 4. 2 pp 18323 247. 24X Fiche. 30-390, 03/04/27. 

8303040253 


83030'90639 Oenerie Ltr 83-20 to all operating reactor licensees It 
holders of CPs re integrated scheduling for Implementation 
of plant mods Svc list end 

EISENHUT, D, 0 Division of Licensing. 03/05/09 ConeoHdeted 
Edison Co. of New York, Inc, i 6 pp. 18627 193, 24X 

Fiche* 50-000, 83/03/09, 8305090659 
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B30^^00^2S roruarda evaluation results re potential for liquefaction 
of loits beneath essential raw cooling water pipelines 
Site-specific ground motion 8< modified seed 4< Idrlss (19B1) 
procedure discussed Proposed 830520 meeting agenda end 
MILL61L M Tennessee Valley Authority 03/03/17 ADENSAM, E 
Licensing Branch 4 3pp 1BS17 043 24X Ficha SO-B^O/ 83/03/ 17i 

8303200323 


0305240660 MDtlficatlon of 830319 meeting u/utll in Silver Spring. MD to 
discus* proposed application of watch tower power hloct 
concept 

KENYON, T J Licensing Branch 4 83/03/17 ADENBAK. E 0 Licensing 

Branch 4 4pp 10593 174 24X Fiche 30-390,83/03/17.8303240660 


0303230-624 Recommends meeting, wi th In 30 days receipt of ltr,to 
discuss util plans for completing environ qualification 
program 

MOVAK. T M ‘Assistant Director for Licensing 03/05/18 PARRIS. H Q 
Tennessee Valley Authority 3pp 18343:035 24X 

Fiche 30-390 j 83/03/ 1 8. 8305230624 


0303250423 Responds to 830401 Itr re environ qualification of 
safety-related mechanical equipment located in harsh environ 
areas, Schedul B proposed by NRC for list of mechanical 
equipment i month prior to site audit, cannot be supported 
MILLBrL N Tennessee Valley Authority 83/03/19 ADENSAM. E 
Licensing Branch 4, 3pp 18383 263 24X Fiche 30-390,83/03/19. 

8305250425 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


O Inspection reports. IE Bulletins & correspopdenc 0 


8303270133 Suppls 830117 response to notice of violation contained in 
IE Insp Repts SO-390/82-33 & 30-391/82-32 Corrective 
actions any necessary revs to operating div instructlDna 
will be made as appropriate 

MILLS.L M Tennessee Valley Authority 83/03/18 D'REILLY.J P 
Region 2. Office of Director 2pp 18638 200 24X 

Fiche 30-390,03/03/18.8303270133 


8212060383 IE Info Notice 63-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR. J M Division of Safeguards & Inspection Programs (Post 
830103} 83/03/21 Consolidated Edison Cn of New York, Inc 

U2pp 10308 319 24X Fiche 30-000,83/03/21.8212060305 


8305270290 Forwards IE Insp Repts 30-390/03-06 & 50-391/83-05 on 
830122-0222 No noncompHance noted 

VERRELLI.D M Division of Project Resident Programs 03/03/23 
PARRIS.H 0 Tennessee Valley Authority Spp 1B643 344 24X 

Fiche 30-390103/03/83.0303270290 


— Q305870303 IE Insp Repts 50-390/83-06 6 30-391/83-05 on 030132-0222 No 
noncompliance noted Major areas inspected followup on 
licensee identified 1 terns. 1 icensee action on previous 
enforcement matters t. independent Insp effort 

HEATMERLY, T L , SWAN, W Region 2. Office of Director QUICK. D 
Division of Project 8c Resident Programs 03/03/28 9pp 
18645 346 24X Fiche 50-390,03/03/23.0305270290 


0305030543 Forwards list of safety-related electrical components, 
respective functions 6 summary of data used to establish 
setpoints for balance-of-p lent equiptnent, per SER Section 
7 1.3 1. Info completes action per SER Confirmatory Item 21 
KAMMER,D S Tennessee Valley Authority 83/04/25 ADEN9AM, E 
Operating Reactors Branch 4 326pp 18302 OOl 24X 

Fiche - 30-390. 03/04/25, 0305030543 


0305130020 Forward* addl justification required by BER (NUREO-O047J 
showing that research t, test results in area of hydrogen 
control capabilities independent of containment spray 
conditions or boundary pressure retaining capabilities 
MILLS, L M Tennessee Valley Authority 83/05/10 ADENSAM. E 
Licensing Branch 4 4pp 10437 129 24X Fiche- 50-390, 83/05/10, 

8305130020 


0305310039 Forwards info re schedule for steam generator mods, per SER 
<NUREO-Oa47) design changes 

MILLS, L.H Tennessee Valley Authority 03/05/27 ADENSAM, E 
Licensing Branch 4 2pp 10653 307 24X Fiche 50-390.03/05/27, 

0305310039. 


F. Secut ity, medical, emergency & fire protection plans 


0305270651 Forwards IE Insp Repts 50-370/83-05 8. 50-391/03-04 on 
830228-0304 fc 15-18 No noncomp 1 iance noted 

VERRELLI.D M Division of Project S, Resident Programs 83/04/11 
PARRIS.H 0 Tennessee Valley Authority 2pp 18646 344 24X 

Fiche* 50-390, 83/04/1 1 , G30597063I 


—8305270659 IE Insp Repts 50-390/83-05 6 50-391/83-04 on 030228-0304 
15-10 No noncompliance noted Major areas Inspected licensee 
action on previous enforcement matters. ind spendent insp 
efforts, preservice insp l< safety-related structures 
COLEY, J L . BLAKE, d J Region 2. Office of Director 03/04/06 
i3pp 18646 346 24X Flchc 30-390.03/04/11.0305270651 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator 
6vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response iPost 630103) 03/04/15 Consolidated Edison Co of New 

York. Inc I26pp 18435 153 24X Fiche 50-000.83/04/13,0303040021 


8303040023 IE Info Notice 83-22, *'OWR Baf ety/Re 1 ie f Valve Failures " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc 112pp 18303 089 24X Fiche 50-000. 03/04/22. 0303040023 


0305110034 Oeniric Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list end 

EI0ENHUT. D. 0 Division of Licensing 03/05/11 Consolidated 
Edison Co of New York. Inc 16pp 18540 095 24X 

Fiche 50-000,03/05/11.8305110034 


0305270220 Ack receipt of 030509 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/82-20 h 
50-391/82-20 

VERRELLI.D M Division of Project 6 Resident Programs 83/05/19 
PARRI8.H O Tennessee Valley Authority Ip. 18637*195. 24X 

Fiche - 50-390. 03/05/19, 0305270220 


— 0305270233 Responds to NRC 821216 ltr re violations noted In IE Insp 
Repts 30-390/82-20 6 50-391/82-20 Corrective actions 
deficient fire dampers replaced or determined to be 
adequate. Two dampen not in compliance 

KAMKER, D 8 Tennessee Valley Authority 03/05/09 0 'REILLY, J, P. 

Region 2r Office of Director 2pp. 18637' 196 24X 

Fiche 50-390.03/05/19.8303270220 


0305310107 Forwards physical security plan. Plan withheld 
(ref iDCFR73 21) Revs requested within 40 days of ltr 
receipt. 

ADENSAM. E Q Licensing Branch 4 83/03/24. PARRIS, H.O Tennessee 

Valley Authority 2pp 18651 002 24X Fiche* 50-390, 03/05/24. 

0305310107 


0. Advisory Committee on Reactor Safeguards reports 6 correspondence 


8305130290 Summary of 26Bth ACR8 meetings on 820812-14 in 
Hashing ton, DC 

e ACR8 - Advisory Committee on Reactor Safeguards 63/05/05 
ACR8 - Advisory Committee on Reactor Safeguards. 529pp, 18450:225 

24X Fiche: 50-000. 83/05/05, 6303130290. 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/04/23 Consolidated Edison Co of New 

York, Inc 119pp 1B381 291 24X Fiche 30-000,83/04/25.0303040025 


8303040026 IE Info Notice 83-24. "Loose Parts Ih Secondary Side of 
ateam Oenerators at PWRs " Svc list ancl 

JORDAN. E L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103) B3/O4/20 Consolidated Edison Co of New 

York. Inc llSpp 183B2 047 24X Fiche 50-000.03/04/20.8303040026 


8303040027 IE Info Notice 83-25. "Standby Oaa Treatment 8y* Heater High 
Temp Trip Setpoint Adjustment " Svc list enc 1 

JORDAN, £ L Division of Emergency Preparedness It Englnoorlng 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llGpp 18302 163 24X Fiche 50-000.83/04/20.8303040027 


8305270557 Ack receipt of 030411 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/82-20 6 
50-391/82-20 

VERRELLI.D M Division of Project 8. Resident Programs. 03/05/02 
PARRIS.H O Tennessee Valley Authority Ip. 18646* 116 24X 

Fiche 50-390. 83/05/02. 83052/0557 


— 8305270567 Second supplemental response to NRC 021216 ltr re violations 
noted in lE insp Repts 50-390/82-20 h 50-391/02-20 
Corrective actions drawings will be revised bo reflect mark 
numbers of as-installed dampers by 030430. 

MILLS. L M Tennessee Valley Authority 03/04/11 O'REILLY. J P 
Region 2. OPfice of Director Ip 10646:117 24X 

Fiche 50-390.83/05/02,6305270557 
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6303040029 IE Info Notice 83-26, "Failure nf Saf ety/Rel lef Valve 
Difcharge Line Vacuum Breakers " Svg list end 
JORDAN'E L Division of Emergeitcv Preparedness & Engineering 
Response (Post 8301031 S3/03/03 Consolidated Edison Co of Netii 

York, Inc 122pp 18441 170 Fiche 30-000,83/03/03,8303040028 


8303040030 IE Info Notice B3-27« "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JOROAMi E L Division of Emergency Preparedness tn Engineering 
Response {Post 8301031 83/03/04 Consol idated Edison Co of New 

York, Inc USpp 10382 282 24X Fiche SO'-O 00. 83/03/04, 8303040030 


0303040031 IE Info Wotlce 83-20, "Criteria for Protective Action 
Recommendations for General EiTiergenc ies " Svc list end 
JORDAN, E L Division of Emergency Preparedness (< Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc 119pp 18441 001 24X Fiche 30-000,83/05/04,8303040031 


0303040033 IE Info Notice e3-29« "Fuel Binding Caused by Fuel Rack 
Deformation “ Svc list end 

JORDAN,E C, Division of Emergency Preparedness t- Engineering 
Response <Post 830103) 83/05/06 Consolidated Edison Co of New 

York, Inc USpp 10323 248 24X Fiche 50-000,83/05/06,0303040033 


8305270413 Forwards IE Insp Repts 50-390/83-10 i 50-391/83-08 on 
830411-15 No noncompUance not^d 

VERREULI.D M Division of Project & Resident Programs 83/05/09 
PARRIS, H 0 Tennessee Valley Authority 2pp 18642 299 24X 

Fiche 50-090, 83/05/09, 8305270413 


—8305270430 IE Insp Repts 50-390/83-10 S< 50-391/83-08 on 830411-15 No 
none offlpiiance noted Major areas inspected licensee action 
on previous enforcement matters, 1 icensee identified items, 
inspector followup items t* Independent insp effort 
GIBBONS,! D , CONLON, r E Region 2, Office of Director 03/05/06 
4pp 10642 301 24X Fiche 50-390,83/05/07,8305270413 


8303040034 IE Info Notice 03-30, “Mlsapp 1 ication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York, Inc 114pp 10584 003 24X Fiche 50-000,03/05/11,0303040034 


0303040040 IE Info Notice 83-31, '’Error in ADLPIPE Computer Program *' 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response iPost 030103) S3/05/19 Consolidated Edison Co of New 

York, Inc U4pp 10697 009 24X Fiche 50-000,83/05/19,8303040040 


8305270280 Adt receipt of 030509 1 tr informing NRC of steps taken to 
correct violations noted In JB Insp Repts 50-390/82-20 & 
50-391/62-20 

VERRELLI,D M Division of Project k Resident Programs 03/05/19 
PARRIS, H G Tennessee Valley Authority tp 18637.195 24X 

Fiche 50-390,83/05/19,0305270220 


—8305270233 Responds to NRC 821316 Itr re violations noted In IE Insp 
Repts 50-390/82-20 50-391/B2-20 Corrective actions 

deficient fire dampers replaced or determined to be 
adequate Two dampers not In compliance 

KAMMER,D a Tennessee Valley Authority 83/05/09 O'REILLY, JP 
Region 2, Office of Director 2pp 18637 196 24X 

Fiche 50-390,83/05/19,8305270228 


6303040046 IE Info Notice 83-33, "Nonrcpresentatlve Sampling of 
Contaminated Oil *' 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/05/26 Consolidated Edison Co of New 

York, Inc U4pp 18647 007 24X Fiche 50-000,83/05/26,8303040046 


0 Reportable occurrences, LERs U related correspondence 


8305110427 Part 21 & deficiency repts re misoperatlon of DS-416 reactor 
trip uTidervo I tage devices Initially reported on 830420 
Attachments uill be replaced w/devices u/uidened grooves 
to accommodate neu retaining rings Mfg drawings ravised 
RAHE,E.P Nestlnghouse Electric Corp 83/04/21 DEYOUNOtR C 
DlrectOT's Office, Office of Inspection and Enforcement, 5pp 
18405 095 24X Fiche 50-000,83/04/21,8305110427 


8305030072 First interim deficiency rept re loose mat! in steam 
generator Initially reported on 630325 All loose items k 
matl determined detrimental removed from generators Next 
rept expected by 830603 

MILLS, L M Tennessee Valley Authority, 03/04/25 O'REILLY, J P 
Region 2, Office of Director 2pp 18300.349 24X 

Fiche 50-390^83/04/25,0305030072 


8305030082 Second Interim deficiency rept re incorrect insulation 
itielghts used in piping analysis Initially reported on 
820825 OA documents being prepared to substantiate 
insulation data Next rept expected by 03D921 

MILLS/L M Tennessee Valley Authority 63/04/25 O'REILLY, J P 
Region 2, Office of Director 2pp 18397 239 24X 

Fiche 50-390, 03/04/25, 8305030082 


8305030878 First interim deficiency rept re inaccurate results from 
anchors computer program Initially reported on 030329 
Program being modified to automatically calculate direction 
cosines Next rept to be submitted by 830923 

HILL8,L M Tennessee Valley Authority 03/04/26 O'REILLY, J P, 
Region 2, Office of Director 2pp 10303 309 24X 

Fiche 50-390,03/04/26,0305030578 


0305050067 Ninth interim deficiency rept re seismic qualification for 
eh 1 1 lers/cDolers & deficient piping of HVAC sys I, improper 
classlf Ication of ERCU sys piping 6 components Initially 
reported on 610324 h 0507, reepec tively Next rept due 830829. 

MILLS, L M Tennessee Valley Authority 03/04/27 O'REILLY, J P 
Region 2, Office of Director 4pp 10342 062 24X 

Fiche 50-390, 03/04/27, 0305050067 


0305050152 Final rept for Deflclenclee A & D rt procurement control 
activities which could lead to shipment of defective 
•qulpment U adversely affect plant safety Initially reported 
on 810316 

mills, L M Tennessee Valley Authority 03/04/27 O'REILLY, JP 
Region 2, Office of Director. 3pp 10341 003 24X 

Fiche 50-000,83/04/27,8305050152 


8305050232 Second combined interim deficiency rept re alternate 
analysis piping program Significant breakdown of program 
requires reverif ication of alternate ana lysi s. Ful 1 review 
program underway Next rept expected by 830930, 

mills, L t1 Tennessee Valley Authority S3/04/87 O'REILLY, J. P. 
Region 2, Office of Director 3pp 18337 329 24X 

Fiche 50-390,03/04/27,8305050232 


8305050078 First interim deficiency rept re spacing & clearance in high 
pressure fire protection sprinkler sys in auxiliary bldg. 

Initially reported on 830331 Evaluation in progress Next 
rept will be sent by 830624 

MILLS, L M Tennessee Valley Authority 83/04/28. □ 'REILLY, J. P. 

Region 2, Office of Director 2pp 18342 ISO 24X 
Fiche 50-390, 83/04/28. 8305050078 


8305050188 First interim deficiency rept re tubeline metis supplied 
by Capital Pipe not mfg per OA program Initially reported on 
830329 Investigation of involved carbon steel fittings 1, 
flanges continuing Next rept expected by 830706, 

MILLS, LM Tennessee Valley Authority 03/04/28 0 'REILLY, J. P. 

Region 2, Office of Director 2pp. 18341 076 24X 

Fiche 50-000, 83/04/28, 8305050180 


0305050243 Third interim deficiency rept r» high point venting In ERCN 
sys. Initially reported on 820930 Performance evaluation 
ongoing Next rept will be submitted by 830729. 

MILLS, L M Tennessee Valley Authority 83/04/20 O'REILLY, J P 
Region 2, Office of Director Ip 18338 056 24X 

Fiche 50-390, 83/04/28, 8305050243. 


8305050047 Fourth interim deficiency rept re questionable patches of 
plastic cement mortar Initially reported on 020429 Three 
of 50 supports determined to be in violation of Const Spec 
0-32 Next rept Will be submitted by 830805. 

MILLS, L H, Tennessee Velley Authority, 83/04/29. O'REILLY, J P. 
Region 2, Office of Director. Ip 18338.330 84X 

Fiche 50-390. 03/04/29, 0305050047. 


B3O511OS0S Flnel deficiency rept re Incorrectly wired ERCN flow control 
valves. Initial lu reported on 830405 Event determined 
isolated condition caused by misinterpretation of conduit 
drawings Operators rewired fc personnel reinstructed 
MILLS, L M Tennessee Valley Authority 83/05/03 0 'REILLY, J. P. 

Region 2, Office of Director »pp 18405.046 24X 

Fiche* 50-391 , 83/05/03, 03051 10505 


8305110317 Seventh Interim deficiency rept re lack of documentation for 
rock supported structures for 1-lnch differential 
settlement Initially reported on 810707, Design criteria 
being prepared Next rept by 830922 

MILLS, L M Tennessee Valley Authority 83/05/04. O'REtLLY, JP 
Region 2, Office of Director 3pp 18393*183 24X 

Fiche* 50-390, B3/05/04, 0305110317, 


630511031? First interim rept re Deficiencies 1,2 St 3 QA program per 
TVA Personal Sves Contract TV-49510A u/{7ilbcrt Assoc. Written 
Instructions L procedures not provided to contractor in 
performlng/documentlng piping analysis, Review underway 
MILLS, L M Tennessee Valley Authority 83/05/05 O'REILLY, JP 
Regions, Office of Director. 3pp 18393*181, 84X 

Fiche 50-000, 83/05/05, 83051 10319. 
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0309130133 Supplemental info to final deficiency ropt re Insufficient 
docurnentatl on for protective devices Initially reported on 
810313 Completion date for corrective actions delayed until 
830931 One field change request remains 

MILLS, L M Tennessee Valley Authority 83/05/06 O'REILLY, J P 
Region 2, Office of Director Ip 18437 279 S4X 
FiChe 90-390i 83/09/06, 8309130133 


8309130217 Addl Info to final doficioncy rept re nonconservative 
calculation method for general Const Spec 0-3S Initially 
reported on B20S28 Rev to Design Std DS''C6 1 uilll be issued 
bg 630630 

MILLS, L M Tennessee Valley Authority 83/09/06 O'REILLY, J P 
Region 2, Office of Director Ip 10440 089 24x 

Flche 90-390,03/09/06,8309130217 


0309170298 Second interim deficiency rept re Incorrect use of Category 
I(L> supports on pipes near uater chillers Initially 
reported on 830117 Scope of Investigation expanded to 
Include generic implications Next rept expected by 830922 
MILLS, L M Tennessee Valley Authority 83/03/09 O'REILLY, J P 
Region 2, Office of Director Spp 18463 071 24X 

Flche 90-390, 83/09/09, 8309170288 


8309170299 Final deficiency ropt re lack of support for reactor bldg 
annulus floor drain sump Initially reported on 621207 Pipes 
analysed S< appropriate seismic supports designed under 
Engineering Change Notice ECN 3234 

MILLS, L M Tennessee Valley Authority 83/03/09 O'REILLY, J P 
Region 2, Office of Director 2pp 18469 066 24X 

Fiehe 90-390,83/09/09,8309170299 


0309200274 Revised final deficiency rept re unqualified control 
equipment Initially reported on 800922 Control equipment 
seismic qual 1 f ication test requirements lutll be rovieued 
MILLS, L M Tennessee Valley Authority 03/09/11 O'REILLY, J P 
Region 2, Office of Director 2pp 18918 094 24X 

Fi ch# 90-390, 03/09/ J I , B309200274 


8309200279 Eighth interim deficiency rept re retrievable info used In 
piping analysis Initially reported on 610316 Neu Engineering 
Procedure BWP-EP 43 22 written Drawings containing reviewed 
(( updated quality issued 

M1LL8, L H Tennessee Valley Authority 83/09/11 O'REILLY. J P 
Region 2, Office of Director ip 10916 318 24X 

Flche 90-390,03/09/11,0309200279 


8309200343 Suppl to final deficiency repts re Class IC electrical 
components for ERCIJ traveling screens initially reported on 
8I091B Qualified motor search continues Corrections to be 
completed by 831001 

MILLS, L N Tennessee Valley Authority 83/09/11 O'REILLY, J P 
Region 2, Office of Director Ip 18916 232 24X 

FiChe 90-390, 83/09/11. 830920034L 


8309230979 Final deficiency rept re missing seismic design 
documentation for auxiliary bldg platform Initially reported 
on 620426 Required drawing revs completed Field mods will be 
completed by 030801 & 840214 for Units 1 2, respec tivel y 

HILLS.L M Tennessee Valley Authority 83/09/13 O'REILLY, J P 
Region 2, Office of Director 2pp 18537 309 24X 

Fiehe 90-390, 83/09/13, 8309230979. 


6309200387 Second revised final deficiency rept re attachment of 
conduit it piping supports to cable tray supports Initially 
reported on 820607 Previous decision re nonapp 1 icab i 1 Ity 
of 10CFR90 99<e) sustained 

MILLS, L M Tennessee Valley Authority 83/09/16 O'REILLYiJ P 
Region 2, Office of Director. 2pp 18919 086 24X 

FiChe 90-390,03/09/16,8309200387 


6309230482 Third Interim deficiency rept re incorrect supports in 
analysis of 3-inch chemical vol control sys line Initially 
reported on 830909 Addl problems identified Field mods 
required, Nex t rept will be submitted by 830922 

MILLS, L M Tennessee Valley Authority. 83/09/17 O'REILLY, J P 
Region 2, Office of Director 2pp. 18937 149 24X 

Flche. 90-390, 83/09/17, 8309230402 


6309230433 Final deficiency rept re inadequate freeze protection 
Initially reported on 810413 Piping to ERCM pump motor 
cooler redesigned to be self-draining 

MILLS, L M Tennessee Valley Authority 83/09/18 O'REILLY, d, P. 
Region 2, Office of Director ^ 2pp 16938 212 24X 

Flche, 90-390, 63/09/18, 8309230433 


6309230447 Second interim deficiency rept re auxiliary instrument room 
fire door failure Initially reported on 921229 Lower flush 
bolt not engaged In strike plate at floor Acceptance 
criteria established for max room pressures 

MILL6,L M Tennessee Valley Authority 63/09/18 O'REILLY, d.P 
Region 2, Office of Director 2pp 18938*194. 24X 

Flche 90-390, 63/05/18, 8309230447 


8309230969 Fifth interim deficiency rept re excessive movement of 
containment penetration bellows initially reported on 
611204 Analysis Problems N3-63-7A 6 N3-74-1A reanalyxed 
Support mods required Next rept due by 030930 

MILLS, L M Tennessee Valley Authority 83/05/18 O'REILLY, J P 
Region 2, Office of Director Ip 18536 310 24X 

Fiehe 90-390,03/09/10,8309230969 


B305250421 First interim deficiency rept re qualification of naiile 
loads in reactor coolant loop Initially reported on 030421 
Review of analysis problems in progress Next rept by 030921 
MILLS, L H Tennessee Valley Authority 63/05/19 O'REILLY, JP 
Region 2, Office of Director 2pp 10989 263 24X 

Fiehe 90-390,83/05/19,8305290421 


8309290439 Final rept re deficiencies In Ameron cement mortar lining 
Initially reported on 020521 Corrections to each deviation 
listed Also reportable per 10CFR21 

MILLS, L M Tennessee Valley Authority 83/09/20 O'REILLY, J P 
Region 2, Office of Director 6pp 18905 293 24X 

Flche 90-390.63/09/20,0309290439 


0309310172 Second Interim deficiency rept re failure of curtain-type 
fire dampers to close Initially reported on 621029 
Engineering change notice Issued to add negator closure 
springs & positive latches 

MILLS, L M Tennessee Valley Authority 03/09/23 O'REILLY, J P 
Region 3, Office of Director Ip 10650 149 24X 

Fiehe 90-390.83/09/23,8305310172 


DOCKET 90-399 VI ROIL C SUMMER NUCLEAR STATION, UNIT 1 


E NRC Safety Evaluation Report <B6Rl, suppls correspondence 


0309200913 Summarlies 830910 te Icon, c lari fy ing 5ER description of 
feedwater mod isolation logic Reverse flush valves provided 
w/Class IE Trains A D closure signals 

DIXON, 0 W South Carolina Electric t* Gas Co 63/09/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 18916 086 
24X FiChe 50-399,83/05/12.6305200913 


F Security, medical, emergency ^ fire protection plans 


8303030010 Advises that position concerning nonestabl Ishmcnt of 
backup emergency operations facility (EOF) unacceptable 
Plant to establish EOF by 630601 must be submitted St must 
meet NUREO-0737. Bupp 1 1 (Generic Ltr 63-33) criteria 
EI6ENMUT, DO Division of Licensing 83/04/29 DIXON, ON South 
Carolina Electric k Gas Co 3pp 16310 393 24X 

Flche 90-399,63/04/29,0303030010 


8309090311 Releases public version of rev to emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 63/04/29 Document 
Management Branch Ip 10392 109 24X Fiehe 90-395,03/04/23, 

6309090311 


— '8309090317 Forwards public version of Rev 9 to Emergency Plan 
Implementing Procedure EPP-0D2, “Communication U 
Notification'* k Change 1 to Rev I of EPP-020, “Emergency 
Personnel Exposure Control “ 

DIXON, 0 N South Carolina Electric & Gas Go 63/03/29 
DENTON, H H. Office of Nuclear Reactor Regulation, Director 2pp 
18392 106 24X Fiehe 90-399,83/04/29,6309090311 


— 8309090321 Public version of Rev 9 to Emergency Plan Implementing 
Procedure EPP-002i “Communication k Notification'* & Change 1 
to Rev 1 of EPP-020r "Emergency Personnel Exposure Control " 
COUNTS, M • DRADHAM, A 6 South Carolina Electric S, Gas Co 
83/03/19. 40pp 16392 IBB 24X Flche 90-379, 03/04/29, 830509031 1 


0309270436 Forwards IE Insp Rept 30-399/63-07 on 030314-17 No 
noncoinpUance noted 

VERRELLt, D M Division of Project t< Resident Programs 03/04/29 
DIXON, 0 N South Carolina Electric k Gas Co 2pp 10662 119 24X 

Fiehe - 90-399, 03/04/29, 0309270436 


—8309270446 IE Insp Rept 90-399/83-07 on 830314-17 No noncompliance 
noted Major areas inspected coordinated emergency response 
exercise 

CLINE. W £ , STANSBERRY, M W Region 2, Office of Director 
JENKINS, G R Division of Emergency Preparedness & Materials 
Safety 03/04/14, 0pp 18662 117 24X Flche 90-399,83/04/29, 

8305270436 


0309060130 Forwards Amend 19 to License NPF- 12, safety evaluation U 
notice of issuance It availability Amend changes Tech Spec 
to reflect addl fire protection equipment installed U 
actual location tt number of fire detectors. 

ADENSAM, E 0 Licensing Branch 4 63/04/27 DIXON, 0 N South 

Carolina Electric k Gas Co 2pp 18399 310 24X 

Fiehe 90-39 9, 83/04/27, 0305060 1 30 
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— 0309060282 Amend J3 to License NPF-t2i changing Tech Spec to reflect 
adcll fire protection ei^uipment instal led i actual location ft 
nu^nber of fire detectors & location of ^ater sprag U 
sprinkler sys 

ADEN5AM. E 0 Licensing Branch 4 03/04/27 15pp 10339312 

24X Fiche 90-393.03/04/27.0309060130 


— 0309060288 Safety evaluation supporting Amend 13 to License NPF-ia 
» Office of Nuclear Reactor Regulation. Director 83/04/27 2pp 
18339 327 24X Fiche 30-393. 93/04/27.. 8303060130 


— B305060293 Notice of issuance & availability of Amend 13 to License 
NPF-12 

ADENSAMrE O Licensing Branch 4 03/04/27 3pp 10339 329 24X 

Fiche 50-393i 03 /04 /27. 0305060 1 30 


83030904 54 Forwards IE Qafeguarils Insp Rept 50-393/83-13 on 820903- 
830406 No noncomp 1 1 ante noted 

□ 'REILLV. JP Region 2. Office of Director 03/05/06 OlXOhl.O \4 
South Carolina Electric & Oas Co. Spp 18362 261 24X 

Fiche: 50-395. 83/05/06. 0305090454 


— B303090461 IE Safeguard* Insp Ropt 50-395/83-13 on 020903-030406. No 
noncomp 1 lance noted Major areas inspected licensee 
rava 1 1 dati on of preemployment -screening records Details 
withheld (raf 10CFR73 21) 

TOBIN. W J . PEflNV’, C . LANKFORD. J Region 2. Office of Director 
83/05/04 ip 18362 263 24X FiChe 50-395.33/05/06.0303090434 


0305110034 Oenertc Ltr 83-21 to all licensees of operating rfaetors. 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUr. D 0 Division of Licensing 63/05/11 Consolidated 
Edison Co of Neu York. Inc 16pp 18940 095 24X 

Fiche 50-000. 03/05/11. 0305 1 10034 


0303180373 Requests esemptipn from Oeneric Ltr 62-33 requiring backup 
emergency operations facility to be located within 10 to 2-0 
miles Of plant site Appro/al requested to have backup 
emergenci; operations facility at corporate ofc 

DIXON. O U South Carolina Electric k Oas Co 83/05/16 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 10466 357 
24X Fiche 50-395.83/05/16.0305100373 


P Operating license stage documents & correspondence 


E30S040D10 Informs that relief from preservice hydrostatic tests 
required by ASME Code Section IX justifiable Alternative 
program incorporating NRC evaluation will provide acceptable 
level of structural integrity SER & PR notice forwarded 
NOVAK, r M Assistant Director for Licensing 83/04/22 DIXON. □ W 
South Carolina Electric k Gas Co 2pp 18391 216 24X 

Fiche 50-395.03/04/22.8309040010 


— 8309040D16 Safety evaluation supporting util request for relief from 
preservice hydrostatic test required by ASHE Code Section 

IX 

« NRC - No Detailed Affiliation Given 53/04/22 4pp 
18391 218 a4X Fiche 30-393.83/04/22,8 303040010 


— 8303040-021 Notice of granting of relief from certain requirements of 
A8ME Code Section IX inservice (testing) requirements 
ADENSAM. E 0 Licensing Branch 4 03/04/22. 3pp 18351:222 24K 

Fiche 90-3?3i 83/04/22. 0303040010 


8305030014 Requests remittance of Class 111 fees for 030127 Sc 0218 
applications requesting relief from requirements of A5ME 
Code Section XI re hydrostatic testing of feedwater tys 
DIOOB.R M License Fee Management Branch 83/04/26 DIXON. O N 
South Carolina Electric & Oas Co ip 18310:348 24X 

Fiche S 0-399 .83/04/26. 830503001 4 


6305060130 FortJardB Amend 15 to License NPF— 12. safety evaluation k 
notice of issuance k availability Amend changes Tech Spec 
to reflect add! fire protection equipment installed k 
actual location k number of fire detectors 

ADEN5AH. E O Licensing Branch 4 83/04/27 DIXDN.OU South 

Carolina Electric k Oas Co 2pp 10359 310 24X 

Fi C h a ' 50 -393. 8 3/04/27. 8305060 1 30 


— B30S060282 Amend 15 to License NPF-l2i chang Ing Tech Spec to reflect 
addl fire protection equipment inatal I ed. ac tual location 6 
number of fire detectors k location of water spray b 
sprinkler sys 

ADENSAM. E Q Licensing Branch 4 83/04/27 15pp L839? 312 

24X Fiche 50-395.83/04/27.8305060130 


— 0305060280 Bafety evaluation supporting Amend IS to License NPF-12 
• Office of Nuclear Reactor Regulation. Director 03/04/27 2pp 
18359 327. 24X Fiche. 90-395. 03/04/27. 6305060130 


— 8305D60295 Notice of issuance S« availability of Amend IS to License 
NPF-12 

ADENSAM. E G Licensing Branch 4 03/04/27 3pp 18359 329 24X 

Fiche 50-399. 83/04/27, 83050601 30 


0305020499 Generic Ltr 03-19 to all power reactor St testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list end 

EtSENHUT. 0 0 Division of Licensing 03/09/02 ConeoUdated 
Edison Co of New York. Inc 90pp 18441’ 120 24X 

Fiche 90-000. 83/09/02. 8309020499 


0309060619 Discusses steam generator mod to OL Conditions 2 0(14) 1. 

2 C02> Loose parts monitoring program & monitoring of 
feedwater inlet pressure osclllationi clarified. per 830413 & 

0214 1 tn. respectively 

DIXON. 0 U South Carolina Electric k (»as Co 83/09/03 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 10340 395. 
24X Fiche 90-395,03/09/03.8309060619 


6309110136 Advises that action required by 030203 on Amand 9. Paragraph 
3. to License NPF-12 & Generic Ltr 83-07 completed', based on 
util negotiating u/DOE re disposal of high level waete or 
spent nuclear fuel 

ADENSAM. EG Licensing Branch 4 83/09/03 DIXON, ON South 

Carolina Electric & Gas Co • 2pp 18421 299 24X 

Fiche 90-399.83/09/03.8309110136 


B305ID0301 Informs of completion of evaluation of piping associated w/ 
feedwater mod, piping break b lowdown. pipe Whip. jet 
Impingement Ic reactive forces to assure FSAR commitments 
unc hanged 

DIXON. 0 M South Carolina Electric Sc Oas Co, 83/05/04 DENTON. H R. 

Office of Nuclear Reactor Regulation. Director 2pp 18’^71.249 
24X Fiche 50-399.03/05/04.8305100301 


0309200113 Forwards request for addl Info on util rept. ^'Seismic 
Confirmatory Program for Equipment Sc Components for 
VC Summer Nuclear Station - Feb 1983. submitted in response 
to OL Condition 2 C(29} 

ADENSAM. E 0 Licensing Branch 4 83/09/04. DIXON.ON South 

Carolina Electric St Oas Co 3pp 18940 316 24X 

Fiche 90-399.83/09/04.0309200113 


0305160012 Forwards Amend 16 to License NPF-12. safety evaluation It 
notice of Issuance S< availability Amend permits operation of 
modified Model D-3 steam generators 

ADENSAM. E 0. Licensing Branch 4 03/09/09 DIXON. 0 M South 

Carolina Electric St Gas Co 4pp 10497.136 24X 

Fiche 90-399.83/09/09.0305180012 


— 6305180015 Amend (6 to License NPF-i2. permitting operation of modified 
Model D-9 steam generators 

BIBENHUT. D 0 Division of Licensing 83/09/05 9pp. 10497 142. 
24X Fiche 90-399. 83/09/05, 8309100012 


—0305180020 Safety evaluation supporting Amend 16 to License NFF^IS 
-e Office of Nuclear Reactor Regulation, Director 03/09/05 
lOpp 10497 147 24X Fiche 90-395,83/09/09,8305100012 


— 6309160023 Notice of issuance St availability of Amend 16 to License 
NPF-12 

ADENSAM. E 0, Licensing Branch 4 93/09/09 3pp 18497 197. 24X 

Fiche 90-399, 63/09/05, 8309180012 


0309090699 Generic Ltr 03-20 to all operating reactor licensees St 
holders of CPs re integrated scheduling for implementation 
of plant muds.Svc list end 

EtSENHUT.DO Division of Licensing. 03/09/09. Consolidated 
Edison Co of New York, Inc i6pp 10627 193 24X 

Fiche 90-000,63/09/09.0309090659 


0309180442 Forwards fees for reviews of two separate requests for 
relief from ASME Code Section XI requirements 

DIXON.O Wt South Carolina Electric k Gas Go 83/05/12 DIOG&.R U 
License Fee Management Branch 2pp 18486 181 24X 

rich# 90-395,03/09/12.8309180442 


G3D9290492 Forwards list of Glass IE electric equipment Important to 
safety, per tOCFRSO. 49. Schedul e for environ quel if Ication of 
remaining equipment end 

J>IXDN. 0 W South Carolina Electric k Oas Co 83/09/17 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 30pp. 18988.303, 
24X Fiche 90-395,83/09/17.6309290492 


0309310224 Requests addl fee based on Class til determination for 
Amend 16 to Liemnse NPF-I2i perml ttlng operation of modified 
Model 0-3 steam generators, 

PIGGS, R M License Fee Management Branch 83/09/24 DIXON. D. N 
South Caroline Electric k Oas Co ip 18662 260 24X 

Fiche; 90-395. 83/09/24. 8309310224, 
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Q Inspection report«» IE Bollstlns Sc correspondence 


8S120603S5 IE Info Notice 83-14i "Deuatered Spent Ion Exchange Re%ln 
Buii; iptlf) i 1 1 ty to Exothermic Chemical Reaction Sve list 
end 

TAYLORj J M Division of Safeguards & Inspection Programs IPost 
S30103) 63/03/21 Consolidated Edison Co of Netti York< tnc 

112p|> 1830B 319 S4X Flthe 90-000.63/03/21.0212060389 


8309270412 Aclr receipt of 830329 Itr Informing NRC of steps taken to 
correct violations noted in IE Imp Rept 30-393-/83-01 
LEWIS. R C Region 2, Office of Director 83/04/11 D1XQN»0 W 
South Carolina Electric It Oas Co Ip 1B642 001 24X 

FI Che 90-393183/04/11.8309270412 


—8303270422 Responds to NRC 830301 Itr re violations noted In IE Insp 
Rept 30-399/03-01 Corrective actions cross-ref tabic being 
prepared Identifying reactor trip t* E9F actuation sys 
instrumentation test procedures 

DIXON. □ W South Carolina Electric & Oas Co 83/03/29 
□"RElLLYiJ P. Region 2, Office of Director 3pp 18642^002 24X 

Fichf 50-399.03/04/11.8309270412 


— B309270433 Foruiards IE Imp Rapt 50-395/83-01 on 830105-31 & notice 
of violation 

LEWIS. R C Oivlilon of Project Resident Programs 83/03/01 
DIXON. O W South Carolina Electric t* Oas Co 2pp 18642 009 
24X FI Che 90-393.83/04/11.8305270412 


—8305270443 Notice of violation from Insp on 830109-31 

« Region 2. Office of Director 83/03/01 Ip 16642 007 24X 

Ficht 50-399.03/04/11.8309270412 


— 0303270462 IE Insp Rept 90-399/03-01 on 830109-31 Noncompliance noted 
failure to comply u/actlon statement for E6F actuation 
0KOLDS. J L Region 2. Office of Director QROWNLEE. V L Division 

of Project & Resident Programs 63/02/10 Spp 18642 008 24X 

Flche 90-399. 83/04/11. 0309270412 


8309270431 Ack receipt of 630314 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-395/83-04 
VEflftELLI.D M Division Of Project & Resident Programs 83/04/13 
DlXQNi O W South Carolina Electric & Oas Co Ip 18641 346 24X 

FI Ch e ► 50-395. 03/04/1 3. 8309270431 


—8309270441 Responds to NRC 830214 violations noted in 1£ Insp 
Rept 90-399/03-04 Corrective actions containment equipment 
hatch area urilJ be posted u/rigid sign 

DIXON. O U South Carolina Electric tt Oas Co 83/03/14 
O'REILLYiJP Region 2. Office of Director 2pp 18641 347 24X 

Fiche 90-399.03/04/13.8309270431 


— 8309^70449 Forwards IE Insp Rept 90-399/03-04 on 030116-20 U notice 
of violation 

DANCE. H C Division of Project it Resident Programs 83/02/14 
OIXDN. O W South Carolina Electric it Das Co 2pp 18641*349 
24X Fiche. 90-399.03/04/13.0309270431 


— 8309270492 Notice of violation from insp on 030118-20 

a Region 2. Office of Director 83/02/14 Ip 18641 391 24X 

Fiche 90-399.83/04/13.8309270431 


— 8309270498 IE Insp Rept 90-399/83-04 on 830118-20 Noncompliance noted 
failure to properly post radiation area 

PEERY. W W . BARR. K P Region 2. Office of Director 83/02/09 
4pp 18641 392 24X Fiche 90-399.83/04/13.8309270431 


830304-0021 IE Info Notice 83-21. ^'Defective Emergency Use Respirator " 
Bve list end 

JORDAN. E L Division of Emergency Preparodnees 8« Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York. Inc l26pp 16439 199 24X Fiche 90-000.83/04/19.8303040021 


6309270091 Forwards IE Imp Rept 90-399/83-12 on 830322-29 No 
none oirtpl lane e noted 

VERRELLI. O M Diviilan of Project *< Resident Programs 83/04/18 
DIXON. □ W. South Carolina Electric it Oas Co 2pp 10630* 106, 24X 

Fiche. 50-399. 03/04/18. 830927009 1 


—0309270094 IE Insp Rept 30-399/83-12 on 830322-29 No noncompUance 
note^ NajoT areas inspected seismic analysis for as-bullt 
saf ety-related piping sys (IE Bulletin 79-14) it Tech Bpec 
comp 1 lance. 

ANO.W, P Region 2. Office of Director BLAKE. J J Division of 
Emergency Preparedness it Naterlals Safety 63/04/14 9pp. 
186301188 24X Fiche 90-399.03/04/10.0309270091 


8309270003 Forwards IE Insp Rept 30-395/83-U on B30329-31 No 
noncompliance noted 

VERRELLIiD M Division of Project U Resident Programs 03/04/30 
DIXON.W 0 South Carolina Electric i Gas Co 2pp 10630 171 24X 

Fiche 90-399. 03/04/20, 8309270083 


—8305270006 IE Insp Rept 50-395/83-11 on 830329-31 No noncompliance 
noted Major areas Inspected radiochemical instrument calibr. 

QC program & records & capability tests for measurement of 
radioactive effluents 

EVANS. C D Region 2. Office of Director MONTGOMERY. D Division 
of Emergency Preparedness !< Materials Safety 53/04/19 Bpp 
10630 173 24X Fiche 90-399.03/04/20.8305370053 


8303040023 IE Info Notice 03-22. "BWR 8a f e ty /Re 1 i ef Vdva Failures " 
8vc list end 

JORDAN. £ L Division of Emergency Preparedness S« Engineering 
Response (Post 030103) 53/04/22 Consolidated Edison Co of New 

York. Inc 112pp 18383 009 24X Fiche 90-000-03/04/22,8303040023 


B303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Banting Sys “ Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/29 Consolidated Edison Co of New 

York. Inc ll9pp IS3B1 291 24X Fiche 50-000.03/04/25.83030^0023 


8309270436 Forwards IE Insp Rept 50-399/83-07 on 030314-17 No 
noncompUance noted 

VHRRELLI.D H Division of Project i Resident Programs 03/04/29 
DIXON. 0 W South Carolina Electric ^ Gas Co 2pp 18662 H9 24X 
Fiche 50-395.83/04/25.8305270436 


—0309270446 IE Insp Rept 50-399/83-07 on 030314-17 No noncompUance 
noted Major areas inspected coordinated emergency response 
oxerc i se 

CLINE. W E . STANSBERRY. W W Region 2. Office of Director 
JENKINS. 0 R Division of Emergency Preparedness Materials 
Safety 83/04/14 Bpp 18662 117 24X Fiche 90-399.83/04/29. 

0309270436 


8303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
Steam Generators at PWRs “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/04/20 Consolidated Edison Co of New 

York. Inc, llSpp 18302 047 24X Ficho 90-000,03/04/28.0303040026 


6303040027 IE Info Notice 03-25. "Standby Oas Treatment Sys Heater Wigh 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/88 Consolidated Edison Co of New 

York. Inc liapp 10382 165 24X Fiche 90-000.83/04/20.0303040027 


0303040028 IE Info Notice 83-26. "Failure of 0af ety /Re 1 lef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/05/03 Consolidated Edison Co of New 

York. Inc 122pp 10441 170 24X Fiche 50-000. 03/09/03. 0303040025 


6303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment *' 8vc list encl 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of New 

York. Inc llEpp 18302 282 24X Fiche 50-000, 03/05/04. 0303040030 


0303040031 IE Info Notice 03-28. "Criteria for Protective Action 
Recommendations for General Emergencies " 8vc list encl 
JORDAN.E L Division of Emergency Preparedness 8. Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of New 

York. Inc 119pp 10441 001 24X Fiche 50-000,83/09/04.8303040031 


8309270464 Forwards IE Insp Rept 50-393/83-14 on 030412-19 No 
noncompUance noted 

VERRELLI.D f1 Region 2. Office of Director 03/09/09 DIXON. P W 
Booth Carolina Electric it Oas Co 2pp 18644 097 24X 

Fiche 90-395. 83/09/09. 8305270464 


— 8309270470 IE Insp Rept 50-399/83-14 on 830412-19 No nontompl lance 
noted Major areas inspected steam generator mod. welding 
program it NDE program 

KLEINSOROE, M P Region 2. Office of Director BLAKE, J J 
Division of Engineering it Radiological Safety Programs 03/09/04 
t9pp 10644 099 24X Fiche 90-399,83/09/03.0309270464 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation '* Sve list encl 

JORDAN.E L Division of Emergency Preparedness I. Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co of Nsw 

York, tnc ll9pp 10923 248 24X Ficho 90-000.03/09/06.8303040033 
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8305090434 Forwards IE Saft&uards Insp Rept SO-393/03-13 on 020903*- 
030406 No npncompliahce notad 

O'REILLY. J P Region 2. Office of Director 83/05/06 DIXON.O M 
South Carolina Electric 6 Oa» Co app 10362 261 a4X 
Flche 50-395. a3/05/06i 0303090454 


--8303090461 IE Safeguards Insp Rept 50-393/03-13 on 020903-030406 No 
noncompl lence noted Mejor -areas Inspected licensee 
revalldation of preenip loijment screening records Details 
withheld (ref 10CPR73 21) 

TODIN.M J. . PERNYiC # LANKFORD, J Region 2, Office of Director 
03/03/04 Ip 18362 263 24X Flche 50-395.03/05/06,8305090454 


0305270512 AcJk receipt of 030504 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-395/83-05 
LEWISrR C Division of Project 6 Resident Programs 03/05/10 
DIXON, □ W South Carolina Electric 6 Gas Co Ip 18646 050 a4X 
F 1 ch a 50-395, 03/05/10. B305270512 


— 0305270519 Forwards IE Insp Rept 50-395/03-05 on 030201-0304 6 notice 
of violation 

LEWIS, R C Division of Project 6 Resident Programs 83/04/04 
DIXON, □ W South Carolina Electric 6 Gas Co 2pp 18646 051 
24X Fiche: 50-395, 03/05/10, 0305270512 


— 8305270522 Notice of violation from insp on 030201-0304 

# Region 2, Office of Director 03/04/04 2pp 10646*053 24X 

Flche 50-395,83/05/10,8305270512 


— 9305270532 IE Insp Rept 50-395/83-05 on 830201-0304 Noneompllance 
noted failure to follow procedures for waste monitor tank 
hy not flushing discharge line tt control room fan 
Inoperable 

BKOLDSiJ L Region 2, Office of Director CANTRELL, F 8. Division 

of Project 6 Resident Programs 93/03/30 lOpp 18646 055 24X 

Flche 50-395,83/05/10,8305270512 


8303040034 IE Info Notice 83-30. -Misapplication of Generic Emergencg 
Operating Procedures (EOP) Guidelines '* 6vc list end 
JDRDANiE L Division of Emer^encv Preparedness U Engineering 
Response (Post B30103). 83/05/11. Consolidated Edison Co of New 

York, Inc 114pp 18524 003 24X Flche 50-000, 83/05/11, B30304 0034. 


0305180465 Forwards 830117 divers rept on tvc water intake structure 
8( Oittert Commonwealth Assocs engineering evaluation of 
divers insp, in rtspons# to NRC 830324 Itr Svc water intake 
structure essentially stabilized 

DIXON, O M South Carolina Electric 6 Gas Co 83/05/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 18403 086 
24 X Flche 50-395,83/05/11,0305100465 


—8305180466 "Divert Rept Svc VTater Intake Tunnel Insp *' 

EAaON, T D. Eason Diving 6 Marine Contractors, Inc 83/01/17 
Ilpp 1B403 090 24X Flche 50-395,63/05/11,8305100465 


8305200311 Forwards Rev 5 to Emergency Operating Procedure EOP-5, 
“Recovery From Reactor Trip, " in response to IE Bulletins 
83-01 6 83-04 Procedure revised to require manual reactor 
trip upon sutoA^atlc reactor trip condition 

DIXON, O W South Carolina Electric 6 Gas Co 03/05/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 18516 199 
24X Flche 50-395,03/05/12,8305200311 


— 8305200352 Rev 5 to Emergency Operating Procedure EOP-S, “Recovery 
From Reactor Trip " 

POOLE, J W South Carolina Electric 6 Gas Co 83/04/27 I4pp 
18316 204 S4X Flche . 50-395. 93/05/12, 8305200311 


9303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program " 
Svc list end 

JORDANfE L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 03/05/19 Consolidated Edison Co of New 

Vorki Inc ll4pp 18697 009 24X Flche 50-000.83/05/19,8303040040 


0303040046 IE Info Notice 83-33, "Nonrepres cntatlve Sampling of 
Contaminated Oil *' Svc list end 

JORDANfE L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 83/03/26 Consolidated Edison Co of New 

York, Inc li4pp 18647 007 24X Flche 50-000, 03/05/264 0303040046. 


a. Reportable occurrences, LERs St related correspondence 


8305110427 Part 21 St deficiency repti re nleoperation of 06-'416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments ulll be replaced lu/devlces w/widened grooves 
to accommodete new retaining rings Mfg drawings revised 
RAHE, E P Mettinghouse Electric Corp 83/04/21. DEVOUNQ, R. C, 
Director's Office, Office of Inspection and Enforcement 9pp 
184095 095, 84X Flche 50-000,03/04/21,8305110427 


8305030627 Forwards LER B3-031/03U-0 Detailed event analysis end 
0tXQN,0 W South Carolina Electric St Oa s Co 83/04/22 
O'REILLY, J P Region 2, Office of Director 3pp 10303.328 24X 

Flche 50-399,03/04/22,0309030627 


B309030637 LER 83-03 1/03L-0 on 030325, ECCS mechanical water chiller 

XHX-OOIB tripped Caused by Intermittently falling valve 
control switch Switch repaired 

FIELDS, H C South Carolina Electric St Gas Co 03/04/22, Region 
2, Office of Director Ip 16303 331 24X Flche 50-395,03/04/22, 

0305030627 


8305050097 Forwards LER B3-033/03L-0 Detailed event analysis end 
DIXON.O W South Carolina Electric St Gas Co 83/04/29 
O'REILLY, J P Region 2, Office of Director 2pp 10342 066 24X 

Flche 50-395,83/04/29,0305050057 


— 0305050061 LER B3-033/03L-0. on 830331, while in Mode 5, source range 
detectors N-31 6 N-32 lost for approz 5 minutes Caused by 
malnt personnel error in placing trains of solid state 
protection sys In wrong position Personnel cautioned 
FrELDS,H C South Carolina Electric S< Gas Co 83/04/29. Region 
2, Office of Director Ip 18342 060 24X Flche 50-395,63/04/29, 

8305050057 


0305050233 Forwerds LER B3-032/03L-0. Dotal 1 ed event analysis end. 
DIXON, 0 W South Carolina Electric St Gas Co, 03/04/29 
O'REILLY, JP. Region 2, Office of Director 2pp 1833B*057, 24X 

Fiche 30-395,83/04/29,0305050233 


— 0305050239 LER 0a-Oa2/O3L-O on 030331 , d t tec t ion Zone NNN in control 
bldg failed to respond to simulated smoke condition during 
investigation of alarm Alarm previously received on 030329 
Caused by short in smoke detector Dectector reinstalled. 

MCKINNEY, C J. Booth Carolina Electric 6 Gas Co 83/04/29. 

Region 2, Office of Director, Ip. 1 8339 • 059. 24X 

Flche 50-395,93/04/29,9303050233 


8305100089 Forwards LER 83-034/03L-0 Detailed event analysis end. 
DIXONrO W South Carolina Electric St Gas Co 03/05/02 
O'REILLY, J. P. Region 2, Office of Director 2pp 18377:220 24X 

Flche 50-395, 83/05/02, 8305100089. 


*8305100091 LER 93-034/03L-0. on 830409,motor junction bot cover on RHR 
pump B found w/burned area, Caused by electrical short to 
ground resulting from insulation failure Termination retaped 
U pump returned to operable status 

MCKINNEY, c J South Carolina Electric 6 Gas Go. 83/09/02. 

Region 2, Office of Director Ip 18377’ 222. 24X 

Flche 50-395. 83/05/02, 8305100089. 


0305110313 Part 2i rept re blow-out panel In east St west penetration 
areas. Initially reported on 830506. Struc tural framin9 tyt 
designed to protect flow transmitter 6 related Inttrument 
tubing. 

BARKER.N, R Ollbert/Commonwealth Cos 63/05/09. DEYOUNG, R.C, 
Director's Office, Office of Inspection and Enforcimant 2pp 
18393 196 24X Flche. 50-395, 03/05/09,8305110313 


8305110322 Part 21 rept re ring duct stiffener failure Initially 
reported on B30906, Des tgn change to eliminate airflow- 
Induced vibration St redesign of ring stiffener submitted 
to util. 

BARKER, N R Gilbert/Commonwealth CoS 03/05/09 DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
18393. 177, 24X Flche’ 50-395, 03/09/094 83091 10322. 


6309110399 PNO-I I-B3-035’ on 8305074 fire detected In circuitry of one 
of three component cooling water pumps, L tcensee declared 
alert Caused by faulty relay. Relay replaced St pump restored 
to operability 

BUTCHER.R C . CANTRELLi F. 8. Region 2i Office of Director. 83/09/09. 
ip. 10406,189 24X Flche’ 50-3994 03/05/091 9309110399. 


8309200626 Forwards LER S3-036/03L-0 Detailed event enalyslt end. 
DIXON, 0 Vi. South Carolina Electric 6 Gas Co. 83/09/12. 
0'REZLLY4J.P Region 24 Office of Director. 2pp. 19919:326 84X 

Fiche 90-3994 83/09/12. 8309200626. 


— 8309200633 LER 83-038/03L-0. on 930419, pressuri zer pressure transmit ter 
IPT-457 found out of toleranee Caused by zero St span shift 
of test instrument used in calibr of transmitter. Transmitter 
recalibr 

BOUKNIGHT, R. J, South Carolina Electric St Ges Go 03/09/12. 

Region 2, Office of Director Ip 18919 328. 24X 

Flche. 90-395, 83/05/12, 0309200686 


0309200910 Forwards LER 03-O36/O3L-O Detailed event analytlt end. 
DIXONiQ. N South Carolina Electric St Gas Co 03/09/13. 

□ ^REILLY, J, P. Region 2, Office of Director 3pp. 16913:070. a4X 
Flche* 90-399, 03/09/13, 0309200910. 
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— 8303200315 LER B3-036/03L-0 on 03O414< during performance of channel 
cal 1 br> pressur I zcr lafetij valve position indication on 
valves failed to function properlij Caused by excessive 
current flow during contact closure Switch assembly changed 
MCKINNEYiC J South Carolina Electric i Oas Co 83/03/13 
Region 2. Office of Director Ip 18313 081 24X 

FUhe 30->395i 83/03/ LSi 8303S00310 


8305250349 LfcR b^-OSS/OOL-O on B30420, hor i » ontal fire barrier above 
ivc water booster pump A found damaged Caused by maint 
activities In immediate area of fire barrier Damaged barrier 
replaced U/S30520 Itr 

DlXariiO U < BOUKN10HT«R j South Carolina Electric & Oas Co 
03/05/20 O'RElLLYiJ P Region 2. Office of Director 2pp 
10392 102 24X Flche 30- 395i 83/05/20. 0305230349 


DOCKET 30-396 UNIV OF VIROINIA CAVALIER REACTOR 


P Operating license stage documents St correspondence 


8303230340 Application for amend to License R*‘123i chang Ing Tech Specs 
to remove Item 3 2 b re subcriticality u/slngle rod Insarted 
Ic to modify Section 3 1 re fuel elements 

DRENIZERiJS Virginia. Unlv of. Charlottesville. VA 03/05/10 
THOMAS. C. 0 Standard i latlon ii Special Projects Drench 2pp 
10537 003 24X Flche 30-396.63/03/10.8303230346 


DOCKET 30-397 WPPSS NUCLEAR PROJECT. UNIT 2 


A Appl Icatlon/constructlon stage documents & correspondence 


8303130262 Notification of 030324 meeting ui/util In Melnut Creek. CA 
to review program statui of eng Ineerlng. 1 Icenslng. const, 
startup, ciuel i ty verl ficatlon. equipment qualification 
(environ V leismlcl & emergency planning 

# Region 3. Office of Director 63/04/09 Region 3. Office of 
Director 2pp 10439 242 24X Flche 30-397.83/04/09.8303130262 


0303030324 Forwards summary review of actions taken to assure quality 
of sef ety-relatsd const 6 to meet commitments made to 
Commission In 600717 ttr.per iOCFRSO 34(f) Actions Included 
in restart b quality verification programs 

CARLISLE. C 8 Washington Public Power Supply 9ystem 63/04/18 
MARTIN. J D Region 5. Office of Director 20pp 1B297 163 24X 

Flche 30-397.83/04/10.0303030324 


0305040209 Advises that effective 030418. JJ Stefano designated 
Licensing Review Group JI program project manager Change 
will help expedite reviews on disposition of remelnlng 
generic Issues 

NOVAK. T H Assistant Director for Licensing 83/04/26 
HQLTZOCHER.D L UUnois Power Co 2pp 18326 343 24X 

Flche: 30-000. 03/04/26, 0303040289 


B303190046 Commends representatives of DWR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to BWR/6 OL applicants 

EI8ENHUT. D G Division of Licensing 83/03/03 EDELMAN.H R 
Cleveland Electric Illuminating Co 2pp 16323- 190 24X 

Flchs: 30-000. 83/03/03. 8308190046 


--03O319OO34 Commends representatives of HWR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to DWR/6 OL applicants 

EIEENHUTiD.O Division of Licensing. 83/03/03. HALE. D P 
Illinois Power Co. 2pp 18323 200 24X Flche 30-000.03/03/03. 

0303190046 


— 8303190060 Commends representatives of DWR/6 utils participating In 
Licensing Review Group ll for efforts in resolving Issues 
generic to DHR/6 OL applicants 

GISENHUT.D.O Division of Licensing. 83/03/03 FERGUSON. M R 
Washington Public Power Supply System 2pp 10323.202 24X 

Flche 50-000. 83/03/03. 0303190046 


--83O319OO60 Commends representatives of BWR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to BWR/6 OL applicants 

E18ENHUT. D 0 Division of Licensing. 83/03/03, MCGAUOKYi J P. 
Mississippi Power & Light Co 2pp 1 8323 > 204 24X 

Flche 30-000.83/03/03.8303190046 


— 0303190077 Commends representatives of DWR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
genirlc to BWR/6 OL applicants. 

eiSENHUT.D G. Division of Licensing. 83/03/03 CAHILL. J Gulf 
States Utilities Co, 2pp 16323:206 24X Flche- 50-000. 83/05/03. 

8305190046. 


8303100110 Responds to 030413 Itr ra TMI Action Item 1 1 K 3 10i "Mods 
to ADS Sys Logic " One of two options (2 dr 4) will be 
Implsmented Choice based on benefit to design impact on 
schsdu le. aval labi 1 1 ty of hardware h analysis total cost 
POUCHEY, 0 D Washington Public Power Supply System 03/03/04 
8CHWENCER.A Licensing Drench 2 Ip 10373 032 24X 

Fiche 30-397.03/03/04.0303100110 


8303090639 Generic Ltr 83-20 to all operating reactor licensees i< 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

EISENHUT.D G Division of Licensing 83/03/09 Consolidated 
Edison Co of New York, Inc I6pp 10627 133 24X 

Flche 30-000.03/03/09,0305090639 


8303170136 Forwards Durns & Roe Drawing H501 defining jurisdictional 
boundary between NF S. AI8C for supports W/o end 
QOUCHEY. 0 D Washington Public Power Supply System 03/05/11 
SCHUENCER.A Licensing Branch 2 Ip 18466 341 24X 

Flche 30-397.03/03/11,0303170136 


8303230261 Notification of 030606-09 meetlnQS w/utll & LASL 
onsite to discuss control roam human factors reviews 
AULUCK.R Licensing Branch 2 83/03/10 8CH WENGER. A Licensing 

Branch 2 3pp 10393 330 24X Flche 30-397,03/05/10.0303250261 


£ NRC Safety Evaluation Report (SER). suppls & correspondence 


0303120460 Requests Info re issue solutions accepted by NRC which have 
& have not been addressed in SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Group 
n generic issue 

STEFAND.J J Licensing Branch 1 03/05/02 HOLTZSCHER.O L 

Illinois Power Co 2pp 10443 173 24X Flche 30-000.83/05/02. 

0303120460 


—9303120470 Requests info re Issue solutions accepted by NRC which have 
& have not been addressed In SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic Issue 

STEFANO. J J Licensing Branch 1 83/03/02 POWELL. P Washington 

Public Power Supply System Ip 10443 174 24X 

Fiche 30-000.03/03/02.0303120460 


— 6303120477 Requests Info re issue solutions accepted by NRC which have 
have not been addressed In SER/supp lementa 1 SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

8TEFAN0. JJ Licensing Branch 1 83/03/02 REED, W J Gulf 

etetes Utilities Co Ip 10443 173 24X Fiche 30-000,83/03/02. 

6303120460 


—0303120403 Requests info re Issue solutions accepted by NRC which have 
have not been addressed In SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Group 
11 generic Issue 

STEFANO. J J Licensing Branch 1 83/03/02 RICHARDSON. J D 

Mississippi power & Light Co Ip 10443 176 24X 

Flche 50-000.83/03/02.0303120460 


— 8303120491 Requests info re issue solutions accepted by NRC which have 
4i have not been addressed in SER/supp lemental BERs, Info 
needed to document evaluation on each Licensing Review Group 
II generic Issue 

STEFANO, JJ. Licensing Branch I 83/03/02 DUZZELLI.EM 
Cleveland Electric Illuminating Co Ip 10443 177 24X 

Flche 30-000.63/03/02.8303120460 


6303160041 Forwards marked-up FSAR pages describing equipment for 
sampling it monitoring process it effluent streams during 
postulated accidents Submittal closes out commitment In 
BffCtion 1132 (Page 11-14) of SER, NUREG-0B92 
BOUCHEY.G 0 Washington Public Power Supply System 83/05/10 
SCHWENCErt.A Licensing Branch 2. 20pp. 10444 009 24X 

Flche 30-397,83/03/10.0305160041 


8303250002 Forwards 8uppl 3 to SER <NUnEG-0B92) W/o end 
8CHW£NCER|A Licensing Branch 2 83/03/19 FERGUSON, R L 

Washington Public Power Supply System 2pp 1S396 307 24X 

Flche 30-397.83/03/19.0303230082 


F Security, medical, emergency & fire protection plans 


8305130262 Notification of 030324 meeting w/utll In Walnut Creek, CA 
to review program status of eng Ineerlng. 1 icenslng. c onst. 
star tup. qual ity verlf Icatlon. equipment qual if icatlon 
(environ & seismic) & emergency planning 

a Region 5. Office of Director 83/04/09 Region 3. Office of 
Director 2pp. 18439*242 24X Flche 50-397.63/04/09.8303130262, 
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830&1 10034 Generic Ltr to all licensees of operating reactorst 

applicants for OLs t< holders of CPs ra clarification of 
accefs to control procedures for lau enforcament visits 
5vc list end 

EIQENHUT, DO Division of Liconiing 03/03/H Consnlidated 

Edison Co of fitu York, Inc t6pp 18340 09S 24JC 
Flch# 50-'000, 83/03/11, 0305110034 


8305240313 Foruards monthly; status rept on offsite s^nergeneg 
preparedness for OL reviews for Apr 1983 

DlRCKSiH J Office of thf Executive Director far Operations 
03/03/13 PALLADIMO.N J Commissioners Spp 18593 322 24X 

Fie he 30-000,83/09/13,8305240213 


0 Adjudicatorg correspondence 


8303290382 Drlef in eppositien to Coalition far Safe Power appeal from 
ABLB 830222 nteinorandum U order dismlesing 020223 petition to 
intervene Petitioner failed to particu lari i e & support 
contentions Certificate of Sve end 

RETNOLDSi M S (Washington Public Power Supply System REYNOLDS, N 5 
Debevoise Ic Liberman 03/03/25 Atomic Safety and Licensing 
Appeal Panel 23pp 17724 021 24X Ftche 30-397,83/03/23, 

8303290382 


a303260174 Advises that time fer Commission to review ALAB'’722 expired 
Commission declined review Decision became final agency 
action on B30523> 

CHILKiG J Office of the Secretary of the Commission 83/03/23 
Atdmlc Safety and Licensing Board Panel tp 18399 272 24X 

Fiche 30-397.03/05/2310309260174 


K Utility Final Safety Analysis Report (FSARl t< amends 


8303 120233 Forwari^s Amend 29 to FSAR 

BOUCHEYfO 0 Washington Public Power Supply System 03/03/13 
BCHUENCERiA Licensing Branch 2 3pp 10424226 24X 

Fiehe- 30-397, 03/03/15, 03051202 33 


“8303120236 Amend 29 to FSAR 

a Ifash ingtoti Public Power Supply System 03/03/31 932pp 

10424 220 24X Fich# 50-397, 03/03/13,0303120233 


0 Inspection reperts, IE Bulletins & correspondence 


6212060383 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction '* €vc list 
end 

TAVLORrJ M Division of Safeguards ft Inspection Programs (Post 
830103) 83/03/2) Consolidated Edison Co of New York, Inc 

ll2pp 103OB 319 24X Fiche 30-000,83/03/21,8212060385 


8303040021 IE Info Notice 03-81, “Defective Emergency UTse Respirator ” 
Sve list end 

JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Post S30i03> 83/04/13 Consolidated Edison Co of New 

Yort, Inc 126pp. 16439 133 24X Fiche 50-000,83/04/13,8303040021 


B30S170373 Forwards IE Insp Rept S0-397/a3~10< on 030301-31 No 
non compl lance noted 

STERNSERO, D M Region 3, Office of Director B3/04/18. 
CARLISLE, C S Washington Public Power Supply System 2pp 
18469 191 24 X Ficfie 30-397,83/04/18.8303170373 


— B30S1703BI IE Insp Rept 50-397/83-10 on 03OOOt-31 No noncompliance 
noted Major areas Inspected pipe support records, const 
iiuatlty rever if icatlon activities & const mgt topics 
TOTH, A D I DODDS, R T Region 9, Office of Director 83/04/15 
14pp 18469 193 24X Fiche 30-397,> 03/04/10, 8305170373. 


0305170346 Forwards IE Insp Rept 50-397/63-13 on 03 0404-00 No 
noncompl 1 ance noted. 

BTERN8ER0, D K Region 9, Office of Director 83/04/19 
CARLI8LE*C 8 Washington Public Power Supply 8ystem 2pp 
£8465 268 24X Fiche 30-397,83/04/19,8303170346 


--B303170349 IE Insp Rept 50-397/83-13 on 830404-08. No noncomplianco 
noted Major areas inspected preoperat ional teat program, open 
Items, IE buUetln/clrcular response, TMI (NUilEO-0737) 
activities & independent insp 

WILLETT, D J , DODDS, R T Region 5, Office of Director 03/04/19. 
app 18465 270 24X Fiche: 50-397, 03/04/19, 8303170346 


8303040023 IE Info Notice 83-22, “BUR Safety/Re 1 lef Valve Failures 
8vc lift end 

■JQRDANi E L. Division of Emergency Preparedness & Engineering 
Response <poit 830103) 03/04/22 Consolidated Edison Co of New 

York, Inc. Ii2pp. 18303 089 24X Fiche 50-000,83/04/22,8303040023 


0303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys “ Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) S3/04/23 Consolidated Edison Co of New 

York, Inc 119pp 18301 291 24X Fiche 50-000,03/04/23,8303040023 


B305130245 Forwards "WNP-2 Project Review of Completed 8af ety-Related 
Work," fourteenth progress rept for Jan-Mar 1983, per util 
800717 commitments In response to notice of violation add! 
info in accordance w/10CPRSO> 54( f ) 

CARLISLE, c S Washington Public Power Supply System 83/04/26, 
MARTIN, J D Region 3, Office of Director I7pp 18439 193 24X 

Fiche 30-397, 83/04/26, 8303130243 


8303170436 Forwards IE Insp Rapt 30-397/83-12 on 830301-31 No 
noncompliance noted 

STERNBERG. D M Region 3. Office Of Director. 83/04/26 
CARLISLE. C S Washington Public Power Supply System 8pp 
10469 177 24X Fiche* 30-397, 03/04/26, 8303170436 


—8305170439 IE Insp Rept 30-397/63-12 on 030301-31 No noncompliance 
noted Major areas Inspected preoperatlonal test procedure 
review, witness Ing & Independent insp effort 

FEIL.R A , TOTH, A 0 , DDDDS, R T Region 3, Office of Director 
83/04/24 7pp 18469 179 24X Fiche 50-397,83/04/26,8303170436 


0303040026 IE Info Notice 83-24, “Loose Parts in Secondary Side of 
Steam Generators at PWRt. “ 8vc list end. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Go of Niu 

York, Inc llSpp 10382 047 S4X Fiche 30-000,03/04/20.8303040026 


0303040027 IE Info Notice 83-25, "Standby Oai Treatment 8ys Heater High 
Temp Trip Sstpoint Adjustment “ 8vc list encl 
JORDAN, E U Division Of Emergency Preparedness I, Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co, of New 

York, Inc 118pp 10382 165 24X Flch# 30-000,83/04/28,8303040027. 


0303040028 IE Info Notice 83-26, “Failure of Baf ety/Rfl lef Valve 
Discharge Line Vacuum Breakers “ Sve list end. 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103). 83/05/03 Contolldated Edison Co. of Nsu 

York, Inc I22pp 18441 170 24X Fiche 30-000,83/05/03,0303040028. 


0303050139 Forwards Vol 4 to “WPPSS Nuclear Project 2 Preservice Insp 
Program Plan, Summary Rept," documenting completion of approx 
90X of volumetric It surface exams, repairs It replacements it 
Including Request for Relief PBl-2-001 

BOUCHEY, 0 D Washington Public Power Supply Systtm 03/03/03 
SCHWENCER.A Licensing Branch 2 2pp 18341,121. 24X 

Fiche 30-397,83/03/03,0305030139 


— 8303030164 Vol 4 to "WPPSS Nuclear Project 2 Preiervlce Insp Program 
Plan, Summary Rept " 

PORTER, D W I MARTIN, J Washington Public Power Supply Syetem 
83/04/27 196pp 18341 123 24X Fiche 30-397,83/03/03, 

0303030139 


8303040030 IE Info Notice 83-27, “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ 8vc list encl 

JORDAN, E L Division of Emergency Preparedness it engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co. of New 

York, Inc il2pp ta3B2 282 24X Fiche 30-000,83/03/04,0303040030. 


8303040031 IE Info Notice 83-28, “Criteria for Protective Action 
Rscommsndatlons for General Emergencies “ Sve list end 
JORDAN, E L Division Of Emergency Preparedness t, Engineering 
Response (Post 830103). 83/03/04 Consolidated Edison Co. of New 

York. Inc 119pp 18441 001 24X Fiche 50-000, 83/05/04, 8303040031. 


B305I70335 Forwards IE Insp Rept 50-397/83-16 on 830418-22 No 
noncompliance noted 

BQOK.H E Region 3, Office of Director, 83/03/05. CARLISLE, C,8 
Washington Public Power Supply System 2pp 18465,126 24X 

Fiche 50-397,83/03/05,8305170335 


— 8305170343 IE Imp Rept 50-397/83-16 on 830419-22. No noncompliance 
noted Major areas Inspected raduasta mgt sys, Including 
review of preoperatlonal test program it status of gas, liquid 
8e solid waste treatment sys 

YUHAS,0 P , WENSLAW8KI,F A , BOOK, H E Region 3, Office of 
Director 83/09/04 5pp 16463 128 24X Fiche 30-397183/05/05, 

8305170335 


8305260252 Requests unrestricted access for team members to site during 
NRC const assessment team Inip scheduled for 830316-27 l< 

0606-16 

STERNBERG, 0. M Region 3, Office of Director. 83/05/03. 

CARLISLE, C S Washington Public Power Supply System. 2pp 
10626*108 24X Fiche 50-397,03/03/03,8303260292 
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— Q3092A0299 Li«ts tvam members & areas of assignment for NRC const 
■assessment Insp schaduled for 9( 060^-ldi 

HElSHMANi I) F Reactor Construction Branch 83/04/26 Reactor 
Construct Jon Branch tp 18626 110 24X Ficho 30-397183/05/05. 

8303260232 


8303040033 IE Info Notice 83-29. ’’Fuel Binding Caused bg Fuel Rack 
Deformation '* 8vc list end 

JORDANj E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/03/06 Consolidated Edison Co of New 

York. Inc llBpp 18323 248 24X Fic he 30-000. 83/03/06. 8^03040033 


8303040034 IE Info Notice 83-30. "Ml sapp Heat ion of Generic Emergency 
Operating Procedures (EOP) Guidelines *' Sve list end 
t/ORDAN. E 1, Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of Neu 

York. Inc 114pp 18324 003 24X Fiche 90-000.83/03/11.8303040034 


0303040040 IE Info Notice 03-31. “Error in ADLPIPE Computer Program " 
6vc lilt end 

JORDANrE U Division of Emergency Preparedness ti Engineering 
Response (Post 630103) 03/03/19 Consolidated Edison Co of Neu 

York. Inc. 114pp 10697 009 24X Ficho 30-000. 03/05/19, 8303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaminated Oil “ 6vc list end 

JQRDANtE L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/03/26 Consolidated Edison Co of Neu 

York. Inc ll4pp 10647 007 24X Ficho 30-000.83/03/26.8303040046 


R, Periodic operating reports it related correspondence 


8303130245 Foruardi “WNP-2 Project Review of Completed Baf ety-Rolated 
Work,'* fourteenth progress rept for Jan-Kar 1903, per util 
800717 c ommitmentt In response to notice of violation it addl 
Info In accordance U/10CFR30 94(f) 

CARLISLE. C 8 Washington Public Pouer Supply System 83/04/26 
MARTINtJ D Region 3. Office of Director 17pp 18439 193 24X 

Fiche 30-397. 03/04/26. 0309130245 


S Reportable occurrences. LERs t. related correspondence 


S305030300 Part 21 rept re linear indications identified in 8A i06 
grade pipe Initially reported on 830413 Caused by mfg 
process error $< ultrasonic exam inadequacies All seamiest 
pipe put on hold it magnetic partlde examined 

CARLISLE, C 8 Washington Public Pouer Supply System 83/04/15 
MARTIN. J 0 Region 9, Office of Director 18pp 18297 070 24X 

Fiche? 50-397, 03/04/19, 8309030300 


8309030507 Finel It interim deficiency repts re Class IE cables in 
Beismlc Category 1 ractuags it standby gas treatment sgs 
damper Next rept by B30T18 

CARLISLE. C 8 Washington Public Pouer Supply System 63/04/10 
MARTIN. J 6 Region 9, Office of Director llpp 10299 098 24X 

FlC h • 90-397, 03/04/ 1 B, 0309030907 


8309030900 Interim deficiency repts re IE Circular Bl-09, "8uag Strut/ 
Snubber End Bushings*' h Anaconda flexible conduit Initially 
reported on 021202 & B30321, rasp actively Quarterly updates 
ulll continue to be provided Next rept expected by 830720 
CARLISLE, C. S Washington Public Pouer Supply System 63/04/20 
MARTIN. J. 8. Region 9. Office of Director 9pp 18306 349 24X 

Fiche 90-397,83/04/20,0303030900 


8309130106 Interim deficiency repts on Condition 221 re NAHCO EA-IBO !< 
EA-740 limit suitches & Condition 226 re i29-volt dc motor 
operator connected to 290-voIt dc pouer source Next rept 
by 030726 

CARLISLE. C. 8 Washington Public Pouer Supply System 83/04/26 
MARTIN, J.Q Region 9. Office of Director 4pp 10430.093 24X 

Fiche - 90-397, 03/04/26. 0309130106. 


DOCKET 90-400 9HEARDN HARRIS NUCLEAR POWER PLANT, UNIT I 


A App 1 ice tion/constructlon stage documents l< correspondence 


6309230283 Foruerds capital cost analysis for backfltting expenditures 
reflecting both actual costs & estimates for mods planned or 
in progress 

SMITH, 8 H Caroline Pouer l< Light Co 83/03/22 TDURTELLOTTE, J 
Regulatory Reform Task Force 13pp 18343 277 24X 

Fic.he; 90-000, 03/03/22, 0309230203. 


8309020506 Forwards request for eddl info re personnel training to aid 
In review performed by Licensee Qualifications Branch, 

KNIGHTON, G.W Licensing Drench 3 83/04/11 UTLEY, E E Carolina 

Pouer tt Light Co 4pp 18284 329 24X Fiche 90-400.93/04/11, 

8309020306 


9303230720 Forwards list of utxls reepanding to requests for cost 
figures on backfltting 

TOURTELUOTTE. J Regulatory Reform Task Force 83/04/11 
PALUADINO, N J Commissioners 2pp 10542 272 24X 

Fiche 30-000,03/04/11.0303230720 


B303170377 Forwards request for design documents to continue NRC 
review 

KNIGHTON, O W Licensing Branch 3 03/04/21 UTLEY, E E Carolina 

Power li Light Co 3pp 10496 117 24X Fiche 30-400,83/04/21, 

0303170377 


8303090699 Generic Ltr 83-20 to all operating reactor licensees U 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Bve list end 

EI9ENHUT. D 0 Division of Licensing 03/03/09 Consolidated 

Edison Co of New York, Inc i6pp 18627 133 24X 

Ficho 30-000. 03/03/09. 0309090639 


8303120467 Forwards "Conformance W/Title 10 of CFR Parts 20,90 U 100," 
per 811125 request b 020630 schedule Rcqulrom ents of 
applicable regulations met Addl verification provided by 
Independent NRC review 

MCDUFFIE, M A Carolina Pouer fc Light Co 83/09/09 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 13pp 18431 090 
24X Fiche 90-400.83/03/09,0305120467 


8303170282 Forwards changes to corporate GA prog ram, c urrent ly provided 
in Section 1 0 of PHAR 

MCDUFFIE, M A Carolina Power I, Light Co 03/09/09 DENTON. H R 
Office of Nuclear Reactor Regulation, Director ip. 16465 329 24X 

Fiche 30-400.03/09/09.8309170202 


—8309170203 Changes to Section 1 0 (OA program) of PSAR 

« Carolina Power & Light Co 83/09/09 14pp 18465 330 24X 

Fiche 90-400.03/09/09,0309170282 


D NRC Draft/Final Environmental Statements, suppls I, correspondence 


0309170149 DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
8HBAR0N HARRIS NUCLEAR POWER PLANT UNITS 1 AND 2 Docket Nos 
8TN 90-400 And STN 90-401 (Carolina Pouor And Light Company) 
e Office of Nuclear Reactor Regulation, Director NUREO-0978 
03/04/30 a20pp 10477 216 24X FiChe 90-400,03/04/30,8305170147 


8309200122 Forwards DE8 & FR notice W/o OES 

KNIGHTON, 0 U Licensing Branch 3 63/05/12 UTLEY. E E Carolina 

Power & Light Co 2pp 10920 346 24X Fiche 50-400.93/03/12, 

8309200122 


—8309200129 Notice of availability of DES 

KNIGHTON, 0 W Licensing Branch 3 03/05/12 2pp 18928 348 

24X Fiche 30-400.83/09/12,8309200122 


0309200197 Forwards draft EIB & FR notice W/o end 

KNIGHTON. G W Licensing Branch 3 83/09/12 Dutiel & Kats 

EBERT, P Affiliation Unknown 3pp 18976 191 24X 

Fiche 90-400,83/09/12,0309200197 


830920020S Forwards, for comments, DES b notice of availability W/o end 
KNIGHTON, O W Licensing Branch 3 83/09/12 WILSON. K 

Environmental Protection Agency 2pp 10940 219 24X 

Fiche 90-400,83/09/12,8309200203 


8309200207 Forwards, for review L comment. DEB Comments due uithln 45 
days after FR publication W/o oncl 

KNIGHTON, O W Licensing Branch 3 03/09/12 WOOD, J M Commerce, 

Dept of, Natl aceanograph Ic b Atmospheric Administration 4pp 
10940 211 24X Fiche 90-400, 83/05/12, 8305200209 


£ NRC Safety Evaluation Report (SER), suppls I, correspondence 


6309020124 Forwards responses to draft SER Open Items 8 Sc 7 for 
Meteorological & Effluent Treatment Branch Wind loads far 
winds faster than 117 mph considered In sve load 
combinations for containment design (F9AR Table 3.8 1-2) 
MCDUFFIE, M. A Carolina Power 8, Light Co 03/04/27 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp. 10278 231 
S4X Fiche 90-400,83/04/27.8309020124. 


8309230296 Forwards OA Branch & Metis Engineering Branch requests for 
addl info not addressed in Feb 1903 draft 8ER Info 
requested by 030701 

KNIGHTON. G H Licensing Branch 3 83/03/03 UTLEY, E E. Carolina 

Power I, Light Co 7pp 18943 292 24X Ficho 50-400,83/09/03. 

8309230296 
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a30SO&0995 Forwards respontes to draft SER Open Items 34* 33r 4S Sc 44 
ttCDUFFlErM A Carolina Power «c Llflht Co 03/05/04 DENTON. M R 
Office of Nuclear Reactor Regulation^ Director 9pp 10346 293 
24 5( FI Che 50-400* 83/05/04, 6305060535 


8305110540 Informs that draft SER Open Item 67 re design of normal 
containment purge si/s closed Si^s adequate Issue of time s^s 
allowed to operate to be addressed during Tech Spec 
preparation 

MCDUFFlEiM A Carolina Power «• Light Co 03/09/09 DENTON^H R 

Office of Nuclear Reactor Regulation! Director Ip 10406 339 24X 

Fiche 50-400, 83/05/09! 03051 10240 


8305110294 Confirms 030420 telcon closing out draft SER Open Items 
290 it 299 per Generic Utr 92-14 Responses to other open 
Items will be submitted shortly 

KCDUFFZEiM A Carolina Power Light Co 83/03/09 DENTON. H R 

Office of Nuclear Reactor Regulation! Director Ip 18393 307 24X 

Fiche 50-400.83/03/09, 8309110294, 


0305160017 Forwards response to draft SER Open Item 59 r* contalnntent 
sys Reactor cavity subcompartment analysis conservative 
MCDUFFIE. N A Carolina Power U. Light Co 03/05/11 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 18493 163 
24X Fiche 50-400*83/03/11.8305160017 


8305160021 Forwards response to draft SER Open Item 294 concerning 
refueling water storage tank (RHST) Two RUST vent lines are 
protected from freeiing by redundant ambient tensing heat 
tracing on each vent line 

MCDUFFIE, M A Carolina Pouar & Light Co 83/05/11 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp 18432 -347, 
24>C Fiche 90-400,03/09/11.8309160021 


0309160109 Advises that draft SER Open Items 40 L 74 closed per Generic 
Ltr 02-14 No anticipatory reactor trip mod proposed 
MCDUFFIE, M A Carolina Power «c Light Co 03/09/11 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 10444 02? 24X 

Fiche 50-400,03/09/11,0309160109 


0309160400 Forwards response to draft SER Open Item 191 re closing of 
cooling water surge tant vent valve upon radiation alarm 
annunciation Vent valve automatical ly closes upon receipt of 
signal from cooling water manifeor 

MCDUFFIE, M A Carolina Power Light Co 83/09/16 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 16406 012 
24 X Fiche 90-400,83/09/16,8305180400 


8305200442 Advises that draft BER Open item 120 closed per 830329 
telcon Description of new fuel pool antlslphon svcs will be 
provided in response to Open item 130 

MCDUFFIE, M A Carolina Power & Light Co. 83/09/16 DENTON, M R. 

Office of Nuclear Reactor Regulation, Director Ip 18917 123 24X 

Fiche 90-400,83/09/16,8309200442 


8303200329 Forwards responses to Procedures Ik Sys Review Branch draft 
8ER on Open Items 200,205 it 206 re proposed method for 
measiirlnff process-to-aensor response time 

MCDUFFlEiHA Carolina Power & Light Co 03/05/18 DENTON, H> R 
Office of Nuclear Reactor Regulation, Director 9pp 10917 046, 
24X Fiche 50-400,83/09/10.8303200389 


8305200304 Forwards response to draft SER Open Items 32 L 33 re 
Irrad iat lon’’S trengthentd Zlrcaloy yield strengths & 
predicted cladding collapse time exceeding lifetime of fuel, 
resp actively 

MCDUFFIE.N A Carolina Power it Light Co 83/05/18 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 3pp 18518 160 
24X Fiche 50-400,03/09/18,830 320 0384 


8305290494 Documents 630421 telcon re draft 8ER Open Items 12,19 6 16 
concerning environ it hydrologic eng Ineer ing, per Centric Ltr 
82-14 Items considered closed as result of info submitted 
in 821104 ltr 

MCOUFFIE.W A Carolina power Light Co 63/09/22 DENTON, H.R, 

Office of Nuclear Reactor Regulation, Director Ip, 18983 394 24X 

Fiche- 90-400,83/09/22. 8305230494 


0305270023 Forwards responses to draft Chemical Engineering Branch SER 
Open Items 149 i, 148 re T«I Item II. 0 3, ‘'Post-Accident 
Sampling Bys*' it operator training r«<iuir ements for post- 
accident sampling ty s. respsc tlv* I y. 

MUDUFFIE, M A Carolina Power it Light Co. 03/09/23 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 3pp, 10633' 34?. 

24X Fiche 90-400,83/05/23,8309270023. 


6309260834 Informs that draft Radiological Aseessmtnt Branch SER Open 
Item 160 closed per 030910 telcon on F8AR Oifestlon 471 21, 

Responses to other open items in draft 8ER expected shortly 
MC0UFF1E,K A Carolina Power «c Light Co 83/09/24 DENTON, H.R. 

Offlca of Nuclear Reactor Regulationi Director ip 10999 339 24X 

Fichei 90- 400, 03/09/84, 0309260234. 


F Security! medical, emergency & fire protection plans 


8309110034 Generic Ltr 83-81 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EI8ENHLIT. D 0 Division of Licensing. 03/09/11 Consolidated 
Edison Co of New York, Inc 16pp 18540 099 24X 

Fiche 90-000,83/09/11,8309110034 


8309240813 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1983 

0IRCK8, N J Office of the Executive Director for Operations 
83/09/13 PALLADINO, N J. Commissioners 9pp 18993 322 24X 

Fiche 50-000, 83/09/13, 8309240213 


0 Ad judicatory correspondence 


B305D40479 Requests extension by 1-uk of deadline re briefs on proposed 
security plan experts Time needed due to large number of 
depositions & late scheduling of depositions Related 
correspondence 

CARRON, H Carolina Power it Light Co 03/04/28 KELLEY, J L. , 
BRIGHT,© 0 , CARPENTER, J H Atomic Safety and Licensing Board Panel. 
2pp 18322 163 24X Fiche 90-400,83/04/28.8303040479 


— 8309040489 Answers to general interrogatories 6 interrogatories on 
Contentions 22Ai 22B. 79. 80. 83, 84 it 132, first set Related 
correspondence. 

CARRDU. H Carolina Power it Light Co 83/04/28 EOOLEHAN, W 
Eddleman, N. 63pp 10322165 24X Fiche* 90-400, 83/04/28, 

0309040479 


— 8305040492 Response to request for production of documents Certificati 
of Svc end 

CARROWiH Carolina Power It Light Co 83/04/28 EDDLEMAN, H 
EddUman, W 4pp 18322 228 24X FI eh#' 90-400, 63/04/28, 

8309040479 


—8309040498 Response to first rsqueit for admission re Eddleman 
Contention 22-B Certificate of Bvc end 

CARROWiH Carolina Power it Light Co 63/04/28 Eddleman, W 
4pp. 18322 232 24X Fiche 50-400,03/04/28,8309040479 


8309060471 Forwards LI LofUn affidavit to be included in util 830428 
answers to U Eddleman first set of interrogatories on 
Contentions 22A. 22B, 75, 80, 83, 84 Ic 132 Svc list end. 

CARROUiH Carolina Power 8, Light Co 03/09/02 KELLEY, J L. , 
BRIGHT,© O , CARPENTER, J H Atomic Safety and Licensing Board Panel. 
4pp. 10391 179 24X Fiche 50-400,83/05/02,8309060471. 


0309060489 Contentions baied on util site emergency plan Certificate of 
Svc end 

EDDLEMAN, N Eddleman, N 83/05/02 Atomic Safety and Licensing 
Board Panel 4pp 18340 139 24X Fichet 90-400, 83/09/02, 8305060489. 


6309060532 Answer to NRC 030420 motion to compel Conservation Council 
of North Carolina to respond to discovery Council is willing 
to negotiate Council unable to answer all NRC discovery 
requests N/Certif icate of Svc Related correipondence 
RUNKLE.J Coneervatioh Council of North Carolina RUNKLE, J 
Runkle, J D 83/05/02, lOpp 18347 293 24X 

Fiche 90-400,03/05/02,8309060532 


8305040412 Memorandum I, order confirming withdrawal of Cl ti sens Against 
Nuclear Power as formal party 

KELLEY, J.L Atomic Safety and Llceneing Board Panel 83/09/03 
Cltliens Againet Nuclear Power Ip 1831?. 398 24X 

Fiche. 90-400, 83/09/03, 8309040412. 


— 8309040421 Advises of Cltiiens Against Nuclear Power withdrawal ae 
formal party 

NEUMAN, P T , NEWMAN, S.E Cl tt lens Against Nuclear Power. 
83/04/26. KELLEY, J L Atomic Safety and Llceneing Board Panel 
Ip 10319 39?. 84X Fiche; 90-400, 83/09/03, 8309040412 


8305090479 Motion to compel applicant to respond to Coniarvation 
Council of North Carolina Interrogatories 4-1 through 4-9 L 
4-14 (first let) re Contention 4 concerning cumulative 
effects of transshipments Certificate of Svc end, 

RUNKLE, vI Conservation Council 'of North Carolina 83/09/03, 6pp. 
18360; 22? 24X Fiche 90-400,83/09/03,0309090479. 


8309110149 Affidavit of W Eddleman certifying nagotatloni w/NRC rt 
response to NRC first set of Interrogetor let. 

EDDLEHANiW Eddleman, W 83/09/06. 2pp. 16393.342 24X 

Fiche: 90-400, 03/09/06, 0303110149. 


DOCKETED ITEMS 


a:?09ll0222 Retpondi to NfiC first set of interrogatories Related 
c orretpondence 

EDDLEMAN, W Eddlenjan. VI 03/03/06 Atomic Safety and Llcenslr^g 

Board Panel I9pp 10407 076 24X Fiche 50-400,03/03/06, 

S30S1 10222 


8303110361 Response to applicant third set of first round 
Interrogatories Certificate of Svc end Related 
correspondence 

EDDt_EMAN,W Eddlemen, U 63/03/06 Carolina Pouier 6 Light Co 
ISpp. 10406 2B7 24X Flche 30-400.03/03/06,0303110361 


8309110366 First set of Interrogator! es Reply requested before 030529 
Relatad correspondence 

EDDLEMAN. W Eddleman, W 03/03/06 Office of the Executive Legal 
Director lOpp 10406263 24X Flche 30-400,03/03/06.9309110366 


0309120209 Buhmlssion of Contention 161 re DB-4I6 circuit breakers for 
safe shutdouin defects & possible malfunction Documents from 
which basis derived unavailable until 030420 Certificate of 
Svc snc I 

EDBiLEMANiU Eddleman, W 83/09/07 Atomic Safety and Licensing 
Board Panel 2pp 18424 120 24X Fich* 30-400# 03/09/07, 0303120289 


0309100075 Responds to R Wilaon interrogatories Certificate of Svc b 
affidavit end Related correspondence 

CARRDInf*H Carolina Power & Light Co 63/03/10 VJilson# R 19pp 
16436:279 a4X Flche 30 - 400 # 03/03/10, 8303130073 


0309130080 Response to R Mi Ison request for production of documents as 
contained In interrogatories to applicant Documents will be 
mads ^ava liable at mutually agreeable time Certificate of 
Svc end Related correspondence 

CARROM# M Carolina Power & Light Co 83/09/10 MILSON# R Mllson. 

n 4pp 10437090 24X Flche 90-400# 83/03/10# 0303130088 


0309170477 Responses to first set of general interrogatories fc 
InterroBatorlei on Contentions 41 6 69 Certificate of Svc 
and. Related correspondence 

BAXTER# T A Carolina Power 6 Light Co. BAXTER#! A Shaw# Pittman# 
Potts It Trowbridge 83/09/12 EDDLEhfAN# M Eddleman# W 96pp 
10467 295 24X Flche 90-400. 03/03/12# 0303170497. 


6309170490 Response to first set of requests for production of 
documents on Contentions 41 6 69 

BAXTER#!. A Carolina Power & Light Co BAXTER# T A 8hau# Pittman# 
Potts Trowbridge, 63/09/13 eddleman. M Eddleman# M. 3pp 
10469:319 24X Flche 90-400# 03/03/13, 8303170490. 


8309170496 Response to 630310 Interrogatories Related correspondence 
MlLSONi R. Milion# R 03/03/13 Office of the Executive Legal 
Director 9pp 18467:205 24X Flche 90-400# 03/05/13# 8305170456 


0309170406 Clerif Ication 6 supplementation of 030303 responses to 
030131 interrogatories 6 request for production of 
documents Certificate of Svc encl Related correepondence 
MILSDN#R Mllson# R. 03/09/13 Carolina Power 6 Light Co 4pp 
10470; 067 24X Flche 90-400103/05/13.8303170406 


8309170471 Second set of Interrogatories Related correspondence, 

WILSQNiR Mllson# R 63/09/13 Carolina Power $# Light Co 2pp. 
10470.006, 24X Flche' 90-400# 83/03/13# 8303170491 


0309170328 Buppl to Contentions 190 - 161 re five factors for late 
filing of contentions Salanrlng of factors not required 
since contentions bated on previously unavailable info 
certificate of 6vc encl 

EODLEhANi M Eddleman# W 83/09/14 Atomic Safety and Licensing 
Beard Panel 3pp 16467 392 24X Ft c he' 90-400# 03/05/14. 6309170328 


6309240900 Response to first eet of interrogator iee on Joint 
contention 1 1, Certificate of Svc encl. Related 
correspondence 

PAYNE#M T. Kodiu Alliance. PAVNE# M. T Edeleteln U Payne. 
03/03/16. Carolina Power 6 Light Co 21pp 18373 200 24X 

Flche 90-400# 83/03/16# 0309240500 


9309240907 First set of interrogatories on Contentions III# IV V, 
certificate of Svc end, Related correspondence 
PAVNE, M T Kudiu Alliance PAYNE# K, T. Erfelsteln ic Payne. 
03/09/16. Carolina Power & Light Go. 19pp, 16971 244. 24X 

Flche. 90-400# 03/09/16# 0309240507. 


6303170231 Brief on qual 1 f Icatlons of witnesses proffered as expert in 
eecurlt(| planning# 10CFR73. Parts of plans t* expartise of BJ 
Tuggle# JR Naples# LM Stevens ER Bleacher should be made 
evailable to experts M/Certl f Icate of Svc, 

BARTH, C, A Hearing Branch 1 03/05/17. 13pp 10900 107. a4X 

F 1 c h a ; 90-400# 83/09/17# 8309190231 


6305200'630 Request for extension until S30603 to respond to U Edd 1 
030902 contentions on util site emergency plen Counsel has 
numerous conflicting obligations Certificate of Bvc end 
□'NEILL# J H Carolina Power 6 Light Co O'NCILLiJ H Shaw, 
Pittman. Potts & Trowbridge 83/05/17 Atomic Safety and 

Licensing Board Panel 9pp 10320 193 24X Fiche 90-400# 83/03, 

9305200630 


B30324O446 Brief re qualifications of persons proffered by interver 
as experts to evaluate facility security plan AH five 
intervenor (uitnesses fail to display sufficient expertise 8. 
should be uiithdraun Certificate of Svc encl 

FLYNN# S F . CARRCif, N Carolina Power & Light Co 03/03/17 S9f 
10974 091 24X Flche 50-400, B3/03/f 7# 8305240446 


0305240531 Motion requesting J Hackle be withdrawn as proposed expt 
ujitnoss Applicant depTlvad of right to depose Mackie 
Benefit of having conducted cross-e xaminat Ion not afforded 
Certificate of Svc encl Related correspond once 
FLYNN.S F , CARROW, H Carolina Power «. Light Co 83/05/17 
Atomic Safety and Licensing Board Panel 3pp 10579 S76 24X 

Flche 50-400# 03/03/ 17# 0305240951 


0305240550 Response apposing Conservation Council of North Caroline 
030303 motion to compel applicant to respond to discovery 
Contention 4 does not encompaes cumulative effects of fuel 
fhlpmont W/Certl f ication of Counsel (c certificate of Svc. 

D'NElLfJ H Carolina Power 8c Light Co O'NEIL# J H Bhaw# Plttff 
Potts & Trowbridge 03/05/10 Atomic Safety and Licensing Boa 
panel I2pp IB579 204 24X Flche 50- 400# 63/09/ 18, B303240950 


K Utility Final Safety Analysis Report iFSAR) tr amends 


0303200676 Forwards Amend 6 to FSAR Amend revlaes positions re reg 
guides In Bection 1 8 & OA organliation & responsibility 
revs in Sections 13 1 L 17 2# per 030311 final rule 
MCDUFFIE, M A Carolina Power U Light Co 03/09/13 DENTON, H R 
Office of Nuclear Reactor Regulation# Director 2pp 10517' IJ? 
24X Flche 50-400# 83/03/13. 0303200676 


— 8309200679 Amend 6 to FSAR 

* Caroline Rower & Light Co 03/03/13 23pp 10919 121 24) 

Fiche 90-400# 03/05/13# 0303200676 


0309240417 Forwards revised distribution 1 ist# r of lec tin? changes in 
tltloiname I# address of persons receiving copies of Amend 
6 to FSAR, per request 

ZIMMERMAN# a R Carolina Power 6 Light Co 03/05/20 EI8ENHUT# D 
Division of Licensing 4pp, 18971 052 24X Flche 90-400# 83/09/8 

8309240417 


G Inspection reports# IE Bulletins L « orruipond ence 


0212060399 IE Info Notice B3-14# ‘'Dewatered Spent Ion Exchange Resin 
6uscep tlb 1 lity to Exothermic Chemical Reaction " 0vc list 
enc 1 

TAYLOR. J M Division of Safeguards Inspection Programs (Post 
6301031 03/03/21 Consolidated Edison Co of New York# Inc 

ll2pp 18306 319. 24X Flche 30-000# 83/03/21# 8212060303 


0309270341 Forwards IE Insp Repts 50-400/63-11 & 30-401/63-11 on 
630306-11 Mo none amp 1 i anc e noted 

V£RRELL1,D M Division of Project le Resident Programs 33/03/31 

UTLEY# E E Carolina Power U Light Co Ip 1064i''393 24X 

Fiche 30-400,03/03/31# 0305270341 


—0309270348 IE Insp Repts 50-400/83-11 & 50-401/83-11 on 830306-11 
noncompl lance noted Major areas Inspected structural design 
activities 6 XE Dulletln 79-02 6 77-14 followup 

LENAHAN#J- J Region 2# Office of Director CONLON# T E. Dlvlsl 
of Engineering & Radiological Safety Programs 03/03/30, 4pp 
18641 357 24X Fiche 90-400,63/03/31,0305270341 


8309270346 Forward* IE Imp Repts 90-400/83-09 1# 50-401/03-07 on 
030314-10 Me noncompliance nated 

VERRELLl.D. M Division of Project h Resident Programs 83/04/05 
UTLEY# E.E Carallna Power Light Co 2pp 18645 276 24X 

Flche- 90-400. 83/04/09# 0305270546 


— 0305270551 IE Insp Repts 50-400/83-07 tt 50-401/03-07 oh 930314-10 ^ 
noncomp 1 lance noted Major areas inspected structural 
concrete & steel 

HARRiBiJ R I CONLOM. T, E, Region 2, Off Lea of Director, 03/04/0^ 
9pp 10649276, 24X Flche 90-400,03/04/05.6305270546, 


0305270377 Ack receipt of 030331 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 90-400/03-03 U 
90-401/03-03 

VERRELLl# D M Dlvtslon of Project 8# Resident Program*. 03/04/14 
UTUEV#E E Carolina Power tk Light Co Ip 10642 107 24X 

Flche 50-400# 03/04/14# 0309270377 
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DOCKETED ITEMS 


— 03O527O3B3 Re^piinifs ta NRC 830302 1 tr ro violatlon-s noted in IE Imp 
Rapt 90-400/83-03 Corracfctve actions preservlce imp 
Procedure N2S-B0AS039 revised to include surface ^negnatlc 
particle ln*p for Weld l-SH“RV-Ol8 

PARSONS* R h Carolina Power & Light Co 83/03/31 a'REIL(.Y»J P 
Region 2i Office of Director ffpp 18M2 108 S4X 
Flchi 50-400,03/04/1418305270377 


— 0305270391 Forwards IE Insp Repts 90-400/83-03 90-401/03-03 ort 

030124-27 it notice of violation 

VERRELLI*D M Division of Project & Resident Programs 83/03/02 
UTLEY, E E Carolina Power it Light Co 2pp 10642 190 24X 

F i c h e 90-400, 03/04/ 1 4 , 8305270377 


— 03OSS7O397 Notice of Violation from insp on e30l24-:27 

« Region 2, Office of Director 83/03/02 Ip 10642 192 24X 

Flche 50-400,03/04/14,8309270377 


—9305270406 IE Insp Repts 50-400/03-03 b 90-401/83-03 on 830124-27 
Noncoinpllance noted failure to establish adequate maatures 
to control purchased svet 

KLEINSOROE. N P , BLAKE. J J Region 2, Office of Director 
83/02/20 llpp 1B642 193 24 !C Fiche 50-400i 83/04/1 4, 8309270377 


B303040021 IE Info Notice 83-21, '•Defective Emergenev Use Rasplreter " 
Sve list end 

JORDAN, E L Division Of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co. of Naw 

York, Inc 126pp 10439 t59 24X Flche 90-000*83/04/15,8303040021 


B303040023 IE Info Notice 83-22, "BUR Safety /Re 1 ie f Valve Failures " 
Sve list end 

JOROAN.E L Oivislon of Emergency Preparedness Ir Engineering 
Response iPqst 030103) 83/04/22 Consolidated Edison Co of Neu 

York, Inc U2pp 18383 OB9 24X Fiche 90-000,83/04/22,8303040023 


0303040025 IE Info Notice 03-23, ''Inoperable Coitta inment Atmosphere 
Sensing Eys " Sve list end 

JORDAN, B L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 83/04/25 Consolidated Edison Co of Neu 

York, Inc ll9pp 10381 291 24X Fiche 90-000,83/04/2948303040029 


8303040026 IE Info Notice 03-24, "Loose Parts in Bacandary Side of 
Steam Generators at PWRs " five list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B30t03). 03/04/28 Consolidated Edison Co of Neu 

York, Inc ItSpp 18302 047 24X Fiche 90-0004 83/04/20,8303040026 


8303040027 IE Info Notice 83-29, "Standby Oai Treatment Sys Heater Nigh 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response (Post 630103). 83/04/28 Consolidated Edison Co. of Neu 

York, Inc 1 18pp 10302 169 S4X Flche 90-000i 03/04 /2B, 8303040027 


S3O3O4OO20 IE Info Notice 83-S6i "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 930103>. 83/09/03 Consolidated Edison Co of Nau 

York, Inc iE2pp 10441 170 24X Flche 90-000^83/09/03,0303040020 


8305270623 Forwards IE Insp Repts 50-400/03-14 it 90-401/83-14 on 
830413-19 No tioncompl lance noted, 

VERRELLIrD N Division of Project & Resident Programs, 03/09/03 
UTLEY, E E Carolina Power it Light Co 2pp 10649 269. 24X 

Fiche - 90-400, 03/09/03, 8309270623 


— 0305270632 IE Insp Repts 50-400/83-14 it 50-401/83-14 on 830413-19 No 
nancomp 1 ianca noted Major areas inspected geotechnical 
design actlvl tiesn lakes, dams & canals, qual 1 ty records it 
safety-related dam/dIke operational insp program 

LENAHAN,J j , CONLONi T E Region 2i Office of Director 03/04/29 
4pp 10645:271, 24X Flche 90-400,03/09/03,0309270623 


8303040030 IE Info Notice 03-27, ''Operational Response to Events 
■Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list and 

JORDAN, E L Division Of Emergency Preparedness it Engineering 
Response (Post 030103} 03/09/04. Consolidated Edison Co of New 

York, Inc. 112pp 10302 202 24X Fic ha 90-000, 83/09/04, 0303040030 


0303040031 IE Info Notice 03-20, "Criteria for Protective Action 
RecQAAendatione for Oeneral Emergencies " 0vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPoit 030103) 03/09/04 Consolidated Edison Co. of Neu 

Yorki Inc Hgpp 10441 001. 24X Flche, 50-000, 03/09/04, 8303040031 


0305270404 Forwards IE Insp Repts 50-400/03-13 it 50-401/03-13 on 
030411-19 No none ompl lance noted 

VERRELLlfD M Division of Project if Resident Programs B3/09/Q4. 
UTLEY, E E Carolina power 6 Light Co 2pp 10644-024 24X 

Flche' 90-400, 03/09/04, 0309270484 


—9309270492 IE Insp Repts 5O-4OO/03“i3 8. 90-401/83-13 on B304U-19, No 
noncompltance noted Major areas Inspected containment steel, 
reactor vessel & safety-related structures 

YORK, J W , LIU, W C Region 2, Office of Director. BLAKE, J J 
Division of Engineering Sc Radiological Safety Programs 03/05/03. 
6pp 18644 026 24X Fiche 90-400,03/05/04,8305270484 


8303040033 IH Info Notice 83r29, "Fuel Binding Caused by Fuel Rack 
Daformation " Sve list end 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 

Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York, Inc li9pp 10523 240 24X Fiche 50-000,03/09/06,8303040033 


0309270609 Ack receipt of 830426 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-400/03-06 6 
50-401/83-06 

VERRELLI.D M Division of Project 6 Resident Programs 03/09/10. 

UTLEY, E E Carolina Power 8* Light Co Ip 10647 146 24X 

Fiche 90-400,03/05/10,8305270609 


—8305270619 Responds to NRC 030401 Itr re violations noted in IE Insp 
Rapt 90-400/03-06 Corrective actions addl supports added to 
two SVC water piping spool pieces to comply u/procedural 
requirements, ‘UP-i02/ App A 

PARSONS, R H Carolina Power Sc Light Co 03/04/26 O'REILLY, J, P. 

Region 2, Office of Director 2pp 10647 147 24X 

Flche 50-400,83/09/10,8305270609 


—0305270620 Forwards IE Insp Repts 90-400/03-06 St 90-401/03-06 on 
830120'-0220 it notice of violation 

VERRELLIiD H Division of Project it Raiident Progrsmi 83/04/01 
UTLEY, e E Caroline Powar b Light Co 2pp 18647*149 24X 

Fiche 50-400,83/09/10,8305270609 


— B309270626 Notice of violation from insp on 830120-0220 

e Region 2, Office of Director 83/04/01 Spp 18647.191 24X 

Flche 90-400,83/05/10,8305270609 


—0309270631 IE Insp Repts 90-400/83^06 b 50-401/03-06 on 830120-0220. 
NoncompUance noted* fal lure to support piping per procedural 
requirements 

MAXWELL, 0 F Region 2, Office of Director BEIilO, P. Division of 
Project b Resident Programs 83/04/01 6pp 10647 193 24X 

Flche 90-400,83/09/10,8309270609 


0303040034 IE Info Notice 83-30, "Mlsapp Ucation of Oenertc Emergenev 
Operating Procedures (£0P> (Guidelines " Sve list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/09/11 Consolidated Edison Co, of New 

York, Inc. 114pp 18524 003, 24X Flche 90-000,03/09/11,0303040034 


B309270271 Ack receipt of 830903 Itr Informing NRG of steps taken to 
correct violations noted in IE Insp Repts 90-400/83-12 b 
90-401/83-12 

VERRELLI.D M Division of Project b Resident Programs. 83/09/16. 

UTLEY, E E Carolina power b Light Co Ip 18641,313 24X 

Flche 90-400, 03/09/16, 8309270271. 


—9309270281 Responds to NRC 830404 lir re violations noted in IE Intp 
Repts 90-400/03-12 b 90-401 /B3-12. Correc t tve actions* 

Procedure CQC-2 re nonconformance control revised on 030329 

to provide guidelines for deficiency rept Issuance 

PARSONS, R M Carolina Power b Light Co 83/09/03. O'REILUVtJ P 

Region 2, Office of Director 2pp. 1B641 314 24X 

Fiche* 90-400, 83/09/16, 8309270271 


—0303270292 Forwards IE Insp Repts 90-400/83-12 b 90-401/03-12 on 
830220-0320 b notice Of Violation 

VERRELLt, D M Division of Project b Resident Programs, 03/04/04. 
UTLEY,E. E. Carolina Power b Light Co 2pp 18641:316 24X 

Flche 90-400,03/09/16,8309270271 


— B309270301 Notice of violation from Insp on 030220-0320 

e Ragion 2, Of flea of Director. 03/04/04 Ip 18641:318, 24X 

Flche 90-400.03/09/16,0309270271 


—0309270309 IE Imp Repts 90-400/83-12 b 90-401/83-12 on 830220-0320. 
NoncompLiance noted* Daflciency Dleposltlon Rept 1301 not 
evaluated during 14-day period 

MAXWELL, OF Regions, Office of Director DEMIS, P. DlVlelon of 
Project b Resident Programs *03/04/04, 7pp ie64r3l9 24X 
Flche. 50-400, 03/09/16, 8309270271, 


8303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program. " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/09/19 Consolidated Edison Co. of Neu 

York, Inc. 114pp 10697,009 24X Fiche 90 - 000 . 83/09/ 1 9» B303040040. 
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830304^046 IE Info N0tlc0 63-33i "Nonr epr 0 « 0 nta^l ve Sampling of 
CantAtnlna ttd Oil " 8vc ll»i end 

k/OnOiAMi E L Division of Emorgancg PTepjredness & Engin*Bring 
R*«ppns« (Post 830103) 83/05/36 Consolidated Edison Co of Mbu; 

York. Inc tl4pp 18647 007 34 X Flcho 50-000, 83/05/26. 8303040046 


R. Rariadlc operating reports & related correspondence 


8309020165 Forward* "Quartarlg Seiimlc Monitoring Rept for Jan-Mar 
1983 " 

ZIMMERMAN, B R Carolina Power & Light Co S3/04/27 DENTON, H R 
Offlca of Nuclear Reactor Regulation* Director Ip 18284 060 24X 

FlchO 50-400,83/04/27,8305020165 


— 8309020172 '* 8 ei*ffll<; Monitoring Program Quarterly Data Rept Jan-Mar 
1983 " 

*■ Carolina Power & Light Co 83 / 04/27 ip 18284 061 24X 

FI cha 90-400, 83/04/37, 8305020165 


Reportable occurrence*, LER* €< related corre*pDndBnce 


}3042OO299 PN8-1 1-B0-D30 on 801104, bomb threat received from unknown 
fepiaie caller Gontt flte not evacuated State of NC h local 
Law anforcement aganclec notified, 

MALL,B L , MCOUIRE, D Region 2, Atlanta, Office of the Director 
80/11/04 ip 18355 330 24X F 1 C h e 50-400, BO/1 1 /04, 0304280299 


3303110427 Part 21 & deficiency repts re mlsoperation of D8-416 reactor 
trip undervoltage devlee* Initially reported on 630420 
Attaehaients will be replaced u/device* u/wldsned groove* 
to accommodate new retaining ring* Mfg drawing* revised 
RAHE,E P. Heetlnghouie Electric Corp 03/04/21 DEYOUNO, R C 
DlrectorM Office, Office of In*pection and Enforcement 5pp 
18409,099 24X Fi c he. 50-000, 83/04/31 , 83091 10427' 


305030601 Final deficiency rept re weld deficiencies In Class IE 
trantftr panel* Initially reported on 830401 Deficiency not 
reportable per lOCFRSO SS(e> 

CHrANdI,N J Carolina Power 8 , Light Co 83/04/25 O^REILLYr^i P 
Region 2, Office of Director ip 18306 083 24X 

Flche, 90-400, B3/04/25, 8305030601. 


30S0901S4 Final deficiency b Part 21 repts re pressure boundary matl 
supplied by Tube Line Corp failing to meet Tech Specs, 

Item 123 Initially reported on 830330 Item* returned to 
vendor* New fittings purchased 

PARSONS, R M Carolina Power b Light Co 93/04/2B O^REILLY, J P 
Region 2, Office of Director 4pp 18341.343 24X 

Flcb a ^ 90-400, 83/04/28, 8309090124 


30909-0185 Interim deficiency b Part 21 rept* re base metal defect In 
spcioL piece supplied by Southwest Fabricating b Welding Co 
Znitfaliy reported on 830126 Vendor directed t'a show 
preventivs measures Final rept by 630Q01 

PARBONB.R H. Carolina Power b Light Co 83/04/2? O'REILLY, J P 

Region 2, Office of Director 4pp 1834S 240, 24X 
Flche. 90-400, 83/04/29, 830S0901B5 


3DS050299 Final deficiency b Part 21 repts re 4B0-volt switchgear 
design defect In secondary disconnects Initially reported on 
821102. Brown-’Dover 1 completed change-o-ut of all old style 
stationary saeondary disconnects 

PARSONS, R M Carolina Power b Light Co 83/04/29 O^REILLY,J P 
Region 2, Office of Director 4pp 18338 016 24X 

Flche 90-400,83/04/29,8309090299 


905130027 Part 21 b final deficiency repts (Item 106) rt Incorrect 
design of ASO-volt switchgear on secondary disconnects 
Disconnects installed in breaker cradle will be replactd 
PARSONS, R. M. Carolina Power b Light Co 83/04/29. O'REILLY. J P 
Region 2, Office of Director 4pp 18437*125 24X 

FlChSi 50-4D0, 83/04/29, 8305130027 


O51L0292 Interim deficiency rept re conduit installed iti structural 
concrete not in accordance W/AC1-31B initially reported on 
030401. Eva 1 uatlon determined item not reportable per 
lOCFRflO. 99(e). 

CHlANOr,N. 3 Carolina Power b Light Go 03/09/03 0 'REILLV, V. P 

Region 2 , Office of Director Ip. 10406 338 24X 

Flche: 90-400, 03/05/09, 83091 10252 


09130000 Deficiency rept re Class lE motor control ctrs from ITT 
Oould containing weld defects tnltlallg reported on 
B3O4O0. Vendor ■valuation to be completed by Vul 1903. 

Extension until 830713 requested, Alto reported per Part 21 
PARSONBiR. M. Carolina Power b Light Co, 83/09/06 O'REILLY, J.P 
Region 2, Office of Director. Ip. 18436 264. 24X 

"I Che; 90-400, 83/05/06, 8305130080. 


0305130216 Intorlm rept re deficient wolds on emergency svc water self- 
cleaning strainers Initially reported on 830400 Evaluation 
of pressure boundary welds not expected to -be completed 
until June 1983 Next rept will be -submitted by 030617 
PARSDNS, R M Carolina Power b Light Co 03/05/06 O'REILLY, J P 
Region 2, Office of Director Ip 10439 329 24X 

Flche 50-400, 83/05/06, 0305 1 302 1 6 


Q305130113 Part 21 ropt re Inu^ natural frequency of c uunterfaa lance 
asoemb Itjj resui ting in unacceptable stresses on bacVdraft 
damper counterbo 1 ance arm Seismic qualification critoria not 
fully met Investigation b testing underway 

hill, T 0 Rnskin Manufacturing Co 03/05/10 Director's Office. 

Office of Inspection and Enforcement 7pp 1 B43B 001 24X 

Fichu 50-400,03/05/10,8305130113 


8305230442 Pinal deficiency rept. Item 67, re omission df protective 
coating behind pad attachment inside containment dome liner 
Initially reported on 811228 Uork on weephale* completed 
using Keeler b Long 6540-8 epoxg surfacer 

PARSONS, R n Carolina Power b Light Co 03/09/13 O'REILLY, J.P 

Region 2, Office of Director 4pp 18538 196 84 X 

Flche 90-400,03/05/13,8309830442 


T Hearing transcript* un non-ant l trust matter* 


8305240077 Forward* transcript Of Tug g le, Map 1 es, Mack le, Bleac her & 
Stevens deposltiojis as experts of U Eddleman on secur 1 ty. p er 
830520 tel con W/o and 

DARTH,C A Hearing Branch I 03/05/20 EDDLEMAN, M Eddleman, N. 
Ip 18949 094 24X Flche 50-400, 83/09/20, 0309240077 


DOCKET 50-401 BHEAROM HARRIS NUCLEAR PaWEft PLANT, UNIT 2 


A Application/construction stage documents b correspondence 


8309020506 Forwards request for addl info re personnel training to aid 
in review performed by Licensee Qua 1 i f ica tions Branch. 

KNIGHTON, Q M Licensing Branch 3 03/04/11, UTLEY, E E Carolina 

Power b Light Co 4pp 18284 329 24X Flche 50-400.83/04/11, 

8309020906 


8309230720 Foruardi list of Utils responding to request* for cost 
figures on backfittlng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11. 
PALLADINO, N J Commissioners Spp 16942 27S 24X 

Flche 90-000.33/04/11,8309230720 


8309170577 Forwards request for design documents to continue NRC 
revleu 

KNIGHTON, 0 N Licensing Branch 3 83/04/21 UTLEY, E E Carolina 

Power b Light Do. 3pp 18496 117 24X Flche 90-400,83/04/81, 

8305170977 


8309090699 Generic Ltr 83-20 to all operating reactor licensee* b 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EIBENHUTiD Q Division of Licensing 03/09/09 Consolidated 
Edison Cq of New York, Int 16pp 1B627 193 24X 

Flche 50-000, B3/09/09, 8305090659 


0309120467 Forwards "Conformance W/Tltle lO of GFR Part* 20,50 b lOO, " 
per 011123 request b 820630 schedule Requirement* of 
applicable regulations met Addl verification provided by 
Indepandont NRC review 

MCDUFFIE, M A Carolina Power b Light Co 83/05/09 DENTON, H R 
□fflee of Nuclear Reactor Regulation, Director i3pp 10431 058 
24X Fiche 90-400,83/05/09,0305120467. 


G3091702G2 Forwards changes to corporate QA program, currcntl y provided 
In Section i 0 of P 8 AR 

MCDUFFIE, M A Carolina Power b Light Co 83/05/09 DENTON, H R 

Office of Nuclear Reactor Regulation. Director Ip t9469’^329 Z4X 

Flche 50-400.03/09/09,6305170282 


— 8305170209 Changes to Section 1 Q ( QA program) of PBAR 

* Carolina Power b Light Co 83/05/09 I4pp 10465*330 24X 

Fiche 90-400,83/05/09,8305170202 


D NRG Draft/Final Environmental statemants, suppls b correspondence 


8305170149 DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
8HEAR0N HARRIS NUCLEAR POWER PLANT UNITS 1 AND 2. Docket Nos 
8 TN 50-400 And 6 TN 50-401 (Carolina Power And Light Company) 

# Office of Nuclear Reactor Regulation, Director NVREO-0972. 
83/04/30 220pp 18477 216 24X Flche 50-400,83/04/30,8309170149. 
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BGOSSOOiaa Forward* DBS U FR no tier U/o OES 

KMlOHTOMi 6 U Licenting Branch 3 BS/OS/’lS UTLEV. E E Carolina 
Poyar U Light Co app iBSSS 24X Fich« 90 - 400 ^ 83/09/ tSi 

8303200122 


— a305200L2S Notice of availability of DES 

KNIOHTQN. 0 Liceniing Branch 3 63/03/12 Spp tB92Q 348 

24X FI Che 90'- 400. 03/03/ 12i 0309200122 


8303200197 Foruardi draft EIS if FR notice H/o end 

KNiOHTONiO H Llcentlng Branch 3 03/03/12 Butid h Kats 

EBERT. P Affiliation Unknown 3pp 18376 151 24X 

Fiche 50-400. 83/09/12. 0305200197 


6309200205 Faruard*. Far commentt.OES b notice of availability M/o end 
KNIGHTON. 0 U Ltceniing Branch 3 63/03/12 UILSON. K 

Environmental Protection Agency 2pp 16940 &19 24X 

FI Che, 50-400.83/09/12. 0309200205 


6303200209 Forwardi. for review (c comment. DES Comments dv* within 45 
days after FR publication U/o enc 1 

KNIGHTON. G U Licensing Branch 3 83/03/12 WOQD.O M Commerce. 

Dept of. Natl Oceanographic & Atmospheric Admlnlstr«t Ion 4pp 
18540:211 24X Plche S0'-400. 03/05/12. 0305200207 


E NRC Safety Evaluation Report (SER)* supple & correepondtnee 


6305020124 Forwards responses to draft BER Open Items 6 St 9 for 
Meteorological & Effluent Treatment Branch Hind loads for 
winds faster than 117 mph considered In sve load 
combinations for containment design (FSAR Table 3 8 1-2) 
ftCOUFFIE, M. A Carolina Power 6 Light Co. 63/04/27. DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp. 16270 231. 
a4X Fiche 90*'400. 83/04/271 B305020 1 24 


8309230296 Foruardt QA Branch h Metis Engineering Branch requests for 
addl inpo not addressed In Feb 1963 draft 8ER Info 
TequBsted by 630701 

KNIGHTON. 0 N Licensing Branch 3 83/09/03 UTLET. E. E. Carolina 

Pouer U Light Co 7pp 18543' 292 24K Fiche 90-400.83/09/03. 

8309230296. 


6305060555 Foruardi responses to draft SER Open Items 34. 39. 40, 42 Sc 44 
MCDUFFIE. H. A Caro Una Power S< Light Co 83/09/04 DENTON. H R 
Office of Nuclear Reactor Regulation. Directer 9pp 16348'293 
24X Fiche 50-400.83/09/04.6309060999. 


8309110248 Informs that draft SER Open Item 67 re design of normal 
containment purge sys closed 8yt adequate Issue of time sys 
aHoued to operate to be addressed during Tech Spec 
preparation 

MCDUFFIE, M A Caroline Power Light Co 83/09/09 DENTON. H R 

Office of Nuclear Reactor Regulation. Director. Ig 1 6406. 339 S4X 

Fiche 90-400.83/09/09.0309110246 


6309110294 Confirms 830420 telcon closing out draft SER Open Items 
290 it 299 per -Generic Ltr 02-14 Responses to other open 
Items will be submitted shortly 

MCDUFFIEjM a Carolina Power S. Light Ct> 83/09/09 D6NTQN. H R 

Office of Nuclear Reactor Regulation. Director Ip 1B393 307 24X 

Plche 50-400, 83/09/09,0309110294. 


0309160017 Forwards rasponse to draft SER Open Item 99 re containment 
sys Reactor cavity eubconpartment enalytls conservative 
MCDUFFIE. M A. Carolina Power It Light Co 83/09/11. DENTON. H R 
Office of Nuclaar Reactor Regulation, Director. 2pp. 10453! 163 
a4X FUhe’ 90-400. 03/09/1 1. B305 160017. 


83091600S1 Forwards response to draft SER Open Item 294 concerning 
refueling water storage tank <RM8T>. Two RUST Vant lines are 
protected from freetlng by redundant ambient sensing hsat 
tracing on sach vsnt lins 

MCDUFFIE. M A Carolina Power it Light Co. a3/09/ll» DENTON. H, R 
Office of Nuclear Reactor Regulation* Director 2pp, 18452.347. 
2 4X Fiche: 90-400. 83/05/ 1 1 . 03051 60021 


930916010? Advises that draft 8ER Open Items 46 it 74 clostd per Gensric 
Ltr 82-14. No anticipatory reactor trip mod proposed 
MCDUFFlEiM A Csrollna Power 6 Light Co. 63/09/11. DENTON, H R 
Office of Nuclaar Reactor Regulatiarij Director Ip. 16444:029. 24X 

Fiche’ 90-400, 83/09/11.8309160109 


8309180400 Forwards response to draft SER Open Uem 191 re closing of 
cooling water surge tank vent valve upon radiation alarm 
annunciation Vent valve automatically closes upon racetpt of 
signal from Cooling water monitor. 

MCDUFFIE, « A. Carolina Power it Light Co. 63/09/16. DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp, 18406.012. 
84X F I q h i . 90-400. 83/05/ 16, 8309 1 8Q400 


0305200442 Advises that draft SER Open Item 128 closed per 030329 
telcon Description of new fuel pool antlslphon eves util be 
provided in response to Open Item 130 

MCDUFFIE, M A Carolina Power & Light Co 03/09/16 DENTON. H R 

Office of Nuclear Reactor Regulation, Dlractor Ip 10517.123 24X 

Fiche 50-400. 83/05/ 1 6, 0305200442 


8305200329 Forwards responses to Procedures & Sys Review Branch draft 
SER on Open Items 200.209 it 206 re proposed method for 
measuring process-to-sensor response time 

MCDUFFIE, M A Carolina Power 8. Light Co 03/09/18 DENTON,H R, 
Office of Nuclear Reactor Regulation. Director 9pp 10917.046 
24K Fiche 90-400.03/09/10.0309200329 


0309200364 Forwards response to draft SER Open Items 02 it 33 re 
Irradiation-strengthened Zlrcaloy yield strengths & 
predicted cladding collapse time exceeding lifetime of fuel, 
respectively 

MCDUFFIE, H A CeroUne Power L Light Co 83/D9/18 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director 3pp 18918 160 
a4X Fiche 90-400,83/09/10,0305200304 


6309250494 Oocumenti 830421 telcon re draft SER Open Item* 12, 15 It 16 
concerning environ it hydrologic eng Ineer ing, per Generic Ltr 
02-14 Items considered closed as result of Info submitted 
In 821104 ltr. 

NCDUFFIE,H A Carolina Power it Light Co 83/05/22. DENTON, M R. 
Office of Nuclear Raactor Regulation. Director Ip. 10583*394. 24x 

Fiche! 50-400, 83/09/22, 0305250494 


8305270023 Forwards rasponiet to draft Chemical Engineering Branch SER 
Open Items 149 L 140 re TMl Item I! B 3. "Post-Accident 
Sampling Sgi'* it operator training raquiremcnts for poit- 
accldent sampling sys. ret pectl vtly, 

MUDUFFlEfH.A Carolina Pouer L Light Co 03/09/23 DENTON, H R. 
Offica of Nuclear Reactor Regulation, Director 3pp. 18633.349, 

24 X Plche 90-400,83/05/23.8309270023 


0309260234 Informs that draft Radiological Assessment Branch SER Open 
Item 168 closed per 830910 telcon on F6AR Ouestlon 471 21. 

Responses to other open items In draft 0ER expected shortly. 

MCDUFFIE, K. A Carolina Power L Light Co 03/09/24 DENTON. H R 
Offica of Nuclaar Raactor Ragulatlon. Director Ip. 18999 339. 84X 

Fiche 50-400.03/05/24,8305260234 


F. Security, medical, emergency L fire protection plans 


0309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs it holdere of CPs re clar i f icatton of 
accost to control procedurei for law enforcement vielti 
8vc list end 

EISENHUT.D 0 Olvleion of Licensing 03/09/11 Consolidated 
Edison Co. of New Vork, Inc I6pp 19940 099 24X 

Fiche* 90-000, 83/09/11, 8309110034 


0. Adjudicatory correspondence 


9309040479 Requests extension by 1-wk of deadline re briefs on propesid 
security plan experts Time needed due to large number of 
dapoittlons it late scheduling of depositions Related 
correspond ence 

CARROWiK Carolina Power it Light Co 83/04/29 KELLEY, J.L , 

BRIGHT, 0 a I CARPENTER, J. H Atomic Safety and Llcentlng Board Panel. 
2 pp 18382*163 24X FI cht. 90-400, 83/04/28, 8309040479. 


—8309040409 Answers to general interrogatories it interrogatories on 
Contentions 22A, 221). 79, 80, 83, 84 it 132, first eet Related 
correipondence. 

CARROW.H Carolina Power fc Light Co 83/04/28. EDDLEHAN,W. 
Eddleman, W 63pp 18322*169 24X Fiche. 90-400. 63/04/20, 

8309040479 


—0305040492 Reiponte to request for production of documents. Certificate 
of 8vc encl. 

CARROW, H. Carolina Power it Light Co 83/04/20. EDDLEMAN, N 
Eddleman, N 4pp 18322.220 24X Fiche- 50-400, 83/04/80, 

8305040479, 


—8309040490 Response to first request for admission re Eddleman 
Contention 22-B Certificate of 0vc and. 

CARROW,H Garoltna Power 4< Light Co 03/04/28. Eddleman, W. 
4pp 10322-232, 24X Fiche, 90-400, 83/04/20, 8305040479. 


8309C6047i Forwards LI LofUn affidavit to be Included In util 030480 
anfwtfs to N Eddleman first set of Interrogatories on 
Contentions 22A, 22B, 79, SO, 83. 84 it 132. Sve Hit end 
CARROW.H. Carolina Power it Light Co 03/09/02. KELLEY, J. L. , 
BRIGHT, 0,0 , CARPENTER. J H Atomic Safety and Licensing Board Panel. 
4pp. 18351.179. 24X Fiche. 50-400, 83/05/02, 8309060471. 
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a30S06048J> Contention* ba«td on util emergoncg plan Carfcificate of 

avc and 

EDDLEMANi Eddltmani U 03/05/02 Atomic Safoty and Llcanstng 

Board Panil 4pp 18340 135 24X Flche 50-400# B3/05/02, B3050604Q3 


8305060332 Aniuor to NRC 030420 motion to comp* I Conservation Council 
of Worth Carolina to respond to diicoverg Council i* uilllng 
to negotiate Council unable to aneujor all NRC dl*cav#rg 
requtat* U/Ce r tif teat* of 8vc Related correepondence 
RUNKLEi J Coniervatlon Council of North Carolina. RUNKLE. J 
Runtle# J D 83/05/02 lOpp 10347 293 24X 

Flche: 5D-400i 83/03/02# 8305060532 


8305040412 Memorandum 8< order confirming uithdrauial of Cltiiene Again»fc 
Nuclear Power at formal party 

KELCEVi J L Atomic Safety and L|cen»lng Board Panel 83/05/03 
Cltizeni Againtt Nuclear Power Ip 18317' 358 24X 

Flche 50-400# 83/05/03# 8305040412 


— B305040421 Advl*t« of Citiiani Agatn«t Nuclear Power withdrawal a* 
formal party 

NEWMAN# P T # NEWMAN# 8 E Cltiiene Agolnit Nuclear Power 
83/04/28 KELLEY# J L Atomic Safety and Liceneing Board Panel 
Ip 18319‘359 24X Flche 30-400# 83/05/03# 6305040412 


830509047ft Motion to compel applicant to reipond to Conservation 
Council of North Carolina Interrogator le* 4-1 through 4-5 S< 

4-14 (flr»t let) re Contention 4 concerning cumulative 
effect* of trantth Ipmcnt* Certificate of Sve end 

RUNKLE# J Coniervetlon Council of North Carolina 83/05/03. 6pp 
18360:229 24X Flche 50-400# 83/05/03# B305090475 


8305110145 Affidavit of W Eddleman certifying negotatlon* w/NRC re 
retponte to NRC flrtt *et of interrogatorie* 

EDDLEMAMiW Eddleman# W 03/05/06 2pp 18393.342 24X 

Flcha' 50-400# 83/05/06# 8305110145 


8305110222 Respond* to NRC first set of interrogatories Related 
correepondence 

EODLEHAN#W Eddleman# W 83/05/06 Atomic Safety and Licensing 
Board Panel 19pp. 10407 076 24X Flche 50-400^83/05/06# 

8305110222 


8305110361 Response to applicant third set of first round 
interrogatories Certificate of Sve end Related 
correspondence 

EDDLEMAN# U Eddlemen# W 83/05/06. Carolina Power L Light Co 
12pp 1B406 287 24X Flche 50-400# B3/05/06# 83051 10361. 


B305110366 First set of interrogator! ei, Rep ly requeeted before 830525 
Related correspondence 

EDDLEMAN# W Eddleman# W 83/05/06 Office of the Executive Legal 
Director lOpp 18406 265 24X Flche* 50-400. 83/05/06# 8305U 0366 


8305120288 Submlfilan of Contention 161 re D8-416 circuit breatere for 
cafe shutdown defects Si possible mal function. Documents from 
uhieh basis derived unavailable until 830420 Certificate of 
avc end, 

EDDLEMAN# W Eddleman# W 03/05/07 Atomic Safety and Licensing 
Board Panel. 2pp 18424 120 24X Flche 50-400# B3/0S/07# 8305120288 


0305130075 Respond* to R Wilson Interrogator tee Certlftcata of 8vc L 
affidavit and Related correspondence 

CARRaw#N Carolina Power 6 Light Co. 83/05/10. Wilson# R I9pp 
1843&’279 84X Flche 50-400# 03/05/10# 8305130075 


0305130088 Response to R Wilson request for production of documents as 
contained In interrogatories to applicant Documents will be 
made available at mutually agreeable time Certificate of 
8yc enc 1 Related correspondence 

CARROWiH Carolina Power L Light Co 83/05/10 WILSON# R Wilson# 

R. 4pp. 18437.090. 24X Flche 50-400# 83/05/10# 8305130000 


8305170497' Responses to first set of general Intarrogatoriee L 
interrogatories on Contentions 41 ti 65 Certificate of Sve 
end Related correspondence 

BAXTER# T. A Carolina Power L Light Co BAXTER# T A Shaw# Pittman# 
Potte 6 Trowbridge 83/05/12, EDDLEMAN# W. Eddleman. W 56pp 
18467 293. 24X Flche- 50-400# 83/05/12* 0305170497 


8305170450- Response to first set of requests for production of 
documents on Contentions 41 L 65 

BAXTER# T A, Carolina Power & Light Co. BAXTER#! A. Shaw# Pittman# 
Potte L Trowbridge 83/05/13, EDDLEMAN# W Eddleman# W, 3pp 
18469*315 24X Flche- 50-400, 83/05/13# 8305170450 


B30S1704S6 Response to 830318 Interrogator 1 as. Related correspondence. 
WILSDNrR. Wilson# R 83/05/13 Office of the Executive Legal 
Director 5pp 18467:285. 24X Flche. 50-400# B3/05/13# 8305170456 


0305170486 Clarification & supplementation of 830303 responses to 
830131 Interrogatories & request for production of 
documents Certificate of Sve end Related correspondence 
WILSON# R Wilson. R 03/05/13 Carolina Power & Light Co 4pp 

10470 069 24X Ftc h 50-400. 83/05/ 13# 83051 70486 


0305170491 Second set of Interrogatories Related correspondence 

WILSON. R Wilson* R 03/05/13 Carolina Power 6 Light Co 2pp 

10470 006 24X Flche 50-400. 83/05/ 13# 8305 1 7049 1 


B305190209 Package of seven roquasts to make limited appearance 
statement at OL hearings 

OAOE.vi # Hl/DDARD.K 3 # GREENDAUM# R L Affiliation IUnknown 
03/05/13 NRC - No Detailed Affiliation Oiven 7pp 1S50S lOS 
24X Flche 50-440# 83/05/13# 8305190209 


B30S17052B Suppl to Contentions 130 - 161 re five factors for late 
filing of contentions Dalanclng of faetori not required 
since contentions based on previously unavailable info 
Certificate of Sve enc 1 

EDDLEMAN, W Eddleman. W 03/03/14 Atomic Safety and Llceniltig 
Board Panel 3pp 1B467 352 24X Flche 30-400# 83/03/14# 0303170320 


8305240500 Reeponse to first set of interrogatories on Joint 
Contention tl Certificate of Sve end Related 
correspondence. 

PAYNE# M T Hudiu Alliance PAYNE# N T. Edelsteln & Payne 
83/05/16 Carolina Power it Light Co, 21pp 10575 200 24X 

Flche 50-400# 03/05/ 16. 8305240500 


8305240507 First sat of interrogatories on Contentions Til# IV ft V 
Certificate of Sve enel, Related correspondence. 

PAYNE# H T Kudiu Alliance PAYNE# M T Edelsteln ft Payne 
83/05/16 Carolina Power & Light Co. iSpp 18571 244 24X 

Flche 50-400# 83/05/ 1 6. B305240507 


8305190231 Brief on qualifications of witnesses proffered as expert in 
security planning# tOCFR73 Parts of plans re expertise of BJ 
Tuggle#JR Maples#LW Btevens 6 £R Bleacher should be made 
available to experts W/Cert i f Icata of Sve 

BARTH# C A Hearing Branch I 63/03/17 I3pp 10500 107 24X 

Flche 50-400# 03/05/17# 0303190231 


8305200630 Request for extension until 830603 to respond to W Eddleman 
830502 contentions on util site emergency plan Counsel has 
numerous conflicting obilgatlone Certificate of Sve enc 1 
0 'NEILL# J H Carolina Power ft Light Co. □ 'NEILL# J H Shaw# 
Pittman# Pott* ft Trowbridge. 03/05/17 Atomic Safety and 
Licensing Board Panel 5pp 10520.133 24X Flche 50-400.83/05/17# 

8305200630 


S303240446 Brief re qual 1 fi cat ions of persons proffered by Intervenors 
as experts to evaluate facility security plan All five 
Intervenor uiitnessas fall to display sufficient expertise ft 
should be withdrawn Certificate of Sve encl 

FLYNN# 8 F # CARROW# H Carolina Power ft Light Go. 83/05/17 2?pp 
18574 091 84X Flche 30-400# 03/05/17# 8305240446 


0305240551 Motion requesting J Meckie be wi thdrauin as propoeed expert 
witness. Appl leant deprived of right to depoie Meckie 
Benefit of having conducted cross-examination not afforded 
Certificate of Bve encl. Related correspondence 
FLYNN# 8 F # CARROM.H Carolina Power ft Light Co 03/05/17 
Atomic Safety and Licensing Board Panel 5pp 10575 276 24X 

Flche 50-400# 83/05/17, 0303240551. 


0305240550 Response opposing Conservation Council of North Carolina 
830503 motion to compel applicant to respond to discovery 
Contention 4 does not encompass cumulative effects of fuel 
shipment W/Certlfl cation of Counsel ft Certificate of Sve 
O'NEIL# J H Carolina Power ft Light Co O'NEILrJ.H Shaw. Pittman. 
Potts ft Trouibrldgs 83/05/18 Atomic Safety and Licensing Board 
Panel 12pp 18575 204 24X Flche 50-400# 03/05/ 18# 0355240350 


K Utility Final Safety Analyeii Report fPSAR> ft amends 


0305200676 Forwards Amend 6 to FSAR. Amend revises positions re reg 
guides In Section 1, 6 ft QA organlretlon ft responsibility 
reve in Sections 13, 1 ft 17 2. per 830311 final rule 
MCDUFFIE# M A. Cerolina Power ft Light Co 03/05/13 DENTON. H R 
Office of Nuclear Reactor Regulation# Director 2pp 18519*119 
24X Flche 50-400# 83/05/13# 0305200676 


—8305200679 Amend 6 to F0AR 

« Carolina Power ft Light Co 33/05/13 23pp 10519 121 24X 

Flche 50-400,83/05/13# 8305200676 
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Q3£>53^0417 Foruiards revised distribution I is ti re f 1 ecting changes in 
titloiTiame & address dF pereons reCBiving copies of Amend 
>6 to rS'ARi per request 

ZIMMERMIAN»8 « Carolina Power 4 Light Co 03/05/20 EI8ENHUT- D 0 
Division of Licensing 4pp 10371 032 SAX Fiche 30-400,03/05/20. 
0305240417 


Q Inspection reports. IE Qulletlns & correspondence 


BS1SO6O305 IE Info Notice 03-14. “Dewatered Spent Ion Exchange Resin 
Suftcep tibil 1 tg to Esotherinlc Chemical Reaction " Svc list 
enc 1 

TAYLOR. d M Division of Safeguards & Jnapoction Program* iPost 
030103) 03/03/21 Consolidated Edison Co of New York. Inc 

il2pp 1B30E3'3I? 24X Fiche 30-000.03/03/21. 8212060303 


0303270341 Forwards IE Insp Repts g0-40O/e3-'H St 50-40I/83-II on 
830300-11 No noncontpl 1 anca noted 

7ERRELL1.D H Division of Project S. Resident Programs 03/03/31 

UTLEY. C E Carolina Power Light Co Ip 10641 350 24X 

Fiche 30-400.03/03/31.8305270341 


--9303270340 IE Insp Repts 50-400/03-11 & SO-401/B3-11 on 83030B-U No 
noncomp 1 lance noted Kajor areas Inspected structural design 
activities & IE Bulletin 79-02 & 79-14 follouup 

LENAMAN.J J Region 2. Office of Director CQNLON. T E Division 
of Engineering & Radiological Safety Programs 03/03/30 4pp 
10641 359 24X Fichs 90-400,03/03/31.8309270341 


0309270546 Forwards IE Insp Repts 30-400/83-09 50-401/03-09 on 

030314-lQ No noncompliance noted 

YERRELLliO N Division of Project 1. Resident Programs 03/04/05 
UTLEY. E E Carolina Power U Light Co 2pp 18649 276 24X 

Fiche 50-400,03/04/05 . 0305 270946 


—8309370551 IE Insp Repts 30-400/83-09 & 50-401/03-09 on 030314-10 No 
noncomp 1 lance noted Major areas Inspected structural 
concrete 1. steel 

HARRIS. J R , CGNLDN. T E Region 2. Office of Director 83/04/04 
5pp 16649 270 24X Fiche 90-4004 03/04/09,0309270546 


0305270377 Ack receipt of 030331 Jtr informing NRC of steps taken to 
correct violations noted in I£ insp Repts 30-400/03-03 k 
30-401/83-03 

VERRELLIiD H Division of Project k Resident Programs 83/04/14 

IFTL£V<£ E Carolina Power Light Co Ip 10642 107 24X 

Fiche 90-400, 83/04/14. 0305270377 


—6305270391 Forwards IE Insp Repts 50-400/83-03 k 50-401/03-03 on 
030124-27 Sc notice of violation 

VERRELLl.D M Division of Project Sc Resident Programs 63/03/02 
UTLEY, E E Carolina Power S< Light Co 2pp 18642 190 24X 

Fiche 50-400,83/04/14,0305270377 


— 0309270406 IE Imp Repts 90-400/03-03 k 50-401/83-03 on 030124-27 
Moncompliance noted failure to establish adequate measures 
to control purchased svcs 

KLEINSOROE. W Pr « BLAKE, J J Region 2. Office of Director 
03/02/20 1 1pp. 10642 193 24X Fiche 50-400.03/04/14,0309270377 


GG030'40021 IE Info Notice 03-21. ^'Defective Emergency Use Respirator *' 
Svc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/04/19 Consolidated Edison Co of New 

York. Inc 126pp. 10439 159 24X Fiche 90-000,83/04/15.0303040021 


0303040023 IE Info Notice 83-22, “BUR Baf ety /Rel ief Valve Failures." 
Svc list and 

JORDAN, £ L Division of Emergency Preparednes* k Engineering 
Response (Post B301O3). 83/04/22 Consolidated Edison Co of New 

York, Inc 1 ISpp. 18303 089 24X Fiche 50-000.83/04/22.0303040023 


0303040025 IE Info Notice 63-23. “Inoperable Containment Atmosphere 
Sensing Sys “ Svc list end 

JORDAN, £ L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 83/04/29 Consolidated Edison Co of New 

York. Jne 119pp. 18381 291 24X Fiche 90-000,83/04/25,8303040025 


03030-40026 IE Info Notice 83-24, “Loose Parts in Secondary Side of 
Steam Cenerato-rs at PUR* “ Bvc list end 

JORDANiE L Division of Emergency Preparedness k Engineering 
Response (Post 030103).. 03/04/28 Consolidated Edison Co of Niu 

York, Inc it 5pp. 10382 047 24X Fiche 50-000,83/04/28,0303040026 


6303040027 IE Info Notice 83'-25. “Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN. £ L Division of Emergency Preparedness k Engineering 
Response (Post 030103). 83/04/28 Consolidated Edison Co of New 

York, Inc U6pp 10302 169 24X Fiche 50-000.83/04/28,8303040027 


8303040028 IE Info Notice 83-26, “Failure of Safety /Rel ief Valve 
Discharge Line Vacuum Breakers “ Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24X Fiche 50-000,83/05/03,0303040028. 


8305270623 Forwards IE Insp Repts 50-400/63-14 k 50-401/83-14 on 
830413-15 No noncomp 1 iance noted 

VERRELLI.D H Division of Project k Resident Programs. 83/09/03 
UTLEY, E E Carolina Power k Light Co 2pp 10645’ 269 24X 

Fiche 50-400,03/05/03. 8305270623 


— 0305270632 IE Insp Repts 50-400/83-14 & 50-401/83-14 on 030413-19 No 
noncomp Hence noted Major areas inspected* geotechnical 
design activi tl es, lakes, dams & cane 1 s . qua 1 i ty records S< 
safety-related dam/dlkc operational Imp program 

LENAHAN, J J , CONLON. T E Region 2. Office of Director. 03/04/29, 
4pp 10649 271 24X FlChe 90-400,83/09/03,8305270623 


0303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning DeltbsTete Acts Directed Against Plant 
Equipment “ Bvc list end 

JDRDAM.E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York. Inc lt2pp 18382 282 24X Fiche 50-000.03/05/04,8303040030 


0303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for Oenaral Emergencies “ Svc list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York. Inc il9pp 18441 001 24X Fiche 50-000.63/09/04,8303040031. 


8305270404 Forwerds IE Insp Repts 50-400/03-13 8t 50-401/83-13 on 
630411-19 No noncompliance noted 

VERRELLI.D M Division of Project fc Resident Programs 03/05/04 
UTLEY. E E Carolina Power St Light Co 2pp 10644 024 24X 

Fiche 90-400,63/03/04,0309270404 


—8305270492 IE Insp Repts 50-400/03-13 St 90-401/83-13 on 830411-19 No 
noncompliance noted Mejor areas inspected containment steal, 
reactor vessel Sc saf ety-related structures 

YQRKtJ N , LIU, H C Region 2, Office of Director. DLAK£,J J 
Division of Engineering 8< Radiological Safety Programs 83/09/03 
6pp 10644 026 24X Fiche 50-400,83/09/04,8309270484 


8303040033 IE Info Notice 83-29, “Fuel Binding Caused by Fuel Rack 
Deformation “ Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103). 83/05/06 Gonsolldatad Edison Go, of New 

York, Inc 115pp 18523 248 24X Fiche 30-000.03/09/06,8303040033 


830527060? Ack receipt of 030426 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-400/83-06 S< 
90-401/83-06 

VERRELLr,0 M Division of Project & Resident Programs 03/05/10 

UTLEY, E E Carolina Power St Light Co. Ip 10647*146 24X 

Fiche* 50-400, 83/09/10, 0309270609 


— 8309270620 Forwards IE Insp Repts 90-400/83-06 k 90-401/03-06 on 
830120-0220 S, notice of violation 

VERRELLI.D M Division of Project St Resident Programs 83/04/01 
UTLEY, E E Carolina Power St Light Co 2pp 18647*149 24X 

Fiche 90-400.03/03/10,8309270609 


— 0309270631 IE Insp Repts 50-400/03-06 St 90-401/03-06 on 630120-0220 
Noncomp i lance noted failure to support piping per procedural 
requirements 

MAXHELL.O F Region 2, Office of Director 6EMIS. P, Division of 
Project St Resident Programs 83/04/01. 6pp 18647*193 24X 

Fiche 90-400, 03/09/10, 8309270609 


9303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EDP) Guidelines.*' Bvc list end 
JORDANiE L Division of Emtrgency Preparedness St Engineering 
Response (Post 830103). 83/09/11 Consolidated Edison Co of Ntv 

York, Inc 114pp 18924 003. 24X Fiche* 30-000, 83/09/1 1, 8303040034 


8305270271 Ack receipt of 630903 Itr informing NRC of steps taken to 
correct violations notad in IE Insp Repts 90-400/83-12 St 
90-401/83-12 

VERRELLIiO K, Division of Project S< Resident Programs. 03/09/16 

UTLEY, E E Carolina Powar St Light Co ip 18641*313 24X 

rich# 90-400,83/09/16,8309270271 


— 8305270201 Responds to NRC 830404 Itr r# violations noted in IE Imp 
Repts 30-400/83-12 St 90-401/03-12 Corrective actions 
Procedure CQC-2 re nonconformance control revised on 030329 
to provide guidelines for deficiency rept issuance. 

PARSONS. R M Carolina Power St Light Co 83/09/03 O'REILLY, J P 
Region 2, Office of Director 2pp. 18641 314 24X 

Fiche 90-400.03/09/16,8309270271 



DOCKETED ITEMS 


319 


— 9305270292 Forward* IE Imp Ropt* 50-400/B3~t2 8* 30-401/03-12 on 
930220-0320 ft notica of violation 

VERBELLIhD H Dlvlilon of Project b Resident Prograoi* 03/04/04 
UTLEYi E E Carolina Power «< Light Co 2pp 10641 316 24X 

Flcfia 50-400t 03/O5/l6f 0303270271 


— 0305270309 IE Imp Repti 30-400/83-12 U 50-401/03-12 on 830220-0320 
Noncompliance noted Deficiency Disposition Rept 1301 not 
Bvalwated during 14-day period 

MAXWELL 1 O F Region 2« Office of Director BEMlSi P Division of 

Project & Resident Program* 03/04/04 7pp 10641 319 24X 

FI Che 30-400. 83/03/16r 0303270271 


8303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program " 
Svc lilt encl, 

jORDANrE L Division of Emergency Preparedness (< Engineering 
Reeponve IPoet 030103) 03/05/19 Consolidated Edison Co of Neu 

York. Inc ll4pp 10697 009 24X Flche 30 - 000 . 03/05/19. B303040040 


8303040046 IE Info Notice 03-33. "Nonropro sentatl ve Sampling of 
Contaminated Oil " Svc list end 

JOROAN.E L Division of Emergency Preparedness it Engineering 
Response fPoct 030103) 03/03/26 Consolidated Edison Co of Neu 

York. Inc ll4pp 10647 007 24X Flche 30-000.83/03/26.8303040046 


R, Periodic opereting report* related correspondence 


8303020165 Forwards "Quarterly Seismic Monitoring Rept for Jan-Mar 
1983 •* 

ZIMMERMAN. 8 R Carolina Power it Light Co 03/04/27 DENTON.H R 
Office of Nuclear Reactor Regulation. Director Ip 10284 060 24X 

Flche 50-400. 83/04/27. 8305020163 


— 83D5020172 "Seismic Monitoring Program Quarterly Data Rept Jan-War 
1903 " 

S Carolina Power 6 Light Co 83/04/27 Ip 18204 061 24X 

Flche 30-400,03/04/27.8303020165 


S Reportable occurrences. LERs Si related correspondence 


8304280299 PN3-1 1-80-030 on 801104, bomb threat received from unknown 
female caller Const site not evacuated State of NC S< local 
law enforeement agencies notified 

HALL, 8 L , MCGUIRE, D Region 2. Atlanta, Office of the Director 
00/11/04 Ip. 10233' 330 24X Flche 30-400,80/11/04.8304200299 


83^5110487 Part 21 Si deficiency rept* re mlsoperatlon of DS-4i6 reactor 
trip ''.under VQ 1 tage devices Initially reported on 030420 
Attachme^nts will be replaced w/devices w/widened grooves 
to accom'modate new retaining rings Mfg drawings revised 
RAHCi E P Meetinghouse Electric Corp 83/04/21 DEYOUNO. R, C 
Director's Office, Office of Inspection and Enforcement 3pp 
lB40!l 093 S4X Flche 30-000.03/04/21.0305110427 


8305030601 Final deficiency rept re weld deficiencies in Cless IE 
transfer panels Initially reported on 030401, Deficiency not 
reportable per lOCFRSO 53(e) 

CHIANOI.N J Carolina Power S. Light Co 03/04/23 O'REILLY, J P 
Region 2. Office of Director Ip 18306 089 24X 

Flche 50-400.83/04/23.8303030601 


8305110252 Interim deficiency rept re conduit installed in structural 
concrete not in accordance w/ACI-318 Initially reported on 
830401. Evaluation determined item not reportable per 
lOCFRSO 55<e> 

CHIANOI.N. J Carolina Power & Light Co 03/05/03, O'REILUViJ.P 
Region 2, Office of Director Ip. 18406 338 24X 

Flche - 50-400. 93/05/03, 0303110252 


8305130000 Daficisncy rept re Class IG motor control ctrs from ITT 
Oould containing weld defects Initially reported on 
830408 Vendor evaluation to be completed by Jul 1983 
Extension until 830713 requested Also reported per Part 21 
PARaONS. R M Carolina Power 6 Light Co 83/05/06 O'REILLY. J P 
Region 2. Office of Director. ip. 18436-264 24X 

Fich »: 50-400, 83/05/06, 8305130080 


8305130216 Interim rept re deficient welde on emergency svc water self- 
cleaning strainers, Intttelly reported on 630400 Evaluation 
of pressure boundary welds not expected to be completed 
until June 1903, Next rept will be submitted by 030617 
PARSONS. R M Carolina Power U Light Co 03/05/06 O'REILLY, J.P 
Region 2, Office of Director. Ip 18439 329. 24X 

Flch a; 50-400, 03/05/06. 0305130216 


8305130113 Part 21 rept re low natural frequency of counter balenc e 
assembly , resulting in unacceptable stresses on backdreft 
damper c ounterbalance arm Seismic qualification criteria not 
fully net Investigation 6 testing underway 

HILL, T-D Ruskln Manufacturing Co 83/05/10. Director's Office, 
Office of Inspection and Enforcement. 7pp 18430 OOi 24X 
Fiehe 50-400,83/05/10,8305130113 


T Hearing tronscrlpts on non-anti trus t matters 


8305240077 Forward* transcript of Tugg le. Map las. Mac k i e. B1 each er 6 
Steven* depositions a* experts of N Cddleman on security. per 
830520 telcon N/o enc 1 

OARTH. C A Hearing Qranch 1 03/03/20 EDDLEMAN. U Eddleman. N 

Ip 10549 094 24X Fiche 50-400,03/05/20.6305240077 


DOCKET 50-402 6HEAR0N HARRIS NUCLEAR POWER PLANT, UNIT 3 


A Application/construction stage documents it correspondence 


8305230720 Forwards list of utils responding to requests for cdst 
figures on backflttlng 

TQURTELLOTTE, J Regulatory Reform Task Force 03/04/11 
PALLAOINO.N J Commissioners 2pp 10542 272 24X 

Fiche 50-000,83/04/11,0305230720 


8 Reportable occurrences, LERs 6 related correspondenco 


0304280299 PNS-1 l-BO-030 on SOI 104, bomb threat received from unknown 
female caller Const site not evacuated State of NC ti local 
law enforcement agencies notified 

HALL. 0 L Region 2, Atlanta. Office of the Director 80/11/04 ip 
24X Fiche 50-400,00/11/04.0304230299 


DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT. UNIT 4 


6 Reportable occurrences. LERs 6 related correspondonca 


0304280299 PNS-I 1-00-030 on 001104, bomb threat received from unknown 
female caller Const site not evacuated State of NC tc local 
law enforcement agencies notified 

HALL.B L Region 2. Atlanta. Office of the Director BO/U/04 Ip 
24X Flche 50-400,00/11/04.0304200299 


DOCKET 50-407 UNIV OF UTAH RESEARCH REACTOR 


C Utility Environmental Report (ER>, amends & correspondence 


8305190349 Application for renewal of License R-12A Including financial 
Info, revised Tech Specs. environ data operator 
requal If Icotlon program tt revised emergency plan Application 
resubmission of 030300 application apparently lost in moil 
OROPHY, J J Utah. Unlv of 83/05/12 Office of Nuclear Reactor 
Regulation, Director 20pp 10500 321 24X Flche 50-407,03/05/12. 

8305190349 


— 0305190369 Environ rept 

* Utah. Unlv of 83/03/07 4pp IS501 015 24X 

Flche 50-407.03/05/12,8305190349 


I Financial Information 


8305190349 Application for renewal of License R-126 Including financial 
Info. revised Tech Specs, environ data operator 
reqwallflcation program 6 revised emergency plan Application 
resubmlssion of 030300 application apparently lost in mail 
DRQPHY. J J Utah. Unlv of 03/05/12 Office of Nuclear Reactor 
Regulation, Director 20pp 10500 321 24X Fiche 50-407.03/05/12, 

0305190349 


P Operating license stage documents 6 correspondence 


8305060660 Advises that License R-126 for TRIOA reactor not considered 
expired, as renewal application dtd 030300 apparently lost In 
malls 

EISENHUT. D 0 Division of Licensing 83/05/03 DROPMY. J J Utah. 
Unlv of ip 18357 356 24X Flche 50-407, 83/05/03, 8305060660 


0305190349 Application for renewal of License R-126 including financial 
Info, revised Tech Specs, environ data operator 
requal if ication program li revised emergency plan Application 
resubmlssion of 030300 application apparently lost in mall 
SROPHY, J J Utih, Univ, of 83/05/12 Office of Nuclear Reactor 
Regulation, Director, 20pp 10500 321, 24X Fiche. 50-407. 03/05/12, 

0305190349 


— 0305190360 Proposed Tech Specs 6 bases for TRIOA reactor 
« Utah, Unlv of 83/05/12 37pp 18500 341 24X 

Flche 50-407,83/05/12.8305190349 


— 8305190369 Environ rept 

a Utah, Unlv of 83/03/07 4pp 10501 015 24X 

Fiche 50-407,03/05/12.8305190349 
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— G30319O3BO Revlsod reactor operator rBq.ual 1 f Icat 1 Qr» program 

SANDQUIST, 0 M Utah, Univ of B3/0i/3t 4pp 10501 019 24X 

FUhe 50-407,83/05/12*6305190349 


V Operator Examination* 


B305190349 Application for renewal of License R~12^ iFicliidlng financial 
Info* rrs^tsad Tech Spec** environ data operator 
Tai^ua 1 i f ication program & revised emerganc>^ plan Application 
resobntl sslon of 830308 appllcatiOT> apparentlij loit in mall 
BftDPHT. J J Utah. Univ of 93/05/12 Office of Moclear Reactor 

Regulation, Director 20pp 18900 321 24X FI cho. 90-407i 03705/12, 

6305190349 


— 6305190380 Revised reactor operator requal 1 f Icat ion pragram 

SANDQUIST. G M Utah. Univ of 83/01/31 4pp 16501 019- S4X 
Fiche 50-407.83/09/12.8305190349 


DOCKET 50-409 UA CRD3SE BOIL I MO WATER REACTOR 


F Securltv# medical, emergency & fire protection plans 


B3O511O290 Foriiiards LACQUft onsite meteorological data from Mar 1982 - 
Feb 1963 

WE 186, D Dairy land Power Cooperative 63/05/02 FAIROBENTr J. 
Division of Systems Integration (post 611005) lS9pp 18392 343 
24 X Flche 90-409.83/09/02,6305110298 


B30S160050 Responds to 830420 telcon requesting written confirmation of 
B30419 verbal agreement to install free-s tand i ng metal 
barrier between HPSW/flre protection diesel driven pumps in 
crlbhousBrto act as radiant shield 

LINDER, F Dairy land Pourer Cooperative 63/05/03 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 1B453 018 24X 

Flehe 30-409183/05/03,83051*0030 


6305110034 Generic Ltr 63*'21 to all licensees of operating reactftrs, 
applicants for OLs h holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EISENHlilT. D- 0 Division of Licensing 93/05/11 Consolidated 
Edison Co of New York. Inc 16pp. 16940 093 24X 

Fie he 50-000.63/05/11,8305110034 


8305240327 Forwards respons* to unresolved Item Identified during 
620920-24 insp Response withheld fref 10CFR73 21) 

LINDER, F Dairy land Power Cooperative 83/03/13 CRUTCHFIELD. D 
Operating Reactors Branch 9 Ip 16573 172 SAX 
Flche 30-409.83/05/13.6305240327 


6305170416 Notifies that onsite S( offsite emergency preparedness 
adequate NUREd-0737. Item III A 2 Ir ^'Emergency Preparadnessi 
Upgrade Emergency Plans to App E, iOCFRSO, complete. 

CRUTCHFIELD,© Operating Reactors Branch 5 83/05/16 LINDER, F 

Dalrytand Power Cooperative 3pp. 18469,250. 24X 

Flche. 50-409,83/03/16. 6305170416 


6305190016 Responds to 821020 ltr re changes to physical security, 
safeguards contingency L guard training b qual i f ice 1 1 on 
plans Certain proposed changes unacceptable End comments 
withheld (ref 10CFR73 21) 

CRUTCHFIELD, D Operating Reactors Branch 5 63/05/17 LINDER. F 

Deiryland Fouer Cooperative ip, 1650i'3S8. S4X 
Fiche. 50-409. 83/05/17.6309190016 


6303310169 Forwards listed changes tO' EPP-2, Issue 9. "Or gani x«t 1 on U 
Operations During Emergencies " Act of receipt requested. H/o 
encl. 

LINDER, F Dairyland Power Cooperative 83/05/23 Region 3, 
Office of Director Ip. 18652-296 24X Flche 90-409.83/05/23. 

8305310169 


Q Adjudicatory correspondence 


8305100214 Discusses A5LB 630421 initial dec is ion. d ec tding show cause 
proceeding re liquefaction potential at facility. 88E of 
0 12 g adequate b conservative d escr Iptlon, Dewater i ng sys 
need not he installed to preclude liquefaction 

CUNNINGHAM. O H Office of the Executive Legal Director 63/04/26. 
DENTONiH R Office of Nuclear Reactor Regulation, Director 
DEYOUNG, R. Director's Bfficei Office of Inspection and Enforcement, 
3pp 18374: 185 24X Flche 50-409,63/04/20.8305100214 


6305200452 Foruards A8LP Initial Decision 60-445-01 SC re liquefaction 
potential at UACBWR Util neither required to sub-mit detailed 
design propusel for. nor make operational, s 1 te dewatering 

sys. 

CRUTCHFI ELD, D Operating Reactors Branch 5, 63/05/1? LINDER, F. 

Dairy land Power Cooperative. 3pp 16913.023. 24X 

Flche 50-409, 63/09/19. 0305200452 


J Insurance b indemnity Information 


8305230029 Forwards Endorsements 50 b 51 to NELIA Policy Nr-217 
DEVINEtH F Pairylanrf Power Cooperative 63/05/16 01NIT2, I 

Qfflca of Nuclear Reactor Regulation. Director 2pp 16539:197, 
24X Flche 50-409.83/05/16.6305230029 


P. Operating license stage documents b correspondence 


8305040662 INTEGRATED PLANT SAFETY ASSESSMENT REPORT. SYSTEMAT IC 
EVALUATION PROGRAM - LACROSSE BOILING WATER REACTOR Docket 
No, 50-409 (Deiryland Power Cooperative) 

» Division of Licensing NURE0-0B27 03/04/30 494pp 18334*142 

24X Flche 50-409.03/04/30.6305040682 


6305020455 Generic Ltr 83-19 to all power reactor b testing llcetiseet 
ra new procedures fqr providing public notice concerning 
iBSuance of amends to OLs Svc list end 

EI0ENHUT. D G Division of Licensing 63/05/02 Consol Idatetf 
Edison Co of New York, Inc SOpp 16441 120 24X 

Flche 50-000. 03/05/02, 6305020455 


8305100025 Forwards Class II fee for 820609 application to amend 
License DPR-45i in response to NRC 830116.0314 b 0412 Itrs 
Utl) malntalrts that fee not appropriate, at described in util 
630315 ltr 

LINDER. F Da try lend Power Cooperative 63/05/02 HILLER, HO 
License Fee Hanegement Branch. tp 18377 115 24X 

FI Che* 30-409, 83/05/02, 0303100025. 


8303120D66 Confirms pumping time/fuel consumption of emergency syc 
water supply sys pumps using flooding bests similar to 
alternate core spray sys, per Dudley 830420 telcon Specific 
cases discussed 

LINDER.F Deiryland Power Cooperative, 63/05/02 CRUTCHPIELD. 0 
Operating Reactors Branch 5 3pp 10431.024 24X 

Flche 50-409,83/05/02.0305120066 


6309090659 Generic Ltr 83-20 to ell operating reactor llcentetf b 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list end. 

E18ENHUT, D G Division of Licensing. 63/05/09 GonioUdated 
Edlton Co. of New York. Inc I6pp 10627 153 24X 

Flche* 50-000, 03/05/09. 0305090659 


0305230398 Forwards response to 630330 request for c larif Icati on of 
items identified in 8ER on environ qualification of 
saf a ty-related electrical equipment Request for extension to 
1984 refueling outage schedule repeated per 830311 ltr 
LINDER, F Dalryland Power Cooperative. 63/09/16 CRUTCHFIELD. D. 
Operating Reactors Branch 5 4pp, 10538 220. 84X 

FlchO* 90-409. 63/09/16, 0309230390 


03O926CO62 Advises that facility design acceptable TMl Action Item 
II K. 3 28, "Quell flcatlon of Accumulators on Automatic 
Depressurliatlon 6gs Vajvee. " resolved Safety evaluation 
end. 

CRUTCHFIELD, D Operating Reactors Branch 9 63/09/24 LINDER, F 

Delrylend Fewer Cooperative 5pp 16599,302 24X 

Flche 50-409. 03/05/24, 8305260002. 


0309270002 Forwards SER eceipting licensee actions in response to TMt 
Action Plan Item II K 3 29, "Effect of Loss of AC Power on 
Pump Seals " Seal injection will continue even if offsite 
power lo>st 

CRUTCHFIELD. D Operating Reactors Branch 5 63/09/25 LINDER, F. 

Dairyland Power Cooporatlve. 3pp, 18633 346 24X 

FI C h o 50-409, 83/09/23. 8309270002 


Q Inspection reports, IE Bulletins b correspondence 


6212060369 IE Info Notice 83—14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
end. 

TAYLOR, J II, Division of Safeguards b Inspection Programs (Post 
830103) 03/03/21, Consolidated Edison Co. of New York. Inc 

ll2pp 16300 319 24X Flche* 90-000. 63/03/21. B212060389 


8303040021 IE Info Notice 03-21, "Defective Emergency Use R«tp tretor. * 
8vc lilt end 

JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of Ntu 

York, Inc. I26pp 16435*199 24X Flche* 50-000. 63/04/19, 8303040021 


8303Q40023 IE Info Notice 83-22. "BHR Safety/Rallef Ualv» Failures. " 
Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness b Engineering 
Response (Post 030103} 83/04/22. Consolidated Edison Co. of New 

York. Inc 11 2pp. 18303*069 24X Flche* 90-000, 03/ 04 / 82^ 8303040023 
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6303040025 J£ Info Notics 63-334 "Inoptnable Containment Atmosphere 
Stntlnfl Sys " Svc list end 

JOflOANi E i. Diviiion of Emergcncij Preparedness ■!< Engineering 
Response iPost 630103) 63/04/29 Consolidated Edison Co of Neiu 

York* Inc ll9pp 16391 S91 24X Flche 90-000403/04/29.6303040029 


B303040026 IE Info Notice 63-24. "Loose Parts in Secondary Side of 
8teaim Oeneratori at PWRs " Bve list end 

JORDAN. E L Division of Gmergencg Preparedness h Engineering 
Response (Post 630103) 63/04/36 Consolidated Edison Co of Netu 

York* Inc ll9pp 16362 047 24 X Flche 90-000.63/04/26.6303040026 


6303040027 IE Info Notice 63-29. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 

JORDAN. E U Division of Emergency Preparedness h Engineering 
Retponee (Post 830103) 63/04/2B Consolidated Edison Co of New 

York. Inc liepp 18302 163 34X Ficha 50-000. 93/04/28. 8303040027 


8303040026 IE Info Notice 83-26. "Failure of Safaty/Rel ief Valve 
Discharge Line Vacuum Qreakers " Svc list end 
JORDAN. E. L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 63/05/03 Consolidated Edison Co of New 

York. Inc l22pp 16441 170 24X Flche 50-000. 63/09/03. 63Q3040026 


83-03040030 IE Info Notice 63-27. "Opera tlonal Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Ei^uipmant " 9vc list end 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co. of New 

York. Inc ilSpp 18362 262 24X Fiche 50-000.03/05/04,6303040030 


8303040031 lE Info Notice 63-26, "Criteria for Protective Action 
Recodvmendat ions for General Emergencies " Svc list end 
JORDAN. E. L Division of Emergency Preparedness it Engineering 
Response (Pott 630103) 63/05/04 Consolidated Edison Co of New 

York. ln< ii9pp 10441 001 24X Flche 50-000.63/09/04.8303040031 


8309130236 Informs that draft "ftegolatory Impravement Pragram. " 
subenltted u/utll 830404 1 tr. responsive to NRC concerns 
Program imp lementat ion will be monitored Info re changes to 
program milestones requested 

KEPPLER. J Q Region 3. Office of Director 83/09/09 LINDER. F N 
Dalryland Power Cooperative Ip 18439 220 24X 

Flche 30-409.63/09/09.0309130296 


— 8309130267 Forwards draft "Regulatory Improvement Program " Draft 
derived from meetings w/Region III & reviewed by N Drach. 
resident inspector 

TAYLOR. J U Dalryland Power Cooperative 83/'04/04 KEPPLER* J 0 
Region 3i Office of Director Ip 19439 222 24X 

Flche. 90-409. 03/05/09, 6309130298 


—9303130271 Draft Procedure 032483JMTi "Regulatory Improvement Program *' 
» Dalryland Power Cooperative. 83/04/04 13pp 18439 223 24X 

Flche 90-40?, 83/05/09. 8305130296 


6303040033 IE Info Notice 63-29. "Fuel Dindlng Caused by Fuel Rack 
Deformation " sve list end 

JORDAN. E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 63/09/06 Consolidated Edison Co of New 

York. Znc llSpp 18923,248 24 X Flche 50-000.63/09/06.8303040033 


6303130109 Ack receipt of 830419 Itr informing NRC of steps taken to 
cerrect violations noted in IE Imp Rept 90-409/S3-02 
BHAFER.N, D Region 3. Office of Director G3/O5/10, LINDER. F N. 
Dalryland Power Cooperative Ip. 18437 360 24X 

Flche. 90-409, 03/09/10. 8309130109. 


--8309130112 Responds to NRC 030330 Itr re violations noted in IE Insp 
Rept 90-409/63-02, Corrective ac tlons* contract Issued to 
Nuclear Energy Sves. Inc for sves including applicable 
10CFR5D. App B & Part 21 requirements 

LINDER. F Dalryland Power Cooperative 93/04/19 STREETER, J. E 
Region 3, Office of Director 2pp 16437:361 24X 

Flche 30-40?, 83/05/10. 8309130109 


6303040034 IE Info Notice 83-30. "Hisap p 1 icatlon of Oeneric Emergency 
Operating Procedures <EOP) Ouidelines " Svc list end 
JORDANrE U. Division of Emergency Preparedness Engineering 
Responee (Post 630103) 63/09/11. Consolidated Edison Co. of New 

York. Inc. Il4pp. t0924'OO3 E4X Fiche. 90-000. 63/05/1 li 8303040034 


e309S60S9& Forwards IE Insp Rept 90-409/83-04 on 030411-19 No 
noncompliance noted 

STREETER. J.F Region 3. Office of Director. 83/05/12 LINDER. F « 
Dalryland Power Cooperative 2pp l6A26;ltl 24X 
Flche' 90-409. 03/09/12. 8309260296. 


— B3O32AO230 IE Insp Rept 30-409/03-04 on 030411-15 No none nmp 11 arte e 
noted Major areas inspected licensed I. unlicensed employee 
tra inlng. 1 icensea operator requa 1 1 f i cat i oti training 6 QA 
audits of training program 

SUTPHIN. R N , HAWKINS, F C Region 3. Office of Director 
83/05/12 7pp 18626 113 24X Fiche 50-409.63705/12,0305260256 


B305240327 Forwards response to unresolved item identified during 
620920-24 insp Response withheld (ref 10CFR73 21) 

LINDER, F Dalryland Power Cooperative 33/09/13 CRUTCHF I ELDi D 
Operating Reactors Branch 5 ip 10973 172 24X 

Fiche 90-409. 63/05/ 1 3. 0305240327 


6303040040 IE Info Notice 63-31, "Error In ADLPIPE Computer Program " 
Bve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/05/19 Consolidated Edison Co of New 

York. Inc 114pp 18697 009 24X Fiche 90-000. 63/05/19.. 6303040040 


8303040046 IE Info Notice 83-33. "Nonr epr esentati ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineoring 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Naw 

York, Inc n4pp 18647 007 24X Fiche 90-000-83/09/26.6303040046 


R Periodic operating reports t< related correspondence 


8305110298 Forwards LACDWR onsite meteorological data from Mar 19B2 - 
Fab 1983 

WEI88, D DairyUnd Power Cooperative 83/09/02 FAIROBENT. J 
Division of Bystems Integration (post 811009) 199pp 18392 343 

24X Fiche 50-409.03/05/02.8309110298 


0305310154 Forwards annual environ radioactivity monitoring repts for 
1962 H/q end 

MCDONNELL. U J Wisconsin. State of NRC-O5-B0-279 83/09/23 

KEPPLER.J 0 Region 3. Office of Director ip 1B699 140 24X 

Flche 50-000.83/09/23.6305310194 


9 Reportable occurrences. LERs & related correspondence 


6305020146 Forwards LER 83-001 /O3L-0 6 updated LER a2-O20/O3X-l 
Detailed event analysis encl 

LINDER, P Dalryland Power Cooperative 83/04/21 KEPPLER. J 0 
Raglan 3, Office of Director 3pp 18278 194 24X 

Flche 50-409,03/04/21,8305020146 


—0305020170 LER 83-001/03U-0 on 030329. foUowi ng low reactor water 
level scram, IB HPC8 pump observed not running. Caused by 
backward installation of current transformer in HPC6 pump 
breaker ground fault trip device 

GOODMAN. L 8 Dalryland Power Cooperative 63/04/21 Region 3. 

Office of Director Ip 18S78 197 24X Fiche 90-409.83/04/21. 

6309020146 


—8305020182 Updated LER 02-O2O/O3X-t on 821119-20, on three occasions 
vacuum pump which maintains isokinetic flow rate to stack 
activity monitors tripped Caused by pump & motor 
overheating Motor thermal overload fuses upgraded 

GOODMAN. L 8 Dalryland Powei Cooperative 83/04/21 Region 3. 
Office of Director Ip 18270 190 24X Flche 50-409.83/04/21. 

8309020146 


T Hearing transcripts on non-antitrust matters 


0305100164 Transcript of ACRS LACDWR SEP Subcommittee 830506 hearing in 
Washington. DC Pp 1-166 Supporting documentatl on encl 
e ACRS - Advisory Committee on Reactor Safeguard* 83/05/06 
229pp 10370 265 Z4X Flche 90-409.03/05/06.8305100164 
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A Appllcation/constructlon stage documents S' correspondence 


8309090633 Forwards FR notices of receipt of OL app 1 Icat Ian. not 1 ce of 
availability of environ rept, notice of consideration of 
issuance of OL & notice of opportunity for hearing 
BCKWENCER.A Licensing Drench 2 83/05/02 RHODE. G K Niagara 

Mohawk Power Corp 4pp 18367 307 24X Fiche 50-410,03/05/02, 

8305090633 


— 8309090646 Notice of receipt of eppllcatlon far OL. notice of 
availability of environ rept. notice of consideration of 
Issuance of OL U notice of opportunity for hearing 

SCHWENCER. A Licensing Branch 2 83/05/02 7pp 18367 311 24X 

Ficha. 90-410. 03/05/02. 0309090633 
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--B303090iSi5a Notice of opportunitij for public participation in proposed 
NRC licensing application bg Niagara Kohauk Poiiiev Corpj 
et ali for Nine- Mile Point 5tation<Unit S 
« NflC - No Detailed Affiliation Given 83/05/02 4pp 
10367 310 a4X Fit he 30-410.03/05/02.8303090633 


8305110315 Application for Amend 2 tn OL application (filed in PDR 
Category A ) . com I g 1 1 ng of Amend 2 to FSAR (filed in PDR 
Category K> & Suppl 1 to environ rept — OU stage (filed in 
PDR Category c) Affidavit of Sve cncl. 

MANOAN, C V Niagara Nohauk Pauer Corp 03/05/05 EISENHOTi D Q 
Division of Licensing 6pp 1B394 001 24X Fiche 50-410* 83/05/05. 

93051 10313 


8303L80034 Summary of B3O420 meeting (j/util.CE S< A£ In Bethesda. MD re 
licensing revieu of OL application 6 specific review Issues 
HALIOHEV^*« F Licensing Branch 2 83/03/05 Licensing Branch 2 

iBpp 18499 33D 24X Fiche SO-4 lO. 03/03/05. eG031&D034, 


630309065? Generic Ltr 83*-20 to all operating rsactor licensees U 
holders of CPs re integrated scheduling for impl ementa tlon 
of plant mods Sve list enc 1 

EiBBNHUTiD 6 Division of Licensing 83/05/09 Consolidated 
Edison Co of New Vork. Inc 16pp 18627 133 247 

Fiche 50-000.83/05/09.8303090659 


9305230574 Forwards repts In response to FSAR 8* environ ropt - OL stage 
acceptance review questions per NRC request for addl info to 
030419 submittal re OL application List of repts submitted 
anc 1 

MANOAN, C 7 Niagara Mohawk Power Corp 83/05/13 ei8ENHUTi D O 
Division of Licensing 3pp 18600 001 a4X Fiche 50-4I0i 03/05/13. 
0305230574 


-“9305230582 Forwards addl info re FSAR 6 environ rapt - OL stage per NRC 
030329 request List of repts submitted end 

RHODE. G K Niagara Mohawk Power Corp 83/04/19 EieENHUT.D O 
Division of Licensing 3pp 18600 004 24Y Fiche 50-410. 

83/05/19. 830SS30574 


—8305230585 "3l6(a> Demonstration Submi ssiorti NPDES Permit NY OOOtOlS ** 
a Niagara Mohawk Power Corp 83/05/13 224pp 18600 007 2AX 

Fiche 50-4 1 0. 83 /05/ 1 3. 0305230 574 


—8305230597 "Evaluatian of Angeled Screen Fish Divers Sys at Osuago 
Steam Station i/nit 6." interim rept 

« Lawler. Matusky i. Shelly Engineers LMSE-e2/00911«19l-OS8 
82/04/30 B2PP 18600 231 24X Fiche 50-410.33/05/1318305230574 


—6305230592 "31613) Demonstration Submission Permit NY 0020109 '* 

« Power Authority of the State of New York 0^:1/05/13 St7pp 
18600 300 24X rich# 50-4 10. 83/05/ 13. B305S3O574 


— 03OS23O599 "316(b) Demonstration Submission Permit NY 0020109 *' 

* Poufr Authority of the State of New York 03/05/13 329pp 

18601 16S 24X Fiche: 50-410. 03/05/13. 8305230574 


— 03OSS3O6O3 "Fish Tag Rept Sumjrary 1972-76 ” 

STOHRiJ F Storr. F 76/19/31 ?5pp 10602 130 24X 

Fiche 50-410.03/05/13.8305230574 


— 0305230607 Vol I to "Nine Mil« Point Aquatic Ecology Studies. Summary 
Plank ton. Oenthois. Fisfir 1973 " 

e Quirk. Lawler & Matushy Engineers 74/08/31 391pp 

18602 225 24X FI che* 50-410. 03/05/13. 8305230574 


— 0305230614 Vol 11 to "Nina Mile Point Aquatic Ecology Studies.Fish 
Impingemenit. Hater Quality. 1973 " 

a Quirk. Lawler fc Watusky Engineers 74/00/31 26Bpp 
1B604 096 a4X Ficha 50-410.03/03/13.8303230574 


— B303S30632 Vol III to "Nine Mile Point Aquatic Ecology Studles.part 1. 
Apps l-III (a-d) Methods 6 Met Is. Stat 1 st (Cal Proceduras. 

Planktnn. 1973 '* 

* Quirk. Lawler & Matusky Engineers 83/05/13 5O0pp, 

18605 001 S4X Flchr 50-410.83/05/13.0309230574 


--0305230628 V/ol III to "Nine Mile Point Aquatic Ecology Studies. Part 2. 
App III (e-p >, P 1 ank ton. 1973 " 

* Quirk. Lauier b Katusky Engineers 83/05/13 577pp 

18606 149 24X Fiche 50-410183/05/13.0309230574 


'-“6305230637 Vol III to "Nine Mile Point Aquatic Ecology Studies. Part 3. 
Apps IV.V. VI Benthos. Fish. Fish Impingement. 1973 " 

* Quirk. Lawler 8c Matusky Engineer* 83/05/13 396pp. 

18608:006 24X F i c h e: 50“4 1 0. 83/05/13, 8305230574. 


— 0305230644 Vot III to "Nine Mile Point Aquatic Ecology Studies. Part 4. 
App vn Water 0uellty,l973 " 

* Quirk. Lauier 8c MatUsky Engineers 03/05/13 29lpp 
10610 015 24X Fiche 50-410,03/05/13.8305230574 


— 6305230690 Vol I to "Nine Mile Point Aquatic Ecology Studies. Chapters 
I- IV, 1974 " 

a Lawler. Matusky 8« Shelly Engineers 75/12/31 333pp 

10609 042 24X Fiche 50-410.03/05/13.8305230574 


— 8305230656 Vol ti to "Nine Mile Point Aquatic Ecology Studies. (Chapter 
VII-X).1974 ” 

• Lawler. Matusky & 0k«lty Engineers 75/12/31 20Opp 
10610 306 24X Fiche 50-410.03/05/13.8305230574 


— 8305230661 "Nine Mile Point Aquatic Ecology Stud 1 et. 1979. " 

« Lawler. Matusky 6 Bkilly Engineers LM0E-'76/OO618il91-O33 
76/05/31 497pp 18611 226 24X Fiche 50-410.83/05/13, 

8309230574 


—8309230666 Vol I to "Nine Mile Point Aquatic Ecology Studies. 1976 " 
tt Lawler. Matusky 8c 5k«lly Engineers 77/05/31 489pp 

10613 001 24X Fiche 50-410.03/05/13.8305230574 


— 8303230678 Vol II to "Nine Mile Point Aquatic Ecology Studlet.App 1-lX 
1976 " 

« Lawler. Matusky 8c Skelly Engineers. 77/05/31 651pp 

18614 130 24X FUhe 50-410.83/09/13.8305230574 


—8305230600 "Nine Mile Point Aquatic Ecology Studies. 1977 " 

* Texas Instruments. Inc 78/09/31 879pp 186i6 061. 24X 

Fiche 50-410. 03/09/13. 8305230974 


— 0309230681 "3l6<a) Demonstration Submiss Ion, NPDE8 Permit 070 0X2 2 
000632 NY (0003212) " 

« Niagara Mohawk Power Corp 63/03/13 I50pp 1S61S 216 24X 

Fiche 90-410,83/05/13.8309230574 


—8309230684 "Intake Cons Iderati ons. NPDES Permit 070 0X2 2 00632 NY 
(0003212) " 

* Niagara Mohawk Power Corp 03/09/13 50pp 18619.006. 34X 

Fiche 90-410,03/09/13,6305230974 


— 0309230687 "316(a) Demonstration Submission NPDES Permit 070 0X2 2 
000633 NY (0003221) " 

a Niagara Mohawk Power Corp LM8E-79/03638<l9l/029. 03/09/13 

I92PP 10619 053 24X Fiche* 50-410, 03/09/13. 8305230574 


—8309230691 "Intake Cons Iderati one NPDES Permit 070 0X2 2 000633 NV 
(0003221) " 

« Niagara Mohawk Power Corp 83/05/13 50pp 10619' 209. 24X 

Fiche 50-410. 83/09/13. 0305230974 


—0309230696 “316(A) Demonstration eubmisslon NPDES Permit NY 0002186." 
a Niagara Mohawk Power Corp 03/09/13 460pp 18619 249 24X 

Fiche 50-410. 83/09/13. 8309230574 


— B309230699 "Intake Considerations NPDES Permit NY 0002186 " 

e Niagara Mohawk Power Corp 83/09/13 149pp 10620 349 24X 

Fiche 50-410.03/09/13.0309230974 


—0309230701 "fltudlBS to Alleviate potential Fish Entrapment at Unit 6 - 
Oiuego Steam Station " 

» Stone b Webster Engineering Corp 77/05/31. 92pp 18621*138 
24X Fiche 50-410,03/05/13.8305230574 


0309240498 Responds to 030419 Generic Ltr 83-18 requesting addl Info 
re review of BWR Owners Group control room survey program 
Info addressed In 030414 ltr to NRC. 

MANOAN.C V Niagara Mohawk Power Corp 83/09/10 EtSENHUT, D. G. 
Division of Licensing Ip 10972 068 24X Fiche' 90-410, 03/05/10. 

0305240490 


C Utility Environmental Report (ER), amends b correipondenca 


0309090633 Forwards FR notices of receipt of OL appl icatlon, notice of 
availability of environ rept.n'otice of consideration of 
issuance of OL b notice of opportunity for hearing 
8CHWENCER,A Licensing Branch 2 03/05/02. RHODE. O K Niagara 

Mohawk Power Corp 4pp 18367 307 24X Fiche- 50-410. 83/05/02. 

0309090633 


— 0305090640 Notice of receipt of application for OL, notice of 
availability of environ rept. notice of consideration of 
Issuance of OL b notice of opportunity for hearing 
SCHWENCER. A. Licensing Branch 2 83/05/02 7pp 18367:311, 24X 

Flcha 90-410.03/09/02,0305090633 
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B3D91 10319 Forwards 8uppl J to environ rept - OU stage (filed in 
PDR Category C) 

MAMOANj C V Niagara Mohawk Power Corp 03/09/05 EtSENHUTt D O 
Division of Licensing 6pp 18394 001 24X Flche 50-410,83/09/091 

8309110319 


“—0309110339 Suppl 1 to environ rept - QL stage 

* Niagara Mohawk Power Corp 83/03/31 79pp 18394 007 24X 

Flche 50-410,03/09/03,8305110319 


—8305230678 Vo I 11 to “Nine Mile Point Aq,uatic Ecology Studies«App I-IXi 
1976 

■» Lawler, Ma tusk y & Skelly Engineers 77/(55/31 651pp 

18614 130 £>4X Fiche 30-410,83/05/13,8309230374 


— B3DS200660 "Nine Mile Point Aquatic Ecology StodlOBil977 " 

# Texas Instruments, Inc 70/05/31 S73pp ia(il6 061 a4X 
Flche 50-410,83/03/13,8305230374 


8309230574 Forwards repts In response to FSAR & environ rept - OL stage 
acceptance review questions per NPC request for addl info to 
830419 submittal re DL application List of repts submitted 
enc 1 

MAfJOAN,C V Niagara Mohawk Power Corp 03/05/13 ElSENHUT, D Q 
Division of Licensing 3pp 10600 OOi 24X Flche 30-410,83/09/13, 
0309230374 


—8309230989 "316(a) Demonstration Submissioni NPDE8 Permit NY 0001019 " 
Niagara Mohawk Power Corp 03/05/13 224pp 10600 007 24X 

Flche 50-410,83/03/13,8309230374 


■0309230587 "Evaluation of Angeled Screen Fish Divers Sqs at Osueao 
Steam Station Unit 6, " Interim rept 

-e Lawler, Matusky b Skelly Engineers LMSE-B2/00918cl9l-03B 
82/04/30 BSpp 18600 231 a4X Flcho 30-410,83/09/13,9303230374 


—0309230392 "3l6<a) Demonstration Submission Permit NY 0020109 " 

■» Power Authority of the State of New York 03/03/13 217pp 

10600 300 24X Flche 90-410,83/09/13,8303230574 


—8309230999 "316(b) Demonstration Submission Permit NY 0020109 '♦ 
* Power Authority of the State of New York 93/03/13 323nn 

186D1 163 24X Flche 90-410,83/03/13,0309230374 


— 8309230601 "3l6<a) Demonstration Subm 1 ss i on, NPDES Permit 070 0X2 2 
000632 NY (0003212) " 

* Niagara Mohawk Power Corp 83/09/13 ISOpp 18618 216 a4X 
Flche 30-410,03/05/13,0303230574 


—8309230604 "Intake Cons 1 d era t i ons, NPDES Permit 070 0X2 2 00630 NY 
(0003212) " 

» Niagara Mohawk Power Corp 03/05/13 30pp 18619 006 24X 

Flche 90-410,03/03/13.8303230374 


—8303230687 ’'316(a) Demonstra fcion Submission NPDE3 Permit 070 0X0 2 
000633 NY €0003221 ) " 

* Niagara Mohawk Power Corp LMSE-75/03638ci91/029 03/09/13 

t92pp 10619033 24X Flche 30-410.83/03/13,0303230974 


—0303230691 "Intake Considerations NPDES Permit 070 0X2 2 000633 NY 
(0003221) 

# Niagara Mohawk Power Corp 03/03/13 30pp 18619 205 24X 

Flche 3O-4tO,03/O3/l3< 0305230574 


—0303230696 "316(A) Demonstration Submission NPDEB Permit NY QOO2106 
e Niagara Mohawk Power Corp 83/09/13 460pp 18619 249 24X 

Fiche 90-410,03/03/13,0309230 974 


—8305230699 "Intake Considerations NPDES Permit NY 0002106 ’’ 

— B309230603 "Fish Tag Rent Su/ntnary 1972-76 " * Niagara Mohawk Power Corp 83/05/13 I49p|} IB620 349 a4X 

STORR.J F atorr, JF 76/12/31 93pp 10602 130 24X Flche 50-410, 03/05/13, 0305230574 

Fiche: 50-410, 03/09/13, 0309230974 


"•“0309230607 Vol I to "Nine Mile Point Aquatic Ecology 
Plankton, Benthos, Fish, 1973 " 

* Quirk, Lawler 6 Matusky Engineers 74/08/31 
10602 229 24X Flche 90-410,03/09/13,0309230974 


Studies, Summary 
591 pp 


—8309230701 "Studies to Alleviate Pntontial Fish Entrapment at Unit 6 - 
Oswego Steam Station '* 

* atone it Nebster Engineering Corp 77/03/31 92pp 18621 138 
a4X Flche 90-410.83/09/13.8305230574 


0305230614 Vol 11 to "Nine Mile Point Aquatic Ecology Studies. Fish 
Imp ingement, Water Quality, 1973 " 

e Quirk, Lawler it Matusky Engineers 74/00/31 26Bpp 
10604:096 24X Flche 90-410,03/05/13,0305230974 


83092600B6 Forwards Affidavit of Sve indicating that Amend 2 tq FSAR 
tk Suppl i to environ rept - OL stage, provided to appropriate 
parties delineated In 030329 Itr Distribution lists end 
MANOANfC V Niagara Mohawk Power Corp 03/05/23 ElSENHUT. D G 
Division of Licensing 5pp 18999 309 24X Fiche 50-410,83/05/23. 

83092600B6 


0305230622 Vol m to "Nine Milo Point Aquatic Ecology Studies, Part 1, 
Apps l-III (a-d) Methods 6 Mat l a, Statist leal Procedures. 

Plankton, 1973 " 

» Quirk, Lawler 6 Matusky Engineers 03/03/13 308pp 

18605:001 S4X Fiche 90-410,83/09/13,8309230974 


— 9305230628 
App III ( 
« Quirk, 
18606 14? 


Vol 111 to "Nine Mile point Aquatic Ecology atudlei.part 
fp) Plankton, 1973 " 

Lawler 6 Matusky Engineers 83/03/13 977pp 

34X Fiche 90-410, 83 /09/ 1 3, 0309230974 


2 , 


D NRC Draft/Final Environmental Statements, supple 6 correspondence 


0309110296 Discusses draft E18 received on 830415 which Indicated no 
known historic significant sites will be directly 
affected by plant operation Council must be afforded 
opportunity to comment prior to granting license or permit 
KLIMA.DL Advisory Council on Historic Presorvation 03/05/09 
□YKOSKliL Siting Analysis Branch t7pp 18393 256 24X 

Flche 90-410,83/09/09.8303110296 


—8309230637 Vol 111 to "Nine Mile Point Aquatic Ecology Studies, Part 
Apps tVi Vi VI Benthos, Fish, Fi sh Imp ingement, 1973 " 

• Quirk, Lawler 6 Matusky Engineers 03/09/13 396pp 

10608 006 24X Flche 90-410,83/03/13,8309230974 


“0305230644 Vol HI to "Nine Mile Point Aquatic Ecolo 
App VIX. Hater Quality, 1973 " 

a Quirk, Lawler fc Matusky Engineers 03/09/13 
10610:019 24X Fiche 90-410,03/09/13,8309230374 


gy Studies, Part 
29lpp 


4, 


F Security, medical, emergency 6 fire protection plans 


0309030919 Forwards revised meteorological data tape for facility 
Physical specs of data tape unchanged from previous 
submittal Tape will be included in next FSAR amend 
W/o end 

HANGAN, C V Niagara Mohawk Power Corp 03/04/29 8CMHENCER. A 
Licensing Branch 2 Ip 18300.339 24X riche 50-410,03/04/29, 

0303030919 


— a309230690^Vol I to "Nine Mile Point Aquatic Ecology Studies, Chap ters 

** Skelly Engineers 75/12/31. 333pp. 

18609:042 24X Fiche 30-410,83/09/13,9305230974. 


— 03O923O696^Vol II to "Nine Mils Point Aquatic Ecology Studies, (Chapten 

** Skelly Engineers. 79/12/31 2aopp 
10610-306 a4X Flche 90-410,03/09/13,8309230974 


0305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for QLs & holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
Sve 1 1st enc 1 

ElSENHUTrDG Division of Licensing B3/0S/U Consolidated 

Edison Co of Neu York, Inc. 16pp 10940 095 B4X 
Flcho 90-000,03/09/11,8309110034 


0, Adjudicatory correspondence 


8309230661 "Nine Mile Point Aquatic Ecology Studies, 1975 " 

^ Skelly Engineers. LMSE-76/0081H91-033 
8305230974 50“4 10, 83/03/13, 


““8309230666 Vol I to "Nine Mile Point Aquatic Ecology Studies, 
** Skelly Engineers, 77/05/31 489pp 

10613 OOI 24X Fiche, 90-410 j 83/09/13, 8309230974 


8305090633 Forwards FR notices ef receipt of OL app 1 ica tlon, not Ic » of 
availability of environ rept, notice of consideration nf 
issuance of OL it notice of opportunity for hearing 
SCHHENGERiA Licensing Branch 2 83/09/02 RHODE, 0 K Niagara 

Mohawk Power Corp 4pp 18367 307 24X FI che. 90-4 10, 83/05/02, 

0305090633, 
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■8309090646 IMotict of receipt o-f application for 0L» notice of 
availability of environ rept. notice of coneideratl on of 
iteoance of OL & notice of o<pportunity for hearing 

SCKNENCEFl.A Licensing Branch 2 83/03/02 7pp 18367 311 24X 

Ftch* 50-410* 03/O5/O2r 8303090633 


8303040027 IE Info Notice 83~23« "Standby Oai Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment *' Svc list end 
JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 630103) 63/04/SB Consolidated Edison Co of New 

York* Inc llBpp 16382 163 24X Fiche 30-000.83/04/26.8303040027 


K Utility Final Safety Analysis Report (FBAR) St amends 


6304210236 Forwards Amend I to FSAR. cons 1 sting of 8RP deviation 
statements, page changes tc 1*470 oversiie drau/lngs 
NAhfOAN.C V Niagara Mohawk Power Corp 03/04/13 EI8ENHUT* D 0 
Division of Licensing Spp 16090 272 24X Fiche 50-410*63/04/13* 

6304210236 


—6304210240 Amend 1 to FSAR M/1.216 oversiae drawings k 254 oversls# 
figures Aperture cards are available in PDR 

* Niagara Hohauk Power Corp 63/04/30 387pp 16090,274 24X 

Fiche 50-410*63/04/13.8304210236 


6305110315 Forwards Amend 2 to FSAR (filed in PDR Category K) 

W/21 oversize drawings Aperture cards are available In 
PDR 

MANOAN.C V Niagara Mohawk Power Corp. 83/03/03 EISENHUT*D 0 
Division of Licensing 6pp 18394 001 24X Fiche 30-410.83/09/03* 

8309110315 


— 6303110372 Amend 2 to F9AR M/21 oversize drawings Aperture cards 
are available In PDR 

e Niagara Mohawk power Corp 83/03/31 136pp 16394 063 24X 

Fiche 50-410.83/03/09,8303110313 


83052&0086 Forwards Affidavit of Svc indicating that Amend 2 to FSAR 
i< Suppl 1 ta environ rept - OL stage, provided to appropriate 
parties delineated in 830329 1 tr Distribution lists end 
KANOAN.C V Niagara Hohauk Power Corp. 63/05/23 EISENHUTrD Q 
Division of Licensing 3pp 18599 309 24X Fiche 30-410,63/03/23. 

6303260066 


6303040028 IE Info Notice 83-26* "Failure of Saf ety/Rel lef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JQRDANfE L Division of Emergency Preparedness 8, Engineering 
Response (Post 630103) 83/09/03 Consolidated Edison Co of Ntu 

York. Inc 122pp 18441 170 24)( Fiche 90-000*83/03/03.0303040028 


8303040030 IE Info Notice 83-27. "Operational Retponso to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment '* 8vc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York* Inc il2pp 18382 282, a4X Fichs 50-000.83/09/04*8303040030. 


6303040031 IE Info Notice 83-26. "Criteria for Protective Action 
Recommendations for General Emergencies " Bvc list end 
JORDAN.E, L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 63/09/04 Consol Idated Edison Co of Nty 

York* Inc 119pp 18441,001 24X Fiche 30-000.83/09/04*8303040031 


8305160093 Responds to request for addl info re IE Bulletin 82-01. Rev 
l.Buppl 1. Three welds inaccessible for rerad iography 
currently under evaluation Two addl welds w/enhanced 
radiographs found satisfactory 

MANMO/8 F Niagara Hohawlc Power Corp 83/03/04 BTAROSTECKl. R 
Division of Project S< Resident Programs 2pp 18432 013 84X 

Fiche* 30-410. 63/09/04. 8303160093, 


8305190331 Forwards IE Insp Rapt 90-410/83-04 on 830314-0415, No 
noncompl lance noted 

BTAROSTECKl* R Dlvlslan Of Project k Resident Programs 83/05/04 
RHODE* 0,K Niagara Mohawk Power Corp 8pp 18500' 305, 24X 

Fiche 50-410,03/03/04.8303190331 


M Antitrust correspondence 


8305130026 Forwards addl info re^^uested on 830321 re antitrust review 
of OL application 

HANGAN.C V Niagara Mohawk Power Corp. 83/05/09 REGAN. U H Bite 
Analysis Branch 2lpp 16437 104 24X Fiche 30-410*63/05/09. 

8309130026 


Q Inepection reports. IE Bulletins & correspondence 


6212060365 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility! to Exothermic Chemical Reaction " Svc list 
enc L 

TAYLORrJ M Division of Safeguards k Inspection Programs (Post 
830103) B3/03/21 Consolidated Edison Co of New York, Inc 

ii2pp 18300 319 24 X Fiche 90-000. 63/03/21. 8212060389 


8305230529 Forwards expurgated statements not previously submitted w/IC 
Investigation Rept 50-410/82-076 re improper use of QC 
Inspector trainees by StcM 

STAR08TECK1 * R Division of Project 4c Resident Programs. 83/03/24 
RHODE. 0 K Niagara Mohawk Power Corp 26pp. 16537:029. 24X 

Fiche 50-410*83/03/24.8309230529 


—8305190334 IE Imp Rept 50-410/83-04 on 030314-0413 No noncompUenct 
noted Major areas inspected, saf ety-relatcd p ip ing* 1 Icensee 
survel llance* contractor aud its. instrumentat ion tubing 
supports it structural steel 

BCHULZ.R D . KISTERrH. B. Region 1* Office of Director. 83/05/02 
llpp. 18300:307 24)( Fiche- 90-410. 03/03/04. 8309190331 


6303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation." Svc list and. 

JORDAN.E L Division Of Emergency Preparedness A Engineering 
Response (Post 830103). 83/03/06. Consolidated Edison Co. of Niw 

York* Inc 119pp. 18523248 24X Fi c he, 90-000. 83/03/06* 8303040033 


8303040034 IE Info Notice B3~30. "Misapplication of Generic Emergtncu 
Operating Procedures (EOP) Guidelines.” Svc list end 
•v/QRDAN*E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/05/11. Consolidated Edison Co of Ntu 

York* Ine U4pp 18524 003 24X Fichs, 30-000. 83/09/1 1, 8303040034. 


8303040040 IE Info Notice 83-31. "Error in AOLPIPE Computer Proarae, " 
Svc list end 

JORDAN.E L Division Of Emergency Preparedness k Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York* Inc, iI4pp. 10697,009 24X Fiche 50-000*03/09/19*8303040040, 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc lilt end 

JORDAN.E L Division of Emtrgency PrepareiJness << Engineering 
Response (Post 830103). 83/04/19 Consalldated Edison Co of New 

York* Inc 126pp, 18439:153 24X Fiche 90-000,03/04/15,8303040021 


8303040023 IE Info Notice 03-22. "DMR Saf ety /Re 1 1 ef Valve Failures. " 
Bvc list end 

JORDAN.E L Division of Emergency Preparedness t, Engineering 
Response (Post B30103). 63/04/22 Consolidated Edison Co. of New 

York. Inc lt2pp 1B363 089 24X Fiche 90-000. 83/04/22, 6303040023, 


6303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Bye " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Responsf (Post 830103). 03/04/25 Consolidated Edison Co of Now 

York, Inc 119pp 18381 291 24X Fiche; 50-000, 83/04/25, 8303040025 


B303040026 IE Info Notice 83-24, "Loose Perts in Secondary Side of 
Steam Genirators at PWRs " Bvc list end 

JORDAN.E L Division of Emergency Preparedness k Engineering 
Rtsponsq (Post 830103). 83/04/26 Consolidatid Edison Co. of New 

York. Ine II Spp 18382’ 047 24X Fiche- 90-000. 03/04/28* 8303040026 


8305270636 Ack receipt of 830426 Itr Informing NRC of steps takin to 
correct vlolettons noted in IE Insp Rept 50-410/83-02 
STARQBTECKIf R, Divteton of Project k Resident Programs 03/05/19 
RHODE. OK Niagara Mohawk Power Corp Ip 16646' 207, 24X 

Fiche- 90-410, 63/05/19* 6305270636 


—0309270649 Responds to NRC 030320 Ur re violations noted In IE Imp 
Rept 30-410/83-02 Corrective actions correct process 
planner wea obtained before restarting work k foremen k 
superintendent retrained 

MANNOiS, F Niagara Mohawk Power Corp. 83/04/26 BTAROBTECRIiR 
Region 1* Office of Director 3pp 18646,208 24X 

Fiche 90-410, 83/09/19, 8309870630. 


8303040046 lE Info Notice 03-33. "Nonrepresentat Ive Sampling of 
Contaminated Oil " Bvc list end 

JORDAN, E,L Dlvieion of Emergency Preparedness It Engineering 
Response (Post 830103), 03/05/26, Consolidated Edison Go. of New 

York. Inc ll4pp, 18647 007 24X Fiche. 90-000, 83/05/26, 8303040046 
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R Periodic opereting reports it related correspondence 


€309230974 Forwards repti in response to F9AR it environ rept - OL stage 
acceptance review questions per NRC request for addl Info to 
830419 submittal re OL application List of repts submitted 
enc 1. 

MANOAWf C V Niagara Mohawk Power Corp 83/09/13 CI8ENHUT« D Q 
Division of Licensing 3pp 10i>OO 001 24X Ftche 90~410« 63/03/13* 

03OS23O574 


— 0309230987 "Evaluation of Angeled Ecreen Fish Divers Sgs at Oswego 
Steam Station Unit 6,*' Interim rept 

# Lawl er* Hatusky it Skelly Engineers LMSE-Ba/OO^licl^l-OSB 
ea/04/30 62pp 10AOO 231 24X Flcho 30 - 410 , 83/09/13. 0303230974 


— 03O923O&O3 "Fish Tag Rept Summary 1973-7A " 

STORR^J F Storr, JF 76/12/31 99pp 10602 130 24X 

Flcha. 90-410, 03/09/13, 0303230974 


— 8309230&07 Vol I to "Nine Mile Point Aquatic Ecology Stud ies« Summary 
Plankton, Benthos, Fish, 1973 " 

# Quirk, Lawler it Matusky Englntera 74/00/31 991pp 

10*02.229 24X Flcho 90-410, 63/09/13, 0303230974 


—9309230614 Vol II to "Nine Mile Point Aquatic Ecology Studies, Fish 
Imp ingeiaant. Hater Quality, i973 •' 

a Quirk, Lawler it Matuiky Engineers 74/00/31 2*0pp 

18*04 09* 24X Fiche. 90-410, S3/09/i3. 0303230374 


—9309230622 Vol III to "Nina Mile Point Aquatic Ecology 8tudlsi,Part 1, 
Apps I-III (a-dl.Methods it Matl i. Statistics 1 Procedures, 

Plankton, 1973. " 

# Quirk, Lawler it Matusky Engineers 03/09/13 908pp 

10*09:001 24X Flche 90-410,03/09/13*8303230974 


— 9309230629 Vol HI to "Nine MUi Point Aquatic Ecology StudietrPart 2, 
App 111 <e-p> Plankton, 1973 " 

a Quirk, Lawler it Matusky Engineers G3/09/13 977pp 

10*06 14? 24X Flche 90-410103/09/13,8309230974 


—0309230637 Vol III to "Nine Mile Point Aquatic Ecology Studies, Part 3, 
Appt IV, V, VI Benthos, Fish, Fish Imp Ingetnent, 1973 " 
e Quirk, Lawler 6 Matusky Engineers 03/09/13 39*pp 

18609:00* 24X Flche 90-410,83/09/13,8309230974 


— 8309230644 Vol III to "Nine Mile Point Aquatic Ecology 0tudies,Part 4, 
App VI I 'Hater Quality, 1973 " 

# Quirk, Lawler it Matusky Engineers 03/09/13 291pp 

18610-019. 24X Flche. 90-410, 83/09/13, 8303230374 


—8309230690 Vol I to "Nine Mile Point Aquatic Ecology Studies, Chapters 
r-lV, 1974 " 

» Lawl er, Metusky i< Skelly Engineers 79/12/3 1 333pp 

10*09.042. 24X Flche- 90-410, 03/09/13, 8303230974. 


— 9309230696 Vol II to "Nine Mile Point Aquatic Ecology 9tud les, (Chapters 
VII-X>, 1974 " 

» Lauler,Matusky i< Skelly Engineers 79/12/31 2S0pp 
10610' 30* 24 X Flche- 90-410,03/09/13,8303230974 


—0309230661 "Nine Mile Point Aquatic Ecology Studies, 1979, " 

a Lawler, Matusky it Skelly Engineers LMBE-76/00B1 6191 -033. 
76/09/31. 497pp 10611.22* 24X Flche, 30-410, 03/09/13, 

8309230974. 


— 0303120404 Part 21 rept re failure of post-LQCA hydrogen rucombiner 
component during IEEE— 323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of dovlatlan 

EMPEV* D C Rockwell International Corp 03/03/11 COLLINS, J T 
Region 4, Office of Director 5pp 10433 074 24X 

Flche 30-000,03/04/26*0303120392 


0309120334 Interim deficiency rept re QE control rod drive tys clamps 
Initially reported on 030403 Clamps not A8ME qualified Final 
rept will be submitted by B30B29 

MANNO. B F Niagara Mohawk Power Corp 93/03/04 STAROSTECKI * R 
Division of Project & Resident Programs 2pp 10432 292 24X 

Flche 30-410,03/03/04,8305120334 


0309230430 Suppls 020402 final deficiency rept re Power Strut spring 
nuts Corrective actions completed Nuts from Field Purchase 
Order 12113 returned to vendnT B8tW OA Insp Plan 
N20E06lAFA00a revised to ensure use of proper spring nut 
MANNO, 8 F Niagara Mohawk Powar Corp 03/03/16 STAROSTECKI . R 
Division of Project & Resident Programs Ip 18585 286 24X 

Flche 90-410,03/03/16,0305290430 


DOCKET 30-412 BEAVER VALLEY POWER BTATIDN, UNIT 2 


A App 1 icat 1 on/cons tr uc 1 1 on stage documents U correspondence 


6303230720 Forwards list of utils responding to requests for cost 
figures on backfltting 

TQURTELLOTTE. J Regulatory Reform Task Force 03/04/11 
PALLADINO, N J Commissioners 2p p 10342 272 24X 

Fi c h • : 90-000, 83/04 / 1 1 , 8305230720 


03092302*3 Informs of NRC determination that probability of 
unacceptable damage due to turbine missiles acceptably low, 
provided turbine missile generation probability maintained 
as specified 

KNIGHTON* O W Licensing Branch 3 83/04/20 W OOLE VER. E J 

Duquesne Light Co 3pp 10543 250 24X Flche 90-412,03/04/20, 

03092302*3 


0303090699 Oenarlc Ltr 03-20 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list end 

eiBENHUT, D O Division of Licensing 83/05/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 133 24X 

Flche 30-000.83/05/09,8305090639 


C Utility Environmental Report <£R>, amends correspondence 


8309170199 Summary of 830322 meeting u/utll & Bl<H In Qetheida, MD re 
environ rept OL stage 

LAZO, L Licensing Branch 3 83/OS/lO Licensing Branch 3 S4pp 
10496-144 a4X Fiche' 30-412. 83/03/10*0309170199 


0303180999 Forwards environ rept for Beaver Valley Power Station. Uni t 

2 . 

HOOLEVER,E J Duquesne Light Co 83/03/16. DENTON. K R Office Of 
Nuclear Reactor Regulation* Director 2pp 18350 001 24X 

Flche 90-412,83/03/16,8303100339 


— 0309180976 Environ rept - OL Stage for Beaver Valley Power Station, 
Unit 2 Errata end 

a Ouquesne Light Co 03/03/16 70Ipp 183*6 119 24X 

Flche 30-412, 83/09/ 1*, 0303100339 


■8309230*** Vol I to "Nine Hilo Point Aquatic Ecology atudles, 197* " 
a Lawler, Matusky 6 Ekelly Engineers 77/09/31 4B9pp 
10613.001 24X Flche: 30-410, 03/03/1310303230974 


■0305230670 Vol II to "Nine Mile Point Aquatic Ecology Studies, App I-lXi 
197*. ’* 

a Lawler,Matufkv it Skelly Engineers. 77/09/31, *91pp. 

1 86 1 4: 1 30. 24 X F 1 c h e : 30-4 1 O* 03/09/ 1 3, B303230374 


F Security, madlcalr emergency & fire protection plans 


030502042* Informs of mod to Unit 1 emergency preparedness plan to 
include Unit 2 Units will have one emergency plan 6 
separate sets of implementing procedures 

HOOLEVER.E J Duquesne Light Co 83/04/20 DENTCN, H R Office of 
Nuclear Reactor Regulation. Director 4pp. 10273 192 24X 

Flche 30-412.03/04/20,030302042* 


— 8309230600 "Nine Mile Point Aquatic Ecology Studies, 1977 " 

a Tasas Instruments, Inc. 78/09/31, 879pp 18616.0*1 24X 

Flcha: 30-410, 03/03/13, 8303230974 


0305170186 Summary of Q3D317 meeting u/util in Dethesda.MD re physical 
security plan Plan required by 830731 

LAZO, L Licensing Branch 3. 83/09/10 Licensing Branch 3 4pp 

18496 140 24X Fiche 50-412* 03/09/ lO, 030317010* 


8. Reportable occurrences, LERs St related correspondence 


6309120392 Interim deficiency rept re misapp 1 icatton of 17E Oould 
circuit breakers in post-LOCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 030328. Matter under 
Investigation Final rept by S30B08 Rsported per Part 21. 

MANNO, 8. F. Niagara Mohawk Power Corp 83/04/2*. STAROSTEGKI, R 
Region i, Office of Director. 2pp £8433:072, S4X 
FI Che J 90-000, 63/04/26, 0303120392* 


8309110-034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Bve list end 

EISENHUT, D. O Division of Licensing 83/09/11 Consolidated 

Edison Co of New Vork, Inc 16pp 10340:095. 34X 
Flche 30-000,83/03/11,0303110034 
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B3033t0234 Sumniary of S304 U nte^tlng ui/titil In 0Btheftd4»MD re schedule 
for completing items *n C-ener 1 c Ltr a2-33tSuppl 1 to 
NUREG-0737 requirement* for emergency response capability 
LAZO.L Licensing Branch 3 B3/03/11 Licenslnj Branch 3 12pp 

10A62 234 24X Flche 30-4 ISi B3/03/1 1 , 8305310234 


— 8309100633 App 2 SC to Beaver Valley Unit 2 F9ARi "Relative Demltv 
Plot* for Verification Boringsi Terra Probe Den«if Icatlon 
Hain Intake Structure *' 

e Duquesne Light Co 03/03/16 31pp, 18333 033 24X 

Flche 30-412,83/03/16,830318033? 


8303180256 Forwards “BeaveT Valley Pouor Station Unit 2 Fire Protection 
Evaluation Rept '* Ac k of receipt requested 

WQOLEVERrE J Duquesne Light Co 03/03/16 DENTON. H R. Office Of 
Nuclear Reactor Regulation, Director 3pp 18490 333 24X 

Flehe 30-4 12, 83/03/ 16. 0303180236 


— 03O51BO259 "Beaver Valley Power Station Unit 2 Fire protection 
Evaluation Rept ” 

* Duquesne Light Co 83/03/16 S76pp 18490 337 24X 

Ficha 50-412,83/05/16,8303180236 


—8309180661 App 2 SD to Beaver VaUey Unit 2 FBAR, "Lab Teit Bat* |o 
Situ Soil* *♦ 

« Duquesne Light Co 83/03/16 l3Qpp 18333 083 24X 

Flchc 30-412,83/03/16,830318033? 


— 8303180666 Chapter 3 to Beaver Valley Unit 2 F8AR, "Design Of 
StrUcturee, Cofflponenti, Equipment & 8y* " 

« Duquesne Light Co 83/03/16 1, 147pp 18933 2S3. 24X 

Fichi 30-412,83/03/16,8303180339 


K Utility Final Safety Analysis Report IFSARl amend* 


B303180S83 Forwards Amend 1 to FSAR 

MQDLEVER, E J Duquesne Light Co 03/09/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp IB487 223 24X 

Plche 30-412,83/03/16.0305180283 


— 0303180387 Amend I to FBAR H/seven over* lie figure* Aperture card* 
are available in PDR 

♦ Duquesne Light Co 83/05/31 e62pp 18487 230 24X 

Flehe 30-412, 83/09/16, 03051 80283 


830318095? Forwards FBAR le environ rept (filed in PDR Category Cl for 
Beaver Valley Pouer Station, Unit 2 

WDOLeVER,E J Duquesne Light Co 83/05/16 DENTON, HR Office of 
Nuclear Reactor Regulationr Director. 2pp 18390 001 24X 

FI Che 30-4£Sr 83/03/16, 8309100999 


— 830518096? FSAR for BeAver Valley Power 8 tat ion. Unit 2 Errata end 
» Duquesne Light Co, 83/03/16 2. a7?pp 18330 003. 24X 

Fiche 50-412, 03/05/16, 030910033? 


—6303180983 Chapter 1 tO Beaver Valley Unit 2 FSAR, "Introduction & 
General Description of Plant " 

e Duquesne Light Co 03/09/16 26?pp 18350 014 SAX 

Flehe 50-412,03/09/16,8303100559 


— 8303180392 Chapter 2 to Beaver Valley Unit 2 FSAR, "Site 
Characteristic* ’’ 

« Duquesne Light Co, 83/05/16 SGOpp 18590 203 24X 

Fiche 30-412,83/05/16,8303180999 


—6305180998 App 2. 8A to Beaver Valley Unit 8 FSAR, "Balt U Hater Drift " 
» Duquesne Light Co 83/09/16 19pp 1G99£ 133. 24X 

Fiche 30-412,83 /09/16, 83O3I0OS39 


—6303180606 App 2 3B to Beaver Valley Unit 2 F8AR, *'V1 title Plume 
Kodfl " 

e Duquesne Light Co, 03/05/16 Bpp. 10991 167. 24X 

Flehe 90-412,83/09/16,030916053? 


—0303180613 App 2 3C to Beaver Valley Unit 2 FBAR, "Beaver Valley Power 
Station Joint Frequency Distribution at 39-Ft Level 
(Jan 1976 - Dec 1900) " 

a Duquesne Light Co. 63/05/16 il7pp 18591 174 Z4X 
Fiche 90-412103/05/16,8309100859 


--8309190625 App 2 3D to Beaver Valley Unit 2 FSAR, '■'Beaver Valley Power 
Station Joint Frequency Distribution at 300-Ft Level 
(Jan 1976 - Dec 1?S0). " 

« Duquesne Light Cg. 03/09/16 IGSpp 10991 291 S4X 
Fiche 50-412, 83/09/ 16, ■8309180939 


— 8309180673 App 3A to Beaver Valley Unit 2 FSAR, "Computer Pragrae fsr 
Dynamic & Static Analysis of Seismic Category I Structures, 
Equipment it Components " 

« Duquesne Light Co 83/03/16 197pp 10996 S90, 24X 

Fi Che. 50-412, 83/09/16, 0303180999 


—8309180681 App 3B to Beaver Valley Unit 2 FSAR, "Study of PTobabllily 
of Aircraft Collision H/Beaver Valley Power Station - 
Unit a " 

« Duquesne Light Co. 83/09/16 69pp 10997. 0S7 24X 

FI Che. 50-412. 83/03/16, 830310035? 


— 8303180683 Chapter 4 to Beaver Valley Unit 2 FSAR, "Reactor " 
« Duquesne Light Co 83/03/16 83lpp 10937 170 24X 

FUhi 30-412,83/03/16,830318099? 


— e3O310O6?a Chapter 9 to Beaver Valley Unit 2 FSAR, "RC8 it Connects! 
Sye " Four aperture cards available in PDR 
« Duquesne Light Co 83/09/16 292pp, 1G99B 041 24X 

Fiche- 90-412, 03/09/16, 830910039? 


—0309180699 App 9A to Beaver Valley Unit 2 FBAR, "Cold Shutdown 
Cepablllty " 

« Duquesne Light Co 83/03/16 12pp 1839S 293 24X 

Fiche 90-412,83/05/16,030918093? 


— 8309180697 Chapter 6 to Beaver Valley Unit 2 FBAR, "EBF. " Aperturi 
card* available in PDR, 

* Duquesne Light Co 03/09/16 460pp 18998 332 24X 

Fiche- 90-412. 83/09/16, 8309180999 


— 8309180709 Chapter 7 to Beaver Valley Unit 2 FSAR, "Instrumentation k 
Controls, •" 

e Duquesne Light Co 83/09/16 6B2pp 18960 072. 24X 

Fiche 90-412,83/09/16,0309180999 


—8309180708 Chapter B to Beaver Valley Unit 2 FSARf "Electric Power * 
e Duquesne Light Co. 83/09/16 IBOpp 18962:034. 24X 

Fiche. 90-412, 83/09/16, 830918099? 


-G305180715 Chapter ? to Beaver Valley Unit 2 F8AR, "Auxiliary Sys * 
Aperture cards available in PDR, 

» Duquesne Light Co 83/09/16 4eOpp 10562! 214 24X 

Fiche- 90-412, 03/09/16, B30918099? 


—8309180720 Chapter 10 to Beaver Valley Unit 2 FSAR, "Sttaa it Power 
Conversion 8ys. " Aperture cards available in PDR 
s Duquesne Light Co 03/09/16 il4pp 18963-334. 24X 

Fiche' 90-412, 83/09/16, 830916093? 


—0303180728 App lOA to Beaver Valley Unit 2 FSAR, "Auxiliary Fffduattr 
Sys Simplified Reliability Analysis " 

a Duqussne Light Co. 83/03/16. 77pp 10364.086, 24X 

Fiche 90-412,83/03/16,8303180399 


—8309180634 App 2 4A to Beaver Valley Unit 2 F8AR, "Analysis of Fkand 
Heights, Ohio River at Shipp ingport, PA Hydrologic Engineering 
Investigation '■ Aperture card available in PDR. 

* Duquesne Light Co 03/03/16 189pp 10392 114 24X 

Fiche 90-412,83/09/16.830918093? 


—0303100733 Chapter 11 to Beaver Valley Unit 2 FSAR, "Radwaste Hgt. * 
Aperture cards available in PDR 

a Duquesne Light Co 03/09/16 143pp 10964 176 24X 

Fiche- 90-412, 83/09/16, 830310099? 


—8309180641 App 2 9A to Beaver Valley Unit 2 FBAR. "Ohio River 
Elevations 6 Plaxometer Data " 

« Duquesne Light Co 83/09/16 44pp 18392 2?? 24X 

Fiche 90-412,03/03/16,0303180999 


—8303180690 App 2,98 to Beaver Valley Unit 2 F8AR, "Boring Logs." 
Aperture card* available In PDR 

» Duquesne Light Co 03/09/16 43pp. 18992 347. 24X 

Fiche 90-412,83/03/16, 830 5 £809 39 


—0309100740 App llA to Beaver Valley Unit 2 FSAR, "Summary of Annuel 
Radiation Doses, " , 

a Duquesne Light Co. 03/05/16. 26pp 18964-319. 24X 

Fiche; 90-412, 83/09/16, 0309180399. 


—0309100746 Chapter 12 to Beaver Valley Unit 2 FSAR, "Radiation 
Protection " 

a Duquesne Light Co, 03/09/16 192pp. 18964.332, 24K 

Fiche- 90-412, 03/09/16, 030918099? 
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“-0303180749 Chapter 13 to Be«ver ValUy Unit 2 FSAR, "Conduct of 
□porAtlona " 

# Duqifecnr Light Co 03/05/16 tl7pp 10565 104 34); 

Flcho 50-4101 03/OS/16i 8305160359 


— 0303100755 Chaptsr 14 to Beavor ValUy Unit 2 FSAR, "Initial Teat 
Proflrain '* Four aperturt cards available In PDR 
a Duquestie Light Co 63/05/16 I83pp 18565 301 24X 

Fitha 50-412, 83/05/16, 6303100559 


— 6305180760 Chapter IS to Beaver Valley Unit 2 FSAR, "Accident 
Analyiei " 

m Duquesne Light Co 03/05/16 461pp 10366 124 24X 

FI Che 50-412, 63/05/1 6i 83051B05S9 


— 6305100764 App ISA to Beaver Valley Unit 2 FSAR, "Dose Methodology " 
a Duquasne Light Co 83/05/16 Qpp 16567 225 24X 

Flcha 50-412,63/05/16,0303180559 


— 6305160767 Chapter 16 to Beaver ValUy Unit 2 FSAR, "Tech Specs " 
a Doquasne Light Co 63/05/16 7pp 10567 234 24X 

Flcha 30-412103/05/16,0305180559 


— 6305180769 Chapter 17 to Beaver Valley Unit 2 FSAR, "OA " Errata 
•ncl 

« Du(iuaine Light Co. 63/05/16 3lpp 18567 240 24X 

Ficha. 50-412, 83/03/16, 6305100559 


0305840249 Forwards affidavit certifying distribution of F5AR Amend 1 
WOOLEVER, E J. Duquetnt Light Co 03/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 10548 304 24X 

Ficha: 50-412, 83/03/19, 0303240249 


Q Inspection reports, IE Bulletins St correspondence 


0212060365 IE Info Notice 63-14, "Dewatered Spent Ion Exchange Resin 
Su-ic eptl b 1 1 1 ty to Exothermic Chemical Reaction " 6vc list 
enc 1 

TAYLORfU H Oivltlon of Safeguards Inspection Programs (Post 
630103) 83/03/21 Consolidated Edison Co of New York, Inc 

U2pp. 16308 319 84X Ficha 50-000, 63/03/21 , 8212060305 


0303040021 I£ Info Notice 83-21, "Defective Emergency Use Respirator " 
8vc List end 

JORDAN#E L Division of Emergency Preparedness b Engineering 
Responsa (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 10435 155 24X Fiche 50-000,83/04/15,0303040021 


8303040023 l£ Info Notice 03-22, "BNR 8af ety/Rel i cf Valve Failures 
Bve list and 

JQROANiE. L Division Of Emergency Preparedness b Engineering 
Response (Post B30103L 03/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 16303 009 24X Fiche 50-000, 03/04/22, 0303040023 


8303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Eys " Bvc list end 

JQfiDAN,E. L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/04/25 Consolidated Edison Co of New 

York, Inc ll9pp 18381.291 24X Flche 50-000,83/04/25,8303040025 


8303040026 IE Info Notice 83-24, "Loose Parts in Becondary Side of 
Bteam Oenerators at PWRs " 0vc list end, 

JOROANrE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/20 Consolidated Edison Co of New 

York, Inc liSpp 18362; 047 24 X Piche 50-000,03/04/20,0303040026 


6303040027 IE Info Notice 63-25, '^Standby Oas Treatment ays Meatar High 
Temp Trip Setpoint Adjustment." 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co. of New 

Yoric, Inc. 118pp. 18382.165 24X Flche 50-000, 83/04/20, 8303040027 


6303040028 IE Info Notice 83-26, '‘Failure of Saf ety/Rel lef Valve 
Discharge Line Vacuum Breakers '* 9vc list end 
JOROANiE L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 63/05/03. Consolidated Edison Co. of New 

York, Inc. 122pp 18441.170. 24X Flche 50-000, 83/05/03, 0303040028 


6303040030 IE Info Notice 83-27, "Cperattonal Response to Events 
Concerning Deliberate Acts Directed Against Plant 
ERuLpaient, " 8vc list end 

JORDAN, £ L Division of Emergency Preparednes s b Engineering 
Rasponse (Past 030103). 63/05/04 Consolidated Edison Co. of New 

York, Inc ll2pp 1 8362 ‘ 282. 24 X Flche 50-000,63/05/04,0303040030 


6303040031 IE Info Notice 63-26, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies." Bvc list end 
JORDAN* E.L Division of Emergency Preparedness b Engineering 
Rasponse (Post 630103) 63/05/04 Consolidated Edison Co. of New 

York, Inc. llVpp 18441.001, 24X Flche 50-000,63/05/04,0303040031 


0303040033 IE Info Notice 83-29, "Fuol Binding Caused by Fuel Rack 
Deformation " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 33/05/06 Consolidated Edison Co of New- 

York, Inc llSpp 10523 248 24X Flche 50-000, 03/05/06, B303040033 


8303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (ECP) Guidelines " Svc list end 
JQRDANtE L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 93/05/11 Consolidated Edison Co of New 

York, Inc U4pp 16524 003 24X Flche 50-000.63/05/1 1,0303040034 


6303040040 IE Info Notice 03-31, “Error in ADLPIPE Computer Program " 
Sve list end 

JORDAN, E L Division Of Emergency Preparedness b Engineering 
Response (Post 630103) 93/05/19 Consolidated Edison Co of New 

York, Inc ll4pp 10697 009 24X Flche 50-000,03/05/19,6303040040 


6305250406 Ack receipt of 030504 Itr informing NEC of steps taken to 
correct violations noted in IE Insp Rept 90-412/03-01 
MARTIN, T T Division of Engineering b Technical Programs 03/09/20 
WOOLEVER.E J Duquesne Light Co Ip 105B9 035 24 X 

Flche 50-412,03/03/20,0305290400 


—8309250496 Responds to NRC B30S10 1 tr re violations noted in IE Insp 
Rept 50-412/63-01 Corrective actions three steam generator 
cold leg noizlo wolds will be repaired by end of Dec 19B3 
Steam generator technical manual will be revised 
WODLEVER, E J Duquesne Light Co 93/05/04 STAROSTECKI, R 
Division of Project b Resident Programs 6pp 10569 036 24X 

Flche 50-412, 03/05/20, 0305230486 


6305270656 Ack receipt of 030404 Itr Informing NRC of steps taken to 
correct violations noted In IE Imp Rept 50-412/81-09 
STAROSTECKI.R Division ef Project b Resident Programs 03/09/24 
NQOLEVERiE J Duq.UBsne Light Co Ip 18646 338 24 X 

Flche 50-412,03/05/24,8305270636 


—8305270662 Revises 620310 response to NRC B2020? Itr r« violations 
noted In IE Insp Rept 90-412/01-09 Corrective actions nuts 
b bolts In duct connection will be replaced w/new nutsibolts 
b flat washers to ensure proper bearing surface area 
NOOLEVERiE J Duquesne Light Co 83/04/04 STAROSTECKl, R 
Division of Project b Resident Programs 3pp 10646 359 24X 

Flche 90-412,03/09/2410305270656 


6303040046 IE Info Notice 03-33, "Nonrepr esentat 1 ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Enplneerlhg 
Response (Post 630103) 83/05/26 Consol Idatsd Edison Co of New 

York, Inc 114pp. 10647 007 24X Flche 90-000,63/09/26,6303040046 


8 Reportable occurrences, LEKs b related correspondence 


6305100104 Interim Significant Deficiency Rept 63-02 re QC acceptance 
of conditions in nonconformance w/insp plan attributes 
Initially reported on 03O31Q QC supervisor b lead inspectors 
re inttruc ted Next rept will be submitted by 630B01 

WOOLEVER, E J Duquesne Light Co 03/04/29 HAYNEE, R C Region 1, 
Office of Director 4pp 10374 350 a4X Fiche 50-412.03/04/29, 
0309100104 


0305110295 Interim Significant Deficiency Rept 03-01 re Incorrect 
Uesttnghouse EMD gate valve position indication Initially 
reported on 030112, Rept of results of evaluation will be 
submitted by 830931 

, WOOLEVER, E J Duquesne Light Co 03/04/29 HAYNES, R C Region 1, 
Office of Director 5pp 1B393 273 24X Flche 50-412,83/04/29, 

0309110299 


8305200429 Final Significant Deficiency Rept 02-06 re failed sheared 
pinion keys in Uimltorque motor operators supplied by 
Westinghouse All deficient keys replaced Also reportable 
per Part 21 

WOOLEVER, E J Duquesne Light Co 63/03/10 ALLAN, J Region 1. 
Office of Director 9pp 18517 145 a4X Flche 50-412, 03/05/10, 
0305200429 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT I 


A App 1 Ication/constructi on stage documents b correspondence 


0305020326 Forwards addl info re containment pressure boundary fracture 
toughness, in response to NRC 020504 Itr W/four oversize 
drawings Aperture cards are available In PDR 

PARKER, W 0 Duke Power Co 02/06/03 DENTON, HR, Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 8pp 10276.220 24X Flche 90-413,02/06/03,8309020326 
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93090-90008 Foruartf* "Conit Project Evaluation #or Catauib4 Mucloar 
Btation " 

OWEN.WH Duk« Powar Co 0a/IS/3O O'REILLY^ J P Rtglon S, Office 
of Director. I9 1833? 110 B4X Flelve 30-413182/12/30,8305050008 


— 6305050014 '^Canet Project Evaluation for Catauiba Nuclear Station " 
« Duke Pouir Co 82/10/31 202pp 1833? lit 24K 

FI c h ■ 50-4 1 3, 82/ 1 a/30 . 8309050008 


8305020594 Approvat requatt to ylthlmld "Reactor Cavity Atvflimatric 
Loadf" front public dlicloiure par 10CFR2 7?0 

ADENSAKiE 0 Licinalnj Srench 4 83/04/26 TUCKER, K B Duka Powar 

Co 2pp 18284.247 StXFlcNa 50-413,83/04/2618309020956 


9305090699 Otnaric Ltr 83-20 to ail oparatlng reactor llcaniaea it 
holdari of CP» re Integrettd tchaduling for tirp 1 amentatian 
of plant madf 8vc Hit incl 

eiSENHUT.D 0 Divialon pf Llcenilna. 83/05/09 ConaoUdatad 

Ed lion Co of Nfw Vark, Inc. 16pp 18627 193 24X 

Fichi 9O-0DDi 03/09/09, 83 05090 69? 


S309270005 Foruarda propoaid Tech Specs in form of tnarted-up Rev 4 to 
NUR£0“04S2i "STS for Wastlnghoose PWRs " 

TUCKER, H B Duke Powar Co 83/05/20. DENTON,H.R Office of 
Nuclear Reactor Regulation, Director ADENSAMjE 0 Licensing Branch 
4 741pp 18630 001 24X FI che 30-4 13, 83/05/20, 8305270005 


E NRC Safety Evaluation Report (SER), supple &c correspondence 


63OSO2002O Foruiards contfnents on SER Section ?. 9 1 re flra protection 
prograffli Icsued byi NRC on 830222. M/ four overt! ce •dratuings. 

List of room descriptions also anc 1 . Apar tura cards era 
available in PDR, 

TUCKER, H B. Duke Pouer Co 63/04/14, DENTON, M R. Office of 
Nuclear Reactor Regulation, Director ADENSAM, E O. Licensing Branch 
4 I4pp. 10276 22 a 24X Fiche 90-4 I3 j 83/04/14. 6305020020 


8305020028 Notification of 630504 electing u/utll in BethasdctNO to 
dlfcuif SER Confirnatorg Item 17 re Type C leak rate tasting 
of eartaln isolation valves. 

>lABfiOUR,l4 N Licensing Branch 4 83/04/29 ADENSAM, £.0 Licensing 

Branch 4. 3pp 18308 302 24X Fiche: 50-413, 83/04/29, 0305020028 


0305170712 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UNITS J AND 2 Docket Nos 90-413 And 50-414 
(Duke Pouer Company, at el ) 

a Division of Licensing NUREO-0994 SOI 83/04/30, 96pp. 

Available at NRC <4 75 18481.126 24 X Fi C he < 50-41 3, 93/04/30, 

6305170712 


0309160196 Foruardt Hydrologic Engineering Section request for addl 
info ra SER Canfirmatory Item l on local flooding analysis 
Response requested by 630610 

AI)EN8AN,E 0 Licensing Branch 4 83/05/06 TUCKER, H B Duke Power 

Co 4pp. 18471 335. 24X Flcbe* 90-4 13, 83/05/06, 8305160196 


8305170615 Foruardt Suppl 1 to SER. W/o end, 

NOVAKrTN Division of Licensing S3/09/13 TUCKER, H B Duke 
Pouer Co, 3pp 18497’ 017. 24X Flcha 90- 4 t3i 83/05/ 13. 8305170615. 


8305240021 Notification of 830925 meeting w/utll it Wastlnghouse In 
BethesdejND to discuss resolution of SER Open Item ? 
re cunformence to R88 9-1 it steam generator tuba rupture. 

JABBOUR.K N Licensing Branch 4 83/05/13 ADENSAM ■ E 0 Licensing 

Branch 4 3pp 18577 311. 24X Fiche 90-413,03/09/13,9305240021 


8305200401 Requests 8ER Section 9 5 3 be revised to accurately reflect 
design of emergency lighting sys at facility Emergency 
lighting portion of Open Item I9 should be closed based on 
and discussion 

TUCKER, H B Duke Power Co 93/09/16. DENTON, K,R Office of 
Nuclear Reactor Regulation, Director, ADEN8AH,E O Licensing Branch 
4 4pp IBS 17 297 . 24X Fiche. 50-413, 83/05/16.8305200401. 


8305200476 Forwards revised pages to F8AR addressing Open Item 15, 
Confirmatory Items 2, 9 L 10 6 License Condition 4, per SER. 

Revised pages ulll be Included In Rev 6. 

tucker, H B Duke Power Co 83/05/16 DENTON, H R. Office of 

Nuclear Reactor Regulation, Director ADENSAM, E. 0 Licensing Branch 

4 llpp 1B9I2 347 24X Fiche: 50-413. 33/05/16. S305200476 


8305310200 Informs of plana to perform mods to Ha>s tinghouse Model 
P2/D3 steam generatori per SER (NURE-0966) Issued on 
830316. Plant-specific nod details end 

TUCKERiH B. Duke Power Co. B3/09/1B DENTON, H.R, Office of 
Nuclear Reactor Regulation. Director. ADENBAM, E. 0. Llcsnslng Branch 
7pp. 10691 014 24X Fiche! 90-4 i 3, 83/09/10, 8305310200. 


F Security, medicalf emergency 6 fire protection plans 


8305020020 Forwards comments on BER Section 9 5 1 re fire protection 
program, issued by NRC on 830222 W/four oversize drewlngs 
List of room descriptions also end Aperture cards are 
available In PDR 

TUCKER, H B Duke Pouar Co 03/04/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4. 14pp 18276 222 24X Fiche 50-413,83/04/14,6305020020 


0305270393 Forwards IE Insp Rapts 50-413/03-06 it 50-414/B3-06 on 
830405-08 No noncomp 1 lance noted 

DANCE, H C Division of Project «c Resident Programs 63/04/21 
TUCKER, H 8 Duka Power Co 2pp 18642 175 24X 

Fiche 90-413,83/04/21,8305270393 


—8305270404 IE Imp Repts 50-413/B3-06 it 50-414/83-06 on 830409-08, He 
noncomplianc ■ noted Major area inspected* fire protection. 

MILLER, W H. , CONLON, T E Region 2, Office of Director B3/04/I9 
6pp 18642 177 24X Fiche 50-413,83/04/21,8305270393. 


8305160292 Releasee public version of evacuation time estlmataf. 
FELTONr>f M Division of Rules and Record! 63/05/02 Document 
Management Branch Ip 18462 238 24X Fiche 50-413,83/05/02, 

8305 1602 92. 


—8305160293 Forwards public version of '^Evacuation Time EstlsMtes ” 
TUCKER, H B Duke Power Co 83/04/20 DENTON, H.R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing 
Branch 4 ip 18462.239 24X Fiche. 50-413, 83/05/02, B3O9160S92, 


-N-930516029S Public version of "Evacuation Time Estimates " 

a Planning Research Corp 83/04/30, 94pp 10462? 240 24X 

Fiche 90-413.83/05/02,8305160292 


830’5170296 Forwards storage S< In-transit security plan for 8NH of loe 
strategic significance Plan withheld (ref 10CFR73 80K 
TUCKERrH. B Duke Power Co 03/05/10 DENTON, H. R> Office of 
Nuclear Reactor Regulation, Director, Ip 18465' 078. 24X 

Fiche 50-413,83/05/10,9305170296 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re elarlf ication of 
access to control procedures for law enforcament visits. 

Bve list and 

EI8ENHUT. D O Division of Llcansinp 83/09/11 Coniolldatld 
Edison Co of New York, Inc I6pp 18540 099 24X 

Fiche 90-000,83/09/11,8309110034 


8305240213 Forwards monthly status rapt on offsite emergency 
preparedness for OL reviews for Apr 1983 

D3RCK8,N J Office of the Executive Director for Operations 
83/09/13 PALLAD1N0,N. J. Commissioners 9pp IB993!322. 24X 

Fiche: 90-000, 83/09/13, 8309240213 


8305200401 Requests BER Section 953b* revised to accurately reflect 
design of emergency lighting sys at facility Emergency 
lighting portion of Open Item IS should be closed based an 
end discussion 

TUCKER, H B Duke Powgr Co. 83/05/16 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0> Licensing Brenck 
4 4pp 10917*297. 24X Fiche’ 90-413, 83/09/16, 0309200401 


0, Adjudicatory correspondence 


8309030904 Advises that NRC will not serve responsive pleading to 
Palmetto Alliance B30411 motion to compel diacovtry from 
applicants, NRC is not party to discovery dispute. 

JOHNSON, <» E Hearing Branch 4 83/04/29. KELLEYt J. L , F08TER'R>F>« 

CALL 1 HAN, 0 Atomic Safety and Licensing Board Panel. ip 

18299:304 24X Fiche 90-413,83/04/29,8309030904. 


8309040930 Motion to compel Palmetto Alliance response to util 
interrogatories It request* to produce re Palmetto Alliance 
Contentions 6, 7. B, 16 it 44, Responses inadequate to date. 
Certificate of Sve end, Related correspondence. 

HCOARRY, J M. Duke Power Co. MCOARRY, J M. Debevolaa 6 Liberman 
03/04/29 Atomic Safety and Licensing Board Panal. 69pp, 
18321:192 24X Fiche 90-413,83/04/29,8309040938 


8309030576 Followup Interrogatories it related document requests on 
Cohtentlons 6,8.16,27 it 44, Certi fleets of 3vc end. 

JOHNSON, O.E. Hearing Branch 4. 83/09/02 Palmetto Alliance. 

lOpp 16306.100, 24X Fiche: 90-413, 83/05/02, 8309030976 


8309060292 Rtsponees to 830416 interrogatories it requests to produce re 
DE8 Contentions 11,17 1, 1?, Related correspondence, 

OUILD, R Palmetto Alliance, RILEY, JL. Carolina Environmental 
Study Group, GUILD, R, Guild, R 83/09/02 Duke Power Ca 2lpp 
10349. 197, 24X Fiche; 90-413, 83/09/02, 0309060292, 
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D30S09-0060 R6n«u«d motion to compol Palmetto 
to i n terro^ator 1 e f on Contention 7 Aneuore 
anfwer* evatlve Certificate of Svc end 
JOHN-8ON.0 E Hearing Branch 4 63/09/04 

Llcenelnp Board Panel 13pp t 634S 135 
8309050000 


Alliance full aneioere 
supplemental 

Atomic Safetu and 
a4X Fiche 90-413.63/05/04, 


B3053404B5 Fol lauup interrogatories re DES Contentions 11, 17 b 19 
Certificate of Svc enc 1 Belateil c urr espondence 

MCOARRY- J M Duke Pouior Co MCOARRY. J t1 Debevoise 6» Clborman 
83/09/10 Palmetto Alliance l&pp 16572 317 24X 

Fiche 50- 413 . 63/05/ ie, 0305240405 


6305090466 Advises that emergency operating procedures mailed to 
Intervenors per A8LB 820305 1201 orders Thirty-day period 

for filing contentions should start on 030909 

CARR, A V Duke Power Co 83/09/04 KELLEY, J L , CALL 1 HAN. A D , 
FOaTERiR F Atomic Safety and Llceneing Board Panel Ip 
10362 250 24X Fiche 90-413103/09/04,8309090468 


63O91OOS02 Forwards notices of deposition for N McAfee, NR Hooplngarner 
b M Loue re Palmetto Alliance contentions Related 
corn tpondence 

CARR^A 9 Duke Power Co 03/09/04 GUILD. R Guild, R Ip 
10371 261 24X Fiche 90-413,03/09/04,8305100202 


B30923D059 Foruiards add! documentat ion ro util welding Insp task force 
rept Documents may fall within scope of General 
Interrogatory 4 (first set) Documents identified in response 
to FOIA request W/o end 

JOHNSON, 0 E Hearing Dranch 4 aS/OS/l*? GUILD. R Palmetto 
Alliance GUILD. R Guild, R Ip 10939 176 24X 

Fiche 90-413*63/05/19,0305230095 


0309310025 Forwards 030517 6 20 Itrs from HP Tucker to JO Davis 6 
HR Denton, respect ive )y, per request W/o enc 1 

CARR, A V Duke Power Co 03/09/34 GUILD. R Guild. R Ip 
18653 310 24X Fiche 50-413,83/05/24,0309310029 


• — 8309100269 Notice of W McAfee deposition in Columbia.SC re Palmetto 
Alliance Contention 6 & 610722 affidavit 

MCOARRY, J M Duke Power Co MCOARRY. J M Debevolse It Liberman 
63/09/04 ip 10371 262 24X Fiche 50-413,83/09/04,6309100282 


—0305100297 Notice of NR Hooplngarner deposition in Columbia, SC re 
Palmetto Alliance Contention 6 & 810722 affidavit 
MCOARRY, J M Duke Power Go MCOARRY, J M Debevolse & Liberman 
83/09/04 Ip 10371.263 24X Fiche 50-413,03/09/04,0309100202 


— 6309100309 Notice of M Lowe deposition In Columbia, 8C re Palmetto 
Alliance Contentions 6,7,8,16.27 $< 44. 

MCGARRY, J M Duke Power Co MCGARRV, J M Debevolse Liberman 
63/09/04 ip 1037i 264 24X Fiche 50-413,83/09/04,8309100282 


6309100342 Followup interrogatories to Palmetto Alliance Contentions 6, 
7. 01 ti 27 Answer must be filed by 930920 Certificate of 
6vc end Related correspondence 

CARR, A, V, Duke Power Co 63/09/04 Atomic Safety and Licensing 
Board Panel 16pp 16378 196 24X Fiche 90-413,83/09/04, 

8305100342 


6309100419 Advises of filing of followup tnterrogetories on Palmetto 
Alliance Contentions 6,7,6,16 b 37 Applicant has received 
no antuers from Palmetto Alliance to interrogatories on 
Contintion 44, so no followup available at present time 
CARR, A V Duke Power Co 03/09/04 KELLEY, U L Atomic Safety and 

Licensing Board Panel CALL I HAN. A D Union Carbide Corp 
FOSTER, fi F Affiliation Unknown Ip 18370 080 24X 

Fiche. 50-413, 03/09/04, 0309100419 


6309090911 Discusses 630902 telcon re recording of applicant b Palmetto 
Alliance depositions on Contentions 27,16,0,44,6 b 7 Draft 
stipulation end 

MCOARRVrJ M Debevolse b Liberman 83/09/09 GUILD, R Oulld, R. 
7pp. 16362 146 24X Fiche- 90-413, 03/09/09, 830909091 i 


6309100332 Responds to Duke Power Co motion to establish deadline for 
control room design review contentions NRC does not oppose 
motion to extent contentions filed by 830931 Certificate of 
Svc end 

JOHNSON. 0 E Office of the Executive Legal Director 83/09/09. 
Atonic Dafety end Licensing Board Panel 9pp 18374 122 24X 

Fiche 50-413,83/09/09,8309100232 


6305110462 Response to Carolina Environ Study Group (CEBG> Contention 
18 b DES Contention i7 Interrogetory 10 of Contention 17 
irraUvant, Affidavits, Certiflcete of Counsel b Certificate 
of Bve end 

JOHNSON, G E. Heerlng Branch 4 03/05/10 Atomic Safety and 

Licensing Boerd Penel 29pp 18409.017 24X Fiche 90-413,03/05/10, 

0309110462 


6309130056 Advises that NRC will make NRC technical staff members 
available for deposition on 830916-18 In Bethesda, ND No 
written notice of deposition received 

JOHNSON, G E Hearing Branch 4 03/05/11 GUILD, ft. Guild, R 

GUILD, R. Palmetto Alliance. 2pp 10436.333 24X 

Fiche- 50-4i3, 83/09/11,0309130096 


0305170472 Memorendom b order ruling on util 830429 motion to compel 
Palmetto Alliance further responses to util Interrogatories 
b requests to produce re Palmetto Contentions 6,7,0,16 b 44 
Listed requests granted 

KELLEY, J L Atomic Safety and Licensing Board Panel 83/05/13, 
Duke Power Co 13pp 10470*099 24X Fl che* 90-413, 83/09/13, 

0305170472. 


0305170996 Forwards 8ER 9uppl 1 (NUREO-0994) W/o and 

JOHNSON, 0 E. Hearing Branch 4 83/09/16, KELLEY, J L , FOSTER, ft F, , 

CALLlHANiD Atomic Safety end Licensing Board Panel ip 
16460:160. 24X Fiche 90-413,83/09/16,0309170956 


8305310035 Lists post-discovery administrative matter* requiring 
resolution Remaining documents should be identified in 
response to A6LB 830513 order, by 030931 

GIBSON, R L Duke Power Co 03/09/24 GUILD, R Palmetto Alliance 
GUILD, R Guild, ft 2pp 18693 211 24X Flcho 30-413,03/05/24, 

8305310035 


0309310195 Motion to Bstafallsh discovery schedule on QA Contention G 
Certificate of avc end 

GUILD, R Palmetto Alliance 83/09/25 Atomic Safety and 

Licensing Board Panel 21 pp 16693 015 24X Fiche 90-413,03/09/29, 

03OS31O15S 


H General correspondence 


8309040499 Forwards documents Identified In 830414 Itr per 030420 
telcon W/o ends Related correspondence 

GIBSON, R L Consumers Power Co 83/04/29 GUILD, R Palmetto 
Alliance Ip 10322 i43 24X Fiche 90-413,03/04/29,0303040499 


Q Inspection reports, IE Bulletins b correspondence 


6812060389 IE Info Notice 63-14, ''Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR, J M Division of Safeguards b Inspection Programs (Post 
0301031 03/03/21 Consolidated Edison Co of New York, Inc 

112pp 10300319 34X Fiche 50-000.83/03/21,0212060389 


8309270324 Forwards IE Insp Repts 90-413/03-03 b 90-414/83-03 on 
030126-0225 No noncomp 1 1 enc e noted 

DANCE, H C Division of Project b Resident Programs 83/03/29 
TUCKER, H 0 Duke Power Co 2pp 18648 039 24X 

Fiche 90-413,83/03/29,0305270324 


—8309870334 IE Insp Repts 90-413/83-03 b 90-414/83-03 on 030126-0229 Mo 
noncompliance noted Major areas Inspected IE Bulletin 02-04 
f 0 1 lowup, el octr lea 1 component b sys nonconformance Itemsj 
pipe welding b electrical cables b terminations 
VANDOORN, P. K Region S, Office of Director IGMATONIS, A J 
Division of Project b Resident Programs 03/03/22 3pp. 

10642061 24X Fiche 90-413.83/03/25,0305270324 


0309270990 Forwards IE Insp Repts 90-413/03-05 b 90-414/03-09 on 
030286-0326 No noncompliance noted 

DANCE, H C Division of Project b Resident Programs 03/04/13 
TUCKER, H.B Duke Power Co 2pp 18646 103 24X 

Fiche 90-413,83/04/13,0305270990 


— 0309270602 IE Insp Repts 50-413/03-09 b 90-414/03-09 on 030226-0326 No 
noncomp 1 1 ance noted Major areas inspected review* of 
licensee QA surveillance repts b authorized nuclear 
Inspector problem repts 

VANDOORN, P. K , IGNATQN18. A J Region 2, Office of Director 
03/04/12 5pp 10646 109 24X Fiche 90-413,03/04/13,8305270570 


8303040021 IE Info Notice 03-21, '^Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/15 Consolidated Edison Co of New 

York, Inc lS6pp 18439 195 24X Fiche 50-000,63/04/15,0303040021 


0305270393 Forwards IE Insp Repts 50-413/83-06 b 50-414/03-06 on 
030409-00 No noncompliance noted 

DANCE,H C Division of Project & Resid'ent Programs 03/04/21 
TUCKER, H D, Duke Power Co Spp 10642 179. 24X 

Flcho: 90-413, 03/04/21,8309270393 


•0309270404 lE Insp Repts 5'0-413/a3-06 b 50-414/03-06 on 030409-00 No 
noncompliance noted. Major area t nspec ted . fire protection 
MILLER, W H , CONLON, T E Region 2, Office of Director 83/04/19 
6pp 10642 177 S4X Fiche 50-413,83/04/21,8309270393 
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B3&3040023 IE Info Notice B3-22, <'BWR Safety /lie 1 lef Valve Failifres " 
Svc 1 I St «ric t 

■JDHD/^NpE t- Division of Emergency Preparedness & Engineering 
Response tPost 830103) 83/04/22 Consolidated Edison Co Of New 

Vork, Inc llEpp 18383 089 a4)f Flche 50 - 000 . 83 /04/22» S303O40O23 


0303040025 IE Info Notice 03-23. ’^inoperabU Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 83/04/25 Consolidated Edison Co of New 

V^ork* Inc I19ipp 10381 291. SAY. Fiche 30 - 000 . 83/04/25. 8303040025 


B30304002& IE Info Notice 83-24, ‘■Looso Parts in Secondary Side of 
Steam Generators at PMRa Svc list end 

JORDAN, E L Division of Emergency Preparedness & Enginee»'ing 
Response <Po 5 t 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc ItSpp 10302 047 24X Fiche 30 ' 000 . 83/04/20. 0303040026 

B303040027 IE Info Notice 83-25. “Standby Gas Treatment Sys Heater High 
Temp Trip Setpoi-nt Adjustment “ Svc list encl 

JDBDAN.E L Division of Emergency Preparedness U Engineering 
Response iPost 030103) 83/04/28 Consolidated Edison Co of New 

York, Inc 118pp 18382 165 24)( Fiche 30 - 000 . 03/04/28, 8303040027 


0303040028 IE Info Notice 83-96. “Failure of Saf ety/Rc 1 lef Valve 
DlscAarge Line Vacuum Breakers “ Svc list entl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 83/05/03 Canso I idatod Edison Co of New 

York. Inc ISBpp 18441 170 24X Fiche 30 - 000 . 83/03/03, 8303040028 


8303040030 IE Info Notice 03-27. "Operational Respanse to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response {Post 030103) 83/05/04 Consolidated Ellison Co of New 

York, Inc J I2pp 18302 282 24X Fiche 50 - 000 . 83/05/04* 8303040030 


0303040031 IE Info Notice 03-28. "Criteria for Frotective Action 
Recommendations for General Emergencies " Svc list enc I 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

Yori, Inc U9pp 18441 001 a4X Fiche 50-000*83/05/04*8303040031 


8303040033 IE Info Notice 83-29. “Fuel Binding Caused by Fuel Rack 
Deformatinn “ Svc list end 

JQRDAM.E L Divliion of Emergency preparedness & Engineering 
Response (Post 030103) 03/05/06 Consolidated Edison Co of New 

York. Inc llSpp 18523 248 a4X Fiche 50-000.83/05/06.0303040033 


0303040034 IE Info Notice 83-30. "Misapplication of Generic Emergency 
Operating Procedures (EOF) Guidelines " Svc list encl 
JQRDAN.E (. Division of Emergency Preparedness 6 Engineering 
Response iPost 030103) 83/05/11 Consolidated Edison Co of New 

York. Inc ll4pp 18524 003 24X Fiche ga-000, 83/05/1 1 . 8303040034 


0305350211 Requests comments on encl draft NRR SALP Input for 
June 1902 - Apr J9B3 Comments received by 830523 ulll be 
considered in final rept 

JA880UR. K N Licensing Drench 4 03/05/10 EISENHJT.DO Division 

of Licensing MATTSON. R Division of Systents Integration {post 
811005) VOLLMER.R Olvlsian of Engineering 6pp- 18627 117 24X 

Fiche 50-413103/09/18,0305230211 


8303040040 IE Info Notice 83-31. "Error in ADLFIPE Computer Program " 
Bvc list encl 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response IPost 830103) 83/05/19 CohsoHdated Edison Co of New 

Vork. Inc 11 4pp. 1 86 97 009 24X Fiche 50-000,03/05/19*6303040040 


8303040046 IE Info Notice 03-33* "Monreprasenta tive Sampling of 
Contaminated Oil " 8vc list end 

J0RDAN*E L Divlsian of Emergency Preparedness 6 Engineering 
Response CPost 030103) 03/09/26 Consolidated Edison Co of New 

York. Inc ll4pp 10647 007 24X Fiche 50-000.03/09/26,0303040046 


S Reportable occurrences. LERs it related correspondence 


8305110427 Part 21 & deficiency repts re misoperation of D8-416 reactor 
trip undervoltaga devices initially reported on 830420 
Attachments will be replaced w/devlces w/widened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE.E P WestinghousB Electric Corp 83/04/21 DEVOUNQ, R C 
Director's Office. Office of Inspection and Enforcement 5pp 
18405 095 24X Fiche 50-000,83/04/21.0309110427 


8305170292 Final Significant Deficiency Rept SD 413-41 4 /e2'-23 re 
violation of const procedures for mislng 8( placing 
0lkaTop 1:22 during drill hole repair Initially reported on 
021200 Test program concluded SikaTop 122 acceptable 
TUCKER. H B Duke Power Co 83/05/06 Q'REILLYiJ. P Region 2. 
Office of Director 3pp 10465 359, 24X Fiche 50-413*63/05/06. 

0305170292 


0305250282 Significant Deficiency Rept SD 413/83-07 re vent valve 
LND105 not Installed in accordance w/design & const 
criteria Initially reported on 830414 Valve will be 
corrected to conform w/drawing In June 1983 

TUCKER, H e Duke Power Co 83/05/13 O'REILLY. J P Region 2, 
Office of Director 2pp 18592 359 24X Fiche 50-413,03/05/13, 

8305250202 


0305270069 Final Significant Deficiency Rept SD 413-414/02-27 re cracki 
in cell containers of nickel cadmium batteries mfg by 
Transamerlca Delaval Initially reported on 821220 Caused by 
contact w/unknown solvent used for cleaning 

TUCKER, H B Duke Power Co 83/05/17 O'REILLY. J P Region 2, 
Office of Director 3pp 10638 279 24X Fiche 50-413.03/05/17. 

0305270069 


docket 50-414 CATAWBA NUCLEAR STATIONi UNIT 2 


A Appllcatlon/cdnstruc t Ion stage documents 6 correspondence 


8305020326 Forwards addl Info re containment prassure boundary fracture 
toughness. In ratponse to NRC 820504 Itr W/four oversize 
rfrawlngs Aperture cards are available in PDR 

PARKER. W 0 Duke Power Co 02/06/03 DENTON, H R Office Of 
Nuclear Reactor Regulation, Director ADEN9AH. E 0 Licensing Branch 
4 2pp 10276 220 24X Fiche 50-413,02/06/03.0305020326. 


0305050008 Forwards "Const Project Evaluation for Catawba Nuclear 
Station " 

OUEN.U H Duka Power Co 82/12/30 O'REILLY. J P Region 2. Office 
of Director Ip 18339.110 24X Fiche 50-413.02/12/30.0305050000, 


— 03O5O9{X>14 "Const Project Evaluation foT Catawba Nuclear Station. " 
e Duke Power Co 82/10/31 202pp 18339' 111 24X 

Fiche 90-4 13. 02/12/30. 8305050008 


8305020556 Approves request to withhold "Reactor Cavity Asymatetric 
Loads" from public disclosure per 10CFR2 790 

ADEN9AM.E 0 Licensing Branch 4 03/04/26 TUCKER. H B, Duke Power 

Co. 2pp 10204 247 24X Fiche 90-413.03/04/26.0305020556. 


0305090659 Generic Ltr B3-20 to all operating reactor licenseai it 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list encl 

EI6ENHUT, D 0 Division of Licensing 03/05/09, Consolidated 
Edison Co of New York. Inc 16pp 10627. 153 24X 

Fiche 50-000,03/09/09.8305090659 


E NRC Safety Evaluation Report (8ER). supple It correspondence 


0305020020 Forieardf comments on SER Section 9. 5 1 re fire protection 
program, issued by NRC on 830222 H/four oversize drawings. 

List of room descriptions also and Aperture cards are 
available in PDR 

TUCKER, H B Duke Power Co 83/04/14 DENTON. H R Office of 

Nucleer Reactor Regulation. Diractor ADENSAM. E 0 Licensing Branch 

4 14pp 10276222 24X Fiche 90-413, 03/04/14. 8309020020. 


8309020028 Notification of 830504 meating w/util in Bethesda.HD to 
discuss 8ER Confirmatory Item 17 re Type G leak rate testing 
of certain isolation valves 

JABBOUR.K N Licensing Branch 4 03/04/25. ADENSAH. E. G Licensing 

Branch 4 3pp 18309 302 24X FI cha* 50-413. 83/04/25. 8305020028 


0309170712 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UNITS I AND 2 Docket Nos. 50-413 And 90-414 
{Duke Power Company, et al ) 

« Division of Licensing NUREG-0994 801 63/04/30 S6pp. 

Available at NRC «4 75 10401 126 24X Fiche. 50-413. 83/04/30r 

0305170712 


8305160196 Forwards Hydrologic Engineering Section request for addl 
info re 5ER Confirmatory Item I on local flooding analysis 
Response requested by 830610 

ADENBAM.E 0 Licensing Branch 4 83/05/06. TUCKER. H. B Duke Power 

Co 4pp 10471 ‘335 24X Fiche 90-413,83/09/06.8309160196 


0305170615 Forwards Suppl 1 to SER W/o encl. 

NOVAK. T M Division of Licensing 83/05/13 TUCKER. H. B Duke 
power Co, 3pp 10477 017 24X Fiche: 50-413. 83/05/13. 830517061 9. 


8305240021 Notification of 030525 meeting w/util It Neittnghouse In 
Bethesda.HD t« discuss resolution of 6ER Open Item 9 
re conformance to RSB 9-1 it steam generator tube rupture 
JABBOUR.K, N Licensing Branch 4 03/05/13 ADENSAM. E 0 Licensing 

Branch 4 3pp 18977 311 24X Fiche 90-413.03/05/13.8305240021 
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B303200401 Reciuest* 8ER Section 9 5 3 be revised to accurately reflect 
tfeelgrk of emergency lighting syt at facility Emergency 
lighting portion of Open Item 13 should be closed based on 
end discussion 

TUCKER 4 H D Duke Pouet Co 83/03/16 DENTON/ H R Office of 
Nuclear Reactor Regulation/ Director ADEN5AW/ E O Licensing Drench 
4 4pp 18517 297 24X Fiche 30-413/83/03/16/0303200401 


0305200476 Forwards revised pages to FSAR addressing Open Item iSi 
Confirmatory Items 2/ 5 & 10 t< License Condition 4iper SER 
Revised pages uill be Included in Rev 8 

rUCKERiH D Duke Pouer Go 83/03/16 DENTON# H R Office of 
Nuclear Reactor Regulatian/ Director ADENSAM# E 0 Licensing Branch 
4 llpp 10312347 24X Fiche 30-413,83/03/16/8303200476 


6305310200 Informs of plans to perform mods to Westinghouse Model 
03/03 steam generators per SER (NURE'*0966> Issued on 
830316 Plant'^spec If Ic mod details end 

TUCKERrH D Duke Power Co 83/03/18 DENTON* H R Office of 
Nuclear Reactor Regulation# Director ADEN3AM* E 0 Licensing Branch 
4 7pp 10631 014 24X FlChe 30-413,03/03/18.8303310200 


F Security, medical, emergency It fire protection plans 


6303020020 Forwards comments on SER Section 9 3 1 re fire protection 
program* Issued by NRC on 830222 U/four oversize drawings 
Lift of room descriptions also end Aperture cards are 
available in PDR 

TUCKER, H D Duke Power Co 03/04/14 DENTON# H R Office of 
Nuclear Reactor Regulation# Director 14pp 18S76 22S 24X 

Fiche 50-413, 03/04/14# 0305020020 


6305270393 Forwards IE Insp Repts 50-413/03-06 50-414/83-06 on 

630403-08 No noncompliance noted 

DANCE, H C Division of Project & Resident Programs 03/04/21 
TUCKER, H D Duka Power Co 2pp 10642 175 24X 

Fiche 30-413, 83/04/2 1 , 8305270393 


—8305270404 IE Intp Repts 50-413/83-06 & 50-414/03-06 on 030405-00 No 
noncompliance noted Major area inspected fire protection. 

MILLER, M H Region 2, Office of Director 03/04/19 6pp 
18642 177 24X Fiche 50-413*03/04/21*8305270393 


3305160292 Releases public version of evacuation time estimates 

FELTON, J,M Division of Rules and Records B3/05/02 Document 
Management Branch Ip 18462 230 24X Fiche 50-413,03/05/02, 

0305160292 


—0305160293 Forwards public version of "Evacuation Time Estimates " 
TUCKER, H B. Duke Power Co 83/04/20 DENTON, H R Office of 

Nuclear Reactor Regulation# Director ADENSAM, £ O Licensing 

Branch 4 Ip 18462 239 24X Fiche 50-413,83/05/02,8305160292 


—0305160299 Public version of "Evacuation Time Estimates " 

* Planning Research Corp 03/04/30 94pp 18462 240 24X 

Fieria 90-413.03/05/02,8305160292 


0305110034 Oenerlc Ltr 83-21 to all licensees of operating reactors# 
applicants for OLs i, holders of CPs re clarification of 
access to control procedures for law enforcement visits 
eve list end, 

EI8ENHUT, DO Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc t6pp 18540 095 a4X 
Fiche: SO-000, 83/09/1 1 * 03051 10034 


0305200401 Requests SER Section 9 5 3 be revised to accurately reflect 
design of emergency lighting sys at facility Emergency 
lighting portion of Open Item 15 should be closed based on 
enc 1 discussion 

TUCKERjH D Duke Power Co 83/05/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 18517 297 24X 

Fiche; 50-413, 03/09/16, 0305200401 


O Adjudicatory correspondence 


0305030504 Advises that NRC will not serve responsive pleading to 
Palmetto Alliance 830411 motion to compel discovery from 
applicants NRC is not party to discovery dispute 

JOHNSON, O.E. Hearing Branch 4 03/04/29 KELLEY, J L , FOSTER, R F . 

CALLlKANrD Atomic Safety and Licensing Board Panel Ip 
18295 304 24X Fiche 90-4 13, 83/04/29* 8309030904 


0305040536 Motion to compel Palmetto Alliance response to util 
Interrogatories h requests to produce re Palmetto Alliance 
Contentions 6,7,8,16 44 Responses inadequate to date 

Certificate of Sve end Related correspondence 

MCOARRY, J M Duke Power Co. MCOARRY, J M Debevoise fc Llbermen 
63/04/29 Atomic Safety and Licensing Board Panel 69pp, 
18321.192 24X Fiche 90-413183/04/29,8305040530 


0305030976 Followup intoTr ogator 1 es related document requests on 

Contentions &#8, 16*27 2* 44 Certificate of Sve encL 
JOHNSON* G E Hearing Branch 4 03/03/02 Palmetto Alliance 

lOpp 10306 lOO 24X Fiche 50-413,83/03/02*8305030576 


8305060292 Reeponaes to 630418 i n ton oga to r i e s 6 requests to produce r© 
DES Contentions 11*17 & 19 Related correspondence 
OUtLO#R Palmetto Alliance RILEY# J L Carolina Environmental 
Study Group GUILD, R Guild# R 83/05/02 Duke Power Co 21pp 

1B345 197 24X Fiche 90-413# 63/05/02* 8305060292 


8305050080 Renewed motion to compel Palmetto Allla-nco full atiswers 
to interrogatories on Contention 7 Answers 6 supplemental 
answers evasive Certificate of Sve end 

JOHNSON# 0 E Hearing Branch 4 03/09/04 Atomic Safety and 

Licensing Board Panel I3pp 10342 139 24X Fiche 90-413,03/09/04. 

8305050000 


8309090468 Advises that emergency operating pro-cedures mailed to 
interveners per A8LH 020305 & 1201 orders Thirty-day period 
for filing contentions should start on 030509 

CARR, A V Duke Power Co 83/09/04 KELLEY* J L * CALLIHAN.A D , 
FOSTER# R F Atomic Safety and Licensing Paard Panel Ip 
18362 290 24X Fiche 50-413, 83/05/04, 83D5O9O460 


8309100202 Forwards notices of deposition for W McAfeo.NR Hooplngarner 
li Lowe rn Palmetto Alliance contentions Related 
correspondence 

CARR, A V Duke Power Co 93/05/04 GUILD# R Guild# R Ip 
18371 261 24X Fiche 50-413# 03/03/04, 8309100282 


— 0305100287 Notice of W McAfee deposition in Colun>bia#SC re Palmetto 
Alliance Contention 6 6 010722 affidavit 

WCGARRYi J M Duke Power Co KCGARRY, J M Debevoise It Liberman 
83/05/04 tp 10371 262 24X Fiche 50-413,83/09/04,0305100202 


—0309100297 Notice of NR Hoopingarner deposition in Columbia# 8C re 
Palmetto Alliance Contention 6 Sc 010722 affidavit 
MCOARRY, J M Duke Power Co MCOARRY, J M Debevoise Sc Liberman 
03/05/04 Ip £0371 263 24X Fiche 50-413# 03/09/04# 0305100282 


— 8305100305 Notice of M Lowe deposition in Coiumbla#SC re Palmetto 
Alliance Contentions 6#7. B#16, 27 Sc 44 

MCOARRY, J M Duke Power Co MCOARRY# J M Debevoise I, Liberman 
83/09/04 Ip 10371 264 24X Fiche 50-413. 83/09/04# 8305100282 


03051 00342 Fol 1 owup interrogatories to Palmetto Alllence Contentions 6# 
7#a#l6 8, 27 Answer must be filed by 030920 Certificate of 
Sve end Related correspondence 

CARR, A V Duke Power Co 03/03/04 Atomic Safety and Licensing 
Board Panel 16pp 18378 196 24X Fiche 30-413,83/05/04* 

0305100342 


8305100415 Advises of filing of followup interrogatories on Palmetto 
Alliance Contentions 6,7,6,16 S7 Applicant has received 
no answers from Palmetto Alliance tn interrogatories on 
Contention 44. so no followup available at present time 
CARR, A V Duke Power Co 03/05/04 KELLEY* J L Atomic Safety and 
Licensing Board Panel CALLfHAN, A D Union Carbide Corp 
FOSTER, R F Affiliation Unknown Ip 18370 080 24 X 

Fiche 90-413# 83/09/04. 830510041 9 


0305090511 Discusses 030502 telcon re recording of applicant (i Palmetto 
Alliance depositions on Contentions 27#16ie#44i6 b 7 Draft 
stipulation one 1 

MCOARRY# J M Debevoise i# Liberman 83/05/09 GUILD, R Guild. R 
7pp 10362 146 24X Fiche 90-413# 83/09/05. 830309091 1 


8305100232 Responds to Duke Pouer Co motion to establish deadline for 
control room design review contentions NRC does not oppose 
motion to extent contentions filed by 830531 Certificate of 
9vc end 

JOHNSON# O E Office of the Executive Legal Director 03/09/09 
Atomic Safety and Licensing Board Panel 9pp 16374 122 24X 

Fiche 30-413, 03/09/09* 8305100232 


8305110463 Response to Carolina Environ Study Group iCEBG> Contention 
10 DES Contention 17 Interrogatory 10 of Contention 17 
irrelevant Affidavits, Cert 1 fi cate of Counsel U Certificate 
of 6vc end 

JOHNSON, G E Hearing Branch 4 83/05/10 Atomic Safety and 

Licensing Board Panel a9pp 10405 017 24X Fiche 50-413# 03/09/10* 

8303110462 


8309130056 Advises that NRC will make NRC technical staff members 
available for deposition on 830516-18 in Detheeda# HD No 
written notice of deposition received 

JOHNSON# 0 E Hearing Branch 4 83/09/11 QUrLD# R Guild# R 

GUILD# R Palmetto Alliance 2pp 18436 333 24X 

Fiche 50-413.03/09/11,0305130036 
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6303170473 Meffiorandum it ordar ruling an util 830429 wtttion to compel 
Pajfflaito Alliancf further responjieB to util tntrrroga tori »» 
if rtqufsts to produce re Pelmetto Contentions 7t 8i 16 & 44 
Listed requests granted 

KELLEY«J L Atomic Safety and Licensing Board Panel 63/03/^13 
Duke Pouer Co 13pp 1Q470 099 24X Fiche 30-4i3» 83/05/13. 

03OM7O47Z 


&303l7039di Paruards 8ER Sup pi 1 eNUREQ-0954) U/o end 

JOHNSON. 0 E Hearing Branch 4 83/05/16 KELLEYf J L . FOSTER. ft F . 

CALLIHAM.D Atomic Safety and Licensing Board Panel Ip 
iB466 160 24X Fiche 50-413. 83/05/ 16. 8303170556 


8305240485 Followup interregatorles re DE8 Contentions 11.17 *e 19 
Certificate of Bve end Related correspondence 

MCOARRY. J « Duke Power Co MCOARRY. J H Debevolse Si Liberman 
B3/0S/1G Palmetto Alliance 16pp 18573 317 24X 

Fiche 30-413.03/05/10,0303240483 


8303230035 Forwards addl documentation re util ueldlng inftp task force 
rept Documents may fall uithln scope of General 
Interrogatory 4 {first set) Documents identified In response 
to FOIA request H/o end 

JOHNSON. <1 E Hearing Branch 4 83/05/19 GUILD. R Palma tto 

Alliance OUILD.R Guild, ft Ip 10539 176 S4X 
FiC^■ 30-413.03/05/19,0 30323 0 033 


8303310025 PoTuards 030317 S< SO Itrs from MS Tucker to JO Davis St 
HR Denton, r»»p ectlvily, per request W/o end 

CARR, A U Duke Power Co 83/03/24 OUJLDi R Guild. R Ip 
10653 310 24X Fiche 30-413,83/05/24,8303310025 


8303310035 Lists post-d lie Dvery adml nil trail ve matters requiring 
reiolutian Remaining documents »hauld be Identified In 
response to ASLB B30313 order, by 830531 

OlSSONift L Duke Power Co 83/05/S4 GUILD) R Palmetto Alliance 
GUILD, fi Guild. R 2pp 18653 211. 24X Fiehf 50-413,83/05/24, 

9305310035 


8303310135 Motion to estabUfh discovery schedule on OA Contention O 
Certificate of Sve end 

GUILD.R Palmetto Alliance 83/0S/S5 Atomic eafoty and 

Licensing Board Panel, 21pp 10653 015 24X Fiche* 50-4 1 3* 83/03/25, 

0305310133 


H Oaneral correspondence 


9303040435 Forwards documents Identified In 830414 Itr per 030420 
tslcon U/o ends Related correspondence 

GIBSON, R L Consumers Power Co 83/04/29. GUILD.R Palmetto 
Alliance Ip 18322 143 34X Fiche 50-4 13, 03/04/29. 8305040435 


0 Inspection reports. IE Bulletins b correspondence 


9212060305 IE Info Notice 83-14, “Deuattred Spent Ion Exchange ftesln 
Susceptibility to Exothermic Chemical Reaction *' 8vc list 
end 

TAYLOR. J H Division of ftafeguards 4< Inspection Programs (Post 
030103) 63/03/2] Consolidated Edison Co of Nev York. Inc, 

113pp 1B3O0 319 24X Fiche 50-000.83/03/21.8212060305 


B303270324 Forwards IE Insp Repts 30-413/93-03 & 50-414/93-03 on 
030126-0225 No noncompliance noted 

DANCE, H C Division of Project 6 Resident Programs 03/03/25 
TUCKER, H B, Duke Power Go 2pp 18642,05? 24X 

Fiche SO - 413.0 3/03/23, 0303270324 


—0305270334 IE Insp Rspts 30-413/63-03 U 50-414/83-03 on 830126-0225 No 
noncomp Hence noted Major areas inspected IE Bulletin 02-04 
followup, e 1 ectrical component 4 sys nonconformance items, 
pipe welding it electrical cables 8. terminations 
VANDOORN.P K Region 2, Office of Director IGNATONIB, A J 
Division of Project Si Resident Programs. 83/03/22 3pp 
18642 061 24 X Fiche 50-413.83/03/25.9309270324, 


8305270390 Forwards IE Insp Repte 50-413/93-05 U 50-414/93-05 pn 
830236-0326 No noncompliance noted 

DANCE, H C Division of Project Si Resident Programs 93/04/13, 
TUCKER, H B, Duke Power Co 2pp 18646 103 24X 

Fiche 30 - 413.8 3/04/13. 8305270590 


—8305270602 IE Imp Repte 50-413/83-05 & 50-414/93-05 on 03O226>O326 No 
noncomp Hence noted Major areas inspected reviews of 
licensee GA lurvalUance repts li authorized nuclear 
Inspector problem repts 

VANDCIORN. P, K , 10NATQNI8,A J, Region 2, Office of Director 
03/04/12 Spp 10646*105. B4X Fiche, 50-413. 83/04/13, 6305270590. 


6303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator,* 
Sve list end 

JORDAN.E L Division of Emergency Preparedness Sc Engineering 
Response {Post 830103) 93/04/15 Consolidated Edison Co, of N|y 

York, Inc 126pp 18433 153 24X Fiche 30-000,83/04/15.830304002], 


8305270393 Forwardi IE Insp Repts 30-413/93-06 8i 50-414/93-06 on 
030403-08 No n one ompl lance noted 

DANCE.H C Division of Project fc Resident Programs 93/04/21, 
TUCKER, H B Duke Power Go 2pp 18642 175 24X 

Fiche 50-413,83/04/21,9305270393 


—8303270404 IE Insp Repts 30-413/93-06 S. 50-414/83-06 on B30405-{)Q, No 
noncomp 11 anc e noted Major area Inspected fire protection 
MILLER, U H . CONLON, T E Region 2. Office of Director 83/04/19 
6pp 10642 177 24X Fiche 30-413,63/04/21,8305270393 


9303040023 IE Info Notice 83-22, "BUR 8af ety/Rel ief 7elve Failurss,'* 
8vc List end 

JORDAN.E L Division of Emergency Preperednets & Englneeritig 
Response (Post 830103) 03/04/22 Consolidated Edison Co of Nts 

York. Inc 112pp 18303.089 24X Fiche 50-000, 83/04/22, 0303040023 


0303040025 IE Info Notice 03-23. ’inoperable Containment Atmosphere 
Sensing Sys. '■ 8vc list end 

JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103} 83/04/25 Consolidated Edison Co. of N«v 

York. Inc U9pp 10381 291 24X Fiche, 50-000. 93/04/25, 030304002^ 


9303040026 IE Info Notice 93-24. '^Loose Parts in Secondary Bid# of 
steam Oenerators at PNRe. " 8vc list end, 

JORDAN.E L Divleion of Emergency Preparednest 4t Engineering 
ftpspont* (Post 830103) 03/04/28 Consolidated Edison Co. of Ni-e 

York, Inc 115pp. 10392*047 24X Fiche 50-000,83/04/28,8303040026 


8303040027 IE Info Notice 63-25, "Standby Gas Treatmsnt Bys Heatir High 
Temp Trip Setpoint Adjustment " 8vc list end 
JORDAN, E L Division Of Emtrgency Preparedness ti Engineering 
Response (Post 930103). 83/04/28 Consolidated Edison Co, of Niw 

York, Inc llBpp 18382 165 24X Fiche 50-000, 83/04/29, e3O304«27, 


9303040029 IE Info Notice 63-26. "Failure of Safety /Relief Yalve 
Discharge Line Vacuum Breakers, " 8vc list end 
JORDAN.E L Division of Emergency Preparedness & Englnetrlng 
Response (Post B30103) 83/05/03 Consol Idatid Edison Co, of Ntw 

York, Inc 122pp. 19441.170. 24X Fiche 50-000, 83/05/03. 83030404S6 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list end 

vTORDAN.E L Division of Emergency Preparedness li Engineering 
Response (Post 830103). 83/05/04. Consol Idetfd Edison Co. pf Niu 

York, Inc 112pp. 16382:292 24 X Fiche 50-000, e3/05/04r 8303040030 


8303040031 IE Info Notice 83-28, "Crlterie for Protective Action 
Recommendations for General Emergencies " 8vc list end. 

JORDAN.E L. Division of Emergency Preparedness I, Engineering 
Response (Post 930103), 83/05/04 Goniolldated Edison Co. of Ntw 

York. Inc, U9pp 18441 001 24X Fiche* 50-000, 83/05/04, 8303040031. 


9303040033 IE Info Notice 83-29, "Fuel Binding Caused by Futl Rack 
Deformation " 8vc list end. 

JORDAN.E L Division of Emergency Preparedness l< Enginitring 
Response (Post 830103) 93/05/06 Consolidated Edison Co, of Ntw 

York, Inc 11 Spp. 18523 248 24X Fiche 30-000,83/05/06,6303040033. 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergincy 
Operating Procedures (EOP) Guidelines " Bve list end. 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 630103) 83/05/11 Coniolldated Edison Co of N«u 

York, Inc U4pp 18524 003 24X Fiche 50-000,83/05/11,6303040034 


6305250211 Requests comments on end draft NRR 9ALP Input for 
June 1992 - Apr 1993. Comments received by 830523 will be 
considered In final rept. 

JABBOUR, K N Licensing Branch 4. 93/05/18 EISENHUT, D, G. OlVlilien 

of Licensing MATT80N, R Division of Systems Integration (post 
811009). vaLLNER,R Division Of Enginesrlng 6pp, 19627:117. B4I 
Fiche 50-413,83/05/18,9305250211. 


9303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Pteprea " 
Bve list incl 

JORDANi E L, Division of Emergency Preparedness 4i Engineering 
Response (Post 830103). 03/05/19. Consolidated Edison Co. of Nm 

York, Inc 114pp 10697 009 24X Fiche: 50-000, 83/05/19, B3O3CM0G4g, 


9303040046 IE Info Notice 03-33, "Nonrepresentativa Bampllng of 
Contaminatetl Oil " Sve list and 

JORDANfE L Dlvlilon of Emergency Preparedness it Engineering 
Response (Post 930103} 63/05/26 Consolidated Edison Co. of 

York. Inc. 114pp. 10647 007 24X Fiche 50-000, 83/05/26, 8303040046 
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8 Rsf^artablr 0c c urr«nc e i > LER< & related correspondence 


P3091 10427 Par* 21 & deflciencij repts re ml sopera tion of D8-416 reactor 
trip undsrvoltage devices Initiallg reported on 630420 
Attachments will be replaced ii;/devlces u/widened grooves 
to accommodate neu retaining rings Mfg dratitlngs revised 
AAHEj E P Uestinghouse Electric Corp 83/04/21 OEYOUND* R C 
Director's Officer Office of Inspection and Enforcement 9pp 
1Q40S 093 24X Flche 30”000i 03/04/21 < 83031 10427 


8303170292 Final Significant Deficlencg Rept SD 413-414/82-23 re 
violation of const procedures for mixing & placing 
SlkaTep 122 during drill hole repair Initially reported on 
821208 Test program concluded SlkaTop 122 acceptable 
TUCKER* H D Duke Power Co 83/09/06 O^REILUV.J P Region 2< 
Office of Director 3pp 10469 339 24X Ftche 90-413, B3/03/06i 

8303170292 


B309290449 Significant Deficiency Rept SD 414/83-08 re tack ueld found 
□n shaft/rotor assembly of Limitorque operator tnotor 
Initially reported on 630419 Shaft ro tor/astemb 1 g to be 
repaired or replaced Final rept expected by a30A03 
TUCKER. H □ Puke Power Co 83/03/13 O'REILUY, J P Region 2. 
Office of Director 2pp 18983 284 24X Flche 90-414,83/03/13. 

B30 9 250449 


8303270069 Final Significant Deficiencg Rept 80 413-414/82-27 re cracks 
in cell containers of nickel cadmium batteries mfg by 
Transamerlca Pelaval Initially reported on 821220 Caused by 
contact (j/unknown solvent used for cleaning 

TUCKER, H 0 Duke Power Co 03/03/17 8 ^REILLY, J P Region 2, 

Office of Oirsctor. 3pp 18638 279 24X Fiche 90-413, 03/09/17, 

8309270067 


DOCKET 30-416 ORAND OULF NUCLEAR STATION, UNIT I 


A App licati on/eonstrue tlon stage documents (c correspondence 


8303240294 Partial response to FOIA request for three categories of 
documents re Reactor Safety Study Methodology Application 6 
Interim Reliability Evaluation Program repts Forwards 
App A documents Search for eddl documents In progress 
FELTON. U M Division of Rules and Records 03/03/31 8H0LLV, 8 C 
Union of Concerned Scientists 2pp 18993 179 24X 

Ficlie. 90-000. 03/03/31, 0309240294. 


—8103300276 Comments on draft "Reactor Safety Study Methodology 
Applications Program Results for Orand Oulf 1 SNR Power 
Plant " Omissions ti simp 1 1 f Ications overstate risk of 
facility operation. 

HODOES.w Reactor Systems Branch 01/03/24 CURRY, U Office of 
Nuclear ReguJetory Research, Director 3pp 18393.292 24X 

Flche. SO-OOOr 03/03/31. 8309240294 


E NRC Safety Evaluation Report (SER). supple & corr espondencs 


8305120460 Requests info rs issue solutions accepted by NRC which have 
1. have not been addressed in SER/supp lemental 6ER« Info 
needed bo document evaluation on each Licensing Review Group 
II generic issue 

8TEFAN0, J J Licensing Branch 1 83/09/02, HOLTZSCHER, D. L. 

Illinois Powsr Co. 2pp 18443 173 24X Flche 90-000,03/09/02, 

3309120460. 


— 8309120470 Requests info re Issue solutions accepted by NRC which have 
6 have not been addressed in SER/supp lemental SERs, Info 
needed to document evaluation on each Licensing Review Group 
II generic issue, 

STEFANO, J U Licensing Branch 1 83/09/02 POWELL, P Washington 

Public Power Supply System. Ip 16443 174 24X 

Fiche 90-000,93/09/02,8309120460 


— 0309120477 Requests Info re Issue solutions accepted by NRC which heve 
& have not been addressed In SER/supp 1 emental SERs, Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO. xJ i; Licensing Branch I 03/09/02 REED, W. J. Gulf 
States Utilities Co Ip. 10443,179 S4X FI che ■ 90-000, 83/09/02, 
8309120460 


— 830918-0489 Requests info re Issue solutions accepted by NRC which have 
fc have not been addressed In 8ER/supplemental SERs Info 
needsd to document evaluation on each Licensing Review Group 
ir generic issue. 

STEFAND, J J Licensing Branch 1 83/09/02 RZCHARDBONi J. D. 

Hlsslislppi Power it Light Co tp 10443- 176. 24X 

Flche* 50-000, 03/09/02, 8309120460 


— 0309120491 Requests info re issue solutions accepted by NRC which have 
Sc have not been addreised in SER/s upp I omen ta 1 SERs Info 
needed to document evaluation on each Licensing Review Oroup 
II generic issue 

STEFANO, J J Licensing Branch 1 83/09/02 BU22ELLI.E M 

Cleveland Electric Illuminating Co Ip 1 B443 177 S4X 
Flche 30-000,03/09/03,3309120460 


F Security, medical, emergency £c fire protection plans 


830309007S Forwards Rev 6 to physical security plan Rev withheld 
{ref 10CFR2 790) 

MCOAUOHY, vP P Mississippi Power 6 Light Co 03/02/21 

O^RElLLY. J P Region 2. Office of Director Spp 10342 092 24X 

Flche 90-416.83/02/21.0309030073 


8303090077 Forwards revised pages 6 response to NRC tammerubs re 
physical security plan, Revs 7 it 3, res pect i vely Encls 
withheld (raf 10CFR2 770) 

MCOAUOHY, J P Mississippi Power (< Light Co 93/03/ IS 

O'REILLY, J P Region 2, Office of Director 2pp 18342 140 24X 

Flche 90-416.03/03/13,9309090077 


8309270409 Notifies that IE Inap Rept 90-416/83-03 was inadvertently 
assigned wrong number Correct number Is 90-416/03-07 
Reitausd IE Insp Rept 90-416/83-07 end 

VERRELLI,D M Division of Project 6 Resident Programs 83/03/20 
RICHARD.J D. Mississippi Power & Light Co ip 18642 303 24X 

Flche 90-416.83/03/28,030527040? 


—8309270417 Forwards IE Insp Rept 90-416/03-07 on 830124-27 No 
noncompllance noted 

VERRELLI, 0 N Division of Project 6 Resident Programs 83/03/20 
RICHARD, J B Mississippi Power & Light Co 2pp 18642 306. 24X 

Flche 50-416,03/03/20.8305270409 


—0309270427 Corrected IE 1-nsp Rept 50-416/83-07 on 030124-27. No 
noncemp 1 i once noted Major areas inspected emergency 
preparedness exercise 

CLINE, U E. Region 2, Office of Director JENKINS, G R Division 
of Emergency Preparedness 6 Materials Safety 83/03/29 9pp 
1B642 308 24X Flche 50-416,83/03/28,8305270409 


8304260037 Application for amend to License NPF-13 re sealed source 
cantamlnation. reporting, fire protection 6 trip setpoints 
MCGAUOHV, J P Mississippi Power it Light Co 83/04/25 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 18291 192 
24X Flche 90-416. 03/04/29, 03O42BOO37 


— 8-3O480OO49 Proposed Tech Specs re sealed source contamination, 
reporting, fire protection 6 trip setpoints 

* Mississippi Power 6 Light Co 83/04/25 14pp 1B251 161 24X 

Flche 90-416, 03/04/25, 0304230037 


8305110034 Oensric Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs «< holdsri of CPs rs clari f i cation of 
access to control procedurts for law enforcemsnt visits, 
eve list enci 

eiBENHUT, D 0 Division of Licensing 03/05/11 Consol idated 
Edison Co of New York, Inc 16pp 18540 099 S4X 
Flche’ 90-000, 03/09/11,8305110034 


0305240213 Forwards monthly status rept on offslts emergency 
preparedness for OL reviews for Apr 1983 

DIRCKB. U J Offics of the Executive Director for Operations 
03/05/13 PALLADINOi N J Commissioners 9pp 18993 332 S4X 
FtChi’ 50-000, 03/09/13, 8305240213 


0309270020 Confirms NRC position re use of manual ly-entersd codes t, 
antl-passback features for control of access to vital areas 
Devices may unduly restrict movement during safety-related 
emergencies Response requ-ested by 830630 

8CHWENCER, A. Licensing Branch 2 03/05/23 MCOAtjfOHYi J P 

Mtsflsslppi Power 6 Light Co 2pp 18662 105 24X 

Flche’ 50-416. 03/09/23, 8305270020 


J. Iniurance l< indemnity information 


8309190015 Forwards ANI Certificate M-79 &, MAELU Certificate M-7? for 
secondary financial coveragt 

DALE.L F, Mississippi Power 8, Light Co 83/05/11 KERR.O M 
Office of State Programs, Director lapp 18901.340 24X 

Flche 90-416,83/09/11,0305190015 


□ Advisory Committee on Reactor Safeguards reports 6 correspondence 


8305130290 Summary of 268th ACR8 meatings on 820812-14 in 
Washington, DC, 

e ACR8 - Advisory Committee on Reactor Safeguards. 83/05/09 
ACRS - Advisory Committee on Reactor Safeguards 529pp 18490:229 

24X Flche 90-000,03/05/09,8305130290 
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P Operating licence vtage documents co^^e5 p ondenc e 


G;309300i>0d Provides lump lum number r e pre s ent i ng direct cost impact of 
regulatory proliferation during approx period fro* NRC CP to 
lou-pQuer OLj in response to BSOSOa request re bac b f i t ting 
cost* 

LUTKEtJ. D C Hlssisilppl Pouer U Light Co 03/03/04 

TOUR TELL Ot T E, J Regglatorg Reform Task Force 2pp 10341 340 34X 

Flche 30-41 6i B3/03/04, aSOSaSOiOa 


B303240249 FOIA request for three categories of docu-ments re Reactor 
Safety Study hetbodologg Application Program 
1MUR£0/CR-16.39< Vols 1-4) & Inter Im Re 1 lab 1 1 i tg Evaluation 
Program CNURE0/CR-8Si 5, 2787 L 2802) 

SMDLLYfS C Union of Concerned Scientists 83/03/1 t FELTONrJ M 
Division of Rules and Records Ip 18393 178 24X 

FI Che 50-000,93/03/1118303240249 


B303240260 Foruards util comments on Reactor Safety Study Methodology 
Applications Program results Rlsts associated u/Iil4R/& plant 
design misrepresented 

ceaARE.G NRC - No Detailed Affiliation Given 01/02/17 CURRY, J 
NRC - No Detailed Affiliation Given 3pp 10393 195 a4X 
FI Che 50-000.83/03/31,8303240254 


— 83052402^3 Discusses concerns re Reactor Safety Study Hethadologg 
Applications Program (RBSMAPl evaluation conducted by Sondia 
Natl Labs Eiceiilvely conservative calculations used Related 
correspondence end 

DALE,L F Mississippi Power ir Light Co 91/01/23 BERNEROi R M 
Office of Nuclear Regulatory Resaarchi Director 4^pp, 18393 200 

24X Flcbe 30-000,83/03/31.8303240234 


0304110321 Forwards application to amend License NPF-i3 Amend revises 
surveillance procedure review ~ Package 2 & ml see I laneous 
fecfi Specs re responsibility for auditing station 
activities 

•KCGAUCHY, J P Mississippi Power & Light Co 03/04/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp i79il 031 
S4X Flche 50-416.83/04/07,8304110321 


— 0304110328 Applidatlon for amiend to License NPF-13. revising 
surveillance procedure review - Package 2 St miscellaneous 
Tech Specs re responsibility for auditing station 
activities 

MCOAUDHT.J P Mississippi Power & Light Co 03/04/07 12pp 
I79tl 033 24X FUhe 30-416,83/04/07.8304110321. 


—8304110335 Proposed Tech Specs re prompt notification w/written 
f a! louup, reac tor protection sys instrumentation & RC6 
sirrvei 1 lane e requirements* reactor vessel matl surveillance 
program-withdrawa 1 schedule St area temp monitoring 

a Mississippi Power Ic Light Co 03/04/07 34pp 17911 045 24X 

Fiehe 50-416.83/04/07,0304110321 


8303230720 Forwards list of utils responding to requests for cost 
figures on backfittlng 

TDURTELLOTTEr J Regulatory Reform Task Force, 83/04/11 
PALLADINO, N J Commissioners 2pp 10342 272 24X 

FI Che 30-000,83/04/11,8305230720 


8304190378 Forwards corrected 830413 1 tr providing update to B30128 & 
020610 Itrs re Category 1 tnasonry wails & temp monitoring In 
HPC8 diesel generator room 

OALEi L F Mississippi Power & Light Co 83/04/13 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 6pp 18036 063 
24 X Fiehe. 30-416.83/04/1 3, 03041 90378 


0304260037 Application for amend to License NPF-13 r* sealed source 
contaminati on, reporting, f Ire protection S< trip setpoints 
MCOAUGHViJ. P Mississippi Power S, Light Co 83/04/25 DENTON* H.R 
Office of Nuclear Reactor Regulation, Director 9pp 10231 152 
24X FI Che 30-416,83/04/23,8304280037 


— 6304260049 Proposed Tech Specs re sealed source contaminatlotii 
reporting, fire protection U trip setpoints 

« Mississippi Power & Light Co 03/04/25 14pp 10251 161 24X 

F I ch i 50-4 1 6, 83/04 /25, 8304200037. 


8305040289 Advises that effective 830418, JJ Stefano designated 
Licensing Review Group II program project manager Change 
will help expedite reviews on disposition of remaining 
generic issues 

NOVAK. T.M Assistant Director for Licensing 03/04/2^ 
HOLTZSCHER.D L UllnOii Power Co 2pp 18326' 343 24X 

Ft« he 30-000, 03/04/26. 0305040289 


8303020455 Generic Ltr 03-19 to all power reactor testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end. 

ElfiENHUT. 0 0 Division of Licensing. 83/03/02 Consolidated 
Edison Co of New York, Inc 30pp 18441 120 24X 

Flche 30“0a0i 03/05/02, S303020435 


8303240496 Forwards "Safety Rallef Valve Discharge Test," final rept 
for Kuosheng Nuclear Power Station, including Apps A-T Rept 
withheld (ref 10CFR2 790) Info submitted per DL Condition 
2 C(45) 

DALE, L F Mississippi Power &< Light Co 03/05/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 96109*286 
24X FI the 50-000,03/05/02,0305240496 


B3D5{90-046 Commends representatives of BNR/6 utils participating in 
Licensing Review Group It for efforts in resolving Issues 
generic to DWR/6 OL applicants 

EtSENHUT, D Q Division of Licensing 83/03/03 ED ELM AN. M R 

Cleveland Electric Illuminating Co 2pp 16523 198 24X 

Fiche 50-000,83/05/03,0305190046 


— 8305190054 Cammendi representatives of BNR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to BNR/6 CL applicants 

EISENHUT, D 0 Division of Licensing 63/03/03 HALE, D P 
Illinois Power Co 2pp 18523 200 24X Flche SO-OOOi 63/03/03, 

6303190046 


— 830S190060 Commends representatives of BHR/6 utifs participating In 
Licensing Review Group II for efforts In resolving issues 
generic to eWR/6 DL applicants 

EISENHUT, D Q Division of Licensing 63/03/03 FERGUSON, H. R 
Washington Public Power Supply Gystem 2pp, 10523 202 24X 

Flche 30-000, 83/03/03, 0305190046 


— 0305190068 Commends representatives of BHR/6 utils pertlclpet Ing In 
Licensing Review Group II for efforts in resolving isiuet 
generic to DVJR/6 OL applicants. 

EI8ENHUT,0 0 Division of Licensing 83/05/03 MCGAUGHV, U P 
Mississippi Power & tight Co 2pp 10523 204 24X 

Fiche 30-000,83/05/03,6305190046 


—6305190077 Commends rcprssentatlvss of BHR/6 utils participating In 
Licensing Review Group II for efforts In resolving issues 
generic to BNR/6 OL applicants 

EIBSNMUT, D 0 Division of Licensing. 03/05/03 CAHILL, J Gulf 
states Utilities Co 2pp 10523 206 24X Flche 50-000,03/05/03, 

8305190046 


0305090659 Generic Ltr 63-20 to all operating reactor licensees It 
holders of CPs re Integrated scheduling for implementation 
of plant mods 8vc list end. 

EISENHUT, 0 G Division of Licensing 63/05/09. Consoltdated 
Edison Co. of New York, Inc 16pp 18627 133 24X 

Flche 50-000, 83/05/09, 8305090659. 


6305130126 Forwards response to questions included in 830203 ltr re 
Hydrogen Control Owners Group program Ouestions 6 It 9 must 
be addressed on plant-specific basis Tentative arrangements 
made for meeting w/Contalnment 9gs Branch on 030602 
RICHARDSON, U D Hydrogen Control Owners'^ Group, ^llR-6 Hark 111 
RICHARDSON, J D Mississippi Power it Light Go 63/05/11 
HOUSTON, R W Division of Systims Integration (post 611005), 25pp 
10437 231 24X Fiche 50-416, 63/05/1 1, 8303130126 


0305850150 Notification of 630603 meeting w/BHR-Hydrogen Control Dwn«M 
Group In 6ethesda,MD to discuss hydrogen control program St 
emergancy procedure guidelines 

HOUSTON, D Licensing Branch 2. 63/05/17 BCMWENCER, A Llctnking 

Branch 2. 4pp 18596.191. 84X Flche . 50-416, 63/05/17, 0305250150 


8305240143 Forwards qualification status It compliance summary per 
lOCFRSO 49 re environ qual if icatlon of electrical 
equipment Important to safety, Updated equipment list 6 
qualification status for relevant components end. 

DALErL F Mississippi Power it Light Co 63/05/20. DENTON, M R 
Office of Nuclear Reactor Regulation, Director. 61pp I6549r 176. 
24X Fiche 50-416,83/05/20,0305240143 


Q Inspection reports, IE Bulletins l< correspondencs 


0212060365 IE Info Notice 63-14, "Dewatered Spent Ion Exchange Riiln 
Busceptlbi lity to Exothermic Chemical Reaction." SvC list 
enc 1. 

TAV-LOR, J M Division of Safeguards it inspection Programs (Post 
630103) 83/03/21 Consolidated Edison Co. of New York, Inc 

llSpp. 1Q30B 319. 24X Fiche 50-000,63/03/21,8212060385 


B305270409 Notifies that IE Inep Rapt 50-416/83-03 was inadvertently 
assigned wrong number. Correct number is 50-416/83-07. 

Reissued IE Insp Rept 50-416/83-07 end, 

VERRELL1,0. M Division of Project I, Resident Programs 03/03/20. 
RICHARD, J 6. Mississippi Power & Light Co. Ip 10642.305 24X 

Fiche 50-416, 63/03/28, 8305270409. 
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■0303270417 Forwards IE Insp Rept 30-416/03-07 on 030124-27 No 
noncomp 1 lanct notad 

VERRELLIj D M Division of Project t< Resident Programs 83/03/20 
RICHARD. J Q Mississippi Power & Light Co 2pp 10642 306 24X 

FI c h t S0~416« 03/03/201 0303270409 


B303040026 IE Info Notice 03-26. "Failure of Sa f e ty /Re 1 1 ef Valve 
Discharge Line Vacuum Dreakers " 5vc list one! 

JORDAN.E L Division of Emergency Preparedness V Engineering 
Response (Post 030103) 03/09/03 Consolidated Edison Co of New 

York, Inc 122pp 1B441 170 24X Flcho 50-000-03/03/03.8303040023 


—0303270427 Corrected IE Insp Rept 30-416/03-07 on 030124-27 No 
none amp lianct noted Major areas inspected emergency 

preparedness exercise 

CLINEi W E Region 2, Office of Director JENKINS* 0 R Division 
of Emergency Preparedness & lietariale Safety 83/03/29 9pp 
10642 300 24X Flch# 50-416*03/03/28*8303270409 


0303270300 Forwards IE Imp Rept 50-416/83-11 on 030310-13 No 
nonconpl lance noted 

V£RRELL1«D M Division of Project 8* Resident Programs 03/03/30 
RICHARDiJ a Mississippi Power & Light Co 2pp 10641 173 24X 

Ftcho 50-41 6i 83/03/30* 0303270300 


— 8309270306 IE Insp Rept 30-416/03-11 on 030310-13 No noncomp 1 ianc e 
noted Major area Inspected drywell suppression pool bypaas 
Leakage testing 

HROGKBtE H . JAPE* F Region 2* Office of Director 03/03/20 
4pp 10641 179 24X Fiche 90-416*03/03/30,8303270300 


8303270463 Forwards IE Insp Rept 30-416/03-09 on 830314-10 No 
n one ompl lance noted 

VERRELLIrD M Division of Project U Resident Programs 03/04/05 
RICHARDiJ B Mississippi Power 6 Light Co 2pp 10644 074 24X 

Fiche 30-416*83/04/09*8303270463 


—0305270470 IE Insp Rept 30-416/03-09 on 030314-10 No noncomp 1 iance 
noted. Major areas inspected review of startup procedures & 
acceptable test packages 

BURNETT* P T * JAPE* F. Region 2* Office of Director 03/03/30 
9pp. 10644 076 24X Fiche 90-416*83/04/09*0309270463 


8303040021 IE Info Notice 03-21* ''Defective Emergency Use Respirator 
Bve list end 

JOROANrE L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/04/19 Consolidated Edison Co of New 

York* Inc 126pp 10439' 199 24X Fiche 90-000, 03/04/19* 8303040021 


8303040023 IE Info Notice 83-22* "BUR Saf ety/Rel ief Valve Failures, 

8vc lilt end 

JOROANjE L Division of Emergency Preparedness it Engineering 
Responsa {post 830103) 03/04/22 Consolidated Edison Co of New 

York* Inc 112pp 18383 009 24X Fiche 90-000*83/04/22,0303040023 


8303040029 IE Info Notice 03-23* "Inoperable Containment Atmosphere 
aenslng 8ys " 8vc list end. 

JOROAN*E L Division of Emergency Preparedness U Engineering 
Response <Past 830103). 03/04/29 Consolidated Edison Co of New 

York* Inc 119pp 18301 291 24X Fiche 90-000*8:^/04/29.0303040029 


8309270989 Approves issuance of 8ALP Rapt 30-416/82-49 for Jul 1931 - 
Aug 1982 Dificuision of comment submitted In util 030302 itr 
provided. 

O'REILLY* J P Region 2* Office of Director 03/04/29 LUTKIN* D C 
KissifSippi Power it Light Co 3pp 18644 187 24X 

Fiche: 90-4 1 6* 03/04/29* 8309270985, 


— 8303270993 Comments on 8ALP Board Assessment 90-416/02-49 for Jul 
1901 - Aug 1982. Plans to upgrade performence will be 
subrnltted In Mar 1903 

MCOAUOHY* J P Mississippi Power & Light Co 03/03/02 

O'REILLY* J P Region 2* Office of Director. 8pp> 1B644 190 24X 

Fiche 50-416*03/04/29*0303270309 


— 0303270996 Forwards 8ALP Board Asieiiment 90-416/02-43 for Jul 1901 - 
Aug 1982. 

LEWIS. R C Division of Project b Resident Programs 03/02/03 
9rAHPLEY*N L Mississippi Power & Light Co 2pp 10644.198 24X 

Fiche 90-416*03/04/23*8309270309 


—8303270639 8ALP Board Assessment 90-416/02-49 for Jul 1981 - Aug 1902 
e Region 2, Office of Director 83/04/23 29pp 10644.200 24X 

Fiche 90-416*83/04/29*8309270989 


8309120969 Oiscuaaes guidelines devdoped to aid in review of IE 
Bulletin 79—19 re long-term operability of deep draft pumps 
Alternate qual if ica t ion method Incor porating vibration 
monitoring te std plant test procedures proposed encl 
NOVAK, T M Assistant Director for Licensing 83/09/03 
HOLTZSCHER, D L Licensing Review Oroup II HQLTZSCHER* D L 
Illinois Power Co 6pp 18440 396 24X Fiche 30-000.03/09/03. 

0303120969 


8303040030 lE Info Notice 83-27* "Operational Response to Events 
Concerning Deliberats Acts Directed Against Plant 
Equipment “ Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response <Po9t 830103) 03/09/04 Consolidated Edison Co of New 

York, Inc U2pp 1B3B2 202 24X Fiche 50-000,03/09/04,0303040030 


0303040031 IE Info Notice 03-28* "Criteria for Protective Action 
Recommendations for Oeneral emergencies " Sve list enc 1 
JORDAN,E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co of New 

York. Inc ll9pp 10441 001 24X Fiche 90-000,03/09/04,8303040031 


8303040033 IE Info Notice 03-29, "Fuel Dlnding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co oF New 

York* Inc U5pp 18923 248 24X Flchc 50-000.83/09/06.0303040033 


0303040034 IE Info Notice 03-30* "Misapp 1 ic at i pn of Oeneric Emergency 
Operating Procedures <EOP) Guidelines " Sve list end 
JORDAN* E L Division of Emergency Praparsdness it Engineering 
Response IPost 830103) 83/03/11 Consolidated Edison Co of New 

York* Inc 114pp 10924 003 24X Fiche 90-000. 83/09/1 1. 8303040034 


8309270279 Forwards IE Enforcement Conference Rept 90-416/03-19 on 
830420 

O'REILLY, J P Region 2* Office of Director 83/09/12 RICHARD* J 0 
Mississippi Power & Light Co 2pp 1S644 29? 24X 

Fiche 30-416,83/09/12,0309270279 


— 0309270283 IE Enforcement Conference Rept 50-416/83-19 on 630420 Major 
areas discussed enforcement issues resulting from 
Inadequate control of mods it malnt b inadequate corrective 
ac tlons 

VERRELLIfD M OlvislDn of Project b Resident Programs 83/09/12 
4pp 18644 301 24X Fiche 90-416*93/09/12,8309270279 


0303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/09/19 Consolidated Edison Co of New 

York* Inc 114pp 18697 009 24X Fiche 90-000.83/09/19,0303040040 


0309270388 Ack receipt of 030401 b 0910 Itrs informing NRC of steps 
taken to correct vlelatlons noted In IE Insp Rept 
90-416/83-04 

VERRELUIiD N Division of Project b Resident Programs 03/O9/l<) 
RICHARD, J B Mississippi Power b Light Co Ip 18643 023 24X 

Fiche 90-416. 83/09/ 1<?. 0309270300 


— 83Q5270400 Responds to NRC 830304 Itr re violations noted in IE Insp 
Rept 90-416/83-04 Corrective actions personnel Informed of 
significance of correct positioning of handauitches 
MCOAUOhtY, J P Mississippi Pauier & Light Co 03/09/10 

0 'REILLY* J P Region 2* Office of Director 2pp 76207 303 24X 

Fiche 50-416.03/09/19,0309270388 


—0305270410 Responds to NRC 830304 Itr re violations noted in IE Insp 
Rept 90-416/03-04 Corrective actions DOT label covered & 
correct label pasted* addl training seminar on posting held 
on 030120 & handswltches moved to standby 
MCOAUOHY, J P Mississippi Power b Light Co 03/04/01 

O'REILLY. J.P Region 2* Office of Director 3pp 18643 026 24X 

Fiche 50-416,83/05/19*8309270300 


8303040026 IE Info Notice 03-24* "Loose Parts in Becondarg Bid# of 
Bteam Generators at PWRs. " Sve list end 

JORDAN# E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Go. of New 

York, Inc 119pp, 10362:047 24 X Fiche: 90-000* 03/04/20* 0303040026 


—0305270419 Forwards IE Insp Rept 90-416/03-04 on 830117-0219 b notice 
of violation 

VERRELLIj D.M Division of Project b Resident Programs 93/03/04 
STAMPLEYjN L Mississippi Power & Light Co 2pp 18643' 027. 24X 

Fiche 50-416*83/05/19# 0305270388 


8303040027 IE Info Notice 03-25* "Btandby Oat Treatment 8ys Haater High 
Temp Trip Setpoint Adjuitment " 8vc list encL. 

JORDAN# E.L Division of Emergency Preparedness b Engineering 
Response (Post 830103), 03/04/20 Consolidated Edison Co, of New 

York, Inc llOpp 10302 169 24X Fiche. 50-000* 03/04/20* 8303040027 


—0305270424 Notice of violation from insp on 830117-0215 

» Region 2* Office of Director 03/03/04 Ip 10643'O31 24a 

Fiche 90-416*83/05/19# 0305270388 
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-"B303270-J3a IE Ir>*p Rept 30-416/83-04 an B30U7-0215 NancompI lance 

noted failure to make Part 20 posting S< to follaiu procedura 

re hand sufi tell e« 

MAONERiA o . SCOTT. D E i CAHTRELLi F 8 R«g ion 2. Office oF 

Director 83/03/0S Spp 18643 032 24X Fiche 50-416*83/09/19. 

8305270388 


8303040046 lE Info Mcitlce a3-33i "Nonf epresenta tlve 9anipIlTi9 of 
Contaminate iJ Oil " Sve list end 

JORDAN I E L. Division of Emergency Preparedness It Engineering 

Response fpost 030103 ) 83/09/26 ConsoUdated Edison Co of Neu 

York. Inc tl4pp 1B647 007 24X Fiche 30-0 OOr 83/03/26, 8303040046 


R Periodic operating reports l< related correspondence 


0303250072 Monthly operating rept for Apr 1983 W/B30313 Itr 
RICMARDSONi J D . MCOAUOHY, J p Nl ss I s s Ipp £ Rat/er & Light Co. 

83/09/13 DEYOUNOi R C Director's Office, Office of Inspection and 
Enforcement 7pp IBSflS 103 24X Flche 30-41A, 83/05/13, 8305230072 


S Reportable occurrancest LERs U related correspondence 


B3032705£5 Interim deficiency rept re defective contact button in 
Liberty Control telephone relay s. In 1 tial l y reported on 
830217 Investigation of app 1 Icabl 1 i ty to Unit S undsruay 
Deficiency not reportable for Unit I Final rept by 830418 
hCOALTOHYiJ P Mississippi Pouer & Light Co. 83/03/18. 

□ 'REILLY, J P Region 2, Office of Director. 6pp. 10646.121 24X 

Flche 90-4 I6r 03/03/18.8305270319 


8305030953 RG 83-024/0 on 830319 & 30. Several smoke detectors in 
control room Zones 1-18 & auxiliary bldg corr idors, elevation 
139 ft« respec tlve ly, covered to prevent actuation during 
welding Fire watches established 

KC2AU0KY,J P Mississippi Power it Light Co 83/04/23 

O'REILLY, J P. Region 2, Office Of Director 8pp. 18303-337 24X 

Flche ' 80-4161 83/04/23, 8309030993 


6303030962 RD 63-023/0. on 030312, tuio smoke detectors in standby gas 
treatment filter train room. Zone 2-19 covered during striding 
activities to prevent ac tuition. SinI lar event occurred on 
030319. Detector operability to be restored by 830319. 

MCOAUOHV.J P Mississippi Power & Light Co 03/04/29 

O'REILLY.J P Region 2r Office Of Director, Ip. 10306-129, 24X 

Flche 90-4 1 6, 63/04/29 , 830503036 2 


6305090256 Far wards UER 83-061 /03L-0 

RICHARDS, J Mississippi Power 6 Light Co 83/04/27. P'RElLLYtJ P 
Region 2, Office of Director Ip 18338 020 24X 

Flche. 50-416, 83/04/27» 8305030236 


— 8303090261 LEft 03-061 /03L-0- an 830320, one solenoid opereted Freon valve 
found u/bidwn gasket. Caused by defective ALCO Controls 
solenoid operated gasket Valve reworked w/valve repair kit 
It new gasket installed 

ROHRER,M V., BHINOLETQNiE. B Mississippi Power 6 Light Co 
83/04/27 Region 2, Office of Director Xp 18338:021 84X 

F 1 c h a . 9 0-4 1 6 , 33/04/87, 83030 50336 


8305030131 RO 83-086/0 ori 830337, security access card reader to fire 
door 1A310I Elevation 166 ft, in auxiliary bldg me 1 functioned 
Caused by fire door blocked to allow personnel access. Card 
reader reworked it returned to sve 830403 
MCOAUOHY, J P Mississippi Power 6 Light Co 83/04/28 

O'REILLY# J P Region 2, Office of Director. Ip 10342.201. 24X 

Flche 50-4 1 6, 83/04/28, 030905013 1 


B30 50301 67 Forwards LER 83-060/03L-0 

MCOAUOHY, J P Mitslfslppl Power L Light Co 83/04/28. 

O'REILLY, JP Reglan 2, Office af Dlrectar Ip 18341.086 24X 

F 1 c h e : 50-4 1 6, 63/04/28# 8 303050 1 67. 


— 03OSOSOI78 LEft 03-060 /03L-0 on 830329# during cold shutdown, load 
fhedding L Div I L88 sequencing panel feliure alarm 
eetuated Caused by failure of i5-volt dc power supply used 
to power solid state electronics for sys logic. 

BYRD,R. Mississippi Power it Light Co. 83/04/28, Region 2, 
Office of Director 2pp. 18341,087. 24X Flche; 30-416, 83/04/28, 

8303050167 


8303090227 ftO 83-023/0 on 630382i fir* rated penetrations opened to 
implement design change packages Kourly fire watches 
established within i h C« will be maintained for duration of 
planned maint ac tlvities, kprk to be completed by 630610 
MCOAUOHYr J P. hlBslisippi Power it Light Co 83/04/80 

O'REtLLY, J.P Region 2, Office of Director 2pp. 18338^094, 24X 

Flche 30-416, 83/04/28, 8305050287 . 


0305110275 Forwards LER 83-091/O3L-O 

DALE.L f Mississippi Power fc Light Cq. 83/04/29. □ 'REILLV# J. P, 

Region S, Office of plreetor. Ip 18393:140 24X 

Flche; 90*-4l6r 83/04/29,8305110273. 


— 6309110279 LER 03-O91/O3L-O on 830401, control room emergency fiUraUon 
subsystem taken out of sve to allow performance of 
corrective maint Task completed Sc subsystem energized on 
-830404 

ROKRER, M V , SHINOLETOM, E B Mississippi Power it Light Co 
83/04/29 Region 2. Office of Director 2pp 16393 149 24k 

Flche 90-416,83/04/29,8309110273 


8305110418 RO 83-027/0 on 830321, during performance of seismic 
mofiltering sys functional tost, operation of chart recorders 
6 spectrum analyter determined unacceptable Cause hot 
stated Investigation underway Next rept expected fay 830613 
DALE, L F Nlstiitippl Power 6 Light Co 03/04/29. O'REILLY, JP 
Region 2, Office of Director Ip 18393 001 24X 

Fiche 50-416,83/04/29,0309110418 


8309I10291 Special Rept 83-028/0 on 630329, fir* penetratlans opetisd to 
Implement design change package* Fire watches establisried, 

Hark tasks expected to be completed by 830701 

MCOAUOHY, J Mississippi Power L Light Co 83/03/04 D'RElLLYiJ.P 
Region 2, Office of Director Spp 18393 142 24X 

Flche 90-416,83/09/04,8305110291 


8305130194 Forwards updated LER 02-175/99X-1 

MCOAUOHY, J P Mississippi Power 6 Light Co 83/05/06 

O'REILLY, J P Region 2, Office of Director. Ip 18440:071. S4X 

Flche 50-416, 83/09/06, 8309130194 


—8303130200 Updated LER B2-l73/99X-t - on 821213, fire barriers in conlra) 
room panel discovered open Caused by breaking fire berrieri 
to accomodate design change in panel Barriers restored on 
830412 

SYRDiR. Mississippi Power 8c Light Co 83/03/06 Region 2, 
Office of Director Ip 18440.072 24X Flche 90-416,83/05/06, 

8303130194 


8309170424 Forwards LER 83-O40/OIT-O 

MCOAUOHY, J P Mississippi Power & Light Co 03/09/09. 

O'REILLY, J P Region 2, Office of Director Ip. 18469.299 24X 

Fiche 90-416,63/09/09,8309170424 


—0309170426 LER 83-048/011-0 on 830423, suppression pool level 
instrumentation discovered not functionally tested since 
830409 Cause under Investlgetlon Instpumtntetlon tisted 
satisfactorily within 8 h 

ROHRER, M V , SHINOLETOMi E B Mississippi Power It Light Co. 
03/09/09 Region 2, Office of Director. Ip. 18469 296 24X 

Fiche. 50-416, 83/09/09, 8309170424 


8309170427 Forwarde updated LER 83-031/99X-1. 

MCOAUOHY, J. P MiieiSSippl Power S, Light Co. 83/03/09. 

O'REILLY, J P Region 2, Office of Director. 2pp. 18469:292. 24X 

Fiche- 90-416, 83/09/09, 8309170427 


—8309170431 Updated LER 03-031 /99X-1 . on 830113, fire rated Door OC104 
blocked open to route temporary discharge hose from hot 
machine shop sump to turbine bldg floor drain sys Ceueed by 
inadequacy of present sys Mod to be completed by Sept 1983. 

BYRD,R Mississippi Power «< Light Co 83/09/09 Region 2, 
Office of Director Ip. 18469 294. 24X Ft Che. 90-416, 83/09/09, 

8309170427 


8309170430 Forwards updated LER 83-004/011-0. 

MCOAUQHV,J P Mltslislppl Power L Light Co. 83/09/09. 

O'REILLY, J P Region 2, Office of Director, 2pp 18467:291. 84X 

Flche 90-416, 83/09/09, 8309170430, 


—8309170433 Updated LER 83-004/01 T-1 ' on 830110, penetration Af‘-72B found 
open It had been open since 621213 Caused by planned maint 
work it personnel srror Hourly fire watch tstabliehed. 

Penetration to be resteled by 830630. 

BYRD,R. Mlislstippl Power it Light Co. 83/09/0? Region 2, 
Office of Director. 2pp 18467-293 24X Fiche; 90-416, 83/05/09, 

8309170430. 


8309200280 Forwards LER 03-O49/O3L-O. 

MCOAUOHY, J.P Mlftlisippl Power It Light Co, 83/09/09. 

O'REILLY, J.P Region 2, Offico of Director. Ip. ie916'263. 24X 

Flche; 30-416, 93/09/09, 8305200280 


— 8309200286 LER S3-049/03L-0 on, 830409, during cold shutdown, dlese 1 
generator 12 auto start not evallable when alarm actuated. 

Caused bg condensete drain valve downstream of tank C not 
fully closed. Compressors reworked. 

BYRD, R Mississippi Power it Light Go. 63/09/09 Region 2* 
Office of Director Spp 1B916. 264 24X Flche. 90-416, 83/09/09, 

8309200280 
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6309200^04 RO 93-027/0 on 830422i 50-meter ulnd direction reading did 
not 4 igree u/lO-nieter reading Caused by incorrectly iisimd neu 
seniors located In Design Change Package Q2-502 Uirlng 
diagram corrected 

HCOAi;OHV, J P Mlfliliiippl Power & Light Co 03/03/09 

O'REILLV.J P Region 2. Office of Director Ip i03l4 089 24X 

Ficha 30-41&I 03/05/09, 03O52OO&O4 


8309200923 Forward! LER a3-052/03L-0 

HCOAUOHY, J P Miiliislppi Power U Light Co 03/03/11 

O'REILLV.J P Region 2. Office of Director Ip 1031& 043 24X 

Fiche 30”41 6, 83/05/11, 0303200323 


— 0303200332 LER 83-052/03L-0 on 0304 U, while reviewing veiaoi head 
installation work pac kage, d licovered head P lange/veeiel 
flange therriocoup lei not physically reinstalled during 
ln«ulatian installation Cause under evaluation 

ROHUER.M ^ Mississippi Power & Light Co 83/03/11 Region 2. 
Office of Director ip 10316 044 24X Fiche 50-416,83/03/11, 

8303200923 


8309200404 Forwards LER B3-046/0aL-O 

MCOAUOHY. J P Mississippi Power & Light Co 83/03/12 

O'HEILLYpJ P Region 2, Office of Diractor Ip 10313 008 24X 

Fiche 90-416,83/03/18.8309200484 


— 8303200493 LER B3-046/03L-0 on 830412, month I y functional surveiUanco 
for Div I chlorine detection sys not performed by 030410 
Caused by personnel error 

RQHnERpM V Mississippi Power & Light Co 83/03/12 Region 2, 
Office of Director 2pp 18913 009 24X Fiche 30-416, 83/09/ i 2, 

830 5 2004 84 


0309250369 RO 03-038/0 on 030415, smoke detectors in control room 
covered to prevent alarm condition while welding performed 
Detectore uncovered on 030901 sys returned to normal 
operation 

MCOAUOHV. J P MitsUtlppi Power Light Co 03/09/17 

O'REILLYrJ P Region 2, Office of Director Ip 10389 330 24X 

Fiche 90-416,03/03/17,8303290369 


8309850409 Final RO 03-002/1 on 630201, smoke detectors on Elevation 
119 ft of auxiliary bldg covered to perform planned maint 
Hourly fire watch established Detectors restored to sve on 
830509. 

MCOAUOHY, J P. Mississippi Power & Light Co 83/03/17 

O'REILLY, J P Region 8, Office of Director Ip 18983 338 S4X 

Fiche. 90-416, 83/09/17. 6309230403 


0309890434 RD 03-031/0 on 030419, fire doors blocked open for 21 days, 
exceeding 7-day time limit Doors closed S. restored to 
operation 

MCOAUGMY, J P Mississippi Power 6 Light Co 03/09/17 

O'REILLV.J P Region 8. Office of Director 2pp 10909 291 24X 

Fiche; 50-416, 83/09/17, 6309850434 


8309830913 RO 83-033/0 on 83041 1, fir e-ra ted penetrations Opened to 
implement design change packages Hourly fire watches 
established within 1 h 6 will be maintained for duration of 
planned maint activities 

MCOAUOHV, J P Mississippi Power 6 Light Co 03/09/17 

O'REILLV.J P. Region 2, Office of Director 2pp 18983 398 24X 

Fiche 90-416,83/09/17,8305230913 


0309310146 Updated RO 03-006/1 on 030210, fire penetrations AE-SBSC 6 
AE-304C opened to permit planned maint work Initially 
reported on 630318 Haint work order not completed 
Restoration date estimated far 830614 

KCOAUOHY, J P Mississippi Power 6 Light Co 03/09/17 

O'REILLY, J P. Region 8, Office of Director Ip 10631 208. 24X 

Fiche 90-416,83/03/17,0309310146 


0309310207 Updated LER e2-027/99X-3 on 020727, seal AV-8D discovered not 
Installed in spare HVAC penetration to containment exhaust 
filter train room due to currant drawings not requiring 
penetrations to be sealed U/030917 Itr 

RDHRERrN V., SHINOLETON, E D . MCOAUOHV, J P Mississippi Power it 
Light Co 83/09/17 Q'REILLY, J P Region 2, Office of Director 
2pp 10691‘OO0 24X Fiche 90-416,03/09/17, 0303310207 


0309290407 Updated LER 63-04B/0iX-l on 030425. survfl 1 lance coordinator 
found that suppression pool level instrumentation not 
functionally tested before exceeding Tech Spec late date 
Caused hy personnel error H/03O91B Itr 

ROHRER.M, V. I MCOAUOHYiJ P Mississippi Power 6 Light Co. 03/03/18 
O'REILLY, J.P Region 8, Office of Director 3pp 10900.800. 24X 

Fiche; 90-416, 83/09/10, 8309290407 


0303230379 Updated LER 83-OOi/OlX-l on 030107, two uial 1 penetrations 
(auxiliary bldg to turbine bldg) not previously opened 
Caused by personrel error Hourly fire uiabch established 6 
personnel reinstructed re Tech Specs U/03O3IB Itr 
OYRD. R . MC(JAUt5HY, J P Mississippi Power U Light Co B3/O3/10 
O'REILLV.J P Region 2, Office of Director 4pp 10300 807 24X 

Fiche 30-416. 03/03/ IG, D3O3290379 


8303270473 RO on 0304 1 0. smoke detectors N604 A,B 6 C a t elevation 139 
ft in auxiliary bldg covered to prevent continuous alarm 
condition from welding performed for planned maint activity 
Detectors uncovered 6 returned to sve on B30S09 
MCGAUQHV, JP Mississippi Powei S< Light Co 83/05/10 

O'REILLY. J P Region 3. Office of Director Ip 18644 146 24X 

Fiche 30-416,83/03/10,0303270473 


0309310065 Updated LER 82-080/OIX-S on 821004. cap s c rew. secu r i ng rear 
crankcase cover to engine blnck. found cracked 6 breaking 
during torque check Caused by fatigue during engine 
operation W/B3O510 Itr 

ROHRER. M V , 0HINGLETON. E □ , MC(9AUGHV. J P Mississippi Power & 
Light Co 03/04/18 O'REILLV.J P Region 2, Office of Director 
5pp 18633 206 24X Fiche 50-416,83/09/10,0303310069 


0305310204 Updated LER 02-ta8/99X-l on 021 1 12. several duct covers 
could not bo installed while performing approved maint work 
on control room floor grid seals 8, duct covers Caused by 
cables extending through ducts H/03O3t0 Itr 

BYRD, R . MCGAUGHY, J P Mississippi Power 8c Light Co 03/09/18 
O'REILLV.J P Region 2, Qffico of Director 2pp 10631 006 24X 

Ficho 30-416,03/05/10. 0303310204 


8309310069 Updated RO 83-013/1 on 83031 1 , d uring special insp of 
fire-rated assemblies, three open penetrations identified 
Correct matl nonconformance rapt numbers should be 00162-03, 
00163-03 it 00163-83 Restoration set for 830330 
MCOAUOHY. J P Mississippi Power tc Light Co 03/09/19. 

O'REILLV.J P Region 2, Office of Director 8pp 18633 804 24)( 

Fiche 30-416.03/09/19,0309310069 


8303310196 RO 83-034/0 on 830413, Fire Door 1A318 alarmed it would not 
reset Cause unknown Door functionally tested & returned 
to SVC 

MCOAUOHY. J F* Mississippi Power & Light Co 83/05/20 

O'REILLY, J P Region 2, Office of Director Spp 10698 160 24X 

Ficho 90-416.03/09/20,8303310196 


DOCKET 30-417 GRAND GULF NUCLEAR STATION. UNIT 2 


A App 1 Icatlon/c onstruc 1 1 on stage documents & correspondence 


8309240294 Partial response to FOIA request for three categories of 
documents re Reactor Safety Study Methodology Application L 
Interim Reliability Evaluation Program repts Forwards 
App A documents Search for addl documents in progress 
FELTON# J M Division of Rules and Records 03/03/31 SHOLLV. 8 C 
Union of Concerned Scientists 2pp 19593 179 24X 

Fiche 90-000, 03/03/31 , 8303240294 


—0309240269 Discusses concerns ra Reactor Safety Btudy Methodology 
Applications Program (R8SMAP1 evaluation conducted by Sandla 
Natl Labs Ereessivety conservative calculations used Related 
correspondence end 

DALE.L r Mississippi Power 6 Light Co &1/01/23 0ERNERQ, R M 
Office of Nuclear Regulatory Research# Director 49pp 18593 200 
24X Fiche 30-000.83/03/31,0303240234 


8309230720 Forwards list of utils responding to requests for cost 
figures on backfittlng 

TOURTELLOTTE, J Regulatory Reform Task Force 03/04/11 
PALLADtNO.N J Commissioners 2pp 10942 272 24X 

Fiche 90-000, 83/04/1 1 , 030 923 0720 


8304190370 Forwards corrected 830413 Itr providing update to 830130 It 
820610 Itro re Category 1 masonry walls 8r temp monitoring In 
NPC8 diesel generator room 

DALE, L F Mississippi Power 6 Light Co 03/04/13 DENTON, H R 
Office of Nuclear Reactor Regulation# Director App 10096 063 
a4X Fiche 30-416,03/04/13,8304190370 


03O9O4O2B9 Advises that affective 030418. JJ Qtefano designated 
Licensing Review Group It program project manager Change 
will help expedite reviews on disposition of remaining 
generic Issues 

NOVAK, T M Assistant Director for Licensing 03/04/26 
HOLTZSCHER.D L Illinois Power Co 2pp 18326 343 24X 

Fiche 90-000# 03/04/26. 8309040209 
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03091900^6 CommendB representatives of fiWR/6 utils p^rtic ipating in 
Licensing RsvIblj Group II for efforts in resolving issues 
generic to OUR/ii CL Applicants 

EiSENHUT,D 0 Division of Licensing B3/09/03 EDELflAM. M R 
Cievelend Electric Illuminating Co 2pp I85B3 J98 S4)f 
FicJie 50-000,83/09/03,8305190046 


— 8303190054 Commends representatives of BWR/6 util* participating in 
Licensing Review Group 11 for efforts in resolving tsswes 
generic to Qi^R/6 OL applicants 

EISENHUT, D Q Division of Licensing 03/05/03 HALE, D P 
Illinois Pouer Co 8pp 10323 200 24X Flche: 30-000i 03/05/03, 

8303190046 


— 8305190060 Commends representatives of BWR/6 utils participating in 
Licensing Review Group 11 for efforts in resolving 1 »*ire* 
generic to nWR/6 OL applicants 

eiSENHUr, D G Division o# Licensing 03/05/03 FERGUSON. M R 
Washington Public Power Supply 8<;stc<n Spp IBSS3 202 24X 

F 1 c h e 50-000. 83/03/03. 830 S 1 90046 


— 8305190068 Commends representatives of DMR/6 utils partlc ipat i rig In 
Licensing Review Group 11 for efforts In resolving Issues 
generic to BHR/6 OL applicants 

EISENHUT. D 0 Division of Licensing, 93/05/03 HCOAUOHY* -J P 
Mississippi Pouer & Light Co 2pp 10523 204 241f 

FI Che 50-000.03/03/03.8305190046 


— 8305190077 Commends representatives of BWR/6 util* participating In 
Licensing Review Group II for efforts in resolving issues 
generic to fiUR/6 OL applicants 

eiBEMHUT. D G Division of Licensing. 03/03/03 CAHILL, J Oulf 
States Utilities Co 2pp 18523 206 24 X Flche 50-000, 03/05/03, 

8303190046 


0305090639 Generic Ltr 03-20 to al! operating reactor licensees t, 
holders of CPs re integrated scheduling for itnp lementa tlon 
pf plant mods 8vc list end 

eiSENHl/r, 0 G Division of Licensing 83/05/09 Consolidated 

Edison Co of Neu York, Inc 16pp 10627 193 24X 

Fi Che: 30-000, 83/03/09- 8305090699 


0305130126 Forwards response to (questions Included in 030203 ltr re 
Hydrogen Control Owners Group prograto Questions 8 L 9 must 
£■« addressed on p jant-spec if 1 c basis. Tentative arrangements 
made for meeting u/Containment Sys Branch on 830602 
RICHARDSON, J D Hydrogen Control Owners Group, DWR-6 Mark III 
RICHARDSON, J D Mississippi Power Light Co. 03/09/11. 

HOUSTON, R N Division of Systems Integration <post 011009). SSpp 
16437 231 24X Flche. 90-416, 03/05/1 1 . 8309130126 


8305240143 Forwards qual If icatl on status Si compliance summary per 
lOCFRSO 49 re environ qualification of electrical 
equipment important to safety Updated equipment list L 
qua 1 i f ication status for relevant components enc£' 

DAUE,L F Mississippi Power L Light Co 83/05/20 DENTQNr H R 
Off lea of Nuclear Reactor Regulation- Director 61pp 18349 176 
24X FI Che 90-416,03/05/80,0305240143 


E HRC Safety Evaluation Report iSER), svppls & correspondance 


B305I2D460 Requests info re issue solution* accepted by NRC which have 
U have not been addressed in SER/supp lementa I BERs Info 
needed to document evaluation on each Licensing Review Group 
It generic issue 

STEF AND. J J LtcenslTig Branch 1 83/05/03, HDLTZaCHER- D L 

Illinois Power Co 2pp 10443 173 24X Fiche. 90-000. 83/09/02, 

8305120460 


— 8305120470 Requests info re issue solutions accepted by NRC which have 
it have nob been addressed in SER/supp I emental EER* Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFAND, J J Licensing Branch 1 03/09/02 POWELL, P Weehington 

Public Power Supply System Ip. 10443 174 24X 

Fiche 50-000,83/05/02,8309120460 


— 8309180477 Requests info re issue solutions accepted by NRC which have 
^ have not been addressed In SER/supp lemental 9ERs Info 
needed to document evaluation on each Licensing Revieia Group 
II generic issue 

dTEFANO-iJ vl Licensing Branch I 83/09/08 REED- W J Gulf 
States Utilities Co Ip 18443 179 24X Fiche 30-000,03/05/02, 

8309120460 


— 8305120483 Requests info re Issue solutlani accepted by NRC which have 
te have not been addressed in SER/iupp lemental SER* Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANOiJ J Licensing Branch I 83/03/02 RICHARDSOhl, J D 
Mississippi Power L Light Ca Ip 10443 176 S4X 
Fiche 50-000.83/09/02,8305120460 


— 8305120491 Requests info re issue solutions accepted by NRC which have 
it have not been addressed in 8ER/sUpp 1 amenta 1 SERs Info 
needed to document evaluation on each Licensing Rcvlaui Group 
II generic Issue 

STEFANQ, J J Licensing Branch 1 83/09/02 GUZ2ELL1.E M, 

Cleveland Electric Illuminating Co tp 10443 177. 24X 

Fiche 30-000, 03/09/02, 8305120460 


F Security, medical, emergency & fire protection plans 


8309050075 Forwards Rev 6 to physical security plan ReV ulthhtld 
I ref 10CFR2 790) 

MCOAUOHY, J P Mississippi Power & Light Co 03/02/21 

□ 'REILLY, J P Region 2, Office of Director 2pp 18342 053 24X 

Flcha 90-416,83/02/21,8309090073 


8309050077 Forward* revlied pages L response to NRC comments re 
physical security plan, Revs 7 & 5, respectively Ends 
withheld (ref 10CFR2 790) 

MCGAUOHY, J P Mississippi Power L Light Co 83/03/13 

O'REILLY, JP Region 2, Office of Director 2pp '16342 140. 24X 

Fiche 50-416,83/03/15,8303050077 


B303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for QLs Sc holders of CPs re c lar 1 f Ication of 
access to control procedures for law enforcement visits 
8vc list end 

EISEMHUT, D 0 Division of Licensing 63/09/11 Consolidated 
Edison Co of New York, Inc 16pp 10940 093 24X 

Fiche 30-000,83/05/11,8303110034 


0305270028 Confirms NRC position re use of manual ly-entered codas It 
antl-^passbac k features for control of access to vital arcat 
Oavlces may unduly rastrlct movement during taf ety-related 
smcrgancles Response requested by 830630 

SCHMENCER.A Licensing Branch 2 83/09/23 MCGAUOHY, J P 

Missieslppl Power L Light Co 2pp 1B662 105 24X 

Flcha 90-416» 83/09/23, 8305270020 


J Insurance & indemnity information 


8309190015 Forwards ANJ Certificate N-79 «c MAELU Certificate M-79 for 
secondary financial coverage 

DALE, L F Mississippi Power Si Light Co 83/05/11 KERR.G.H 
Office of State Programs, Director lOpp 18501.340 34X 

Flcha* 90-416. 03/09/11, 8309190015 


0 Inspection reports, IE Bulletins & correspondence 


8212060305 IE Info Notice 83-14, ‘‘Dewatered Spent ton Ekchanga Reiin 
Susceptibility to Exothermic Chemical Reaction “ 9vc list 
end 

TAYLdRtJ N Division of Safeguards & Inspection Programs (Post 
8301031 03/03/21 Consolidated Edison Co. of New York, Inc 

112pp, 10308 319 24X Fiche 50-000,83/03/21/8212060389 


B303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator,* 
8vc list end 

JORDAN, E L Division of Emergency Preparedness S< Englnearlng 
Response (Post 030103). B3/04/19 Consolidated Edison Co. of Niu 

York, Inc 126pp 18439 195 24X Fiche 50-000,63/04/19,8303040021 


8303040023 IE Info Notice 83-22, "BWR Safety/RelieP Valve Falluras. •• 
8vc list end 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co, of N«u 

York, Inc il2pp 16383 089, 24X Fiche 50-000,83/04/22,8303040023 


0303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphare 
Sensing Sys “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 03/04/25 Consolidated Edison Co. of New 

York, Inc 119pp 10381.291 24X Fiche* 50-000, 83/04/25, 8303040029 


0303040026 IE Info Notice 83-24, "Loose Parts in Secondary Bide of 
0team Oeneratmrs at PNRs " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co. of New 

York. Inc liSpp 18382 047 24X Fiche 90-000,83/04/20,0303040026 


8303040027 IE Info Notice 83-25, "Standby Gas Treatment Syt Heater Nigh 
Temp Trip Setpoint Adjustment." 8vc list end 
JORDAN, E L. Division of Emergency Preparedness li Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co pf Nau 

York, Inc llBpp 10302 169 24X Fiche 50 - 000 , 03/04/20, 0303040027 


0303040020 IE Info Notice 83-26, "Failure of Saf ety/Rel lef Valve 
Discharge Lina Vacuum Breakers " Bve list end 
JORDAH/E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 83/05/03, Consolidated Edison Co, of Neu 

York, Int, 122pp. 18441 170 24X Ftche 50-000,83/09/03,8303040029 
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B3051S0969 i)i»cusses guidelines developed to aid in revteu of IE 
Bulletin 79-15 re long-term operebititg of deep draft pumps 
Alternate qualification method incorporating vibration 
monltorin '9 b std plant test procedures proposed one 1 
MOVAKi T M Assistant Director for Uiceneing 83/03/03 
KOLTZSCHERiD L Licensing Review Group 11 HOLTZSCHER, D L 
Illinois Power Co bpp 10440 35& 34X Plche 50-000.63/09/03. 

0305120569 


8303040030 IE Info Motlca 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment ” Bve list end 

JOROANi E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/05/04 Consol Idotod Edison Co of New 

York* Inc U2pp 10302282 24X Fiche 50-000.83/05/04.0303040030 


B303040031 1£ Info Notice 83-28. "Criteria for Protective Action 
Recaminendatlons for General Emergencies “ Sve list end 
JORDAhfi E L Division of Emergency Preparedness tt Engineering 
Response -(Post 830103) 03/05/04 Consolidated Edison Co of Now 

York« Inc 119pp 18441 001 24X Fiche 50-000.83/05/04.0303040031 


0303040033 IE Info Notice 63-29. "Fuel Qinding Caused by Fuel Rack 
Dfforraatlon " Bve list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/05/06 Consolidated Edison Co of New 

York. Inc H5pp 10523 240 24X Flch e 50-000. 03/05/06. 8303040033 


6303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines *' 8vc list end 
JORDAN. £ L Division of Emergency Preparedness (k Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co of Neur 

Yort. Inc 114pp 18524 003 24X Fiche 50-000.03/05/11.8303040034 


3303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program " 
Sve tilt end, 

JORDAN^E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/05/19 Consolidated Edison Co, of Ntu 

York. Inc li4pp 10697 009 a4X Fiche 50-000.03/05/19.8303040040 


8303040046 IE Info Notice 03-33. "Nonrepre sentati ve Sampling of 
Contaminated Oil " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co of New 

York. Inc I i4pp 10647 007 24X Fiche 50-000.83/05/26.8303040046 


6 Reportable occurptncei. LERs related correspondence 


0309270-915 Interim deficiency rept re defective contact button In 
Liberty Co-ntrol telephone relays Initially reported on 
930217 Investigation of applicability to Unit 2 underway 
Oericldncy not reportable for Unit 1 Final rept by 030418 
NCOAUGHV. -J P Mississippi Power l< Light Co 83/03/10 
O'REILLV.J P Region 2. Office of Director 6pp 10646 121 24X 

Fiche 90-416.03/03/18.0305270515 
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A App I icat 1 on/construction stage documents It correspondence 


6305060646 Forwards request far addl info to complete evaluation of 
application for OL F8AR should be amended to include Info 
requested Response requested by 630601 

VOUNOBLDOD.B J Licensing Branch 1 03/09/03 COUNSIL. W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 3ipp 
18330 006 24K Fiche 50-423,03/05/03.0305060648 


— 0303170139 Forwards Dlv of Engineering proposed program to address USDS 
clarification re seismic design earthquakes on eastern US 
•eaboard. Proposed program will complete ongoing PRA reviews 
VOLLMERrR. H Division of Engineering 03/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 91pp 19350 037 
24X Fiche 50-423.03/09/03.8305060649, 


6309090659 Oanerlc Ltr 03-20 to all operating reactor licensees 6 
holders of CPs re integrated scheduling for Implementation 
of plant mods 8vc list end 

EISENHUT. D 0 Division of Licensing 03/05/09 Consolidated 

Edison Co of New York. Inc i6pp 106S7 193 24X 

Fiche 30-000. 03/05/09. 9305090659 


0309290185 Summary of 630412 meeting u/util Day. Derry 6 Howard In 
Bethesda. liD re licensing review items Vieugraphs end 
DOOLITTLE. E L Licensing Branch 1 93/09/12 Licensing Drench 1 

7pp 19626 340. 24X Fiche 90-423.83/05/12.0305290189 


0305200307 Requests (nfo re NRC contingencies built into current OL 
application review schedule to support fuel load date. per 
030412 mootlTtg 

COUNBIL. W Q Northeast Utilities 03/05/13 YDUNODLODD. □ J 
Licensing Branch 1 Ip 10914 246 24X Fiche 30-423,03/09/13. 

0309200587 


F Security, medical, emergency V firo protection plans 


B305L1D034 Generic Ltr 83-21 to all licensees of aperating reactors, 
applicants for OLs It holders of CPs ra clarification of 
access to control procedures for law enforcement visits 
Sve list sne 1 

EISENHUT. D Q Division of Licensing B3/D5/1 1 Consolldatod 

Edison Co of New York. Inc 16pp 10340 099 24X 

Fiche 90-000,83/09/11,6303110034 


6309S4O213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1903 

DIRCKS. N J Office of the Executive Director far Operations 
83/09/13 PALLADINO. M J Comtnl s s 1 one rs 9pp 18393 322 24X 

Fiche 90-000. 03/05/13. 0309240213 


t Financial information 


6303020093 Forwards "Annual Rept of Electric Uti 1 s. Lie snsees & Others 
(Class A 6 Class D). " FERC Form 1 

BISHOP. R W Northeast Utilities 63/04/26 Office of Nuclear 

Reactor Regulation. Director i32pp 10279 109 24X 

Flcfie 90-245,83/04/26.6309020093 


F. Utility Final Safety Analysis Report (FSAR) ^ amends 


0305090069 Forwards receipt ack form 6 corrected pages inadvertently 
emitted from FEAR Amend 2 package 

EMERSON. W Stone & Neb star Engineering Corp 83/04/20 NRC - No 
Detailed Affiliation Given 0p p 16342 034 24X 

Fiche 30-423.03/04/20.0303050069 


Q Inspection reports. IE Oulletlns & correspondence 


6212060389 IE Info Notice 03-14. "'Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLOR, J M Division of Safeguards Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York. Inc 

ti2pp 18306 31? 24X Fiche 50-000, 03/03/21, 6212060309 


0303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/04/15 Consolidated Edison Co of New 

York, Inc I26pp 10439 199 g4X Fiche 90-000.63/04/19.0303040021 


0303040023 IE Info Notice 83-22. "DWR 9af cty /ftel i ef Valve Failures " 
8vc list enc 1 

JORDAN.E U Division of Emergency Preparedness U Engineering 
Response (Post 830103) 63/04/22 Canso 1 Ldated Edison Co of New 

York# Inc 1 12pp 10383 069 24X Fiche 90-000.03/04/22.8303040023 


6303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing 8ys " Sve list end 

JORDAN.E L Division Of Emergency Preparedness 4c Engineering 
Response (Post 830103) 03/04/29 Consolidated Edison Co of New 

York. Inc 119pp 18361 291 24X Fiche 90-000.03/04/29.0303040025 


B303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Oonerators at PWRs " Bve list enc I 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 630103 ) 63/04/26 Co nso 1 1 (fate d Edison Co of New 

York. Inc 115pp 18362 047 24X Ficho 90-000,03/04/20,0303040026 


0303040027 IE Info Notice 03-29. "Standby Gas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " 3vc list end 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 63/04/28 Consolidated Edison Cd of New 

York. Inc 118pp 18362 163 24X Flcha 50-000.03/04/20,8303040027 


03D304002B IE Info Notice 83-26, "Failure of Gaf ety /Rel 1 ef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN.E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 83/03/03 Consolidated Edison Co of New 

York. Inc I22pp 10441 170 24X Fiche 90-000,63/09/03.0303040020 


6303040030 IE Info Notice 03-27. "Dperational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list enc I 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Retpanse (Post 030103) 63/03/04 Consolidated Edison Co of New 

York, Inc lL2pp 18302 202 24X Fiche, 90-000# 83/09/04, 8303040030 
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8303040031 !£ Info Wotlre B3-?a. "Criteria tor Protec tlva Action 
RecocnntendatlarhS for General Efnergencies 3vc list end 
J0RDAN*E L Division of Ernergencii Prepar erfnBsa Engineering 
Response (Post 530103) 83/03/04 Consolidated Edison Cd of Neu 

York I Inc n9pp 18441 001 2-4X Fiche 30-000/83/03/04.8303040031 


9303040033 lE Info J^^otice 93-29. 'Tuel Dinding Caused tg Fuel Rack 
Deformation " Svc list end 

JORDAN. E L Oivlsian of Emergen-cg Preparedness Engineering 
Response (Post 630103) 83/03/0.& Consolidated Edison Co of Neui 

York. Inc 113pp !BS53 248 24^ Flcpe &0-000. 83/03/06. 8303040033 


8303040034 IE Info Notice 93-30. "Mi sapp 1 lea t i on of Generic Emergencg 
Operating Procedures (EOP > Guidelines " Svc list sne 1 
JORDAN. E L Division of Emarjenc^ Preparedness & Engineering 
Response (Post 830103 ) 03/OD/ll Consolidated Edison Co of Neiu 

York, Inc 114pp 18524 003 245C Fiche 50-000/83/05/11.8303040034 


8303040040 IE Info Notice 83-31. “Error In ADLPIPE Computer Program " 
9vc list end 

JORDAN. E L Division of JEmergeneg Preparedness tt Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York/ Inc 114pp 10697 009 S4X Fiche 50-000483/05/19.9303040040 


9309370033 Ac k receipt of 830427 I tr informing NRC of steps taken to 
correct violations noted In lE Insp Rept 3O'-433/B3-04 
MARTIN. T T Division of Engineering fe Technical Programs B3/Q5/20 
CDUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northsast 
t/tlUtles) Ip IB63a 341 24X Fiche 50-423,83/05/20,8305270033 


— 6305270037 Responds to NRC 830328 Itr re violations noted In IE Insp 
Rept 30-423/B3-04 Corrective actions ec^uipment storage 
history cards updated to reflect vendor requirements on 
spraying electrical contacts u/CRC 2-26 every 2 yrs 
CQUNSIL, N 0 r SEAR8.C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) CDUNSIL.W G Northeast Utilities 
&3/04/S7 MARTIN. T T Division of Engineering 8. Technical 
Programs 3pp IQ63B 342 24 X Fiche 30-423, 83/09/20/ 8305270033 


9303040046 IE Info Notice 93-33/ *'Narirepresen tat 1 ve Sampling of 
Contaminated Dll " Svc list end 

JORDAN/E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of Neu 

York/ Inc ll4pp IB647 007 24X Fiche 50-000,83/05/26/8303040046 


S Reportable occurrences. LERs & related correspondence 


9309110427 Part 21 h deficiency repti re mi soperat ion Of D8-416 reactor 
trip undervoltage devices Initialliy reported on B30420 
Attachments uiJ i be replaced u/devices v/uidened grooves 
tP accommodate neu retaining rings Mfg drau/ings revised 
RAHEjE P Nestlnghouse Electric Corp 83/04/21 DEYOUMG.R C 
Director''s Office. Office of Inspection and Enforcement 5pp 
18409 095 24X Fiche 90-000.83/04/21.9309110427 


0305060495 Interim deficiency rept re inadvertent uncoupling of pvtl- 
apart terminal blocks in Gould metar control ctrs Initially 
reported on 630329 Development of prototype brackets 
underuay Final rept expected by 830701 

CCUN8IL. W 0 . SEARS. C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNElLiN Q Mort-heast Utilities 83/04/29 
ALLAN/J h Region i. Office of Director ip 18351 198 24X 

Fiche: 50-423. 63/04/28. 0305060495 


B305S00S33 Interim Significant Deficiency Rept 8D-36 re design 6 const 
In main cqntTol board uelds Initially reported on 030413 
Meeting uj/utll engineer scheduled for 0309(7 to discuss 
necessary corrective actions 

C0UM8IL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIl.. U 0 Northeast Utilities. B3/05/13 
ALLAN. J n Region J. Office of Director 2pp 10516 029 SAX 
Fiche 50-423*63/09/13.8305200533 


8305270036 Final Deficiency Rept SD-37 ro possible mlsop era tlon of 
Westlnghouse DS-416 reactor trip switchgear undervoltage 
attachmanCe Initially reported on B30A2O Undervoltage 
attachments mill be replaced iir/neu design 

COUNSILiW 0 I SEARS. C F Northeast Nuclear Energy Co. (subs of 
Northeast Utilities) C0UN8IL. W (? Northeast Utilities 03/05/20 
ALLAN. J M Region 1. Office of Director 2pp 18630 308 24X 

Fiche 50-423. 83/03/20. B305270036 


DOCKET 50-424 ALVIN M VOOTLE NUCLEAR PLANT, UNIT 1 


A Appi 1 cation/construc t i Oh stage documents Sc correspondence 


B309(}500a6 Notifies th*t Update to PSAR Chapter 17 outlining OA 
orgenl latlonal change will be provided by June 19B3 per 
tOCFRSO 54 

DUTTON. D E Georgia Power Co 83/04/21 E18ENHUT.D O Office of 
Nuclear Reactor Regulatlant Director (p 103^2 026, 24X 

Fiche 50-424. 63/04/21 » 8305050086 


B305090659 Generic Ltr B3-20 to all operating reactor licensees L 
holders of CPs re integrated scheduling for Implementation 
of plant mods Svc list end 

EISENHUT.DO Division of Licensing B3/09/09 Consol 1 dated 
Edison Co of New York. Inc 16pp 18627 193 24X 

Fiche 90-000. 83/09/09. B305090699 


F Security, medical, emergency it five protection plans 


0309110034 Generic Ltr 83-21 to all licensees of operating reactorii 
applicants for OLs it holders of CPs re c lar if Ication of 
accatt to control procedures for law enforcement visits 
Svc list end 

EISENHUT/D 0 Division of Licensing 83/05/11 Consol Idated 

Edison Co of New York. Inc 16pp 18940 095 24X 

Fiche 90-000.63/09/11.8309110034 


H General correspondence 


0309030261 Requests changes In correspondence routines due to recent 
mgt changes 

OUeWA. L T Georgia Power Co 83/04/28 DENTON. M R Office of 
Nuclear Reacto-r Regulation. Director Ip 18300 046 24X 

Fiche 90-000/03/04/28.8305030261 


0 Inspection reports. IE Bulletins & correspondence 


8212060305 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
auseeptl b i 1 1 ty to Exothermic Chemical Reaction ** Svc list 
enc I 

TAYLDR.J M Division of Safeguards I. inspection Programs (Post 
630103) 03/03/21 Consolidated Edison Co of New York. Inc, 

112pp 18300 319 24X Fiche 90-000,83/03/21.8212(360309 


0309270330 Forwards IE Insp Repts 90-424/93-07 fc 50-425/03-07 oti 
630115-0-306 No noncompl lance noted 

OANCE.H C Division of Project & Resident Programs 83/03/26 

KELLY, R J Georgia Power Co 2pp 18641 112 24X 

Fiche 90-424,83/03/28,8305270330 


—8305270337 IE InSp Repts 90-424/63-07 it 90-429/83-07 on 8301 1 5-030B )r 9 
noncompliance noted Major areas inspected lifting & 

Installation of N883 components, automatic welding of plpt St 
electrical control terminations 

SANDERS.W F Region 2. Office of Director DROgNLEE,VL 
Division of Project fc Resident Programs 83/03/28. 6pp 
18641 114 24X Fiche- 90-424, 83/03/28, 8309270330 


8303040021 IE Info Notice 83-21. "Defective Emergency Use Riiplrator.' 
Svc list end 

JDROAN.E L Division of Emorgency Preparedness Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of N(u 

York, Inc lS6pp 18435 155 24X Fiche 50-000.* ^3/04/ 15, 8303040021. 


8303040023 IE Info Notice 83-22. "BWR Safety/Relief Valve Failures * 
Svc lilt end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/22 Consol Idated Edison Co of Niu 

York. Inc 112pp 18383 089 24X Fiche 50-000.83/04/22,8303040023 


0303040029 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc Hit end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Poet 030103) 83/04/29 Consolidated Edison Co. of New 

York, Inc lt9pp 10381:291 84X Fiche 90-000,03/04/25,8303040029 


8303040026 IE Info Notice 83-24. "Loose Parti In Secondary Side of 
Steam Generators at PWRi " Svc list and 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co. of N*w 

York, Inc 115pp 19382.047 24 X Fiche 90-000, 83/04/28. 830 3040026 


8303040027 IE Info Notice 03-25. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end. 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/BB Consolidated Edison Co. of Hew 

York* Inc 118pp 18302 169 24X Fiche- 90 - 000 . 83/04/28, 8303040027. 


6303040028 IE Info Notice 83-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " svc list end. 

JQRDANrE L Division of Emergency Preparedness 1, Engineering 
Response (Post 830103). 03/09/03 Consolidated Edison Co. of New 

York, Inc. 122pp 18441,170 24 X Fl che 90 - 000 . 83/05/03, 8303040023. 


0303040030 IE Info Notice 03-27, "Operational Rasponse to Evants 
Cuncornlng Deliberate Acts Directed Against Plant 
Equipment." Svc list end. 

JORDAN.E L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/05/04 Consolidated Edison Co. of New 

York, Inc 112pp. 18302.282 a4X Fiche 90-000.83/09/04,8303040035 
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B303040031 IE Info Notice 83-20. "Criteria for Protective Action 
Recommendationi for General Emergencies " 6vc list end 
vlORDANi E L Division of Emergency Preparedness & Engineering 
Retponee (Post 830103) 03/05/04 Consolidated Edison Co of New 

York. Inc n9pp 1B441 001 24X Fiche 50-000.83/03/04.8303040031 


B303040033 IE Info Notice 83-29. "Fuel Dinding Caused by Fuel Rack 
Deformation *' Bvc list tncl 

JORDAN. E L Division of Emergency Preparedness & Enginierlng 
Rdtponie (Post 830103) 83/03/06 Consolidated Edison Co of Neu 

York< Inc ll3pp 18523 248 24X Flche 30-000.83/03/06.0303040033 


0303270320 Forwards IE Insp Repts 30-424/83-00 & 50-423/03-00 on 
030309-0412 No noncompliance noted 

DANCE. H C Division of Project & Resident Programs 03/03/10 

KELLY, R J (Georgia Power Co 2pp 18642 217 24X 

rich* 30-424. 83/03/ 10. 0305270320 


— B30327032B IE Insp Repts 50-424/83-00 8. 30-423/83-08 on 830309-0412 No 
nancomp 1 lance noted Major areas inspected general 
observations of work In progress, observations of primary 
pipe ualdlng & preparations for heavy lifts 
SANDERS. W F Region 2. Office of Director BROWNLEE, 7 L 
Division of Project 8. Resident Programs 03/03/09 4pp 
10642 ai9 24X Flche 30-424,03/03/10,0303270320 


83D304OO34 IE Info Notice 83-30. "Misapplication of Oenerlc Emergency 
Operating Procedures <EOP> Guidelines ” Bvc list end 
JORDAN. E L Division of Emergency Preparedness 8. Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York# Inc H4pp 18324 003 24 X Flche 30-000.03/03/11,8303040034 


0303040040 IE Info Notice 03-31. "Error In ADLPIPE Computer Program " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 8t Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of Neu 

York# Inc ll4pp 18697 009 24X Flche 30-000.83/03/19,8303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaimlnated Oil, " Sve list end 

JORDAN, E L Division Of Emergency Preparedness 8< Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

Yoric. Inc I14pp 10647 007 24X Flche 50 - 000 , 03/05/26, 8303040046 


S, Reportable occurrences, LERs 8. related correspondence 


Q30S110427 Part 21 8< deficiency repts re miioperation of D8-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments will be replaced u/devlces w/wldened grooves 
to accommodate neu retaining rings Mfg drawings revised 
RARE, E P Westinghouie Electric Corp 83/04/21 DEYOONG, R C. 
Director^i Office. Office of Inspection and Enforcement 5pp 
18409:093 24X Flche 30-000.83/04/21.8305110427 


9305100161 Interim deficiency rept re pipe support design calculations 
Initially reported on 830323 Engineering evaluation will not 
be completed until end of yr Schedule for completion of 
evaluation expected by 031201 

FOSTER, D Q Georgia Power Go 83/04/29 O^REILLY. J P Region 2, 
Office of Director ip 18374 271 24X Flche 50-424.83/04/29. 

8305100161 


8309290492 Advises that final rept re sheared pinion keys In Llmitorque 
motor operators will be submitted by 030610 

FOSTERiD 0. Georgia Power Co 83/03/16 D'REILLYi JP. Region 2. 
Office of Director Ip 18383211 24X Flche 30-424.03/09/16. 

8305290492 


DOCKET 90-429 ALVIN W VOOTLE NUCLEAR PLANT, UNIT 2 


A App licatlon/constructlon stage documents 84 correspondence 


0309030086 Notifies that update to PSAR Chapter 17 outlining OA 
organl xa t lonal change will be provided by June 1983 per 
I0CFR90 94. 

DUTTONrD E. Georgia Power Co. 03/04/21 EI8ENHUT. D 0. Office of 
Nuclear Reactor Regulation, Director. Ip 18342 026 24X 

Flche 90-424.03/04/21,8305050006 


0309090699 Generic Ltr 83-20 to ell operating reactor licensees 8< 
holders of CPs re Integrated scheduling for Imp tementatl on 
of plant mods 8vc list end 

eiSENHUT, D G Division of Licensing, 03/09/09 Consolidated 
Edison Co of New York, tnc 16pp 18627 153 24X 

Flche* 90-000. 63/09/09. 0305090699 


F Security, medical, emergency tt fire- protection plans 


8309110034 Generic Ltr 83-21 bo all licensees of operating reactors, 
applicants for QLs ?, holders of CPs rp clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EESENHUT. D O Division of Licensing 83/05/11 Consolidated 

Edison Co of New York. Inc 16pp 18940 093 24X 

Ftchfl 30-000,03/05/11,8305110034 


H General correspondence 


0305030261 Requests changes In correspondence routines due to recent 
mgt changes 

GUCWA.lt Georgia Power Co 83/04/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 1B3DD 046 24X 

Fiche 30-000. 03/04/28, e30303026 1 


Q Inspection reports, IE Dulletina 8. corr espondenco 


82120603B3 IE Info Notice 03-14. ‘’Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 0vc Hit 
enc 1 

TAYUOR^J M Division of Safeguards 6 Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York, Ine 

ll2pp 18300 319 24X Flche 30-000,83/03/21,8212060385 


0305270330 Forwards IE Insp Repts 50-424/03-07 & 50-425/83-07 on 
S301 13-0300 No none ompJ lance noted 

DANCE. M C Division of Project 8< Resident Programs 83/03/20 

KELLY, R J Georgia Power Co 2pp 18641 112 2'IX 

Flche 90-424103/03/28.8309270330 


—0305270337 IE Insp Repts 90-424/03-07 «. SO-429/03-07 on 030115-0308 No 
noncomp I lance noted Major area* inspected lifting 8. 

Installation of NS88 c omp onents. au tome tic welding of flpe h 
electrical control terminations 

SANDERS, W F Region 2, Office of Director BROWNLEE. V L 
Division of Project St Resident Programs 03/03/20 6pp 
18641 114 24X Flche 90-424,83/03/20.0305270330 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator ” 
Bvc list end 

JORDAN, £ L Division of Emergency Preparedness It Engineering 
Response (Post 030103)- 03/04/19 Consolidated Edison Co of Neu 

York, Inc I26pp 1S439 195 24X Flche 50-000.83/04/19,0303040021 


8303040023 IE Info Notice 03-22, "BMR Safety /Rel 1 ef Valve Failures " 
8vc list end 

JORDAN. E L Division Of Emergancy Preparedness it Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of Neu 

York, Inc liapp 10303 0S9 84X Flche 90-000, 83/04/22, 0303040023 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 8. Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of Nsw 

York, Inc I19pp 10381 291 24X Ficho 50-000.83/04/29.8303040023 


8303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Generators at PMRs " Bvc list end 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York, rnc 119pp 18382 047 24X Flche 50-000.83/04/28,8303040026 


8303-040027 IE Info Notice 83-25, "Standby Gas Treatment Gys Heater High 
Temp Trip Setpoint Adjustment *’ Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York, Inc 118pp 18382 165 24X Flche 50-000,83/04/28.8303040027 


830304002B IE Info Notice 03-86. "Failure of Saf ety/Rel Uf Valve 
Discharge Line Vacuum Breakers " Sve list and 
JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of Neu 

York, rnc 122pp 18441 170 24 X Flche 50-000,83/09/03.8303040028 


8303040030 IE Info Notice 03-27. "Operational Response to Evants 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Bvc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc tl2pp 18382.202 24X FI chei 50-000. B3/09/04, 0303040030 


8303040031 IE Info Notice 03-28. "Criteria for Protective Action 
Recommendations for General Emergencies,*' Sve list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of New 

York. Inc 119pp 18441 001 24X Fi che: 90-000, 03/09/04. 0303040031 
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8303040033 IE Inf^o Notic« B3-39. '‘Fue<l Dlnding Caused b Fufil Sack 
DefarDatxon ' 5vc list end 

JORDAN, £ L Divlsjon of Emergency Preparedness & Engineering 
Response TPost; 8301031 B3/0&/0& Consolidated Edison Co of NetJ 

York, iTtc llSpp lasso S48 S4X Fiche SO- 000. 6 3/05/ O&i 0303040033 


B30’3370320 Forwards IE Insp ftapts 5O--424/S3-O0 U 50-435/83-08 on 
830309-0412 No none omp I la n.ce nobed 

OANCE.H C Division of Project b Resident Programs 83/05/10 

MEi-LV^R J Georgia Pouer Co 2pp 18642 217 24X 

FI Che 30-424,83/05/10,0303270320 


— 830527032© IE Insp Repts 50-424 /a3’'08 £. 30-423/03-08 on 830309-0412 No 
nancompHance noted Major areas inspected general 
observations ot work in progress, ob lerva fc 1 ons of prijnarg 
pipe uelding b preparations for heavg lifts 
SANDERS, w F Region 2. Office of Director CRQWNLEE, V U 
Division of Project Sc Resident Frograms B3/03/09 4pp 
10642219 24X Fiche 50-424*83/05/10,0303270320 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures lEOP) Ouidellnos Sve list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 8301031 83/05/11 Consol idated Edison Co of Neu 

Vorls, Inc ll4pp 18524 003 24X Fiche 50-000.83/05/11.8303040034 


0303040040 lE Info Notice fi3-3i* "Error an ADLPIPE Cotnputen PTogram *' 
Svt li«t «nd 

JORDAN. E U Division of Emergency Preparedness 8i Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of Neui 

York, Inc M4pp 18697 009 34X Fiche 50-000,03/05/19,0303040040 


8303040046 lE Info Notice 83-33, ‘'Nonrepreaentat i ve Sampling of 
Contaminated Oi J " Sve List end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response iPoEt 830103) 03/05/26 Consolidated Edison Co of Neu 

York. Inc lUpp 18647 007 24X F 1 c he 50-000. 83/03/26, 8303040046 


S Reportable occurrences. LERs U related correspondence 


8205110427 Pert 21 u deficiency repts re mi soperat ion of D3-416 reactor 
trip undervolt^ge devices Initially reported on 630420 
Attachments iLrin pe replaced ui/devices w/widened grooves 
to accommodate neui retaining rings Mfg drawings revised 
RAHE.E P Wes ting house Electric Carp 83/04/21 DEYOUNG, R C 

Director's Office, Office of Inspection and Enforcement Spp 
18405 095 24X Fiche 50-000, 83/04/21 , 03O5HO427 


8305100161 Interim deficiency rept re pipe support design calculations 
Initially reported on 030335 Engineering evaluation will not 
be completed until and of yr Schedule for c-onpletion of 
evaluation expected by ©31201 

FOSTEft.D 8 Georgia Power Co 83/04/29 0'REIl.4.Y, J P Region 2. 

Office of Director ip 18374 271 24X Fiche 50-424,83/04/29. 

8305100161 


&30325'04S2 Advises that final rept re sheared pinion keys In Limltorque 
motor operators will be submitted by 83061(5 

FOSTER.D 0 Georgia Power Co 23/05/16 Q'RErLUV. J P Region 2, 
Office of Director Ip 18385 211 24X Fiche 50-424.83/05/16, 

830S2SD4S2 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A AppI icati on/construc tion stage documents & correspondence 


8305040323 Doard Notification 63-057 forwards differing prof opinions 
re syt interaction Xi safety ciassi f ication tnfo relates to 
noard Notifications 83-17 U 83-44 re Unresolved Safety Issue 
A-t7 

EISENHUT, D 0 Division of Licensing 83/09/04 PALLADINO,N 
commit sinners ^Spp 18337 139 24X Fi c he* 50-00©, 83/05/04. 

8305040323 


F Security, medical, emergency t> fire protection plans 


0305110034 Generic Ltr 83-21 ta all licensees of operating reactors, 
applicants for oLs U holders of CFs re clarification of 
access to control procedures for law enforcement visit* 

Sve list one] 

E1SENHUT,D C Division of Licensing ©3/OS/ll Consolidated 

Edison Co of New York, Inc 16pp 18540 095 24X 

Fiche SO-000. 03/09/ 1 1, 8305110034 


DOCKET 90-430 DELLEFONTE NUCLEAR PLANT, UNIT 1 


A App llcation/construction stage documents it correspondence 


B3O3O3OS50 Advises that applicable recommendations contained in DtW 
Topical Rept DAW-i564, “Integrated Control 0ys Reliability 
Analysis,'* will be implemented prior to fuel loading to 
fulfill rejiuirements of NUREO-0737, I tern II K 2 9 
MlLLa.LM Tennessee Valley Authority B3/04/26 A DENS AM. E 

Licensing Dranch 4 Ip 16303 299 24X Fiche 50-438,83/04/26, 

6305030359 


0309100390 Forwards addl documentation re Code Case N-192 for use of 
flexible metal instrumentation hose N/one oversixe 
proprietary drawing Drawing withheld (may contain company 
sensitive Info) Aperture card in Central Files 
MILLB.L M Tennessee Valley Authority 83/09/04 ADEN8AM»E 
Licensing Branch 4 ip 18377 279 24X Fiche 90-439,63/05/04, 

©305100398 


—8309100369 "Design 6pec BNP-DS-194O-40O9-RO Flexible Metal 
Instrumentation Hoses for Instrumentation it Control 6gi ** 
BEUTZ, 1 L Tennessee Valley Authority 60/09/0d 7pp 
18377 277 24X Fiche 50-438, 83/05/04. 8305100356 


— 0305100302 Rev A to "Documentation of Compliance for MBC Part 70153 ts 
Requirements of A6KE Bection lit NC-3649 «. Code Case N-92 b 
N-108-i " 

NVSTRoM»R H Metal Bellows Corp Cft 730 RA 60/10/17 Spp 
10377 284 24X Fiche 90-438,03/09/04,0305100398 


— ©303100395 Rev A to "Design Rept for Hose Assembly Flexible Mitil Pff 
A8ME Boiler & Pressure Vessel Code Section III, Subsec tlon 
NC, Class a “ 

NYSTROM, R H Metal Bellows Cbrp CR 73? RA 00/10/17 3lpp 
18377 292 24X Fiche 90-438, 83/09/04, 0305100398 


8305100340 Forwards response to Unresolved Safety Issues A-1, A“5i A-l L 
4-12, A'17, A-40, A-43, A-44, A-49, A‘-46, A-47. A-4B tt A-49 
Responses support position that plant can be operatid safely 
until resolution of open items 

MILLS, L M Tennessee Valley Authority 83/09/05 A DEN© AM. E 

Licensing Dranch 4 26pp 18372 290 24X Fiche 90-438,33/05/09. 

0305100240 


0309090659 Generic Ltr 63-20 to all operating reactor lictnseei 
holders of CPs re integrated scheduling for implementation 
of plant mods 8vc list end 

EISENHUT. D 0 Division of Licensing 83/09/0? Consol id it id 

Edison Co of New York. Inc l6pp 10627 193, 24X 

Fiche 50-000, 03/05/0?, 030909069? 


F Security, medical, emergency it fire protection plans 


0305110034 Generic Ltr 03-21 tt> all licensees of operating reactortf 
applicants for OLs It holders of CPs re clarification of 
access to control procedures for law enforcement viilts- 
ave list end 

EI6ENHUT. D 0 Division of Licensing 83/05/11 Consolidated 
Edison Co of New York, Inc. 16pp 18940 0?9 24X 

Fiche 90-000,63/05/11,8305110034 


0303240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1903 

DIRCK8, W J Office of the Executive Director for Operations 
83/09/13 PALLADIND, N J. Commissioners 5pp 10593 322. 24X 

Fiche 50-000,03/05/13,0309240213 


0 Inspection reportsi IE Bulletins it correspondence 


0212060365 IE Info Notice 03-14, ''Dewatered Bpent Ion Exchange Resin 
5uscepti bl 1 Ity to Exothermic Chemical Reaction " Sve list 
end 

TAYLOR, J.M Division of Bafeguards & Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York, Inc. 

Il2pp 10306 31? 24X Fiche* 90-000, 83/03/21, 8212060389 


0309270924 Forwards IE Imp Repts 50-430/03-09 & 30-439/03-0? on 
030316-17 Np noncompliance noted 

VERRELLj, D M Division of Project it Resident Programs 03/04/11. 
PARRIS, H 0, Tennessee Valley Authority, 2pp. 10646* 179. 24X 

Fiche 90-438. 83/04/11 1 8309270924 


—8303270537 IE Insp Repts 90-436/83-0? «. 90-439/83-0? on 830316-17 Rb 
noncomp I lance noted Major areas inspected item reported by 
licensee under 10CFR90 99(e) re excessive vibration a# ERCW 
pump /mo tor 

LIU,NC , BLAKE, J,J Region 2, Office of Director 83/04/07 
9pp 18646 177 24X Fiche. 90-438, 83/04/1 1, 8305270924, 
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6303040021 IE Info Natlco 83-21. "Defective Emergency Uie Respirator " 
Svc Hat encl 

JORDANf E L Division of Emergency Preparodnesa U Engineering 
Responae (Post 030103) 83/04/13 Consolidated Edison Co of Neu 

^ork. Inc iS&pp 18439 159 24X FI the 50-000« 83/04/19. 8303040021 


9303040023 IE Info Notice Q3-2S, "BUR Saf ety /Rel i ef Valve Failures " 
avc Hat encl 

v/ORDANj E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/22 Consol i dated Edison Co of Neu 

^orki Inc U2pp 18383 00? 24 X Fiche 90-000.83/04/2210303040023 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
asnslng Sys " Svc list end 

VQRDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of Mcu 

York. Inc 119pp 18381 291 24X Fiche 50-000.83/04/29.8303040025 


930304002& IE Info Notice 83-24. "Loose Parts In Secondary Side of 
ateam Oenerators at PURs " Svc list encl 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

Yorkj Inc llSpp 10302 047 24X Fiche 50-000. 33/04/20. 830304002^. 


8303040027 IE Info Notice 03-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Reeponse (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York. Inc 118pp 10302 163 24X Fiche 90-000.83/04/20.8303040027 


8309270989 Ack receipt of 030331 it 0418 1 trs infarming NRC of steps 
taken to correct violations noted in IE Insp Repts 
90-438/83-02 «< 50-439/83-02 

VEHRELLI.D M Division of Project it Resident Programs 83/04/29 
PARRIS. H O Tennessee Valley Authority 2pp 18646 215 24X 

Fiche 30-438*03/04/29.8305270909 


—8303270597 Addl response to NRC 830225 I tr re violations noted in IE 
Imp Repts 90-430/83-02 it 90-439/83-02 Item B of 
ncncamp llance in area of flushing it hydrostatic testing h 
related procedures disputed 

hILLa. L M Tennessee Valley Authority 83/04/18 O'REILLY. J P 
Region 2. Office of Director 3pp 18646 217 24X 

Fie he 30-400.03/04/29,8309270589 


—8303270608 Responds to NRC 830229 Itr re violations noted In IE Insp 
Repts 50-438/83-02 it 90-439/83-02 Corrective actions 
document control unit performing revleu of craft draulngs 
It will resolve discrepancies 

MILLa.L N Tennessee Valley Authority 83/03/31 O'REILLY^J P 
Region 2. Office of Director 4pp 18646 220 24X 

Fiche 90-430.83/04/29.8309270909 


— B309a7()616 Forwards IE Insp Repts 90-438/83-02 it 50-439/83-02 on 
830101-31 & notice of Violation 

VERRELLI.D, N Division of Project it Resident Programs 83/02/29 
PARR IS* H O Tennessee Valley Authority 2pp 18646 224 24X 

Fiche 90-430. 03/04/29. 8309270989 


— 8309270619 Notice of violation from insp on 030101-31 

e Region 2. Office of Director 83/02/23 2pp 18646 226 24X 

Fiche 30-438, 03/04 /29. B309270 989 


—0303270629 IE Insp Repts 90-430/83-02 it 50-439/03-02 on 030101-31 
Nancompl ianct noted failure to control Installation of 
supports far remote valve operators, inadequate drauiing 
control fit Inadequate const operating instructions 
giLCOX. J D Region 2, Office of Director FREDRICKaON, P 
Division of Project Resident Programs 83/02/29 14pp> 

10646 228. 84X FI c h e • 30-430. 03/04/29* 8305270589 


0303040020 IE Info Notice 83-26. "Failure of Baf ety/Re L ief Valve 
Discharge Line Vacuum Breakers " Svc list encl 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response IPoet 030103) 83/09/03 Consolidated Edison Co of New 

York. Inc i22pp 10441 170 24X Fiche 30-000103/03/03,8303040020. 


8303040030 IE Info Notice 03-27. "Operational Rasponse to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment-" 8vc list and. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Go. of Neu 

York, Inc. 112pp. 18382 202 24X Fiche 30-000.83/03/04,8303040030 


0303040031 IE Info Notice 03-80. "Criteria for Protective Action 
Recomnendat ions for General Emergencies " Svc list encl 
JORDAN) E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Neu 

York, Inc- li9pp 10441 OOl 24X Fiche 30-000.83/09/04.8303040031 


0303270372 Ack receipt of 830422 Itr informing NRC of &teps taken to 
correct vlolotions noted In IE Insp Repts 9O-43B/03-O3 h 
50-439/03-03 

VEHRELLI.D M Division of Project h Resident Progrofna 03/05/0^ 
PARRI&.rH G Tennessee Valley Authority Ip 1B642 337 24X 

Fiche 50-430. 83/09/04. 8305270372 


— 3309270386 Responds to NRC 030325 1 fcr r« violations noted in IE Insp 
Repts 50-438/83-03 it 30-439/B3-03 Corrective actions 
inspector reinstructed to verify concrete patch curing 
record completion 

MILLS. L M Tennessee Valloy Authority 83/04/92 O^RElLLY. J P 
Region 2. Office of Director Spp 10642 330 24X 

Fiche 90-438, 83/05/04. 0305270372 


—0305270396 Forwards EE Insp Repts 90-430/03-03 it 90-439/83-03 on 
830207-18 notice of violation 

VERRELLI.D M Division of Project it Resident Programs 03/03/23 
PARRIS.H O Tennessee Valley Authority 2p p 10642 343 24X 

Fiche 50-430 , 83/05/04, 8305270372 


— 8303270398 Notice of violation from insp on 830207-10 

a Region 2. Office of Director 03/03/23 2pp 10642 3-19 24X 

Fiche 50-4 30. 03/05/04. 0303270372 


—0309270415 IE Insp Repts 90-438/03-03 t 50-439/83-03 on 030207-10 
Noncomp 1 lance noted failure to properly cure concrete repair 
patch 8c failure to train electrical craft foremen in 
procedure For structural steel installations 

HARRIS. J R Region 2. Office of Director CONLON, T E Division 

of Project it Resident Programs 03/03/23 llpp 10642 347 24X 

Flcha 90-438.03/05/04.0309270372 


0309270582 Ack receipt of 830425 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-438/03-04 6 
90-439/83-04 

VERRELLI.D H Division of Project 8, Resident Programs 83/05/09 
PARRIS.H O Tennessee Valley Authority Ip 18646 301 24X 

Fiche 90-438. 83/09/05. 8305270502 


— 8309270992 Responds to NRC 830329 Itr re violations noted in IE Insp 
Repts 50-438/03-04 & 90-439/03-04 Corrective actions cable 
reconfigured to produce acceptable band radius it proper 
torque values for side bolting obtained from vendor 
KAMMER.D S Tennessee Valley Authority 83/04/29 O'REILLY, J P 
Region 2. Office of Director 9pp 10646*302 S4X 
Fiche 90-430,83/09/05.8309270982 


—8309270601 Forwards IE Insp Repts 30-438/83-04 it 90-439/83-04 on 
830207-10 & notice of violation 

VERRELLI.D M Division of Project ti Resident Programs 83/03/25 
PARRIS.H 0 Tanntetee Valley Authority 2pp 18646 307. 24X 

Fiche 90-438. 03/09/09. 0309270502 


— 8309270607 Notice of violation from insp on 830207-10 

• Region 2. Office of Director 03/03/29 Ip 10646 309 24X 

Fiche 90-430. 83/09/09, 0309270902 


—0309270618 IE Insp Repts 50-438/83-04 Sc 50-439/83-04 on 830207-10 
NoncompHance noted bend at trays TV5-A647-A, TY5A 561-11 ti 
TY4AA91-A exceeded General Const Spec 0-38 min radius 
Rt/FF, A 0 Region 2* Office of Director CONLGN* T E Division of 
Project & Resident Programs 83/03/23 I4pp 18646*310 24X 

Fiche 50-430, 03/09/09, 0305270302 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation ** Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/09/06 Consolidated Edison Co. of New 

York, Inc £l9pp. 18923 248 84X Fiche: 50-000. 83/09/06. 8303040033 


8303040034 IE Info Notice 03-30. "Kisappl icat ion of Generic Emergency 
Operating Procedures lEOP) Guidelines " Svc list encl 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103} 83/05/11 Consolidated Edison Co of Neu 

York. Inc 1 14pp 18924 003 24X Fiche 90-000.83/09/11,0303040034 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/09/19 Consolidated Edison Co. of Neu 

York, Inc 114pp 10697009 24X Fiche 50-000.83/09/19.0303040040 


8303040046 IE Info Notice 03-33, "Nonrapresenta tlve Sampling of 
Contaminated Dll " Svc list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103> 03/05/26 Consolidated Edison Co, of New 

York* Inc 114pp 18647 007 24X Fiche 50-000,83/05/26,0303040046 


I 
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8 Reportable occurrences* LE«5 & related c orreapondente 


8303030252 Final Deficiency Kept NCR 1690 re nonconforming seismic 
support lugs on 2-inch or less steel pipe Initially reported 
on 611223 Designs & procedures modified U fabrication 
tec|ini<iues changed to reduce welding 

MILLS. L M Tennessee Valley Authority 63/04/25 0'REILLYi,J P 
Region 2* Office of Director 3pp 16300 051 24X 

Fiche 50-438*03/04/23,83050303 52 


0305030370 Seventh interim deFlciency rept re failure of bolts U nuts 
to meet ASTM specs Initially reported on B109‘24 Results of 
analysis of bolting matl will he evaluated Next rept will be 
submitted by 830707 Also reported per 10CFR21 

MILLS. L M Tennessee Valley Authority B3/04/23 O'REILLY. J P 
Region 2* Office of Director 2pp 10306 217 a4X 
Fiche 30-430*83/04/23*0305030370 


6305090120 Second interim deficiency rept re improporly q.uallfled 
noiile loads Initially reported an 030124 Flfty~*five 
problems identified 6 62 problems remain to be investigated 
Next rept expected by 031017 

MILLS, L M Tennessee Valley Authority 63/04/27 O'REILLY. J P 
Region 2. Office of Director 2pp 16337 133 RAX 
Fiche 50-430. 03/04/27. 8305050120 


0305090192 Final rept for Deficiencies A 6 D re procurement control 
activities which could lead to shipment of defective 
equipment t* adversely affect plant safety Initially reported 
on 010316 

MILLS*L M Tennessee Valley Authority 03/04/27 O'ftEILLY. J P 
Region 2, Office of Director 3pp 18341 083 RAX 
Fiche 90-000.03/04/27,0303050192 


6305090122 Second interim deficiency rept re unqualified flex-hose 
carinections Initially reported on 621027 Problems 
reanalyzed t* flex-hose qua 1 1 f ications performed Also 
reportable pep Part 21 

MILLS* L K Tennessee Valley Authority 63/04/20 O^REILLY, J P 
Region 2. Office of Director Spp 16342 198 24X 

Fiche 50-430.03/04/20.0305050122 


0305050180 First interim deficiency rept re tubeline metis supplied 
by Capital Pipe not mfg per QA program Initially reported on 
630329 Investigation of involved carbon steel fittings tc 
flanges continuing Next rept expected by 030706 

MILLS* L M Tennessee Valley Authority 63/04/20 Q 'REILLY, J P 
Region 2. Office of Director 2pp 16341 076 24X 

Fiche 50-000.03/04/26,0305050100 


8305H0304 First interim deficiency rept re outdated design criteria 
for DHR & core flooding sys Initially reported on 830409 
Latest approved Q&W descriptions reviewed to determine 
adequacy of latest util design Next rept by 831123 
MILLS, L M Tennessee Valley Authority 63/05/02 O'REILLV, J P 
Region 2. Office of Director 2pp 16396 239 24X 

Fiche 90-430.83/09/02*8303110304 


0309110406 Third interim deficiency rept re underslied fillet welds 
made before mld'-1960 Initially reported on 820722 Craftsmen 
inspectors not in possession of fillet gauges to determine 
proper weld size Insp continuing Next rept by 031209 
MILLS* L M Tennessee Valley Authority 63/03/02 Q'REILLYr J P 
Region 2. Office of Director Spp 16406 167 24X 

Fiche 90-438. 63/05/02, 0303110406 


0309110319 First Interim rept re Deficiencies 1.2 S( 3 QA program per 
TVA Personal Svcs Contract TV-49510A u/Qllbert Assoc Written 
instructions & procedures not provided to contractor in 
perf prming/documenting piping analysis Review underway 
MILLSiL M Tennessee Valley Authority 63/09/D5 □'REILLY. J P 
Region 2, Office of Director Gpp 16393 JBl 24X 
Fiche 90-000.03/09/09,0303110319 


6309200969 Fourth interim deficiency rept re Implementation of QA test 
documentation on radiation monitoring equipment Initially 
reported on 020624 GA Technologies will field test monitor 8, 
rewrite test travelers Neat rept by 63122B 

MILLS, L M Tennessee Vallay Authority 03/09/11 O'REILLV.J P 
Region 2. Office of Director Ip 10914 277 24X 

Fiche 90-430.63/05/11.8309200569 


8305200187 Final deficiency rept re unauthorized use of QC stamp 
Initially reported on 021216 Identification markings on 
items cited by rept have been obliterated Sc items scrapped 
QC persannel trained on proper use 8< security 

MILLS. L M Tennessee Valley Authority 83/09/16 D'REILLY. J P 
Region 2. Office of Director 2pp 18919 001 24X 

Fiche 50-438*03/09/16*0305200107 


8305200519 First Interim deficiency rept re inadequate Calculation 
ri~ECB-47* "Common Zone & Fuel Handling Area Tornado 
Depressur 1 x atl on Analysis '* Initially raported on 030414 
Initial review Indicated walls floors maintain Integrity 
MILLS. L M Tennessee Valley Authority 03/05/16 O'REILLY. J P 
Region 2. Office of Director 2pp. 18916 083 24X 

Fiche 90-430.83/09/16*0309200919 


0309230545 Second interim rept re generic deficiencies at Comal Idattd 
Controls Corp Initially reported on 820916 Evaluation 
Indicates DC problems corrected it equipment failures random 
Also reported par Fart 21 Next rapt by 031117 

M1LL8.L M Tennessee Valley Authority 83/05/16 0 'REILLY* J P, 

Region 2. Office of Director 2pp 16537 005 24X 

Fiche 90-430*03/05/16*0305230545 


0305230551 Third interim deflciancy rapt re lack of environ 
qua I If icati on for equipment in auxiliary bldg due to 
potential failure of startup & rclrculation tys Initially 
reported on 020422 Design utork ongoing Next rept by 040217 
I1ILLS*L H Tennessee Valley Authority 63/09/18 O'REILLY* J P 
Region 2* Office of Director 2pp 16937 333 24X 

Fiche. 90-438, 63/09/18* 8309830991 


6309230965 Final deficiency rapt re use of unqualified TVA-dt signed 
fillet welds on piping lugs Initially reported on 020619, 
Calculation package for lugs complete Procedures for 
designing fillet-welded lugs Incorporated 

MILLSiL M Tennessee Valley Authority 03/09/16. O'RElLLYrJ.P 
Region 2, Office of Director 2pp 10937 092 24X 

Fiche 90-436*83/09/16,0305230965 


0309310136 Seventh interim deficiency rept re inconi isteney between 
assumptions for pipe break in LOCA it structural analyses 
lor connecting pipes In affected loop Initially reported on 
001121 Next rapt by 631116 Also reported par Part 21, 

MILLS. L K Tennessee Valley Authority 03/09/23 O'REILLYjJ.P 
Region 2, Office of Director 2pp 16696 129 24X 

Fiche 90-436*63/09/23.8309310138 


8309310193 First interim deficiency rept re power cable bend radii In 
vertical to horizontal trays Initially reported on 830422 
Vendor assistance will be requested to determine min 
acceptable bend radius 

HILLS. L h Tennessee Valley Authority 83/09/23 O'REILLY. JP 
Region 2. Office of Director 2pp 16691,004 24X 

Fiche 90-438.83/09/23.8305310193 


6309310214 Eighth interim deficiency rept re BLM nonconservati ve 
analysis of neutron flux, Initially reported on 801109, Also 
reportable per Fart 21 Util awaiting results of D&N 
analysis Next rept will be submitted by 631024 

MILLS, L, ft Tennessee Valley Authority 63/09/23 O'REILLY, ^,F 
Region 2, Office of Director 2pp 16698 146 24X 

Fiche' 90-436. 83/09/23, 6309310214 


DOCKET 90-437 BELLEFONTE NUCLEAR PLANT, UNIT 2 


8309130147 Second interim deficiency rept re backflow not considered 
for ERCU booster pump shutoff Initially reported on 821230 
Design criteria diagram for ERCW modified to Include check 
valves Next rept will be submitted by 840719 

HILLS. L M Tennessee Valley Authority 63/05/06 O 'REZLLV, ^ P. 
Region 2* Office of Director 2pp 16436 122 24X 

Fiche 90-438.03/05/06,8309130147 


6309130194 First interim deficiency rept re defects in pipe clamps mfs 
by ITT Grlnnell Initially reported on 030406 Util requested 
vendor to provide response re action taken to prevent 
recurrence of problems Also reportable under Part 21 
MILLS. L M Tennessee Valley Authority B3/03/06 0 'REILLY, J P 

Region 2, Office of Director 3pp. 18437 102 24X 

Fiche 90-430, 03/09/06* 0305130154 


A App 1 Icatlon/conitructlon stage documents & correspondence 


8309030958 Advises that applicable recommendations contained In SLU 
Topical Rept DAW-1964, "Integrated Control 8ys Reliability 
Analysis," will be Implemented prior to fuel loading to 
fulfill requirements of NUREO-0737. Item 11 K 2.9. 

MILLG.L H Tennessee Valley Authority 03/04/26 ADENBAM* E 
Licensing Branch 4 ip. 16303 299 24X Fiche. 90-436* 03/04/26. 

0309030990 


6309100398 Forwards addl documentation re Code Case N-192 for use of 
flexible metal instrumentation hqse W/on« overslie 
proprietary drawing Drawing withheld (may contain company 
sensitive info! Aperture card In Central Files 
MILLS, L M Tennessee Valley Authority 83/05/04 ADEN8AM.E 
Licetising Branch 4 Ip 16377' 279 24X Flcha. 90-436. 03/09/04* 

8309100390 
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— 9305100367 “Design Spec 
In*ti*ufnentatldn Ho»e* 
BELTZi I L Tennessee 

10377 277 24X Flche 


0NP“D8-l94O-4aO9-'RO Flexible Metal 
for Instrumentation e« Control Sys ” 
Valley Authority 80/09/03 7pp 
90-430. 83/05/04. 0305100390 


8303040027 IE Info Notice 83-25. “Standby Gas Treattnent Sys Heater High 
Temp Trip Setpoint Adjustment '' Svt list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/04/28 Consolidated Edison Co of New 

York, Inc llSpp 1Q302 165 24X Flche 50-000,83/04/20. 0303040027 


— 83OS1O03B2 Rev A to “Documentation of Compliance For MDC Part 70153 to 
Requirements of ASKE Section 111 NC-3649 8. Code Case N-92 & 

N-iea-1 '• 

NYSTROM. R H Metal Bel lows Corp CR 730 RA 00/10/17 Spp 
18377 284 24X Fiche 50-438. 83/09/04. 0305100350 


— 8309100395 Rev A to “Design Rept for Hose Assembly Flexible Metal Per 
A8ME Boiler & Pressure Vessel Code Section 1 1 Z. Bubsectl on 
NC. Class S “ 

NY8TR0H. R H Metal Bellows Corp CR 729 RA 80/10/17 31pp 
10377 292 24X Flche 50-430.03/05/04.0305100398 


B3D5100S40 Forwards response to Unresolved Safety Issues A-1. A-S# A-ll. 
A-ia. A-I7f A-40. A-43. A-44.A-45. A-46. A-47. A-40 & A“49 
Rasporiei support position that plant can be operated safely 
until resolution of open items 

MlLLSiU M Tennessee Valley Authority 03/05/05 ADEN8AM. E 
Ll cans inn Branch 4 S6pp 10372 298 24X Fiche 50-430.83/05/05. 

8309100240 


0305090699 (Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for implementation 
of plant mods eve list end. 

E19£NHUTiD0. Division of Uieenslng 03/05/09 Consolldatad 
Edison Co of New York. Inc 16pp 10627 153 24X 

Flcha: 50-000. 83/05/09. 0305090659 


F Security, medical, emergency & fire protection plans 


8305270509 Ac k receipt of 030331 & 0418 Itrs informing MRC of steps 
taken to correct violations noted In IE Insp Repts 
50-438/83-02 t 50-439/03-02 

VERRELLI.D M Division of Project & Resident Programs 83/04/29 
PARRIS. H 0 Tennessee Valley Authority 2pp 10646 219 24X 

Flche 50-430. 83/04/29. 03O527O5B9 


—0305270597 Addl response to NRC 830229 ltr re violations noted In IE 
Insp Repts 50-438/83-02 6 50-439/83-02 Item 0 of 
noncompliance in area of flushing 1# hydrostatic testing & 
related procedures disputed 

MILLS. L M Tennessee Valley Authority 03/04/18 O'REILLY. J P 
Region 2, Office of Director 3pp 18646 217 24X 

Fiche 50-438. 03/04/29. 03O5R7OSB9 


—0305270600 Responds to NRC 030229 ltr re violations noted in I£ Insp 
Repts 50-438/03-02 St 50-439/03-02 Corrective actions 
document control unit performing review of craft drawings 
6 will resolve discrepancies 

MILLS. L M Tennessee Valley Authority 83/03/31 □ 'REILLY. J P 

Region 2. Office of Director 4pp 10646 220 24X 

Flche 50-438.03/04/29,8303270589 


—8305270616 Forwards IE Insp Repts 50-430/83-02 & 50-439/03-02 on 
830101-31 & notice of violation 

VERRELLI.D M Division of Project & Resident Programs 83/02/29, 
PARRIS. H 0 Tennessee Valley Authority 2pp 10646 224 24X 

Flche 50-438. 03/04/29. 0305270589 


8309110034 Otnerlc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLt holders of CPs re c lar I f Icat ion of 
access to control procedures for law enforcement visits 
Bve list end 

EI8ENHUT. 0 0 Division of Licensing G3/05/11 Consolidated 
Edison Co of New York. Inc, 16pp 10940 099 24X 

Fiche. 90-000. 03/09/11. 0305 110034 


0 Inspection reports. IE Bulletins it correspondence 


621806-0385 IE Info Notice 03-14. “Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
enc I 

TAYLOR. J M Division of Bafeguards 6 Inspection Programs (Post 
830103). 03/03/81 Consolidated Edison Co of New York. Inc 

llSpp. 18300 319 84X Fiche 90-000.83/03/81.8212060385 


8309870924 Forwards IE Insp Repts 90-430/83-09 it 50-439/03-09 on 
0303 16- 17. No noncompliance noted 

VEHRELLlrD M Division of Project 6 Resident Programs. 03/04/11. 
PARRlSrH 0 Tennessee Valley Authority 2pp 18646; 179 S4X 
Flche. 90- 430. 83/04/ 1 1 . 0305270924 


—0309870937 IE Imp Repts 90-438/83-09 it 50-439/93-09 on 030316-17 No 
noncomp 1 lenctt noted Major areas Inspected item reported by 
llceneee under 10CFR90 99Ce) re excessive vibration of ERCN 
pump/aiotor 

LlUi N. C. . BLAKE. J J Region 2. Office of Director. 03/04/07 
gpp, 10646 177. 24X Fiche 90-438.03/04/11.0309270924 


830'3040021 IE Info Notice 63-21. “Defective Emergency Use Respirator. “ 
SVC list end 

■JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 83/04/19 Consolidated Edison Co. of New 

Yorti Inc I86pp 10439 199 24X Flche 90-000. 83/04/19. 8303040021 


030-3040023 IE Info Notice 03-22. “BWR 8af ety/Rel lef Valve Failures *' 
Sve list end. 

JORDAN. E, L. Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/82 Consolidated Edison Co of New 

Vort. Inc. 112pp. 10303 08? 24 X Fiche 50-000103/04/22.8303040023, 


6303040029 IE Info Notice 83-23. “Inoperable Containment Atmosphere 
Sensing Bys “ Sve list end 

JORDAN. E. L, 'Division of Emergency Preparedness it Engineering 
Response (Post 030103). 03/04/29 Consolidated Edison Co, of New 

York. Inc n9pp, 10301 291, 24X Flche 90-000.03/04/25.0303040029 


8303040026 IE Info Notice 03-24. “Loose Parts In Secondary Side of 
Btaam Oaneretort at PURs “ Sve list end 

JORDAN. E. L. Division of Emergency Preparedness 8^ Engineering 
Response (Post 830103). 83/04/20 Consolidated Edison Co of New 

VoritF Inc. Ii9pp 10302 047 24X Fiche 90-000.83/04/28.8303040026 


—0309870619 Notice of violation from insp on 030101-31 

* Region 2. Office of Director 93/02/25 2pp 18646 226 24X 

Flche 50-430,83/04/29.0309270509 


—0305270629 IE Insp Repts 50-438/83-02 8. 90-439/83-02 on 030101-31 
Noncomp I lance noted failure to control installation of 
supports for remote valve opera tors. inadequate drawing 
control i( inadequate const operating instructions 
WILCOX. J D Region 2. Office of Director FREDR ICKSON. P 
Division of Project <« Resident Programs 83/08/85 14pp. 

10646 828 24X Fiche 90-430.03/04/29.8305270389 


0303040028 lE Info Notice 83-26. "Failure of 8af ety/Rel lef Valve 
Discharge Line Vacuum Breakers “ 8vc list end 
JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 83/09/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24X Flche 50-000, 83/09/03. 8303040028 


8303040030 IE Info Notice 03-27. “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ 9vc list end 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc n2pp 183B2 202 24X Fiche 90-000. 83/05/04. 0303040030 


6303040031 IE Info Notice 03-20. “Criteria for Protective Action 
Recommendations for General Emergencies." 8vc list end 
JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co. of New 

York. Inc I19pp 16441 001 24X Fiche 90-000.83/09/04.8303040031 


0309270372 Ack receipt of 830422 ltr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 90-438/83-03 6 
90-439/03-03 

VERRELLI.D M Division of Project it Resident Programs. 83/05/04 
PARRIB.H 0 Tennessee Valley Authority Ip 18642 337. S4X 
Flche 90-438. 83/05/04. 0309270372 


— 0309270306 Responds to NRC 830329 ltr re violations noted In IE Insp 
Repts 30-430/83-03 it 50-439/83-03 Corrective actions 
inspector reinstructed to verify concrete patch curing 
record completion 

MILL0. L M. Tennessee Valley Authority 83/04/22 O'REILLY. JP 
Region 2. Office of Director 9pp 18642 338 24X 

Flche 90-430,03/05/04.0309270372 


—0309270396 Forwards IE Insp Repts 90-438/83-03 it 90-439/83-03 on 
830207-10 it notice of violation. 

VERRELLI.D, M Division of Project 6 Resident Programs 83/03/23 
PARR18. H 0, Tennessee Valley Authority 2pp 10642*343 24X 

Flche' 50-430.83/09/04. 0309270372. 


— 0309270398 Notice of violation from insp on 830207-18 

# Region 2. Office of Director 83/03/25 2pp 10642*345 24X 

Flche 90-4301 83/05/04. 0305270372. 
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—8303370415 IE Ihsp Rept* 50-439/83-03 & 50-439/03-03 an 030207-lB 
Moncamp 1 lancii noted failure te proporiy cure concrete repair 
patch & failure to train electrical craft foremen In 
procedure for -structural steel installations 

HARRIS. JR Region 3« Office of Director COHLON. T E Division 

Of Project t Resident Programs 83/03/23 llpp IB64? 347 24X 

Flche 50“43Q, 83/05/04. 0305270373 


B3052705B2 Ack receipt of 030425 Ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-438/03-04 & 
50-439/03-04 

VERRELLirD « Division of Project U Resident Programs 83/05/05 
PARRIS. H 0 Tennessee Vallotj Aufchorittj ip 18646 301 24X 

Fiche 50-438> 83/05/05, 0305270302 


— B305270592 Responds to NRC 030323 ltr re violations noted In IE Insp 
Repts 50-438/93-04 ti 50-439/03-04 Corrective actions cable 
reconfigured to produce acceptable bend radius & proper 
tongue values for side bolting obtained from vendor 
SiAMMER.D S Tennessee Valleg Authority B3/04/23 O'-REILLY, J P 
Region 2. Office of Director 5pp 10646 303 34X 

Flche 50-430,93/05/0310303270392 


— 8303270601 Forwards IE Insp Repts 50-43a/83-'04 & 30-439/83-04 on 
B30207-1B fc notice of violation 

VERRELLIiD M Division of Project h Resident Programs 83/03/25 
PARRIS. H 0 Tennessee Valley Authority 2pp 18646 307 24X 

Flche 30-430,03/03/05,8303270302 


— 8305270607 Notice of violation Prom insp -on 830207-10 

« Region 2, Offlca of Director 83/03/25 tp 18646 309 24X 

Flche 30-438,03/05/03,0305270363 


—8305270618 IE Imp ftepts 50-438 /83-04 & 30-439/83-04 on 030207-10 
NoncGfliplianee noted bend at trays TYS-A649-A, TY3A361-B & 

TY4AA9t-A exceeded General Const Spec 0-30 min radius 
RUFF, A 8 Region 2* Office of Director CONLQN, T E Division of 
Project tr Resident Programs 83/03/23 14pp 10646 310 24X 

Flche 50-430103/0 3/03,8303270302 


8303040033 IE info Notice 83-29. *«FubI Dinding Caused by Fuel Rack 
Deformation " 8vc list end 

JORDAN, E L Division of Emergency Preparodticsa tc Engineering 
Response (Post 0301031 83/05/06 Consol i dated Edison Co of New 

York, Inc llSpp 10323 24 0 24X Flche 50-000# 83/0S/06« 8303040033 


0303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/08/11 Consolidated Edison Co of Neu 

York, Inc I14pp 18524 003 24X Flche 50-000,83/03/11,0303040034 


8303040040 IE Info Notice B3-3ki "Error in ADLPIPE Computer Program " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Poet 030103) 03/03/19 Consolidated Edison Co. of Nfu 

York, Inc ll4pp 16697 009 24X Ficho 50-000,93/05/19,0303040040 


6303040046 IE Info Notice 03-33, "Nonrepresenta t ave Sampling of 
Contaminated Oil " Sve list end 

JORDAN, E U Division of Emergency Preparedness U Engineering 
Response (Post 030103) 93/09/26 Consolidated Edison Co of NeuJ 

York, Inc 114pp 18647 007. 24X Flche 50-000.03/03/26,0303040046 


8 Reportable occurrences, LERs tc related correspondence 


8303030232 Final Deficiency Rept NCR 1690 re nonconforming seismic 
support lugs on 2-inch or less steel pipe Initialtg reported 
on 611225 Designs & procedures modified & fabrication 
techniques changed to reduce ueiding 

MILLS, L M Tennessee Valley Authority 83/04/25 O'REILLY* JP 
Region 2, Office of Director 3pp 10300 051 24X 

Fiche 90-430. 83/04/23, 0305030292 


0303030370 Seventh interim deficiency rept re failure of bolts & nuts 
to meet ASThl specs. Initially reported on 010924 Results of 
analysis of bolting matl will be evaluated Next rept will be 
submitted by B30707 Also reported per lOCFRDi 

MILLS, L M Tennessee Valley Authority 83/04/25 O'REILLY* J P 
Region 2. Office of Director 2pp 18306 217 24X 

F 1 c h t 90-438. 03/04 / 23. B30503037D 


83090 50120 Second interim deficiency rept re improperly q.uallfied 
noitU loads Initially reported on 030124 Fifty-five 
problems Identified & 62 problems remain ta be investigated. 

Next rept expected by 031017 

MILLS, L M Tennessee Valley Authority 03/04/27 D'REILLY, JP 
Region 2, Office of Director 2pp 10337 133 24X 

Flche 50-430,83/04/2710305030120 


0305090192 Final rept far Deficiencies A b □ re procurement control 
activities which could lead to shipment of defective 
equipment Ic adversely affect plant safety Initially reported 
on 810316 

HILLS, L M Tennessee Valley Authority 03/04/27 O'REILLY, J P, 
Region 2* Office of Director 3pp 18341 083 a4X 
Fiche 30-000, 03/04/27, 83050501 32 


8303090122 Second interim deficiency rept re unqualified flex^hust 
connections Initially reported on 821027 Problems 
reanalyzed & fles-hose qual If i cations performed Also 
reportable per Part 21 

MlLLd, L li Tennesso* Valley Authority 83/04/20 O'REILLY, J P 
Region 2, Office of Director 2pp 10342 198 24X 

Fiche 30-436,03/04/20.0305090122 


B30303018B First interim deficiency rept re tubeline mails supplied 
by Capital Pipe not mfg per QA program Initially reported on 
030329 Investigation of involved carbon steel fittings l< 
flanges continuing Nest rept expected by 030706 

M1LL8, L M Tennessee Valley Authority 03/04/30 D'REILLY, J P 
Region 2, Office of Director 2pp 18341 076 24X 

Flche 30-000.03/04/28,0303090180 


83031 10S92 Third Interim deficiency rept re linear indlcetlons In Natl 
Valve & Mfg Co spool pieces Initially reported on 820924. 

Vendor requested to supply list of spool pieces ui/Haat Code 
L63607 LItll aualting reply Also reportable per Part 21. 

NILLBiL M Tennessee Valley Authority 03/03/02. □ 'REILLY, J. P, 

Region 2, Office of Director 2pp 10393 234 24X 

Flche 30-439,03/05/02,8303110292 


0303110304 First interim deficiency rept re outdated design criterle 
lor DHR L core flooding sys Initially reported on 830409. 

Latest approved BLW descriptions reviewed to determine 
adequacy of latast util design Next rept by 831123, 

MILLS, L M Tennessee Valley Authority 03/09/02 O'REILLY, J.P 
Region 2. Office of Director 2pp 18393 233 24X 

Fiche* 90-438, 03/03/02, 03091 1 0304 


0309110406 Third interim deficiency rept re undarslxed fillet welds 
made before mid-1780 Initially reported on 020722 Craftsmen 
inspectors not in possession of fillet gauges to determine 
proper weld size Insp continuing Next rept by 031209 
MILLS, L M Tennessee Valley Authority 83/09/02 O'REILLY, J P. 

Region 2, Office of Director 2pp 18406 187, 24X 

Flche 90-430,03/09/02,0303110406 


8303110441 Final deficiency rept re faulty relays mfg by Drown Sover-l 
Electric in auxiliary power distribution syi Initially 
reported on 020328 Four relays returned to vendor For 
repair L reinstalled at facility Also reported per IOCFR2i, 

MILLS, L M Tennessee Valley Authority. 83/03/02. C 'REILLY, J.P 
Region 2, Office of Director 2pp 18393 348 24X 

Fiche 90-439,03/03/02,0303110441 


8303130009 First interim deficiency rept re drawing dlscrepencg for 
in-core monitor tank sleeves Initially raportad on 830409 
Use of tent sleeves in present configuration under 
investigation Next rept will be submitted by B3122S 
MILLS, L M Tennessee Valley Authority 83/03/04, □ 'REILLY, J P 

Region 2i Office of Director 2pp IB437 296 24X 

Fiche 30-439,93/03/04,8305130009 


8309L10319 First interim rept re Deficiencies 1,8 &. 3. OA program ptr 
TVA Personal Sves Contract TV-49510A w/Ollbert Assoc Written 
instructions L procedures not provided to contractor In 
performing/documenting piping analysis Review underway 
MILLS, L M Tennessee Valley Authority 83/09/03. O'REILLY, J P 
Region 2, □fPlce of Director 3pp 10393 181 24X 

Flche 30-000,03/03/03,9305110319 


0303130147 Second interim deficiency rept re backflow not considered 
for ERCW booster pump shutoff Initially reported on 021230. 

Design criteria diagram for EROW modified to include check 
valves Next rept will be submitted by 040719 

MILLS, L M Tennessee Velley Authority 03/09/06 O'RElLLYiJP 
Region 2, Office of Director. 2pp 1B43B* 122. 24X 

Fiche 50-438,03/05/06,0303130147 


B303I30194 First Interim deficiency rept re defects in pips clamps afg I 
by ITT Orinnell Initially reported on B30406 Util requested 
vendor to provide response re action taken to prevent 
recurrence of problems Also reportable under Part 21 
MILLS, L M Tennessee Valley Authority 83/03/06, D'REILLY, JF 
Region 2, Office of Director 3pp. 18437 182 24X 

Flche* 30-438, 83/03/06, 0303130134 


B303200S69 Fourth Interim deficiency rept re implementation Of QA test i 
documentation on radiation monitoring equipment Initially 
reported on 020824, da Technologies will field tost monitor 4c 
rewrite test travelers Next rept by B31228, 

MILLS, L N Tennessee Valley Authority 83/09/11, 0 'REILLY, J, P, 

Region 2, Office of Director tp 10314 277 24X 

Flche 90-430,03/05/11,8305200369 ’ 
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8303200107 Final dafititncy rept re unauthor i i ed use of OC stamp 
Iniilallq reported on 02121^ Identification markings on 
Itonti cited by rept have been obliterated & Items scrapped 
QC personnel trained on proper use 8 < security 

MtLLSj L 11 Tennessee Valley Authority B3/03/JA O'REILLY* J P 
Region S* Office of Director 2pp 10319 001 24X 

Flche 30-438.03/03/16*0305200187 


0303200319 First Interim deficiency rept re inadequate Calculation 
TI"EC8-47 j “Common Zone fit Fuel Handling Area Tornado 
Oeprissur 1 zatlon Analysis “ initially reported on 030414 
Initial review indicated walls & floors maintain Integrity 
MILL 81 L M Tennessee Valley Authority 03/03/16 O'REILLY. J P 
Region 2« Office of Director 2pp 18316 003 S4X 
Flche 30-439. 03/03 / 161 8303200519 


8303830343 Second Interim rept re generic deficiencies at Consolidated 
Controls Corp Initially reported on 020916 Evaluation 
Indicates QC problems corrected & equipment failures random 
Also reported per Part 21 Next rept by 031117 

MILLB.L M Tennessee Valley Authority 03/OS/lQ O'REILLY, J P 
Region 81 Office of Director 2 pp 10337 083 24X 

Fiche 30-43B. 03/05/18. G303230543 


8303230331 Third Interim deficiency rept re lack of environ 
qual 1 f icatlon for equipment in auxiliary bldg due to 
potential failure of startup & rclrculatlon sys Initially 
reported on B20422 Design work ongoing Next rept by 040217 
MILLS, L W Tennessee Valley Authority 03/03/10 O'REILLV, J P 
Region St Office of Director 2pp 18337 333 24 X 

Flche 30-438,83/03/18.8303230331 


0305230365 Final deficiency rept re use of unqualified TVA-designed 
fillet welds on piping lugs Initially reported on 820019 
Calculation package for lugs complete Procedures for 
dea^gning fillet-welded lugs incorporated 

MILLB.L M Tennessee Velley Authority 03/05/18 O'REILLV, J P 
Region 2, Office of Director 2pp 18337 092 24X 

Fiche 30-438,83/05/10,8305230565 


B30531013B Seventh Interim deficiency rept re inconsistency between 
asstimptlons for pipe break in LOCA 6 structural analyses 
for connecting pipes in affected loop Initially reported on 
801121, Next rept by 031110 Also reported per Part 21 
MILLB.L M Tennessee Valley Authority 83/05/23 0 'REILLY, J P 

Region 2* Office of Director 2pp 10656 123 24X 

Fiche 50-430.83/03/23,8303310138 


8303310193 First interim deficiency rept re power cable bend radii in 
vertical to horliontal trays Initially reported on 630422 
Vendor assistance will bi requested to determine min 
acceptable bend radius 

HILL 6 . L M Tennessee Valley Authority 83/03/23 O'REILLY.JP 
Region 2, Office of Director 2pp 18631 004 24X 

Fiche: S0-43B> 03/03/23, 0303310193 


8303310214 Eighth interim deficiency rept re B&W nonconservatl ve 
analysis of neutron flux Initially reported on 001103 Also 
reportable per Part 21 Util awaiting results of BficM 
analysis. Next rept will be submitted by 831024 

MILLB.L M Tennessee Valley Authority 83/05/23 D'REILLY.JP 
Region 2f Office of Director 2 pp 10638 146 24X 

Fiche, 50-43B. 83/03/23. 0303310214 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT. UNIT 1 
A Appll catlon/constructi on stage documents fi< correspondence 


8303280059 Forwards seismic qualification fi< pump valve operability 
Info* per B30203 request Ripts on floor response spectra, 
seismic summary 1 1 sting, revised PVORT fit seismic 
qualification review teem forms included 

EDELKAN. M R Cleveland Electric Illuminating Co 83/03/16 
YOUNO BLOOD, 0 J Licensing Branch 1 1. 704pp 17701 OOt 24X 

Fiche* 50-440, 03/03/16. 8303280059 


8309040289 Advises that effective 830410, OU Stefano designated 
Licensing Review Group II program project manager Change 
will help expedite reviews on disposition of remaining 
generic issues 

NOVAK. T M Assistant Director for Licensing. 03/04/26, 
HOLTZBCHER* D L, Illinoii Power Co 2pp 18326 343 24X 

Fiche* 50-000, 03/04/26, 8303040289 


8309190096 Advises of NRC evaluation findings of automatic 
depresflur i zatlon sys logic mod options in response to TMZ 
Action Item 11 K. 3 10 Util should advise NRG of which action 
will be implemented 6 furnish necessary design fit info 
YOUNGBLOOD, 0 J. Licensing Branch I 83/04/27 EDELMAN, H R 
Cleveland Electric Illuminating Go 2pp 10923 194 24X 

Fiche 90-440, 03/04/27. 8305190096 


0303090277 Forwards Board Notification <I)N> 83-30 previously 
transmitted as UN 03- 1 3, f orwar d 1 ng EG6G draft rept, 

“Identification fi, Ranking of Nuclear Plant Stroc tur e 5 . 8ys L 
Components fi< Graded QA Guidelines “ W/d BN 83-58 

NOVAK, T M Assistant Director for Licensing 03/05/02 Atomic 

Gafety and Licensing Board Panel 6pp 18366 275 24X 

Fiche 30-440, 03/09/02, 0303090277 


8303190046 Commends representatives of BWR /6 utils participating In 
Licensing Review Group II for efforts in rosalving issues 
generic to DWR/A OL applicants 

EISENHUT, 0 G Division of Licensing 03/03/03 EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp 10523 19G 24X 

Ficho 90-000.83/03/03,0305190046 


— 0309190094 Commends representatives of DWR /6 utils participating In 
Licensing Review Group 11 fo> efforts in resolving issues 
generic to DNR /6 OL applicants 

EISENHUT, D 0 Division of Licensing 03/03/03 HALE, D P 
Illinois Power Co 2pp 10323 200 24X Flcha 30-000. 03/05/03, 

0303190046 


— 0309190060 Commends representatives of DWR /6 utils participating in 
Licensing Review Group II for efforts in resolving Issues 
generic to DWR /6 OL applicants 

EISENHUT. DG Division of Licensing 83/05/03 FERGUSON, M R 
Washington Public Power Supply System 2pp 18523 S02 24X 

Fiche 50-000.03/09/03,8309190046 


--8309190068 Commends representatives of BWR /6 utils participating in 
Licensing Review Group II for efforts In resolving Issues 
generic to DWR /6 OL applicants 

EIGENHUT.DO Division of Licensing 03/05/03 MCOAUSHY, J P 
Mississippi Power 6 Light Co 2pp 1S923 204 24X 

Fiche 50-000,03/05/03.0309190046 


— 0303190077 Commends representatives of aWR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to DWR /6 OL applicants 

EISENHUT. D G Division of Licensing 03/05/03 CAHILL, J Gulf 
States Utilities Co 2pp 10323 206 24X Fiche 90-000.83/05/03. 

8303190046 


0309040323 Doard Notification 03-057 forwards differing prof opinions 
re eys interaction 6 safety classification Info relates to 
Board Notifications 03-17 6 03-44 re Unresolved Safety Issue 
A-17 

EISENHUT. D 0 Division of Licensing 83/03/04 PALLADIMQ. N 
Commissioners 22pp 10337 139 24X Fiche 50-000,83/05/04. 

0309040323 


0303090699 Generic Ltr 03-20 to all operating reactor licensees fit 
holders of CPs re integrated scheduling for imp lemon tablon 
of plant mods Sve list enc 1 

EISENHUT. D G Division of Licensing 03/03/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 153 S4X 
Fiche 30-000.03/03/09,0309090699 


8303230143 Responds to 021214 fi< 030401 requests for addl info re safety 
relief valve piping & quencher device fit sa f a ty-rela ted 
piping supports Info will be provided 830630 for Questions 
210 10 8 , 210 11 fi, 840630 for Question 210 9 
EDELMAN, M R Cleveland Electric Illuminating Co 83/05/16 
YOUNGBLOOD. 0 J Licensing Dranch i Ip 1053? 187 24X 

Fiche 30-440, 83/09/ 1 6. 0305230 1 43 


0309290109 Notification of 830526 meeting w/utll fit Gilbert Aisocs In 
Bethesda.MD to discuss design for containment purge 
STEFANO, J J Licensing Branch 1 03/03/16 YDUNOBLOaD. 3 J 

Licensing Branch l 3pp 18395 339 24X Flchs 30-440,03/03/16, 

0309290189 


8309230290 Forwards addl info re environ equipment qualification 
program 6 plant readiness far audit, in response to 830323 
Questions 270 1-270 13 9af ety-related equl pment. per TMl 
Items II 0.3 fit IZ F l.wlll be added prior to fuel load 
EDELMAN. M R Cleveland Electric Illuminating Co 03/05/17. 
YOUNGBLOOD. D J Licensing Branch 1 23Bpp 1B929 OOl 24X 
Fiche 30-440. 83/09/17, 8305230S90 


£, NRC Safety Evaluation Report ( 8 ER), lUppls fit correspondenca 


0304060126 NU5-4336i “Description of Perry Nuclaar Power Plant 
Emergency Offsite Dose Calculations *' 

MILKENSON NUS Corp 83/04/30 44pp 17058 021 24X 

Fiche 30-440. 83/04/04. 8304060 1 1 B. 


8305040664 Forwards Suppl 3 to SER < NUR £0-0097 ). W/o end 

YOUNGBLOOD, B J Licensing Branch 1 03/04/27 EDELMAN, H R 

Cleveland Electric Illuminating Co 2pp 16336 266 24X 

Fiche 90-440.83/04/27.0303040664 
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0305170096 SAFETV EVALUATION REFORT RELATES TO OPERAfrON OF THE PERRV 
NUCLEAR POWER PLANT, UNITS 1 ANO S Docket Nos 50-440 Anil 
$0-441 (Cleveland Electric 1 1 1 if<nifi-a ting Compenvi) 

• Office of Nuclear Reactor Regulation* Director NUREO-0807 603 
83/04/30 75pp 10492 303 a4X Fiche 50-44 0» 03/04/30, 83051 7009* 


G303120460 Reituestf info re Issue solutions accepted tg NRC which have 
|( have not been a^ddrcssed in SER/supp lemenital 6ERs Info 
needed to document evatuatlan on each Licensing Reviau Group 
11 generic issue 

STEFANOiJ O Licensing Dranch 1 63/03/02 H0LTZ6CHER, D L 

Illinois Pouer Co Spp 18443 173 S4X Fiche 30-000,63/09/02. 
6309120460 


— 6309120470 Reiiiiesti Infa re issue solutions accepted bg NRC which have 
ic have not been addressed in 6ER /sup p 1 eme nta 1 SERt. Info 
needeil to document evaluation an each Licensing Revieu Group 
ir generic issue 

STEFANQ, J J Licensing Branch 1 83/05/02 POWELL. P Washington 

Public Power Supply System Ip. 18443 174 24X 

Fiche 90-000,03/03/02,6305120460 


--03O512O477 Requests info re Issue solutions accepted by NRC uhich have 
& have not been addressed in SER/suppl eraenta I SER* Info 
needed to document evaluation on each Licensing Review Group 
II generic Issue 

STEFANO. J J Licensing Branch I 03/03/02 REEB, W J OuJf 
Etates Utilities Co Ip 16443 179 24X Fiche 30-000, 03/09/02. 

6303120460 


— 0305120469 Requests info re Issue solutions accepted by NRC uhlch have 
& have not been addressed in SER/supplementa 1 8ERs Info 
needed to document evaluation an each Licensing Revlau Group 
n generic Issue 

STEFANO, J Licensing Dranch 1 63/09/02 RICHARDSON, J D. 

Mississippi Power & Light Co Ip 10443 176. 24X 

Fiche 50-000. 03/05/02,8309120460 


— 0305120491 Requests info re issue solutions accepted hy NRC which have 
Si have not been adtfresseiT in SER/supp 1 ementa t SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO. vI J, Licensing Branch 1 83/03/02 OUZZELLl.E M 

Cleveland Electric tUuminating Co Ip 18443 177 24X 

Fiche 50-000,63/03/02.0303120460 


6305110300 Foruiards response to Human Factors 621112 in'^progress audit 
rept re RER Outstanding Issue 7,contral room design review 
EDELMAN. M R Cleveland Electric Illuminating Co 83/03/04 
YOUNOBLOODr D. J Licensing firanch i 21pp IB393 312 S4X 
Fiche 90--440J 83/09/04, 69091 10300 


6309230649 Forwards request for addl Info re SER Section 13 5 2 2, 
"Reanalysis of Transients Accidents Pevelopnant of 
Emergency Operating Procedures Schedule req^uested within 
7 dags of receipt of Itr. 

yOUNOBLOOD, 0 J. Licensing Branch I 03/09/06 EDELhAW, M- « 
Cleveland Electric 1 1 1 uminating Cd 6pp I6S42;394 24X 

Fiche 50-440,83/03/06,0303230649 


8309230645 For^iiards NUREO-O067r Suppl 3 td SER W/a end 

VOUNOBLDOD.B J Licensing Branch 1 83/09/09. EDELMAN, M R 

Cleveland Electric Illuminating Co 3pp 10942 360. 24X 

Fiche 30-440, 83/09/09, 830923 0643 


8309230106 Forwards curves shewing gamma dose rate vs time ^ 
instructions for use re SER Outstanding Issue 19 Curves 
dependent an amount of fuel Inventory released Revised 
response to Round 2 Question 1 2 submitted oi> B30404. 
EDELMAN. M R Cleveland Electric Illuminating Co 83/09/13 
YOUNOBLOOD, B Licensing Branch 1 4pp 10939 100. 24X 

Fiche 90-440, 63/09/ 1 3. 6309230 1 06. 


6309260267 Forwards response to 030307 request for clarifications it 
addl Info re FEAR Table 3 2-1 EuppI 3 to 8ER issued In Apr 
referenced same questions as outstending Issue 23. Info 
should resolve Outstanding Issue 23 in ntxb SER suppl, 

EDELMAN, MR Cleveland Electric Illuminating Co 63/09/19. 
VaUNOBLOOD.B J Licensing Branch t. Ilpp 16626 200 24X 

Fiche 90-440,03/09/19,0309260267 


F. Security, medical, emergency 1< fire protection plieni 


6309230649 Forward s request for eddl info re SER Section 13.9 2.2, 
"Reanalyiis qf Transients 6 Accidents, Development of 
Emergency operating Procedures. '• Schedule requested uithln 
7 days of receipt of Itr 

YOLPNOBLQOD, B. J Lltansinj Branch I 83/09/06 EDELMAN, MR, 
Cleveland Electric Illuminating Co. 6pp i8942-354, 24X 

F 1 c h #, 30-440, 8 3/09/06. 030 52306 4 9 


0305110004 Generic Ltr 83-21 to all llcaniees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EJSENHUT, 0 O Division of Licensing 83/09/11 Consolidated 
Edison Co of Now York, Inc I6pp 16940 099 24X 

Fiche 30-000,63/09/11.0309110034 


8305230106 Forinards corves showing gamma dose rate vt time ti 
instructions for use re SER Outstanding Issue 19 Curves 
dependent on amount of fuel Inventory released Revised 
response to Round 2 Question I 2 submitted on 830404 
EDELMAN, K R Cleveland Electric Illuminating Co 83/09/13 
YOUNOBLOOD, B. J Licensing Branch 1 4pp 18339 186 24X 

Fiche 30- 440, 83/03/ 1 3, 0305230106 


0309240213 Fortaards monthly status rept on offsite emergency 
preparednesB for OL reviews for Apr 1983 

DiRCKSfW J Office of the Eicecutive Director for Oparations, 
03/09/13 PALLADINO. N J Commissioners 9pp 10593 322 24X 

Fiche 50-000,63/09/1310309240213 


0 Adjudicatory correspondence 


8309020470 Answer opposing Ohio Cltliens for Responsible Energy 830416 
motion to hold record open on OA issue Motion based on mere 
speculation that intervsnor witnesses may become available 
Certificate of Sve end 

8ILBERQ. J E Commonwealth Edison Co SILBERO, J E Shau, PlttMn, 
Potts & Trowbridge 83/04/27 Atomic Safety and Licensing Boari 
Panel 7pp 18263 300 24X Fich* 90-440,83/04/27.0309020470 


8303040928 Motion for summary disposition of OL application oh groun^is 
of mat! false statement in amend to environ rapt Certificate 
of 6vc end Related correspondence 

HIATT, 3 L Ohio Citizens for Responsible Energy 83/04/20. 

Atomic Safety and Licensing Board Panel lepp 18321.217 84X 

Fiche 90-440.03/04/23,8305040928 


6309040941 Motion to stay proceeding pending ruling on OH Citiieni for 
Responsible Energy 830428 motion for summary dlspotltlpn of 
OL application Certificate of Sve end Related 
correspondence 

HIATT, 8 L Ohio Citizens for Responsible Energy 83/04/20. 

Atomic Safety and Licensing Board Panel. 3pp 10321,276 24X 

Fiche. 80-440, 03/04/28, 0309040941 


0305040544 Response opposing unmeritable motion for rscont Ideratlon If 
dar if ication of ASLB 630330 memorandum 6 order granting NRC 
motion for summary disposition of Issue 9 on polymer 
degradation W/Certi f icati of Sve Related correspondence 
HIATT, S L Ohio Citizens for Responsible Energy 83/04/23 
Atomic Safety and Licensing Board Panel 4pp 18321*272 24X 

Fiche 50-440,03/04/26,8305040944 


8305020477 Answer opposing Ohio Citizens for Responsible Energy 030413 
motion to hold record open on QA issue Motion premature It 
grounded on sheer speculation Cirtlflcate of 9vc end 
CUTCHIN, JM Hearing Branch 4 03/04/29 Atomic Safety and 

Licensing Board Panel 4pp 18282 359 24X Fiche. 50-440, 03/04/29* 

8309020477 


0305040323 Brief supporting Ohio Citizens for Responsible Energy motion 
to hold record open on QA issue Applicant is moving bact 
const completion date of own volition 

NlLTfD D Sunflower Alliance 63/04/29 Atomic Safety end 
Licensing Board Panel. 2pp 18323*293 24X FI chf 90-440, 03/04/29, 

8303040329 


8309040467 Application for subpoenas directed to CM Shuster, of UtlJ 6 
to J Kcppler.NRC Region III administrator Proof of Sve end. 
WILTiOD. Sunflower Alliance HILT, D D Wilt, D. D 93/04/29. 
Atomic Safety and Licensing Board Panel 3pp 18319.270 24X 

Fiche. 90-440, 03/04/29, 0303040487 


0305040940 Request for NRC 6 util to stipulate to authenticity of 
documents to bs identified by 830919 8e request to admit 
documents as evidsnea Proof of 8vc and 

WILT.D D Sunflower Alliance HILT. D D Wilt, D D 03/04/29. 
Atomic Safety and Licensing Board Panel. Ip 10321 271 SAX 
Fiche 30-440,03/04/29,0309040946 


8309040307 Response oppoilng Sunflowir A1 1 lance, Inc, et el 030429 aetlsn 
which requests applicant to stlpulats to authenticity of 
unidentified documents 6 requests admission of documents as 
evidence Certificate of 6vc end 

SiLBEffO, J E Cleveland Electric Illuminating Co SILBERO, J E. 

Shaw, Pittman, Potts it Trowbridge 03/09/02, Atomic Safety and 
Licensing Board Panel 3pp. 1B323.303. 24X Fiche; 90-440, 03/09/02* 

0309040307 
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0305090407 Inform* ASLD that requested documents re matters mentioned 
In NRC prefiled testlmong on Issue 3 uill be provided CE 
Norellus 020910 Itr re special const Insp forwarded QA Insp 
rept forthcoming Evaluation end 

CUTCHIN; J M Hearing Drench 4 83/05/06 BLQCHi P B i DRIOHT, 0 0 . 

KL1NE<J R Atomic Safety and Licensing Board Panel 2pp 
10361 153 a4X Flche 50-440.83/05/06.8305090407 


— 0305090490 Forwards "Self-In i t iated Evaluation*" assessing project h 
committing to maintaining highest quality stds 
EDELMANi M R Cleveland Electric Illuminating Co 82/12/07 
KEPPLER, J 0 Region 3* Office of Director Ip 18361 156 24X 

rich* 50-440. 83/05/06. 0305090487 


—8305090493 "8a 1 f-1 n 1 t lated Evaluation " 

* Cleveland Electric Illuminating Co 02/10/31 213pp 

18361 157 24X Flche 50-440.03/05/06.0305070487 


8305100294 Amended application for subpeona directing attendance of 
CM Shutter & JO Kepplcr at 030503 hearings on Issue 3 re 
nonconformance trend analysis sys Proof of 8vc end 
illl.T.0.0 Sunflower Alliance MILT.DD Milt. DD 83/05/06 
0HUSTERi C M Cleveland Electric Illuminating Co KEPPLER. J 0 
Region 3, Office of Director 3pp 18370 139 24X 

Flche 50-440. 83/05/06. 8305100294 


B30510D367 Brief in support of Ghio CltUons for Responsible Energy 
830428 motion for summary disposition of OL application 6 
motion for stay of proceedings Appropriate sanctions should 
be imposed on applicant Proof of 8vc end 

HrLT^D D Sunflower Alliance WILT. D D Milt. D D 83/05/06 
Atomic aafetu and Licensing Board Panel 7pp 10379 042 24X 

Flche 50-440. 83/05/06. 83051 00367 


B30M60156 Requests to make limited appearance statement at OL 
hearings 

HCCLUBKEYiO Affiliation Unknown 83/05/08 HRC - No Detailed 
Affiliation Given ip 18446 086 24X Fiche 50-440,83/05/00. 

8305160156 


0305100168 Forwards SER.Suppl 3 <NUREO-O807} N/o end 

CUrCHIN. J M Hearing Branch 4 03/05/00 BLOCH. P B , ORIOHT.O D- . 

KLINEf J R, Atomic Safety and Licensing Board Panel Ip 18374 273 
24X FiChe 50-440.83/05/09.8305100168 


6305120304 Requests to make limited appearance statement at 830523 OL 
hearings 

RENNER. A E Affiliation Unknown 83/05/09 NRC - No Detailed 
Affiliation Olven Ip 18424 206 24X Flche 50-440.83/05/09. 

8305120304 


8305160122 Requests to make limited appearance statement at OL 
Ji earing s 

COQK.O S Affiliation Unknown 83/05/10 NRC - No Detailed 
Affiliation Given ip 10450 130 24X Flche 50-440*83/05/10. 
6305160122, 


8305160153 Requests to make limited appearance statement at OL 
hearings. 

OLEISSEN.A Affiliation Unknown 83/05/10 NRC - No Of tailed 
Affiliation Given Ip. 18446 0B7 24X Flche 50-440.03/05/10* 

83051601 S3 


9305170305 Objects to charac ter 1 jatlon of Ohio Cltliens for Responsible 
Energy members as persons advocating disruption, 
demonstration U disrespect for law* as stated in Sunflower 
Alliance 830506 brief in support of motion 
HIATT* 8 L Ohio Cltiiens for Responsible Energy 03/05/10 
HILT* 8 D Wilt. D, D Ip 18465>075. 24X Fiche* 50-440. 03/05/10. 

8305170305 


6305170341 Motion to file contentions. ob ject Ing to 8NM license issuence 
unless It until OL granted 6 facility ready to load fuel 
Certificate of 8vc end. 

KIATT* 8. L. Ohio Citliens for Responsible Energy 83/05/10 
Atomic 8afet|^ and Licensing Board Panel. 21pp 18465 096. 24X 

Flche; 50-440. 03/05/10. 0305170341. 


0305170457 Requests opportunity for staff member to make limited 
appearance statement at 030523 hearing 

ECRART. 0. E. House of Rep 03/05/11 STUCRY* 8 Office of the 
Recretary of the Gommisilon Ip. 18470 141. 24X 

Fi e ha . 50-440. 03/05/ 1 1 . 0305170457. 


0305170461 Raquffsts to make limited appearance statement at 030523 St 31 
hearings in Palnesville 

WALDORF* E.J Affiliation Unknown. 83/05/11 Office of the 
Secretary of the Commission Ip 18469*318 24X 

Flche 50-440.83/05/11.8305170461 


0305170464 Requests to make limited appearance statement at DL 
hear Ings 

DIHQER.R M Affiliation Unknown 83/05/12 HRC - No Detailed 

Affiliation Given ip 10469 361 24X Fiche 30-440,83/05/12, 

0305170464 


0305170452 Requests to make limited appearance statement at 0-L 
hearings 

RAJHI. 8 Affiliation Unknown 03/03/13 Docketing L Bervlces 
Branch Ip 10469 207 24X F Icho 50-440, 03/03/ 1 3, 0305170452 


8303190209 Package of seven requests to make limited appearance 
statement at DL hearings 

GAGE. J . HUBBARD, R S . OREENDAUH. R L Affiliation Unknown 
03/05/13 NRC - No Detailed Affiliation Olven 7p p 19502 188 
24X Flche 50-440.03/05/13.0303190209 


8305190214 Requests to make limited appearance etatamant at OL 
hearings 

RUDD.C C Affiliation Unknown 03/03/14 NRC - No Detailed 
Affiliation Given Ip 18302 S37 24X Flche 30-440,03/05/14. 
8305190214 


8305240512 Requests to make limited appearance statement at OL 
hearings 

O'NEILL* K Affiliation Unknown 03/05/15 NRC - No OetaiUd 
Affiliation Given Ip 18371 t09 24X Fiche 30-440. B3/03/15. 

8305240512 


8305200656 Requests to make limited appearance statement at OL 
hearings 

ZIVROVICH. E A . HANDDOy, L . WARCLOUD. J Affiliation Unknown 
03/05/17 Office of the Secretary of the Commission 6pp 
lB5i9 312 24X Flche 50-440,03/05/17.0305200656 


0305200398 Requests to make limited appearance statement at OL 
hearings 

DEVINE. A . THOMPSON. D . MAST. L Affiliation Unknown B3/0S/19 
Docketing 1* Services Branch 2pp 1B514 104 24X 

Flche 50-440. 03/05/19. 0305200598 


0305240515 Update to util 030205 answer to Interrogatory 3 of Sunflower 
Alliance 811202 first set of interrogatories All three 
counties have submitted draft plans to Ohio Disaster Bvci 
Agency Sve list end Related correspondence 
SNIOER. M A Shaw. Pittman. Potts Trowbridge SNZGER, N A 
Cleveland Electric Illuminating Co 03/05/19 HILT, D. D Sunflower 
Allianco MILT. D D MlU. DD 7pp IB371 125 24X 

Flche 50-440.03/05/19,0305240515 


0305240544 Requests to make limited appearance statement at OL 
hearings 

FLAGG* D M . FINK. J * REED* J R Affiliation Unknown 83/05/19. 
Office of the Secretary of the Commission 3pp 10576 040 24X 

Fiche 30-440.83/05/19.0303240544 


H General correspondence 


0303310031 Notifies that DD Milt no longer represents Sunflower 
Alliance. Inc due to Irreconcilable differences 6 
prof responsibility 

MILT. D 3 Wilt, DD 03/05/23 BLOCH, P . KLINE. J R. * BRIGHT* 0 0 
Atomic Safety and Licensing Daard Panel Ip 1B653 130 24X 

Fiche 50-440,03/05/23,0303310031 


0 Inspection reports. IE Bulletins & correspondence 


0212060385 IE Info Notice 03-14. ''‘Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
end 

TAYLOR. J M Division of Safeguards li Inspection Programs iPost 
830103) B3/03/21 Consolidated Edison Co of New York. Inc 

112pp. 18308 319 24X Flche 50-000,83/03/21,8212060385 


8304150362 Forward* IE Insp Repts 50-440/03-09 it 50-441/83-08 on 
830314-17 No noncompliance noted 

LITTLE, W 3 Region 3. Office of Director 03/04/01 EDELMAN* N R 
Cleveland Electric Illuminating Co 2pp 17902 129. 24X 

Flche 50-440. 03/04/0 if 03D4 150362 


—8304150364 IE Insp Repts 30-440/03-09 U 50-441/83-OB on 830314-17 No 
noncomp llance noted Major areas inspected licensee actions 
on lOCFRSO S5<e) items 

WARD.K D , CILIMDERO.R.L * DANIELSON. D H Reglpn 3. Office of 
Director 83/04/01 9pp, 17902 131 24X Flche, 30-440. 03/04/01 . 

8304150362 
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fiG030^0031 IE Info Notice- fl3-21. "Defective Emergency Use Reef^irator. " 
Svc lilt end 

JOHDAW, e L Division of Entergency Preparedness & Engineering 
Response (Post 830103) 83/04/15 Cansolldated Edison Co of Neu 

York. Inc I26pp 18433 155 24X Fi che 50-000.33/04/13.8303040021 


0303040023 IE Info Mofcice 03-20. »’EWR flaf etg/Rel 1 ef Valve Failures " 
8vc list end 

JORDAN. E L Division of Eoiergercg Preparedness t* Engineering 
Response (Post 820103) 03/04/22 Consolidated Edison Co of Neu 

York. Inc ll2pp 18383 089 24X Ft che 30-000,83/04/22.8303040023 


8303040023 IE Info Notice 03-23, ''Inoperable Containment Atmosphere 
Sensing Sgs " Svc list end 

JORDAN, E L Division of Emergency Preparedness (t Engineering 
Response (Post 830103) 83/04/23 Consolidated Edison Co of Neia 

York. lac H9pp 10381 291 24)C Fiche 50-000,03/04/23(8303040023 


8303040026 IE Info Notice 83-24. "Leese Parts in Secondary Side of 
Steam Oenerators at PWRs " Svc list encl 

JO-RDAN.E L Division of Emergency Preparedness -8, Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of Neu 

Yorlc, Inc llSpp 10382 047 24X Fiche 30-000,03/04/28.8303040026 


8303040027 IE Info Notice 03-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN. E L Dlvislen of Emergency Preparedness fc Engineering 
Response (Poet 830103) 83/04/38, Consolidated Edison Co of Neu 

York. Inc llGpp 18382 165 24X Fiche 50-000,83/04/28,8303040027 


8303040028 1£ Info Notice 03-26. "Failure of Saf e ty/Rel ief Valve 
Discharge Line Vacuum Breakers “ Svc list encl 
JORDAN. E U Division of Emergency Preparedness & Engineering 
ftespofne (Post 830103) 83/03/03 Consolidated Edison Co of New 

York. Inc I22pp 18441 170 24X Fiche 30-000.83/05/03,8303040020 


030512056? Discusses guidelines developed to atd in review of IE 
Bulletin 79-15 re long-term operability of deep draft pumps 
Alternate qualification method incorp orating vibration 
monitoring & std plant test procedures proposed encl. 

NOVAK r T M Assistant Director fnr Licensing 63/05/03 
HOLTZBCHEH.D L Licensing Revieui Oroup II. HOl^TZSCHER. D L 
Illinois Power Co 6pp. 10440 G56 24X Fiche 50-000,83/05/03, 

0305120567 


8303040030 IE Info Notice GS-G?, ''Op e rational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list and 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Fast 030103) 03/05/04 Censolldeted Edison Co of New 

York, Inc 112pp 10382 202 24X Fiche 50-000,03/05/04.0303040030 


8303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendat ions far General Emergencies." Svc list end 
-JORDAN. E L Division of Emergency Preparedness & Engineering 
Respense (Post 030103) 83/05/04 Consolidated Edison Co of New 

York. Inc ii9pp 10441-001 24X Fiche 50-000.03/05/04,8303040031. 


0305120130 Summary of 030426 meeting ui/util in Perry. OH re containment 
weld deficiencies addressed in IE Insp reps Acceptability 
study ongoing 

STEFANOr J J Licensing Branch i 03/05/04 YOUNOBLDOD, D J 
Licensing Branch 1 5pp 10435 353 24X Flcfie 50-440,03/05/04, 

0305120130 


0305170203 Advises that liquid penetrant testing utilised ai 
alternative to magnetic testing on containment vessel 
penetration welds per IE Bulletin 00-00 response 
EDELMAN, M R Cleveland Electric Illuminatliig Co 63/05/05 

REPPLER, J G Region 3, Office of Director Ip 18466 350 SAX 

Fiche 50-440.83/03/05(0305170303 


3303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation Bvc list encl 

JORDAN. E. L Division of Emergency Preparedness & Ertgineerlng 
Response (Post 830103) 83/05/06 Consolidated Edison Cd of New 

York, Inc llSpp 10323 248 24X Fiche 50-000,03/03/06.8303040033, 


0305260236 Forwards IE Insp Repts 50-440/03-11 St 50-441/03-10 on 
830329-0401 & notice of Violation 

LITTLE, InJ S Region 3, Office of Director 03/03/0? ED-ELHAN. M R 
Cleveland Electric Illuminating Co 2pp. 1859? 347 24X 

Fiche 90-440. 03/05/09, 0303260236 


— 8305260839 Notice of violation from insp on 830320-0401 

LniLE. W 8 Region 3. Office of Director, 03/05/10 tp 
1059? 349. 24X Fiche 50-440.83/05/09.8305260236, 


—0305260243 IE Insp Repts 50-440/03-11 & 90-441/03-10 on 030320-0401 
None omp I lance noted turnover reviews of purchase orders 6 
instal lation/fabrlcation packages performed uj/o controlling 
proc edure 

MERR I HEATHER, N , CONLDN. T £ Region 2. Office Of Director 
03/04/18 5pp 18599 350 24X Fiche 50-440, 03/05 /09^ 0 3 05260236 


8303040034 IE Info Notice 03-30. "HI sappl icatinn of Generic Emergency 
Operating Procedures (EOF) Guidelines " 0vc list end 
JORDAN, t: L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of Mee 

York, Inc U4pp 18524 003 24X Fiche 50-000. 83/05/ It. 03 0304 1)034 


0309260221 Forwards IE Insp Rept 50-440/03-07 on 030215-10 8. 04i4-i> Na 
noncompl lance noted 

STREETER, J F Region 3. Office of Director 03/05/12 EDELHAN.N fl 
Cleveland Electric rUumlnating Co 2pp 18622' 120 24X 

Fiche 50-440.03/09/12,8305260221 


—8305260224 IE Insp Rept 90-440/83-07 on 830215-10 6 0414-15. No 
noncempl lance noted Major areas inspected procedprae for 
control of preoperational testing, turnover controls & 
jurisdictional control of equipment 

REIMANN, F H , LANK8DURY. R D . REYES, L A Region 3. Office of 
Director 03/05/12 5pp 10622 122 24X Fiche 30-440,03/03/12, 

8305260221 


8303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program * 
svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B3/05/X9 Gonsolidated Edison Co. of Hie 

York, Inc 114pp 10697 009 24X Fiche 50-000, 03/09/19. B303040040 


0303040046 lE Info Notice 03-33, "Nonrepresentati ve 8ampLing of 
Contaminated Oil " Svc list encl 

JORDAN. E L Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) 83/05/26 ConfOlldated Edison Co o# Htu 

York. Inc ll4pp IB647 007 24X Fiche 50-000. 03/05/26, B30304M46 


S Reportable occurrences, LERs 6 related correspondence 


8305020500 Second interim deficiency rept re linear indications on MM 
whip restraint bracket welds for B21/B33 sys Initially 
reported on 021220, Brae kets will be removed It structural 
steel brackets reworked Next rept by 030701 
EDELHAN.NR Cleveland Electric Illuminating Co 03/04/15. 

KEPPLER,J G Region 3. Office of Director 2pp 1828i 245 241 

Fiche 50-440,03/04/15,0305020900 


6305130222 Part 21 rept re potential A8ME Section III 6 V violation 
Initially reported on 030412 Scope L condition of 
nonconformance under Investigation 

HHEATQNtH R Borg-Harner Corp 03/04/15 MARTIN. J B Region 9, 
Office of Director 4pp 10439 336 B4X Fiche- 50-440, 83/04/15. 
0305130222 


8305020300 Revised fine! deficiency rept ra incomplete fill detectid in 
biological shield wall concrete of reactor bldgs Due to 
conet fcheduling.Onit 162 repalri will be completed 
by 030831 L 1231. respectively 

EDELHAN. HR Cleveland Electric Illuminating Co. 83/04/19, 
KEFPLERiJO Regions, Office Of Director Ip 18277, 179, 84X 

Fiche 50-440,83/04/19.0305020308 


0305040486 Interim deficiency rept re nonconforming condltior on 
Class IE low voltage switchgear mfg by Brown Boverl 
Electric Initially reported on 021222 Melding fix planned 
for cubicle EF2C05 Final rept will be submitted by 831130 
EDELMANi M R Cleveland Electric Illuminating Co 83/04/27, 

KEPPLER. JQ Regions, Office of Director 2pp 18319 353 24X 

Ftcha 50-440. 83/04/27. 8305040406 


8305040496 Final deficiency rept re potential breach of seal Intsgrlttf 
of hydrogen igniter Model 6043 glow plug component supplied 
by Power Sys Initially reported on 830207 Igniters repaired. 

Alto reportable per Part 21 

EDELMAN.M R, Cleveland Electric Illuminating Co 83/04/27 

KEPPLERiJO, Regions. Office of Director 2pp 183i9i 356 24X 

Fiche 50-440. 83/04/27. 8305040496, 


8305100394 Interim deficiency rept ,re failure of Johnson Controls, InC 
to adequately verify acceptability of Unlstrut Corp QA 
program implementation Initially reported on 030329, 

Corrective action request Sc nonconformance rept Issued. 

EDELMANi MR Cleveland Electric Illuminating Co. 83/04/20. 

KEPPLER, J.O Region 3. Office of Director 2pp 18377 357. 24X 

Fiche' 50-440, 83/04/28, 8305100394 
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e30S040'l63 Intfflm deficiency rept re incorrectly alied reactor 
preeiure vessel water level transmitters Roplacoment of 
transmitters expected by B30301 Final rept will be submitted 
upon work coaipletlon 

EDELMANi M R Cleveland Electric Illuminating Co 83/04/29 

KEPPLER«J O Region 3* Office of Director ip 10319 33S a4X 

FI Che 30-440» 03/04/29* 0305040465 


0303100013 Second Interim deficiency rept re defective Bailey 720 util 
station devices installed in OE supplied balanco-oP-p lant 
panels. Initially reported 010626 Seventy of 71 devices 
returned to OE for rework Final rept due by 631201 
ED£LMAN*rt R Cleveland Electric 11 lumlnating Co 83/04/29 

MEFPLERi-J 0 Region 3. Office of Director 2pp 10421 244 24X 

Flche 30-440*83/04/29.0305100013 


0303100333 Second interim deficiency rept re ASHE Code Section HI. 
Class 3 piping supports supplied by Transamerlca Oelaval. 

Inc u/o matl certlf Icatlon Initially reported on 830325 
Supports roanalyted Next rept by 830701 

EDECMAN. N R Cleveland Electric Illuminating Co 83/04/29 

KEFPLER.J Q Region 3i Office of Director 2pp 18379 005 24JC 

Flche 50-440* 03/04/29. 0305100333 


8303130236 Final Deficiency Rept RDC 71<Q3> re breakdown in QA program 
of Carbollne.Co Initially reported on 030400 Program 
inadequate to meet requirement of lOCFRSOiApp B Carbollne 
Co initiated new changes to OA program 

EDELNAN.M R Cleveland Electric Illuminating Co 03/05/06 

KEPPLERjJ 0, Region 3* Office of Director 2pp 10439 310 24X 

Fiche 50-440. 83/05/06* 0305130236 


8303130240 Interim Deficiency Rept RDC 70(03) re restart of control 
complex chiller following loss of offsite power or LQCA 
Initially reported on 030407 Final rept expected by 03OB15 
Also reported per Part 21 

EDELHANiN R Cleveland Electric Illuminating Co 03/05/06 

KEPPLERiJ 0 Region 3. Office of Director 2pp 10439 212 24)C 

Fiche 30-440*03/05/06.8305130240 


T Hearing transcripts on non-anti trust matters 


B30S030326 Forwards Rsglon HI testimony re QA issues of fact 
contained In A8LD B21222 order 

CUTCHIN.J, M Hearing Branch 4 03/05/02 BLOCH. P B * DRIOHT, 0 O . 

KLINE. J R Atomic Safety and Licensing Board Panel Ip 10292 117 
S4X FiC h • ' 50-440. 03/05/02* B305030526 


--8303030537 Testimony of Region III panel consisting of JE Konltlln*CC 
MtUiami.or Maxwell & ML Oildnir re QA Issues of fact 
contained in ASLQ 021222 order. Discusses const activities S( 
Implementation of QA program H/prof qua 1 i f ica tions 
KONKLIN. ae . WILLIAMS* C.C * MAXWELL. O F Region 3. Office of 
Director 83/05/02 33pp 18298 118 24X Flche 50-440*03/05/02* 

B3 03030326 


B3O3O4O306 Forwards testimony of MR Edelman i. OR Leidlch re QA program 
for control of safety-related contractors (Issue 31 
SrUBERO. >; E * QLA88PIEOEL.H Bhaw. Pittman. Potts & Trowbridge 
03/05/02 BLOCH* P B . KLINE, J R . BRIGHT. 0 0 Atomic Safety and 
Licensing Board Panel 2pp 10322*069 24X Flche 50-440*83/05/02* 

0305040506 


— 0303040316 Testimony of HR Edelman 4. OR Leidich re util QA program for 
control of saf ety-related contractors (Issue □), 

EDELMAN* M R . LEIDICH* 0 R Cleveland Electric Illuminating Co 
03/03/02 30pp 18322,071 24X Flche 30-440*03/05/02.0305040506 


8309110004 Transcript of 830309 telephone conference In BethisdajHD 
Pp 809-003 

» Atomic Safety and Licensing Board Panel 83/05/09 78pp 
18408 2G9 24X Flche 30-440*83/03/09*0305110004 


8309260093 Transcript of 830523 hearing in Palnesvl 1 le* OH. Pp 884-994 
Supporting documentation end 

a Atonic Safety and Licensing Board Panel. 83/05/23 128pp. 

18622,182 24X Flche 50-440*83/05/23*8305260093 


8309310137 Transcript of 830524 hearing in Palnesvl 1 le* OH Pp 996-1.226 
Supporting documentation end 

■e Atomic Safety and Licensing Board Panel 83/09/24 272pp 

10637’ 120 a4X Fiche 30-440.03/05/24.8305310137 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT. UN I T 2 


A Application/construction stage documents 6 correspondence 


8303200059 Forwards sBiatnic qua 1 1 f 1 c a t ion t* pump valve operability 
Info, per 03O2D3 request Repts on floor response spectra, 
seismic summary 1 i s ting . r e vis ed PVQRT &« seismic 
qua 1 1 f i cation review team forms included 

EDELMAN. M R Cleveland Electric Illuminating Co 03/03/16 
YOUNOBLaOD. D J Licensing Branch 1 1 , 704pp 17701 001 24X 

Fiche 50-440*63/03/16.8303200059 


8305040289 Advises that effective 630418. JJ Stefamo designated 
Licensing Review Group If program project manager Change 
will help expedite reviews on disposition of remaining 
generic issues 

NOVAK.r M Assistant Director for Licensing B3/04/26 
HOLTZSCHER. D L Illinois Power Co 2pp 16326 343 24X 

Fiche 90-000* 83/04/26. 8305040269 


8305190096 Advises of NRC evaluation findings of automatic 
depressur 1 la 1 1 on sys logic mod options in response to TMl 
Action Item II K 3 16 litit should advise NRC of which action 
will be implemented & furnish necessary design ^ info 
VaUNOBLOOD. D J Licensing Branch 1 83/04/27 EDELMAN. M R 

Cleveland Electric It lumlnating Co 2pp 18523 194 24X 

Flche 50-440*83/04/27*8305190096 


0305090277 Forwards Board Notification (ON) 03-58 previously 
transmitted as DN 03-13. forward Ing EO&O draft rept, 

'*Identl fl cation t* Ranking of Nuclear Plant Structures, 3y t & 
Components ft Graded QA Ouldollnos " W/o DN 03-59 

NOVAK. T M Asslftane Director for Licensing 03/09/02 Atomic 
Safety and Licensing Doard Panel 6pp 18366 273 24X 

Flche 90-440. 83/03/02* 8305090277 


8305170046 Commends representatives of BiyR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to DHR/6 OL applicants 

EISENHUT.O G Division of Licensing 83/05/03 EDELMAN. M R 
Cleveland Electric Illuminating Co 2pp 18523 198 24X 

Flche 90-000,83/05/03*0305190046 


—0305190054 Commends representatives of BNn/6 utils participating in 
Licensing Review Group II for efforts in resolving Issues 
generic to BHR/6 OL applicants 

EI8ENHUT. D 0 Division of Licensing 03/05/03 KALE* D P 
Illinois Power Co 2pp 16323 200 24X Flche 90-000.03/05/03, 

6305190046 


—8305190060 Commends representatives of BNR/6 utils par tieipating in 
Licensing Review Group 11 for efforts in resolving issues 
generic to BWR/6 OL applicants 

E|0ENHUT*D Q Division of Licensing 03/05/03 FERGUSON. M R 
Mashington Public Power Supply System 2pp 18923 202 24X 

Flche* 50-000* 83/09/03* 83051 90046 


— 8305190060 Commends representatives of DHR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to nNR/6 DL applicants 

EI6ENHUT,0 0 Division of Licensing 03/05/03 KCOAUOHY* J P 
Mlsftsslppi Power L Light Co 2pp 18323 204 24X 

Flche 30-000. 83/05/03* 6309190046 


— 0303190077 Commends representatives of DWR/6 utils par tic 1 pat ing in 
Licensing Review Group It for efforts in resolving issues 
generic to BUR/6 OL applicants 

EtSENHUr.O O Division of Licensing 83/05/03 CAHILL* J Gulf 
States Utilities Co 2pp 16523 206 24X F I ch e. 50-000* 83/05/03, 

0305190046 


8305040323 Board Notification 83-057 forwards differing prof opinions 
re sys Interaction 8* safety classification Info relates to 
Board Notifications 83-17 C< 83-44 re Unresolved Safety Issue 
A-17 

EiaENHUT*D 0 Division of Licensing 83/05/04 PALLAOINO* N 
Commliiioners 22pp 18337 139 24X Fiche 50-000.03/03/04, 

8305040323 


8305090659 Generic Ltr B3-2D to all operating reactor licensees t* 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list one I 

ElSENHUTrD 0 Division of Licensing 83/05/09 Consolidated 

Edison Co of New York. Inc (6pp 10627 193 24X 

Fiche. 90-000* 83/05/09* 8305090659 


8305230143 Responds to 821214 S* 030401 requests for addl info re safety 
relief valve piping & quencher device I* saf oty-re latsd 
piping supports Info will be provided 830630 for Questions 
210 10 S< 210 II & 840630 for Question 210 9 
EDELMAN, H R Cleveland Electric Illuminating Co, 83/05/16 
V0UN0BL0DD*B O Licensing Branch L tp 18539 187 24X 

Fiche 50-440, 83/05/16* B305230 1 43 
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DOCKETED ITEMS 


a305aS0ie‘? NatlPication of 030336 m«-etin.!i u/vtil & Oiltert A«iocf in 
B4t/iBsd4>MD ta diiCuAi dtfGign for contalnmont purge 
STEFANQ. J J Llf«r>ilng Branch 1 03/05/16 YOONOflLOOD* B J 

Licensing Branch 1 3pp 19395 359 24X Ftche 50-440.03/05/16, 

0309350199 


6305830S90 ForUfarifc aifdl info re environ squipmerit quel 1 iLcat ion 
program ■& plant readineis for audit, in response to 030923 
Qu»«tton$ 270 1-870 l3 Sa f o ty -r« I fl t ed eauipmerit# per TMI 
rteunc tl D 3 & 11 P Irulll be added prior to fuel load 
EDELMAN.ft R Cleveland Electric 1 1 lurttinafting Co 03/09/17 
VCUNOaLaOI), B J Licensing Branch i 233pp £0529 001 24K 

FI Che 50-440; 83/03/17. 0305230290 


E NBC Safety Evaluation Report (SER). suppls & carra ipondenee 


0305040664 Foruiardi Supp 1 3 to SER (NUREQ-0387> W/o end 

YOUNOBLQOD.B J Licensing Branch I 03/04/27 EBELMAN. M R 
Cleveland Electric Illuminating Co 2pp 10336 266 24X 

Pi Che 50-440; 03/04/87. 0305040664 


0305170096 SAFETY EVALUATION REPORT RELATED TO OPERATION OF THE PERRY 
NUCLEAR POWER PLANTiUNITB I AND 8 Docket Nos 50-440 And 
50-441 (Cleveland Electric Illuminating Campang) 

* Office of Nuclear Reactor Regulatinn. Director NUREO-0007 003. 
03/04/30 75pp 10492 303 24X Flche 50-440. 03/04/30. 0309170096 


8305120460 Requests info re issue solutions accepted b>g NRC uhlch have 
ti have not been addressed in SER/supplemental SERs Info 
needed to document evaluation on each Licensing Review Oroup 
n generic issue 

STEFANO.J J Licensing Branch I 03/05/02 HOLTZBCHER. D L 
rtlinols Power Co 2pp 10443 173 24X Ptche 50-000.83/05/02; 

0305 1 80460 


— 0305120470 Requests Info re Issue solutions accepted hg NRC which have 
it have not heen addressed in SER/sopp lemental SERs Info 
needed to document evaluation on. each Licensing Review Group 
n generic issue 

9TEFAN0. Licensing Branch I 83/05/02 POWELL. P Washington 

Public Power 3uppli| System Ip 10443 174 24X 

Fiche 50-000. 03/05/02. 0305120460 


— B309120477 Requests In^o re Issue solutions accepted bg NRC which have 
& have not been addressed in SER/suppl emental SERs Info 
needed to document evaluation on each Licensing Review Qroup 
li generic issue 

STEFANO.J J Licensing Branch 1 03/05/02 REED. W J Oylf 

States Utilities Co Ip 10443 175 24X Fiche 50-000.83/09/02; 

0309120460 


—8305120405 Requests info re issue solutions accepted 4g NRC which have 
St have not been addressed In SER/supp 1 emental SERs Info 
needed to document evaluation on each Licensing Review Group 
If generic issue 

8TEFAN0; J J Licensing Branch i 03/05/02 RICHARDSON, J D 
Hifslssippl Power 6 Light Co Ip 10443*176 24X 

Fiche 30-000^03/09/02,0305120460 


— 830512049J Requests Info re issue solutions accepted bg NRC which have 
&. have not been addressed In EER/supplamenta I SERs Info 
needed to dneument evaluation on each Licensing Review Group 
II generic issue 

STEFANQ. J ^ Licensing Branch 1 03/05/02 aUZZELLl.E M 

Cleveland Electric Illuminating Co Cp 10443 177, 24X 

Fiche 50-000,03/05/0210305120460 


0305110300 Forwards response to Human Factors 021112 In-progress audit 
rept re SER Outstanding Issue 7. control roam design review 
EDELMANi (1 R Cleveland Electric Illuminating Co 03/03/04 
yOUNOBLOQD, B U Licensing Drench i 2]pp 10393 312- 24X 

Fiche 30-440. 83/05/04, 030 3 £ 1 0300 


8309260867 Forwards response to 830307 request for c larlf icat loni I, 
addl Info re FSAR Table 3 2-1 SUppl 3 to 8ER Issued In Apr 
referenced same questions as outstanding Issue 23 Info 
should resolve Outstanding Issue 23 In next SER luppl 
EDELMAN. M R Cleveland Electric Illuminating Co 03/09/19, 
YOUNOBLDOD, 0 J Licensing Branch 1 llpp 1B626 200 84X 

Fiche* 50-440,83/05/19; 0305260267 


F Security, medical, emergency &< fire protection plans 


0304060126 NUS-4336; "Description of Perry Nuclear Power Plant 
Emergency Offsite Dose Calculations " 

WILKENSON NUS Corp 83/04/30 44pp 17050; 021 24X 

Fiche 50-440. 03/04/04, 0304060110, 


0305230649 Forwards request for addl Info re SER Section 13- 5 2 2. 
"Raanalysis of Transients & Accidents Divelopment of 
Emergency Operating Procedures “ Schedule requested within 
7 days Of receipt of Itr 

YOUNOaLOOD.B J Licensing Branch 1. 03/05/06 EDELNANrN R. 

Cleveland Electric Illuminating Co 6pp 10542 354 24X 

F1 Che 90-440, 03/05/06. 8305230649 


0309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list end, 

EISENHUT. D 0 Division of Licensing. 83/09/11, Consolidated 
Edison Co of New York. Inc 16pp. 10940 099 24X 

Fiche* 50-000, 03/05/11, 0309110034 


8305230106 Forwards curves showing gamma dose rate vs time ie 
Instructions for use rt SER Outstanding Issue 19, Curves 
dependent on amount of fuel inventory released Revised 
response to Round 2 Question I 2 submitted on 030404 
EDELNAN. NR Cleveland Electric Illuminating Co. 03/09/13 
VOUNCfiLOQD. B J Licensing Branch 1 4pp 10939 180, 24X 

Fiche* 50-440, 03/09/13, 8309230106 


0 Adjudicatory correspondence 


0309020470 Answer opposing Ohio Citiitns for Ratponilble Energy 330410 
motion to hold record open on QA issue Notion based on mere 
speculation that Intervanor witnesses may bacome available, 
Certificate of Sve end 

8IL0ERO. J £. Commonwealth Edison Co SILBERO.J, E Shaw, Plttain. 
Potts 6 Trowbridge 83/04/27, Atomic Safety and Licensing Boerd 
Panel 7pp 18283 300. 24X Fiche 90-440,83/04/27,0309020470. 


8305040920 Notion for summary disposition of OL application on graupdl 
of matl false statement in amend to environ rept Certificate 
of Sve end Related correspondence. 

HIATT, 0 L Ohio Citliens for Responsible Energy 03/04/20 
Atomic Safety and Licensing Board Panel 10pp. 103^21 217 24X 

Fiche 50-440,03/04/20,0305040920 


0305040941 Motion to stay proceeding pending ruling on OK Citixans for 
Responsible Energy 030428 motion for summary disposition of 
OL application certificate of 8vc end Related 
correspondence 

KIATTtS L Ohio Citlxens for Responsible Energy 03/04/20. 

Atomic Safety and Licensing Board Panel 3pp 18321 276 S4X 
Fiche 9(l*-440, 83/04/20, 8305040541 


B309040544 Response opposing unmerltable motion for recontidaratlo-n L 
clarification of ASLB 030330 memorandum «« ordar granting NRC 
motion for summary disposition of Issue 9 on polymer 
degradation W/Certlf icabe of Sve Related correspondence. 

HIATT, 0 L Ohio Citlxens for Rtsponsiblt Energy 03/04/20. 

Atomic Safety and Liceniing Board Panel 4pp. 18321 272 24X 

Flch e 90-*440, 03/04/20, 0305040544 


8309230649 Forward* request for addl info re SER Section iS S 2 2, 
“Reanalysis of Transients t, Accidents Dave lopitient of 
Emergency Operating Pracadures " Schedule requested within 
7 days of receipt of ltr 

YOUNOBLOGD.B J Licensing Branch 1 03/05/06 EDELHAN, N R, 

Cleveland Electric 11 1 umlnati ng Co 6pp 10542 354 24X 

Fiche 50-440, 03/O5/O6i 0305230649 


9305230649 Forwards NUREO-0007, 0upp 1 3 to SER H/o end 

YOl/NOBLOOD, D J Licensing Branch I 83/05/09 EOELMAN.M.R 
Cleveland Electric Illuminating Co 3pp 18942 360 24X 

FI c he: 90-440. B3/05/09i 0305230645 


0305020477 Answer opposing Ohio Citlxens for Responsible Energy 030418 
motion to hold record open on QA issue Motion premature 6 
grounded on sheer speculation Certificate of Sve end. 

CUTCHIN. vl-M Hearing Branch 4 03/04/2? Atomic Safety and 

Licensing Board Panel, 4pp 102B2 359. 24X Fiche 50-440,03^04/27, 

0305020477 


0305040329 Brief supporting Ohio pitixens for Responsible Energy motlcn 
to hold record open on OA Issue. App I leant is moving back 
const completion date of own volition 

HILT, D. D Sunflower Alltence. 03/04/29. Atomic Safety dnd 
Licensing Board Panel 2pp. 10323 273 24X Fiche* 50-440, 03/04/29. 

0305040325 


9305230106 Forwards curves showing gamma dose rate vs time h 
instruetions for use re BEtt Outstanding Issue 19 Curves 
dependent on amount of fuel Inventory re 1 eased, Revl sed 
response to Round 2 Question J 2 subm£tt«d on 930404 
EDELNANiM R Cleveland Electric Illuminating Co 83/05/13 
Y0l/NG8L0aD. 0 J LUsnslng Sranch 1. 4pp 10539 180 24X 

Fiche 50-440.03/05/13,0305230106 


6309040407 Application for subpoenas directed to CM Shuster, of irtlL b 
to J Happier, NRC Region III administrator Proof of Sve end 
HILTiD.D Sunflower Alliance HlLT, D 0 WHt, D D. 03/04/29. 
Atomic Safety and Licensing Board Panel 3pp. 10319:270 24X 

Fiche 50-440,03/04/29.0309040487 
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8:303040945 Rvqufttt for NRC & util to vtlpulato to authenticity of 
document* to bi Identified by 830915 request to admit 
documents os evidence Proof of Svc end 

MILTj [> D BunfUlifer Alliance UIUT« D D Ullt. I> D 53/04/29 
Atomic Safety and Licensing Board Panel Ip 18321 271 24X 

Fteha 30-440* 83/04/29, B3OS0-4054B 


83OS04O3O7 Response opposing Sunflouer A1 1 iance, I nc • et al B30429 motion 
which requastt applicant to stipulate to authenticity of 
unidentified documents ii request* admission of documant* as 
evidence. Cartlflcatc of 8vc end 

BILBEROr ^ E, Clevelend Electric Illuminating Co BIUDEROi J E 
ahaw* Pittman, Pott* it Troubridfl# 03/09/02 Atomic Safety and 
mcensini} Board Panal 3pp 1B323 303 24X Ftche 90-440, B3/09/02i 

8303040307 


8303090487 Informs A8LB that requested documents re matters mentioned 
in NRG prefiled tastlmony on Issue 3 win tie provided CE 
Norellus 820910 Itr re special const Insp forwarded OA Insp 
rept forthcoming Evaluation end 

CUTCHlNrJ M Hearing Branch 4 03/03/06 BLDCH, P D . BRIGHT, 0 0 , 

KLINE, J ft Atomic Safety and Licensing Board Panel 2pp, 

18361.153 24X Piche* 30-440, 03/09/06, 6303090467 


--8305090490 Forwards "Self-Initiated Evaluation,’* assessing project it 
commlttlnt} to maintaining highest quality std* 

EDELMAN,M. R Claveland Electric II lumlnatlng Co 52/12/07 

KEPPLER.J 0 Region 3, Office of Director Ip 16361.136 24X 

Fi c ha 50-440, 63/09/06, 8309090467 


—8303090493 “8e 1 f-In 1 1 iatad Evaluation " 

a Cleveland Electric Illuminating Co 82/10/31, 213pp. 

16361 197. 24X FI c he' 30-440, 03/09/06, 8303090487 


8309100294 Amended application for subpeona directing attendance of 
CH Bhvftar it JO Keppler at 830903 hearings on Issue 3 re 
nonconformance trend analysis sv* Proof of 8vc end 
MILTj D D. Sunflower Alliance HILT, D D Hilt, 0 D 83/03/06 
SHUBTERrC M Cleveland Elactrie Illuminating Co KEPPLER, J 0 
Raglon 3i Office of Director 3pp 16370 i39 24X 

Ftche; 90-440, 03/05/06, 8309100294 


8303100367 Brief in support of Ohio Citlrens for Responsible Energy 
830428 motion for summary dlspoeltlon of OL application ti 
motion for stay of proceedings Appropriate sanctions should 
be imposed on applicant. Proof of Bve end 

HILT. 0 D Sunflower Alliance. MILT, D 0 Milt, D D 83/09/06. 
Atomic Safety and Licensing Board Panel, 7pp 18379.042 24X 

riche, 90-440, 03/09/06, 8309100367 


8303160196 Raqueits to mate limited appearance statement at OL 
hear i ngs 

t1CCLUSKEY,0 Affiliation Unknouin 83/09/08. NRC - No Detailed 
Affiliation Oiven Ip 18446.056 24 v (^tc ha; 90-440, 63/09/08, 

9309 r60i 56 


8309100168 Forwards 8ER,8uppl 3 <NUREO-0867K M/o end 

CiJTCKlM,.j M Hearing Branch 4 83/09/08 BLOCH, P 8., BRIOHT.O D. , 

KLINE, <3 R Atomic Safety and Licensing Board Panel. Ip 10374 273 
24X Ftche 90-440,83/09/09,8309100166 


8309120304 Request* to make limited appearance statement at 830323 OL 
hearings 

RENNER, A E Affiliation Unknown 83/09/09 NRC - No Dstallid 
Affiliation Given Ip 18424 206 24X Flche 90-440,83/09/09. 

8309120304 


B309160122 Requests to make limitad appearance stattmsnt at OL 
hearings 

COOK. 0 8 Affiliation Unknown 83/09/10 NRC - No Dstallsd 
Affiliation Given Ip 16490 130. 24X Fiche 30-440,83/09/10. 
8309160122 


6309160193 Requests to make limited appearance statement at DL 
hear Inge 

GLEISSENiA. Affiliation Unknown 83/03/10, NRC - No Detailed 
Affiliation Oiven, Ip. 16446 007 24X Flche' 90-440, 63/03/10. 

6309160193 


9309170305 Object* to character t lation of Ohio Citliens for Responsible 
Energy members a* person* advocating disruption, 
damoni tration it disrespect for law, at stated in Sunflower 
Alliance 630906 brief in support of motion. 

HIATT, B L. Ohio Cltiien* for Rttponslbls Energy 83/09/10, 

WILT. DD Milt, D. D ip. 18469,079 24X Flche 90-440,03/03/10, 

6303170309 


8305170341 Hotion to file contentions, objecting to 8NN license issuance 
unlasi it until OL granted Ic facility ready to load fuel 
Certlftcat# of 8vc end 

HIATT, a. L. Ohio Cltitens for Responsible Energy. 03/03/10, 

Atomic Safety and Licensing Board Panel. 21pp 10465.096 24X 

riche - 50-440, 83/09/10, 0303170341. 


8309170497 Requests opportunity for staff member to make limited 
appearance statemont at 830923 hearing 

ECKART, 0 E House of Rep 83/09/11 STUCKV.S Office of the 
Secretary of the Commission Ip 10470 141 24X 

Flcho 30-440,83/09/11,8309170437 


8309170461 Requests to make limited appearanco statement at 630323 & 31 
hearings in Palnesvllle 

MALDORF.E J Affiliation Unknown 83/09/tl Office of the 

Secretary of the Commission Ip 18469 316 24X 

Flche 90-440.83/09/11,8305170461 


8309170464 Requekts to make limited appearance statement at OL 
hearings 

BINBER,r M Affiliation Unknown 63/09/12 NRC - No Detailed 

Affiliation Oiven Lp 18469 361 24X Flche 30-440,83/03/12, 

8309170464 


6309170492 Requests to make limited appearance statement at OL 
hearings 

RAJKIiS Aff i 1 iatlon Unknouin 83/09/13 Docketing 8, Servlcos 

Branch Ip 18469 207 24X Flche 30-440,83/09/13,8309170452 


6309190214 Requests to make limited appearance statement at OL 
hearings 

RUDDiC C Affiliation Unknown 83/09/14 NRC - No Detailed 
Affiliation Oiven lp 16302 237 24X Fiche 30-440,83/05/14, 
0303190214 


8303240512 Requests to- make limited appearance statement at OL 
hearings 

O'NEILL, K Affiliation Unknown 83/09/15 NRC - No Detailed 
Affiliation Given tp 16371 109 24X Fiche. 30-440, S3/0S/19, 

8303240912 


6303200696 Requests to make limited appearance statement at OL 
hearings 

ZIVKOVICH, E A . KANDBOV.L . WARCLOUO, J Affiliation Unknown 
83/03/17 Office of the Secretary of the Commission 6pp 
18919 312 24X Fiche 50-440, 03/09/ 1 7, 8303200656 


6309200598 Requests to make limited appearance statement at OL 
hearings 

DEVINE, A , THOMPSON, D , MAST, L Affiliation Unknown 03/05/19 
Docketing & Services Branch 2pp 10514 104 24X 

Fiche 90-440,03/09/19,8303200596 


0303240913 Update to utlt 630203 answer to Interrogatory 3 of Sunflower 
Alliance 011202 first set of interrogatories All three 
counties have submitted draft plane to Ohio Disaster Bves 
Agency Sve list end Related correspondence 
8M10ER,H A Shaw, Pittman, Potts £< Trowbridge SMIOER.M A 
Claveland Electric Illuminating Co 03/03/19 MILT.D D Sunflower 
Alliance MILT.O D Wilt, D D 7pp 16571 129 24X 

Flche 90-440,03/09/19,8303240913 


8309240344 Requests to make United appearance statement at OL 
hearings 

FLAGG, D M , FINK, J. , REED, J R Af fi 1 iati on Unknown 83/09/19 

Office of the Secretary of the Commission 3pp 10576,040 24X 

Flche 30-440, 83/09/19, B30S240944, 


H General correspondence 


8309310031 Notifies that DD Wilt no longer represents Sunflower 
Alliance, Inc due to irreconcilable differences 6 
prof responsi b 1 1 ity 

MILT.O D Milt. D D 63/09/23 DLDCHi P , KLINE, U R , BRIGHT, O 0 
Atomic Bafety and Licensing Board Panel lp 16633 130 24X 

Flche 90-440,03/09/23,8305310031 


0 Inspection reports, IE Dulletlni b correspondence 


6212060305 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Busceptib 1 1 ity to Exothermic Chemical Reaction " Sve list 
encl 

TAYLORtJ M Division of Safeguards & Inspection Prograftii (Post 
630103) 03/03/21 Consolidated Edison Cd of New York, Inc 

lt2pp 18306 3J9, 24X Flche- 30-000, 03/03/21, 0212060309 


0304190362 Forwards IE Insp Repts 50-440/63-09 It 50-441/83-00 on 
830314-17 No noncomp 1 ianc « noted 

LITTLE, M 8 Regions, Office of Director 63/04/01 EDELMAN, M ft 
Cleveland Electric illuminating Co 2pp 17982 129 24X 

Flche 30-440,83/04/01,8304190362 
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— B3041503A4 IE Iti»P Rtfpta 50-440/B3-09 <. 50-44 1/B3-08 on 830314-17 No 
ncncajup 1 1 ance r>oted Major areoa inapocted licenfti*e actfona 
on lOCPR^O 551 e> Item 

W4RJJ. D . CILIMQERG.H L i DAKJELSOW, 0 H Region 3 j Office of 
Director 93/04/01 9pp 17^92 131 24X Flchtf 50-440* 83/04/01 • 

8304130362 


0303040021 IE Info Notice 03-2l» "Defective Emergency Uie l?e»plraftoT 
Svc Hat end 

wfORDAN->E L Olvlalan of Efflergency Preparedoef i 8t Engineering 
Respona* (Post B30103I eO/O'l/tS Consolidated Edison Co of Noup 
Vorlr* Inc 126pp 18439 155 24X Fiche 30-000.83/04/15.0303040021 


0303040023 IE Info Notice 03-22* "0WR Safety/Rsl 1 <f Valve Failures " 
3vc list end 

JORDAN. E L Division of Emergency Preparedness -fc Engineering 
Response (Post 8301031 83/04/22 Canso 1 Idat ed Edigan Co of Neia 

7ori. Inc llSpp 10383 097 24X Fl ch e 50-000* 93/04/22. S3 Q304i0023 


8303040025 lE Info Notice 83-23. ‘^Inoperable Containment Atmosphere 
Sensing Sys " five list end 

JOROANj E L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 03/04/25 Consolidated Edison Co of NetJ 

York. Inc ll7pp 10381 291 34X Flcho 50-000. 03/04/23, 8303040025 


8303040026 IE Info Notice 63-24. "Loose Parts In Secondary Side of 
Steam Generators at PNRs five list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 030103)- 03/04/28 Consolidated Edison Co of Neui 

Yori. Inc IlSpp 19302 047 24X Fiche 50-000,83/04/28.8303040026 


B303040027 IE Info Notice B3*'25f "Standby (3as Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " five list end 
JORDAN. E L Division Of Emergency Preparedness & Engineering 
Response fPpsb 930103) 83/04/20 Consolidated Edison Co Of Net^ 

York. Inc il9pp 103S2 165 24X Fiche 50-000.83/04/28,8303040027 


9303040020 IE Info Notice 03-26, "Failure of Safe tg/Re I i ef Valve 
Discharge Line Vacuum Sreakers " Sve list end 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Past 830103> 03/05/03 Cons-o 1 i dated Edison Co of Neu 

York. Inc I22pp JB441 170 24X Fiche 30-000,03/05/03,0303040028 


8305120569 Discusses guidelines developed to aid in revieu of IE 
Bulletin 79-15 re long-term operability of deep draft pumps 
Alternate qua I i f 1 cation, method Incorporating vibration 
monitoring t. std plant test procedures proposed enc 1 
NOVAK, T rt Assistant Director for Licensing 83/05/03 
HOLTZfiCHER.D L Licensing Revieu Oroup II 6pp 18440 356 24X 

Fiche 50-000. 83/05/ 03, 6 305 1 20 569 


9303040030 IE Info Notice 83-37, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Poet Q301D3> 83/05/04 Consolidated Edison Co of Neu 

York. Inc 112pp 19382 292 24X Fi che 50-000. 03/05/04. 8303040030 


8303040031 IE Info Notice 93-28. "Criteria for Protective Action 
R ecommenda 1 1 ons for General Emergencies 5vc list encl 
■JORDAN. E L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103) 03/05/04 Conealidated Edison Co «f Neu 

York. Inc 1 I9pp 18441 001 24X Fiche 50-000, 83/05/04, 0303040031 


8305120130 Summary of 930426 meeting u/utsl In Perry, OH re containment 
weld deficiencies addressed in IE insp reps Actep tabi 1 I ty 
study ongoing 

STEFANOtj J Licensing Branch 1 83/03/04 YOUNCD LD 00, 0 J 

Licensing flranch I 5pp 10435 353 24X Fiche 50-440,03/05/04. 

8305120130 


8305170203 Advises that liquid penetrant testing utilized as 
alternative to magnetic testing an containment vessel 
penetration uelds per IE Dulletin 80-08 response 
EDELMAM. M R Cleveland Electric lUumlnating Co 03/05/05 

KEPPLER, J O Region 3. Office of Director ip 18466,350 2^4X 

Fiche 50-440,93/05/05,8305170203 


8303040033 IE Info No tic* 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation *' Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (post 930103). 83/05/06 Consul idated Edison Cd of New 

York, fnc Il5pp 19523 248 g4X Fiche 50-000, 03/05/06, 830 304 O-OaS, 


8305260236 Forwards IE Insp Repts 50-440/93-11 If 50-441/83-10 on 
030328-0401 U notice of violation 

LITTLE, M S Reg i an 3* Office of Director 83/05/09- EDELMAN, N R. 
Cleveland Electric Illuminating Ca 2pp 16599 347 24X 

Fiche 30-440.03/05/09.8305260236 


— a303?60243 IE Insp Repts 30-440/83- il «, 30-441/03-10 an 

NoncompHance noted turnover reviews of purchase orders t 
installatlon/fabricatlon packages performed u/o cantralUrp 
procedure 

NERRIMEATHER, N , CDNLON. T E Region 2, Office of Olrsrtfi 
93/04/18 3pp 10597 350 24X Fiche 50-440. 93/03/09, 


8303040034 IE Info Notice 83-30. “Misapplication of Oentrit 
Operating Procedures (EOP) Quldalines " five list end 
JORDAN.E L Division of Emergency Preparedness -b Englniirinf 
Response (Post 030103) 03/05/11 Conso 1 Idated Bdlsen C» <1 

York. Inc 114pp 10524 003 24X Fiche 50-000. 03/05/11, 030X4^^51 


0303040040 IE Info Notice 03-31. “Error in ADUPIPE Compukir Pfiitf*'' 
Sve list end 

JOROAN.E U Division of Emergency Preparedness & C-nglnorlr| 
Respanse (Post 830103) 63/05/19 Consolidated Edltsn Cf ^ 

York. Inc lldpp 18697 009 24X Fiche 50-000, G3/0b/ 19, BX>:4::C4 


0303040046 IE Info Notice 83-33, "Nonrepresen tat 1 ve 8aapllr| 
Contaminated Oil " 8vc list end 

JORDAN/E L Division of Emergency Preparedness ti Engjntirln| 
Response (Post 630103) 83/05/26 Consolidated Edli-gn C» |F 

York, Inc 114pp 18647 007 S4X Fiche 50-000, 03/05/24, eXXHJC^ 


8 Reportable oce(/rrences, LERs & rtlated corr eipondenci 


8305020900 Second Interim deficiency rept re linear Irtd Icalldni 
whip restraint bracket welds for D21/033 syt Initially 
reported oh 021220 Brackets will be removed & structure) 
steel brackets reworked Next rept by 030701 
EDeLMAN,M R Cleveland Electric Illuminating Co 0'l/0(/l9 

KEPPLERiJ Q Region 3, Office of Director 2pp 162BI S45 

Fiche 50-440,83/04/19,8305020500 


8305130222 Part 21 rept re potential A8KE Section III b VvteUlJt*^ 
Initially reported on 830412 Scope b condition of 
nonconformance under investigation 

WHEATON. W R Borg-Harner Corp 03/04/15 NARTIN, J B HiiUi b 
Office Of Director 4pp 1843? 336 24X Fiche 90-410. 

9309130222 


8309030308 Revised final deficiency rapt re Incomplete fill (ItMifia 
biological Shield wall concrete of reactor bldgs Due kb 
const schedul ing, Unit 1 b 2 repairs will be completed 
by 030831 it 1231, respectively 

EDELMAN. MR, Cleveland Electric Illuminating Co 03/04/19, 

KEPPLER, J(} Region 3, Of f ice of Dir ec tor Ip 10277-179 Hi 

Fiche 50-440,83/04/19.0305020300 


8309040406 Interim deficiency rept re none onf ormln j condition 
Class le low voltage switchgear mfg by Drown Soverl 
Electric Initially reported on 821222. Me Id ing fix plinnid 
for cubicle EF2C03 Final rept will be submitted by ailHsO 
CDELffAN.MR Cleveland Electric Illomlnatlng Co 03/04/Sl. 

KEPPLER.J 0 Regions. Office of Director 2pp ) 0319 3)3 

FI cfia 90-440, 83/04/27, 8305040406. 


8309040496 Final deficiency rept re potential breach of ill) ial(|M| 
of hydrogen igniter Model 6043 glow plug component sufpiltd 
by Power Sys Initially reported on 830207 Igniters rapllril 
Also reportable per Part 21 

EDELMAN. MR Cleveland Electric Illuminating Co 03/04/27 

KEPPLER, JO Region 3, Office of Director 2pp 10319.3)4 »<' 

Fiche 50'*440, 83/04/27, 0305040496 


6309100394 Interim deficiency rept r# failure of Johnson Conlfili.J'F 
to adequately verify acceptab 1 1 1 ty of Untstrut Corp OA 
program Implementation Initially reported on 03032? 

Corrective action request & nonconformance rept Issued 
EOELmN.W R Cleveland Electric Illuminating Co B3/D4/W. 

KEPPLER. J 0 Region 3, Office of Director 2pp 10377 357 Hi 

Fiche 50-440.03/04/20,0305100374 


8305040465 Interim deficiency rept re incorrectly sliad riickbi 
pressure vessel water level transmitters Replacement of 
transmitters expected by 630501 Final rept will be lubaHtld 
upon work completion 

EDELMAN, M R Cleveland Electric lUumlnatlny Co 83/04/29 

KEPPLER, J 0 Region 3, Office of Director Ip I03I9ra35 *** 

rich 0^50-440, 03/O4/29i 0305040465. 


0305100013 Second interim deficiency rept re defeetlv* 8aiUy 
station ddvices installed In OE supplied balence-of-pleni 
panels Initially reported 010626. Seventy of 71 devices 
returnad to OE for rework. Final rept due by 031201 
EDELMAN. M R Cleveland Electric Illuminating Co. 03/04/JY 

KEPPLER, J.O Region 3, Office of Director. Hpp 10421:941 

Fiche 90-440, 83/04/29, 0305100013, 
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8303100333 Second Intorlm d«flcl*ncg rept re ASME Code Section III, 
Clatt 3 piping eupports supplied t)tj Transatneric^ Delaval, 

Inc u/o matl certification Inltlallii reported on 030323 
Supports reanalgied Nett rept by 030701 

ED EL MAN, M A Cleveland Electric Uluminating Co B3/04/2? 

KEPPLERi J O Region 3, Office oP Director 2pp 10379 000 34X 

Fiche 30-440,03/04/29.8303100333 


030313023^ Final Deficiency Rept RDC 71(03> re breakdoiun in QA program 
of CaTboline,Co Initially reported on 030408 Program 
lnad«q.uat* to meet requirement of lOCFRSO, App D Carboline 
Co initiated n»u changes to OA program 

EDELHAN. h R Cleveland Electric Illuminating Co 83/03/06 

KEPPLERi J 0 Region 3, Office of Director Spp 16439 310 24X 

Fiche 30-440, 83/0 3/06i 03031 30236 


6303I3024Q Interim Deficiency Rept RDC 70(83) re restart of control 
complex chiller folloulng loss of offsite potiier or LQCA 
Initially reported on 830407 Final rept expected by 030013 
Also rapOTtecf per Part 21 

EOELflAN, M R Cleveland Electric Illuminating Co 03/03/06 

KEPPLERi J 0 Region 3, Office of Director 2pp 18439 212 24X 

Fiche 30-440, 03/03/06, 0303 1 30240 


T Hearing transcripts on non-antl trust matters 


B30303D32& Forwards Region III testimony re OA issues of fact 
contained in ABLB 821222 order 

CUTCHIN. J. H Nearing Branch 4 03/03/02 DLQCH, P. D , BRl<»Hr,0 0 , 

KLINE, J R. Atomic Safety and Licensing Board Panel Ip 10292 117 
24X Fiche 30-440, 03/03/02, 0303030526 


— 330S030337 Testimony of Region III panel consisting of JE KonkllmCC 
Nil I lams, OF Maxurell (t ML Olldner re QA Issues of fact 
contained In ABLD 021222 order Discusses const activities & 
imp 1 amen tat ion of QA program W/praf quail f icat ions 
KONKLIN^ >1 E , WILLIAMS, C.C , MAXMELLiQ. F Region 3, Office of 
Director 03/03/02 33pp 10292 118. 24X Fiche 30-440,03/03/02, 

6303030326 


0303040306 Forwards tistlmony of MR Edelman i< OR Leidich re QA program 
for control of safety-related contractors (Issue 3) 

SILBERO, J. E , OLASSPIEOEL, H Shaw, Pittman, Potts 8< Trowbridge 
03/05/02 DLOCH, P B , KLINE. J R , BRK^HT, (» 0 Atomic Safety and - 
Licensing Board Panel 2pp 10322 069 24 X Fiche 30-440,03/03/02, 

8303040306 


— 8303040316 Testimony of MR Edelman 8* {}R Leidich re ut<\ QA program for 
control of saf ety-related contractors (Issue 3) 

EDELMAN* M R , LEIDICH, 0 R Cleveland Electric Illuminating Co 
03/03/02 30pp, 16322 071 24X Fiche 30-440,83/03/02,0303040306 


6303110004 Transcript of 830309 telephone conference in Beth«sda,MD 
Pp OO5-00d 

* Atomic Safety and Licensing Board Panel 83/03/09 70pp 
18408 209. B4X Fiche 30-440,03/03/09,8303110004 


0303260093 Transcript of 830323 hearing In Palnesvl I l«, OH. Pp 004-994 
Supporting documentation end 

a Atomic Safety and LIceneing Board Panel 03/03/23 128pp 

1 8622. 102. 24 X Fiche 30-440, 83/03/23, 8305260093 


0305310137 Transcript of 030524 hearing in Palnesv 1 1 le, OH Pp 996-1,226 
Supporting documentation end 

a Atomic Safety and Licensing Board Panel, 03/05/24 272pp 

1 8637. 1 28. 24 X FI c h # 30-440, 83/03/24 , 03053 1 0 1 37 
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A Appl icat lon/constructlon stage documents correspondence 


0305100335 Forwards ACRE 830419 Hr re review nf application for OL, 
reporting on low power operation 

KNIGHTON, O W Licensing Branch 3 83/04/25 HARR 180N, R. U. Public 

Service Co, of New Hampshire 3pp 10457.328 24X 

Fiche. 90-443, 83/04/23, 8305130335 


— 0305130339 Comments on lower power operation review of OL application 
Operation reasonably assured at co<re power levels up to 
5K full poutr u/o undue risk to public health ti safsty 
EBERaOLE, J. C, ACR8 - Advisory Committee on Reactor Safeguards 
83/04/19. PALLADINO. N J Commissioners 3pp. 10457.331 24X 

Fiche. 50-443,83/04/23, 8305130335, 


8305110016 Notification of 630511 meeting u/util In Bethesda, HD to 
discuss projected const completion date, 

WMEELER.L. L Licensing Branch 3. 03/04/28 KNIOHTDN, OH 

Licensing Branch 3 4pp 18421:238 24X Fiche . 30-443, 83/04/20, 

8305110016, 


B30304O333 Board Notification. Q3-097 forwards differing prof opinions 
re sys interaction t, safety classification Info relates to 
Board Notifications 83-17 & 83-44 ro Unresolved Safety Issue 
A-17 

EISEWHUT, D O Division of Licensing 83/05/04 PALLADINO, N 
Camtnissioners 22pp 18337 139 24X Fiche 50-000,63/05/04, 

8303040323 


0305130332 Requests description of environ qualification program 
incLuiding listed items Scope of submittal to include all 
electrical equipment important to safety located in harsh 
envtr on 

KNIOHTON, O U Licensing Branch 3 63/05/09 HARRISON, R J Public 

Service Co of Nciii Hampshire 4pp 18437 334 24X 

Fiche 30-443.83/05/03,0303130332 


0303090699 Oenerlc Ltr 33-20 to all operating reactor licensees 
holders of CPs re integrated scheduling for implementation 
of plant mode Sve list one 1 

EISENHUT, D 0 Division of Licenelng 83/03/09 Consolidated 

Edison Co of New York, Inc 16pp 10627 153 S4X 
Fiche 30-000. B3/0 5/09. 8305090639 


8305270019 Requests extension of CP completion dates for Units 1 t 2 
to June 1906 it Oct 1988* r espec tive 1 y . p er Amend 40 to 
CPPR-139 4* CPPR-136 

DEVINCENTIs, J Vankeo Atomic Electric Co DEVINCENTIB. J Public 
Service Co of New Hampshire) 83/05/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 18662 107 24X 

Fiche 30-443,03/03/16,0305270019 


E NRC Safety Evaluation Report (SHR), suppls 6 correspondence 


0305170668 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEAHROOK STATION. UNITS I AND 2 Docket Nos 50-443 And 
50-444 (Public Service Company of New Hampshire.et al ) 
e Division of Licensing NURE0-0S96 SOI 83/04/30 32pp 
Available at NRC «4 50 10401 332 24X Fiche 50-443.83/04/30, 

8305170660 


8305260030 Forwards Buppl I to EER re application for OL W/o end 

KNIOHTON, O N Licensing Branch 3 03/05/12 HARRISON, R J Public 

Service Co of New Hampshire 4pp. 18649 008 24X 

Fiche 50-443,03/05/12.8309260030 


F Security, medical, emergency & fire protoction plans 


8303090923 FOIA request for addl Info re earlier request on Pilgrim did 
021109 concerning similar documentat i on for Soabrook 
fac £ 1 1 ties 

SHOrWELL. J A Massachusetts, Commonwealth of, 03/01/09. 

FELTON, J ti Division of Rules and Rocords 2pp 18368 001 24X 

FUhe 50-443,03/01/09.0309090523 


8303090929 Partial response to FOIA request for addl Info re 021109 
request pertaining to faci 1 i ty. Forwards App A documents 
Documents also available In PDR App D documents completely 
withheld (ref FOIA Exeaiptlon 9> 

FELTON, J Ml Division of Rules and Records. 83/03/10 SHOTUELL. J A 
Massachusetts, Commonwealth of, 5pp 16360 003 24X 

Fiche 50-443, 83/03/10. 8305090529 


—0203190093 Forwards branch review comments of facility emergency plan, 
performed against NUREO-0634 criteria Addl info- & 
commitments required prior to acceptance 

PAOANQ. F 0 £P Licensing Dranch 82/03/03 (1IRA0LIA. F J 
Licensing Branch 3 20p p 10368 014 24X Fiche 50-443, 83/03/10. 

8305090529 


— 8208190078 Requests findings on prompt protective action decisionmaking 
in States of VT,NH & MA Significant problem may exist 
w/offsite preparedness in listed states “Site it Environ 
Interface,** Chapter 2 encL 

ORIMES, D K Division of Emergency Preparedness (Pro 03O1O3> 

02/04/27 KRlfiH, R M FedoTal Emergency Management Agency 6pp 
18360034 24X Fiche 50-443,03/03/10,0305090529 


— 830S090614 “Estimates of Evacuation Time for Beabroolt Nuclear Power 
Station '* 

« HMM Assoc iates, Inc 03/03/10 56pp 10360 155 ?4X 

Fiche 50-443,03/03/10,0303090599 


0305050006 Forwards United Engineers it Constructors Oeneral Arrangemen* 
Drawing 9736-F-8O9062 re fire protection Of primary 
component cooling water pvmps, per util 030121 ltr W/o end 
DEVXNCENT18, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/05/02 KNIOHTON# O W. Licensing 
Branch 3 2pp IB339 003 24X Fiche 90-443,83/05/02.0305030006 
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B305n0034 Generic Ltr 83-21 to ,dll licensee* of operating reactor#-* 
applicants for OLs Sc holders of CPs re clarification of 
access to control procedures for law enforcement visit# 

Svc list end 

eiSEMHUT*D 0 Division of Llcensirg 83/03/11 Consolidated 

Edison Co of New York* Inc 16pp 10540 095 a4X 
FI Che 30-000* B3/05/ 11, B3051 10034 


B309240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1903 

DIRCKSrW J Office of the Executive Director for Operations 
83/05/13 PALLADiNDiM J Commissioners Spp 10393 332 
Flcht 50-000*63/05/13,8305240213 


0 Adjudicatory correspondence 


B30S10035is Forwards responses to New England Coalition on Nuclear 
Pollution fourth* slith, eighth, twelfth* fourteenth St fifteenth 
motion# for summary disposition 

LESSY* R P Hearing Branch 3 03 / 03 / 21 , HOYTiH r LUEBKEi E A * 

HARBOUR* J Atomic Safety and Licensing Board Panel 2pp 
18411 001 2AX Fiche 50 - 443 * 03 / 03 / 21*0305100356 


— B305100375 Response to twelfth motion for summary disposition of Mew 
England Coalition on Nuclear Pollution Contention 1 D 1 NRC 
cannot agree or disagree ui/statemeht of matl Pact until 
receipt of preservlce t* inservlce Insp programs 
LESSY. R P * PERLr9*R 0 Hearing Branch 3 83/03/18 Atomic 

Safety and Licensing BParrf Panel 2Bpp, 18411 003 2'4X 

Fiche 50-443*03/03/81*0309100356 


— 8305100392 Response to fourteenth motion for oummary dispealtion of New 
England Coalition on Nuclear Pollution (NECNP) No genuine 
issue of mail fact exlsti l4 NECNP entitled to favorahle 
decision 

PATTERSON, W F i LESSY* R P, Hearing Branch 3 03/03/10 Atomic 

Safety and Licensing Hoard Panel Spp 18411 032 84X 

Fiche 50-443*03/03/21*03091003 56 


—0309100400 Affidavit of RK Atiand on New England Coalition on 
Nuclear Pollution Contention 1, 0 3 Requirement* of GDC 30 
satlif i ed> 

ANAND*R K, Aueiliary Syttem* Branch. 03/03/18 App 10411 037 
24X Fiche' 50-443* B3/03/8S, 83Q5i0039A. 


--0309100411 Responte to fifteenth motion for summary dUpoeltion of 
New England Coalition on Nuclear Pollution INECNPI 
Contention 1 0 No genuine issue of matl fact eilst* It NECNP 
entitled to favoreble decision 

PATTERSON* M* F * LESSY* B P Hearing Branch 3 83/03/10. Atomic 

Safety and Licensing Board Panel 4pp 18411 043. 24X 

Fiche 50-443i 03/03/81, 0305100356 


— 9309100419 Affidavit of RO LaOrange on util commitment to qualify 
wide-range preesure tTanamltter* par NURE0-09B8 
requirement* Commitment acceptable 

LAGRANGE. R O Equipment Qua 1 if ica tlon Branch 83/03/10 3pp 
10411 047 a4X Fiche- 90-443, 03/03/21. 0305100356 


— 8309100425 Repponsc to fourth motion for summary ditpositlon of New 
England Coalition on Nuclear Pollution INECNPl Contention 
1 ! Requirement to qualify path to cold shutdown not 
needed. Contenti on mutt te dismtsse<f 

PERLIB.R 0 , LEB8Y*fi P. Hearing Branch 3 83/O3/i0 Atomic 

Safety and Licensing Board Panel 2pp 10411 090 24X 

Fiche 50-443*83/03/21,8305100356 


— 0305100430 Retponse to sixth motion for eummariy dlspoeitiott of Niu 
England Coalition on Nuclear PoUutian (NECNP> Contention 
NH-13 No genuine Issue of matl fact exists 9, NECNP entitled 
to favorable decision 

PATTERSON* H F * LESSYrR.P Hearing Branch 3 83/03/10 Atomic 

Safety and Licensing Board Panel 5pp. 10411 052 . 24X 

Fiche 90-443,83/03/21*8305100356 


— 8309100429 Affidavit of JT Higgins on utll proposed alternatives to 
NUREO-0737, Item I A 1 1 requirements re shift technical 
advisor position Proposal acceptable 

WlOOINBiJ r Division of Project 6 Reeldent Prograais 03/03/17, 
Spp 18411 097 24X Fiche 30-443,83/03/21*0309100396. 


—8309100432 Reaponse to eighth motion for summary disposition of New 
England Coalition on Nuclear Polluti-oo (NECNPl Contentiori 
I A 2 No genuine Issue of matl fact etlits |< NECNP entitlad 
to favorable decision 

PATTERSON* M F , LESSY* ft P. Hearing Branch 3 83/03/18, Atomic 

Safety end Licensing 8oard Panel. 4pp 18411:099 24X 

Fiche 50-443*83/03/21,0305100356 


— 6305100424 Affidavit of RO LaOrange on qualification of Class IE 
electric valve operator* Installed Insld* containment. Util 
committed to qual i f Icatlon per NURE0-O5B8 

LAGRANGE* R 0 Equipment Qualification Branch 83/03/10, 3pp, 
18411 064 24X Fiche 50-443,83/03/21,8305100356 


8309100158 Forward# GY Liang, WT LeFave 6 SB Klrslls joint affidavit 
reviewing t< commenting on Table I A 2-3 which Include* 
lifting of ell electric valve operators inside containment* 
per ABLB request 

LESaVrR P Hearing* Division PATTERSON* W F Office of the 
Executive Legal Director 83/04/20 HOYT* H , UUEBKErE A * 
HAROOUR. J Atomic Safety and Licensing Board Panel 3pp 
18374 252 24X Fiche 50-443,83/04/20.8309100198 


— B305100166 Affidavit of CY Liang* WT LePave 09 KlPtli* providing 
results of NRC review of Table I A 2-3 concerning environ 
qualification of electric valve operator* installed inside 
containment Prof quel If Icatlons end 

LIANOiC Y Reactor Systems Branch LEFAVE, If T Auxiliary Syilini. 
Branch lKlRSLt8*3 S Chemical Engineering Branch 83/04/19 
lApp. 18374- 255 24X Fiche 50-443*83/04/20*8305100198'. 


8309100219 Forwards supplemental responses to New England Co-alltiao 
on Nuclear Pollution Interrogatories 4-0 re Contention 
I A. a In NRC 821220 response to first set of 
Interrofletorles N/affldavits re review of Table I A 2^3 
LESSY, R P. Office of the Executive Legal Director 03/04/20. 
CURRAN. D Harmon 8* Weiss 2pp 10374 145 24X 

Fiche 50-443,03/04/20*8305100219 


— B305100221 Supplemental responses to New England CealitlDn on Nvclur- 
Pollutipn Interrogatories 4-0 re Contention l.A 2 in NRC 
821228 response to first set of interrogatories Affidavits 
re Table 3 A. 2-3 end 

LBSSV.R P , PATTERSON* W, F Office of the Executive Ltgal DItiMbt 
03/04/20 Atomic Safety and Licensing Board Paneli 14pp. 
10374 147 24X Fiche 50-443,63/04/20,8305100219 


0309020429 Forward* Town of Seabrook request to participate at 
Interested municipality Intsrests lie In areas of emergency 
planning. Insurance & accidents U precautionary evacuation. 

FELCN. F B I RANDALL, W 2., FALCONER, J G Seabrook, NH. S3/04/» 
HOVT.H F Atomic Safety and Licensing Board Panel Ip 1827^ lf& 
24X Fich# 50-443,03/04/22*0305020425 


—8305020429 Request td participate as Interaited munlc Ipallti/ per 
10CFR2. 719<Cl 

FELCKi F D , ft AND ALL, W I , FALCONER* JC 0ea brook, NH. 03/04/22 
Atomic Safety and Licensing Board Panel Ip 16273 197. 24X 

Fiche. 50-443, 03/04/22* 0305020429 


0309020402 Forwards Town of Exeter request to participate as intiTfllil 
municipality 

CKICKiJ) E Exeter, NH 03/04/26 H0YT,H F Atomic Safety and 
Licensing Board Panel Ip 182B2'29B 24X Fiche; 50^443, 63/04/5i, 

6309020482. 


— 8309020406 Request to participate as interested municipality per 
10CFR2 719(0 

CHICK. D E Exeter, NH. 03/04/26 Atomic Safety and Lleiiiiihl 
Board Panel Ip 1B282 299. 24X Fiche' 50-443, 83/04/26, 

0309020402 


0309030941 Motion to reconsider A8LB 030429 memorandum t« order in 
response to New England Coalition on Nuclear Pollution 
objection to 030414 conference call Complexity of Issua 
justifies 20-day response period Certificate of 8vc end. 

CURRAN, O r BISHQP.L L New England Coalition on Nuciaar Pollutlen 
BISHOP, L L Harmon & Weiss. 83/04/29. Atomic Safety and 
Licensing Board Panel Spp 10301,397. 24X Fiche. 50^443, 03/O</M, 

8309030541 


8305030970 Order admitting Town of Exeter, NH a* Interestsd 
municipality Exeter must observe procedural requiremants 1, 
take proceeding as found 

HOYT, H. F Atomic Safety and Licensing Board Panel. 63/04/29. 
Exeter, NH 7pp 18306:110 24X Fiche 50-443, 03/04/29, B30903091'0 


0305040300 Response to New England Coalition on Nuclear PallutiQn 
motion to amend petition to Intervene. Addl contention should 
be denied on ground* of timeliness or partially denied on 
grounds of vagueness Certificate of 8vc encl 
DI8KAN, T O , CAD* ft. K. Public Service Co of New Hampshlri. 

DIONAN, T Q Rope* k Gray 03/04/29 Atomic Oafety and LlcsnilAf 
Board Panel 16pp 10324 001 24X Fiche* 90-443, 03/04/89, 

6305040300. 
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8303040316 to Town of SsabrookiNH request to participate as 

Interaited munic Ipal 1 ty Effierqency planning exercise t< public 
Inturance coverage issues mai^ not be litigated In present 
proceeding Certificate of Svc end 

DIQNAMj T O t OlOhfANi T 0 Public Service Co of Keu Hampshire 
0A0«P K Ropes & Drag B2/0^/39 9pp 1B323 279 24X 

Flche . 90-443* B3/0A/29, 8303040316 


8309070901 Foruardt request to participate as interested municipality 
In proceedings 

SAROENTi A V SallsburytMA 83/09/02 HOYTiH F Atomic Safety and 
Licensing Board Panel 2pp 10362 130 24X Fiche 90-443*83/05/02, 
8309070501 


— 8305090902 Req.ueit to participate as interested munic 1 pal Ity in 
proc ecd 1 ngs 

SAROEMTiA V SalltburyiHA 83/09/02 Atomic Safety and 
Licensing Board Panel lo 16362 139 S4X FUlie 30-443103/05/02* 
9309090901 


0305060329 Responds to Hew England Coalition on Nuclear Pollution b 
State of NH submittals subsequent to 030407-00 prehearing 
conference Objects to word ''omission*' in reuorded 
Coalition Contention IDS, 

LE90V. R P. Hearing Branch 3 83/03/04 HOYT, H . LUEBKE, E A * 

HARBDURi J> Atomic Safety and Licensing Board Panel 4pp 
18344 091. 24 X FlChe 90-443,83/03/04,0303060329 


83090604-63 Order denying New England Coalition on Nuclear Pollution 
030429 motiain for reconsideration of ASLD 030429 memorandum 
& order No basis exists to reconsider order 

HOYT, H F Atomic Safety and Licensing Board Panel 02/09/04 New 

England Coalition on Nuclear Pollution 3pp 18340 072 24X 

Fiche 90-443,03/09/04,8303060463 


0305090509 Order admitting Town of SeabrookiNH as interested 
munleipality All procedural requirements must be observed 
HOYTrH r Atomic Safety and Licensing Board Panel 83/05/06 6pp 
10362,140 24X Flbht 30-443,83/09/0610309090308 


8309100200 Order admitting Town of 8alisbury,MA as interested 
municipality List of Seabroot contentions remaining at of 
930414 e-ncl, 

HOVT, H.F Atomic Safety and Licensing Board Panel 03/09/06 
Atomic Safety end Licensing Board Panel 6pp 16374 023. 24X 

Fiche: 90-443* 93/09/06, 0309100200 


8305270973 Requests inclusion as Intervenor in upcoming hearings re 
evacuation planning for facility 

N0MLE8, 8 14 Northampton County, PA 63/09/07 Atomic Safety and 
Licensing Board Panel. 3pp 18646 112 24X Fiche 90-443,03/09/07, 
9309270573 


8309100334 Response opposing New Engl'and Coalition on Nuclear 
Pollution 930421 motion to amend petition to intervene 
Motion should be rejected as untimely filed Certificate of 
Sve end 

PERLia, R. O , LE08y, R P Hearing Branch 3 03/09/07. Atomic 

Bafity and Licensing Board Panel app 18378,329 24X 

Fiche 90-443* 83/09/09, 6305100334 


8309130097 Informs that Strafford County Superior Court uilll be 
available for A5LB hearings during part of Jul 6 all of Aug 
1793* in response to request for hearing 

O'AMOVRSrN E House of Rep 03/09/09 HOYT, H F Atomic Safety and 
Licensing Board Panel Ip 10440 044 24X Fiche 90-443,93/09/09, 

0309130007. 


8309130101 Memorandum order metnarial i x ing 830407-08 prehearing 
conference in Bostan*HA Rulings made on filing of 
contentions re Newburypart, MA emergency plan 6 re motions 
for summary dlspasltion 

HOYTrH F. Atomic Safety and Licensing Boerrf Panel 83/09/11. 
Public Service Go of New Hampshire 36pp 10440.001 24X 

Fiche: 90-443, 83/09/1 1, 8305130181 


0309160068 Affidavit of OG Minor responding to NRG 830420 affidavit on 
qual If i cat ion of electric valve operators at plant Operators 
must be considered important to safety 6 environmentally 
qualified Certificate of Sve end. Related correspondence 
MINQRfO C, Nau England Coalition on Nuclear Pollution 03/09/11, 
13pp 10493 109 24X Fiche 90-443,83/09/11,9309160060 


B309160002 Motion to file out-of-time answer to NRC affidavit re 
Contention I. A. 2 concerning environ qual i f ication of 
alectric valve operators inside containment Intervenor 
unable to complete review within lO-day period set by ASLB 
CURRAN, D , JORDAN, W 0 New England Coalition on Nuclear Pollution 
CURftANiD. Harmon it Weiss 83/09/12 Atomic Safety and Licensing 
Board Panel 3pp. 10496 096 24X Fiche 90-443.83/09/12,8399160002 


0303160019 Response opposing NRC 830420 affidavit supporting assertion 
that none of unqualified electric valve operators inside 
containment are Important to safety Failure to operate could 
prevent successful cooling of reactor 

CURRAN. 0 , JORDAN, W S New England Coalition on Nuclear Pollution 
CURRAN.D Harmon 6 Weiss 83/09/12 Atomic Safety and Ltcanelng 
Board Panel 4pp 10452 341 24X Fiche 50-443,83/05/12,0309160019 


830917047B Memorandum 4 order denying New England Coalition on Nuclear 
Pollution 030421 motion to amend petition to Intervono to 
admit new Contention NECNP VII on environ qua 1 i f 1 ca 1 1 on of 
olectrlcal equipment Important to safety 

HOVT,H F Atomic Safety and Licensing Board Panel 03/05/13 New 

England Coalition on Nuclear Pollution 6pp 18470 092 a4X 
Fiche 50-443, 83/09/13. 0303 170<l7a 


8305170346 Requests public meeting be held to receive public input for 
preparation of Town of Hampton radiological emergency mgt 
plan 

WALKER, J n Hampton, NH 03/05/13 Affiliation Unknown ip 
18300 022 24X Fiche 30-443,03/09/13,0309190346 


8305190199 Motion to amend petition to intervene by adding Contention 
8APL Suppl 7, "Instrumentation for Detection of Inadequate 
Core Cooling " Oood cause exists for late filing Corblficate 
of 8vc end ,, 

BACKUS, R A Scacoast Ant i -Pol 1 u t i on League BACKUS. R A Backus. 
Shea & Meyer 63/05/16 Atomic Safety and Licensing Board Panel 
9pp 18502 209 24X Fiche 90-443* 03/09/16. 83051 90i97 


8309290327 Requests MB Pearson be placed on sve list as Town of 
Ame«burg,MA repr e sen tati ve, per ASLD 030320 1 tr 

STUART, DL Amasbury, MA 03/09/16 HOYT, H F Atomic Safety and 
Licensing Board Panel ip 10585 361 24X Fiche 90-443,83/05/16. 
8309250327 


8309240451 Order promulgating schedules for proc aod i ng. i nc lud Ing 
schedules for technical safety 6 onsite & offsite emergency 
planning contentions 

HOYTrH F Atomic Safety and Licensing Board Panel 83/05/23 4pp 
18974 120 P4X Fiche 90-443,03/05/23,03092404 91 


8305310147 Response to 8APL motion to amend petition to intervene re 
SER open items Motion should be denied on grounds of 
timeliness Certificate of Sve end 

DIOhfAN, T 0 Public Service Co of New Hampshire DIONAN, T 0 Ropes 
it Or«y 83/03/24 Atomic Safety and Licentlng Board Panel 8pp 
10651 209 24X Fiche 90-443,83/09/24,0309310147 


8309270990 Order granting Town of North Hampton, NH 830907 petition to 
intervene re evacuation planning & admitting town as 
interested municipality In proceeding per I0CFR2 715IcJ 
HOYT,H F Atomic Safety and Licensing Board Panel 03/09/25 
Public Service Co of New Hampshire 2pp 10645 361 24X 

Fiche 90-443.03/09/25.8309270598 


hf Oenaral correspondence 


9305290331 Offers use of junior high school auditorium for Aug 1703 
licensing hearings Auditorium seats 900 people it has 
adjacent nurses room & bathroom for personal use 

NADEAU, J P , YOUNO, M L . HQLWAY, F 1 Rye. NH 03/09/20 HOYT* H F 

Atomic Safety and Licensing Board Panel Ip 1B972 104 24X 

Fiche 30-443,03/03/20,8305290331 


O Adivlsory Committee on Reactor Safeguards reports 6 correspondence 


0305130332 Informs of uneasiness on selection of 1799 Cape Ann 
earthquake as facility std for design response spectra 
Critical safety-related components should be designed to 
withstand larger Charleston event 

POMEROY, P H Rondout Associates POMEROY, P W ACRS - Advisory 

Committee on Reactor Safeguards 03/04/05 KERR,W ACRS - Advisory 

Coaimittee on Reactor Safeguards 2pp 18443 333 24X 

Fiche 50-443,83/04/05,0309130392 


8303130339 Forwards ACRB 630419 Itr re review of application for DL, 
reporting on low power operation 

KNIOHTON, G W Licensing Branch 3 03/04/29 HARRiSONrR J Public 

Service Co of New Hampshire 3p p 18497 326 24X 

FUhe 90-443,03/04/29,0305130333 


— 6309130339 Comments on lower power operation review of OL application 
Operation reasonably assured at core power levels up to 
9X full power w/o undue risk to public health ^4 safety 
EBERSDLE, J. C ACRS - Advisory Committee on Reactor Safeguards 
83/04/19 PALLADINO, N J Commissioners 3pp 16497 331, a4X 
Fiche 90-443,03/04/29.830913033 9 
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83051303^^7 Concurs w/NRC & applicant position establishing Cape Ann 
earthquake as controlling earthquake for facilities 
Supporting docujnentatlon encl 

MAXWELL, J C Harwell, J C MAXWELL* J C ACRS ~ Advisory Coroml ttoe 
on Reaetor Safeguards B3/05/03 KCR«, W ACftS - Advisory Committee 
on Reactor Safeguards 3pp 104^3 335 24X Fiche 50^443» 83/05/03* 

0305130347 


Q Inspection reports, IE Bulletins tc correspondence 


0212060305 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Eiothermic Chemical Reaction Svc list 
end 

TAYLOR, J M Division of Safeguards 6 Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Co of Maw York* Inc 

112pp 10308 31-9 24X Fiche 50-000,03/03/21,0213060385 


03OSO5O116 Forwards IE Insp Repts 50-443/83-05 4c 50-444/03-05 on 
030301-0408 No noncompliance noted 

STAROSTECKir R Division of Project & Resident Programs 03/04/01 
HARR ISOM, R J Public Service Co of New Hampshire 2pp 18342 244 
24X Fiche 50-443,03/04/01,8305050116 


—8305050119 IE Insp Repts 50-443/03-05 Si 50-44 4/83-03 on 830301-0409 No 
none ofnp I lance noted Major areas inspected work activities, 
procedures Si records re sys St component installation St 
structural steel erection 

CERNE, A C , GRAMM, R A . MARROW, L M Region i. Of Pice of Director 
03/04/20 12pp 18J42 246 a4X Fiche 50-443,63/04/01,0305050116 


B30304002I IE Info Notice 03-21, "Defective Emergency Use Respirator. " 
Svc list end 

JORDAN/E L Division of Emergency Preparedness S< Engineering 
Response (Post B30t03> 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 10433 135 24X Fiche 50-000,03/04/15,8303040021 


0303040023 IE Info Notice 03-22, "BWR Safety/fie I i ef Valve Failures " 
Svc lilt end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 8301031 03/04/22 Consolidated Edison Co of New 

York, Inc 118pp 18303 009 24X Fiche 50-000. 03/04/22, 0303040023 


0303040025 IE Info Notice 03-23, "Inoperable Containjnent Atmosphere 
Sensing Sys " Svc list end 

JORDAN, £ L Division of Emergency Preparedness It Engineering 
Response (Post 8301031 03/04/25 Consolidated Edison Co of New 

York, Inc ll9pp 18381 291 24X Fiche 50-000, 03/04/25, 0303040025 


8303040026 IE Info Notice 83-24, ’’Loose Parts in Secondary Side of 
Steam Generators at PWRs " Svc list end 

JORDAN^E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York, Inc llSpp 10302 047 24X Fiche 50-000, 03/04/28, 03O3O4OO2A 


8303040027 IE Info Notice 83-25, ''Standby Gas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of Now 

York, Inc i 18pp 18382 165 24X Fiche 50-000,03/04/20,0303040027. 


0303040020 IE Info Notice 03-26, '’Failure of 5a fe ty /Relief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6^ Engineering 
Response (Post 830103) 83/05/03 Consol Ida ted Edison Co of Now 

York, Inc iP 2 pp 18441 170 24X Fiche 50-000,02/05/03,8303040029 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103), 83/05/04 Consolidated Edison Co of Now 

York, Inc JlSpp 10302 282 24X Fiche 50-000, 83/05/04, 0303040030. 


0303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recomman da t ions for General Emergencies," 8vc list enc 1 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/05/04 Consol i dated Edison C« of New 

York, Inc ll9pp 18441 001 24 X Fiche 50-000, 03/05/04, 0303040031 


8303040033 IE Info Notice 83-29, '’Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Preparedness ?i Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co. of New 

York, Inc tlSpp 18523 240 24X Fiche 50-000, 03/05/06, 0303040033 


8303040034 lE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list enc I 
JORDAN, E L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co. of New 

York, Ihc 114pp 10524*003 24X Fiche 50-000, 83/05/1 1, 0303040034. 


0303040040 JE Info Notice 83-31, "Error in ADLPIPE Computer Program *' 
Svc l£st end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/19 Consolidated Edleon Co of New 

York* Inc 1 Mpp 18697 009 24X Fiche 50-000,83/05/19,8303040040. 


8303040046 IE Info Notice 63-33, "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

JOROAN,E L Division Of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/26 Consplidated Edison Co. of New 

York. Inc. 114pp 16647 007 24X Fiche 50-000,83/05/26,8303040046. 


S Reportable occurrences, LERs S, related correspondence 


B305U0427 Part 21 & deficiency repts re mlsopsratlQn of DB-416 reactor 
trip undervoltage devices. Ini tial ly reported on 030420 
Attachments will be replaced u/devices w/wldened grooves 
to accomrnodate new retaining rings Mfg drawings revised 
RAHE.E P. Wostlnghouse Electric Gorp 83/04/21 DEYOUNG, R G 
Director's Office, Office of Inspection and Enforcement 5pp 
18405 095 24X Fiche 50-000,83/04/21,0305110427. 


8305200495 Supplementary Part 21 rept re adequacy of svc water cooling 
tower structure Transverse shear design adequate No defects 
exist Design of structure mods expected to be completed by 
030630 

0 ARBTEN, 0. E United Engineers it Constructors, Inc, (subs of 
Raytheon Co ) 03/04/29 Region 1, Office of Director 3pp 

18514 033 24X Fiche 50-443,83/04/29,8305200495 


0305160039 Final deficiency rept re sheared pinion kegs on six 
timitorqwe motor operators Initially reported on 620805 
Uestinghouse will replace pinion keys on all 88-0 motor 
operators for Westlnghouse valves 

DEVINCENTIS, J Public Service Co of New Hampshire 03/05/04 
STAR08TECK1,R Division of Project i> Resident Programs 3pp 
18453 127 24X Fiche 50-443,83/05/04,8305160039. 


8305110299 PN0-I-e3-048 on 830429, potential nonconformance identified 
In conduct of nondestructive evaluation on approx 2,400 
safety it nonsafsty-related uel ds. Involving procedural 
violations during magnetic particle exam. 

C£RNC,A I GALLO, R. Region 1, Office of Director 03/05/06. Ip. 
18393333 a4X Fiche 50-443,83/05/06,0305110299 


0305190164 Second Interim deficiency rept re Hestinghouse EMD gate 
valve position Indication Initially reported on 630110 
Investigation continuing Detailed description, analysis of 
safety Implications 8t corrective actions expected by 830610. 
DEVINCENTIS, J Yankee Atomic Electric Co DEV INDENT 10, J Public 
Service Co of New Hampshire 83/05/09 8TAR08TECK1, R Division of 
Project & Resident Programs 2pp 18502 235 24X 

Fiche 50-443*03/05/09,6305190164 


0305200353 Final deficiency rept re D8-416 reactor trip switchgear 
malfunction Initially reported on 830422 Caused by 
deviations from breaker internal recommended clearances, 

Manufacturer drawings modified. 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co af New Hampshire 63/05/16 8TAR08TECHI, R Division of 
Project & Resident Programs Opp 16510' 091 24X 

Fiche 50-443.83/05/16,8305200353 


0305200402 Interim deficiency rept re svc water & circulating water 
pump house structural inadequacy Initially reported on 
830419 Detailed engineering evaluation scheduled for 
completion by 830722 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/05/16 8TAR08TECK1, R. Dlvltlon of 
project & Resident Programs 2pp 18517 295. 24X 

Fiche, 50-443. 83/05/16, 8305200402 


0305250244 Second Interim deficiency rept re power transistor heat sink 
separation from transistori in Hestlnghouse 7300 Series 
process instrumentation & control sys cabinets Initially 
reported on 030318 Evaluation rept expected by 630630 
DEVINCENTIS, J. Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/05/20 STAR08TECKI, R Division of 
Project *, Resident Programs. Ip 18592 297. 24X 

Fiche. 50-443. 83/05/20, 8305250244 


U Congress lonal/Extcublve Correspondence 


0304250241 Requests suggestions for appropriate facility to accommodate 
licensing proceeding in reasonable space it comfort It w/o 
unnecessary handicaps 

HOYT.H, F Atomic Bafety and Licensing Board Panel, 83/04/20. 

0 'AMOURS* N E. Houee of Rfp Ip 1817B 111. 24X 

Fiche 50-443, 83/04/20, 8304250241. 
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A Appl icatlon/conttruction stage documents b correspondence 


B303130333 Forwards ACR3 830419 I tr re review of application for OL* 
reporting on low power operation 

KNIGHTON. O Vi Licensing Branch 3 B3/04/23 HARRISON, R J Public 

Service Co of New Hampshire. 3pp 1B437 388 a4X 
Ftc h 0 50“443. 83/04/83, 8303130333 


B30311001& Notification of B30311 meeting w/utll in Bethesda.hD to 
discuss projected const completion date 

WHEELER, L L Licensing Branch 3 83/04/88 KNIOHTON. 0 Vt 

Licensing Branch 3 4pp 18421 238 24X Flche 90-443,83/04/28, 

B30S110016 


8303040333 Board Notification 83-097 forwards differing prof opinions 
re sgs interaction b safety classl f icat ion Info relates to 
Board Notifications 83-17 b 03-44 re Unresolved Safety Issue 
A-17 

EIS6NHUT, D 0 Division of Licensing 03/09/04 PALLADINO. N 
Commissioners 22pp 18337 i39 24X Flche 50-000,03/03/04. 

G30S040323 


Q303130332 Rettuesti description of environ qualification program 
lnclu(14ng listed items Scope of submittal to include all 
electrical equipment important to safety located in harsh 
environ 

KNIOHTON, 0 H Licensing Branch 3 03/05/05 . HARRISON, R J Public 

Bsrvlct Co of New Hampshire 4pp 18497 ^34 * 24X 

Fichf 50-443. 83/05/09, 0309130332 


8309090ii99 Generic Ltr 83-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EI8ENHUT, 0 0 Division of Licensing 83/09/09 Consolidated 

Edleon Go of New Vort, Znc 16pp 10627 193 24X 

Flche 90-000. 03/09/09. 8305090699 


S309270019 Requests extension of CP completion dates for Unite 1 b a 
to June 1906 b Qc t 1908, respective ly, per Amend 40 to 
CPPR-135 b CPPR-i36 

OeVINCENTie, U Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/09/16 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 10662 107 24X 

Flche 90-443.83/05/16,8309270019 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


0309170660 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEABROOK STATION, UNIT© I AND 2 Docket Nos 90-443 And 
90-444 IPublic Service Company of New Hampshire^et al > 

* Division of Licensing NUREO-^J096 SOl 83/04/30 32pp 
Available at NRC 44 90. 10481:332 24X Flche 90-443,03/04/30, 

0309170660 


B309260038 Forwards Suppl 1 to SER rs application for OL M/o end 

KNIGHTON, 0 M Licensing Branch 3 83/09/12 HARR180N.R.U Public 

Service Co of New Hampshire 4pp 10649 008 24X 

Flche: 90-443, 03/09/18. 0305260038 


F Security, medical, emergency b fire protection plans 


S309090923 FOIA request for addl info re earlier request on Pilgrim dtd 
821109 concerning similar documentation for Seabrook 
f ac 1 1 1 ti es 

SHOTWELLrJ A Massachus etts. Commonwealth of, 03/01/09, 

FELTON, J, M Division of Rules and Records 2pp 18360 001 24X 

Flche 50-443, 83/01/09, 0309090923 


0309090929 Partial responsa to FOIA request for addl info re 021109 
request pertaining to facility Forwards App A documents 
Documents also available in PDR App B documents completely 
withheld (ref FOIA Exemption 91 

FELTON, U.M Division of Rules and Records 83/03/10 8H0TWELL, U- A, 
Massachusetts, Commonwealth of, 9pp 10368 003 24X 

Flche - 90-443, 83/03/10, 0309090929 


—0203190093 Forwards branch review comments of facility emergency plani 
performed against NUREO-0694 criteria Addl info b 
commitments required prior to acceptance. 

PAOANO,F 0. EP Licensing Branch 02/03/03, MIRAOLIA, F J 
Licensing Branch 3 20pp. 18368 014 24X Flche. 90-443, 63 / 03 / 10 , 

8309090929 


— 82O019OO7B Requests findings on prompt protective action decisionmaking 
in States of VT.NH b HA Significant problem may exist 
u/offslte preparedness in listod states "Site b Environ 
Interface.'' Chapter 2 enc 1 

OR IMES, B K Division of Emergency Preparedness fPre 8301031 
82/04/27 KRINM.R H Federal Emergency Management Agency 6pp 
18368 034 24X Flche 90-443.03/03/10.8305090929 


*-—0309090614 ^'Estimates of EvdcuatiOTi Time for Seabrook Nuclear Power 
Station " 

* HMM Associates. Inc B3/03/I0 36pp 18368 195 24X 

Flche 50-443.83/03/10.8309090529 


0305030006 Forwards United Engineers b Constructors General Arrangement 
Drawing 9736-F~0O5O62 re fire protection of primary 
component cooling water pumps, per util 830121 ltr W/o enc I 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTI9, J Public 
Service Co of New Hampshire 83/09/02 KNIGHTON, G W Licensing 
Branch 3 2pp 10339 003 24X Flche 90-443.03/09/02.0309090006 


0309110034 O^aneric Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EZ 8 ENHUT 1 D Q Division of Licensing 03/09/11 Consol 1 dated 
Edison Co of New York. Inc I 6 pp 18340 095 2-1X 

Flche 50-000,03/05/11.8309110034 


<r Adjudicatory correspondence 


0309100356 Forwards responses to New England Coalition on Nuclear 
Pollution fourth, sixth, eighth, twelfth, fourteenth b fifteenth 
motions for summary disposition 

LEBBVrR P Hearing Branch 3 03/03/21 HOYT, H , LUEDKE, E A . 

HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
10411 001 24X Flche 90-443.03/03/21,0309100356 


--0309100379 Response to twelfth motion for summary disposition ef Mew 
England Coalition on Nuclear Pollution Contention J D 1 NRC 
cannot agree or disagree w/statement of matl fact until 
receipt of preservice b inservlce insp programs 
LE8SY, R P , PERLtS. R 0 Hearing Branch 3 03/03/10 Atomic 

Safety and Licensing Board Panel S8pp 10411 003 24X 

Fiche 90’-443, 63/03/21,8309100396 


— 0309100392 Response to fourteenth motion for summary disposition of New 
England Coalition on Nuclear Pollution (NECNP) No genuine 
issue of matl fact exists b NECNP entitled to favorable 
decision 

PATTER6QN, M F , LESSY. R P Hearing Branch 3 83/03/10 Atomic 

Safety and Licensing Board Panel 9pp 18411 032 24X 

Flche 90-443,03/03/21.0303100396 


—8303100400 Affidavit of RK Anand on Now England Coalition on 
Nuclear Pollution Contention I O 3 Requirements of GDC 30 
sat isf led 

ANAND, R K Auxiliary Systems Branch 83/03/18 6pp 10411 037 
24X Fiche 90-443,83/03/21,8309100356 


—0309100411 Response to fifteenth motion for summary disposition of 
Neu England Coalition on Nuclear Pollution (NECNP) 

Contention I Q No genuine Issue of matl fact exists b NECNP 
entitled to favorable decision 

PATTERSON, W F . LES8Y, R P Hearing Branch 3 83/03/16 Atomic 

Safety and Licensing Board Panel 4pp 18411 043 S4X 
FUhe 30-443,83/03/21.8309100396 


— 0309100419 Affidavit of RO LaGrange on util commitment to qualify 
wide-range pressure transmitters par NUREO-O9S0 
requirements Commitment acceptable 

LAGRANGE, R. O Equipment Oual 1 f Icat Ion Branch 83/03/10 3pp 
18411 047 24X Fiche 50-443,83/03/21,8309100396 


—0309100429 Response to fourth motion for summary disposition of New 
England Coalition on Nuclear Pollution (NECNP) Contention 
I J Requirement to qualify path to cold shutdown not 
needed Contention must be dismissed. 

PERLIS, R Q t LESSY, R P Hearing Branch 3 03/03/18 Atomic 

Safety and Licensing Board Panel 2pp 10411 090 24X 

Flche 90-443,83/03/21,8309100396 


—0309100430 Response to sixth motion for summary disposition of New 
England Coalition on Nuclear Pollution (NECNP) Contention 
NH-13 Nq genuine issue of matl fact exists b NECNP entitled 
to favorable decision 

PATTERSON, W. F . LESSY, R P Hearing Branch 3 03/03/10 Atomic 

Safety and Licensing Board Panel 9pp 18411 092 24X 

Flche 50-443, 03/03/21,8305100396 
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— B3O91O04S9 Affidavit of JT Wiggins on util proposed alternatives to 
NUf1EG-07a7i Item I A 1 1 rstiuirefnents re shift technical 
advisor position Proposal acceptable 

WIOOJN8, J T Division of Project L Resident Programs 03/03/17 
2pp 184U 057 SAX Flche 50-443, 03/03/21, 0305100336 


— B309100432 Response to eighth motion for summarv disposition of N«w 
England Coalition on Nuclear Pollution (NECNP) Contention 
I A 2 No genuine Issue of matl fact exists hi HECNP entitled 
to favorable decision 

PATTERSON, « F , LESBV. R P Hearing Branch 3 03/03/18 Atomic 

Bafet^ and Licensing Board Panel 4pp 16411 0S9 S4X 
Flche 50-443, B3/03/21, 0303100356 


--0305100424 Affidavit of RO LaOrangb on qualification of CLa«i IE 
electric valve operators installed inside containment. Uti 1 
committed to qualification per NUREO-O50B 

LAORANOEiR O Equipment Oual 1 ficat ion Branch 63/03/16 3pp 
18411 064 24X Fieh* 50-443,83/03/21.8303100356. 


6309100156 Foriifards CY Liang, WT LeFavt t, 8S Klrslts joint affidavit 
revleuing commenting on Table l A 2-3 luhich includes 
listing of all electric valve operators Inside containment, 
per A0LB request 

LEBSYi R P Hearings Division PATTERSON. U F Office of the 
Executive Legal Director B3/04/S0 HOYT. H , LUEQllE, E A , 
HARBOUR. J Atomic Safetg and Licensing Board panel. 3pp 
10374 252 B4X Flche 50-443,03/04/20.0305100158 


--0309100166 Affidavit of CY LlangrWT LeFave 8. 83 Kirill* providing 
results of NRC review of Table I A 2-3 concerning environ 
qualification of electric valve operators installed Inside 
containment Prof qual if Icatlons end 

LlANO, C Y Reactor Systems Branch LEFAVE, W T Auxiliary Systems 
Branch K!RSL18,S S Chemical Engineering Branch 83/04/19 
16pp 1B374 255 24X Fiche 30-443,03/04/20,6305100158 


6309100219 Forwards supplemental responses to New England Coalition 
on Nuclear Pollution Interrogatories 4-8 re Contention 
I A 8 in NRC 621220 response to first set of 
Interrogatories H/af f Idavlts re review of Table 1 A 2-3 
LE6SY,R P Office of the Executive Legal Director 63/04/20 
CURRAN, D Harmon t< gels* 2pp 10374 145 24X 

Flche 90-443.63/04/20,6305100219 


—0305100881 Supplemental responses to New England Coalition on Nuclear 
Pollution Interrogatories 4-0 re Contention 1 A 2 In NRC 
021283 response to first set of Interrogatoriei Affidavits 
re Table I A 2-3 end 

LE6SV, R P , PATTERSON, NF Office of the Executive Legal Director 
03/04/20 Atomic Safety and Licensing Board Panel 14pp 
16374 147 24X Flche, 90-443. 83/04/20, 6305100219 


6305020485 Forwards Town of Seabrook request to participate as 
interested municipality Interests lie in areas Pf emergency 
planning, insurance t accidents L precautionary evacuation. 

FELCHrF B . RANDALL, M I i FALCONER, J C Seabrodk, NH 83/04/22 
H0yr,H F. Atomic Safety and Licensing Board Panel Ip. £8273 196 
24X Flche 90-443. 63/04/22, 6305020425 


— 03O9O2O4E9 Request to participate as interested municipality per 
10CFR2 7l9(t> 

FELCH,F B , RANDALL, W I , FALCONER, U. C. Seabrook. NH 03/O4/S2 
Atomic Safety and Licensing Board Panel. Ip 10273*197 24X 

Flche 50-443,83/04/22,6309020425 


8309020482 Forwards Town of Exeter request to participate at Interested 
municipal 1 ty 

CHICK, D E Exeter, NH 63/04/26 HOVTrH F Atomic Safety and 
Licensing Board Panel Ip, ia2a2'29S. 24X Flche 50-443,03/04/36. 

0305020462 


— S309020486 Request to participate as Interested municipality per 
I0CFR2 715(c) 

CHICK, D E Exeter, NH 03/04/26 Atomic Safety and Licensing 
Board Panel Ip 10262 299 24X Fiche 50-443,83/04/26. 

6305020402 


6305030541 Motion to rtconiidsr A6LB 630425 memorandum 6 order in 
response to New England Coalition on Nuclear Pollution 
objection to 030414 conference call Complexity of issue 
justifies 20-day response period Certificate of Sve encl 
CURRAN, D , BISHOPjL L New England Coalition on Nuclear Pollution 
BISHOP, L L Harmon 6 Weiss 03/04/29 Atomic Safety and 
Licensing Board Panel 3pp 18301.357 24X Flche, 50-443, 63/04/29. 

630503054 1 


6305030570 Order admitting Town of Exeter, NH as Interested 
municipality Exeter must observe procedural requirements L 
take proceeding as found. 

HOYTiH F, Atomic Safety and Licensing Board Panel 03/04/29- 
Eieter. NH 7pp 10306' llO 24X Flche 50-443, 83/04/29. 830903057Q 


0305040300 Response to New England Coalition on Nuclear Pollution 
motion to amend petition to intervene Addl contention should 
be dented on grounds of timelines* or partially denied on 
grounds of vagueness Certificate of 8vc encl 
DIONAN. T 0 , OADi R K Public Service Co of New Hempshlre 
DIONAN, T 0 Rope* & Oray 03/04/29 Atomic Bafety and Licensing 
Board Panel 16pp 18324 001 24X Flche 50-443,63/04/29. 

8305040300 


8305040316 Response to Town of SeabrookiNH request to partlcipats as 
intarssted municipality Emergency planning exercise L public 
Insurance coverage Issue* may not be litigated in precent 
proceeding Certificate of Sve encl 

DIONAN, T 0 , DIONAN, T 0 Public Service Co of New Hampshire 
OAD, R K Rapes L Gray 63/04/29 9pp 16323 299 24X 

Flche 90-443,63/04/2916309040316 


8309090901 Forwards request to participate as interssted municipality 
in procaedlngi 

BAROENT, AV Salisbury, MA 63/09/02 MOYT, H F Atomic Safety and 
Licensing Board Panel 2pp 18362 136 24X Flche 50-443,63/09/03, 
8305090301 


— 0305090502 Request to participate as interested municipality in 
proceedings 

SARGENTtA V Salisbury, MA 83/05/02 Atomic Safety and 
Licensing Board Panel Ip 16362,139 24X Flche* 50-443, 63/09/02, 

6309090501. 


6305060329 Responds to New England Coalition on Nuclear Pollution It 
State of NH eubxnittals subsequent to 830407-06 prehearing 
confersnee Object* to word "omission" in reworded 
Coalition Contention I. D 2 

LESSY.R P Heering Branch 3 83/05/04 HOYT, H, i LUEBKE, E A. , 

HARBOUR.^ Atomic 8afaty and Licensing Board Panel. 4pp 
16344.061 24X Flche 50-443,63/05/04,8305060329 


6305060463 Order denying New England Coalition on Nuclear Follutlon 
830429 motion for reconsideration of A8LB 630425 memorandum 
•It order. No basis exists to reconsider order. 

HOYT.K F Atomic Safety and Licensing Board Panel 82/05/04, New 

England Coalition on Nuclear Pollution 3pp 10346.072. 84X 
Fiche 50-443, 63/05/04, 8305060463. 


6305090906 Order admitting Town of Seabrook.NH as Interested 
municipality All procedural requirements must be observad. 

HOYT*H F Atomic Safety ar)d Liceneing Board Panel, 03/05/06. 6pp. 
16362 140 24X FI Ch e* 50-443, 63/05/06, 6305090508 


0305100200 Order admitting Town of 6allsbury,MA as Intirasted 
municipality List of Beabroolr contentions rtmainlng as of 
830414 oncl 

HOYTfHF. Atomic Safety and Licensing Board Panel. 83/05/06. 
Atomic Safety and Licensing Board Panel 6pp 16374 023. 24X 

Fiche. 50-443, 63/05/06, 0305100200 


8305270573 Requests inclusion at Intsrvenor in upcoming hearings re 
evacuation planning for facility 

NOWLEB.S W. Northampton County, PA 83/05/07 Atomic Safety and 
Licensing Board Panel 3pp, 16646 112 24X Fiche. 90-443* 83/05/07, 
0305270573 


6305100334 Response opposing New England Coalition on Nuclear 
Pollution 830421 motion to amend petition to intervene 
Motion should be rejected as untimely fl led. Certificate of 
6vc and. 

PERLI8,R O. , LESSY.R P Hearing Branch 3 63/05/0? Atomic 

Safety and Licensing Board Panel Bpp 16378- 329, 24X 

Fiche 90-443, 83/05/09, 8305J00334. 


8309130007 Informs that Btrafford County Superior Court will be 
available for ASLB hearinge during part of Jgl it all of Aug 
1983, in response to request for hearing 

O'AMOURS.N, £. House of Rep 83/05/09. HOYT, H. F. Atomic Safety and 
Licensing Board Panel Ip. 18440 044 24X Fiche; 50-443, 03/05/09, 

6305130067 


8305130101 Memorandum L order memorial ix ing 630407-00 prehearing 
conference in BostonrNA Rulings made on filing of 
contentions re Neuburyport, MA emergency plan re motions 
for summary disposition 

HOYT, H F Atomic Safety and Licensing Board Panel 83/09/11. 
Public Sarvlc# Co of New Hampthire 36pp. 16440 001 24X 

Flche: 50-443, 63/05/11, 8305130161 


6309160068 Affidavit of OC Minor responding to NRC 630420 affidavit on 
qvaliflcat ton of electric valve operators at plant Operators 
must be considered important to safety L environmental Ig 
qualified., Carttftcate of 6vc encl. Related corraspondence. 

MINOR, 0 C. New England Coalition on Nuclear Pollution. 03/05/11 
t3pp. 10453 105, 24X Flchs: 50-44^, 83/05/ i L 8305160066 
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030^160002 Hption to file out-of-tlme an«tuer to NRC affidavit re 
Contention IAS concernlns environ q,ua 1 1 fi cation of 
electric valve optratorc inside containment Intervenor 
oneble to complete review within 10-dag period set bg ASUB 
CliRRAiN* D r JORDAN* U, 9 New England CoaLltian on Nuclear Pollution 
CURRAMi D Harmon it Neisi 03/03/12 Atomic Safety and Licenslne 
Board Panel 3pp 184S6 036 24X FicNe 90-443*83/03/12*9303160002 


0309160019 Response opposing NRC B30420 affidavit supporting assertion 
th-at none of unciuallfled electric valve operators Inside 
containment are Important to safety Failure to operate could 
prevent successful cooling of reactor 

CURRAN* D r JORDAN* U S New England Coalition on Nuclear Pollution 
CURRAN* D Harmon Uciss 83/03/12 Atomic Safety and Licensing 
Board Panel 4pp 18432 341 24X Fiche 30-443*83/03/12*0303160019 


8309170470 Memorandum i order denying Neta England Coalition on Nuclear 
po-llutlon 830421 motion to amend petition to intervene to 
admit neu Contention NECNP Vll on environ ctual i f Icat ion of 
electrical equipment important to safety 

MOVT* H P Atomic Safety and Licensing Board Panel 83/09/13 Neu 

England Coalition on Nuclear Pollution 6pp 18470 072 24X 

FI Che. 90-443* 83/03/13) 8303170478 


8309190346 Requests public meeting be held to receive public input for 
preparation of Town of Hampton radiological emergency mgt 
plan 

HALKERj J. R Hampton* NH 63/09/13 Affiliation Unknown Ip 
18900 022 24 X Flche 90-443*03/03/13*8309190346 


8309190199 Motion to amend petition to intervene by adding Contention 
SAPL Suppl 7* "Instrumentation for Detection of Inadequate 
Core Coaling " Good cause exists for late filing Cortlflcafce 
of 8vc end 

BACKUS* R A Seacoast Anti-Pollution League SACKUa,R A Backus* 
Bhta <tc Mayer 83/03/16 Atomic Safety and Licensing Board Panel 
3pp. 18902.209 24X Flche 30-443* 83/09/16* 8303190199 


83032903-27 Requests M6 Pearson be placed on svc list as Town of 
Antibtirvi HA representat t ve* per A6LB 830328 Ltr 

STUART* D L Amesbury* MA 83/03/16 HOYT* H F Atomic Safety and 
Lleanslng Board Panel Ip 18389 361 24X Flche 90-443*83/09/16* 
8303230327 


8309240491 Order promulgating schedules far proceeding* including 
schedules for technical safety S< onsite it offsite emergency 
planning contentions 

HOYTj H F Atomic Safety and Licensing Board Panel 63/09/23 4pp 
1B974M20 24X Fichi 90-443*03/03/23*0303240491 


8309310147 Response to SAPL motion to amend petition to intervene re 
BER open items Motion should be denied on grounds of 
tiAilineis Certificate of Svc end 

DIONAN* T 0 Public Service Co of New Hampshire DIONAN* T. 0. Ropes 
& Oray, 03/03/24 Atomic Safety and Licensing Board Panel 8pp 
10691 209. 24X Flche 30-443*83/09/24.0309310147 


8309270998 Order granting Town of North Hampto^n*NH 830907 petition to 
Intervene re evacuation planning & admitting town as 
interestad municipality In proceeding per tOCFR2 7J9U) 

HOYT* H F Atomic Safety and Licensing Board Panel. 83/09/29 
Public Service Go of New Hampshire 2pp 18643>361 24X 

Flche: 30-443* 83/09/29* 03O927O99B 


H Oenarel correspondence 


B309290331 Offers use of junior high school auditorium for Aug 1903 
licensing hear Ings. Audi tor ium seats 300 people it has 
adjacent nurses room & bathroom for personal use 

NADEAU jJ P * YOUNOxM L * HOLWAY* F. 1 Rye* NH 83/09/20 HOYT.H F 
Atoaitc Safety and Llcinsing Board Panel Ip 18972 104 24X 

Flche*90-443> 63/09/20* 830929033 1 


O Ad-visorg Committee on Reactor Safeguards reports & correspondence 


8309130392 Informs of uneasiness on selection of 1799 Cape Ann 
earthquake as facility std for design response spectre 
Critical saf ety-related components should be designed to 
withstand larger Charleston event 

POMEROY* P W. Rondout Associates. POMEROY* P H ACRS - Advisorg 
Committee on Reactor Safeguards 83/04/09 KERR* N ACRS - Advisory 

Committee on Reactor Safeguards 2pp 18443 333 a4X 

Fichi' 90-443* 83/04/09* 8309130392 


0309130339 Forwards ACRS 030417 ltr re review of application for OL* 
reporting on low power operation 

KNIOMTON.O.W Licensing Branch 3. 83/04/29, HARRI80N*R J Public 

Service Co. of New Hampshire 3pp 18497 328 24X 

Flche; 90-443* 03/04/29* 8309130339 


— 8309130337 Comments on lower power operation review of OL application 
Operation reasonably assured at core power levels up to 
5‘A Pull power u/o undue risk to public health fc safety 
ESERSQLEp J C ACRS - Advisory Committee on Reactor Safeguards 
03/04/19 PALLADINO. N J Commissioners 3pp IB437 331 24X 

Flche 90-443*83/04/25*8309130333 


8309130347 Concurs w/NRC & applicant position establishing Cape Ann 
earthquake as controlling earthquake for facllltloi 
Supporting documentation end 

MAXWELL. J C Maxwell. J C MAXWELL* J C ACRS - Advisory Committee 
on Reactor Safeguards 03/09/05 KERR, W ACRS - Advliory Committee 
on Reactor Safeguards 9pp tB443 333 24X Ficho 30-443*03/09/03. 

8303130347 


Q Inspection reports* IE Bulletins 8* correspondence 


8S12D603S5 IE Info Notice 83-14* "Dewaterad Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction '■ Svc list 
enc 1 

TAYLOR* J M Division of Safeguards 8* Inspection Programs iPost 
030103) 83/03/21 Consolidated Edison Co of Nnu York* Inc 

112pp 18300 317 S4X Fiche 90-000,93/03/21,8212060309 


8305030116 Forwards IE Ifisp Repts 90-443/03-03 & 50-444/03-05 on 
030301-0408 Mo none omp 1 1 anc e noted 

STARPaTECKI, R Division of Project & Resident Programs 03/04/01 
HARRISON* R J Public Service Co of New Hampshire 2pp 10342 244 
24X Flche: 90-443* 03/04/01,0309090116 


— 8309090119 IE Insp Repts 30-443/03-09 I* 90-444/93-09 on 030301-0400 No 
noncamp 1 lance noted Major areas Inspected work activities, 
procedures & records re sys component installation & 
structural steel erection 

CERNE.A C * ORAMM*R A , NARROW, L M Region 1, Office of Director 
B3/04/20 t2pp 18342 246 24X Fiche 90-443. 03/04/01 . 83090901 16 


0303040021 £E Info Notice 83-21. "Defective Emergency Use Respirator ” 
Svc list end 

JORDAN*E L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 83/04/19 Consolidated Edison Co of New 

York* Inc 126pp 10439 195 24X Fiche 90-000*03/04/19*0303040021 


8303040023 IE Info Notice 83-22* "BWR Saf ety /Rel ie f Valve Failures " 
Svc list end. 

JORDAN* E L. Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

Yerfci Inc li2pp 183B3 007 24X Flche 90-000.03/04/22 . 8303040023 


93030400'25 IE Info Notice 03-23* "Inoperable Containment Atmosphere 
Sensing Sys. " Svc Hit end 

JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 63/04/29. Consolidated Edison Co of New 

York, Inc 117pp. 10301.291 24 X Flche 90-000*03/04/23*0303040025 


8303040026 IE Info Notice 03-24* "Loose Parts in Secondary Side of 
ateam Generators at PWRs " Svc list end 

JORDANfE L Division of Emergency Preparedness U Engineering 
Response iPost 830103) 83/04/26 Consolidated Edison Co of New 

York. Inc Hnpp 18302.047 24X Flche 90-000,83/04/20*8303040026 


8303040027 JE Info Notice 03-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response (Past 030103). 03/04/20 Consolidated Edison Co of New 

Vork, Inc llOpp 10382 165 24X Flche 50-000*03/04/20*8303040027 


8303040028 IF Info Notice 03-26* "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " 9vc list end 
JOROAN*E L Division of Emergency Proparedneas li Engineering 
Response (Post 030103). 03/09/03 Consolidated Edison Co of New 

Vort* Inc 122PP 10441 170 24X Flche 30-000,03/03/03*8303040020 


8303040030 IE Infe Notice 03-27* "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment.'" 8vc Hat end 

JORDANiE L Division of Emergo-neg Preparedness St Engineer Ing 
Response (Post 830103). 83/09/04 Consolidated Edison Co of New 

York* Inc HCpp 10382.282 24X Flche 50-000. 83/O5/04i B303O40D3O 


0303040031 IE Info Notice 03-28. "Criteria for Protective Action 
Recammendatiens for General Emergencies " 6vc list encl 
jQRDANtE. L, Division of Emergency Preparedness V Engineering 
Respansc (Post B301D3) 03/09/04 Consol 1 dated Edison Co of New 

York, Inc, ll7pp 18441.001 24X Flche SO-000* 03/05/04* 8303040031 


8303040033 IE Info Notice 03-27* "Fuel Binding Caused by Fuel Rack 
DeforiratLan '* Svc list end 

■JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 830103). 03/09/06 Consolidated Edison Co of New 

York, Inc. H9pp 18923 248 24X Flche 50-000,03/09/06,8303040033 
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0303040034 IH }n^o Notice 83-3Di '‘Hisapp 1 icat i an of Generic Efflergencv 
Operating Procedures <£□?) Guidelines *' 5vc list »ncl 
jQRDANf E L Division of Emergencif Preparedness & Engineering 
Response (Post 830103) 03/03/11 Consolidated Edison Co of Nbu 

York. Inc 114pp 185S4 003 84/ Fiche 50-000*03/05/11,0303040034 


0303040040 IE Info Notice 03-31, "Error in ADLPIPE Camputer Program *' 
Svc list one! 

JORDAN* E L Division of Emergency Preparedness &' Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of Neu 

York* Inc 1 14pp 18697 009 24X Fiche 50-000*03/05/19,0303040040 


B30304D046 IE Info Notice 03-33, “Nonrepresenta t i ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/86 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fiche 50-000, 03/05/26, 0303040046 


S Reportable occurrences* LERs & related correspondence 


03QS11D4S7 Part 21 Ii deficiency repts re ml sop erat i on of DS-*416 reactor 
trip undervoltage devices Initially reported on 030480 
Attachments will be replaced w/devlces w/wldened grooves 
to accommodate new retaining rings Kfg drawings revised 
RAHE. E P Kestinghouse Electric Corp 83/04/21 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 3pp 
18405 095 24X Fiche 50-000,83/04/21,8303110427 


8305200495 Supplementary Part 21 repk re adequacy of svc water cooling 
tower structure Transverse shear design adequate No defects 
exist Design of structure mods expected to be completed by 
830630 

SARSTENi G E United Engineers & Constructors, Inc (subs of 
Raytheon Co ) 83/04/29 Region 1, Office of Director 3pp 

10514 033 24X Fiche 50-443,83/04/29.0303200495 


8305160039 Final deficiency rept re sheared pinion Ireys on six 
Llmitarque motor operators Initially reported on 820005 
Uettinghouse will replace pinion keys on all S6-0 motor 
operators for Uestinghouie valves 

DEV1NCENTI5, J Public Service Co of New Hampshire 83/05/04 
STAROSTECKl* R Division of Project U Resident Programs Opp 
18453: 127 24X Fiche 50-443,03/03/04,8305160039. 


0305110299 PNQ**l-a3-04B on 830429, potential nonconformance identified 
in conduct of nondestructive evaluation on approx 2,400 
safety 6 nonsafety-related welds, involving procedural 
violations during magnetic particle exam 

CKRNEi A , GALLO* R Region 1, Office of Director 03/05/06 Ip 
18393 333 24X Fiche 50-443.83/05/06,8305110299 


8305190164 Second Interim deficiency rept re Nestlnghouse EMD gate 
valve position Indication Initially reported on 830110 
Investigation continuiny Detailed descript 1 on, ana lysis of 
safety implications 6 corrective actions expected by 030610. 
DEVINCENTIS, J Yankee Atomic Electric Co DEV1NCENTI8, J Public 
Service Co of New Hampshire 83/05/09 BTAROBTECKI* R Division of 
Project S( Resident Programs 2pp 18502 235 S4X 
Fiche 50-443,83/05/09,8305190164 


8305200353 Final deficiency rept re DS-416 reactor trip switcligear 
malfunction Initially reported on 830482 Caused by 
deviations from breaker Internal recommended clearances 
Manufacturer drawings modified 

DEVINCENTIB, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 03/05/16 STAROSTECKI r R Division of 
Project 6 Resident Programs 3pp 18518 091. 24X 

Fiche 50-443,83/05/16,8305200353 


8305200402 Interim deficiency rept re svc water I, circulating water 
pump house structural Inadequacy Initially reported on 
030419 Detailed engineering evaluation scheduled for 
completion by 030722 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J) Public 
Service Co of New Hampshire 03/05/16 STAROSTECKI, R Division of 
Project 6 Resident Programs 2pp 10517 295 a4X 
P I c h t ' 50-443* 83/05/16, 8305200402 


&305250244 Second Interim deficiency rept re power transistor heat sink 
separation from transistors in Westlnghouse 7300 Series 
process instrumentation 4, control syt cabinets. Initially 
reported on 030318 Evaluation rept expected by 830630 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Servlet Co of New Hampshire 83/05/20 STAROSTECKl , R Division of 
Project b Resident Programs Ip 18592 297 24X 

Fiche 50-443,83/05/20,0305250244 


U Congressional/Executive Correspondence 


0304250241 Requests suggestions for appropriate facility to accommodate 
licensing proceeding in reasonable space & comfort & w/o 
unnecessary handicaps 

HOYT.H F Atomic Safety and Licensing Board Panel 83/04/20 
D'AHDURS, N £ House of Rep Ip 10170 111 34X 

Fiche 50-443,83/04/20,8304250241 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC 8TA .UNIT 1 


A App 1 tcation/constructlon stage documents & correspondence 


B305180001 Addl response to FOIA request for seven categories of 
documents re Brown U Root, Inc it South Texas project Forwards 
App 8 documents Documents also available in PDR Addl 
documents undergoing review 

FELTON, J M Division of Rules and Records 83/03/09 LINDEMAN, H N 
Loweniteln, Newman, Reis, Axelrad & Toll 6pp 18497 219 24X 

Fiche 50-000,83/03/09*0305100001 


—0010200576 Responds to Question 4 of 800923 memo re Eckhardt hearing 
Major Brown b Root Corp nuclear const work 6 weld deficiency 
status summarised Licensee will complete visual Insp ti 
comply w/correctlvs actions in end ANS Code 
STELLOiV Office of Inspection 6 Enforcement, Office of the 
Director 80/07/25 AHEARNE, J F Commissioners ^ 5pp 
10497 228 24X Fiche 50-000,63/03/09,8305100001 


8305230720 Forwards List of utils responding to requests for cost 
figures on backfitting 

TCHJRTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO.NJ Comml sf loners 2pp 10542-272. 24X 

Fiche. 50-000, 03/04/1 1* 8305230720 


0305090722 Board Notification B3-i2 forwards rept, “Design & Const - 
Self-Initiated Evaluation," to facilitate general upgrading 
of plant << Industry 

NOVAK, TM Assistant Director for Licensing A8 BNB3-t2 83/05/02. 

Atomic Safety and Licensing Board Panel 3pp 10368 291 24X 

Fiche 50-445,03/05/02,0305090722 


—6305090726 “Design fc Const - Bel f-lni tiated Evaluation, Comanche Peak 
Steam Electric Station “ 

« Texas Utilities Generating Go 82/10/31 354pp 10368 294 

24X Fiche 50-445,83/05/02,8305090722 


8305040323 Board Notification 83-057 forwards differing prof opinions 
Ts sys Interaction b safety classification Info relates to 
Board Notifications 83-17 k 83-44 re Unresolved Safety Issue 
A-17 

EI8ENHUT,D0 Division of Licensing 83/05/04 PALLADINO, N 
Commlisloners 22pp 1 8337 139 24X Ficho- 50-000, 83/05/04, 

6305040323 


630512010? Summary of 830413 meeting w/util in Bethesda, HD re added 
assurance program to assure independent verification program 
requirements met 

BURNELL, 8 0 Licensing Branch 1 63/05/04 Licensing Branch 1. 

7pp 18443 179 24X Flche 50-445,83/05/04,8305120109 


8305100125 Forwards comments on environ quail f icatlon correlation 
between installed k qualified components as followup to 
B21014 audit trip rept on Item II. a, “Auxiliary Bldg Modular 
Train Filter " 

SCHHIDTiH C Texas Utilities Services* Inc 03/05/05. 
YaUN0BLQ00*e J Licensing Branch 1 2pp 18375 029, 24X 

Fiche 50-445,83/05/05,8305100125 


8305090659 Generic Ltr 03-20 to all operating reactor licensees St 
holders of CPs re integrated scheduling for implementation 
of plant mods 9vc list end 

E18ENHUT, D G Division of Licensing 83/05/09 Consolldatid 
Edison Co of Neu York, Inc 16pp IB627 153 24X 

Fiche 50-000, 83/05/09. 8305090659 


0305230627 Forwards request for procedures generation package needed to 
complete OL application evaluation 

YOUNOBLODO.B J Licensing Branch 1 83/05/12 GARY, R J Texas 

Utilities Ooneratlng Co 6pp 16543 029 24X Fiche 50-445, 

83/05/12, 0305230627, 


0305310151 Comments on alternate shutdown reactor heat removal Direct 
readings of process variables necessary to parform k control 
reactor heat removal provided at hot shutdown panel as part 
of alternate shutdown design 

SCHMIDT, H C Texas Utilities Services, Inc 83/05/20. 

YOUNGBLOOD, B J Licensing Branch 1 3pp 18651.221 24X 

Fiche 50-445,63/05/20,8305310151 
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F SBCiirltgi medicali emergency & firp protpction plans 


0305030464 Forwards FEMA 030322 memo to NRC re emergency preparedness 
MIZUNOiO 8 Hearing Branch 1 03/04/29 BLOCH. P D / JORDAN. H H . 

KCCOLLQN. K A Atomic Safety and Licensing Board Panel 3pp 
10292 163 24X Fiche 50-445.83/04/29.8303030464 


0305240213 Forwards monthly status rept on offsite omergoncy 
preparedness for QL reviews for Apr 1983 

DIRCKBrW J Office of the Executive Director for Operations 
03/05/13 PALLADINO. N J Commissioners 5pp 18393 322 24X 

Fiche 30-000. 03/05/1 3. 03032402 1 3 


8303030322 Order extending time until 830303 for Commission to act to 
review ALAD-7J4 

CHILK. 8 J Office of the Secretary of the Commission 83/04/29 
Commissioners Ip 10306 357 24X Fiche 30-445.83/04/29. 

8303030322 


8303040331 Advises of NRC agreement to voluntarily release one 
paragraph designated by Judge Bloch as containing factual 
Info possibly relevant to 1 i t i gat i on. f ram draft 021229 
notice of violation Paragraph set forth 

TREBY, S A Hearing Branch 1 03/03/03 CASE. J Cit liens 

Association for Sound Energy ip 18321 241 24X 

Fiche 50-445.83/03/03.0305040331 


0 Adjudicatory correspondence 


0212300009 Brief In opposition to NRC exceptions to 
denying recom Ideratlon of orders to produce info 
8c Certificate of 8vc end 

ELLISrJ Gitiiens Association for Sound Energy 
Safety and Licensing Appeal Panel I73pp 16399 
Fiche 30-443.02/12/21.0212300009 


ASLD 020930 
Affidavit 

02 / 12/21 
036 24X 


order 


Atomic 


0303020422 Motion to allaid Citixens Assoc for Sound Energy to file 
written argument on issue in lieu of presenting oral 
argument at 830119 hearing Citizens do not have flnancos to 
came to Bethesda.MD for 40-mlnute argument 

ELLIS. J Citizens Association for Sound Energy 83/01/11 Atomic 
Safety and Licensing Appeal Panel 2pp 10283 001 24X 

Fiche 50-443.83/01/11.8303020422 


— 8303020430 Written argument on issues to be argued orally on 830119 In 
Bethesda.MD Citizens Assoc for Sound Energy unable to attend 
or find representative Whistleblower protection discussed 
ELLIS. J Citizens Association for Sound Energy 83/01/11 

Atomic Safety and Licensing Appeal Panel 6Spp 18263 003 24X 

Fiche 30-443.03/01/11.8305020422 


—8305020437 Forwards Citizens Assoc for Sound Energy witness J Doyle 
affidavit re blacklisting due to testimony at hearings 
ELL18. J Citizens Association for Sound Energy 83/01/18 
ROSENTHAL. A S Atomic Safety and Licensing Appeal Panel Ip 
10283068 24 X Fiche 50-443.83/01/11.8305020422 


—8305020444 Affidavit of J Doyle re blacklisting due to testimony at 
hearings NRC should take immediate & stringent measures to 
stop insidious practice NRC current protection for 
whistleblowers is farce 8. charade Certificate of 8vc end 
DOYLE. J Affiliation Unknown 83/01/17 4pp 18283 069 24X 

Fiche 50-445.83/01/11.8305020422 


8305040529 Affidavit of MA Walsh re computer program in J Doyle 830426 
surrebottal testimony 8TRUDL program utilized w/sufficlant 
sifflilarltiaB to assure results will be accurate 

WALQKjM a Citizens Association for Sound Energy 83/04/26 Ip 
18320 001 24X Fiche 50-449.83/04/26.8303040329 


0305040937 Reply to State of TX brief on collateral estoppel State of 
TX erred in concluding Dept of Labor decision should be 
given collateral estoppel effect Decision not sufficiently 
firm to be accorded preclusive effect 

ROTHSCHILD. M U Hearing Branch 1 83/05/03 4pp 10321 202 g4X 

Fiche 30-443. 83/03/03. 8305040557 


— 8305040960 Reply to Citizens Assoc for Sound Energy brief re 
consideration of LOCA in design criteria for pipe supports 
Operability of pipe supports not necessary to assure 
safety-related component aperabllity W/Cer tl f 1 cate of Sve 
MIZUNO, 0 6 Hearing Branch 1 B3/09/03 9pp 10321 206 24X 

Fiche 30-443.03/03/03.0305040997 


0309090019 Order extending time until 830920 far Commission to act to 
review ALAB-714 

CHILK.S J Office of the Secretary of the Commission 03/05/03 
Commissioners Ip 10339 095 24X Fiche 90-449.03/09/03. 

0309030013 


0309030010 Reply brief to Citizens Assoc for Sound Energy 830420 brief 
re conslderati on of effects of LOCA on pipe support design 
Citizens erroneously applied provisions of ASMS Code not 
applicable to design Certificate of Sve end 
REVNOLDS.N 9 , HORIN. W A Texas Utilities Oenerating Co 
REYNOLDS, N 8 Debevolse t Liberman 83/05/03 21pp 1033B 334 
24X Fiche 30-445, 83/03/03. OSOSOSOOIB 


8305090443 Response in opposition to NRC 830420 response to A8LQ 
question re LOCA-lnduced thermal expansion in linear 
supports 6 applicant 030421 brief on consideration of pipe 
support design thermal stresses W/Certi f icate of Sve 
ELLIS. J Citizens Association far Sound Energy 83/03/03 Atomic 
Safety and Licensing Board Panel 29pp 10363 001 24X 

Fiche 30-443. 83/05/03. 8305090443 


8303110137 Responds to 030304 request to review proposed protective 
agreement between Cltliens Assoc for Sound Energy i* ITT- 
Orinrtel re design criteria for pipe supports Wording too 
restrictive Revised proposal end for review 

ELLIS, J Citizens Association for Sound Energy 83/05/04 HORIN. W 
Debevolse I. Liberman 4pp 10393 344 24X Fiche 30-445,83/09/04. 

0305110137 


0305040296 Motion for discovery re applicant & NRC interrogatories on 
const appraisal team Insp Repts 50-445/03-18 & 50-446/83-12 
Related correspondence 

ELLI8. J. Citizens Association for Sound Energy 03/04/28. Atomic 
Safety and Licensing Board Panel 3pp 18324. 025 24X 

Fiche 50-445.83/04/28.8303040296 


0305040499 Fourteenth set of interrogatories & requests to produce, 
Related correspondence 

ELLI8. J Citizens Association for Sound Energy 83/04/28 Texes 
Utilities Oenerating Co tOpp 18322 ill 24X 
Fiche. 30-445. 83/04/28, 8305040499 


6305040513 Fourth set of Interrogatories & requests to produce Related 
correspondence 

ELLIS. J Cltizene Association for Sound Energy 83/04/28, Office 
of the Executive Legal Director 7pp. 18321 249 24X 

Fiche’ 30-445, 83/04/28, 8305040313 


8305030464 Forwards FEHA 030322 memo to NRC re emergency preparedness 
HlZUNOiO 8 Hearing Branch 1 83/04/29 BLOCH. P B . JORDAN. W H. r 

MCCOLLOM. K A, Atomic Safety and Licensing Board Panel 3pp 
16292 163 24X Fiche 50-445.83/04/27.8305030464 


8305030514 Motion for protective order that discovery not be had re 
draft notice of violation on calculation of deflection of 
rigid support CC-1-1O7-OO0-E23R Draft is not final NRC 
document Certificate of Sve end 

ROTHaCHILD, M U Hearing Branch 1 83/04/29 Atomic Safety and 

Hcenilng Board Panel 7pp 18306 350 24X Fiche 50-445.83/04/29. 

8305030514 


6305110347 Certifies sve of J Boyle 830504 supplemental surrebuttal 
testimony 

ELLIS, J Citizens Association for Sound Energy 83/03/04 2pp 
ie406' 138 24X Fiche 90-443.03/03/04,8305110347 


6303090307 Forwards testimony of LJ Skiles.AB Armstrong Bt CL Born re 
emergency planning recommendations. A Yoga testimony re const 
appraisal team rapt b JS Marshall. DM Wade. JC Flnneran b 
DR Woodlan affidavits Related correspondence 

REYNOLDS.N 8 Debevolse b Liberman REVNDLDB, N 0 Texas Utilities 
Generating Co 83/03/05 BLOCH. P 0 . MCCOLLOM. K A . JORDAN. W H 
Atomic Safety and Licensing Board Panel 2pp 10362 014 24X 

Fiche 30-443,03/03/03,8309090307 


— 0303090317 Affidavit of JS Marshall In response to ASLB inquiry re 
classification of equipment for application af lOCFRSO.App B 
requirements b relationship of Board Notification 03-13 to 
HR Denton 011120 memo on classification 

MARSHALL. J 8 Texas Utilities Generating Co 03/03/05 7pp 
18362026 24X Fiche 30-443.83/03/09.0303090507 


— 8305090521 Affidavit of DH Wade re hldland-Ross superstrut matl 
(Board Notifications 83-02 8< 83-14) St welds in main control 
board panels (Board Notifications 82-90, 90 A & 116) 

WADE.D H Texas Utilities Generating Co 03/03/09 90pp 
10362 033 24X Fiche 50-443.03/05/05,0309090507 


— 8303090525 Affidavit of JC Finneran on applicant response to Board 
Notification 02-105 re pipe clamps employed on A8ME Code 
Class I piping 

FINNERAN. J C Texas Utilities Generating Co 03/09/05 3pp 
10362 123 24X Fiche 30-443.03/03/05.0305090307 
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— 8305090530 Affidavit of DR Woodlan providing respon^e-s to ASLB 
inquirias re Board Notifications 83-26 & a3“3B concerning 
failure of certain reactor trip breakers to perform as 
designed Prof quali f tcations end 

WQODLAN, D R Texas Utilities Generating Co 03/05/05 {2pp 
18362 126 24X Fiche 50-445,83/05/05-8305090507 


8305090568 Foruiards direct tettlmont/ U affidavits in response to 
questions posed bij A8LB during 030407 telcon 
TREflY. S A . ROTHSCHILD. M U . MIZUNO, 0 S Hearing Branch 1 
83/05/05 DLOCHi P 0 . JORDAN. W H . MCCOLLOM. K A Atomic Safety 
Licensing Board Panel 2pp 18360 001 24X Fiche 50-445*83/05/05/ 

8305090568 


—9305090578 Supplemental testimony of S Boruiell.WP Chan.JI Tapia. J Rajan 
& RO Taylor re concerns raised by WA Ualsh J Doyle NRC 
const appraisal Insp rept Prof qua 1 If ications end 
BURUELL.S Division of Licensing CHEN.WP Energy* Dept of. 
TAPIA.J I Division of Resident. Reactor Project 4 Engineering 
Programs 83/05/05 |4pp 1B360 004 24X FI the 50-445,83/03/05* 

8305090568 


—8305090586 Supplemental testimony of DK Rohrer Sr T Urbanili re emergency 
preparedness 

RGHRERr D M Emergency Preparedness Branch URDANlKrT Texas ASrM 
Unlv i College Station* TX 83/05/05 20pp IB360 OlS 24X 
Fiche 50-445.83/05/03.0305090560 


— 0305090592 Supplemental testimony of A Lookabaugh t J Benton ra 
emergency preparedness 

LOQKABAUQH. A . DENTON. J Federal Emergency Mamagemont Agency 
83/03/03 ISpp 18360 030 SAX Fiche 50-443.83/05/05,6305090568 


— 6305090600 Affidavit of SQ Durudl re questions posed during ASLB 
830407 telcon on implemented procedures concerning malnt of 
scram breakers as result of Board Notifications 83-26 4. 

03-38 Prof qual 1 f icat ions end 

BURNELL. S D Licensing Branch 1 83/05/05 5pp 1B360 053 S4X 

Fiche 50-445.83/05/05.8303090568 


“8305090607 Affidavit of FD Coffman on Unresolved Safety Issue A-17, 
"Sys Interaction in Nuclear Power Plants,” per ASLO 830407 
telcon request Prof qual 1 f icatl ons end 

COFFHAN.F D Reliability tt Risk Assessment Branch 83/05/05 
9pp 10360 058 24X Fiche 50-445,83/05/05.6305090568 


—8305090618 Affidavit of 8 Diab re semiscale feed bleed Experiment 
8-9R-3 i related subsequent RELAP-5 analyses* per ASLB 930407 
telcon request Prof qual i f Icatl ans end 

DIAB.fi Reactor Systems Branch 83/05/05 5pp 18360 067 24X 

Fiche 50-445.83/05/03*8303090560 


—0305090625 Affidavit of TO Dunning re A9LB 030407 telcon question on 
reactor trip (scram) sys conformance w/IEEE~ 279 Prof 
qua Uflcations end 

DUNNING. T G Instrumentation & Control Systems Branch 03/05/05 
6pp 10360 072 24X Fiche 50-445.03/05/05.6305090560 


— B30S090632 Affidavit of WP Maass re ASLB 830407 telcon questions on NRC 
interpretation of lOCFRSO.App 8 Prof qual 1 f ica tlons one I 
HAA0S. N P QA Branch. 83/05/05 5pp 10360 078 24X 

Fiche 50-445.83/05/05,0305090568 


—8305090640 Affidavit of CE Rossi re A9LD 030407 telcon questions 
concerning status of NRC position an Unresolved Safety Issue 
A-9» "ATHS ” Prof qual i f icat Ions tncl 

ROSSI. C E Instrumentation <« Control Systems Branch 83/05/05 
Spp 10360 083 24X Fiche 50-445. B3/05/05. 8305090560 


—0305090646 Affidavit of AJ Szukieuicz TO Dunning re ASLB B304O7 
questions on Unresolved Safety Issue A-47r "Safety 
Implications of Control Sys " Prof qua I if Icatl ons encl 
SZUKIENICZ. A J Generic Issues Branch DUNNING. T G 
Instrumentation 4. Control Systems Branch 03/05/05 9pp 
18360 093 24X Fiche 50-445,83/05/05.8305090568 


—9305090630 Affidavit of RO Taylor re ASLD- 830407 telcon questions on 
use of superstrut matl 

TAYLOR. R.O Region 4. Office of Director 63/05/05 2pp 
18760 102 24X Fiche’ 30-445, 03/03/05. 8303090568 


ao re ASLB 830407 telcon questions on 
"Alleged Design Deficiency " 

,«ering Branch 83/05/05 Spp 
'3. 83/05/05. 6305090568 


— 9305090660 Testimony of A0 Beach re const appraisal team imp 
concerning pipe support const fc pipe support design 
interfaces u/conit Prof qual i f 1 cations end 
BEACH.A 8 Director's Office. Office of Inspection and 
Enforcement 83/05/05 4pp 18360 109 24X 

Fiche 50-445, 83/05/05. 8303090568 


0305090560 Notice of 030612-17 evidentiary hearings re const appraisal 
team QA study Limited appearance statements wilt be 
disallowed 

BLOCH. P S Atomic Safety and Licensing Board Panel 83/05/06 Ip 
10360 153 24X Fiche 50-445* 83/05/06. H305090560 


8305100270 Confirms ASLB response to utH question re dalegatiDn of 
authority to county judges to make decisions concerning 
radiological emergency protective action notification t< 
recommsndations 

REYNOLDS. N S Debevoise L Liberman REYNOLDS. N S Texas Utllltlsi 

Generating Co 83/05/06 BLOCH. P B Atomic Safety and Licensing 

Board Panel Ip 10371 338 24X Fiche 50-445.83/05/06.0305100270 


8305100321 Forwards drawing of upper lateral restraint raf in J Doyle 
B30426 rebuttal testimony 

REYNOLDS. N S Debevoise 6 Liberman REYNOLDS* N 8 Texas Utilities 

Generating Co 83/05/06 BLOCH. P B Atomic Safety and Licensing 

Board Panel 2pp 10370 091 24X Fiche 50-445.83/05/06*0305100321 


8305110332 Requests info re introduction into evidence of const it 
appraisal team insp & investigation repts by NflC 
ELLIS* J Cltliens Association for Sound Energy 83/05/06 
ROTHBCHIUD, M U Office of the Executive Legal Director Ip, 
10406 147 24X Fiche 50-445*83/05/06.9305110332 


8305110368 Discusses proposed stipulation re listed Citizens Asioc for 
Sound Energy discovery matters 

ELLtS* J Citizens Association for Sound Energy 83/05/06 
ROTHSCHILD* H U Office of the Executive Legal Director, 2pp 
10406 077 24X Fiche 50-445. 03/05/06. 0305 1 10360 


8305110397 Submits list of stipulations re Citizens Atioc for Sound 
Energy exhibits for verification of authenticity it poselbl# 
admission Into evidence 

ELLIS. J Citiicns Association for Bound Energy 83/05/06. HORINiN 
pabavolie it Liberman Spp 10406 195 24X Fiche 50-445.03/05/06* 

8305110397 


8305110357 Response opposing NRC 030505 motion to withdraw Bept 1902 
prefllad testimony Certificate of 8vc end. 

ELLIS. J Citizens Association for Sound Energy B3/05/07, Atomic 
safety and Licensing Board Panel 4pp 16406 082 84X 

Fiche 50-445.63/05/07*0305110357 


0305100267 Forwards original signed pages to J8 Marshall* DM Hads.JC 
Finneran !< DR Hoolan affidavits filed on 830505, 

H(}R1N*W a Debevoise it Liberman KORIN. H A Texas UtlUtits 
Oenerating Co 63/05/09 8TUCKY* 5 H Docketing & Services Branch 
5pp 18371 236 24X Flcht 50-445*03/05/09*8305100267. 


8305100295 Answer opposing Citizens Assoc for Sound Energy motion for 
discovery re const appraisal team rept Discovery requests 
unnecessary, cumulative, unduly burdensome St untimely, 
certificate of Sve end, 

REYNOLDS. N 8 Texas Utilities Generating Co REYNOLDS. N 0 
Debevoise St Liberman 63/05/09 Atomic Safety and Licensing Board 
Panel, 6pp I0371'255 24X Fiche 50-445.03/05/09.8305100295, 


8305130066 Notion to allow addl supplementary surrabuttal testimony 
of J Doy te* wi tness for Intervenor Receipt of drawing creates 
need to revise previous testimony 

ELLI8.U Citizens Association for Sound Energy 83/05/09, Atomic 
Safety and Licensing Board Panel 2pp 18436,331 24X 

Fiche 50-445.83/05/09.8305130066 


0305130175 Response to ASLB 030506 request for discussion of 
interrelationship of ASME App XVII. Section 2271 3. to rest of 
ABKE Code App is mandatory St Integral part of ASME Code fc Is 
applicable to pipe supports Certificate of 8vc end 
ELLlS.iJ Citizens Aiiociatton for Sound Energy 83/05/09 34pp. 

18437303 24X Fiche 50-445,03/05/09.0305130175. 


8305130013 Answer to Citizens Asiod for Sound Energy 830428 motion for 
discovery Answers to Interrogatories filed as limited 
discovery on IE Const Appraisal Insp Repts 50-445/83-10 It 
50-446/83-12 relevant 

ROTHSCHILD, H U Hearing Branch 1 83/05/11 Atomic Safety and 

Licensing Board Panel 3pp 18437 133 24X Fiche 50’‘44S* 83/05/ U. 

83051 3001 3 


—8305130031 Answers to fourth set of interrogatories Bt requests to 
produce 

BEACH* A B Director's Office. Office of Inspection and 
Enforcement 83/05/11 Citizens Association for Sound Energy, 
i2pp. 18437136 24X Flchi’ 50-445* 83/05/1 1* 8305130013 
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8305130033 Rvaponss to ABLE Int^virg re ASME Doilor << Pressure Vessel 
Code App XVl 1 App delineates requirements & stress limits 
for of linear pips supports 

HIZUNO.O S Hearing Branch 1 83/05/11 3pp 1B437 094 24X 

Fiche 50-445,83/05/11,8303130033 


— 0305130040 Affidavit of RJ Qosnalc re App XVI 1-2000 requirements h 
stress limits for linear elastic analysis of linear pipe 
supports Article XVlI-2271 3 requires appropriate design 
consideration be given Certificate of Svc enc I 
BOBNAKiR J Office of Nuclear Reactor Regulation, Director 
83/05/11 4pp 18437 097 24X Fiche 30-443,03/05/11,8303130033 


83091302-60 Supplemental reply brief r» pipe support design 
Com tderatlon of thermal expansion of supports not required 
tn design of linear-type pipe supports Certificate of Svc 
•n-c 1 

REYNOLDS, N S , HORIN, N A Texas Utilities Oenerating Co 
REYNOLDSrN S Oebevolse & Liberman 83/05/11 Atomic Safety and 

Licensing Board Panel 7pp 18439 244 24X Fiche 30-443,83/09/11, 

0309130260 


B309170287 Forwards Improved drawing received from applicant in 
rasponse to request re Cttixens Assoc for Sound Energy 
EiMiilt 763 (J Doyle 830904 supplemental surrebuttal 
tes tlffiony ) 

ELLIBl^f Cltiient Association for Sound Energy B3/05/11 

BLOCH, P B , NCCOLLOH, K A , JORDAN, VJ H Atomic Safety and Licensing 

Board Panel 3pp 10463 334 24X Fiche 30-443,83/09/11,8309170207 


0309170513 Forwards addl exhibits to assist In reaching stipulations 
prior to hearings H/o end 

ELLISrJ Cltiicns Association for Sound Energy 83/03/11 
ROTHSCHILD, M U Hearing Branch I REYNOLDS, N 8 Debevoise U 
Liberman 2pp 18470 009 34X Fiche 50-443,83/03/11,8303170913 


8309160147 Forwards A6 Beach 630911 signed affidavit h prof 
qua 1 1 f icatlons to NRC 830911 ansuert to Citiiens Assoc for 
Bound Energy fourth set of interrogatories 

ROTHSCHILD, M U Hearing Branch t 83/03/12 ELLIS, J Citizens 
Aiaoclation for Sound Energy Spp 16446 101 24X 

Fiche 50-449,63/09/12,6309160147 


03O3SOO9O4 Forwards 830913 Itr transmitted to Region IV & util In 
r«ftpon«e to A6LB directive re cros s-e xam Ination document 
del Ivary. 

ELLiS, J. Citizens Association for Sound Energy 83/09/16 
BLOCH, P B , JORDAN, H H , NCGOLLOK. li A Atomic Safety and Licensing 
Ba«rd Panel ip 18914 006 24X Fiche 90-449,83/09/16,8309200904 


8305200954 Order extending time until 830927 for Commission to act to 
TtVleui ALAB-714 

GHILK,6 J Office of the Secretary of the Commission 83/09/19 
Cammissionsrs ip 1B519 091 24X Fiche 50-449,83/09/19, 

8305200594 


8309270019 Forwards NB Le, DC Ford,P Keshi th Ian, RH Compton, OC Oower, 
HU Phillips S( HA Hansen prof qualifications Individuals 
listed in NRC answer to 1 nterrogatory 1 ifourth set) U 
requests to produce 

ROTHSCHILD, N. U Hearing Branch 1 83/05/26 ELLIS, J Citiiens 

Association for Sound Energy lOpp 10633 392 24X 

Fiche: 90-449, &3/05/26i 8305270015 


8309310011 Order extending time until 030606 for Commlstlon to act to 
revlehr ALAB-714 

CHILK, S J, Office of the Secretary of the Commission 83/09/27 
Commissioners Ip 18653 239 24X Fiche 90-449,83/05/27, 

6309310011 


K. Utility Pinal Safety Analysis Report IFBAR) & amends 


8309160138 Forwards Amend 40 to FSAR 

OAftVtfi J Texas Utilities Oenerating Co 83/05/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 18446,190 
24X Fiche. 90-445, 83/09/09, 0309160138 


— 8309160141 Amend 40 to FSAR 

a Texas Utilities Generating Co 83/09/09 397pp 10446* 194 

24X Fiche, 90-445, 83/09/09, 8309160138 


O, Inspectlan reports, 1£ Bulletins & correspondence 


6212060389 IE Info Notice 03-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction Bvc list 
end 

TAYLOR, J M Division of Safeguards 6 Inspection Programs ipost 
830103) 83/03/21 Consolidated Edison Co of New York, Inc. 

112pp. 10300 319 24X Fiche 50-000,03/03/21,0212060389. 


0305100093 Confirms plan to perform independent verification insp on 
830425-0506 Addl info ro required documentation packages for 
47 welds selected for Independent verification requested by 
03041 1 

OAOLIARBO. J C Division of Resident, Reactor Project b Engineering 
Programs 83/04/11 GARY, R J Texas Utilities Generating Co Spp 
10377 266 24X Fiche SO-445, 83/04/ ! 1 , 8305100093 


0305120145 Forwards IE Const Appraisal Insp Repts 50-449/83-10 & 
90-446/03-12 on 930124-0204 6 0214-0303 Executive summary of 
results t, list of potential enforcement actions end 
Region IV will address findings at later date 
DEYOUNO.R C Director's Office, Office of Inspectio.n and 
Enforcement 83/04/31 GARY, fl J Texas Utilities Oenerating C t> 
lOpp 18427 262 24X Fiche 30-449,03/04/11,8303120145 


—8303120155 IE Const Appraisal Insp Rep ts 50-445/83-10 8, 30-446/&3-12 on 
830124-0204 & 0214-0303 Major areas Inspected electrical I, 
Instrumentation cons t, mec han 1 ca 1 const, we Id 1 ng & NDE 6 civil 
t( structural const 

BEACH, A D . KESHISHIAN, P I . GONER, 0 C Reactor Construction 
Draxsch 83/04/08 S9pp 18427 270 24X Ficho 50-445, 03/04/1 1, 

8309120145 


830 5100247 Forwards IE Insp Rept 90-445/83-13 on 030307-11 No 
noncomp 1 1 ancG notsdl 

MADBEM, G U Region 4, Office of Director 83/04/13 GARY, R J 
Texas Utilities Oenerating Co 2pp 10373 279 24X 

Fiche 90-449,63/04/13,0305100247 


—8305100249 IE Insp Rept 50-445/83-13 on 830307-11 No noncompliance 
noted Major areas inspected review of electrical 
Instrumentation cable quality records U review of 0A audits 
of electrical ins trumenia t Ion 6 cables 

MULKIKIN. R P , HUNNICUTT, D H , WESTEflMAN, T F Region 4, Office of 
Director 83/04/07 Spp <0373 201 24X Fiche 30-449,03/04/13. 

0309100247 


830304002) IE Info Notice 83-21, “Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 83/04/15 Consolidated Edison Co of New 

York. Inc I26pp 18439 155 24X Fiche 50-000. 83/04/ J 5. 83O3040021 


0303040023 IE Info Notice 03-22, "OWR Safety/Relief Valve Failures ’■ 
8vc list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Rasponse (Poet 030103) 03/04/22 Consolidated Edison Co of Mew 

York, Inc 112pp 10303 0 09 24X Fiche 50-000, 83/04/22, 0303040023 


6303040025 IE Info Notice 63-23. "Inoperable Containment Atmosphere 
Sensing Sys “ Svc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response -(Post 030103) 03/04/29 Consolidated Edison Co of New 

York, Inc U9pp 10301 291 24X Fiche 90-000.83/04/29,0303040 025 


8305120610 Informs that commitments re extent 6 method of exam of 
preiarvlce insp program consistent w/ifiservlce exams, based! 
on Rag Guide 1 150 Presfrrvice exam plan described in 830301 
Itr acceptable provided plan completed before 840115 
YOUNGBLOOD, D J Licensing Dranch 1 83/04/27 GARY, R J Texas 

Utilities Oenerating Co Spp 18440 354 24X Fiche 90-449. 

83/04/27, 8309120610 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PWRs " Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/04/20 Consolidated Edison Co of New 

York, Inc lIOpp 10392 047, 34X Fiche 50-000. 83/04/20, 0303040026 


0303040027 IE Info Notice 63-25. “Standby Oas Treatment ays Heater High 
Temp Trip setpoint Adjustment " 8vc list encl 
JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Poet 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18392 165 24X Fiche 50-000.03/04/28,0303040027 


03G917O3O9 Forwards lE Insp Rept 90-449/83-08 on 830301-31 U notice 
of violation 

rrADSEN, 0 L Region 4, Office of Director 03/04/29 GARY, R J 
Texas Utilities Oenerating Co 2pp 10466 001 24X 

Fiche 90-943,83/04/29,8309170309 


—8305170313 Notice of violation from insp on B30301-31 

» Region 4, Office of Director 03/04/29 Ip 18466 003 24X 

Fiche 50-443,83/04/29.8305170309 


—8309170318 IE Insp Rept 50-445/83-00 on 030301-31 Noncomp lienee 
noted failure to review change to Rev 0 to Procedure 
IPO-OOIA, "^Plant Startup from Cold Shutdown " 

KELLEY. 0 L , MCCRORY, S L , HE 3 TER MAN, T F Region 4. Office of 
Director 83/04/28 llpp 18466 004 24X Fiche 90-445,83/04/29. 

8309170309 
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DOCKETED ITEMS 


830304002B IE Info Notice 83-S6> '‘Fatlure of Saf le ty/Re I lef Valve 
DifChar-ge Line Vacuum Breakers ” Svc list end 

JDRDANi E L Division of Emergency Preparedness & Engtneering 
Response (Post 030103) a3/05-/03 Consolidated Edison Co of Nev 

Yorkr Inc iSSpp 104^1 170 24)( Fiche 50-000,03/00/03.0303040020 


9303040030 IE Info Notice 83~a7< “Operational Resjionse to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4. Engineering 
ReiponsB (Post 030103) 03/05/04 Consolidated Edison Co of New 

York, Inc li2pp 10382 202 24X Fiche 50-000.03/03/04.0303040030 


B303040031 IE Info Notice 03-26. "Criteria for Pratectlva Action 
Recommendations for General Emergencies ” Svc list end 
JORDAN. E U Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/03/04 Consolidated Edison Co of New 

York. Inc I19pp IB4'41 001 24X Fiche 30-000,83/03/04.0303040031 


e3031^»0240 Board Notification B3-29C provides 030413 meeting summary 
deicribing continuing discussion between NRC it util on need 
for program to assure adequate plant design & const, as 
result of const appraisal team insp 

NOVAK. T M Assistant Director for Licensing 83/05/04 Atomic 

Safety and Licensing Board Panel 4pp 10471 331 24X 

Fiche 30-445.03/05/04.0305160240 


—8305160244 Summary of 030413 meeting w/util in BethesdaiMD re 
misunderstanding between util t. NRC on need far added 
assurance that plant designed U contructed In accordance w/ 
application Results of const appraisal team insp discussed 
BURWELL. S B Licensing Branch 1 83/03/04 Licensing Branch 1 

6pp 18471 334 24X Fiche 30-445.03/05/04.0303160240 


8303040033 IB Info Notice 83-29. “Fuel Binding Caused bg Fuel Rack 
Deformation “ Svc list end 

JORDAN. C L Division of Emergency Preparedness it Engineering 
Respanse (Post 830103) 03/05/06 Consolidated Edison Co of New 

York. Inc lISpp 18523 240 24X Fiche 50-000,03/03/06,0303040033 


B305120373 Informs that IE Insp Rept 50-455/03-09 canceled No rept 
will be issued under subj number 

MADSEN. G L Region 4. Office of Director 03/03/09 GARY. R J 
Texas Utilities Generating Co Ip 18432 260 24X 

Fiche 50-445. 03/05/09. 0303120373 


8303040034 IE Info Notice 03-30. “Hisapp lication af Oerterlc Emergency 
Operating Procedures lEOP) Guidelines " Svc list end 
JDRDAN.E L Division of Emergency Preparedness & Engineering 
Respanse (Post 030103) 83/05/11 Consolidated Edison Co of New 

York. Inc ll4pp 18524 003 24X Fiche 50-000.83/09/11.8303040034 


0305230445 Forwards IE Insp Repts 50-445/03-12 «< 30-446/83-07 on 
830222-0309 0322-23 No noncompliance noted 

MADSEN.O L Region 4, Office of Director 03/09/13 GARV. R J 
Texas Utilities Generating Co 2pp 18530 170 24X 

Fiche 90-445. 83/09/13. 0305230445 


—0305230449 IE Insp Repts 50-449/03-12 90-446/83-07 on 830222-0308 «< 

0322-23 No noncompliance noted Major areas inspected' 
followup of unresolved items in IE Insp Repts 90-445/02-26, 
50-446/02-14 50-445/82-22 

TAPIA. J 1 . CHEN. N P . HUNNICUTT, D N Region 4, Office of 
Director 83/05/03 8pp 10938 180 24X Fiche 90-449.03/05/13, 

8309230445 


0305200416 Ack receipt of 030429 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-445/03-03 6 
50-446/03-01 

MADSEN.O L Region 4. Office of Director 83/05/18 GARY, R J 
Texas Utilities Generating Co Ip 18910 124 24X 

Fiche 90-445,03/05/18.8305200416 


— B305SOD419 Responds to NRC 030320 Itr re violations noted In IE Insp 
Repts 50-449/83-03 6 90-446/83-01 Corrective actions light 
poles will be inspected 6 items designated non-nuclear 
laPity-related reviewed & upgraded 

OARY.R J Texas Utilities Generating Co 63/04/29. MADSEN. 
Region 4. Office of Dlrettar 3pp 10518 129 24X 

Fiche 90-445, 83/09/10, 0305200416 


0305200666 Ack receipt of 030415 Ur Informing NRC of steps taken to 
correct violations noted in lE Insp Repts 90-445/03-07 6t 
90-446/03-04 

MAD8EN.G L Region 4. Office of Director 03/OS/IB GARY, R J 
Texas Utilities Generating Co }p 1851? 093 24X 

Pirh- AO-445, 03/OS/10. 0305200666 


— 0309200674 Responds to NRC 830314 itr re violations noted In IE Insp 
Repts 50-445/03-07 fc 50-446/83-04 Corrective actions const 
personnel will be reinstructed in necessity for rigid 
compliance w/deslgn 8. procedural requirements 

GARY, R J Texas Utilities Generating Co 93/04/19 MADBEN. 0 L 

Region 4, Office of Director 3pp 10519 096 24X 

Fiche 90-445, 03/05/ 1 0. 0305200666 


B3D3040040 IE Info Notice 83-31. “Error in ADLPIPE Computer Program “ 
Svc list end 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/09/19 Consolidated Edison Co of New 

York, Inc 114pp 10697 009 24X Fich* 50-000,83/09/19,0303040040 


8305240003 Forwards IE Insp Repts 90-445/03-14 L 50-446/83-00 on 
830328-31 No noncompliance noted 

MADSEN.O L Region 4. Office of Director 03/09/20 GARY, R J 
Texas Utilities Generating Co 2pp 18549 139 24X 

Fiche 90-449.83/05/20,0305240003 


— 8309240009 IE Insp Repts 50-449/03-14 *. 50-446/03-08 on 030320-3] No 
noncDispliance noted Major areas inspected radwaste program tr 
transportation ac tlvl ties, inc ludlng organ! latlon, training, 
raduaste sys mgt, effluent release controls L procedures 
BAER,R E , HURRAY. 0 , NESTERMAN, T F Region 4. Office of Director. 

03/05/19 34pp 10549 141 24X Fiche 90-445.03/09/20, 

B305240003 


0303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaminated oil “ Svc list end 

JORDAN, £ L Division of Emergency Preparedness 1. Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Go of New 

York. Inc U4pp 10647 007 24X Fiche 50-000,83/09/26,0303040046 


R. Periodic operating reports L related correspondence 


0309100130 Forwards "Reactor Containment Bldg Unit 1 Preopiratlonal 
Integrated Leak Rate Test. 1903 " Electrical penetrations 
leaked excessively during testing Further testing to 
determine cause of leakage In progress 

SCHMIOT. H C Texas Utilities Services, Inc 03/09/06, DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 16370d49 24X 

Fiche 90-449,03/09/06,8305100130 


— 0305100139 "Reactor Containment Bldg Unit 1 Preopiratlonal Integrated 
Leak Test, 1983 " 

« Texas Utilities Services, Inc 03/12/31 33pp, 10370 146. 

24X Fiche 50-449.03/05/06,8309100130 


S Reportable occurrences, LERs it related correspondence 


0309110427 Part 21 deficiency repts re mlsoperatlon of D8-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments will be replaced w/devlcet u/wldened grooves 
to accommodate new retaining rings Mfg drawings revised. 

RAHE. E P Uestlnghouse Electric Corp 03/04/21 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 5pp 
10405 095 24X Fiche 50-000.03/04/21,8309110427. 


0309200290 Interim Deficiency Rept SDAR-106 re HVAG hangers febrlcated 
at variance w/deslgn Initially reported on 030301. Completion 
of evaluation anticipated by 830705 

OARYiR J Texas Utilities Generating Co 03/09/11 MADSEN, 0 L. 
Region 4. Office of Director Ip 10516,273. 24X 

Fiche 90-449, 03/05/11, 0305200298 


8305240396 Part 21 rept re bolting parts for ASME III NF Class 1 pipe 
supports on rigid struts or pipe clamps for struts or 
snubbers Initially reported on 830513. Bolting parts greater 
than 2-inch size not examined 

HOVI,L NP8 Industries. Inc 83/09/16 DEYOUNG. R C Director's 
Office. Office of Inspection and Enforcement Ip 18974’ 001 24X 

Fiche* 30-000, 83/05/16. 0309240396 


T Hearing transcripts on non-anti trust matters 


9305020196 Corrected transcript of 030407 telephone eonferenct In 
Bcthestfa.MD Pp 1-132 

« Atomic Safety and Licensing Boerd Panel 83/04/07. 13Spp 
18272 220 24X Fiche 50-449,03/04/07,8309020196 


0305040507 Forwards J Doyle surrabuttal testimony. 

ELLIS. J Citizens Association for Sound Energy, 83/04/26 
BLOCH. P B , JORDAN. N.H . MCCDLLDK, K. A Atomic Safety and Licensing 
Board panel Ip 18319 146 24X Fiche 90-449.83/04/26.8309040907 



DOCKETED ITEMS 


— 0303040513 Burrebuttal testimony of J Doyle re consideration of LOCA in 
design criteria for pipe supports Results of hand 
calculations supported by corrputer analysis Indicate gross 
error in fundamental approach Certificate of Svc end 
OOVLEi J Citizens Association for Sound Energy 03/04/8& 89pp 
18319 147 84X Piche 30-445.63/04/26.8303040307 


G3Q3040333 Supplemental surrehuttal testimony of J Doyle re severe 
minor & offsetting errors In computer analysis Certificate 
of Svc end 

DOYLEi J Cltliens Association for Sound Energy 83/04/28 Opp 
10321 263 24X Fiche 50-443.03/04/20,8305040333 


0309110157 Surrebuttal testimony of MA Walsh Certificate of Svc end 
Related correspondence 

WALSH, H A Citiiens Association for Sound Energy 63/05/04 9pp 
18407 112 24X Fiche 30-445. 83/05/04. 83051 10157 


B309110334 Supplemental surrebuttal testimony of J Doyle re special 
Imp team Insp Repts SO-449/82-26 Z, 30-446/62-14 Related 
correspondence 

DOYLE J J Citizens Association for Sound Energy 83/09/04 42pp 
16406 0B6 24X Fiche 90-445.03/03/04,8305110354 


8303090307 Forwards testimony oP LJ Bklles.AD Armstrong li CL Dorn re 
emergency planning recommendations . A Vega testimony re const 
appT«i»al team rept (i JS Marshall. DH Wade. JC Flnneran & 

DR Woodlan affidavits Related correspondence 

REYNOLDS. N B Debevolse & Liberman REYNOLDS, N S Teias Utilities 
Oonerating Co 83/03/05 DLOCH. P, B , MCCOLLOM, K A , JORDAN, W H 
Atomic Safety and Licensing Board Panel 2pp 1B363 014 24X 

Fiche. 30-445, 03/05/03, 0305090907 


—0303090310 Testimony of LJ Skiles.AD Armstrong & CL Dorn on ASLO 
830423 telcon questions re adequacy of county judge as 
emergency plan coordinator 

SKILESrL J , ARMSTRONO, A D . BORN, C L Tezas, State of 03/03/03 
7pp IB362 016 24X Fiche 30-445,83/05/03.6303090307 


—0309090313 Testimony of A Vega re applicant response to 630411 Const 
Appraisal Team Insp Repts 30-443/63-16 & 30-446/03-12 
VEOA, A Texas Utilities Oeneratlng Co 63/05/03 3pp 
10362 023 24X Fiche 30-443,83/03/05,8303090907 


— 6309090317 Affidavit of JS Marshall in response to ASLD inquiry re 
classification of equipment for application of 10CFR90, App D 
raqulrements It relationship of Board Notification 83-13 to 
HR Denton 611120 memo on classification 

MARSHALL, J 8 Texas Utilities Oeneratlng Co 83/03/03 7pp 
18362 026 24X Fiche 30-449,03/03/05,0303090307 


—8309090321 Affidavit of DH Made re Mldland-Ross superstrut matl 
(Board Not! f Ications 03-02 k 63-14) & welds in main control 
hoard panels (Board Notifications 62-90, 90A *. 116) 

WADE, D H Texas Utllitlas Oeneratlng Co 83/03/03 90pp 
19362 033 24X Fiche 90-445,83/03/03,0305090307 


— 0305090925 Affidavit of JC Flnneran on applicant response to Board 
Notification 82-103 re pipe clamps employed on ASMS Code 
Class I piping^ 

FINNERAN, J C Texas Utilities Generating Co 63/03/05 3pp 
10362 123 24X Fiche- 30-449, 03/03/03, 6303090307 


— 8309090930 Affidavit of DR Moodlan providing responses to ASLB 
inquiries re Board Notifications 03-26 & 83-38 concerning 
failure of certain reactor trip breakers to perform as 
designed Prof qualifications encl 

WGODLAN. D R Texas Utilities Generating Co. 63/09/09, 12pp 
18362 126 24X Fiche 30-449, 63/03/03, 0303090507 


8305090368 Forwards direct testimony b affidavits in response to 
questions posed by ASLB during 830407 telcon 
TREBY, a A , ROTHSCHILD, M. U , MIZUNO, 0 S Hearing Branch 1 
83/03/05 BLOCH, P B , JORDAN, W H , MCCOLLOM, K A Atomic Safety ancf 
Licensing Board Panel 2pp 10360 OOi 24X Fiche 30-449,83/05/05, 
0309090368 


— 0309090576 Supplemental testimony of B Bur«irell,MP Chen, JI Tapia, J Rajan 
V RO Taylor re concerns raised by MA Walsh J Doyle tt NRC 
const appraisal Insp rept Prof qualifications encl 
aURWELL, S Division of Licensing CHEN, M P Energy, Dept of 

TAPIA, J. I. Division of Resident, Reactor Project Engineering 
Programs. 83/03/03 t4pp 18360 004 24X Fiche 30-445,03/05/09, 

Q30S09096B 


— 0309090586 Supplemental testimony of DM Rohrer & T Urbanlk re emergency 
preparedness 

ROHRER, D M Emergency preparedness Branch URBANIK, T Texas AlcM 
UnlV., College Station, TX 83/03/03 20pp 18360*018 24X 

Fiche 50-443,83/03/03,8303090368 


—0303090392 Supplemental testimony of A Loakabaugh Z* J Denton re 
emergency preparedness 

LOOKADAUGH, A , 9ENT0N. J Federal Emergency Management Agency 
03/03/05 t5pp 1S360 038 24X Fiche 50-443.03/03/05.8305090568 


— -0303090660 Testimony of AD Beach re const appraisal team insp 
concerning pipe support const & pipe support design 
interfaces w/const Prof qualifications encl 
□EACH. A B Director's Office. Office of Inspectlan and 
Enforcement 03/03/05 4pp 18360 109 24X 

Fiche 30-443.83/05/0 5,8305090360 


0305130197 Supplementary surrebuttal testimony of J Doyle Error In 
fundamentals used in calculations for upper lateral 
restraint compounded by errors in stiffness used In Oibbs It 
Hill calculations Related correspondence 

DOVLEi J Citiiens Association for Sound Energy 83/03/09 2pp 
18437 269 24X Fiche 30-443.83/05/09.0305130137 


8305230139 Transcript of 830516 hearing in Fort Worth, TX re OL 
application Pp 3. 835-6. 169 Supporting documentation end 
* Atomic Safety and Licensing Doard Panel 03/03/16 40app 
1Q330 213 24X Fiche 30-443.03/03/16,0305230130 


8305230100 Transcript of 830517 hearing in Fort Worth. TX Pp 6,170- 
6.266 Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 03/03/17 26Bpp 
18934 202 24X Fiche 50-445.03/03/17.8303230100 


B309230147 Transcript of B30517 hearing in Fort Worth. TX Pp 6,207- 
6,471 Supporting documentation encl 

« Atomic Safety and Licensing Doard Panel 83/05/17 336pp 

18329 239 B4X FI c he. 50-443, 83/05/17. 0303230147 


8305250010 Transcript of 030518 hearing in Fort Worth. TX Pp 6.472- 
6,817 Supporting documentation encl 

« Atomic Safety and Licensing Board Panel 03/03/10 308pp 

18984 079 24X Fiche 30-445.83/05/18.0303230010 


8305260099 Transcript of 030519 hearing in Fort Worth. TX Pp 6.810- 
7.272 Supporting documentation encl 

« Atomic Safety and Licensing Board Panel B3/09/19 743pp 

1S997 OOi 24X Fiche 50-445.03/05/19.0303260099 


830526007? Transcript of 630520 hearing In Fort Worth. TX Pp 7,273- 
7.485 Supporting documentation encl 

» Atomic Safety and Licensing Board Panoi 83/05/20 319pp 

18624 046 24X Fiche 50-445.63/05/20,0303260079 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STA .UNIT 2 


A Application/construction stage documents I, correspondence 


6305180001 Addl response to FOIA request for seven categories of 
documents re Brown fa Root. Inc South Texas project Forwards 
App D documents Documents also available In PDR Addl 
documents undergoing review 

FELTON. J M Division of Rules and Records 03/03/09 LINDEMAM.K N 
Lawenstein. Neuman, Reis, Axelrad h Toll 6pp 10497 219 24X 

Fiche 50-000,83/03/09.8305180001 


— 8010200576 Responds to Question 4 of 000923 memo re Eckhardt hearing 
Major Drown Root Corp nuclear const work weld deficiency 
status sgmmarlied Licensee will complete visual Insp & 
comply w/correctivB actions In encl AWS Code 
STELLO, V Office af Inspection 8c Enforcement, Office of the 
Director 00/09/25 AHEARNE.J F Commissioners 5pp 
10497 226 24X Fiche 90-000,83/03/09.0305100001 


6305230720 Forwards list of utils responding to requests for cost 
figures on backfltting, 

TQVRTEL LOTTE. J Regulatory Reform Task Force 03/04/ 11 
PALLADINOtN J Commlss toners 2pp 10542 272 24X 

Fiche 30-000,83/04/11,8305230720 


8305090722 Board Notification 03-12 forwards rept, "Design & Const - 
Self-Initiated Evaluation." to facilitate general upgrading 
of plant & Industry 

NQVAK, T M Assistant Director for Licensing, AS BNB3-12 03/05/02 

Atomic Safety and Licensing Board Panel Gpp 10360 291 24X 

Fiche 30-445,03/03/02,8305090722 


— 8305090726 ’'Design S* Const - Self-Initiated Eva I uat ion, Comanche Peak 
Steam. Electric Station '* 

« Texas Utilities Generating Co 02/10/31 354pp 10360 294 

24X Fiche 50-443. 63/05/02.0305090722 



368 


DOCKETED ITEMS 


030304032^ Doard Notification 83-057 forward® differing prof opinions 
re interaction & safety class if ication Info relates to 

Qoard Notifications 03-17 & 83-44 rc UnresolvetJ Safety issue 
A-17 

EISENHUTiO G Division of Licensing 03/03/04 PALLADINO. N 
Commissioners 23pp 10337 139 24X Fiche 30-000. S3/03/04» 

0303040323 


0305120109 Summary of 030413 meeting w/utll In Sethesda^MD re added 
assurance program to assure independent verification program 
requirements met 

BURUELLiS Q Licensing Oranch 1 83/05/04 Licensing Branch 1 

7pp 10443 179 24X Fiche 30-443.83/03/04.8305120109 


8305100125 Forwards comments on environ qual i f lea tion correlation 
between installed & qualified components as follotjup to 
821014 audit trip rept on Item H a, ‘^Auxiliary Bldg Nodular 
Train Filter " 

SCHMIDT. H C Texas Utilities Services, Inc 83/03/03 
YaUNOBLOQD. J3 J Licensing Branch 1 2pp IB37S-029 24X 

Fiche 30-443.83/03/05.0303100125 


0305090839 Generic Ltr 03-20 to all operating reactor 1 lcen»e*t & 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

eiSENHUT. D 0 Division of Licensing 83/03/09 Consolidated 

Edison Co of New York. Inc lApp 18627 133 24X 

Fiche 50-000.03/03/09.0303090639 


8303230627 Forwards request for procedures generation package needed to 
complete OL application evaluation 

YOUNOaLOOOi D J Licensing Branch 1 03/03/12 OARY'i 8 J Texas 

Utilitios Generating Co 6pp 18343,029 24X Fiche 30-443. 

83/03/ IS. 6305230627 


8303310151 Comments on alternate shutdown reactor heat removal Direct 
readings of process variables necessary to perfero It control 
reactor heat removal provided at hot shutdown panel as part 
of alternate shutdown design 

BCHMIDT. K C Texas Utilities Services. Inc 83/03/20 
YOUNGBLOOD. D J Licensing Branch I Opp 16651 221. SAX 
Fiche 50-445.83/05/20.0305310151 


F Security, medical, emergency St fire protection plans 


8305040499 Fourteenth set of interrogatories & requeets to produce 
Related correspondence 

ELLIS. J Cltliens Association for Sound Energy 03/04/28 Texes 
trinities Generating Co lOpp 16322 111 24X 

riche 50-445,03/04/20.0305040499 


0305040513 Fourth set of Interrogatories & requests to produce, Related 
correspondence 

ELLIS. J Citlxens Association for Sound Energy 03/04/20 Office 
of the Executive Legal Director 7pp 18321 249 S4X 
Fiche 50-445, 83/04/28, 8305040513 


0305030464 Forwards FEMA 830322 memo to NRC re emergency prepandnesi, 
NIZUNO.O 8 Hearing Branch I 03/04/29 BLOCH, P B . JORDAN. W H , 
MCCQLLOM, K A Atomic Safety and Licensing Board Panel 3pp, 

16292 163 24X Fiche 50-445. 83/04/29. 8305030464 


0305030514 Motion for protective order that discovery not be had re 
draft notice of violation on calculation of deflection of 
rigid support CC-1 -i07-00S-E23R Draft Is not final NRC 
document Certificate of Sve end 

ROTHSCHILD, M U Hearing Branch 1 83/04/29 Atomic Safety and 

Licensing Board Panel 7pp 10306 350 24X Fiche. 50-445, 83/04/29. 

0305030514 


8305030522 Order extending time until 830503 for Commission to act to 
review ALAD-714 

CHILKrS J Office of the Secretary of the Commission. 03/04/2? 
commissioners ip 18306 357 24X Fiche: 50-445, 83/04/29. 

03OSO3O522 


8305040531 Advises of NRC agreement to volunterliy release one 
paragraph designated by Judge Bloch as containing factual 
info possibly relevant to 1 i tlgation. from draft 821229 
notice of violation Paragraph set forth 

TREBY, 8 A Hearing Branch 1 63/05/03 CASE, J Citizens 

Association for Sound EnsTgy Ip, 18321 241, 24X 

Fiche 50-445,03/08/03,0305040531 


B3050405S7 Reply to State of TX brief on collateral estoppel State of 
TX erred In concluding Dept of Labor decision should be 
given collateral estoppel effect Decision not sufficiently 
firm to be accorded preclusive effect 

HOTHSCKILO, ri u Hearing Branch 1 83/05/03 4pp. 18321 202. 24X 

riche 50-445,83/05/03,8305040557 


8305030464 Forwards FEMA 030322 memo to NRC re emergency preparedness. 
MIZUNO.OS Hearing Branch 1 03/04/29 BLOCH, P D Atomic Safety 

and Licensing Board Panel 3pp. 16292 163 24X 

Fiche SO-44 5. 63/04/29, 8305030464 


0 Adjudicatory correspondence 


— 0305040560 Reply to Citizens Assoc for Sound Energy brief re 
consideration of LOCA in design criteria for pipe supports 
Operability of pipe supports not necessary to assure 
safety-related component operebtlity N/Certif Icate of Bye. 
NIZUNO.O 9 Hearing Branch 1 03/05/03 ?pp, 18321 206, 24X 

Fiche 50-445,03/05/03,8305040557 


0305020422 Motion to allow Citizens Assoc for Sound Energy to file 
written argument on issue in lieu of presenting oral 
argument at 030119 hearing Citizens do not have finances to 
come to BethesdaiMO for 40-mlnute argument 

ELLIS, J Cltliens Association for Sound Energy 83/01/11, Atomic 
Safety and Licensing Appeal Panel 2pp 18283 001 24X 

Fiche 50-445,63/01/11.8305020422 


— B30S020430 Uritten argument on Issues to be argued orally on 830119 In 
Bethesde.MD Citizens Assoc for Sound Energy unable to attend 
or find representative Nh Istleblower protection discussed 
ELLia. J Citizens Association for Sound Energy B3/0I/I1 

Atomic Safety and Licensing Appeal Panel 65pp 16283 003 24X 

Fiche 50-445. 03/01/11, 0305020422 


— 8305020437 Forwards Citizens Assoc for Sound Energy witness J Doyle 
affidavit re bleckHitlng due to testimony at hearings. 

ELLIS. J Citizens Association for Sound Energy 83/01/16 
ROSENTHAL, A S Atomic Safety and Licensing Appeal Panel Ip 
16283 066 24X Flche: 50-445, 83/01/11, 6305020422 


— 8305020444 Affidavit of J Doyle re blacklisting -due to testimony at 
hearings NRC should take immediate & stringent measures to 
stop Insidious practice NRC current protection for 
uhistlebloueri it farce 6 charade Certificate of 8vc end 
DOYLE. J Affiliation Unknown 83/01/17 4pp 18283' 069. 24X 

Fiche 50-445.03/01/11.8305020422 


6305040529 Affidavit of MA Nalsh re computer program In J Doyle 830426 
surrebuttal testimony 8TRUDL program utilized w/suf f Ic lent 
slffliUritics to assure results will be accurate 

WALSH. rt A Citizens Aisociation for Sound Energy 83/04/24 Ip 
10320 001 24X Fiche 50-445,83/04/26.0305040529 


8305040296 Motion for discovery r# applicant ti NRC Interrogator its on 
const appraisal team Imp Repts 50-445/03-10 it 90-444/83-12. 

Related correspondence 

ELLIS, J Citizens Association for Sound Energy 83/04/80- Atomic 
Safety and Licensing Board Panel 3pp 18324 029 24X 

Fiche- 50-445,83/04/20. B305040296 


0309050015 Order extending time until 830920 for Commisiton to act to 
review ALAB-7i4 

CHILK, 8 J, Office of the Secretary of the Commission. 03/05/03 
Commlssionere. Ip 18339 055 84X Fiche 50-445,03/09/03, 

8305050019 


0309050018 Reply brief to Citizens Assoc for Sound Energy 930420 brisf 
re consideration of effects of LOCA on pipe support design. 

Citizens erroneously applied provisions of A8ME Code not 
applicable to design Gertiflcate of 8vc encl. 

REYNOLDS, N 6 , MORIN, N A Texes Utilities Oeneretlng Co, 

REYNOLDS, N 8 Debevolse k Liberman. 83/05/03 81pp. 10338 334. 

24X Fiche: 50-445, 03/05/03, 8305050010, 


8309090443 Response in opposition to NRC 030480 response to A8LB 
question re LOCA-lnduced thermal expansion In linear 
•upports & applicant 830421 brief on consideration of pipe 
support design thermal stresses W/Certif leate of Sve. 

ELLI6, J Citizens Association for Sound Energy. 83/09/03. Atomic 
Safety end Licensing Board Panal. 25pp. 18363' 001 24X 

Fiche 50-445, 03/05/03, 0305090443. 


6309110137 Responds to 930504 request to review proposed protective 
agreement between Cltliens Assoc for Sound Energy ITT- 
Orinnel re design criteria for pipe supports Wording too 
restrictive, Revised proposal end for review. 

ELLIS, J Citizens Assoctetion for Sound Energy 83/05/04. HORlNiW 
Debevoise k Liberman. 4pp 1B393‘344 24X Fiche* 50-449, 83/05/04, 

83051 10137 


8309110347 Certifies sve of J Doyle 830904 supplemental surrebuttal 
testimony, 

ELLia.J, citizens Association for Sound Energy. 63/09/04 2pp. 
18406.158 24X Fiche 50-449,03/09/04,8309110347 
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0305090507 FortJards teati/nony of LJ Skiles^AQ Armstrong & CL Dorn re 
emergency planning rec om/nendat i ona< A V/ega toatimony re const 
appraisal team rept & JS MorshalliDH Vlad e. JC Flnneran fc 
OR Noddlan affidavits Related correspondence 

n£VNOLDS<N B Debevolse & Liberman B3/0S/0S BLOCH* P B Atomic 
Safety and Licensing Board Panel 2pp 10362 014 24X 

FI Che SO-445* 03/05/03* B305090507 


— 8303090517 Affidavit of JS Marshall in response to ASLB inquiry re 
classification of equipment for application of 10CFR30* App B 
requirements & relationship of Board Notification 03-13 to 
HR Denton 011120 memo on c lass 1 f ication 

MARSHALL* J S Texas Utilities Generating Co 03/09/05 7pp 
10362 026 24X Fiche 90-449*03/09/03*8303090907 


— 0309090521 Affidavit of DH Wade re Hid land-Ross suporstrut mail 
(Board Notifications 03-02 & 03-14) U welds in main control 
board panels (Board Notifications 82-90* 90A S* 116) 

WADErD H Texas Utilities Generating Co 03/09/03 90pp 
10362 033 24X Fiche 30-443*03/09/09*0309090507 


— 0303090325 Affidavit of JC Finneran on applicant response to Board 
Notification 82-109 re pipe clamps employed on ASHE Code 
Class 1 piping 

FINNERAN* J C Texas Utilities Generating Go 03/03/09 3pp 
10362 i23 24X Fiche 30“443< 03/03/03, 0309090307 


— B30S090530 Affidavit of DR Woodlan providing responses to ASLD 
inquiries re Board Notifications 03-26 ie 03-30 concerning 
failure of certain reactor trip breakers to perform as 
designed Fraf qual 1 f 1 cat ions end 

WQODLANi D R Texas Utilities Generating Co 83/03/05 ISpp 
18362 126 24X Fiche 90-449*03/09/03,8309090507 


6309090960 Forwards direct testimony & affidavits in response to 
questions posed by ASLB during 830407 telcon 
TREDV. 8 A > ROTHSCHILD* M U * HIZUND* G 3 Hearing Branch 1 
03/03/05 BLOCH, P 0 * JORDAN* W H , HCCOLLDM* K A Atomic Safety and 
Licensing Board Panel 2pp 1B360 001 24X Fiche 90-449,03/09/09. 

0309090360 


—8309090600 Affidavit of 8D Ourwell re questions posed during ASLB 
030407 telcon on Implemented procedures concerning mslnt of 
scram breakers as result of Board Not i f icat ions 03-26 S, 

83-30 Prof qual 1 f i cat! ons end 

BURWELL* S Q Licensing Branch 1 83/09/09 9pp 10360 093 24X 

Fiche 50-443*03/09/09.0309090960 


— B303090607 Affidavit of FD Coffman on Unresolved Bafety Issue A-17* 
"Sye Interaction in Nuclear Power Plants." per ASLD 830407 
telcon request Prof qualifications end 

GOFFHAN.F D Reliability U Risk Assessment Branch 03/09/09 
9pp 18360 098 24X Fiche 90-449* 83/09/09, 6309090960 


' — 0303090618 Affidavit of 0 Diafa re semlscale feed << bleed Experiment 
8-8R-2 It related subsequent RELAP-9 analyses,per ASLD 830407 
telcon request Prof qualifications end 

D1AB*S, Reactor Bystems Branch 83/03/09 9pp. 10360067 24X 

Fiche 90-443,03/03/09,0309090368 


—0309090629 Affidavit of TO Dunning re A9LB 030407 telcon question on 
reactor trip (scram) sys it conformance w/IEEE-279 Prof 
qual i f icatlons end 

DUNNINO, T 0 Instrumentation it Control Systeme Branch 03/09/09 
6pp 10360 072 24X Fiche 90-449,83/09/03,8309090960 


—0309090632 Affidavit of WP Haass re ASLB 030407 telcon questions on NRC 
Interpretation of lOCFRBO, App B Prof qual i f Icatlons end 
HAASS. W P OA Branch 03/03/05 9pp 10360 070 24X 

Fiche 90-445, 03/09/09, B3O3O9O360 


—0305090640 Affidavit of CE Rossi re ASLB B30407 telcon questions 
concerning status of NRC position on Unresolved Safety Issue 
A-9, "ATWa " Prof qualifications end 

ROSSI, C E Instrumentation Control Systems Branch. 03/09/09 
9pp 10360 003. 24X Fiche 50-449,03/09/09,0309090960 


—8309090646 Affidavit of AJ Stuk leuicz 6 TO Dunning re ASLB 030407 
questions on Unresolved Safety Issue A-47, "Safety 
Implications of Control Sys " Prof qual if icatlons end 
8ZUKIEWIC2,A J Generic Issues Branch DUNNINO,? G 
Instrumentation it Control Systems Branch 83/09/09, 9pp 
10360 093 24X Fiche 90-449,83/03/05,8303090568 


—8309090690 Affidavit of RO Taylor re ASLB 830407 telcon questions on 
use of superstrut matl 

TAYLOR, R 0 Region 4, Office of Director 83/09/09 2pp 
10360 102 24X Fiche 30-449103/09/09,8303090960 


— 0309090654 Affidavit of D Terao re ASLB 030407 telcon questions on 
Board Notification 82-105, "Alleged Design Deficiency " 

Prof qual i ficattons end 

TERAO* D Mechanical Engineering Branch 03/09/03 3pp 
10360 104 24X Fiche 30-443*83/05/03*8303090960 


8305090960 Notice of a306l2“17 evidentiary hearings re const appraisal 
team OA study Limited appearance statements will be 
d isal lowed 

aLOCH*P B Atomic Safety and Licensing Board Panel 03/03/06 Jp 
10360 153 24X Fiche 90-445*03/03/06,0305090360 


0309100270 Confirms ASLB response to util question re delegation of 
authority to county judges to make decisions concerning 
radiological emergency protective action notification 6 
racommendati ons 

REYNOLDS. N 8 Debevoisa 8, Liberman REYNOLDS* N S Texas Utilities 

Generating Co 03/05/06 BLOCH, P fl Atomic Safety and Licensing 

Board Panel Ip 18371 330 24X Fiche 30-445.83/03/06*8303100270 


B3O31O0321 Forwards drawing of upper lateral restraint ref in J Doyle 
830426 rebuttal testimony 

REYNOLDS* N S Debevolse 6 Liberman REYNOLDS. N S Texas Utilities 

Generating Co 03/03/06 BLOCH. P D Atomic Safety and Licensing 

Board Panel 2pp 10370 091 24X Fiche 50-449,83/09/06.8305100321 


0305110332 Requests info re introduction into evidence of const & 
appraisal team insp 6 investigation repts by NRC 
ELLIS* J Citizens Association for Sound Energy 83/09/06 
ROTHSCHILD, h U Office of the Executive Legal Director Ip 
10406 147 24X Fiche 90-449,83/09/06*0303110332 


0309110360 Discusses proposed stipulation re listed Citizens Assoc for 
Sound Energy discovery matters 

ELLIS. J Citizens Association for Sound Energy 83/05/06 
R0TH5CHILD*H U Office of the Ezocotlve legal Director 2pp 
18406 077 24X Fiche 50-449,03/09/06.0305110368 


0305110397 Submits list of stipulations re Citizens Assoc for Sound 
Energy exhibits for verification of authenticity 6 possible 
admission into evidence 

ELLIS, J Citizens Association for Sound Energy 83/09/06 HCRINiN 
Debevolse t, Liberman 2pp 10406 195 24X Fiche 30-449,03/09/06* 

8309110397 


0309110357 Response opposing NRC 830503 motion to withdraw Sept 1902 
prefiled testimony Certificate of Svc encl 

ELLIS. J Citizens Association for Sound Energy B3/03/07 Atomic 
Safety and Licensing Board Panel 4pp 10406 082 24X 

Fiche 90-449,03/09/07,0305110337 


0305100267 Forwards original signed pages to J3 MarihalliDH Wade,JC 
Finneran ^ DR Woolan affidavits filed on 830903 
HORIN,H A Debevolse it Liberman HOnJN,W A Texas Utilities 
Generating Co 03/05/09 STUCKY. S W Docketing & Services Branch 
9pp 10371 236 24X Fiche 50-443,03/09/09,0303100267 


0305100295 Answer opposing Citizens Assoc for Sound Energy motion for 
discovery re const appraisal team rept Discovery requests 
unnecessary, cumulative, unduly burdensome & untimely 
Certificate of Svc encl 

REYNOLDS, N S Texas Utilities Generating Co REYNOLDS, N 8 
Debevolse 6 Liberman 83/09/09 Atomic Safety and Licensing Board 
Panel 6pp 10371 235 24X Fiche 9{>-449r 03/03/09. 0303100293 


B309130D66 Motion to allow addl supplementary surrabuttal testimony 
of J Doy le, witness for Intervenor Receipt of drawing creates 
need to revise previous testimony 

ELLIS, J Citizens Association for Sound Energy 83/09/09. Atomic 
Safety and Licensing Board Panel 2pp 18436 331 24X 

Fiche 90-443.03/03/09,0303130066 


Q30313D173 Response to ASLD B30306 request for discussion of 
interrelationship of ABME App XVII, Section 2271 3, to rest of 
A5ME Code App Is mandatory & Integral part of ASME Code & is 
applicable to pipe supports Certificate of Svc end 
ELLIS, J Citizens Association for Sound Energy 03/09/09 34pp 
10437 303 24X Fiche 30-443, 03/03/09* 0309130173 


0303130013 Answer to Citizens Assoc for Sound Energy B3D420 motion for 
discovery Answers to interrogatories filed as limited 
discovery on IE Const Appraisal Insp Repts 90-443/B3-IS & 
30-446/83-12 relevant 

ROTHSCHILD, M U Hearing Branch 1 03/03/11 Atomic Safety and 

Licensing Board Panel 3pp 10437 133 24X Fiche 30-449,03/05/11, 

0303130013 


— 0309130021 Answers to fourth set of interrogatories It requests to 
produce 

BEACH, A 0 Director's Office, Office of Inspection and 
Enforcement 03/03/11 Citizens Association for Sound Energy 
12pp 18437 136 24X Fiche 50-449*03/03/11,8303130013 



370 


DOCKETED ITEMS 


8309130033 Response to ASLB inqutrg re ASHE Ooiler & Pr«»surff Vessel 
Cod* App XVII App delineetes requirements ii stress limits 
for analysis of linear plpo supports 

HIZUNOiG S Hearing Branch 1 83/03/11 3pp 18437 0?4 24X 

Flche 90'445i 83/03/11,8309130033 


— 8309130040 Affidavit of RJ Bosnak re App XVII“2O0O requircRients & 
stress limits for linear elastic analgsis of linear pipe 
supports Article XVII-2a7l 3 requires appropriate cfeslgn 
consideration be given Certificate of Svc end 
BOSNAKiR J Office of Muclear Reactor Regulation, Director 
83/03/11 4pp 10437 097 24X Flche 30-443, 83/08/11 , 8303130033 


8309130260 Supplemental reply brief re pipe support design. 
Consideration of thermal expansion of supports not required 
in design of linear'-type pipe supports Certificate of Svc 
encl 

REVMaLDS/N S . HORIN, H A Texas l/tllltles Oeneratlng Co 
REY^«01.0S,N S Oebevolie U Liberman 83/03/11, Atomic Safety and 
Licensing Board Panel 7pp 18439 244 24X Flche 30~443, 83/05/1 t, 

8303130260 


B3O917O207 Forward* improved drawing received from applicant In 
response to request re Cittiens Assoc for Sound Energy 
Exhibit 763 (J Doyle 830304 supplemental surrebuttal 
testimony > 

ELLIS, J Citizens Association for Sound Energy 83/03/11 

BLOCH, P B , MCCOLLOriiK A , JORDAN, H H Atomic Safety and Licensing 

Board Panel 3pp 10463 334 24X Fiche 90-443,83/03/11,8309170287 


8303170513 Forwards addl exhibits to assist in reaching stipuMtions 
prior to hearings N/o encl, 

ELLIS, J Citizens Association for Sound Energy 83/05/11 
RQTHSCKILDiN 0 Hearing Brancii 1 REYNOLDS, N S Debevoit* I, 
Liberman 2pp 18470 009 34X Fiche 30-443, 83/03/1 1 , 0303170913 


8303160147 Forward* AB Beach 830311 signed affidavit It prof 
qualifications to NRC 830511 answers to Citizens Assoc for 
Sound Energy fourth set of interrogatories 

ROTHSCHILD, N U Hearing Branch 1 83/03/12 ELLIS, J Citizens 

Association for Sound Energy 3pp 18446 101 a4X 
Flche: 90-449, 03/09/12,8305160147 


8303200804 Forwards B30513 Itr transmitted to Reg Ian IV & util in 
response to ASL8 directive re cross-examination document 
delivery 

ELLlGiJ Citizens Association for Sound Energy 83/05/16 

BLOCH, P B i JORDAN, W H , MCCQLLON, K A Atomic Safety and Licensing 

Board Panel Ip 18314 086 84X Fiche 30-449,03/05/16,8303200504 


8303200954 Order extending time until 830527 for Commission to act to 
review ALAB-714 

CHILR, S J Office of the Secretary of the Commission 83/03/19 
Commissioner* ip 10519 091 24X Fiche 30-445,83/05/19, 

8303200954 


03O527OO1S Forwards NB Le, DC Ford,P KeshI shian, RM Can>pton«OC Oower, 
HH Phillips t( HA Hansen prof qualifications Individuals 
listed in NRC answer to Interrogatory 1 (fourth set) 8* 
requests to produce 

ftOTHSCHILDiM U Hearing Branch 1 83/09/26 ELUS, J Citizens 

Association for Sound Energy lOpp 10633 352 24X 

Flche 90-445,03/09/26,0309270015 


0309310011 Order extending time until 830606 for Commission to act to 
review ALAa-714 

CHILK, S J Office of the Secretary of the Commission 03/05/27 
Commissioners Ip IB653 239 24X Flche 90-443,83/03/27, 

0305310011 


K Utility Final Safety Analysis Report (FSAR) L amends 


0305160138 Forwards Amend 40 to FSAR 

CARY,R J Texas Utilities Generating Co 83/05/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 10446 190 
24X Fiche 50-443, 03/05/09, 0309160130 


—0305160141 Amend 40 to FSAR 

» Texas Utilities Generating Co 03/09/09 397pp. 18446*194 

24X Flche 90-449,03/09/09,0303160130 


Q. Inspection reports, IE Bulletins 6 correspondence 


6212060385 IE Info Notice 03-14, ‘'Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction '* Svc list 
enc 1 

TAYLOR, J M Division pf Safeguards 6 Inspection Programs <Po#t 
930103}, 83/03/21 Consolidated Edison Co, of New York, Inc 

ll2pp 10308 319 84X Fiche 50-000,83/03/2110212060389 


8303100093 Confirms plan to perform Independent verification insp on 
830429-0306 Addl info re required documentation packages for 
47 welds selected for Independent verification requested by 
830411 

OAOLIARDO. J £ Division of Resident, Reactor Project & Engineering 
Programs 03/04/11 GARY, R J Texas Uttltttes Generating Co 8pp 
18377 266 24X Flche 50-449,83/04/11,8305100093 


8309120145 Forwards IE Const Appraisal Insp Rcpti 50-445/83-18 L 
50-446/83-12 on 830124-0204 it 0214-0303 Executive summary of 
results fc list of potential enforcement actions encl 
Region IV will address findings at later date 
DEYOUNO.R C Director's Office, Office of Inspection and 
Enforcement 83/04/11 GARY, R J Texas Utilities Generating Co 
lOpp 18427 262 24X Fiche 30-443,83/04/11,8305120145 


—8303120159 IE Const Appraisal Insp Repts 90-445/83-10 8< 90-446/03-18 on 
830124-0204 (i 0214-0303 Hajor areas inspected electrical It 
Instrumentation const, mechanical const, weld Ing L NDE It civil 
tc structural const 

BEACH, A B , KESHISHIAN, P I . GOHER, G C Reactor Construction 
Branch 83/04/08 89pp 18427 270 24X Flche* 90-445, 03/04/1 1, 

0309120149 


8303040021 IE Info Notice 83-21, ’'Dsfectlve Emergency Use Respirator " 
Gvc list encl 

JORDAN, £ L Division of Emergency Preparedness It Engineering 
Response (Post 8301031 83/04/13 Consolidated Edison Co of New 

York, Inc 126PP 18433 155 24X Flche* 30-000, 83/04/19, 8303040021 


8303040023 IE Info Notice 83-22, '^BHR 8af etg/Rel lef Valve Failures.*^ 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co, of New 

York, Inc 112pp 18383 009 24X Flche 90-000,83/04/22,8303040023 


8303040029 IE Info Notice 83-23, ‘'Inoperable Containment Atmosphere 
Sensing Sys Svc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

York. Inc U9pp 18381 891 24X Flche 50-000,83/04/29,8303040025. 


83’05i20610 Informs thet commitments re extent It method of exam of 
preservice insp program consistent u/lntervice txems, bated 
on Reg Guide 1 150. Pretervice exam plan described In 830301 
Itr acceptable provided plan completed before 840115 
YOUNGBLOOD, B J Licensing Branch i 83/04/27 GARY, R, J. Texas 
Utilities Generating Co 2pp 18440354 24X Flche' 90-449, 

83/04/27, 8305120610 


8303040026 IE Info Notice B3-24, “Loose Parts In Becondarg Bide of 
Steam Generator* at PURs “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Niw 

York, Inc ll5pp 18382 047 24X Fiche 90-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-25, “Standby Gas Treatment Byi Heater High 
Temp Trip Setpoint Adjustment “ Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York, Inc 118pp 183B2 169 24X Flche 50-000,03/04/28,8303040027. 


8303040028 IE Info Notice 83-26, “Failure of Safety /Relief Valve 
Discharge Line Vacuum Breakers “ Svc list encl 
JORDANrE L Division of Emergency Preparedness Ic Engineering 
Response (Post 030103) 83/09/03 Consolidated Edison Co of New 

York, Inc I22pp 18441*170 24X Fiche 30-000, 83/09/03, 8303040028 


8303040030 IE Info Notice 83-27, “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103), 03/03/04 Consolidated Edison Co of New 

York, Inc il2pp 18382 282, 24 X Fiche, 90-000, 83/09/04, 0303040030. 


8303040031 IE Info Notice 83-28, “Criteria for Protective Action 
Recommendations for General Emergencies “ Svc list end 
JORDAN, E L, Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co. of New 

York, Inc 119pp 18441 001. 24X Fiche* 50-000, 83/05/04, 8303040031 


8309160240 Board Notification B3-29C provides 830413 meeting summary 
describing continuing discussion between NRC It util on need 
for program to assure adequate plant design It const, as 
result of const appraisal team insp 

NOVAK, T M. Assistant Diraetor for Licensing, 93/05/04. Atomic 
Bafety and Licensing Board Panel 4pp 18471 391 24X 

Flcha 90-445,83/09/041 8309160240 
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— 8309i>60S44 Summary of GS0413 meeting tii/vtH In Bethesda«MD re 
mi aunderstand 1 ng betueen util & NRC on need for -added 
assurance that plant designed L contructcd In accordance w/ 
application Results of const appraisal team insp discussed 
BURWELL* S D Licensing Branch 1 03/03/04 Licensing Branch 1 

6pp 18471 334 24X Ftche 30-445,83/03/04,0303160240 


0303040033 IE Info Notice 83-29, ‘'Fuel Binding Caused bg Fuel Rack 
Deformation '* Svc list end 

OORDANi £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/03/06 Consolidated Edison Co of New 

York, Inc 113pp 18323 24S 24X Fiche 50-000,03/03/06,0303040033 


8303040034 IE Info Notice 83-30, "Kisapp 1 jcati on of Oenerlc Emergency 
Operating Procedures (EOPl Guidelines “ Svc list end 
JORDAN, E U Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/03/11 Consolidated Edison Co of New 

York, Inc 114pp 10324 003 24X FI cite 30-000,03/03/11,0303040034 


0303230445 Forwards IE Insp Repts 30-443/03-12 & 30-446/83-07 on 
630222-0300 8< 0322-23 No none omp 1 1 anc e noted 

MADSENiG L Region 4. Office of Director 83/03/13 GARY, R J 
Texas Utilities Generating Co 2pp 10538 170 24X 

Fiche; 30-443, 03/03/13, 0303230445 


—8305230449 IE Insp Repts 30-443/83-12 & 30-446/03-07 on 830222-0300 i* 
0322-23 No noncompl lance noted Major areas Inspected 
followup of unresolved items in IE Insp Repts 50-443/62-26, 
30-446/82-14 St 50-443/82-22 

TAPIA, J 1 , CHEN, W P . HUNNlCUTTiD M Region 4, Office of 
Director 03/05/03 8pp 10538 ISO 24X Fiche 50-443,03/05/13, 
8305230445 


8305200416 Ack receipt of 830425 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-443/03-03 h 
30-446/03-01 

MADSENrO L Region 4, Office of Director 83/03/18 GARY, R J 
Texas Utilities Generating Ca Ip 10518 124 24X 

Fiche 50-443,83/03/18,0305200416 


— 8303J00419 Responds to NRC 030320 Itr re violations noted In 1£ Insp 
Repts 30-443/83-03 & 50-446/83-01 Corrective actions light 
pales will be Inspected S< items designated non-nuclear 
saf ety-related rtvitued 6 upgraded 

GARY, R J Texas Utilities Generating Co 83/04/23 MADSEN, 
Region 4, Office of Director 3pp 18518 125 24X 

Fiche 30-445, 03/05/10, 03032004 1 6 


8305200666 Ac k receipt of 830415 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-445/63-07 6 
50-446/83-04 

MADSENrO L Region 4, Office of Director 03/05/10 GARY, R J 
Texas Utilities Generating Co ip 10S19 095 24X 

Fiche, 30-445r 03/05/10, 0303200666 


— 0305200674 Responds to NRC 030314 Itr re violations noted In IE Insp 
Repts 50-445/03-07 & 50-446/03-04 Corrective actions const 
personnel will be relnstructed in necessity for rigid 
compliance u/design 6 procedural requirements 

GARY, R J Texas Utilities Generating Co 03/04/15 MADSEN. 0. L 

Region 4, Office of Director 3pp 10519 096 24X 

Fiche 50-445,83/05/10,8305200666 


6303040040 IE Info Notice 03-31, "Error In ADLPIPE Computer Program " 
Svc list end 

JORDANi E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc 114pp 18697 009 24X Fiche 50-000, 83/03/17. 0303040040 


8305240003 Forwards IE Imp Repts 30-443/B3-14 «< 50-446/83-00 on 
030320-31 No noncompliance noted 

MADBENiO L Region 4, Office of Director 83/05/20 GARY. R J 
Texas Utilities Generating Co 2pp 10549 139 24X 

Fiche 50-445,83/05/20,8305240003 


— 0305240005 IE Insp Repts 50-445/03-14 ti 50-446/03-00 an 830328-31 No 
noncomp 1 lance noted Major arcae Inspected radwaste program U 
transportation actlvl ties, ind ud ing organl latlon, tralnl ng, 
radiivaste sys mgt, effluent release controls & procedures 
BAGRiR.e . MURRAY, B , WE8TERMAN, T F Region 4, Office of Director 
83/05/19 34pp 10549 141 24X Fiche 50-445,83/05/20, 

0305240003 


8303040046 IE Info Notice 83-33, "Nonrapresentatl ve Sampling of 
Contaminated Oil " Svc list end, 

JORDAN, E,U Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co of New 

Vorki Inc lt4pp 10647 007 24X Fiche 50-000,83/05/26,8303040046 


S Reportable occurrences, LERs *, related correspondence 


6305110427 Part 21 t, deficiency repts re mlsoperation oF DS-416 reactor 
trip undervoltage devices Initially reported on B30420 
Attachments will bo replaced ui/devices w/widened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE.E P Uestlnghouae Electric Corp 93/04/21 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 5pp 
18405 095 24X Fiche 50-000.83/04/21,8305110427 


8305200298 Interim Deficiency Rept SDAR-106 re HVAC hangers fabricated 
at variance u/deslgn Initially reported on 930301 Completion 
of evaluation anticipated by 830705 

GARY, R J Teias Utilities Generating Co 93/05/11 MADSEN, 0 L 

Region 4, Office of Director Ip 19516 273 24X 

Fiche 50-445,03/05/11,8305200298 


0305240356 Part 21 rept re bolting parts for ASME 11 1 NF Class I pipe 
supports on rigid struts or pipe clamps for struts or 
snubbers Initially reported on 830513 Bolting parts greater 
than S-inch site not examined 

HOVI.L NFS Industries, Inc 83/05/16 DEYOUNG, fi C Director's 
Office, Office of Inspection and Enforcement Ip 10574 001 24X 

Fiche 50-000,83/05/16,9305240356 


T Hearing transcripts on non-ant A trust matters 


8305030156 Corrected transcript of 030407 telephone conference In 
Oetbesda, MD Pp 1-132 

e> Atomic Safety and Licensing Doard Panel 03/04/07 ISSpp 
10272 220 24X Fiche 50-445,83/04/07,0305020156 


0305040507 Forwards J Doyle surrobuttal testimony 

ELLIS, J Citliens Association for Sound Energy 03/04/26 
BLOCHiP 0 , JORDAN, W H . MCCOLLOM, K A Atomic Safety and Licensing 
Board Panel ip 18319 146 24X Fiche 50-443.83/04/26.8305040507 


— 8305040315 Surrebuttal testimony of J Doyle re consideration of LGCA in 
design criteria for pipe supports Results of hand 
calculations supported by computer analysis Indicate gross 
error in fundamental approach Certificate of Svc end 
DOYLE, J Cltiiens Association for Sound Energy 83/04/26 89pp 
18319 147 24X Fiche 50-445,03/04/26,9305040307 


030-5040533 Supplemental surrebuttal testimony of J Doyle re severe 
minor S, offsetting errors In computer analysis Certificate 
of Svc end 

DOYLE, J Citizens Association for Sound Energy 93/04/28 Spp 
18321 263 24X Fiche 50-445,93/04/28,0303040335 


0305110157 Surrebuttal testimony of HA Walsh Certificate of Svc enc I 
Related correspondence 

NALSH, H A Citizens Association for Sound Energy 83/05/04 9p p 
10407 112 a4X Fiche 50-445,83/05/04,0305110157 


8305110354 Supplemental surrebuttal testimony of J Doyle re special 
Insp team Insp Repts 50-445/82-26 6 50-446/02-14 Related 
c orrespondene e 

DOYLE, J Citizens Association for Sound Energy 83/05/04 42pp 
18406 006 24X Fiche 50-445,03/05/04,9305110354 


B30S090507 Forwards testimony of LJ SkllesiAB Armstrong tt CL Born re 
emergency planning recommendations, A Vega testimony re const 
appraisal team rept t< JS Marshall, DH Wade.JC Flnnoran 
DR Woodlan affidavits Related correspondence 

REYNOLDS. N 9 Debevolso Liberman REYNQLOarN 8 Texas Utilities 
Generating Co 03/03/05 BLOCH, P D , MCCQLLOH, K A , JORDAN, W H 
Atomic Safety and Licensing Board Panel 2pp 10362 014 24X 

Fiche 50-443.83/05/05,0305090307 


— 0305090510 Testimony of LJ Sklles.AB Armstrong & CL Born on ASLB 
830425 telcon questions re adequacy of county judge as 
emergency plan coordlnatpr 

SKILES, L J , ARM3TR0N0, A B , BORN. C L Texas, State of 03/OS/O5 
7pp 1B362 016 24X Fiche 30-445.83/05/05, 8305090507 


— 8305090513 Testimony of A Uega re applicant response to 830411 Const 
Appraisal Team Insp Repts 30-445/83-18 U 50-446/03-12 
VEGA. A Texas Utilities Generating Co 93/05/05 3pp 
18362 023 24X Fiche 50-445,83/05/05,0305090507 


8305090568 Forwards direct testimony & affidavits in response to 
questions posed by ASLB during 030407 telcon 

TREBY, a A Hearing Branch 1 83/05/05 BLOCH. P B Atomic Safety 

and Licensing Board Panel 2pp 10360 001 24X 

Fiche 30-445. 83/05/05, 0305090560 
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' — Q3OS09O57S Sup p 1 9<n9nta 1 toatlmonv of S DuruelliUP Cheni JI Tapiai J Rajon 
& ftO Taglor re concerns raised MA Walsh (f J Doijle & NRC 
const appraisal insp rept Prof quail f i catl one end 
BUR WELL j S Division of Licensing CHENi U P Energ<j» Dept of 

TAPlAiJ I Division of Resident) Reactor Project b Engineering 

Programs 83/03/05 Mpp 10360 004 SAX Ficbe S0-443i 03/03/05. 

BG 05090 560 


— 0305090586 Supplemental testlmoni^ of DM Rohrar (t T Urban! k re emergency 
preparedness 

ROKRERi 0 M Emergencg Preparedness Branch UROANIK.T Tevas A&M 
Univ . College Station. TX 83/03/03 20pp 10360 010 24X 

Flche 50-443, a3/03/03> 8303090368 


— 0305090592 Supplemental testimony of A Lonkabaugh & J Qenton re 
emergency preparedness 

LOQKABAUGHiA , UENTONi J Federal Emergency Management Agency 
03/03/05 iSpp 18360 030 24X Fiche 50-443,83/05/03,0303090360 


— 0303090660 Testimony of AD Beach re const appraisal team insp 
concerning pipe support const 6 pipe support design 
interfaces u/const Prof qualifications end 
BEACH. A D Director's Office, Office of Inspection and 
Enforcement 83/03/05 4pp 10360 109 24X 

Fiche 50-443,83/05/03,0303090368 


0305130157 Supplementary surrebuttal testimony of J Doyle Error in 
fundamentals used in calculations for upper lateral 
restraint compounded by errors in stiffness used In Olbbs 6 
Hill calculations Related correspondence 

DQVLEiJ Cltiiens Association for Sound Energy 03/05/09 2pp 
10437 869 24X Fiche 30-445,83/03/09.6305130137 


0305230138 Transcript of 830516 hearing in Fort WorthiTK ra OL 
application Pp 5,855-6,169 Supporting documan tat i on end 
« Atomic Safety and Licensing Board Panel 03/05/16 40Bpp 
18530 215 24X Fiche 50-445.03/05/16.0305230138 


0305230100 Transcript of 030317 hearing in Fort Worth, TX Pp 6.170- 
6,206 Supporting documentation end 

* Atomic Safety and Licensing Board Panel 03/03/17. 26epp 
10334 202 24X Fiche 50-445.83/05/17,0303230100 


8303230147 Transcript of 030517 hearing In Fort Worth, TX Pp 6,207- 
6.471 Supporting documentation end 

« Atomic Safety and Licensing Board Panel 63/03/17 336pp 

10529 239 24X FiChe 50-443,83/05/17.0305230147 


8305250010 Transcript of 030518 hearing in Fort Worth, TX Pp 6,472- 
6,017 Supporting documentation end 

* Atomic Safety and Licensing Board Panel 63/03/10 3Bapp 
10304 075 84X Fiche 30-443,03/03/10.0303230010 


0303260099 Transcript of 83051? hearing in Fort Worth. TX Pp 6.810- 
7,272 Supporting documentation end 

e Atomic Safety and Licensing Board Panel 03/03/1? 743pp 

10597 001 24X Fiche 30-443.03/03/19.0305260099 


0305260079 Transcript of 830320 hearing in Fort Worth, TX Pp 7.273- 
7,403 Supporting documentation end 

* Atomic Safety and Licensing Board Panel 03/03/20 3|9pp 

JB624 046 24 X Fiche 30-443,03/05/20,0303260079 


DOCKET STN-50-447 0ESSAR-23B 


A App 1 1 cat i on/c ons true 1 1 on stage documents 6 correspondence 


B3D324033B Forwards revised draft responses to discussion items 
questions from NRC Pouer Sys Branch, Contalnm.ent Syi Branch, 
Instrumentation 6 Control Sys Branch It OA Sys Branch re 
OESSAR-ir 

SHERWOOD, 0 G General Electric Co 83/03/23 EISENKUT, D 0 
Division of Licensing 59pp I76B1 251 24X Fiche 50-447,83/03/23, 

8303240330 


0303020573 Responds to 021001,030309,0414 U 19 Itrs re QB request 
for final design approval for OESSAR-II nuclear island 
design Approval can be granted if listed reqviranients met 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/04/21 BHERHODDrO 0 General Electric Co Oop 10204 233 24X 

Fiche 30-447.03/04/21,0305020573 


0305030403 Provides statement of OE objectives for final design 
approval in light of current Commission proposed policy 
statement on severe accidents ACRE review of GESSAR II 8ER 
(NURE0-O979> recommended 

8HERW00D,0 G General Electric Co 03/04/29 DENTON, H R Office 
of Nuclear Reactor Regulation. Director. 2pp, 10306 240 24X 

Fiche 30-447,83/04/29,0303030403 


0303180060 Notification of ACR8 030513 meeting ui/OE in Wash ing ton, DC 
to discuss OESSAR-II BWR/6 nuclear island design Karked-up 
agenda end 

TH0HA8. C 0 Standar d 1 latlon 8< Special Projects Branch 83/05/09 
KNIGHT, JP Assistant Director for Comp & Structures Engineering 
{Post 830201) JOHNSTON. W V Assistant Director for Metis. Chem & 
Environ Technology (Post 030201) HOUSTON, R W Assistant Director 
for Reactor Safety 3pp 10499 345 24X Fiche 30-447.03/03/09. 

0305100060 


8305200137 Forwards marked-up revised response to Question 460 09 of 
NRC 820823 request re GEB6AR-II std 8AR 

SHERWOOD, 0 0 General Electric Co 83/05/10 EISENHUT. D G 
Division of Licensing 6pp 10319 071 24X Fiche 50-447,03/03/18. 

0303200137 


E NRC Safety Evaluation Report (6ER), suppls & correspondence 


0303020335 Forwards proposed resolution to GES0AR-1 I 6ER outstanding 
Issue re post-accident monitoring Instrumentation 
SHERWOOD, 0 0 General Electric Co 83/04/20 EI8ENHUT. D O 
Division of Licensing 4Bpp 10277 003 24X Fiche 50-447,03/04/20, 

8303020335 


0305030379 Foriuards SER for OESSAR-II I3WR/6 Nuclear Island Design 
Outstanding issues Identified in Section 1 0 expected to be 
resolved prior to May 1903 ACR8 meeting W/o encl 
THOMAS, C 0 Standard i zation 6 Special Projects Branch 03/04/20 
RAV, J J ACRS - Advisory Committee on Reactor Safeguards Ip 
10352 045 24X Fiche 50-447103/04/20.0305050379 


8305060562 Forwards SER (NUREO-0979) re application for final design 
approval for 0E8SAR II 8, FR notice W/o NUREO 

THOMAS. C 0 Standardl lati on St Special Projects Branch 03/04/20 
SHERWOOD. 0 0 General Electric Co 2pp 18359 210 24X 

Fiche 30-447,03/04/20.9305060562 


—0305060360 Notice of availability of SER (NURE0-0979> on proposed final 
design approval for 0E9SAR II 

BRINKMAN. D S Standar d i ta t i on St Special Projects Branch 
03/04/28 Ip 10359 212 24X Fiche 30-447,83/04/20,0303060562 


3305030403 Provides statement of GE objectives for final detign 
approval In light of current Commission proposed policy 
statement on severe acc i dents, ACR8 review of OESSAR 11 SER 
<NUREO-0979> recommended 

8KERW00D, G O General Electric Co 83/04/29, DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 18306 240 24X 

Fiche 50-447. 03/04/29, 0303030403 


0305100290 Forwards proposed resolution of Containment Sys It 
Instrumentation & Control Sys Branches outstanding SER 
Issues re GE88AR II 

SHERWOOD. G 0 General Electric Co 63/05/03. EtS'ENHUT, D, 0 
Division of Licensing 6pp 10370 003 24X Fiche 50-447103/05/03, 

0303100290 


0305260037 Foruardt supplemental responses to Power Sye Branch 
questions re CEBSAR-11 ac/dc power sy s/balance-of-plant 
Interfaces Responses will b» included w/Amend 15 to SER 
SHERWOOD, 0 0 General Electric Co 83/03/24 EISENHUT, D G 
Division of Licensing lOpp 10622 310 24X Fiche. 50-447, 03/05/24, 

0305260037 


— 8305260040 Forwards draft Amend 15 to 0E38AR-11 Amend resolves selected 
outstanding & confirmatory issues identified in 0ER 
(NURE0-0979> «, completes Subsection 1 9 I on OESSAR-II/FSAR 
inter faces 

SHERWOOD, G G General Electric Co 03/03/24 EISENHUT, D. 0, 
Division of Licensing 446pp 18622.320 24X 

Fiche 50-447. 03/03/24, 0303260037 


T Hearing transcripts on non-antl trust matters 


8303020174 Transcript of ACRS Subcommittse on GE Water Reactors# 
OESSAR-II 830422 meeting In Santa Monica, CA.Pp 361-609, 
Supporting documentation end 

e ACRS - Advisory Committee on Reactor Safeguards 83/04/23 
337pp 18201 299 24X FI Che- 30-447. 03/04/22, 8305020174 


DOCKET aTN-SO-434 DVRON STATION. UNIT 1 


A App 1 1 cat! on/cons truction stage documents & correspondence 


0305120952 Informs that A8ME Code Case N-340, ''Alternate Rules for 
Exam of Weld Edge Preparation Section lll.Oiv 1, Classes 
I,2,MC & C9, " not acceptable for generic use & not listed 
In reg guide series, per 830302 submittal, 

YOUNGBLOOD. B J Licensing Branch 1. 03/03/03 FARRAR, D. L. 

Commonwealth Edison Co 2pp 18443 120, 24X Fiche* 50-000, 03/05/03, 

8303120352 
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03030^0323 Board Notification 83-097 forwards dlfforlng prof opinions 
rf- aijs intaroction it safety classification Info relates to 
Board Notifications 03-17 & 83-'44 re Unresolved Safety Issue 
A-17 

EI8ENHUT. D O Division of Licensing 03/03/04 PALLADINO. N 
Commissioners 22pp 10337 139 S4X Flche 30-000. 03/0S/04» 
0303040323 


9303100237 Forwards response to F3AR question re crushable pipe whip 
restraint <natt«per 830330 request for addl info Confirmation 
test to verify angularity of load results will be completed 
by 030801 Info will be Included in F6AR amend 

9NART2.E 0 Commonwealth Edison Co 83/03/04 DENTON. H B Office 
of Nuclear Reactor Regulation! Director 2pp 10373 269 34X 

FI Che 30-000. 03/03/04. 8303100237 


8303110216 Notification of 030313 meeting w/C-E t* Nestlnghouse In 
Bethesda.MO to discuss seismic & qualification review team 
results & pump valve operability 

DLSHAN. L N Licensing Branch 1 83/03/05 VOUNODLOOD. B J 

Licensing Branch 1 3pp 10434 334 24X Fiche 90-494. 83/03/03. 

8303110216 


8309130031 Forwards revised response to Question 270 9. Part C re 
environ qualification program Representative sample of 
active mechanical equipment in harsh environ qualified FSAR 
will be amended to include rev 

SWARTZ. E D Commonwealth Edison Co 03/03/06 DENTON. H R Office 
of Nuclsar Reactor Regulation. Director 2pp 10436 313 24X 

Fiche 30-000.03/03/06.0303130051 


0303090699 Oonerlc Ltr 93-20 to all operating reactor licensees it 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Sve list end 

ElSENHUr. D. 0 Division of Licensing 83/03/09 Consolidated 
Edison Co of New YorJe. Inc* t6pp 1B687 153 24X 

Fiche 30-000.03/03/09.0305090639 


S3O310Q303 Forwards "Preliminary Design Assessment of Byr on/Oraidwood 
Oeneratlng Station V Control Room Human Factors Engineering 
Rivlew«'‘ Suppls I 11 

SWARTZ. E D Commonwealth Edison Co 83/09/09 DENTON. H R Office 
of Nuclear Reactor Regulation. Director Ip 10487 001 24X 

riche SO-OOOi 93/03/09. 8303100303 


— &30S180397 "Preliminary Design Assessment of Gyron/Bral dwood Oenerating 
Etation Control Room Human Factors Engineering Review. 

Suppls I it n 

a Commonwealth Edison Co 83/04/30 221 pp 194B7 002 24X 

Fiche 30-000.03/03/09.0303100393 


8309800621 Documents review of procedures & practices used In control 
of design tr const of Byron Station it highlights important 
findings Const of Byron meets requirements of FSAR 8ER 
(NUREO-0876) 8upportlng documentation end 

REED. C Commonwealth Edison Co 03/09/11 DENTON. H R Office of 
Nuclear Reactor Regulation. Director tOpp 19321 095 24X 

Fiche 90-000. 03/09/ 1 1 . 0303200681 


— 9309200637 ‘‘Energy. Inc/Ferguson. Inc Audit Rept of Sargent S. Lundy for 
Comm Cd *' 

CURRAN. R N . HARRIS, R J Energy Incorporated FERCUSON.ft N 
Ferguson. Inc 82/07/06 63pp 18921 099 24X 

Fiche* 90-000, 03/03/1 1 , 0309200621 


— 0309800647 "Rept on INFO Self-Initiated Evaluation for Byron 
Bratduood Nuclear Station Const Projects " 

a Cammonuealth Edison Co 82/11/17, 390pp 18921 160 84X 

Fiche 90-000.83/09/11.8309200621 


—0309200699 Rapt Of 010929-30 audit to verify Sargant it Lundy 
conformance to NUREO-0388 re environ qualification of Class 
IE electrical equipment 

MARCUS, O F Commonwealth Edison Co 81/10/06 6pp 10928 190 
a4X Fiche 50-000.03/05/11,0303200621 


—8309800669 Rept of 830307-13 audit to evaluate Sargent & Lundy QA 
program implementation 6 adequacy of facility design 
SUhhERFIELDi T 1 HARCU0. 0 F Commonwealth Edison Co 03/03/23 
18pp 19322 196 24X Fiche 90-000.83/09/11.9309200621, 


—0309200679 Rept of 820607-11 audit re Sargent It Lundy QA program 
Implementation It evaluation of adequacy of meehanlcal. 
electrical It structural design of facilities Related info 
enc 1 

MARCUS, O F Commonwealth Edison Co 02/06/17 40pp 18922 174 
24X Fiche. 90-000. 03/09/11. 8309200621 


— 0305200681 Rev 3 to “Interface Control Agreement, Westlnghouse Piping It 
Structural Evaluation Program for Byron Station Unit 1 “ 

* Vfei t inghouse Electric Carp a Commonwealth Edison Co « 
Sargent It Lundy. Inc, 02/10/27 19pp 10922 821 S4X 
Fiche 50-000.83/09/11.8309200621 


— 9305200683 Rev C to Procedure 304. "Oessgn Control - New Design. 
Byron Station " Description of Westinghoose design assurance 
controls for Dgron/Draldwood enc 1 

WKlTAi<ER.H A Nuclear Power Services. Inc 02/11/23 10pp 
18522 241 24X Fiche 50-000. 03/03/ U- B30920062I 


— 0305200680 Rev 0 to "Auxiliary Feedwater Sys Design Review Rept Util 
QA statement re verification of adequacy of design & const 
of Byron Unit 1 enc 1 

WATTELET.P L , MEISTER. J R . BRAEGER, C B Sargent I Lundy. Inc 
DRR-AF-OOl-BB ROO 80/07/16 S4pp 10323 303 24X 

Fiche 30-000. 63/05/ U. 0303200621 


— 9309200691 ”Doglgn Evaluation {Audit) Rept of Sargent *< Lundy for Comm 
Ed '■ 

DIOBEE. 0 . CURRAN, R N , FARMAN. R F Energy Incorporated 
03/04/04 1 27pp 18323 027 24X Fiche 90-000.03/03/11. 

0305200621 


8303310096 Notification of 830614 meeting ui/utll in Dethesda.MD to 
discuss util DCRDR program plan 

GILBERT. R A Operating Reactors Branch 5 03/09/26 CRU7CHFI ELD. 0 

Operating Reactors Branch 5 2pp 10690 063 24X 

Fiche 30-000.83/0 9/26,0303310006 


E NRC Safety Evaluation Report (SER). suppls l« correspondence 


0303160039 -Clarifies commitments re timing For completion of 
preoperat i onal testing of auxiliary bldg ventilation sys 
Review of SER) NUREG-Q076/ ind icates misunderstanding may 
exist 

TRAMM. T R Commonwealth Edison Co 83/05/11 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp I04S3 110 24X 

Fiche 90-494.03/05/11.9305160039 


F Security, medical, emergency fire protection plans 


8305040062 Requests that response to NRC position re source range 
neutron flux monitoring be expedited to allow completion 
of review of remaining open Items re App R criteria for 
post-fire safe shutdown capability 

YOUNGBLOOD. D J Licensing Branch 1 83/04/11 FARRAR. D L 

Commonwealth Edison Co 3pp 10336 219 24X Fiche 30-000.83/04/11. 

8305040068 


—8304150458 Forwards revised position accepting use of exit core 
thermocouples as alternative to use of hot leg temp 
resistance temp detectors Use of thermocouples will comply 
W/10CFR90. App R 

RUBENSTEIN. L S Assistant Director for Core it Plant Systems 
83/03/18 MATTSON. R J Division of Systems I-ntegratloii {post 
811005) 4pp 18336 224 24X Fiche 50-454. 03/04/ 1 1 . 9309040062 


8309040069 Releases public version of rov to emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 83/04/22 Document 
Management Branch Ip 18329 092 24X Fiche 50-454.03/04/22. 

0309040069 


— 0309040074 Forwards public version of rev to emergency plan 
implementing procedures, Inc 1 ud ing Procedures DIP 100-1 re 
station manager it B2P 310-4 re assembly & evacuation of 
personnel 

TRAMM. T R Commonwealth Edison Co 83/02/29 DENTON, HR Office 
of Nuclear Reactor Regulation. Director Ip 18329 093 24X 

Fiche 90-454. 83/04/22. 0309040069 


— 8303040090 Public version of rev to emergency plan implementing 
procedures. Inc ludlng Procedures BZP lOO-l re station manager 
|< BZP 310-4 re assembly It evacuation of personnel 
e Commonwealth Edison Co 03/02/10 331pp 10329 094 24X 

Fiche 30-454,83/04/22,0303040069 


8309060104 Forwards Rev 0 to security plan Rev withheld (ref 
10CFR73 21 > 

FARRAR, D L Commonwealth Edison Co 83/04/29 Office of Nuclear 
Reactor Regulation. Director Ip 10349 090 24X 

Fiche 30-434.03/04/29.8303060104 


0303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re clarification of 
access to control procedures for law enforcement visits 
SVC list end 

EISENHUT, DO Division of Licensing 83/03/11 Consol Idatod 

Edison Co of New York. Inc I6pp 10940 093 24X 

Fiche 30-000,03/03/11.8309110034 


8303240213 Forwards monthly status rept on offsite emergency 
preparednesB for DL reviews for Apr 1983 

DIRCKS.W J Office of the Executive Director for Operations. 
03/09/13 PALLADINO.MJ Commissioners 3pp 18393,322 24X 

Fiche 90-000.03/09/13.0303240213 
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0 Adjudicatory coirrespondenc e 


B30S040405- Memoramdum & order denying mtervenor B3Q428 oral motion to 
keep record open on steam tube integrity subio&ues Record 
contains sufficient Info to make decision re Unresolved 
Safety Issue A-3 

SMITH, t U Atomic Safety and Licensing Ooard Panel 83/09/03 
League of Women Voters of Rockford. IL Spp 18323 208 24X 
Fichfl 90-454,83/05/03.0303040405 


a303i0028£i Application for issuance of end unsigned subpoenas 
directing attendance & tastimony of 1 Souders fc J Ogsbury at 
ASLB 030323 session in Rockford. IL Certificate of Svc end 
WHICHER, J H League of Women Voters of Rockford, IL WHICHER. J M 
DeKalb Area Alliance for Responsible Energy WHICHER. J M 
Slnnlssippi Alliance for the Environment (SAFE) 83/03/06 
SQUDERS, I . GGSQURY. J Affiliation Unknouin 7pp 16371 134 24X 

Fiche 30-434.83/05/06,8305100236 


B30S10017S HRC response to joint intervenor motion to reopen record 
raised under Contention lA concerning J Hughes testimony 
on QC/QA Staff opposes further hearing on subj matters 
YOUNO, M A Atomic Safety and Licensing Doard Panel 93/03/09 7pp 
1B374 323 ZAX Fiche 50-434,83/05/09,8305100173 


— 8305100176 Affidavit of DU Hayes 8, KA Connaughtnn re statement by 
J Hughes supporting Intervenor motion to reopen record 
HAYES. D W , CONHAUOHTQN. K Region 3, Office of Director 
83/05/09 15pp 18374 330 24X Fiche 30-454,83/05/09.0303100172 


6305110215 Response in opposition to Rockford League of Women Voters t. 
Dekalb Area Alliance for Responsible Energy/Safe 
Alternatives for Future Energy motion to allQur testimony of 
J Hughes on QA/OC Certificate of Svc end 

DECKER. D D Commonuealth Edison Co DECKER. O D Isham. Lincoln & 
Beale 63/05/C9 Atomic Safety and Licensing Board Panel 13pp 
10407 039 24X Fiche 90-454.03/05/09.8305110213 


030512029? Discusses order of ultneas presentation for hearings 
resuming on 030523 NRC ulll present uiitnesses on liquid 
pathway contention f irsti fol lowed by uti 1. Rock ford League of 
Women Voters 6 util rebuttal witnesses 

OALLOj J Isharm, Lincoln 6 Beale GALLO, V Conunonyeal th Edison Co 
63/03/10 SMITH, I W . COLE. R F . CALL 1 HAH, A D Atomic Bafety and 
Licensing Board Panel 2pp 18430 169 24X Fichfl 3D-454. 03/05/10. 

6309120299 


B205160060 Affidavit of RP Tuetkfln on J Hughes Allegations re welding 
Welding of brace to pressure pipe proper, if performed per 
design specs Util conducting reinsp of work performed by 
contractor QC inspectors 

TUETKEN, R P Commonwealth Edison Co 03/03/11 3pp 10453 120 
24X Fiche 50-454,03/05/11.0305160060 


6305170314 Confirms mailing of proprietary version of Pages 4691.4692 & 
4699 from 030415 transcr 1 pt, per terms of Westinghouse 
nondisclosure agreement Method for circulating 
nonproprietery portion to PDRs being worked out 
DAVIS, F X Westinghouse Electric Corp 83/05/11 THOMAS. D 
Affiliation Unknown 2pp 18465 076 24X Fiche 50-454.83/09/11. 

8303170314 


8305170319 Forwards nondisclosure agreement signed on 030427 Terms of 
agreement should be used to handle Westinghouse proprietary 
info contained in 030415 transcript Method for circulating 
nonpropr ifltsry portion to PDRs being worked out W/o end 
DAVIS.F X Westinghouse Electric Corp 03/03/11 CHAVEZ. D DeKalb 
Area Alliance for Responsible Energy CHAVEZ, D Binnlssippi 
Alliance for the Environment (SAFE) Ip 18463 362 24X 

Fiche 50-454.03/05/11,0305170319 


6305170334 Forwards application for withholding from public disclosure 
Westinghouse proprietary info discussed in 030415 meeting 
Method for circulating nonproprietary portiona of 830415 
transcript to PDRs being worked out W/o end 

DAVI8, F X Westinghouse Electric Corp 83/05/11 SMITH, I W , 

COLE, R F , CALLIHAN. A D Atomic Safety and Licensing Board Panel 
2pp 1B469 006 24X Fiche 50-454.83/03/11.0305170334 


G305170522 Forwards nondisclosure agreement signed on 830426 & 
proprietary version of Pages 4691,4692 h 4699 from 030415 
transcript W/o proprietary pages 

DAVIS.F X Westinghouse Electric Corp 83/05/11, BRIDEHBAUGH. D . 
JO HNS OH, B , BUNCH, R League of Women Voters of Rockford. IL Ip 
18467 251 24X Fiche 50-454,83/05/11.8305170522 


6305160162 Memorandum & order scheduling special deposition session for 
030526 in Rockford, IL to take deposition of J Hughes & 
possibly of Souders Dgsbury 

SMITH, I U Atomic Safety and Licensing Board Panel 03/05/12 Bpp 
18444 036 24X Fithe. 50-454. 83/05/12. 8303160162 


8305170297 Forwards stipulation u/affidavlts it ambulance survey re 
admission of certain evidence offered by intervenors on 
emergency planning issues Upon admission of evl dene e. hearing 
record should be closed Svc list end W/o stated end 
BIELAWSKI.A P Isham. Lincoln & Deale DJELAWSKI.A P Commonwealth 
Edison Co 03/05/12 SMITH. I W . COLE. R F . CALLIHAN, A D Atomic 
Safety and Licensing Board Panel Spp 10465 063 24X 

Fiche 30-454. 03/03/12. 8305 1 70297 


B305170S65 Motion to receive into evidence stipulation & portions of 
profiled testimony Stipulation covers admissibility of 
affidavits S< eihlblts bearing on emergency planning matters 
W/unexecuted stipulation 

BIELAWSKI.A P Commonwealth Edison Go DtELAWBKI.A P Isham. 
Lincoln & Deale 03/05/12 Atomic Safety and Licensing Board 
Panel 2pp 18460 160 24X Fiche 50-454.83/05/12.8305170565 


— 0303170369 Testimony of P Holmbeck re investigation into adequacy of 
emergency plans re emergency planning contentions Util 
made no attempt to study protective value of sheltering 
populations around plant 

HOLMBECK, P DeKalb Area Alliance for Responsible Energy 
HOLMBECK, P Sinnlislppl Alliance for the Environment (SAFE) 
HOLMBECK, P League of Women Voters of Rockford. IL 83/05/12 
73pp 10469 170 24X Fiche 50-4p4. 83/05/12, 03031 70563 


— 8305170572 Testimony of 0 Montel on emergency preparedness conientiont 
Notification ti verification procedures not developed for 
Pinecrest Home for Aged Vehicles & support personnel to 
evacuate home unavailable 

MONTELii; DeKalb Area Alliance for Responsible Energy MONTEL. 0, 
Slnnlssippl Alliance for the Environment (SAFE) MONTEL. 0 League 
of Women Voters of Rockford, IL 83/02/16 i2pp 18468 245 24X 

Fiche 50-454,03/03/12,0303170565 


— 0305170376 Testimony of JM Maloney on emergency preparedness 
contentions Util emergency plan cannot be implemented 
until questions on not! ficat 1 on. transportation. communication 
fc liability answered 

MALONEY. J M DeKalb Area Alliance for Responsible Energy 
MALONEY, J M Slnnlsslppi Alliance for the Environment (SAFE), 
MALONEY. J M League of Women Voters of Rockford. IL 83/02/17. 
12pp IB468 257 24X Fiche 30-454,83/05/12.0305170565 


—8303170501 Testimony of C Lamb re emergency preparedness contentions 
LAMD.C DeKalb Area Alliance for Responsible Energy LAKD.C. 
Slnnlssippl Alliance for the Environment (BAFE) LAMB. C. League 
of Women Voters of Rockford. IL 83/02/16 llpp 18468 271 24X 

FIcho 50-434,83/05/18.0303170363 


—0305170380 Testimony of D Turner re emergency preparedness contentions 
Concerns Include procedures for 8< modes of carrying on 
emergency communications, transportation difficulties 8* 
school liability 

TURNER. 0 DeKalb Area Alliance for Responsible Energy TURNER. D 
Slnnlssippl Alliance for the Environment ^8AFfe> TURNER. D, League 
of Women Voters of Rockford. IL 03/02/10. 12pp 18468 282 24X 

Fiche 50-454.83/03/12.0305170565 


—8303170390 Testimony of D Miller ri. emergency preparedness contanttons 
Concerns Include procedures for i* modes of emergency 
communications, transpor tat Ion difficulties it school 
liability 

HILLER. D DeKalb Area Alliance for Responsible Energy HILLER. D 
Sinnisslppi Alliance for the Environment (SAFE) MILLER. D League 
of Wotnon Voters of Rockford. IL 83/02/28 I2pp, 18468 293. 24X 

Ftche 30-454.03/05/12.8305170563 


--B305170593 Testimony of UL Murphy on Contentions 3 13 Listed problems 

Inherent in any radiological accident tt should be resolved 
to provide reasonable degree of safety to citliini 
MURPHY, J L DeKalb Area Alliance for Responsible Energy 

MURPHY, J L Slnnlssippl Alliance for the Environment CeAFEl. 

MURPHY. J L League of Women Voters of Rockford. IL, 83/02/28 

I6pp 18468 307 24X FlChe 50-434.03/05/12,8303170363 


B30520052I Memorandum E« order approving stipulation to offer into 
evidence Joint Intervenors Exhibits 13 - 20 Stipulation will 
be bound into 830523 transcript Proposod findings & 
conclusions on emergency planning issues due 830620 
SMITH. I W Atomic Safety and Licensing Board Panel 83/05/19 
Office of the Executive Legal Director Ip 10516 003 24X 

Fiche. 30-454. 03/03/19, 8303200521 


Q Inspection reports, IE Bulletins 4c correspondence 


B2120603B5 IE Info Notice 03-14, “Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Svc list 
end 

TAVLORiJ M Division of Safeguards 4t Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York. Inc 

ll2pp 1 0308’ 319 24X Fiche 30-000.83/03/21,0212060303 
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83030400S1 IE Info Notice e3-Sl< “Defectiv'e Emersency U«e Respirator " 
Svc ii»t end 

JOROANi E L Division of Etnergencij Preparedness h Engineering 
Response (Post 930103) 83/04/19 Consolidated Edison Co of Neio 

York. Inc 126pp 19439 133 24X Fiche 50-000.93/04/15.0303040021 


8303040023 IE Info Notice 83-22. "8UR 8af ety/Rel lef V/alve FeiLures '* 
8vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 93/04/22 Consolidated Edison Co of Neu 

Yerk* Inc llSpp 10383 099 24X Fl che 50-000. 03/04/22. 9303040023 


8303040023 IE Info Notice 83-23. "Inoperable Containnent Atmosphere 
Sensing 8ys ’* Svc list end 

JORDAN. E L Division of Emergency Preparedness (« Engineering 
Response {Post 930103) 93/04/25 Consolidated Edison Co of New 

York. Inc 119pp 18391 291 24X Fiche 50-000.83/04/25.9303040029 


8305170238 Forwards IE Jnsp Repts 90-454/83-14 b 50-493/03-12 on 
B303l6-i8 & 31 No noncompl iatice noted 

PAPERIELLO. C J Region 3. Office of Director B3/04/2& REED. C 
Commonwealth Edison Co 2pp 18465.087 24X Pi che 50-454.83/04/26. 

9305170238 


— B305170248 IE Irxsp Repts 50-4S4/B3-14 50-453/B3-12 on B303l6-i8 31 

No noncompl lance noted Najor areas inspected, environ 
pro tec tion. includ Ing preopera tionai radiological environ 
monitoring Implementation & results c. mgt controls 
0E8TMANN. N J , SCHUMACHER. N C Region 3, Office of Director 
03/04/85 7pp 19469 089 24X Fiche 50-494.93/04/26.9303170239 


8303040026 lE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Oenerators at PWRs " Svc list end 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response {Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc 119pp 19382 047 24X Fiche 50-000.83/04/20,0303040026 


0303040027 ZE Info Notice 03-25. "Standby Oas Treatment Sgs Heater High 
Te-mp Trip Setpoint Adjustment •' Svc list end 
JORDANrE L Division of Emergency Preparedness Engineering 
Response (Post 03OiO3) 03/04/20 Consolidated Edison Co of New 

York. Inc ilBpp 19302 165 24X Fiche 90-000.93/04/20,0303040027 


8303040028 IE Info Notice 83-26, "Failure of Baf oty/Rel lef Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDANrE L Division Of Emergency Preparedness Engineering 
Responee (Post 830103) 83/05/03 Consolidated Edison Co. of New 

York. Inc I22pp 10441 170 24X Fiche 90-000,83/09/03.8303040028 


9303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDANrE L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 93/09/04 Consol idateiT Edison Co of New 

York, Inc 112pp 18392 202 24X Fiche 50-000.83/09/04,0303040030 


6303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Svc list end 
JORDAN, E L Division of Emergency Preparedness $< Engineering 
Response (Post 030103) 93/05/04 Consolidated Edison Co of New 

York, Inc 119pp 18441 OOl 24X Fiche 90-000.83/09/04.0303040031 


8303040033 IE Info Notice 03-29. "Fuel Binding Caused by Fuel Rack 
Deformation •' Svc list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/09/06 Consolidated Edison Co of New 

York, Inc U9pp 18923 24B 24X Fiche 90-000.63/09/06,0303040033 


8305190019 Forwards IE Insp Repts S0-454/83-1S «c 50-459/83-13 on 
Q30321 Ic 20-31 No none omp 1 1 anc e noted 

UITTLE.W 0 Region □. Office of Director 83/03/06 REED.C 
Commonwealth Edison Co 2pp. 19902 004 24X Fiche. 90-494. 83/09/06. 

0303190019 


—0305190027 IE Insp Repts 90-494/03-19 30-499/03-13 on 830321 & 28-31 

No nonqompl lance noted Major areas Inspected evaluation of 
NDE results for pool liner welds it review of quality 
rac ords 

WARD. K 0 I DANIELSON. D H Region 3, Office of Director 03/04/29 
llpp 19902 006 24X Fiche 90-494.03/09/06,8309190019 


8309130129 Ack receipt of 030103 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 90-494/B2-09 8« 
90-439/82-04 

BPESaARD. R. L Region 3. Office of Director 83/09/10 REED.C 
Commonwealth Edison Co Ip 18437 280 24X Fiche 30-434i 03/09/10. 

8303130129 


—8309130133 Responds to NRC 020624 Itr re violations noted In IE Insp 
Repts 50-454/02-05 it 50-455/02-04 Welding procedures St 
instructions need not be at each location where actual 
welding p er formed, per ASHE Code 

SriEDE. g L Commonwealth Edison Co 03/01/03 KEPPLER. J Q 
Region 3. Office of Director 3pp 18437 201 24X 

Fiche 30-454*03/03/10.0305130129 


8303040034 IE Info Notice 93-30, "Misapplication of Generic Emergency 
Operating Procedures CEOP) Guidelines " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/05/ 1 1 Consolidated Edison Co of New 

York. Inc 1 14pp 19524 003 24X Fiche 50-000,93/05/11.9303040034 


83O9J7O490 Confirmatory action Itr re Insp of pipe whip restraints in 
safety-related high energy piping sys on 030503-04 09-10 

Restarting installation of whip restraints contingent upon 
transmittal of as-built drawings to Sargent & Lundy 
K6PPLER, J O Region 3. Office of Director 03/03/13 REED, C 
Commonwealth Edison Co 2i)p 1B469 319 24X Fiche 90-454,83/09/13, 

0303170450 


8309200508 Ack receipt of 03O2JO 6 0504 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-454/02-17 U 50-455/02-12 

BPESSARD, R L Region 3, Office of Director 93/03/17 REED, C 
Commonwealth Edison Co Ip 10916 060 24X Ficlie 50-434, 03/05/17. 

8305200508 


—8305200522 Responds to 830U1 Itr re violations noted In JE Insp 
Repts 50-494/82-17 i. 50-455/02-12 Corrective actions 
contractor placed hold tags on 50 panels & notified 
electrical const dept per Procedure 6 

FARRAR. D L Commonwealth Edison Co 83/05/04 KEPPLER. J Q 
Region 3. Office of Director 6pp 10516 06i 24X 

Fiche 50-454.83/05/17,8305200900 


—0309200540 Responds to NRC 030111 Iti re violations noted in IE Insp 
Repts 90-494/02-17 6 90-439/82-12 Corrective actions 
cantractar instructed to identify panels which contained 
cable separation problems 6 hold tags placed on panels 
FARRAR, D L Commonwealth Edison Co 83/02/10 KEPPLER. J 0 
Region 3, Office of Director 7pp 10916 067 24X 

Fiche 30-454.03/05/17.0309200308 


8309200996 Confirms enforcement conference on 830523 In Chicago, IL per 
030516 telcon Conference concerns deficiencies identified 
In preqperational test program 

BPESSARD, R L Dlvlsloni of Engineering 03/09/18 REED.C 
Commonwealth Edison Co Ip 19914 121 24X Fiche 30-494.03/05/18, 

6309200906. 


6305240984 Confirms arrangements for 830613 meeting between NRC 8. util 
In Region 111 ofes to discuss gALP for facilities Meeting 
tailll be opened to other interested parties as observers 
NORELIUS, C E Division of Project 6 Resident Programs 83/09/18 
REED.C Commonwealth Edison Co ip 19571 191 24X 

Fiche 50-000,83/09/1018305240924 


B303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Svc list encl 

JORDAN, E L Division af Emergency Preparedness U Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co. of New 

York. Inc il4pp 10697 009 24X Fiche 50-000,03/09/1*7,8303040040 


6309260278 Ack receipt of 030419 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 90-434/83-07 it 
90-495/03-03 Finding only 10 rejectable welds out of 1,067 
not proper indication of Inspector performance 

NORELIUS* C E. Division of Project U Resident Programs 83/09/20 
REED.C Ccminonwealth Edison Co Ip 19625 196 24X 

Fiche 90-494. 03/05/20. 8305260278 


— 8305260282 Responds to NRC 030324 Itr re violations noted in IE Insp 
Repts 90-494/83-07 it 50-499/03-03 Corrective actions. welds 
reinspected New onsite contractor QA/QC qual i f Ication 
procedures implemented 

FARRAR. D L Commonwealth Edison Co 03/04/19 KEPPLER, J 0 
Region 3. Office of Director 3pp 10629 197 24X 

F 1 cho 90-494, 03/09/20, 8303260278 


0309270476 Ack receipt of 030429 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-494/83-06 6 
50-455/03-09 Actions will be decided during pipe whip 
restraint energy absorbing matl test* 

SPEBSARD.R L Division of Engineering 83/05/24 REED.C 
Commonwealth Edison Co Ip, IB644 087 24X Fiche 90-000,83/05/24, 

8305270476 
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— 8305270489 Responds to NRC B30331 Jtr re violations noted in IE losp 
Repts 50‘-4S4/83-06 & 30-455/B3-O3 Corrective actions site 
design procedures coriplled into manual bg Wes titighous e & 
issued to facility POr site use on 830415 

RARRAR.D L Commonwealth Edison Co 83/04/^9 KEPPLER>J G 
Region 3* Office of Plrector llpp 1SA44 088 24X 

Fi ch e 50-ODP. 03/03/24, 0305270476 


— 8303270501 Rev i to “Evaluation of Three Legged Pipe Whip Restraint 
Sy s “ 

8 I YANG,« S , AMIN. M Sargent & Lundy, Inc 8 15 1-0 ROl 
02/09/21 47pp 10644 099 24X Fiche 50-000.83/05/24,8303370476 


0303040046 IE Info Notice 03-33, "Nonrepresentat 1 ve Sampling of 
Contaminated Pi I “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co o# New 

York. Inc iMpp 10647 007 24X Fiche 30-000,83/05/26.8303040046 


S Reportable occurrences. LEHs tt related correspondence 


8303110427 Part 21 & deficiency repts re mi soperat ion of 08-416 reactor 
trip undarvoltage devices Initially reported an 630420 
Attachments uill be replaced u/devices w/widened troovea 
to accommodate neui retaining rings Mfg drauings revlked 
HAHE. E P Westinghouse Electric Corp 03/04/21 DEYOlfNP. R C 
Director's Office, Office of Inspection and Enforcement Spp 
104OS 095 24X Fiche 50-000,03/04/81,8305110427 


6303030870 Final deficiency rept re reactor coolant pump & steam 
generator support columns not installed within tolerances 
specified on Sargent Lundy Design Drawing 8-1105 Initially 
reported on B30325 Revised tolerances will be verified 
SWARTZ, e D Commonwealth Edison Co 63/04/25 KEPPLER, J 0 Region 
3, Office of Director 3pp 1B300 087 24X Fiche 30-454,83/04/25, 

8305030270 


B30S120392 Interim deficiency rept re mi sappl icati on of ITE Ooutrf 
circuit breakers in past-LQCA hydrogen recomblners supplied 
by Rockuell intl Initially reported on 830388 Matter under 
investigation Final rept by 830808 Reported per Part 81 
MANNO, S F Niagara Mohawk Power Corp 83/04/86 8TAR0STECK I, R, 
Region 1, Office of DirdCtor. 2pp 16433 072 84X 

Fiche 50-000,63/04/86,0305120392 


—8303120404 Part 21 rept re Failure of post-LOCA hydrogen racomblner 
component during IEEE-383 qual 1 f icatlon program Circuit 
breaker not properly selected for specific application Plant 
operators notified o-f deviation 

EMPEYrO C Rockwell International Corp 63/03/11 COLLINS. J T 
Region 4. Office of Director Spp 10433 074 24X 

Fiche 50-000, 03/04/26, 03031 20392 


6305190833 PNO-1 11-03-035 on 83051 1 , 1 icensee stopped work on new 
installation of pipe-whip reetraints on safety-rela tod 
piping per B30513 confirmatory action itr Restraints 
installed w/o adsyuate procedures or OC insp program 
DANIELSON, 0 H , LITTLE. W S Region 3, Office of Director 83/05/13 
Ip 18501 316 24X Fiche 30-454, 83/05/13, 8305190233 


T Hearing transcripts on non-anti trust matters 


0305040349 Transcript of 830413 hearing in Rockford, IL Pp 4, 671-4, B30 
Supporting documentation encl 

e NRC - No Detailed Affiliation Given 83/04/13 163pp 

16323 031 24X Fiche 50-454,83/04/15,8305040349 


B305020163 Transcript of 830426 hearing in Rockford, IL Pp 5,964-6.156 
a NRC - No Detailed Affiliation Given 83/04/26 192pp- 

10277 301 24X Fiche 50-454,83/04/26,8305020163 


8305170408 Forwards proprietary U nonpropriefcary versions of statements 
made by NRC witness re Westlnghouse Model D4/D5 steam 
generators Proprietary info withheld (ref 10CFR8 790} 

RAHE.EP Westinghouse Electric Corp 63/04/26 EISENHUT, D O 
Division of Licensing Ip 1846 9 386 84X Fiche 50-454,83/04/26, 

8305170408 


'6305170411 Forwards application for withholding proprietary version of 
statements made by NRC witness re WestJnghouso Model D4/D9 
steam generators per iOCFR2 790 

WIESEMANN.R A Westlnghouse Electric Corp 83/04/26 
EIBENHUT, D G Division of Licensing 9pp 18469,387 24X 

Fiche 50-454,63/04/26.8305170408 


Nonproprietary version of statements made by Rajan re 
use Model D4/03 steam generator*. Pp 4.691-4,692 6 

RC - No Detailed Affiliation Given 83/04/26 3pp 
36 24X Fiche* 50-454, 83/04/26, 8305170408 


8305030305 Transcript of 830427 hearing in Rockford, IL Pp 6x157-6.400 
• NRC - No Detailed Affiliation Given 83/04/27 204pp 

18296 200 24X Fiche 50-454.83/04/27,8305030305 


830S03050B Motion to permit J Hughes testimony re QA/QC at facility 6 
to shorten time for responses by util 6 NRC Matters of 
testing documentation & welding constitute significant 
safety issues 

WHICHER.JM League of Women Voters of Rockford, IL WHICHER, J M 
DeKalb Area Alliance for Responsible Energy WHICHER, J, M Safe 
Energy for New Haven 83/04/27 Atomic Safety and Licensing Board 
Panel 4pp 18295 091 24X Fiche 50-454,83/04/27,8305030508 


— 0305030516 Handwritten testimony of J Hughes ra QA/GC at facility 
HVGHE8, J League of Women Voters of Rockford. IL HUGHES, J 
DeKalb Area Alliance for Responsible Energy HUGHES. J 8afe 
Energy for New Haven 83/04/25 3pp 10295 095 24X 

Fiche SO-454, 83/04/27. 8305030508 


8305030391 Transcript of 830420 hearing In Rockford, IL 
Pp 6, 401-6, 940 Supporting documentat Ion end 
e NRC - No Detailed Affiliation Given 83/04/28 221pp 

10299329 24X Fiche 90-454,83/04/28,8305030391 


8305170565 Motion to receive Into evidence stipulation & portion* of 
prefiled testimony Stipulation covers admissib 1 1 Ity of 
affidavits tr exhibit* bearing on emergency planning matters 
W/uneiecuted stipulation 

6IELAW8KI.A P Commonwealth Edison Co DIELAW8KI.A P Isham. 
Lincoln ic Beale 83/05/12 Atomic Safety and Licensing Board 
Panel 2pp 10468 168 24X Fiche 50-454,83/05/12,8309170965 


— 8305170569 Testimony of P Holmbeck re investigation Into adequacy of 
emergency plans re emergency planning contcntl ons, Uti 1 
made no attempt to study protective value of sheltering 
populations around plant 

HOLMBECKxP DeKalb Area Alliance for Responsible Energy 
HOUMBECK, P Sinnlssippl Alliance for the Environment (0AFE) 
HQLMBECK. P League of Women Voters of Rockford, IL 83/05/12. 
73pp 18460 170 24X Fiche 50-454, 83/05/12, 8305170565 


—8305170572 Testimony of 0 Hontel on emergency preparedness contention* 
Notification 6 verification procedures not developed for 
Plpecrest Home for Aged Vehicles St support personnel to 
evacuate home unavailable 

MONTEL.G, DeKalb Area Alliance for Responsible Energy. MON TEL, 0. 
Sinnlssippl Alliance for the Environment (8AFE) MONTEL.G, Leegue 
of Women Voters of Rockford, IL B3/02/16 I2pp 10460 245 24X 

Fiche 50-494.03/05/12,0305170565 


— 0305170576 Tastimony of UM Maloney on emergency preparedness 
contentions Util emergency plan cannot be implemented 
until questions on not! fication, transportation, communication 
6 liability answered 

MALONEY. J N DeKalb Area Alliance for Responsible Energy. 

MALONEY, U M Sinnlssippl Alliance for the Environment (SAFE) 

MALONEY, J M League of Women Voters of Rockford. ZL. 03/02/17. 
12pp 18460 257 24X FlChe 50-454.83/05/12.0305170565, 


*—0305170501 Testimony of C Lamb re emergency preparedness contentions 
LAMB.C OeHalb Area Alliance for Responsible Energy LAMB, C, 
Sinnlssippl Alliance 'for the Environment (SAFE) LAMB.C, League 
of Women Voters of Rockford. IL 83/02/16 llpp 18460,271. 24X 

Fiche 50-454,83/05/18,0305170965 


— 8305170588 Testimony of D Turner re emergency preparedness contentioni 
Concerns include procedures for 6 modes of carrying on 
emergency communications, transportation difficulties St 
school liability 

TURNER, D DeKalb Area Alliance for Responsible Energy. TURNER, D 
Sinnlssippl Alliance for the Environment (SAFE). TURNER, 0. League 
of Women Voters of Rockford, IL B3/02/10 I2pp 18468*282 24X 

Fiche 90-454, 83/09/12, 8309 1 70569 


— 8305170590 Testimony of D Miller re emergency preparedneii contention* 
Concern* Include procedures for St mode* of emergency 
communications, transportation difficulties St school 
liability 

MILLER, D DeKalb Area Alliance for Responsible Energy MILLER, D. 
Sinnlssippl Alliance for the Environment (SAFE) HILLER, 0 League 
of Women Voters of Rockford, IL 83/02/28. Upp 18468 299, 24X 

Fiche. 50-494, 83/09/12, 8305170565. 


— 8309170993 Testimony of JL Murphy on Contention* 3 tt 13, Listed problea* 
inherent in any radiological accident 6 should be resolved 
to provide neasonablt degree of safety to cltlitns 
MURPHY, J L DeKelb Area Alliance for Responsible Energy. 

MURPHY, J L, Sinnlssippl Alliance for the Environment (SAFE) 

MURPHViJ L League of Women Voter* of Rockford, IL 83/02/20 
16pp, 18468 307 24X Fiche- 50-454, 03/05/12, 8305170965, 
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83053iO-&93 Transcript of B30323 hearing in RockfcrdilL Pp 6 p 541- 
&73 

# Atomic Safetv and Licensing 0oard Panel 03/05/23 I67pp 
48693 129 a4X Fiche 30-454, 03/ 05/33i 03033 10093 


0303310116 Transcript of 830524 hearing in RockfordilL Pp 6,676-6,951 
Supporting documentation end 

• Atomic Safety and Licensing Soard Panel 83/03/S4 359p p 

18696 129 24X Piche 50-454,83/03/24,8305310116 


DOCKET STN-50-453 BVPON STATION, UMIT 2 


A App 1 lea tion/construc t ion stage documents & correspondence 


B3031&O9S2 Informs that ASNE Code Case N-340, “Alternate Rules for 
Exam of Ifsld Edge Preparation Section III,Dlv 1, Classes 
l,SfKC & C8, “ not acceptable for generic use t* not listed 
in rag guide series, per 030302 submittal 

YOUNORLOODi 0 J Licensing Branch 1 03/05/03 FARRAR, 0 L 

Commonwealth Edison Co 2pp 10443 120. 24X Fiche 90-000, 03/O5/O3 j 

0309120592 


0309040323 Board Notification 03-097 forwards differing prof opinions 
re lua interaction 6 safety c lasfti f icat 1 on Info relates to 
Board Mot 1 f ica t ion» 83-17 6 83-44 re Unresolved Safety Issue 
A- 17 

EISENHUTiD.O Division of Licensing 03/03/04 PAULADINO, N 
Contmiit loners 22pp 18337 139 24X Fiche 90-000,03/03/04. 

8303040323 


~03O52OO63'S Rept of SI0929-30 audit to verify Sargent 6 Lundy 
conformance to NL/REG-096a re environ qua 1 i f i ca t i on of Class 
IE electrical equipment 

MARCUS, G F Commontueal th Edison Co 01/10/06 6pp 18322 150 
24X Fiche 50-000, 83/05/ 1 1 , 930330062 1 


--93O32O0663 Rept of Q3O307-13 audit to evaluate Sargent 6 Lundy QA 
program implementation & adequacy of facility design 
SUMMERFIELD, T Commonwealth Edison Co 83/03/23 18pp 
18522 136 24X Fiche 90-000,03/05/11,8305200621 


— 8305200675 Rept of 820607-11 audit re Sargent t< Lundy QA program 
implementation 6 evaluation of adequacy of mechanical, 
electrical 6 structural design of facilities Related Info 
enc t 

MARCUS, G F Commanueal th Edison Co 82/06/17 4Bpp 18522 174 
24X Fiche 30-000,63/05/11,0305200621 


— 8305200603 Rev C to Proeedure 3 0 4, “Design Control - New Design, 
Byron Station ** Description of Most inghoose design assurance 
controls for Byron/Brai duood end 

WHITAKER, W A Nuclear Power Services, Inc 82/11/23 ISgp 
18522 24 i 24X Fiche 30-000,03/03/11,0303200621 


—8305200608 Rev 0 to “Aujillary Feedwater Sys Design Review Rept " Util 
OA state^tent re verification of adequacy of design & const 
of Byron Unit 1 end 

WATTELETjP L , MEISTER, J R , DRAEGER, C B Sargent 8c Lundy, Inc 
DRR-AF-OOl-BB ROO 80/07/16 B4pp 10522 303 SAX 
Fiche 50-000, 83/05/1 1 , 8305200621 


B309100S37 Forwards response to FSAR question re crushable pipe whip 
restraint mat I » per 030330 request for addl info Confirmation 
test to verify angularity of load results will be completed 
by B30SD1 Info will be Included in F&AR amend 

SWARTZ. E D Commonwealth Edison Co 03/05/04 DENTON. H R Office 
of Nuclear Reactor Regulation, Directar 2pp 18373 269 S4X 
Fiche 90-000, B3/05/04, 0309100237 


0303110216 Notification of 830513 meeting uf/C-E it Westinghouse in 
Bethesda.flD to discuss seismic 8i qualification review team 
results b pump 8< valve operability 

OLSHAN. L N Licensing Branch 1 83/03/05 YOUNOBLODD, B J 

Licensing Branch 1 3pp 18434 034 24X Fiche 30-454,83/09/03, 

0309110216 


— 8305S00691 “Design Evaluation lAuditl Rept af 
Ed " 

B1O0EE, D Energy Incorporated 03/04/04 
Fiche 50-000,03/05/1 1,0309200621 


Sargent & Lundy far Comm 
127pp 18523' 027 24 X 


8309310086 Notification of 030614 meeting w/uti 1 in Bethesda.MD to 
discuss util DCRDR program plan 

GILBERT, R A Operating Reactors Branch 9 83/09/26 CRUTCHFIELD, D 

Operating Reactors Branch 9 2pp 18638 063 24X 

Fiche 90-000, B3/09/26i 8303310086 


E NRC Safety Evaluation Report (SER), supple (< correspondence 


B30913OO31 Forwards revised response to Question 370 ?, Part C re 
environ qualification program Representat ive satnple of 
active mechanical equipment in harsh environ qualified FSAR 
will be amended to include rev 

eWARTZ>£ O Commonwealth Edison Co 83/03/06 DENTQNrH R Office 
of Nuclear Reactor Regulation, Director 2pp 18436 313 24X 

Fiche 90 -000, 83/03/06, 8305 130091 


0309090699 Generic Ltr 03-SO to all operating reactor licensees U 
httldert of CFs re Integrated scheduling for Implementation 
of plant mods 8vc list end 

ElBENHUT, O 0 Division of Licensing 83/09/09 Consolidated 
Ediaon Co of New York, Inc 16pp 18627 193 S4X 
Fiche 90-000,83/09/09,0305090639 


B303L80389 Forwards “Preliminary Design Assessment of Byron/Bral dwood 
Oeneratlng Station l< Control Room Human Factors Engineering 
Rivlei/, " 8upp Is I & 1 1 

aWARTZiE D Commonwealth Edison Co 83/03/09 DENTON, M R Office 
of Nuclear Reactor Regulation, Director ip 18407' 001 24X 

Fiche. 30-000, 83/03/09, 0303180383 


— 0309180397 “Preliminary Design Assessment of By ron/Braldwood Generating 
Station Control Room Human Factors Engineering Review,*' 

8vippls 1 & II 

a Commonwealth Edison Co 83/04/30 221pp 18407 002 24X 

Fiche. 90-000, 83/03/09, 0303180389 


83092006SI Documents review of procedures t, practices used in control 
of design & const of Byron Station & highlights important 
flndinfls Const of Byron meets requirements of FSAR SER 
<NUf? £0*^0876 > Supporting documentation end 

REED, C Commonwealth Edison Co 03/09/11 DENTON. H R Office of 
Nuclear Reactor Regulation, Director iOpp. 1B3S1'0B9. 24X 

Fiche' 30-000, 63/09/11, 0309200621. 


— 8309200637 "Ener g y , inc/Ferguson, Inc Audit Rept of Sargent h Lundy for 
Comn Ed 

CURRANjR N Energy Incorporated 02/07/06 69pp 1S921 093 
24X Ficher 90-000, 03/03/1 1, 8303200621 


— 8309200647 '^Rept on INPO Self-Initiated Evaluation for Bgron U 
Bralduiood Nuclear Station Const Projects “ 

a Commonwealth Edison Co B2/11/17, 390pp, 18321 160 24X 

Fiche. 90-000, 03/03/11, 8309200621 


0303160039 Clarifies commitments re timing for completion of 
preoperat lonal testing of auxiliary bldg ventilation sys 
Review of SER, NURCG-0Q76i Indicates misunderstanding may 
exist 

TRAMM, T R Commonwealth Edison Co 03/03/i 1 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp iB493 110 24X 

Fiche 30-494.83/09/11,8303160039 


F Security, medical, emergency 8c fire protection plans 


B30S040062 Requests that response to NRC position re source range 
neutron flux monitoring be expedited to allow completion 
of review of remaining open items re App R criteria for 
post-fire safe shutdown capability 

YOUNGBLOOD, B J Licensing Branch I 03/04/11 FARRAR, D L 
Commonwealth Edison Co 3pp 10336 219 24X Fiche 30-000,83/04/11, 

0309040062 


0309040069 Releases public version of rev to emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 83/04/22 Document 
Management Branch Ip 10329 092 24X Fiche 90-434,83/04/22, 

0303040069 


— 0303040074 Forwards public version of rev to emergency plan 
Implementing procedures, Including Procedures BZP 100-1 re 
station manager 6 BZP 310-4 re assembly 6 evacuation of 
personnel 

TRAMM, T R Commonwealth Edison Co 03/02/29 DENTON, HR Office 
of Nuclear Reactor Regulation, Director Ip 19329.093 24X 

Fiche 90-434, 03/04/22, 0309040069 


— 0309040080 Public version of rev to emergency plan implementing 
procedures, includ ing Procedures DZP 100-i re station manager 
ic eZP 310-4 re assembly & evacuation of personnel 
* Commonwealth Edison Co 83/02/10 a3lpp iB3S9 094 P4X 
Fiche 90-494, 83/04/22, 0309040069 


0309060184 Forwards Rev 8 to security plan Rev withheld (ref 
10CFR73 21 > 

FARRAR, D L Commonwealth Edison Co 03/04/29 Office of Nuclear 
Reactor Regulation, piractor Ip 10343 090 24X 

Fiche. 50-454, 03/04/29,0309060184 



378 


DOCKETED ITEMS 


B303n0034 Generic Lfcr a3“2l to all Jlcensoes of operating reiictorsi 
apjilicants for OL* & holders of CPs re c larif ication of 
access to control procedures for law enforcement visits 
Svc list encl 

EiaeNHUT.DO Division of Licensing G3/03/il Consolldateil 

Edison Co of Nbij Vorki Inc I6pp 10340 095 24)f 

Fiche 30-000. 03/O5/tl,a3OSl 10034 


0 Adjudicatory correspondence 


0303040403 Memorandum & order denying intervenor 8304S8 oral motion to 
keep record open on steam tube integrity sobtssues Record 
contains sufficient info to make decision ro Unresolved 
Safety Issue A-3 

SMITH. 1 W Atomic Safety and Licensing Board Panel 03/03/03 
League qf Women Voters of Rockford, IL 2pp 18333 aofi 24)C 
F I c h 0 ao*-45<V, Q3/03/03, 3303040403 


0303100206 Application for issuance of end unsigned subpoenas 
directing attendance ft testimony of I Souders & U Qgebury 
ABLB B30S23 session In Rockford, IL Certificate of Svc end 
WHICHER, J M League of Women Voters of Rockford, IL WHlCHER»i^ M 
DeKalb Area Alliance for Responsible Energy WHICHER, J M 
Sinnlssippi Alliance for the Environment iSAFE) B3/03/04 
SOUDERS, I , DGSBURYiJ Affiliation Unknown 7pp 10371 134 24X 

Fiche 30-434,03/03/06,8303100206 


0303100172 NfiC response to joint intervenor motion to reopen record 
raised under Contention lA concerning J Hughes testimony 
on OC/QA Staff opposes further hearing on subj matters 
YOUMO, M A Atomic Safety and Licensing Board Panel 03/03/09. 7pp 
10374,323 aax Fiche 30'-454, 03/03/09. 03O3IOOI 72 


— 0303100176 Affidavit of DW Hayes it KA Connaughton re statement bg 
J Hughes supporting intervenor motion to reopen record 
HAYES, D W . caHHAUOHTdH. K Region 3. Office of Director 
83/03/09 iSpp 10374 930 24X Fiche 90-454,03/03/09,0305100178 


8305II0213 Response In opposition to Rockford League of Women Voters It 
Dekalb Area Alliance for Responsible Energy/Safe 
Alternatives for Future Energy motion to allow testimony of 
J Hugftes on OA/QC Certificate of Svc encl 

DECKER, D D Commonwealth Edison Co DECKER. 0 D Isham, Lincoln l< 
Beale 83/05/09 Atomic Safety and Licensing Board Panel 13pp 
10407.039 84X Fiche 30-434,03/05/09,8303110215 


0305160162 Memorandum it order scheduling special deposition sestjon fer 
930526 in Rockford, IL to take deposition of J Hughes A 
poselbly of Rouders it Dgsbury 

SMITH, r w Atomic safety and Licensing Board Panel 03/09/lS asp 
10444 036 24X Fiche 50-434, 03/03/lS, 8305160162 


0305170297 Forwards stipulation w/affldavits it ambulanct survey rs 
admission of certain evidence offered by interveners on 
emergency planning issues Upon admission of evidence, hearinp 
record should 6s closed Gvc list end W/o stated end 
BIELAWSKliA P Isham, Lincoln it Dsale BlELAWBKIiA P CQaaoreiiltl 
Edison Co 03/05/12 SMITH, 1 W , COLE, R F , CALLlHANiAD Atoale 
Safety and Licensing Board Panel 3pp 10465 063 24X 

Fiche 50-434,83/03/12, 0305170297 


0305170565 Motion to receive into evidence stipulation portioni p| 
prefiled testimony Stipulation covers admissibility of 
affidavits it exhibits bearing on emergency planning matters 
W/unexecuted stipulation 

DlELAWSKliA P Commonwealth Edison Co BIELAW6KI>A P. Isham, 
Lincoln it neole 03/05/12. Atomic Safety and Licensing Board 
panel 2pp 18460'. 160 2411 Flchfl nO-454> 83/05/12, 0305170565 


0305200321 Memorandum L order approving stipulation to offer into 
evidence Joint Intervenors Exhibits 13 - 20 Stipulation will 
be bound Into 030323 transcript Proposed findings 6 
conclusions on emergency planning Issues due 830620 
GMITN, I W Atomic Safety and Licensing Board Panel 03/09/19 
Office of the Executive Legal Director. Ip. 10516 009. 24X 

Fiche 90-434, 03/05/19, 0303200321 


0 Inspection reports, IE DuUetlno it correspondence 


B212O6O303 IE Info Notice 83-14, “Dewatered Spent Ion Exchange ftfiih 
eusceptlblllty to Exothermic Chemical Reaction “ 0vc list 
encl 

TAYLOR, J.M Oivlfion of Safeguards it Inspection Programs (Poit 
8301031 03/03/21 Con so 1 1 dated Edison Co of New York, Inc 

ll2pp 18308 319 24X Fiche 30-000, 83/03/21,8212060309 


8303040021 IE Info Notice 03-21, »Def active Emergency Use Resplratcp * 
Svc list end 

JORDANiE L Division of Emergency Preparedness ^ Engineering 
Response {Post 0301031 83/04/15 Consol idated Edison Co. of l/ie 

York, Inc 126pp 18435-159 24X Fiche . 50-000, 83/04/15i 8303040021. 


0305120299 Discusses order of witness presentation for hearings 
resuming on 030923 NRC will present witnesses on liquid 
pathway contention first# followed by uti I, Rockford League of 
Women Voters 6 util rebuttal witnesses 

OALLD, J Isham, Lincoln & Beale GALLO, J Commonwealth Edison Co. 
03/09/10 BMITH, I W , COLE, R F , CALLrHAN,A D. Atomic Safety and 
Licensing Board Panel. 2pp 18430 169 24X Fiche 50-494,83/05/10, 

0309120299 


0309160060 Affidavit of RP Tuetken on J Hughes allegations ra welding 
Welding of brace to pressure pipe proper, if performed per 
design specs Util conducting reinsp of work performed by 
contractor OC inspectors 

TUETKEN, R P Commonwealth Edison Co 83/03/11 Spp 18493 180 
84 X Fiche 50-494, 83/03/1 1 , 0309160060 


0309170314 Confirms mailing «f proprietary version of Pages 4691,4692 it 
4697 from 830413 transcrip t, per terms of Westinghouse 
nondisclosure agreement Method for circulating 
nonproprietary portion to PDRa being worked out. 

DAVIBiF X Westinghouse Electric Corp 83/09/11 THOMABi D 
Affiliation Unknown 2pp 18469 076 24X Fiche 50-494,83/09/11, 

0303170314 


8305170319 Forwards nondisclosure agreement signed on 830427 Terms of 
agreement should be used to handle Westinghouse proprietary 
info contained in 030419 transcript Method for circulating 
nonproprietary portion to FORs being worked out W/o end 
DAVIS, F X Westinghouse Electric Corp 83/09/11 CHAVEZ, D DeKalb 
Area Alliance for Responsible Energy CHAVEZ, D Slnnlislppi 
Alliance for the Environment fSAFEl Ip. 18469 362, 24X 

Fiche 50-454,83/09/11,0309170319. 


8303040023 IE Info Notice 83-22, "flWR 0af ety /Rel lef Valvi Fallurii • 
Svc list encl. 

JORDAN, E L Divlflon of Emergency Preparedness it Engineering 
Response (Post 030103). 03/04/22 Consolidated Edison Co «f Nie 

York, Inc. 112pp. 10303; 089 24X Fiche 30-000,03/04/22,0303040023 


0303040023 IC Info Notice 03-23, ^'Inoperable Containment Atmoiphtre 
Oeniing &ys. “ Gvc lift encl. 

JORDAN, E L. Division of Emergency Preparedness it Enginfcrlng 
Response (Post 830103). 83/04/23 ConaoMdatid Edifpn Co of 

York, Inc. U9pp i830l29i, 24X FI cht. 30-000, 03/04/29, 03O3O+W2J 


0303170238 Forwards IE Imp Repts 50-434/83-14 a, 50-458/83-12 on 
830316-10 it 31. No noncompl lance noted. 

PAPERIEULO, C. J, Region 3, Office of Director. 03/04/26, RKDjC 
Commonwealth Edison Co. 2pp. 10469.087 24X Fiche? 90-494, 03/O4/2Aj 

0303170230. 


—0303170240 IE Insp Repts 30-494/03-14 it 30-493/03-12 on 830316-10 6 31 
No noncompliance noted Major areas inspec ted' environ 
protec tion, Inc 1 udlng preoperational radiological environ 
monitoring implementation 3< results it mgt controls, 

OEBTMANN,M. J , eCHUMACHER, M C Region 3, Office of Director. 
83/04/23 7pp. 10463,089. 24 X Fiche; 30-434, 03/04/26, 83O3I7O2J0 


8303040026 IE Info Notice 03-24, “Loose Parts In Becondary Bide of 
Oteam Oanerators at PWRs. “ Svc list encl 

JORDAN, E,L Division of Emergency Preparedness St Engineering 
Response (Post 030103). 83/04/28 Consolidated Edison Ce. of 

York, Inc H9pp. 18382*047. a4X FI Che. 50-000, 83/04/2B, 8303040026 


B305170334 Forwards application for withholding from public disclosure 
Westinghouse proprietary info discussed in 9a04ig meeting. 

Method for circulating nonproprietary portions of 030413 
transcript to PDRs being worked out W/o encl 

DAViSrF X Westlnghause Electric Corp 03/09/H SMITH,! N , 
COLEifl F. , CALLlHANiA 0 Atomic Safety and Licensing Board Panel 
Spp 18469 006 24X Fiche. 90-434,03/03/11,0309170334 


0389170522 Forwards nondisclosure agreement signed Pn 830426 It 
proprietary version of Pages 4691,4692 6 4699 from 030413 
trenscript W^o propristery pages 

DAVIS, F X Westlnghause Electric Corp 03/03/11 BRIDENBAUOH, D 
JOHNSON, B , BUNCH# R. Leegue of Women Voters of Rockford# IL lo 
10467 231 SAX Fichi 90-494# 03/09/11, 0303170522 


0303040027 IE Info Notice 83-23, “Standby Oas Treatment Gys Heetsr Hl|h 
Temp Trip Setpoint Adjustment. “ Svc list encl, 

JORDAN, E L Division of Emergency Preparednees I, Engineering 
Response (Post 030103). 03/04/28 Consol Idated Edison Co, bf 

York, Inc llBpp 10302 163 24 X Fiche: 30-000, 83/04/20, 0303040087 


8303040028 16 Info Notice 83-26, “Failure of Oaf ety/Rel lef ValYt 
Discharge Lina Vacuum Breakers, " 0vc list encl. 

JORDAN,E L. Division of Emergency Preparedness it Engineering 
Response (Post 030103), 83/03/03, Consolidated Edison Jo 

York, Inc ICOpp 18441,170. 24 X Fiche' OO-OOO, 03/03/03, 03O3O4«w 
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B303040030 IE Infa Notlct 63~27< "Operational fles(^d^8e to Evetits 
Concerninp Deliberate Acts Directed Against Plant 
Equipment " Svc Hit end 

JORDANi E L Dlviilon of Emergencg Preparedness & Engineering 
Retponie (Post 8301031 83/0S/04 Cons-a 1 1 da ted Edison Co of Nqm 

Yoricj Inc llSpp 10383 382 Flche SO-000* 83 /09/04« 0303040030 


B303040031 IE Info Motlce 83-38. "Criteria for Protective Action 
Recommendation* for Oenotal Emergencies " Svc list enc 1 
JORDANi E L Division of Emergencg Preparedness & Engineering 
Response (Post 8301031 83/03/04 Consolidated Edison Co of Neu 

yorki Inc ll9pp 10441 001 24 X Flche 30-000,03/03/04.8303040031 


83:03040033 IE Info Notice 83-2?, "Fuel Binding Caused bg Fuel Rack 
Deferpiatlon " Svc list end 

JORDAN. E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of Neut 

Vark, Inc ll3pp 10323 248 24XFiche 30-000, 03 /03/06i 0303040033 


03O31<?OO19 Forwards IE Inip Repts 30-434/83-13 it 50-435/83-13 on 
830321 & 28-31 No noncompliance noted 

LITTLE. M. 8 Regions, Office of Director 83/03/06 REED. C 
Commonwealth Edison Co 2pp 18502 004 S4X Fiche 30-494.03/03/0^. 
830919001? 


— 0309190027 IE Jn*p Rept* 30-494/03-13 i< 30-459/83-13 on 830321 U 80-31 
Mo noncompliance noted Major area* inspected evaluation of 
NDE results for pool liner welds it review of qualitg 
records 

WARD. K 0 . DANIELSON. D H Region 3. Office of Director 03/04/29, 
llpp 18902 006 24X Fiche 30-454. 83/03/06i 8303190017 


03O913OIS9 Ack receipt of 830103 Ur informing NRC of steps taken to 
correct violation* noted in IE ln*p Repts 90-454/82-05 tc 
90-499/82-04 

SPESSARD. R L Region 3. Office of Director 03/03/10 REED, C 
Commonwealth Edison Co. Ip 18437 880 a4X Fiche 50-494,03/03/10. 
0309130129 


— B3O9130139 Responds to NRC 820624 1 tr ro Violation* noted In IE Insp 
Repts 50-494/88-05 & 90-495/08-04 Welding procedures U 
instruction* need not be at each location where actual 
welding performed, per A8ME Cods 

eriEOE.WL Commonueelth Edison Co 83/01/03 KEPPLER. J 0 
Region 3. Office of Director 3pp 10437 SBt 24X 
Fiche’ 50-454. 83/09/10. 8309130129 


8303040034 IE Info Notice 83-30. "Ml sapp Ucation of Generic Emergencg 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN.E L Division of Emergencg Preparedness bi Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York. Inc 11 4pp. 18924 003. 24X Fiche 90-000,03/09/11.8303040034 


030317-0490 Confirmatory action Itr ro insp of pipe whip restraints in 
safety-related high energy piping sys on 830903-04 & 09-10. 
Restarting instaUation of whip restraints contingent upon 
transmittal of as-bullt drawings to Sargent it Lundy 
KEPRLERivT 0 Region 3. Office of Director 83/09/13 REED. C 
Commonwealth Edison Co. 2pp 10467 319 24X Fiche 30-494.83/09/13. 

8309 170498. 


03O5SOD5O8 Ack receipt of 830210 & 0904 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
90-494/82--17 t. 90-499/02-12. 

6PE88ARD, R L Region 3. Office of Director 83/05/17 REED. C 
Commonwealth Edison Co Ip 18916:060 24X Fiche. 90-494. 83/09/17. 

0309200908 


— B309200922 Respond* to 830111 Ltr re vlalatlons noted In IE Insp 
Repts 90-494/02-17 1. 90-499/02-12 Corrective actions 
contractor placed hold tag* on 90 panels S. notified 
electrical const dept per Procedure 6 

FARRAR. D L Commonwealth Edison Go 83/09/04 KEPPLER. J, O 
Region 3. Office of Director 6pp 18916.061 24X 

Fiche 90-494.03/09/17.8309200900 


— 8309200940 Responds to NRC 830111 ltr re violation* noted in IE Insp 
Repts 90-494/02-17 it 90-499/02-12 Corrective actions 
contractor instructed to identify panels which contained 
cable separation problems & hold tag* placed on panels 
FARRAR. D. L. Commonwealth Edison Co, 83/02/10. KEPPUER. J 0 
Region 3. Office of Director. 7pp 18916 067 24X 

Fiche- 90-494. 83/09/17. 0309200908 


8309240924 Confirms arrengements for 030613 meeting between NRC 6 util 
in Region III ofcs to discus* 8ALP for facilities Meeting 
will be opened to other interested parties as observers 
NORELIUS. C E Division of Project it Resident Programs 83/09/18 
REED. C. Commonwealth Edison Co, ip 18971 101 24X 

richer 90-000. 83/09/10. 8309840924 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/19 Consolidated Edison Co of New 

York, Inc H4pp 18697 009 24X Fiche 30-000.83/09/19,0303040040 


0305260278 Ack receipt of 830419 ltr informing NRC of step* taken to 
correct violations noted In IE insp Repts 90-434/03-07 it 
90-439/83—03 Finding only 10 rejectable welds out of ii067 
not proper indication of inspector performance 

NGREL 1 U8 • -C E Division of Project 6 Resident Programs 03/03/20 
REED, C Commonweal th Edison Co Ip 18625 136 24X 

Fiche 90-4 54, 83/03/20, 8309260278 


63032602B2 Responds to NRC 830324 ltr re violations noted in IE Insp 
Repts 50-494/03-07 & SO-453/83-03 Corrective actions welds 
relnspected New onsite contractor OA/QC qualification 
procedures implemented 

FARRARrD L Commonwealth Edison Co 83/04/19 KEPPLER, J G 
Region 3, Office of Director 3pp 18629 157 24X 

Fiche 30-454, 83/09/20, 8309260278 


8309270476 Ack receipt of 830429 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 90-454/83-06 8c 
90-499/83-03 Actions will be decided during pipe whip 
restraint energy absorbing matl tests 

SPESSARD. R L Division of Engineering 83/09/24 REED. C 
Commonwealth Edison Co Ip 18644 087 24X Fiche 90-000.83/09/24, 

8305270476 


—8309270499 Responds to NRC 630331 ltr re violations noted In IE Insp 
Repts 30-454/83-06 6 50~499/83~03 Corrective actions site 
design procedures compiled into manual bg (Meetinghouse Si 
Issued to facility for site use on 930413 

FARRAR. D L Commonwealth Edison Co 83/04/29 KEPPLER, J <5 
Region 3. Office of Director llpp 18644 CBS 24X 
Fiche 30-000,03/03/24.8305270476 


8303040046 IE Info Notice 83-331 "Nonr epresentati ve Sampling of 
Contaminatoii Oil ♦' Svc li»t end 

JORDAN, 0 L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/03/26 Consol Idatad Edison Co of New 

York. Inc ll4pp 18647 007 24X Fiche 90-000.83/05/26,8303040046 


3 Reportable occurrence*. LER* it related correspondence 


8303110427 Part 21 t deficiency repts re misoperation of 05-416 reactor 
trip undervaltage devices Initially reported on 830420 
Attachment* will be replaced w/devices w/wldened groaves 
to accommodate new retaining rings Mfg drawings revised 
RAKE. E P Westlnghouse Electric Corp 03/04/21 DEYOUNG. R C 
Director's Office, Office at Inspection and Enforcement 9pp 
18405 093 24X Fiche 90-000.83/04/21.8303110427 


0305030270 Final deficiency ropt re reactor coolant pump li steam 
generator support columns not installed within tolerance* 
specified cn Sargent it Lundy Design Drawing S-tl05 Initially 
reported on 030329 Revised tolerances will be verified 
aWARTZiE D Commonwealth Edison Co 03/04/29 KEPPLER. J 0. Region 
3. Office of Director 3pp 18300 027 24X Fiche 90-454,03/04/29. 

8309030270 


0309120392 Interim deficiency rept re misapplication of ITE Gould 
circuit breakers in post-LOCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 830328 Matter under 
Investigation Final rept bg 830808 Reported per Part 21 
MANNO, S F Niagara Mohawk Power Corp 83/04/26 STAROSTECKI, R 
Region 1, Office uf Director 2pp 18433 072. 24X 

Fiche 90-000.03/04/26,8309120392 


— 8305120404 Part 21 rept re failure of post-LQCA hydrogen recomb iner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEY. D C Rockwell International Corp 83/03/11. COLLINB. J T. 
Region 4, Office of Director 9pp 18433 074 24X 

Fiche 90-000,83/04/26,8305120392 


8309190233 PNO- 1 1 1-83-033 on 030511 , I Uensee stopped work on new 
Installation of pipe-whip restraints on *af ety-related 
piping per 830513 confirmatory action ltr Restraints 
Installed ui/o adequate procedures or OC insp program 
DANIELSON. D, H . LITTLE, W 8 Region 3. Office of Director 83/05/13 
Ip, 18901 ’318 24X Fiche 50-434, 83/09/13. 8309190233, 


T. Hearing transcripts on non-antitru*t matters 


S309040349 Transcript of 830419 hearing in Rockford, IL Pp 4.67 
Supporting documentation end 

» NRC - No Detailed Affiliation Given 03/04/13 I63pD 
18323,031 24X Fiche 90-434t 83/04/ t 3, 8303040349 
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B309020163 Transcript hearing m Rdcitford. IL Pp 9. iS6 

* NRC - No DetalUtf Affiliation Given B3/04/2& 192pp 

10277 301 24X Fiche 50-454 » 83/04/26. 8309020 1&3 


8305170408 Foruaris proprietary Sc nonpr o pr i e tary versions of statements 
made by NRC ultness re Hestlnghousd Model 04/05 steam 
generators Proprietary info withheld (re# lOCFRS 790> 

RAHE. E P Westinghouse Electric Corp 83/04/26 ErSENHUT^DO 
Division of Licensing ip 18469 326 24X Fiche 50-494i 83/04/26. 

8305170408 


— 8305170411 ForuariJs application for ul thhold ing proprietary version of 
statements made by NRC uitness re Mestinyhcuse Model D4/D9 
steam generators per 10CFR2 790 

WIESEMANN. fl A Nestlnghause Electric Corp 83/04/26 
EISENHUTiD 0 Division of Licensing 9pp 18469 327 24X 

Fiche 90-494.03/04/26.6309170408 


-'*6305170413 Nonpropr 1 etarg version of statements made by Rajan re 
Meetinghouse Modal D4/D9 steam generators Pp 41691-4.692 & 

4. 699 

RAJAN NRC - No Detailed Affiliation Given 83/04/26 3pp 
18469 336 24X Fiche 30-454.83/04/26.8303170403 


8305030309 Transcript of 830427 haariny in Rockford. IL Pp 6.157-6,400 
e NRC - Nd DalalJed Affiliation Given 33/04/27 204pp 

18296 200 24X Fiche 90-454.83/04/27.8303030305 


8309030908 Motion to permit J Hughes testimony re QA/QC at facility It 
to shorten time for responses by util 6 NRC Matters of 
testing documentation it uieldlng constitute significant 
safety issues 

WHICHER.J M League of Momen Voters of Rockford, IL. WHICHER.J M 
DeKalb Area Alliance for Responsible Energy t/HflCHER. J. M Safe 
Energy for N«u Haven 83/04/27 Atomic Safety and Licensing Board 
Panel 4pp 1 8299 091 a4X Fiche 30-494. 83/04/27. 8305030908 


—6305030916 Handwritten testimony of 0 Hughes re OA/OC at facility 
HUGHES. J League of Momen Voters of Rockford^ IL HU0HE8. J 
OeKalb Area Alliance for Responsible Energy HUGHES, J Safe 
Energy for New Haven 83/04/23 3pp 18299 095 24X 

Fiche 50-454,83/04/27.0305030508 


8303030391 Transcript of 830428 hearing In Rockford. IL 
Pp 6.401-6.940 Supporting documentat ion end 
« NRC - No Detailed Affiliation Given 83/04/26 221pp 

18299 329 24X Fiche 90-434.03/04/20.6303030391 


— 8309170588 Testimony of D Turner re emergency preparedness contentions 
Concerns include procedures for it modes of carrying on 
emergency c ommunl catlone. transportat ion difficulties & 
school liability 

TURNER. D OoKalb Area Alliance for Responsible Energy TURNER. D 
Sinnlsslppl Alliance for the Environment (SAFE) TURNER. 0 League 
of Women Voters of Rockford. !L 83/02/10 I3pp 18460 282 24X 

Fiche 50-454.83/09/12,8309170965 


— 0303170590 Testimony of D Miller re emergency preparedness contentions 
Concerns Include procedures for U modes of emergency 
communications, transportation difficulties & school 
liability 

MILLER. 0 DeKalb Area Alliance for Responsible Energy HILLER*D, 
Sinnisaippi Alliance for the Environment (SAFE) MILLER. D Leegu* 
of Women Voters of Rockford. IL 83/02/28 I2pp 18468 299 24X 

Fiche 90-454.83/09/12.8309170963 


— 8303170393 Testimony of JL Murphy on Contentions 3 St 13 Listed profaliet 
Inherent in ong radiological accident & should be resolved 
to provide reasonable degree of safety to cititens 
MURPHV. J L DeKalb Area Alliance for Responsible Energy 

MURPHV. J L Sinniisippi Alliance for the Environment (SAFE). 

MURPHY, J L League of Women Voters of Rockford. IL 83/02/28 

16pp. 18468 307 24X Fiche 30-434.83/09/12.8309170969 


8309310093 Transcript of 030923 hearing In Rockford. IL Pp 6.341- 
6. 673 

« Atomic Safety and Licensing Board Panel 63/03/23 167pp 

10633 129 24X Fiche 90-494. 83/09/23. 8309310093 


8309310116 Transcript of 830924 hearing in Rockford. IL Pp 6.676-6.991 
Supporting documentation end 

« Atomic Safety and Licensing Board Panel 03/09/24 339pp 

18696 129 24X FI Che 50-494.83/09/24.0305310116 
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A Appl icatlon/construc tlon stage documents & correspondence 


8309120992 Informs that A8ME Code Case N-340. "Alternate Rules for 
Exam of Weld Edge Preparation Section IIl.Div 1. Classes 
1.2, MC & C6. " not acceptable for generic use & not listed 
In reg guide series, per 830302 submittal 

YOUNGBLOOD. D J Licensing Branch 1 03/09/03 FARRAR. D, L 

Commonwealth Edison Co 2pp 10443 120 24X Fiche 90-000.83/03/03. 

8303120392 


6309170965 Motion to receive into evidence stipulation & portions of 
prefiled testimony Stipulation covers admissibility of 
affidavits h exhibits bearing on emergency planning matters 
W/unexecuted stipulation 

SlELAWSKl.A P Commonwealth Edison Co 63/03/12 Atomic Safety 
and Licensing Board Panel 2pp 18468' 160 24X 

Fiche 30-434,83/03/12.8305170569 


0309100237 Forwards response to F8AR question re crushable pipe whip 
restraint matl.per 830330 request for addl Info Confirmation 
test to verify angularity of load results will be completed 
by 830801 Info will be included in F8AR amend 

SWARTZ. E D Commonwealth Edison Co 03/09/04 DENTON. K. R Office 
of Nuclear Reactor Regulation. Director Spp 18373 269, 24X 

Fiche 90-000.83/09/04.6303100237 


—6303170369 Testimony of P Holmbeck re Investigation into adequacy of 
emergency plans re emergency planning contentions Util 
made no attempt to study protective value of sheltering 
populations around plant 

HOLMBECK. P DeKalb Area Alliance for Responsible Energy 
HOLMBECK. P Sinnlsslppl Alliance for the Environment (SAFE) 
HOLMBECK. P League of Women Voters of Rockford. IL 83/09/12 
73pp 18466 170 24X Fiche 30-434.63/05/12.6305170965 


— 0305170972 Testimony of 0 Monte! on emergency preparedness contentions 
Notification & verification procedures not developed for 
Pinecreat Home for Aged Vehicles U support personnel to 
evacuate home unavailable 

MQNTEL.O DeKalb Area Alliance for Responsibla Energy MDNTEL.G 
Sinnisilppi Alliance for the Environment (SAFE). MONT EL . 0 League 

of Women Voters of Rockford. IL 03/02/16 12pp 10460 249 24X 

Fiche 9{?-4 94, 03/05/12. 8309170969 


— 8305170576 Testimony of JM Maloney on emergency preparedness 
contentions Util emergency plan cannot be implemented 
until questions on noti fication. transportation, communi cat! on 
8c liability answered 

MALONEY, J M DeKalb Area Alliance far Responsible Energy 

MALONEY, JM Slnnitslppl Alliance for the Environment (SAFE) 

MALONEY. J M League of Women Voters of Rockford. IL 03/02/17* 
12pp 18460 297 24X Fiche 90-494.63/09/12.8309170969 


8305170981 Testimony of C Lamb re emergency preparedness contentions 
LAMB.C DeKalb Area Alliance for Responsible Energy LAMB.C 
Sinnlsslppl Alliance for the Environment (SAFE) LAMB.C League 
of Women Voters of Rockford. IL 83/02/16 Upp. 10468 271 24X 

Fiche 90-434.03/05/12,8309170963 


6309130001 Forwards addl F8AR inf o. respond ing to Questlani 241 1.241 S. 
241 7 it rev to 241.6-3 in NRC 830114 it 0201 Itrs F8AR Will 
be amended to include Info 

SWARTZ, E D Commonwealth Edison Co 83/09/06 DENTON. H. R Offlc# 

of Nuclear Reactor Regulation. Director 24pp 18436 344 24X 

Fiche 90-496.83/03/06.6309130001 


8309130091 Forwards revised response to Question 270 9.Part C re 
environ qual 1 f icatlon program Representative sample of 
active mechanical equipment in harsh environ qualified F8AR 
will be amended to include rev 

SWARTZ, E D Commonwealth Edison Co 83/09/06 DENTON. H R. Office 
of Nuclear Reactor Regulation. Director 2pp 18436 313 84X 

Fiche 30-000,63/03/06.8309130091 


8305090699 Generic Ltr 83-20 to all operating reactor licanseet It 
holders of CPs re Integrated scheduling for imp lementatlon 
of plant mods Sve list end 

EISENHUT.D 0 Division of Licensing 83/05/0? Consolidated 
Edison CO of New York, inc 16pp 16627 193 24X 

Fiche 90-000,03/05/09.830909065? 


0305180389 Forwards "Preliminary Design Assciiment of Byron/Btaidwood 
Generating Station It Control Room Human Factors Engineering 
Ravieu, " Suppls I it II. 

BWARTZ.E D, Commonwealth Edison Co 83/09/0? DENTON, H. R, Office 
of Nuclear Reactor Regulation. Director ip 18407 001 24X 

FI Che 90-000. 83/09/0?, 8309180389 


— 8309180397 "Preliminary Design Assessment of Byron/Braldwood Oenereting 
Station Control Room Human Factors Engineering Review." 

Suppls I & II 

# Commonwealth Edison Co 03/04/30 2 atpp 18487*002. 84X 

Fiche 90-000. 83/09/0?. 8305180389 



DOCKETED ITEMS 


381 


0305200621 Documents review of procedures It practices used in control 
of design 6 const pf Dyron Station i< highlights inportant 
findings Const of Dyron meets req.oir emonts of FSAR it SER 
(NUR£0-’OB76) Supporting documentation end 

REEDi C Commonwealth Edison Co 03/05/11 DHNTONj H R Office of 
Nuclear Reactor Regulation* Director lOpp 10921 003 24X 

Flche 50~000i 03/03/1 li 0303300621 


— 0303200637 "Energg, Inc/Ferguaon, Inc Audit Rept of Sargent Lundy for 
Comm Ed " 

CURRANi R N Energy Incorporated 02/07/06 63pp 10321 093 
243< Flche 50-000.03/03/11*0303200621 


— 0303200647 '‘Rept on INPO Self-Initiated Evaluation for Byron «a 
DrAlduiood Nuclear Station Const Projects 

ft Commonwealth Edison Co 82/11/17 330pp 10321 160 24)( 

Flche SO-OOOi 03/05/1 1 , B305200621 


— 8303200635 Rept of 010929-30 audit to verify Sargent & Lundy 
conformance to NUREO-OSSB re environ qua! i f i cat! on of Class 
IE electrical equipment 

NARCUSiO F Commonwealth Edison Co 81/10/06 6pp 10322 l30 
24X Fiche 30-000i B3/05/1 1* 0303200621 


— 0309200665 Rept Of 830307-15 audit to evaluate Sargent & Lundy OA 
program imp lementati on & adequacy of facility design 
BUMMERFIELD, T Commonwealth Edison Co 83/03/23 lapp 
1 8922 136 24X F 1 chfl ’ 30-000. 03/03/ 1 1 . 830920062t 


—0303200673 Rept of 020607-il audit re Sargent &< Londy QA program 
l 4 itp lementatlon & evaluation of adequacy of mechanical, 
electrical 6 structural design of facilities Related info 
1T1C I 

MARCUS. 0 F Commonwealth Edison Co 02/06/17 4app 10922 174 
SAX Fiche 90-000.83/05/11.0309200621 


— 8305200603 Rev C to Procedure 3 0 4. "Design Control - New Design. 
Byron Station *' Description of ties tinghouse design assurance 
controls for Dyron/Braidurood end 

WHITAKER. W A Nuclear Power Services, inc 02/11/23 10pp 
10922 241 24X Ftche 30-000.03/03/11.0303200621 


— 0305200600 Rev 0 to "Auxiliary Feedwater Sys Design Review Rept "*UtlL 
QA Statement re verification of adequacy of design 6 const 
of Byron Unit 1 encl 

WATTELET. P L Sargent & Lundy. Inc DRR-AF-OOl -DB ROO 00/07/16 
26 pp 16323 001 24X Flche 50-000. 03/03/ U . 8303200621 


—0309200691 "Design Evaluation (Audit! Rept of Sargent 6 Lundy for Comm 
E<5. " 

BiQSEEiD Energy Incorporated 03/04/04 I27pp 18523 027 24X 

Fldhe 90-000.83/09/11.0305200621 


6305S60S87 Forwards addl FQAR info on Questions 241 3 330 1 re lean 

concrete Je toxic matl sh ipments. respective ly 6 revised 
response to Questions 241 9 (( 241 7 per 630114 Itr Infp 
will be included in F0AR amend 

SWARTZ^ E D Commonwealth Edison Co 83/05/23 DENTON. H R. Office 
of Nuclear Reactor Regulation. Director llpp 10629 143 24X 

FI « h ® ‘ 30-436. 03/03/23. 0303260287 


030931(7086 Notification Of B30614 meeting w/ut 1 1 in Dethesda.MD to 
discuss util DCRDR program plan 

OILBERT. R A Operating Reactors Oranch 3 03/09/26 CRUTCHFIELD. D 

Operating Reactors Branch 9 2pp 10638 063 24X 

Flche. 50-000. 03/03/26. 83O531OO06 


F Gecurtty. medical, emergency U fire protection plans 


0305040062 Requests that response to NRC position re source range 
neutron flux monitoring be expedited to allow completion 
of review of remaining open items re App R criteria for 
post— fire safe shutdown capability 

YaUNOaUODD. B, J Licensing Branch 1 03/04/11 FARRAR. D L, 

Commonwealth Edison Co 3pp 16336 219 24X Flche 30-000. 83/04/1 1. 

8303040062 


8303240264 Forwards IE Insp Repts 50-436/03-05 U 50-497/03-03 on 
830403-00 6 14 No none omp 1 lance noted 

KNQPiR C. Region 3, Office of Director 03/03/04 REED. C 
Commonwealth Edison Co 2pp 10940 212 24X Flche 50-436.83/03/04. 

0309240264 


—8309240260 IE Insp Repts 90-456/03-09 50-497/83-03 on 030409-00 4c 14 

No none omp I lance noted. Major areas inspected licensee 
response file for IE circulars 6 bu 1 1 e tins, ac tion on 
previously identified Items & fire protection requirements 
HlNPa. J. M . HAYES. 0 W Region 3. Office of Director 03/03/03 
7pp. 18540 214 24X Flche 90-456.83/05/04.8303240264 


0303110034 Generic Ltr B3~2l to dll licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list encl 

EISENHlfT. D 0 Division of Licensing 83/05/11 Consolidated 

Edison Co of New VorX. Inc 16pp 10340 099 24X 

Flche 30-000,83/03/11.0305110034 


8305240213 Forwards monthly status rept on offsite emergency 
preparedness for DL reviews for Apr 1983 

DIRCKS.N J Office of the Executive Director for Operations 
83/03/13 FALLADIND, N J Commissioners 5pp 18393 322 24X 

Flche 90-000,03/05/13.0305240213 


0305270079 Forwards expanded resume for station health physicist 4 
proposed training program FSAR will be amended to reflect 
changes 

SWARTZ. E 0 Commonwealth Edison Co 03/03/23 DENTON. H R Office 
of Nuclrar Reactor Regulation. Director 3pp 10630 293 24X 

Flche 30-4S6. 03/03/23, 0305270079 


Q In-spectlon reports, IE Bulletins 6 correspondence 


8212060309 IE Info Notice 03-14, "Deuiatei ed Spent ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
end 

TAYLOR. J M Division of Safeguards St Jnspectidn Programs (Post 
030103) 83/03/21 Consolidated Edison Co of New York. Inc 

112pp 18308 319 24X Flche 30-000.03/03/21.0212060303 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/04/15 Consolidated Edison Co of New 

York, fnc 126pp 18433 155 a4X Flche 50-000.83/04/15.8303040021 


9303040023 IE Info Notice 83-22, ''DWR 3af ety /Rcl lef Valve Failures " 
Sve list end 

JORDAN.C L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co Of New 

York. Inc 112PP 10381 089 24X Flche 30-000.83/04/28.0303040323 


0303040025 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys " 8vc list encl 

JQRDAN.E L Division of Emergency Preparedness & Engineering 
Response (Past 030103) 03/04/23 Consolidated Edison Co pf New 

York, Inc ll9pp 18301 291 24X Flche 50-000,83/04/25.0303040029 


03(79020110 Ack receipt of 830316 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-436/82-08 & 
90-497/02-00 Request to withdraw Violation 3 denied 
Audit revealed 196 drawings missing 

NORELIUB. C E Division of Project 6 Resident Programs 83/04/23 
REED. C Commonwealth Edison Co 2pp 16278 203 24X 

FlCho 50-456.03/04/23.0305020110 


— 0305020115 Responds to NRC 030214 ltr re violations noted In IE Insp 
Repts 90-496/82-00 6 30 - 437 / 02-08 Corrective actions 
grounding connection removed. floor drains cleaned 6 
foreign matl removed from cable pans 

FARRAR. D L Commonwealth Edison Co 83/03/16 KEPPLER.J 0 
Region 3. Office of Director 9pp 18270 209 24X 

Flche 90-496.83/04/23,8303020110 


0309020224 Ack receipt of 030404 ltr informing NRC of steps taken to 
correct violations & 830202 proposed imposition of civil 
penalties noted in IE Insp Repts 30-436/02-05 6 
30-437/82-05 

NORELIUS.C E Division of Project 6 Resident Programs 03/04/26 
REED. C Commonwealth Edison Co Ip 18270 144 24X 

Flche 30-456. 03/04/26, 0303020224 


— 8303020P34 Responds to NRC 830229 ltr re violations noted in IE Insp 
Repts 50-456/02-05 & 50-437/02-03 Corrective actions 
full-time project manager assigned to site U improvements in 
organiiatlon it procedures of site contractors made 
REEDrC Commonwealth Edison Co 03/04/04 KEPPLER, J 0 Region 
3. Office of Director 22p p 1B27Q l43 24X 

Flche 50-436. 83/04/26. 0309020224 


0303040026 IE Info Notice 03-24, "Loose Parts in Becondarg Side of 
Steam Generators at PWRs " Sve list encl 

^JOBDAN,E L Division of Emergency Preparedness ^ Enginasrlng 
Response (Post 030103) 83/04/20 Consolidated Edison Co of New 

York. Inc 1 15pp 18302 047 24X F 1 che 50-000. 83/04/28. 0303040026 


03O3Q4OO27 IE Info Notice 03-25, "Standby Gas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
UORDAN. E L Dlvielon of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/04/20 Cons ol i da tod Edison Co of New 

York. Inc 1 lOpp 18382 165 24X Flche 50-000.83/04/20.8303040027 
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8303060347 Ac k receipt Of 830300 Itr infurming NRC of Step* taken fcp 
tforrect violatjona noted in IE Insp Repts 5O'456/01*'I4 tt 
50-497/01-14 

EPEBSAflD, R i. Division of Engineering 82/03/03 REED. C 
Comffioinjealth Edison Co Ip 10348 343 24X Elche 90-436.83/05/02. 

0303060347 


— 8303C6O539 Responds to NRC 830103 Itr re violations noted in IE tnsp 
Repts 30-456/81-14 U 30-437/01-14 Corrective actions 
restressing of eight dome tendons w/llftoff values belou 
predicated level began 030307 

SWARTZ. E D Commonwealth Edison Co 03/03/08 KEPPLER. J 0 
Region 3, Office of Director Ip 1834B 246 Z4X 
Ftche 50-'436. 83/05/02. 8305060547 


B30304002G IE Info Notice 83-26. "Failure of Safettf/Rel ief V/alve 
Discharge Line Vacuum Breakers *' 8vt list end 
JQRD-ANfE L Division of Ediergencg Preparedness $< Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of Neu 

York. Inc I22pp 1B44I 170 24X Flche 50-000. B3/O5/03. 0303040028 


G30304003D IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Bve list end 

JORDAN, E L Division of Emergencg Preparedness U Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of Neu 

yort, Inc IJ2pp I 0382 202 24X Fiche 50-000,83/05/04,0303040030 


8303040031 IE Info Notice B3-2B, "Criteria for Protective Action 
Recomfnendations for General Emergencies " Sve list end 
VORDAM. E U Division of Emergencg Preparedness ft Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

York, Inc ll9pp 18441 001 24X Fiche 30-000.83/09/04.0303040031 


0305240264 Forwards IE Insp Repts 50-456/03-03 ?e 50-457/83-05 on 
030405-08 & 14 No noncompliance noted 

KHOP. R C Region 3, Office of Director 03/03/04 REED, C 
Commonuealth Edison Co 2pp 10548 212 24X Fiche 50-436.03/05/04, 

0303240264 


— 830524026B IE Insp Repts 30-456/03-05 & 50-457/83-03 on 830405-00 f, 14 
No noncompliance noted Major areas inspected licensee 
response file for IE circulars & bul letins. action on 
previously identified items & fire protection requirements 
HiNDB. J M I HAYES.O W Region 3. Office of Director 83/05/03 
7pp 16348,214 24X Mche 50-456 < 83/03/04. 8309240264 


8303040033 l£ Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

J^QRDANrE L Division of Emergency Preparedness ft Engineering 
Response iPost 030103) 63/05/06 Consolidated Edison Co of New 

York, Inc. Il9pp 18523 248 24X Fiche 50-000.83/03/06.8303040033 


S303040034 IE Info Notice 03-30. "Misappl ication of Generic Emergency 
Operating Procedures (EOF) Guidelines " Sve list end 
JORDAN) E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 83/05/11 Consol idated Edison Co of New 

Vorlc. Inc U4pp 18924 003 24 X Fiche 30-000,83/09/11,8303040034 


8305240524 Confirms arrangements for 830613 meeting between NRC & util 
in Region III ofes to discuss 8AUP for facilities Meeting 
uilll be opened to other interested parties as observers 
NORELIUSj C E Division of Project & Resident Programs 63/05/16 
REED.C Commonwealth Edison Co Ip 16971 181 24X 

FI cti e 50-OD0, 83/09/18, 8305240324 


0303040040 IE Info Notica 03-31, "Error in ADLPIPE Computer Program " 
Sve list end, 

JORDAN. E.L Division of Emergency Preparedness ft Engineering 
Response (post 830103) 83/05/17 Consolidated Edison Co of New 

York, Inc. U4pp 18697 009 24 X Fiche 50-000, 83/09/19, 8303040040 


8305370191 Ack receipt of 830331 Itr in response to items of 
noncompliance noted in IE Insp Rept 50-456/B2-06 Items 
1 a 3 tc 4. a incomplete Item 4 a re nonconforming cable reels 
deleted, per Region HI 830910 meeting 

SPE8SAR0. R I. Region 3, Office of Director 03/05/23 REED. C 
Commonueal ih Edison Co 2pp 18637 344 24X Fiche 50-436,63/09/23. 

8305270191. 


— 0305270193 Responds to notice of violation noted In IE Inep Rept 
50-456/82-06 Corrective actions* field walkdown of cable tray 
syi Lfill be performed to identify pulled cables installed 
w/saparation less than required 

FARRAR. O L Commonwealth Edison Co 83/03/31 KEPPLER.J O 
Region 3. Office of Director 6pp 18637 346 24X 

Fiche 50-456, Q3/05^23, 0305270191 


6303040046 IE Info Notice 03-33, "Nonrepresentative Sampling of 
Contaminated Oil Eve list encl 

JORDAN. E- L Division of Emergency Preparedness ft Engineering 
Responee (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc Il4pp 18647 007 24X Fiche 50-000,83/05/26.8303040046, 


S Reportable occurrences, LERs ft related correspondenca 


0309110427 Part 21 & deficiency repts re misoperatlon of D0-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments tulll be replaced w/devlces w/widenad grooves 
to accommodate new retaining rings Hfg drawings revised 
RAHE. E P Westinghouse Electric Corp 83/04/21 DEYOJNQ, R, C 
Director's Office, Office -of Inspection and Enforcement 3pp 
10405 095 24X Flcha 50-000.83/04/21,6305110427 


docket STN~50-497 BRAIDWODD STATION. UNIT 2 

A Appl ication/construetl on stage documents correspondence 


0305120552 Informs that ASME Code Case N-340. "Alternate Rules for 
Elam of Weld Edge Preparation Section III.Dlv 1. Classes 
1.2 jKC ft CS. not acceptable for generic usa b not listed 
in reg guide series, per 830302 submittal 

YDUNGBLODO, 0 J Licensing Branch 1 03/05/03 FARRAR. D L 

Commonwealth Edison Co 2pp 18443 120 24X Fiche 50-000.03/09/03, 

8303120352 


6303100237 Forwards response to FSAR question re crushable pip* whip 
restraint matl.per 030330 request for addl info. Confirmation 
test to verify angularity of load results will be completed 
by 030801 Info Will be included in FSAR amend 

BWARTZ.E D Commonwealth Edison Co 83/09/04, DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 16373 269 24X 

Fiche 90-000, 83/09/04, 8305100237 


6309130001 Forwards addl FSAR Inf o. respond Ing to Questions 241 tj24l.2i 
241 7 & rev to 241 6-3 In NRC 030114 ft 0201 Itrs F0AR will 
be amended to Include info 

SWARTZ, B D Commonwealth Edison Co 63/05/06 DENTON. H R Office 

of Nuclear Reactor Regulation. Director 24pp 18436 344. 24X 

Fiche 90-496,03/05/06,0305130001 


0309130091 Forwards revised response to Question 270, 9. Part C n 
environ qual i f icatl on program Representative sample of 
active mechanical equipment in harsh environ qualified F8AR 
will be amended to include rev. 

SWARTZ, E D Commonwealth Edison Co 83/05/06 DENTON^H.R, Office 
of Nuclear Reactor Regulation. Director 2pp 16436 3l3. 24X 

Fiche 90-000.63/05/06,6309130091 


B3050906S9 Generic Ltr 63-20 to all operating reactor licenttts & 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list encl 

EI8ENHUT, D Q Division of Licensing 83/09/09, Consolidated 
Edison Co of New York, Inc I6pp 18627,193 24X 

Fiche 50-000, 03/09/09, 0309090659 


B3O518O305 Forwards ''Preliminary Design Assessment of Byron/Braidwood 
Generating Station ft Control Room Human Factors Engineering 
Review," Swppls I 8, II, 

SWARTZ. E D Commonwealth Edison Co 63/09/09 DENTON, H R Office 
of Nuclear Reactor Regulation, Director, ip 18487*001 24X 

Fiche 90-000,83/05/09,0305180305 


—8305180397 "Preliminary Design Assessment of Byron/Braidwood Generatlrig 
station Control Room Human Factors Engineering Review, " 

Suppls I 8< II 

a Commonwealth Edison Co 83/04/30 221pp. 18487 002 24X 

Fiche 50-000. 03/09/09, 8309180309 


8305200621 Documents review of procedures practices used In control 
of design k const of Byron Station & highlights Important 
finding* Const of Byron meets requirements of FSAR ft 8ER 
(NUREG-OS76) supporting documentation encl. 

REEDiC Commonwealth Edison Co 83/05/11 DENTON. H R Office of 
Nuclear Reactor Regulation, Director lOpp 18521 085 24X 

Fiche 90-000.03/05/11,8305200621 


— 8305200637 "Energy, Inc/Ferguson. Inc Audit Rept of Sargent l< Lundy for 
Comm Ed " 

CURRAN, R N Energy Incorporated 82/07/06 69pp 18521 099 
a4X Fiche, 50-000. 83/09/11, 830520062 1 


—8305200647 "Rept on INPO Self-Initiated Evaluation for Byron k 
Braidwood Nuclear Station Const Projects," 

« Commonwealth Edison Co 02/11/17 390pp 18921.160 24X 

Fiche 50-000,03/09/11.8309200621 


—8305200659 Rept of 010929-30 audit to verify Sargent 8. Lundy 
conformance to NURE0-05B8 re environ qual if icatlon of Claes 
IE electrical equipment 

MARCUS. G F Commonwealth Edison Co 01/10/06 6pp 10922:190 
24X Fiche, 50-000. 83/09/1 1, B305200621 
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— 03032-00663 Rept of B30307-13 audit to evaluate Sargent *< Lundy QA 
program implementation & adequacy of facility design 
SUMMERPIELD, T Commonuiea 1 th Edison Co 83/03/23 I8pp 

18522 136 2451 Pic he 30-000, 83/05/ 1 1 . 83032-00621 


— 0303200673 Rept of 820607-11 audit re Sargent 6 Lundy QA program 
1 tnp 1 emen tat i on 6 evaluation of adequacy of mechanical* 
electrical & structural design of facilities Related Info 
one I 

MARCySiO F Commonwealth Edison Co 82/06/17 48pp 18522 174 
24X Flche 30-000,83/03/11*8305200621 


—8305200683 Rev C to Procedure 3 0 4* “Design Control - New Design. 
Byron Station Description of Uestinghouse design assurance 
controls for Qgron/Drai dwood end 

WHITAKER^W A Nuclear Power Services, f nc 82/11/23 iSpp 
18322 241 24X Flche SO-OOOi 83/03/1 1 * B303S00621 


— 8305200688 Rev 0 to "AuKiltary Feedwater Sys Design Review Rept “ Util 
QA statement re verification of adequacy of design tn const 
of Ogron Unit 1 end 

WATTELETjP L Sargent h Lundy. Inc DRF-AF-OOl-DB ROO 00/07/16 
26pp 18323 001 24X Fiche 30-000.83/03/11.8303200621, 


-6305200691 "Design Evaluation (Audit) Rept of Sargent t* Lundy for Comm 
Ed " 

OlOBEE.D Energy Incorporated 83/04/04 I27pp 18323027 24X 

Flcha 50-000.03/03/11,8305200691 


8309260287 Forwards addl FSAR Info on Question* 241 3 330 1 re lean 

concrete toxic m4tl sh iptnents. respoc tively revised 
response to Questions 241 3 & 941 7 per 830114 Itr Info 
will be included In FSAR amend 

aWARTZj E D Commonwealth Edison Co 83/05/23 DENTON. H R Office 

of Nuclear Reactor Regulation. Director llpp 18629 MS a4X 

Fi t h e 30-436. 83/05/23, 8305260287 


030931:0006 Notification of 030614 meeting w/util In Dethesda.MD to 
discuss util DCRDR program plan 

OlLDERT.R A Operating Reactors Branch 3 83/09/96 CRUTCHFIELD. D 

Operating Reactor# Branch 9 2pp 18638 063 24X 

Fi t h e 50-000. 83/03/26. 83053 i 0086 


F Eecuritg. medical, emergency 6c fire protectian plans 


6309040062 Requests that response to NRC position re source range 
neutron flux monitoring be expedited to allow completion 
of raview of remaining open items ro App R criteria for 
post-fire safe shutdown capability 

YOUNOBLOOD. Q. J Licensing Branch 1 83/04/11 FARRAR. D L 

Cofflfflonwealth Edison Co Gpp 16336 221 24X Flche 50-000.03/04/11. 

0309040062 


0305240264 Forward* IE Imp Rapt* 50-496/83-09 90-457/03-09 on 

B304O5-oa I< 14 No none omp 1 1 anc e noted 

KNOP.n C Region 3. Office of Director 83/05/04 REED. C 
Commonwealth Edison Co 2pp 18S4B 212 24X Fiche 90-496. 63/05/04i 

6309240264 


-8309240268 IE Insp Repts 30-436/83-09 8. 90-497/83-03 on 830409-00 14 

No none ompl lance noted Major areas Inspected licensee 
response file for IE circulars bul letlns. action on 
previously identified items t* fire protection requirements 
MINDS. J ri Region 3. Office of Director 03/05/03 7pp 
10548 214 24X Flche 30-496,83/09/04.8303240264 


0309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs U holders of CPs re c lar i f icatlon of 
access to control procedures for law enforcement visits 
8vc lilt end 

EI0ENHUT. D 0 Division of Licensing 03/09/11 Consolidated 

Edison Co of New York. Inc i6pp 10340' 079* 24X 
Flche: 90-000. 83/09/11. 8309110034 


0309270077 Forwards expanded resume for station health physicist 8. 
proposed training program F&AR will be amended to reflect 
changes 

SWARTZ. ED Commonwealth Edison Co 03/05/23 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 9pp 10630 293 24X 

Fiche; 50-496. 83/09/23. 8305270079 


O. inspection reports. IE Bulletins t< correspondence 


0212060385 IC Info Notice 83-14. “Dewatered Spent Ion Exchange Resin 
Bute epti b 1 1 1 ty to Exothermic Chemical Reaction " Sve list 
tne 1 

TAYLOR. J" N Division of Safeguards S< Inspection Programs (Post 
830103} 83/03/21 Consolidated Edison Co of New York, Inc 

lt2pp 18308 319 24X Fiche 50-000.03/03/21,0212060309 


0303040091 IE Info Notice 83-21. "Defective E(nergenci| Uso Respirator " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness i' Engineering 
Response (Post 830103) 03/04/13 Consolidated Edison Co of New 

York, Inc I26pp 18435 155 24X Fiche 50-000,03/04/15,830304 0021 


0303040023 IE Info Notice 03-29. "BWR Baf e ty/Rc 1 i ef Valve Failures " 
Sve list end 

JORDAN.C L Division of Emergency Proparodness «< Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc ll9pp 18383 089 94X Fxche 90-000,83/04/22.0303040023 


0303040025 IE Info Notice 83-23, “Inoperable Containment Atmosphere 
Sensing Sys " Sve list enc I 

JORDAN. E L Division of Emergency Preparedness «* Engineering 
Response (Post 630103) 03/04/25 Con.sol 1 dated Edison Co of New 

York. Inc U9pp 10381 2«1 24X Fkche 30-000,03/04/29,0303040029 


0305020110 Ack receipt of 830316 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-496/82-08 tt 
90-497/02-08 Request to withdraw Violation 3 denied 
Audit revealed 196 drawings missing 

NORELIUS*C E Division of Project S< Resident Programs 83/04/29 
REED.C Commonwealth Edison Co 2pp 10278 203 24X 

Fiche 50-496,83/04/25,8305020110 


— 0305020119 Responds to NRC 030214 ltr re violations noted in IE insp 
Repts 90-456/82-00 Ic 90-457/82-08 Corrective actions 
grounding connection removed* fi oor drains cleaned S. 
foreign matl removed from cable pans 

FARRAR, D L Commonwealth Edison Co 83/03/16 KEPPLER. J G 
Region 3. Office of Director ?pp 10278 205 24X 

Fiche 90-456. 03/04/25. 03090201 10 


8305020224 Ac'k receipt of 830404 ltr informing NRC of steps taken to 
correct vxoiations L 830202 proposed imposition of civil 
penalties noted In IE Insp Repts 50-496/82-05 
50-497/02-09 

NORELfUS. C E Division of Project & Resident Programs 03/04/26 
REED. C Commonwealth Edison Co ip 1B278 144 24X 

Flche 30-496.03/04/26,8309020224 


— 8309020234 Responds to NRC 030229 ltr ro violations noted in IE Insp 
Repts 90-456/02-05 50-457/82-09 Corrective actions 

full-time project manager assigned to site it Improvements In 
organization procedures of site contractors made 
REED, C Commonwealth Edison Co 80/04/04 KEPPLER.J G Region 
3, Office Of Director 22pp 18278 149 24X 

Fiche 50-496.83/04/26,0303020224 


0303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Oenorators at PWRs " Bve list end 

JORDAN.E L Division of Emeigency Preparedness St Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York. Inc ll9pp 10382 047 24X Flche 50-000.03/04/20,8303040026 


8303040027 IE Info Notice 03-25. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Sve list encl 
JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York. Inc U8pp 18302 165 24X Fiche 90-000,03/04/20.0303040027 


8309060547 Adt receipt of 830300 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-456/81-14 b 
90-437/01-14 

SPESSARO. R L Division of Engineering 82/05/02 REED, C 
Commonwealth Edison Co Ip 1034B 243 24X Fiche 50-496,63/05/02. 

B30S060547 


— 0303060559 Responds to NRC 030109 ltr re violations noted in IE Insp 
Rapts 50-456/81-14 ic 30-437/01-14 Corrective actions 
restrossing of eight dome tendons w/liftoff values below 
predicated level began 630307 

SWARTZ, E D Commonwealth Edison Co 03/03/00 KEPPLER, J G 
Region 3. Office of Director Ip 1B348 246 24X 

Flche 50-456,83/05/02,8309060947 


0303040028 IE Info Notice 83-26. "Failure of Saf ety/Rel ief Valve 
Discharge Line Vacuum Breakers " Sve list and 
JORDAN, E L Division of Emergency Preparedness i> Engineering 
Response (Post 030103} 83/09/03 Consolidated Edison Co of New 

York, fnc I22pp 18441 170 24X Flche 50-000.03/05/03.8303040023 


0303040030 IE Info Notice 03-27. ’'Dperational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

York, Inc Il2pp 183B2 282 24X riche 90-000,83/09/04.0303040030 
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8303040031 IB Info Notlte B3-2B< "Criteria for Protective Action 
Recammendat Jons for General Emergencies " Sve list end 
JOROANi E L Division Of Emergency Preparedness 8t Engineering 
Response iPost 830103) B3/O5/04 Consolidated Edison Co of Neu 

Yoric. Inc U9pp 10441 001 a4X FI che 50-000. 03/05/04. 0303040031 


0305240264 Forwards IE Insp Repts 50-456/Q3-05 & 50-437/83-05 on 
830405-08 it 14 No none omp 1 ianc e noted 

KNQP.R C Region 3< Office of Director 83/05/04 REED. C 
Commonwealth Edison Co Spp, 18348 212 24X Fiche 30-456. 03/03/04. 

B3D3240264 


—0303240268 IE Insp Repts 5Q-436/B3-05 6 50-437/83-05 on 830405-00 ti 14 
No noncompl lance noted Major areas inspected licensee 
response file for IE circulars & bul letlns. action on 
previously identified items ^ Fire protection requirements 
HINDS. J tt . HAYES. D N Region 3. Office of Director 83/03/03 
7pp 18548 214 24X Fiche 50-436.83/05/04.8303240264 


8303040033 IE Info Notice 03-29. "Fuel Binding Caused bg Fuel Rack 
Deformation " Svc list end 

JORDAN. E i. Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of Now 

York. Inc llSpp 18523 248 24X Fiche 30-000.83/05/06.8303040033 


8303040034 IE Info Notice 03-30. "Misapplication of Generic Emorgeneg 
□perating Procedures CEOP) Guidelines " Svc list end 
JORDAN. E L Division of Emergencg Preparedness 6 Engineering 
Response (Post 830103} 83/03/11 Consolidated Edison Co of New 

York. Inc 114pp 18524 003 24X Fiche 30-000. 83/03/11. 8303040034 


0305240524 Conflrins arrangements for 830613 meeting between NRC i utU 
in Region III ofes to discuss SALP for facilities Meeting 
will be opened to other interested parties as observers 
NORELIUS. C E Division of Project it Resident Programs 63/03/18 
REED. C Comeionueal th Edison Co Ip 18S71 181 24X 

Fiche 50-000. 83/03/10. 030324 0324 


0303040040 IE Info Notice 83-31. "Error in ADtPIPE Computer Program *' 
Bve list one 1 

JORDAN. E L Division of Emergencg Preparedness Engineering 
Response (Past 030103} 03/05/19 Consolidated Edison Co of New 

York. Inc 114pp 18697 009 24X Fiche 50-000.83/03/19.8303040040 


6303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

JORDAN. E L Division of Emergencg Preparedness & Engineering 
Response (Post 630103) 83/03/26 Consolidated Edison Co of New 

York. Inc lUpp 18647 007 24X Fiche 30-000.63/03/26.6303040046 


6 Reportable occurrences. LERs It related correspondence 


B303110427 Part 21 It deficieneg repts re misoperation of DS-416 reactor 
trip undervoltage devices Inltiallg reported on 830420 
Attachments will be replaced u/devices w/widened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHEiEP Nestinghouse Electric Corp 63/04/21 DEYOUNO.R C 
Director's Office. Office of Inspection and Enforcement 3pp 
18405 095 24 X Fichi 30-000.83/04/21.6305110427 


DOCKET 30-459 RIVER BEND 3TATIGN, UNIT 1 


A App 1 icat i on/construc tion stage documents it correspondence 


8305040289 Advises that effective 830418. JJ Stefano designated 
Licensing Review Group II program project manager Change 
will help expedite reviews on disposition of remaining 
generic issues. 

NDVAKrT M Assistant Director for Licensing 83/04/26 
HQLTZSCHER.D L 11 11 no Is Power Co 2pp 18326 343 24X 

Fiche 50-000. 83/04/26. B305D402B9 


8303100198 Forwards containment issues cross ref l< action plan to 
address addl containment issues. per util 821209 Itr M/four 
oversiie drawings Aperture cards are available in PDR 
BOOKER. J E Oulf States Utilities Co 83/04/29 SCHNENCER. A 
Licensing Branch 2 17Qpp 18380 106 24X Fiche, 30-438. 83/04/29. 

8305100196 


8303040677 Responds to 830112 request to withhold from public 
disclosure Info re seismic reflection lines depicted in 
FBAR Figure 2 5-18 Request acceptable 

SCHWENCER.A Licensing Branch 2 83/05/02 CAHILL. N J Gulf 

States Utilities Co 3pp 16336 253 24X Fiche 50-436.63/03/02. 

8303040677 


8303190046 Commends representatives of 6NR/6 utils participating in 
Licensing Review Group II for efforts In resolving issues 
generic to BWR/6 OL applicants 

EI9ENHUT.D O Division of Licensing 63/03/03 EDELMAN. M R 
Cleveland Electric Illuminating Co 2pp 18523 198 24X 

Fiche 30-000.63/05/03.6303190046 


— 6305190034 Commends representatives of DNR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to QNR/6 OL applicants 

ElBENHUT.D G Division of Licensing 83/05/03 MALE. D P, 
Illinois Power Co 2pp 18323 200 24X Fiche 30-000.83/03/03. 

0303190046 


— 8303190060 Commends representatives of BWR/6 utils par 1 1 e 1 pat Ing in 
Licensing Review Group II for efforts in resolving issues 
generic to BWR/6 OL applicants 

ElBENHUT.D G Division of Licensing 83/03/03 FERGUSON. M R 
Washington Public Power Supply System 2pp 18523 202 24X 

Fiche 50-000. 03/03/03. 8305 1 90046 


— 0305190068 Commends representatives of BWR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to BWR/6 DL applicants 

EISENHUT. D G Division of Licensing 63/05/03 MCGAUOHY. J P 
Mississippi Power & Light Co 2pp 16523 204 24X 

Fiche 50-000.83/03/03.83(55190046 


— 8305190077 Commends representatives of QWR/6 utils participating in 
Licensing Review Group 21 for efforts in resolving issues 
generic to PWR/6 OL applicants 

EISENHUT. D G Division of Licensing 63/05/03 CAHILL. J Gulf 
States Utilities Co 2pp 10523 206 34X Fiche 30-000.63/03/03. 

6303190046 


8303090602 Forwards NRC position re turbine maint Commitment to meet 
position classifying turbine missile issue as confirmatory 
required 

SCHWENCER.A Licensing Branch 2 03/03/04 CAHILL. W J Gulf 

States Utilities Co 3pp 10367 330 24X Fiche 30-436.63/03/04. 

6303090602 


6303090639 Generic Ltr 03-20 to all operating reactor licensees It 
holders of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT. D G Division of Licensing 63/05/09 Consolidated 
Edison Co of New York. Inc 16pp 16627 133 24X 

Fiche 30-000.83/03/09.6303090639 


6303270039 Forwards request for addl info re personnel training as pert 
of NRC review of application for OL 

SCHWENCER.A Licensing Branch 2 63/03/23 CAHILL. W J Gulf 

States Utilities Co Spp 16662 097 24X Fiche, 50-436. 83/05/23. 

8303270039 


C Utility Environmental Report <ER). amends It correspondence 


6303260305 Summary of B3042B meeting w/utll in Bethesda.MD re various 
environ rept - OL stage topics Topic 4 re summary 
cost-benefit analysis not discussed Meeting notice l< agenda 
enc 1 

WEINKAM. E J Licensing Branch 2 63/05/18 Licensing Branch 2 

Spp 18629 296 24X FlChfJ 50-436. 63/05/10. 0305260303 


£ NRC Safety Evaluation Report <8ER). supple It correipondenct 


8305030106 Forwards draft 8ER on reactor syt open items, Addl questions 
tncl Meeting will be arranged It schedule established to 
resolve open items 

SCHWENCER.A Licensing Branch 2, 63/04/21 CAHILL. W J. Gulf 

States Utilities Co, 46pp 16310 031 24X Fiche. 30-436. 83/04/21. 

6303030106, 


8303120460 Requests info re issue solutions accepted by NRC which have 
Ic have not been addressed in SER/iupp lemental SERi Info 
needed to document evaluation on each Licensing Review Group 
It generic issue 

STEFANO. J J Licensing Branch 1 83/03/02, HOLTZOCHERi D L. 

Illinois Power Co 2pp 18443" 173 24X Fiche, 30-000. 63/03/02. 

6303120460 


— 0303120470 Requests info re issue solutions accepted by NRC which have 
It have not been addressed In SER/supp lemental BERs Info 
needed to document evaluation on each Licensing Reviiu Group 
II generic issue 

STEFANO. J.J Licensing Branch 1 03/09/02 POWELL. P Washington 

Public Power Supply System ip 16443 174, 24X 

Fiche 30-000.63/03/02.8303120460 



DOCKETED ITEMS 


386 


— 63091S0477 Requcfti info re t««ue solutions accepted by NRC which have 
Sc h<ve not been addressed In SER/s upp lementa 1 SERs Info 
needed to document evaluation on each Licensing Review Oroup 
n generic Issue 

aTEFANO. 0 J Licensing Branch 1 83/03/02 REED. W J Oolf 

States Utilities Co Ip 18443 179 24X Flche 30-000.83/09/02. 

8303120460 


— 6309120403 Retiueits info re issue solutions accepted by NRC which have 
S( have not been addressed in SER/supp lementa 1 SERs Info 
needed to document evaluation on each Licensing Ravieu Group 
II generic issue 

STEFANO.J J Licensing Branch I 83/05/02 R ICHARDSON. J D 
Miiilsslppi Power k Light Co Ip 18443 17& 34X 

Fiche 90-000. B3/09/02. 8303120460 


—6309120491 Rttciuetts Info re Issue solutions accepted by NRC which have 
b have not been addressed In SER/supp lementa 1 SERs Info 
needed to document evaluation on each Licensing Review Group 
n generic issue 

BTEFAND. J J Licensing Branch 1 83/09/02 DUZZELLI.E N 

Cleveland Electric Illuminating Co Ip 10443 177 24X 

Flche 90-000. 03/09/02. 8303120460 


0309110616 Forwards structural engineering Input for draft 6ER End 
provides summary of open items & scope of review 
SCNNENCERrA Licensing Branch 2 83/09/04 CAHILL. U J . 

BOOKER. J E Gulf States Utilities Co 2Bpp 18419 309, 24X 

Flche 90-438.03/09/04.8309110616 


B309260346 Forwards draft 8ER Input re auxiliary sys Difficulty 
encountered In performing review due to illegibility of 
some drawings 

SCHWENCER^A Licensing Branch 2 83/09/18 CAHILL. W J Oolf 

States Utilities Co 211pp 18629.077 24X Flche 90-496,83/09/10. 

6309260340 


6309260306 Forwards revised safeguards SER k Tech Specs in response to 
630902 request for review 6 comments on draft SER, 

HIRAOLIA.F J Assistant Director for Safety Assessment 83/03/20 
NQVAKi T M Aseistant Director for Licensing 4pp 18629 292 24X 

Flche 90-458. 83/09/20. 0309260306 


F Securltyi medical, emergency U fire protection plans 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for GLs k holders of CPs re c lar If icat ion of 
access to control procedures for law enforcement visits. 

6vc lift end 

£lBENHUr#D 0 Division of Licensing 83/09/11 Consolidated 
Edison Co, of New York. Inc 16pp 10340 093 24X 

Flche- 90-000. 83/09/1 1 . 8309 1 10034 


6309170466 Forwards Amend 6 to FSAR. provid ing responses k text changes 
to Section 13 3 re emergency planning 

CAHILL. W J. Gulf etatai Utilities Co 83/09/13 EI6BNHUT. D 0 
Division of Lltcnsing 4pp 16470 167 24X Fiche 90-498.83/09/13. 

6309170466 


e3091?0482 Notification of 830389 meeting w/utll k S4.H In Bethesda. MD 
to discuss fire protection/saf e shutdown open items 

WEINKAH.E J Licensing Branch 2 83/09/13 eCHWENCERr A Licensing 

Branch 2 3pp 18323 163 24X Flche 90-498,83/03/13.6309190482 


6309240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1983 

D1RCK8. kj J Office of the Executive Director for Operations 
63/09/13 PALLADINO.N J Commissioners 9pp. 18993 322 24X 

FI c h # : 90-000. 83/09 / 1 3 , 830924021 3 


6309230007 Releases public version of applicant rispontef to NRC 
questions re emergency plan 

FELTON. J M, Division of Roles and Records 03/09/80 Document 
Management Branch Ip. 16939 190. 24X Fiche 90-498,83/09/20. 

6309230007. 


— 8309230009 Forwards public version of responses to NRC 621216 questions 
re emergency plan Responses prepared per 830203 discussion 
W/NRC 

BOOKER* J E Gulf Btates Utilities Co 83/03/01 SCHUENCERi A 
Licensing Branch 2. 69pp 16939 191 24X Fiche 90-496.63/09/20. 

6309230007 


8309360306 Forwards revised safeguards SER k Tech Specs In respante to 
030902 request for review & comments on draft 8ER. 

MIRAGLIA, F. J. Aiilstant Director for 6afety Assessment. 03/09/20 
NOVAK. T. M, Assistant Director for Licensing 4pp 16629*292 24X 

Flc h a; 90-496. 83/09/20. 6309260306 


O Adjudicatory correspondence 


8309030948 Order scheduling B30614 prehearing conference in Baton 
Roug e. LA 

COTTER, 0 P Atomic Safety and Licensing Board Panel 83/04/29 
2pp 10303 319 24X Flche 90-498.83/04/29.0305030348 


8305100320 Response to NRC answer to State of LA Contentions 1-6 
Reasonable fipeclflclty requirements of 10CFR2 714(b> 
satisfied Contentions 265 premature k should be accepted 
conditionally Certificate of Sve end 

LINDSAY. I D Louisiana. State of 83/03/03 Atomic Safety and 

Licensing Doard Panel llpp 18379 007 24X Flche 50-498,83/09/03. 

6309100328 


1 Financial information 


8309310102 Annual Financial Rept 1982 W/a30407 Ur 

LEE. N R r MURRILL. P N , BOOKER. J E Gulf States Utilities Co 
03/04/07 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 46pp 10659 296 24X Flche 50-498,83/04/07.0305310102 


K Utility Final Safety Analysis Report <FSAR) k amends 


6303170468 Forwards Amend 0 to FSAR. provi d Ing responses k text changes 
to Section 13 3 re emergency planning 

CAM ILL, W d Gulf States Utilities Co 83/03/13 EISENHUT. D Q 
Division of Licensing 4pp 10470 167 24X Flche 30-490,83/03/13. 

0309170460 


— 03O917O47G Amend Q to FSAR 

» Gulf States Utilities Co 03/05/31 390pp I8470M71 24X 

Fiche 30-430,83/03/13,0303170460 


0 Inspection reports. IE Bulletins k correspondence 


8212060385 IE Info Notice 03-14, ^Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Sve list 
enc 1 

TAYLOR. J M Division of Safeguards k Inspection Programs <Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

112pp 16306 319 24X Flche 30-000,83/03/21.6212060383 


6303100137 Forwards IE Insp Rept 90-458/03-07 on 030307-U No 
noncomp 1 lane e noted 

MAD3EN.G L Region 4. Office of Director 03/04/11 CAHILL, W J 
Gulf States Utilities Co 2pp 18375 010 24X 

Flche 90-436, 63/04/11.6309100137 


— 0309100142 IE Insp Rept 90-450/03-07 on 030307-U No noncompl lance 
noted Major areas Inspected action on previous insp 
f indinga. review of OA program for safety-related pipe 
supports If observation of work activities 

JOHNSON. C E . CRQSSMAN. W A . HUNNICUTT, D M Region 4, Office of 
Director. 63/04/07 6pp 10375 012 24X Flche 50-458.83/04/11, 

8309100107 


6303040021 IE Info Notice 03-2li “Defective Emergency Use Respirator “ 
8vc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Inc I26pp 10433 135 24X F1 c h e ' 90-0Q0. 03/04/ 19, 0303040021 


6309030157 Forwards IE Insp Rept 90-458/03-09 on 830305-0406 Mo 
noncompliance noted 

MADSEN, 0 L Region 4. Office of Director 83/04/21 CAHILL. W J 
Gulf Btates Utilities Co 2pp 1Q342 001 24X 

Flche 30-496,83/04/21,8303030137 


— 0309030163 IE Imp Rept 30-450/03-09 on 830309-0406 No noncompMance 
noted. Major areas inspected conta lament, strut tural concrete, 
storage of saf ety-re latad pipe J. va Ives, structural steal 
Installation, reactor vessel k Internals storage 

BROUN. R L , CRIOSBMAN. N A Region 4. Office of Director 63/04/20 
Bpp 16342 003 24X Flche 50-490. 83/04/21, 8303030137 


6303040023 IE Info Notice 03-22, "DWR Saf ety/Rel te f Valve Failures *' 
Sve list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response iPost 030103), 83/04/22 Consolidated Edison Co of New 

York, Inc. UGpp 18303,009. 24X Fiche 50-000,03/04/22,0303040023 


6303040025 IE Info Notice 03-23. “Inoperable Containment Atmosphere 
Sensing Sys “ Sve list enc I 

JORDAN.E L Division of Emergency Preparedness k Engineering 
Response iPoit 830103) 83/04/23 Consolidated Edison Co of New 

York. Inc U9pp 10301 291 24X Flche 30-000,83/04/2 9.0303040029 
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630304002A IE Info Nottco 03-34i ''Loose Parts in Secandari^ Side of 
Steam Generatori at PURs “ Svc list end 

JORDANiE L Division of Emergency Preparedness S' Engineering 
Response (Post B30103) 63/04/26 Consolidated Edison Co of New 

Vorfc, Inc nspp IS3B2 047 24X Fiche 50-000, 83/04 /aSi B303040026 


8303040027 IE Info Notice 83-2S. "Standby <?as Treatment Syt Heater High 
Temp Trip Setpoint Adjustment “ Svc list encl 
JORDAN I E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co Of New 

Verkr Inc llSpp 10382 165 24X Fiche 50-000,83/04/28,8303040027 


8305230305 Forwards IE Insp Rept 50-4 58/03-08 on 030320-31 No 
noncompl iance noted 

NADSENiG L Region 4. Office of Director 83/04/29 CAHILL, N J 
Gulf States Utilities Co 2pp 18539 135 24X 

Fiche 50-458,83/04/29,8305230305 


—0305230314 IE Insp Rept 50-458/83-03 on 830328-31 No noncompliance 
noted Major areas Inspected site tour, observation of wort & 
review of records for welding b NOE of saf etg-related piping 
b review of procedures for protective coatings 
(}ILDERT, L D , JOHNSON, C E . DESS, J E Region 4, Office of 
Director 83/04/25 8pp 18539 137 24X Fiche 50-450,83/04/29, 

8305230305 


0303040026 IE Info Notice 03-26, "Failure of Saf ety/Rel ief Valve 
Discharge Line Vacuum 9r takers " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, Inc lS2pp 10441 170 a4X Fiche 50-000,03/05/03,0303040028 


0305120343 Responds to JE Bulletin 80-^16, "Potential Nisapp Heat ion of 
Rosemount, Inc Models 1151 & 1152 Pressure Transmitters W/ 

Either A or D Output Cades " Pressure transmitters not 
employed in safety-related applications 

DOOKERiJ E Gulf States Utilities Co 03/05/03 COLLINS, J T 
Region 4, Office of Director Ip 10432 319 24)( 

Fiche 50-458,83/05/03,8305120343 


6305120569 Discusses guidelines developed to aid in revieu of IE 
Sulletln 79-15 re long-term operability of deep draft pumps 
Alternate ^uali f ication method incorporating vibration 
monitoring b std plant test procedures proposed encl 
NOVAK, T rt Assistant Director for Licensing 83/05/03 
H0LTZ8CHER,D L Licensing Review Group IJ 6pp 1B440 356 24X 

Fiche 50-000, 03/05/03, a 305 1 20569 


6303040030 IE Info Notice 03-27, "Opera tiona 1 Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc 1 12pp 18382 282 24X Fiche 50-000,03/05/04,8303040030 


8303040031 IE Info Notice 63-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103} 03/05/04 Consolidated Edison Co of New 

York, Inc 119pp 10441 001 24X Fiche 50-000,83/05/04,8303040031 


0303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JOROANrE L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/05/06 Consolidated Edison Co, of New 

York, Inc 115pp 18323 248 24X Fiche 50-000,83/05/06,8303040033 


8303040034 IE Info Notice 83-30, "Mi sap p Hcatlan of Generic Emergency 
Operating Procedures (EiIP> Guidelines " Svc Hit end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of New 

York, Inc ll4pp. 18524 003 24X Fiche 50-000,03/05/11,8303040034 


6303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program, “ 
Svc list end 

jORDANtE L Division of Emergency Preparedness b Englnearlng 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc H4pp 18697 009 24X Fiche 50-000,83/05/19,8303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentatlve Sampling of 
Contaminated Oil." Svc list encl 

JORDAN,E L Division of Emergency Preparedness b Engineering 
Response (Post 030103). 83/05/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fiche 50-000,83/05/26,8303040046 


S Reportable occurrences, LERs b related correspondence 


9305030422 Interim Deficiency Rept DR-72 re improper Installation 
(torquing ), testing b insp of concrete drilled-ln expansion- 
type anchors Evaluation In progress Interim or final rept 
will be sent by 830610 

BOOKER, J E Gulf States Utilities Co 03/04/25 COLLINS, J T 
Region 4, Office of Director Ip 18306 248 24X 

Fiche 50-458,83/04/25,0305030422 


8305110324 Part 21 rept re Type SA-l Class IE relays Silicon controlled 
rectifier (SCR) in trip output circuit may cause random trip 
output Uestlnghouse corrective action Includes replacing SCR 
u/burn-ln SCR 

DUVALL, D 0 Brown Boverl Corp (subs Qrouin Dover! b Co , Ltd ) 
03/04/27 STELLQ. V Director's Office, Office of Inspection and 
Enforcement Spp 18393 279 34X Fiche 50-000,83/04/27,8305110324 


B303060435 Interim Deficiency Rept DR-105 re electrical separation of 
reactor protection sys wiring from N866 shutoff wiring. 

Initially reported on 830329 Investigation Incomplete Next 
rept expected by 830701 

BOOKER, J E Gulf States Utilities Co 03/04/28 COLLINS, vl. T 
Region 4, Office of Director Ip 18343 149 24X 

FI Che 50-438. 83/04/20, 8305060435 


0309060475 Interim Deficiency Rept DR-104 rs overturning of Transillft 
crane that was lifting reactor shield bldg dome Initially 
reported on 830328 Investigation incomplete Next rept 
expected by 030624 

BOOKER, J E Gulf States Utilities Co 83/04/28 COLLINS, J T. 
Region 4, Office of Director Ip 18340 166 24X 

F1 Che 50-4501 83/04/28, 8305060479 


0305120367 Final Deficiency Rept DR-23 re HPCS diesel generator 
radlattvq heat loss value used in sizing of HFC8 room 
cooling fans Initially reported on 820212 OE committed to 
change heat load data In manuals for diesel engines 
BOOKER. J E Gulf States Utilities Co 83/04/29 COLLINS, J T 
Region 4, Office of Director 2pp 10433 118 24X 

Fi Che 50-450, 83/04/29, 0305120367 


8305120321 Interim Deficiency Rept DR-107 re Category I air circuit 
breakers w/trlp coils of higher range than shown on bill of 
metis Initially reported on B30404 Investigation incomplete 
Next rept will be submitted by 830614 

BOOKER, JE Gulf States Utilities Co 03/05/04 COLLINS, J. T 
Region 4. Office of Director Ip 10431 000 24X 

Fiche 50-450,83/05/04,0305120321 


0305120407 Interim Deficiency Rept DR-106 re Interstate Steel, Hub Inc, 
Regal b Melded Tub# of America documentation for Class 1, 

A-900, Grade 0 tube steel Initially reported on 030404, 

Investigation ongoing Next rept by 830707 

BOOKER, J E Gulf States Utilities Co 83/05/04 COLLINS, J. T. 
Region 4, Office of Director ip 10431' 152. 24X 

Fiche 50-458,83/05/04,0305120409 


8309120413 Interim Deficiency Rept DR-lOB re Bergan-Paterson pipe 
support std components nonconformance w/deslgn drawings 
Initially reported on 030406 Investigation ongoing Interim 
or final rept will be submitted by 830621 

BOOKER, J E Gulf Btates Uttlitiei Co, 83/05/06 COLLINS, J T 
Region 4, Office of Director Ip 10434* 094 24X 

Fiche 50-458, 03/05/06, 0305120413 


0305120424 Final Deficiency Rept DR-91 re misapplication of Bethlehem 
Steel load indicating washer in structural steel slip 
connection in reactor b Idg. Ini tlal ly reported on 030111 
Condition determined not reportable per 10CFR50 59(a} 

BOOKER, J E Gulf Btates Utilities Co 83/09/06 COLLINS, J T 
Region 4, Office of Director Ip 18431 160 24X 

Fiche 90-458,03/05/06,0305120424 


0305170281 Final Deficiency Rept DR-B6 re 821213 notification of 
possible mi sinterpretation of electrical equipment hold down 
weld detail Detail adequate for design considerations Item 
not reportable under 10CFR50 55te) 

BOOKER, J E Gulf States Utilities Co. 83/05/09. COLLINS, J T. 
Region 4, Office of Director Ip, 10465.070. 24X 

Fiche 50-458, 83/05/09, 8305 1 7020 1, 


0305170385 Interim Deficiency Rept DR-109 re Velan 3/4-inch, 600 lb, 
socket-welded globe valves w/counterbores not concentric to 
valve ctr Initially reported on 830408 Nonconcentric 
eounterbores may cause weld problems Next rept by 030613. 

BOOKER. J E Gulf States Utilities Co 03/05/09 COLLINS, J, T. 
Region 4, Office of Director Ip 10471 20i 24X 

Fiche 90-4501 S3/05/09, 0305 1 70305 
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9309170479 Interim Deflclsncg Rept DR~110 re possible contamination of 
■ talnliss steel u/ultrasonic couplant falling to aiept 
chimlcal analysis roqulremants Initiallg reported on 63040B 
Next rspt to be submitted bg 830&1S 

BOOKER. J E Gulf States Utilities Co 03/05/09 COLLINS. U T 
Region A, Office of Director Ip 10467 290 24X 

FI Che 90-458* 83/09/09. 0309170479 


9309200191 Interim Deficlencg Rept DR''iOO re Category 1 motor control 
ctr motor operated valve feed breaker settings supplied by 
Oould-Brohfn Boveri Initiallg reported on 83022S Util 
awaiting addl info from AE Next rept expected by 830620 
BOOKER. J E Gulf States Utilities Co 83/03/12 C0LLIW8. J T 
Region 4. Office of Director Ip 1B519 003 24X 

FI Che 50-458*83/09/12.8309200191 


8309200390 Interim Deficlencg Rept DR-111 re dimensional discrepancy 
on two small bore pipe support design drawings Initially 
reported an 830412 Design drawings reflect longer dimension 
than justified Next rept expected by 830608 

BOOKER. J E Gulf States Utilities Co 03/09/12 COLLINS. J T. 
Region 4. Office of Director Ip 18918 109 24X 

Flche 90-458,83/09/12.0309200390 


0309200264 Interim Deficiency Rept DR-92 re PYCG. Inc b lubsupplier 
ASHE II! documentation for Catagory I stainless steel 
thermouells Initially reported on 030114 Addl info from AE 
pending Next ulll be provided by 03O6S7 

BOOKER. J E. Gulf States Utilities Co. 03/09/13 C0LLIN9. J T 
Region 4, Office of Director Ip 18917 092 24X 

Flche 90-498. 83/09/13. 8309200264 


8309230462 Interim Deficlencg Rept DR-03 re incorrect taper at welds 
between outside diameter of -heavy wall pipe fittings & std 
wall pipe on GO-inch ivc water piping sgs Initially reported 
on 821200 AE urill submit add! Info Next rept by 830720 
BD8KER.J E Oulf States Utilities Co 03/09/16 COLLINS. J T 
Region 4, Office of Director. ip 18937 197 24X 

Fle6e. 80-49B, 83/09/16. 0309230462 


8309830430 Final Deficiency Rept DR-87 re enlarged connection bolt 
hales in electrical trag supports & overtomued connecting 
bolts Initially reported on 821217 Support sys structurally 
tested Condition not reportable per 10CFR90 99<e> 

BOOKER. J B Gulf States Utilities Co 03/09/17 COLLINS. J T 
Region 4. Office of Director. ip 16930 204 24X 

Flche 90-498,83/09/17.0305230438 


B30924046B Interim Deficiency Rept DR-30 re interpretation of 
radiographs performed by DF Shaw Co AE evaluation of 
defactive welds will be completed by 030603 Next rept will 
be submitted by 830624. 

BOOKER, J.E. Gulf States Utilities Co 03/09/10 COLLINS. U T 
Region 4. Office of Director Ip 10949 299 24X 

Flche* 90-498. 83/09/ 10. 0309240460 


8309260260 Interim Deficiency Rept DR-112 re overslxed power cable 
luge supplied by Power Conversion Products. Ini t ial ly 
reported on 030419 Investigation continuing Interim or 
final status rept will be submitted by 830620 

BOOKER, U E Gulf States Utilities Co 83/09/14 COLLINS. J.T, 
Region 4. Office of Director. Ip 18629’ 043, 24X 

Flche, 90-498. 03/09/19. 0309260268 


0309260299 Interim Deficiency Rept DR-if3 re misapplication of matls 
used for in-line cable splices on electrical connections for 
hydrogen igniter assemblies Initially reported on 030419. 
Investigation continuing Next rept by 930629. 

BOOKER, J.E Gulf States Utilities Co 83/09/19, COLLINS. J, T 
Region 4. Office of Director. Ip 18629 010 24X 

Flche* 90-498. 83/09/19. 8309260299 


8309260318 Interim Deficlencg Rept DR-114 re weld defects In radial 
rebar anchor ring for shield bldg roof Initially reported on 
830419 Investigation continuing. Interim or final status rept 
ulll be submitted by 830630 

BOOKER, J E. Gulf States Utilities Co 03/09/14 COLLlNetJ T 
Region 4. Office of Director Ip. 10629, 199. 24X 

Ficha* 90-498. 83/09/19. 83092603 10. 


8309310042 Interim Deficiency Rept DR-96 re linear indication in 
■ action of tube eteal supplied by Bergen-Patterson, Initial ly 
reported on 030217. Investigation continuing Next rept will 
be submitted bg 830701. 

BDOKERiJ E Oulf States Utilities Co 03/09/20 COLLINB.J.T 
Region 4. Office of Director. ip 18693 306, 24X 

Flche- 30-490^ 03/09/20. 8309310042 
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A App 1 icati on/constr uct i on stage documents 8, correspondence 


0303040209 Advises that effective 030410. JJ Stefano designated 
Licensing Review Croup II program project manager Change 
ufill help expedite ravlews on disposition of remaining 
generic issues 

NOVAK I T M Assistant Director far Licensing 83/04/26 
HOLTZSCHER.D L Illinois Power Co 2pp 18326 343 24X 

Fiche 50-000. 03/04/26, 0305040289 


B305100198 Forwards containment issues cross ref it action plan to 
address addl containment issues. per util B212D? Itr W/four 
oversize drawings Aperture cards are available In PDR 
BOOKER. J E Oulf States Utilities Co 83/04/29 SCHMENCER.A 
Licensing Branch 2 170pp IB30O 106 24X Flche 30-490.83/04/29. 

0305100190 


B309040677 Responds to 030112 request to withhold from public 
disclosure info re seismic reflectian lines depicted in 
F8AR Figure 2 5-10 Request acceptable 

SCHWENCER.A Licensing Branch 2 63/05/02 CAHILL. W J Oulf 

States Utilities Co 3pp 10336 233 24X F 1 the- 90-490. 03/05/02. 

0303040677 


8305190046 Commends representatives of BNR/6 utils participating in 
Licensing Review Group 11 for efforts in resolving Issues 
generic to □WR/6 OL applicants 

EISENHUT. D, O Division Of Licensing 83/03/03 EDELMAN, h R 
Cleveland Electric I L luml nat Ing Co 2pp 10923 198 24X 

Flche 90-000, 03/09/03. 8309190046 


--8303190054 Commends representatives of DUR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to DWR/6 OL applicants 

EISENHUTiO 0 Division of Licensing 03/09/03 HALE, 0 P 
Illinois Rower Co. 2pp 10323 200 24X F1 c he: 90-000, 83/09/03, 

0309190046 


--B309190060 Commends representatives of DUR/6 utils participating in 
Licensing Review Group 11 for efforts in resolving issues 
generic to BWR/6 OL applicants 

EISENHUT.D 0 Division of Licensing 83/03/03 FERGUSON, N R 
Washington Public Power Supply System 2pp 10923 202 24X 

Fiche 50-000.03/09/03.0303190046 


— 8305190060 Commends representatives of BNR/6 Utils participating in 
Licensing Review Group II for efforts In resolving Issues 
generic to DWR/6 OL applicants 

EtSENHUT. t> G Division of Licensing 03/09/03 MCGAUOHY. J P 
Mississippi Power it Light Co 2pp 10523 204 24X 

Flche 90-000,83/09/03*8305190046 


—9309190077 Commends representatives of 0WR/6 utits participating In 
Licensing Review Group It for efforts in resolving Issues 
generic to BUR/6 QL applicants 

EiaENHUT, D G Division of Licensing 03/09/03 CAHILL. J Oulf 
States Utilities Co 2pp 18923 206 24X Fiche 50-000.03/05/03. 

8309190046 


8305090602 Forwards NRC position re turbine maint Commitment to meet 
position classifying turbine missile issue as confirmatory 
required 

SCHWENCER.A Licensing Branch 2 83/03/0d CAHILL, W J Oulf 

States Utilities Co. 3pp 10367 330, 24X Fiche: 50-498. 83/09/04, 

B305090602. 


8309090699 Oonerlc Ltr 83-20 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for implementation 
of plant mads Svc list end 

EI8ENHUT.D.O Division of Licensing 83/09/0? Consolidated 

Edison Co of New Vorki Inc t6pp 10627 193 24X 

Flche 90-000,03/09/09.8309090639 


8309270039 Forwards request for addl info re personnel training as part 
of NRG revieiit of application for OL 

8CHWENCER,A Licensing Branch 2 83/05/23, CAHILL, W J Oulf 

States Utilities Co 5p p 10662 097 S4X Flc he: 90-498, 83/09/23, 
0305270039. 


C Utility Environmental Report <ER>, amends 6 correspondence 


8309260305 Summary of 83042B meeting w/utH in Bethesda.MD re various 
environ rept - OL stage topics Topic 4 re summary 
cost-benefit analysis not discussed Meeting notice it agenda 
end 

NEINKAN, E J Licensing Branch 2 83/09/10, Licensing Branch 2, 

9pp 10629' 296 24X F U he: 90-490. 83/09/ 10, 8305260305 
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E NRC Safety Evaluation Report iSERli suppU & correspondence 


8305030106 Forwards draft BER on reactor sys open items Addl questions 
en< 1 Meeting will be arranged & schedule established to 
resolve open Item* 

SCHWENCER.A Licensing Branch 2 83/0^/21 CAHILL. WJ Oulf 

States Utilities Co 46pp 18310 031 2AX Fiche 90-458.83/04/211 
8309030106 


0309120460 Requests info ra issue solutions accepted by MRC wisich have 
& have not been addressed in SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Revieu Group 
11 generic Issue 

STEFANOiJ J Licensing Branch I 83/05/02 HDLT2SCHER. D L 
Illinois Power Co 2pp 18443 173 2AX Fiche 50-000.03/09/02. 
8309120460 


— 8309120470 Requests info re Issue solutions accepted by NRC which hav* 
Bi have not been addressed in SER/supp lemental SERs Info 
needed to -document evaluation on each Licensing Review Group 
II generic issue 

STEFANOiJ J Licensing Branch 1 83/03/02 P DWELL i P Washington 

Public Power Supply System Ip 18443 174, 24X 

Fiche 90-000. 83/05/02. 83 05120460 


— 8309120477 Requests info re issue solutions accepted by NRC which have 
& have not been addressed In SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Group 
XI generic issue 

STEFANO. J J LI com I ng Branch 1 83/05/02. REED.W J Oulf 

States Utilities Co Ip 18443 179 24X Fiche. 30-000. 63/05/02. 

6309120460 


— 8305120465 Requests Info re Issue solutions accepted by NRC which have 
& have not been addressed In SER/supp lemcntal 5ERf Info 
needed to document evaluation on each Licensing Review Oroup 
II generic issue 

STEFANO. J J Licensing Branch 1 83/05/02 RICHARDSON. J, D 

Mississippi Power k Light Co Ip 18443 176 24X 

Fiche 90-000.83/05/02.0309120460 


—8305120471 Requests Info re issue solutions accepted by NRC which have 
U have not been addressed in SER/supp 1 emental SERs Info 
needed to document evaluation on each Llcanslng Review Group 
II generic issue 

STEFAND.J j Licensing Branch 1 63/05/02 BUZZELLIrE M. 

Cleveland Electric llluninatlng Co Ip 18443 177 24X 

Fiche 50-'000. 83/09/02. 8309120460 


8309110616 Forwards structural engineering input for draft 9ER Enel 
provides sumnary of open items k scope of review 
SCHWENCER.A Licensing Branch 2 83/05/04 CAHILL. W J . 

BOOKER. J E Oulf States Utilities Co 2Spp 18419 309 24X 

Fiche 50-4981 83/05/04 J 03091 10616 


8305170604 Forwards site analysis sections for draft SER Open items re 
papulation data & barge transpor tatlon of toxic gases 
highlighted 

SCHWENCER.A Licensing Branch 2 83/09/09 CAHILL, M.J Oulf 

states Utilities Co 17pp 18497 027. 24X Fiche 90-499.83/05/05, 

8309170604 


8305260348 Forward* draft SER input re aWKlUary sy* Difficulty 
encountered in performing review due ta illegibility of 
some drawings 

SCHWENCER.A Licensing Branch 2 03/09/18 CAHILL. W J. Gulf 

States UtiUties Co. 211pp, 10629 077 24X Fiche 90-450.83/09/18, 

0305260348 


F Security, medical, emergency ftra pratection plans 


8305110034 Oeneric Ltr 83-21 to all licensees of operating reactors, 
applicants for DLs k holders of CPs re c Lar if I cation of 
access to control procedures for law enforcement visits 
Sve list end 

EISEMHUT. D 0 Division of Licensing 33/05/11, Consolidated 
Edison Co of New York. Inc 16pp 16940 099 24X 

Fiche 50-000.63/05/11.8305110034 


6305170 468 Forward* Amend 8 tu FSAR. provid ing response* te text changes 
to Section 13 3 re emergency planning 

CAHILL, W U Gulf States Utilities Co &3/05/13 EISENHUT, D, 0 
Division of Licensing 4pp. 10470 167, 24X Fiche 50-498.03/05/18, 

8309170468 


8309230007 Releases public vtrelon of applicant responses to NRC 
questions re emergency plan 

FELTON. J M Division of Rules and Records, 83/05/20 Document 
Management Branch Ip 18535' 190 24X Fiche 90-458.83/05/20/ 

8309230007 


— 8305230009 Forwards public version of responses to NRC 821216 queetioni 
re emergency plan Responses prepared per 830203 discussion 
w/NRC 

BQOKER. J E Oulf States Utilities Co 83/03/01 SCHWENCER.A, 
Licensing Branch 2 69pp 16539 191 24X Fiche 90-498.83/05/20, 

9305230007 


G Adjudicatory correspondence 


B30903094B Order scheduling B30614 prehearing conference In Baton 
Rouge. LA 

COTTER. D P Atomic Safety and Licensing Board Panel 83/04/29, 
2pp 18303 3i9 24X Fiche 90-498. 83/04/29, 8305030948 


6305i00328 Response ta NRC answer to State of LA Contentions 1-6 
Raatonable specificity requirements of 10CFR2 714(5) 
satisfied Contentions 2 tc 5 premature 8* should be accepted 
condi tlonal ly Certificate of Sve and 

LINDSAY. I D Louisiana. State of 83/09/03 Atomic Safety and 
Licensing Board Panel ilpp 16379 007 24X Fiche 50-498.83/09/03, 

8309100328 


t Financial information 


8309310102 Annual Financial Rapt 1982 W/830407 ltr 

LEE, N R . HURRILL, P W , BOOKER. J E Gulf States Utilities Co 
83/04/07 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 46pp 18695 296 24X Fiche. 50-458. 83/04/07, 8305310102 


K Utility Final Safety Analysis Report <F8AR> k amends 


8305170468 Forwards Amend 8 to FSAR. providing responses k text chenget 
to Section 13 3 re emergency planning 

CAHILL, W J Gulf State* Utilities Co 03/09/13 EISENHUT, D. 0 
Division of Licensing 4pp 18470 167. 24X Fiche- 50-498, 03/09/13, 

0309170468 


—8309170473 Amend 8 to FSAR 

» Oulf States UtlUtle* Co 83/09/31 390pp 18470 171. 24X 

Fiche 50-490,83/09/13,8309170468 


0. Inspection reports, IE Bulletin* 1, correspondence 


B2120603B9 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 6vc list 
end 

TAYLOR, J M Division of Safeguards l< Inspection Programs (Post 
830103} 83/03/31 Consolidated Edison Co of New York. Inc. 

ItRpp 10300 319 24X Fiche 50-000,83/03/21,0212060385. 


830304(5021 IE Info Notice 83-21. "Defective Emergency Use Reipirator * 
Sve list end 

JORDAN. E L Division of Emergency Preparedneis 8< Engineering 
Response (Post 830103). 03/04/19 Consolidated Edison Co. of New 

York. Inc 126pp 18439:159 24X FI Cha 50-000. 03/04/19,8303040021 


8303040023 IE Info Notice 03-22, "BHR 0af ety/Rt 1 ief Ualve Failures * 
Sve list encl, 

JORDAN.E L Division of Emergency Preparedness S( Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison Co of New 

York, Inc llSpp 18383’ 089. 24X Fiche 50-000.03/04/22,0303040023. 


0303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " sve list end. 

JORDAN.E. L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/04/25. ConsoUdatod Edison Co. of New 

York. Inc 119PP 103B1‘291 24X Fiche* 50-000. 03/04/29, 8303040029. 


0303040026 IE Info Notice 03-24. "Loose Part* in Bacondary 8lda of 
Steam Generators at PWRs " Bve list encl 

JORDAN.E L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 83/04/28 Consolidated Edison Co. of New 

York, Inc liSpp. 16302.047 24X Fiche 90-000.83/04/28,0303040026. 


B303040027 IE Info Notice 83-29, "Standby Oa* Treatment Sys Heeter High 
Temp Trip Setpoint Adjustment. '* Sve list encl, 

JORDAN.E L Division of Emergency Preparedness St Engineering 
Raiponie (post 830103), 83/04/28 ConeoUdated Edison Co. of Naw 

York. Inc. IlSpp 18382:165. 24X Fiche 90-000, 63/04/20, 0303040027. 


8303040020 IE Info Notice 83-26, "Failure of 8af aty/Rellef Valve 
Discharge Line Vacuum Breakers " 8vc list encl 
JOROANrE L Division of Emergency Preparedne** k Engineering 
Response (Post 630103) 83/09/03 Consolldeted Edison Co. of New 

York. Inc 122pp, 10441: 170 24X Fiche 90-000. 83/09/03, 0303040028 
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a-309120343 Rfispondt to IE Bull«tln Q0-'16> ‘Tatsntial Misapplication of 
Ros ffmounti Inc Kodtls 1151 & 1192 Prossure Transmitters U/ 

Either or D Output Codes “ Pressure transml tier a not 
• tnplogad in saf etg-related applications 

aOOKER^J E Oulf States Utilities Co 03/05/03 COLL INS« J T 
Region A. Office of Director ip 16432 319 24X 

Flche 90-49B. 03/05/031 8305120343 


8305120S£9 Discusses guidelines developed to aid in revleui of IE 
Bulletin 77-15 re long-term operabilltg of deep draft pumps 
Alternate qual 1 f Ication method incorporating vibration 
fflonltorlng it std plant test procedures proposed encl 
NOVAK< T N Assistant Director for Licensing 83/05/03 
HOLTZBCHERi D L Licensing Revledi Group II 6pp 10440 396 24X 

Flche SO-OOOi B3/0S/03» 0305120569 


8303040030 IE Info Notice e3-27i *‘Operat iona 1 Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN* E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 63/05/04 Consolidated Edison Co of Nsie 

Yorki Inc 112pp 16302 282 24X Flche 50-000.03/09/04*8303040030 


0303040031 IE Info Notice 83-26. ''Criteria for Protective Action 
Recommendations for General Emergencies " Svc list encl 
JORDAN. E L Division of Emergencg Preparedness St Engineering 
Response (Post 630103) 63/09/04 Consolidated Edison Co of Nete 

York. Inc 119pp 10441 001 24X Flche 90-000.63/05/04,8303040031 


0303040033 IE Info Notice 63-29. "Fuel Binding Caused bg Fuel Rack 
Deformation " Svc list end 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 63/05/06 Consolidated Edison Co of Neu 

York* Inc llSpp 10533 246 24X Flche 50-000.63/05/06.0303040033 


0303040034 IE Info Notice 03-30. "Hlsapp 1 icat i on of Generic Emergency 
Operating Procedures (EOP) Guidelines " Gvc list encl 
JORDAN. £ L Division of Emergency Preparedness St Engineering 
Responso (Post 630103) 83/05/11 Consolidated Edison Co of Neu 

Yorkf Inc 114pp 18524 003 24X Flche 90-000,63/09/11.8303040034 


8303040040 IE Info Notice 03-3t. "Error in ADLPIPE Computer Program " 
Svc list encl 

JORDAN) E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

Yarli* Inc H4pp 18697 009 24X Flche 50-000.03/05/19.8303040040 


0303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contamlrtated Oil " Svc list encl 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 63/09/26, Consolidated Edison Co of Neu 

York. Inc IHpp 18647' 007 24X Flche 50-000. 03/09/26. 8303040046. 


S Reportable occurrences. LERs S. related correspondence 


8309110324 Part 81 rept r# Type SA-1 Class IE relays Silicon controlled 
rectifier (SCR) In trip output circuit may cause random trip 
output Nestlnghouie corrective action Includes replacing SCR 
u/burn-ln SCR 

DUVALL. O D Broun Doverl Corp (subs Braun Boveri & Co . Ltd ) 
83/04/27 8TELL0. V Director's Of flee. Office of Inspection and 
Enforcement 9pp. 18393 270 24X Flche 90-000,03/04/27.0309110324 


DOCKET 90-460 WPP89 NUCLEAR PROJECT. UNIT 1 

A- App Lice tlon/constructlon stage documents it correspondence 


6305090699- Generic Ltr 03-20 to all operating reactor licensees it 
holders of CPi re Integrated scheduling for implementation 
of plant mods Svc list end 

EIBENHCrr. D 0. Division of Licensing. 83/09/09 Consolidated 
Edison Co of Neu York, Inc lApp 10627 193 24X 

Flche 50-000. 03/05/09. 0305090659 


0309170721 Notifies that use of ABME Cod# Cases N-I9 it N-19-2 for 
application in const of diesel exhaust sys components 
accep tab le. based on review of 630401 request 
NOVAK. T. M Assistant Director for Licensing 83/09/11. 
FERGUSON, R, L. Washington Public Power Supply System Ip, 
ia49A’ 195 24X Flche 90-460* 63/09/1 1, 8309170721 


F, Security, medical, emergency V fire protection plans 


8309110034 Generic Ltr 03-21 to all licensees of operating reactors# 
applicants for OLs it holders of CPs re clarification of 
access to control procedures for lau enforcement visits. 

Svc list encl 

EI8ENHUT*0 0 Division of Licensing 83/09/11. Consolidated 
Edison Co. of Neu York, Inc 16pp 1B940 099 24X 

Flche - 90-000. 83/09/ 1 1 * 03091 1 0034 


C Adjudicatory correspondence 


8305020473 Motion to strike Wall Street Journal 030404 article 
appended to petitioner response to applicant motion for 
reconsideration it/or eerti f lea 1 1 on Article oF insufficient 
probative value Certificate of Svc end 

REVNOLDO.N S Washington Public Power Supply System REVNOLDS. N S 
Dehevoise L Liberman 03/04/28 Atomic Safety and Licensing Board 

Panel 6pp 18293 281 24X Fiche 50-460-83/04/26,8309020473 


0309090009 Response to 830414 first set of interrogatories Certificate 
of Svc encl Related correspondence 

REYNOLDS. N S Washington Public Pouer Supply System REYNOLDS) N S 
Debevolse h Liberman 03/09/03 Coalition for Safe Pouer lOpp 
10339 010 24X Flche 50-460,83/05/03,0309090009 


8305050019 First set of interrogatories & requests to produce 
Certificate of Svc encl Related correspondence 

REYNOLDS) N S Washington Public Pouer Supply System REYNOLDS. N S 
Debevolse h Liberman 03/05/03 Coalition for Safe Power 9pp 

10330 399 24X Fiche 50-460,83 / 09/03, 83 09090019 


8309DS006S First set of Interrogatories & document production requests 
Certificate of Svc encl 

WAGNER, M C Hearing Branch 4 83/05/04 Coalition for Safe 

Power 0pp 10342 044 24X Fiche 90-460,03/09/04,8305090082 


0305100263 Advises that 930404 meme re PORV environ safety 
qua 1 1 f icatlon not received Failure to receive noti Ficatlons 
prejudices future involvement in case Assurance of future 
full notification requested 

BELL)N Coalition for Safe Power 83/05/04 GROSSMAN. H . 
HARBOUR, J , BRIGHT. 0 O Atomic Safety and Licensing Board Panel 
ip 18372 295 24X Flche 90-460, 83/05/04. B309I00263 


0309310076 Motion to be admitted as intorested state in proceedings 
Certificate of Svc encl 

LEWig.N D Washington, State of 83/09/0? Atomic Safety and 
Licensing Board Panel 3pp 18699 119 24X Flche 50-460,03/03/09, 

8305310076 


0309170916 Opposes petitioner 030504 request for A5LB action to ensure 
petitioner fully notified of issues re OL Petitioner should 
not be treated as party since intervention status not 
granted 

REYN0LD3.N8 Debevoise 4« Liberman. REYNOLDS, N 8 Washington 
Public Power Supply System B3/05/12 GRQSSMAN.H . BRIGHT. 0 0 . 
HARBOUR. J Atomic Safety and Licensing Board Panel 2pp 
18467 247 24X Flche 90-460,03/09/12,8309170916 


8309200976 Response opposing applicant 030428 motion to strike Wall 
Street Journal article appended to petitioner responee to 
applicant motion for reconsideration Argument re probative 
value 1. admissibility misplaced W/Cert 1 f Icate af Bve 
WAGNER, M E Hearing Branch 4 83/09/18 Atomic Safety and 

Licensing Board Panel 4pp 10914 122 24X Flche 50-460,03/09/10, 

8309200576 


0305200502 Advises that no communication receiveiJ from Coalition for 
Safa Power In response to ASLO 030426 order to disclose 
names addresses of individuals needed to meet standing 
requirements Deadline was 830906 

WAGNER, M E Hearing Branch 4 83/09/18 SELL, N Coalition for 

Safe Power Ip IB514 249 24X Flche 90-460.83/05/18,8305200962 


8309240347 Motion to compel responses to 830414 first set of 
interrogatories to applicant re const delay Licensee 
objected to request Claim w/o basis UtlJ should be o-rdered 
to respond Certificate of Svc encl 

BELL.N Coalition for Safe Power 03/09/18 Atomic Safety and 
Licensing Board Panel 5pp 18973 001 24X Fiche 50-460, 03/09/ 18, 

6309240347 


0309240465 MemDrandum opposing petitioner intervention Petitioner 
failed to respond to protective order, so standing can no 
longer be based on undisclosed Individuals Certificate of 
eve encl 

HARTMAN, S L Washington Public Power Supply System HARTMAN, S 
Debevolse b Liberman 83/05/20 Atomic Safety and Licensing 

panel 6pp 10573 179 24X Flche 90-460, 03/09/20, 0303240469 


L 

Board 


0305310005 Response to Interrogatories 1 through 22 (first set) 
Certificate of 8vc end Related correspondence 

BELL.N Coalition for Safe Power 03/09/23 Washington Public 
Power Supply System. 7pp 18653 231 24X Flche 50-460,03/05/23, 
6309310009 
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0303260173 Memorandum 6 order setting new time limits ior responding 
to petitioner disclosure of individual members needed to 
establish standing App 1 icanti NHC petitioner responses due 
03O6Oef 16 It 37* respect ively 

GROSSMAN, H Atomic Safety and Licensing Board Panel 03/03/23 
Uashlngton Public Power Supply System 3pp 10597 206 24X 

Ftche 30-460,03/03/23,0305260172 


« Utility Final Safety Analysis Report <FSARJ «t amends 


0303030166 Forwards Amend 2 to FBAR 

BOUCHEYiG D Washington Public Power Supply System B3/O4/10 
ADENSAM, E 0 Licensing Dranth 4 2pp 1&290 140 24X 

Fiche 50-460.83/04/10.0305030166 


— 8303030172 Amend 2 to FSAR W/33 overs He figures Aperture cards are 
available in PDR 

* Washington Public Power Supply System 03/04/30 600pp 

10298 142 24X Fiche 50-460.83/04/10.0303030166 

0303100246 Forwards Certificate of Svc for FSAR Amend 2 Atty General 
ofc returned FSAR 6 Amend I Ofc will no longer be provided 
Ill/documents 

BOUCHev. 0 D Washington Public Power Supply System 83/03/05 
ADENSAM, E 0 Licensing Branch 4 3pp 10374.103 24X 

Fiche 50-460,83/03/03.8305100246 


Q Inspection reports. IE Bulletins t< correspondence 


0212060305 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction Svc list 
enc 1 

TAVLOR. J M Division of Safeguards 6 Inspection Programs (Post 
630103) 03/03/21 Consolidated Edison Co of New York. Inc 

I12pp 18300 319 24X Fiche 50-000.03/03/21.6212060305 

0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list end 

JORDAM.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/13 Consolidated Edison Co of New 

York. Inc 126pp 18433 i33 24 X Fiche 50-000.83/04/13,8303040021 


0303040023 IE Info Notice 03-22. "BWR Safety/Rel i ef Ualve Failures » 
Svc list end 

JORDAN/E L Division of Emergency Preparedness S> Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

York. Inc ll2pp 18383 089 24X Fiche 50-000. 03/04/22, 8303040023 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing 0ys " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 83/04/23 Consolidated Edison Co of New 

York. Jnc 119pp 10301 291 24X Fiche 50-000. 03/04/85, 8303040025 


63030400S6 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Generators at PWRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York. Inc 115pp 18302 047 24X Fiche 30-000. 83/04/28, 8303040026 


8303040027 IE Info Notice 03-25. ^'Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York. Inc J igpp 18382 165 24X Fiche 50-000. 03/04/28. 8303040027 


8303040028 IE Info Notice 03-26. "Failure of Safe ty/Rel lef Valve 
Discharge Line Vacuum Breakers '* Svc list encl. 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, inc I22pp 10441 170 24X Fiche 50-000,83/05/03,8303040028 


8303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
E<iutpment " Bvc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
R-esponse (Past 030103) 03/05/04 Consolidated Edison Co of New 

York. Inc 112pp 1S3S2 282 24X Fiche 50-000,83/05/04,8303040030. 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list encl 
JORDAN. E L Oivlston of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/04 Consol t dated Edison Cp of New 

119PP 18441 001 24X Fiche 50-000.03/05/04.8303040031 


Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
" Svc list encl 

Division of Emergency Preparedness A Engineering 
.St 830103) 03/05/06, Consolidated Edison Co of New 

llSpp lOSST sen ^^tcho 50-000. 83/05/06, 8303040033 


8303040034 IE Info Notice 03-30. "Misappl 1 cation of Generic Emergency 
Operating Procedures (EOF) Guidelines " Svc list end 
JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/05/11 Consolidated Edison Co of Niw 

York. Inc I I4pp 18524 003 24X Fiche 50-000.83/05/11,8303040034 


8303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program " 
0VC list encl 

JORDAN.E L Division of Eihergency Preparedness & Engineering 
Response (Post 630103) 03/05/19 Consolidated Edison Co of Nau 

York. Inc n4pp 10697 009 24X Flcha 50-000.03/05/19,8303040040 


8303040046 IE Info Notice 03-33, "Nonrepresenta ti ve Sampling of 
Contaminated Oil " Bvc list encl 

JORDAN.E L Division of Emergency Preparedness S. Engineering 
Response (Post 630103) 03/05/26 Consolidated Edison Co of NfU 

York. Inc tl4pp 10647 007 24X Fiche 50-000. 03/05/26. 8303040046 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


A Appl icat ion/construc t ion stage documents 1. correspondence 


8303240346 Forwards responses to addl concerns of J Humphrey re 
containment, consl sting of Action Plans 15,18.19.22.25,28,31 
it 32 

WULLER.G E Illinois Power Co 83/03/17 SCHWENCER, A Licensing 
Branch 2 46pp 17681 310 24X Fiche 50-461,83/03/17,8303240346 


030504020? Advises that effective 830410, JJ Stefano designated 
Licensing Review Group II program project manager Change 
will help expedite reviews on disposition of remaining 
generic issues 

NOVAK, T M Assistant Director for Licensing 83/04/26 
H0LT2SCHER.0 U 11 lino U Power Co 2pp 18326 343. 24X 

Fiche 50-000,03/04/26,8305040209 


9305190046 Commends representatives of 0WR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to BNR/6 OL applicants 

EISENHUT.D G Division Of Licensing 83/05/03 EDELMAN.M R 
Cleveland Electric Illuminating Co 2pp 18523 198 24X 

Fiche 50-000,03/05/03,0305190046 


— 8305190054 Commends representatives of 6WR/6 utils participating In 
Licensing Review Group II for efforts in resolving Issues 
generic to BWR/6 OL applicants 

EieENHUT. D 0 Division of Licensing 83/05/03 HALE, D P 
Illinois Power Co 2pp 10523 200 24X Fiche, SO-000, 83/05/03, 

0305190046 


—8305190060 Commends representatives of BWR/6 utils participating in 
Licensing Review Group II for efforts ^In resolving issues 
generic to BWR/6 OL applicants 

ElSENHUr. D 0 Division of Licensing 83/05/03. FERGUSON, H R 
Washington Public Power Supply System 2pp 1GS23 202, 24X 

Fiche 50-000,83/05/03,8305190046 


—8305190060 Commends representatives of I1WR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to DWR/6 OL applicants 

EIBENHUT, D G. Division of Licensing 83/05/03 MCOAUOHV, J P 
Mississippi Power it Light Co 2pp 18523 204 24X 

Fiche 50-000,83/05/03,8305190046 


— 8305190077 Commends representatives of BWR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to BNR/6 DL applicants 

EISENHUT.D G Division of Licensing 83/05/03 CAHILL, J. Gulf 
States Utilities Co 2pp 18523 206 24X Fiche 50-000.83/05/03, 

8305190046 


8305170701 Requests applicant latest presentation It summary of 
Caseload Forecast Panel evaluation of facility 

BUDWANI.R N Affiliation Unknown 03/05/06 NRC - No Detailed 
Affiliation Given 2pp 10496‘2S8 24X Fiche 50-461,83/05/06. 

0305170701 


— 8305170705 Forwards most recent (BOH 12-14) Caseload Forcast Panel 
meeting summary re const status 

SCHWENCER. A Licensing Branch 2. 83/05/06 BU0WAN1,R. 

Affiliation Unknown Ip 18496 260 24X Fiche 50-461.83/05/06, 

8305170701 


8305200667 Submits updated info to 820924 response to 820326 request 
for addl info re fast scram loads on control rod drive sys. 

Test data revealed that 45-ms valve opening parameter more 
appropriately models valve hydraulic response 

WULLER.G E Illinois Power Co 83/05/18 SCHWENCER, A Licensing 

Branch 2 Ip 18519 094 24 X Fiche 50-461. 03/05/101 8305200667. 
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S3O324O40& CDtiturs In NRC recovery plan for procurement of spare Sc 
replacement parts & In lifting of stop leork order 

KEPPLERpJ Q. Region 3i Office of Director 03/05/19 OERSTNER, W C 
Illlnol* Power Co Ip 18571 044 24X Fiche 30-461 j 03/05/ 19, 

8303240406 


0305240407 Ack receipt of 030400 t* 0502 requests for concurrence in 
lifting Stop i^ork Orders 017,010 & 010 on electrical 
equipment, in-strumentation Installation & drywell refueling 
6 e 1 loiiTi, respec tivelg Concurrence granted 

KEPPLERi J O Region 3, Office of Director 03/05/17 GERSTNER, W C 
Illinois Power Co 2pp 10374 387 24X Fiche 30-461,03/03/19, 

0303340407 


— 6305340413 Raqueits concurrence in lifting 030633 Step Work Driters 017 
re electrical equipment installation & 010 re electrical 
instrumentation Installatlan Recovery p Ian, correc ting 
daficisncies in traveler control procedure, enc 1 

HALL,D P Illinois Power Co 83/04/09 KEPPLER, J O Region 3, 
□fflco of Director 34pp 13574 289 34X Fiche 30-461,03/05/19, 

0303240407, 


— 8305340431 Requests evaluation of completed refueling bellows recovery 
program to permit lifting of 820226 Stop Work Order OlO to 
continue ballouis installation 

HALL, D P Illinois Power Co 03/03/02 KEPPLER, J 0 Region 3, 
Office of Director 2pp 18374 323 24X Fiche 30-461,83/03/19, 

0305240407 


^305360246 Ack receipt of 030505 1 tr requesting NRC review & 
concurrence w/HVAC recovery plan for stop Work Orders 014, 

013 t< 020 Concurs u/plan Intent 

KEPPLERi J 0 Region 3, Office of Director 83/03/19. GERSTNER, M C 
Illinois Power Co Ip 10626 139 24X Fiche, 50-461, 83/05/19, 

8303260246 


— 8305360247 Forwards Rev 1 to "HVAC Recovery Plan" for review 6 
concurrence Rev divides actions under Phases II 6 III 
resulting in addl Phases IV' 6 V. 

HALL^D P Illinois Power Co 83/03/03 KEPPLER, J 0 Region 3, 
Office of Director 2pp 10626 140 24X Fiche 50-461,83/03/19, 

6303360246 


— 6305260233 Rev 1 to "HVAC Recovery Plan " W/one overslxe enc 1 Aperture 
card is available in PDR 

* Illinois Power Co 83/05/03 5Bpp 18626 143 S4X 
Fiche 50-461.03/05/19,0303260246 


B305240142 Foruiardi response to Equipment dual 1 f Icat Ion Drench review 
camments on F6AR Eectlon 3 11, "Environ Qualification of 
Electrical Equipment " 

WULLEFti 0 E Illinois Power Co 83/03/30 SCHWEWCER, A Licensing 
flraneh 2 369pp 18347 001 24X Fiche 30-461,83/03/30,8305240142 


63-05370017 Advises that fuel load date revised from Jan 1904 to Jan 
1906, Const schedule updates will continue to be submitted 
quarterly Next update planned for Jul 1903 

HALL, D P Illinois Power Co 83/05/24 DENTON. H R Office of 
Kuclear Reactor Regulation, Director Ip 18638 317 24X 

Fiche 50-46 1 , 03/05/24 , 03032700 1 7 


NRC Safety Evaluation Report (0ER>i supple & correspondence 


6303120460 Requests info re issue solutions accepted by NRC which have 
It have not been addressed In SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Group 
It generic issue. 

STEFANO, J J Licensing Drench 1, 03/05/02 H0LT7SCHER, D L. 

Illinois Power Go 2pp 18443 173 24X Fiche 50-000,83/05/03. 

8305120460 


— -8303120470 Requests Info re issue solutions accepted by NRC which have 
If have not been addressed In 8ER/supp 1 emental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO, J J Licensing Branch I 03/05/02 POWELL, P Washington 
Public Power 8upply 6ystem Ip 18443 174 24X 

Fiche 50-000, 03/05/02, 8305120460 


—-6305120477 Requests info re issue solution# accepted by NRC which have 
have not been addressed in RER/supp 1 emental 0ERs info 
needed to document evaluation on each Licensing Review Group 
II generic issue. 

GTEFANDiJ, J. Licensing Branch 1. 03/03/02 REED, W J. Oulf 

Btates Utilities Co Ip 18443 175 24X Fiche 50-000.83/05/02, 

8305 1 20460 


— 8305120405 Requests info re issue solutions accepted by NRC which have 
& have not been addressed in SER/svp p 1 enenta I SERs Info 
needed to document evaluation on each Licensing Revleiu Group 
II generic issue 

STEFANO, J J Licensing Dranch I 03/05/02 RICHARDSON, J D 
Mississippi Power 6 Light Co Ip 10443 176 24X 

Fiche 50-000,83/05/02.8305120460 


— 0305120491 Requests info re issue solutions accepted by NHC which have 
& have not been addressed in SER/supp 1 ementa 1 SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO. J J Licensing Dranch I 83/05/02 DUZZELLI, E K 
Cleveland Electric Illuminating Co ip 18443 177 24X 

Fiche 50-000.83/05/02.8303120460 


0303130146 Lists documentation to be provided re SER Outstanding Issue 
3 (NJREO— 0053), "Seismic Analysis, “ per NRC request at 
030420 meeting N/Sargent & Lundy in Dethesda, MD, sat i s fy 1 ng 
site-specific spectrum concerns 

Wl/LLER. 0 E Illinois Power Co 83/05/10 SCHWEWCER.A Licensing 
Dranch 2 3pp 10430 124 a4X Fiche 30-461,83/05/10,0305130146 


F Security, medical, emergency 6 fire protection plans 


0303240213 Forwards monthly status rapt on offsite emergency 
preparedness for OL reviews for Apr 1983 

DIRCKSiU J Office of the Executive Director for OpcratioTis 
63/05/13 PALLADINO. N J Cammi S s i oners 5pp 10593 322 24X 

Fiche 50-000.83/05/13,9303240213 


O Adjudicatory correspondence 


0305120336 Wemor la I i i es 03050? conversation w/ Judge Paris ABLD will 
participate in 030602 site visit All parties may attend 
GODDARD, R J Hearing Dranch 3 83/05/H FOy, J Prairie Alliance 

NEUMAN. R Illinois, State of ZADEL,8 A Schiff, Hardin & Waite 

Ip 18432 294 24 X Fiche 50-461,63/05/11.8305120336 


K iltitity Final Safety Analysis Report (FSAR) & amends 


0304050243 Forwards Amend 24 to F8AR, consisting of Tables 3 10-1 it -2 
re dynamic qualif lea tions of BOP it N88S electrical 
equipment tr revs to jet impingement evaluation 6 froth 
impingement loads 

HALL. D P Illinois Power Co 03/03/28 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ip 17831 252 24X 

Fiche 30-46 1 , 83/03/28, 0304030243 


0304050234 Amend 24 to F8AR 

e IllinoiB Power Co 83/03/31 77app 17831 253 24X 

Fiche 30-461.83/03/28,8304060243 


G Inspection reports, IE Dulletins & correspondence 


0303190005 Final response to FOIA request for documents re Zack Co 8</or 
work performed by Zack in const of facilities Forwards App A 
documents Documents denoted w/asterisk available in PDR App 
D, C, O & E documents withheld (ref FOIA Exemption 71 
FELTON, J M Division of Rules and Records 83/03/11 
PRENOEROAST, fl Prendergast, R J t7pp 10506 039 24X 

Fiche 30-000, 03/03/1 1 1 0303190003 


— 0303190030 Summarlles 020430 meeting w/presldent of Zack COrHVAC 
contractor at fac 1 1 i ti es , re potential allegations Zack Co 
planning to terminate several employees in document control 
sec t ion 

HAYE8. D W Region 3, Office of Director 82/05/12 Region 3. 
Office of Director. Ip. 10506 089 24X Fiche 50-000,83/03/11, 

0303190005 


^-0303190080 Rep ts allegation re Zack Co falsified documents concerning 
HVAC activities at facilities per NDC Nightly News 
broadcast 

* Radio TV Reports. Inc 82/07/24 NRC - No Detailed 
Affiliation Given 2pp 18306 124 24X Fiche SO-000. 03/03/ 1 1 , 

8303170005 


— 0305190097 Requests investigation of Region III inadequate 

investigative oversight re QA breakdown U possible criminal 
falslf icatlan at Zack Co.HVAC contractor at facilities AT 
Howard it B Marello allegations discussed 
DEVINE. T Government Accountability Project 82/07/26 
PALLADINO, N. J Commissioners ilpp 18306 128 24X 

Fiche 30-000,83/03/11,0305190005 


—0305190102 Affidavit of SL Marello re QC breakdown U criminal 
falsification at Zack Co. HVAC contractor at facilities 
MARELLO, S L Affiliation Unknown 02/07/26 22pp 10306 13? 
24X Fiche 30-000.03/03/11,0305190005 



3d2 
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— B303l90i0a Affidavit of AT Howard re QC breakdouin £« criminal 
fa 1 «1 fication at Zack Coi KVAC cocitractor at fa-cilitias 
HQMAflD^A T Affiliation l/nknown 82/07/9* 55pp 1B506 1*0 
24> Fiche SO'-OOO. 03/03/ i B305 1900 05 


— 830519039* Discusaei B20624 telcon w/B Garda wF Govt Accountali i 1 1 ty 
Project re allegations concerning Zack Co OA program at 
facilities Personally identifiable Info deleted 

NOPELIUBiC E Division of Engineering 02/07/12 Division of 

Engineering Ip 10512 333 2^X FicAe 50-000,03/03/11. 

8303190005 


B30SD20336 Forwards IE Mgt fleeting Rept 50 -A£»l /B3-0* on B303I7 

KEPPLER, JO Region 3j Office of Director 63/04/00 GERSTNBR, W C 
It 11 note Power Co Ip 18277 069 24X Flclie 30-4*1,83/04/00, 

e30S0SQ336 


— 0303020339 TE Mgt Meeting Kept 30-461/03-06 on 030317 «*jor area* 
discussed status of stop work recovery overlnsp Ik 
Improvement programis 

KEPPLER, J Q , KMOPi R C , HAYES. D W Region 3. Office of Director 
03/04/07 3pp 10277 069 24X Flche 50-461 , 03/04/03. B30S020336 


83O5O60S76 Forwards revised overlnsp record verification program 
Procedures BOA 185. DQA I9CI-BQA 194 t< BOA 196. for review 
M/o end 

HALLrD P lilinDis Power Co 83/04/ 13 KEPPLER.J 0 Region 3. 
Office of Director Ip 18349 052 24X Riche 30-461.83/04/13, 

0305060376 


B305020J11 Informs of withdrawal of 830413 reciue-st for review fc 
eonewrrfrncp of revs to overlnsp I. record verification 
program procedures 

HALL.OP Illinois Power Co 93/04/20 KEPPUCR. J G Region 3, 
Office of Director Ip 10270 216 24Y Flche 30-461.83/04/20, 

83030201 1 1 


0305120345 Forwards IE Imp Rept 50-461/62-25 on 820914-830329 Mo 
noncojrp 1 lanc B noted 

LITTLE. W 8 Region 3, Office of Director 83/04/27 GERSTNERrW C 
Illinois Power Co 2pp 1 0432 271 24XFiclse 50-461.83/04/27. 
8303120345 


--8305120340 IE Insp Rept 50-461/82-25 on 820914-830325. Mo noncomp 1 1 ence 
noted Major areas inspected procedures U records for reinsp 
of structure) steel bolting 

KEATING. D E . D AN I EL BON, D H Region 3. Office of Director 
B3/04/27 7pp 18432 273 24X Flche 50-461.83/04/27,8303120345 


B303170013 Forwards IE Insp Rept 50-461/03-04 on 030106-0317 Mo 
nonconpl lance noted 

KNOP.R C Region 3. Office of Director 03/04/27 OERSTNER. W C 
Illinois Power Co 2pp 10466 156 SAX Flche 50-461.83/04/27, 
8303170013 


—8309170022 JE Insp Rept 50-461/03-04 on 630106-0317 No noncompl lance 
noted Major areas Inspected matl laydown storage areas, 
program centre 1. general welding activities & stop wort 
recDverg activities 

LIVERMORE, H H . HAYES, D W Region 3. Office of Director 
03/04/26 5pp 10466 1 SB, 24X Flche 30-461 , 03/C4/27. 8305170013 


6305120567 Discusses guidelines developed to aid in review of IE 
Bulletin 79-15 re long-term operablltty of deep draft pumps 
Alternate qual if i catl on method incorporating vibration 
monitoring I, std plant test procedures proposed end 
NOVAK. T M Assistant Olrtctor for Licensing, 83/05/03, 
H0LTZ6CHER.D L L i c e n s 1 ng Revl ew Group II 6pp 18440.396 24X 

Flche. 50-000. 03/05/03, 8305120569 


B30S260244 Forwards IE Insp Rept 50-461/03-01 on 830420 It 21 Np 
non comp I lance noted 

STREETER, JF Region 3, Office of Olrectar 03/05/12 
GERSTNER.UC 11 1 Ipo i s Power Co 2pp 10599 324 24X 

Flche 30-461.03/05/12,8305260244 


—9305260250 IE Insp Rept 50-461/03-01 on B30420 & 21 No none amp 1 i ance 
noted Major areas inspected licensee action on spare 
replacement part procurement sgs inadequacies 

HASSE.R A . HAWKING. F C Region 3. Office of Director 83/05/12 
4pp 19597 326 24X Flche. 50-461. 83/05/12, 8305260244 


R Piriodlc operating reports it related correspondence 


8305030539 Forwards "Preoperational Environ Radiological honltorlng 
Program, Clinton Power Station. 1982 " 

WULLERrO e Illinois Power Co 83/04/26 GCRiMENCER. A Licensing 
Branch 3 Ip 10305 ISO 24X FUhe 50-461,03/04/26.8303030359 


— B303030592 "Preoperat lonal Environ Radiological Monitoring Prograa, 
Clinton Power Station, 1902 " 

MAHOCUT, C fl , HUEBNER. L 0 Haileton Laboratories America, InC 
83/04/07 70PP 10305 151 24X Flche 50-461, 83/04/26. 03O5O3Cf 27* 


8 Reportable occurrsnees. LERs 6 related correspondence 


0305190009 Final response to FOIA request for documents re Zack Cd i 
work performed by Zack In const of facilities Forwards App A 
documents Documents denoted w/asterlsk available in PDR App 
RrC.D it E documents withheld (ref FOlA Exemption 7) 

FELTON, J M Division of Rules and Records 03/03/11 
PRENDERGAST. R Prendergast, R J I7pp 1 0506 099 24X 

Flche 50-000. 03/03/11,0305190005 


—0309190112 Deficiency rept re errors Ic discrepancies contained 1^ 
mat! certifications Procurement documentation will be 
reval Idated, document it records mgt program will be davtloped 
it OA/GC personnel will be added Also reportable per Part 21 
CALKINS, 0 E Zack Co 81/10/23 SlOpp 10506 219 24X 

Flche 50-000,03/03/11.0305190005 


0305120392 Interim deficiency rept re mlsapp 1 1 cation of ITE Gould 
circuit breakers £n post-LOCA hydrogen recombinsrs supplied 
by Rockwell Inti Initially reported on 830320 Hatter under 
investigation Final rept by 830008 Reported per Part 21 
HANNO, 8 F Niagara Mohawk Power Carp 83/04/26 STAROSTECKX. R 
Region 1, Office of Director 2pp 18433 072 24X 

Flche 90-000.83/04/26.0305120392 


— 8309120404 Part 21 rept re failure of post-LOCA hydrogen recoaklper 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEY.D C Rockwell International Corp 83/03/11 C0LLIN8.JT 
Region 4. Office of Director 5pp. 18433 074 24X 

Flche 50-000. 83/04/26. 8305 1 20392 


0305040293 Interim Dficlency Rept B2-lt re incorrect Identification of 
base matt it weld procedures on piping hanger travelers 
Initially reported on 821020 Further traveler review 
7>ecessary Investigation to be completed In 90 days 
hall. D P Illinois Power Co 83/04/27 KEPPLER, J 0 Region 3. 
Office of Director 9pp 18324 020 24X Fiche 50-461.63/04/27. 

0305040290 


8305120475 Part 21 rept re defect in shielded mul tlconductor cable 
installed In HVAC control panels MCC Powers personnel 
attached hold tags to 13 KVAC control panels w/defect. 

Evaluation being conducted 

HALLiD P Illinois Power Co 83/05/04 KEPPLER. J 0 Region 3. 
Office of Director 2pp. 18431 049 24X Flche- 90-000. 03/05/04, 

030512(3479 


— 0305120404 Part 21 rept re defect In shielded multlconduetor cable 
installed in KVAC control panels All suspect panels 
Inspected it nonconformance rept will be issued for 
applicable sites 

FAVCONNEAU. o Mark Controls Corp 83/04/10 Director's Office 
Office of Inspection and Enforcement 2pp 18431 051 24X 

Ftche 50-000,83/05/04,8305120475 


e305310£29 Interim Deficiency Rapt 03-05 re failure of 1/4 Inch 20 »ti 
head cap screws Initially reported on 830412 Conduit straps 
will be installed u/hlgher strength cap screws it torque 
Instructions will be issued, 

KALL.D P Illinois Power Co 03/09/23 KEPPLER, J 0 Regions, 
Office of Director 4pp 10655 035 24X Fiche’ 50-461, 83/05/23. 

8305310129 


8305310183 Interim Deficiency Rept 81-04 re inconsistencies in 
cartl f Uations of KVAC metis Initially reported on 811002 
Zack Co revised corporate I, site QA manuals to enhance 
controls It deitribe programs 

hall, D P Illinois Power Co 03/05/23 KEPPLER. J 0 Region 3. 
Office of Director 4pp 10658 129 24X Fiche 50-461,03/05/23. 

0305310183 


DOCKET 50-462 CLINTON POWER STATION, UNIT 2 
□ Inspection reports, IE Bulletins & correspondence 


0309190005 Final response to FOIA request for documents re Zack Co Ic/Oi' 
work performed by Zack in const of facilities Forwards App A 

documents Documents denoted w/a>terlsk available in PDR. App i 

B, C. D It E documents withheld (ref FOIA Exemption 7>, 

FELTON, J.M Division of Rules and Records 03/03/11 
PRENDERGAST, R Prendergast. R J I7pp 10506,059 24X 

Flche 50-000.03/03/11,8305190005 
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■8309190050 Summarizes 0S043O moeting ux/pres ident of Zack CopHVAC 
contractor at fac 1 1 1 tl esi re potential allegatlong lack Co 
lanning to terminate several employees in document control 
action 

IfAYES. D U Region 3i Office of Director 85/05/12 Region 3i 

Office of Director Ip 18506 089 24X Ficho 50-000.03/03/11, 

8305190009 


>—0309190000 Repts allegation re Zack Go falsified documents concerning 
HVAC activities at facilities per NBC Nightly Ne-tus 
broadc a st 

« Radio TV Reports, Inc 82/07/24 NRC - No Detailed 

Affiliation Given 2pp 10506 124 24X Flche 50-000, 03/03/ J 1 , 

0305190005 


— 0309190097 Rfitiuests investigation of Region til Inadequate 

investigative oversight re GA breakdoun Sc passible criminal 
fai s if i c ati on at Zack Co, HVAC contractor at facilities AT 
Howard 4r 8 Marello allegations discussed 
DEVINE. T Government Accountability Project 02/07/26, 
PALLADIND, N J Comml s slonars llpp 18506 120 24X 

Flche 90-000,83/03/11,8305190009 


— 830519010S Affidavit of 8L Marello re OC broakdamn St criminal 
falsification at Zack Go, HVAC contractor at facilities 
WAREULO. 8 L Affiliation Unknouin 82/07/26 22pp 18906 139 
S4X Flche 90-000,83/03/11,0309190005 


>0305190106 Affidavit of AT Howard re QC breakdotiin & criminal 
fals if leation at Zack Co, HVAC contractor at facilities 
HOWARD, A T Affiliation Unknown 82/07/26 99pp 18906 160 
a4X Flche 90-000,03/03/11.8309190005 


>0309190396 Discusses 020624 telcon w/8 Garde of Govt Accountab 1 1 i tg 
Project re allegations concerning Zack Co QA program at 
facilities Personally identifiable info delated 

NORELIUSfC E Division of Engineering 02/07/12 Division of 
Engineering Ip IB912 323 24X Flche 90-000,03/03/11, 

0305190009 


3 Reportable occurrences, LERs it related correspondence 


Q3091.900-09 Final response to FOIA request for documents re Zack Co 8c/pr 
work performed by Zack in const of facilities Forwards App A 
documents Documents denoted u/asterlsk available in PDR App 
6,C,D i( E documents withheld (ref FQIA Exemption 7) 

FELTON, J M Division of Rules and Records 03/03/11 
PRENDEROABT, R Prandergast, R U 17pp 18906 099 S4X 
Fiche; 90''000, 03/03/11, 0309190005 


■0305190112 Deficiency rept re errors tr discrepancies contained in HVAC 
mail certifications Procurement documentatl on will be 
r eva 1 idated, document I, records mgt program will be developed 
it QA/GC personnel will be added Also reportable per Part 21 
CALKINS. D E Zack Co 01/10/23 3IOpp 10906 219 24X 

Flche 90-000,03/03/11,8305190009 


8309120392 Interim deficiency rept re misapplication of ITE Gould 
circuit breakers in post-LOCA hydrogen recombiners supplied 
bg Rochuetl Inti initially reported on 030320 Matter under 
Investigation Final rept by 830000 Reported per Part 2t 
MANNO, B F Niagara Mohawk Power COrp 03/04/26 BTAROBTECK 1 , R 
Region 1, Office of Director 2pp 18433 072 24X 

Ftc h i 90-000, 03/04/26, 0309120392 


— 03O912O4O<4 Part 21 rept re failure of post-LOCA hydrogen recomblner 
component during IEEE-323 qoal t f i cation program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEY, D C Rockwell International Corp 83/03/11 COLLINS, J T 
Region 4. Office of Director 9pp 18433 074 24X 

Flche- 50-000, 83/04/26, 8309120392 


DOCKET 90-469 KUOBHENG POWER STATION, UNIT 1 


P. Operating license stage documents & correspondence 


830S240496 Forwards "Safety Relief Valve Discharge Test," final rept 
for Kuosheng Nuclear Power Stati on, inc lud ing Apps A^T Rept 
withheld (ref 10CFR2 790) Info submitted per OL Condition 
2, 0(49). 

DALE, L. F Nlsilsiippl Power & Light Co 83/09/02 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp. 96189 206 
24X FI ch e: SO-OOO, 03/09/02, 6309240496 


DOCKET STN-90-470 CESSAR SYSTEM 00 


A App 1 icat 1 on/construc t ion stage documents ft correspondence 


0305170326 Forwards revised CESSAR-F Section 3 11 rs environ design of 
mechanical S, electrical equipment Rev will be incorporated 
into amend to CESSAR-F 

SCHERER, A E Combustion Engineering, Inc 63/09/10 EISENHUr,D 0 
Division of Licensing 52pp 18463 173 24X Flche 90-470,03/09/10, 

8309170326 


8309330704 Responds to ACRS 011219 recommendation re C-E evaluation of 
interface requirements far applications ref C£SSAR ACRS 
recommendations could have antitrust Implications Outlined 
rasponsB to be included in CESSAR SER 

EISENHUT, D G Division of Licensing 03/09/16 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 18943 304 24 X 

Fiche 90-470,03/09/16.8309230704 


— 0302290480 Expresses concern that requiring C-E NSBS applicants to 
select C-E to make CESSAR interface requirements 
determination may have antitrust Implications 

VOLLMER, R H Division of Engineering 03/OP/17 EISENHUT, D 0 
Division of Licensing 3pp 10942 319 24X Flche 90-470. 

03/05/16, 8309230704 


0 Utility Preliminary Safety Analysis Report, amends 


0309120120 Forwards Amend 8 to CESSAR-F List of rev topics end 
SCHERER, A E Combustion Engineering, Inc 03/05/10 THOMAS. C 
Standard 1 zat ion {, Special Projects Branch 9pp 18420 360 24X 

Flche 90-470. 03/09/10, 0305120120 


— 0309120124 Amend 8 to CESSAR-F 

•K Combustion Engineering, Inc 83/03/10 246pp 10420 265 24X 

Flche 50-470.83/09/10,8309120120 


E NRC Safety Evaluation Report (8HR), suppls 6 correspondence 


8309020400 Forwards "Sys 00 CESSAR FSAR, Responses to Ouestlons on Steam 
Line Break Method,'’ per BER conf irmato<’y Item 14 Proprietary 
responses withheld (ref lOCFRS 790) 

SCHERER, A E Combustion Engineering, Inc 03/04/26 THOMAS, C 0 
Standardization & Special Projects Branch 6pp 18284 034 24X 

Flche 90-470.03/04/26,0309020400 


—0309020406 "•Sys 00 CESSAR FSAR , Resp ons es to Questions on Steam Line 
Dreak Method " 

« Combustion Engineering, Inc 03/04/30 i6pp 10204 040 24X 

Flche 90-470,03/04/26,0305020400 


8309090338 Forwards proprietary It nonproprietary "Response to NRC 
Questions on GESSAR-F Btatlstical Combination of 
Uncertalntl es in Thermal Margin Analysis for 5ys 60,'' (SER 
Item 7) Proprietary response withheld (ref 10CFR2 790) 

SCHERER, A E Combustion Engineering, Inc 03/09/03 EI8ENHUT,D Q 
Division of Licensing 6pp 10363 074 24X Fiche 90-470,03/09/03, 

8309090330 


— 8305090372 Nonpropr letary "Rosponse to NRC Questions on CEBSAR-F 
Statistical Combination of l/ncer taint! es in Thermal Margin 
Analysis for 8ys 80," (SER Item 7) 

a Combustion Engineering. Inc 03/04/30 39pp 10363 080 24X 

Fiche 50-470. 03/09/03, 8309090330 


B3051201B5 Forwards nonproprletary it proprietary responses to Questions 
440 9> 10,11 fi 12 on steam line break method, resolving 8£R 
Confirmatory Items 14 it 15 Proprietary responses withheld 
(ref iOCFRS. 790) Affidavit encl 

SCHERER. A E Combustion Engineering, Inc 03/09/10 THOMAS, C Q 
Standard! lat ion & Special Projects Branch 19pp 10424 200 24X 

Fiche 90-470,03/09/10,8305120183 


8309130081 Notifies that steam generator tube rupture analysis 
addressed in 030426 Itr will be performed, per SER 
Confirmatory Item IQ U will be submitted by 630719 
SCHERER. A E Combustion Engineering, Inc 83/03/10 EIBENHUT. D 0 
Division of Licensing 2pp 10437 080 24X Flche 90-470,83/05/10, 

8303130081 


0309180017 Requests current schedule to respond to SER Suppl 1 open 
item r# finalization of generic statistical combination of 
uncertainty analysis 

THOMAS, C 0 Standard 1 zatl on it Special Projects Branch 83/05/13 
BERLINOER.C Core Performance Dranch 2pp 18497 190 24X 

Flche 90-470,83/09/13,0309180017 
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e3O92OOS£a0 Fnriiiard& amended Table 3-1 of Section II F StApp D 
reflecting cl ar i f i c at i oti of addressing TMl Action Item 
It F 2 re inade<iuate core cooling detection instrumentat 1 on< 

□pen Item 4 of CESSAfl-F 5ER 

SCHEReRiA E Combustion Engineering, Inc 03/03/13 EI8ENHUT. D 0 
Division of Licensing 4pp 10314 279 24X Fiche 30-470,03/03/13. 

0303200560 


H Antitrust correspondence 


0305230704 Responds to ACilS 811215 recommendatton re C-E evaluation of 
Interface requirements for applications ref CESSAR ACRS 
recomimendationa could have antitrust implications Outlined 
response to be included in CESSAR SER 

EISENHUT.D G Division of Licensing 83/03/16 DENTOM, H R Office 
of Nuclear Reactor Regulation. Director 2pp 1S542 304 24X 

Fiche 30-470,83/05/16,8305230704 


— 0302330400 Expresses concern that requiring C-E NSSS applicants to 
select C-E to make CES8AR interface requirements 
determination nay have antitrust implications 

VOLLMER.R H Division of Engineering 83/02/17 EISENHUT, D 0 
Division of Licensing 3pp 10542 313 24X Fiche 30-470, 

03/05/16, 0303230704 


DOCKET STN-50-402 HQLF CREEK GENERATINO STATION 


A Appl i cation/construction stage documents 8* correspondence 


0303040006 Foruiards request for addl Info to complete evaluation of 
830310 environ qualif icatlon plan Info should be provided 
ulthin 30 days or NRC licensing project managers notified 
uithin 7 days of Itr receipt if schedule cannot be met 
YaUNOBLOOD, D J Licensing Branch 1 83/04/20 fiCHNELL, D F Union 

Electric Co 6pp 10331 240 24X Fiche 50-000,83/04/20,0303040006 


830502022? Discusses inaccuracies in util 830121 response to NRC 
questions re SNH application No enforcement action planned 
Complete candor between NRC U licensee emphasiied 

DAOLIardDiU E Division of Resident, Reactor Project ^ Engineering 
Programs 83/04/20 K0ESTBR,0 L Kansas Oas I, Electric Co 2pp 
1027B 142 24X Fiche 50-402,03/04/28,8303020229 


8303070639 Generic Ltr 83-20 to all operating reactor licensees % 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Sve list end 

EI5ENHUT, 0 Q Division of Licensing 83/03/09 Consolidated 
Edison Co of Neu York, Inc I6pp 10627 iS3 24X 
Fiche 50-000,83/05/09.0305090639 


0303110014 Forwards response to 020907 request for addl info re pump 6 
valve operability ti purge valve operabi 1 i ty, consisting of 
master listing of seismic & dynamic qua 1 i f icatlon for 
facilities Proposed audit schedule end 

PETRICKiN A Standardized Nuclear Unit Pouer Plant System 
03/05/09 DENTON, H R Office of Nuclear Reactor Regulation. 

Director 233pp 18621 203 24X Piche 30-000,83/03/09,0305110014 


8303130007 Requests permission to use Paragraph NX-4427 of Winter 1902 
Addenda to A8KE DolJer t Pressure Vessel Code, Section III 
allouing undersizing of fillet welds 

PETRICK, N A Standardized Nuclear Unit Power Plant System 
83/03/09 DENTON, H R Office of Nuclear Reactor Regulation, 

Director Ip 10437 140 24X Fiche 30-000, 03/05/09, 8305130007 


0303250193 Notification of 030613 public meeting u/util in Burlington, 
KS 6 Caseload Forecast Panel B30616 & 17 site visit to 
assess status of const & completion schedules 
HOLONICH, J J Licensing Branch 1 03/ 05/09 YOUNGBLOOD, B J 

Licensing Branch 1 6pp 10626 324 24X Fiche 30-482,03/03/09, 

0303250193 


8305270030 Advises that fuel load scheduled for 040813 commercial 
operation planned on 050213 NURE0-O737 Suppl 1 (Generic 
Ltr 02-331 requirements re emergency plans will be met 
CADNAN,U K Kansas Gas h Electric Co 83/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 10630 230 
24 X Fiche 50-482,83/05/23,8305270030 


0303310175 Forward Rev 1 to "Rept of Independent Review of Environ 
Qualification Programs to NUREG-O5B0 

PETRICK, N A Standardized Nuclear Unit Power Plant System 
03/05/27 DENTON, H R. Office of Nuclear Reactor Regulation, 
Director 344pp 18639 144 24X Fiche 30-000,03/03/27,8305310175 


E NRC Safety Evaluation Report <0ER>, suppls & c orre sp ondenc 


8305110047 Forwards test summary rept demonstrating acceptability of 
using regulating-type transformer as Isolation device In IE 
circuit per SER Conf irciatary Issue 19 

PETRlCKiN A Standardized Nuclear Unit Power Plant System 
03/03/0? DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp 18409 017 a4X Fiche 50-000, 83/03/09, B305i 10047 


8303250231 Summary of Poujer Sys Branch 830403-09 site audit re power 
supply for auxiliary feedwater sys per BER Confirmatory 
Issues 13.17 & 23 (Section 1 7 of NU«E0-oa30> 

EDieON. G E . HOLONICH, J J Licensing Branch 1 83/05/12 

YOUNGBLOOD, B J Licensing Branch 1 7pp 18627 lOO 24X 
Fiche 50-000,83/05/12,0303230231 


0303180393 Informs that results of tests on isolating regulating 
transformer, in conjunction w/change in 830309 ltr re SER 
Confirmatory Issue 19, assure that faults postulated on 
secondary circuits will not adversely affect Class IE bus 
PETRICK, N A Standardized Nuclear Unit Power Plant System 
83/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 1B4B6 346 24X Fiche 30-000,83/05/13,0303180393 


8303270210 Forward* div input to emergency planning for suppl to BER 
Matl updates Info contained in Section 13 3, "Emergency 
Planning of Naif Creek Generating Station SER,'* (NUREO-O0B1, 

Apr 1982) 

PAGANO, F 0 Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/03/23 YOUNODLOOD, D J Licensing Branch 

1 43pp 10637 261 24X Fiche 30-402, 03/O3/P3, 8305270210 


F Security, medical, emergency S< fire protection plans 


8303060330 Releases public version of addl info for review of 
emergency plan 

FELTON, J M Division of Rules and Records 03/04/25 Document 
Kanagement Branch, Ip 10333 026 24X Fiche 50-482,83/04/25, 

8305060338 


— 8305060346 Forwards public version of addl info re raview of emergency 
plan, consisting of revised response to NRC questions & of 
revised emergency plan pages 

KOESTER, 0 L Kansas Gas 8, Electric Go 83/04/15 DENTON, H R 
Office of Nucloar Reactor Regulation, Director 2pp 18353 027 
24X Fiche 50-482,83/04/25,0303060338 


<—8305060334 Public version of revised pages to emergency p Ian, including 
revised response to NRC questions ht of revised emergency 
plan pages 

• Kansas Gas fc Electric Co 83/04/30 6pp 10353 029. 24X 

Fiche 50-402,83/04/25,0303060338 


8305020421 Forwards addl info re emergency plan per 821206 request Info 
addresses Oucstion 0,4 concerning plant personnel response 
capability during emergency situation par staffing goals In 
Suppl L to NUREQ-0737 

KOCBTER, 0 L Kansas Oas & Electric Co. 83/04/2? DENTON, K R 
Office of Nuclear Reactor Regulation, Director lOpp 10273.100 
24X Fiche 50-482,03/04/29,0305020421 


8305120080 Requests reviow schedule for applicant response to Generic 
Ltr 82-33 re iNURE<J-0737, Supp 1 1 concerning emergency 
response capability N/o end 

YOUNGBLOOD, B J Licensing Branch 1 83/04/29. HOORE, V Human 

Engineering Section R08A, F Instrumentation It Control Branch 
PAoaNOi F Emergency Preparedness Licensing Br (after 801119 see 
I6E) 2pp 10443 191 84X Fiche 30-000,83/04/29,8303120008 


0305110034 Generic Ltr 63-21 to ail licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits. 

Bve list end 

EISENKUT.OO Division of Licensing. 83/05/11 Consolidated 
Edison Co of New Yort, Inc t6pp. 18540 093 24X 

Fiche 30-000,03/03/11,0305110034 


0305240213 Forwards monthly status rept on offsite emergency 
preparedness for DL reviews for Apr 1903 

DIrCKS,W j Office of the Executive Director for Operations 
03/03/13 PALLADinO, N J Commissioners 5pp 10593 322, 24X 

FtchS’ 30-000, 03/05/13, B3052402I3 


0305270030 Advises that fuel load scheduled for 040813 V commercial 
operation planned on Q50213 NUREO-0737 Suppl 1 (Generic 
Ltr 82-33) requirements re emergency plans will be met 
CADMAN. U K Kansas Gas L Electric Co 03/05/23 DENTONrH R 
Office of Nuclear Reactor Regulation, Director, 2pp 18630' 230 
24X Fiche 30-482, 03/O5/23i 0305270030 
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8309270210 ForwarcJ* div Input to emergency planning for »uppl to SER 
flatl updetBB Info contained in Section 13 3r "Emergency 
Planning of Wolf Creek Generating Station SER." < NUReo>^O0B 1 . 

Apr 1902) 

PAGANOiF 0 Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/29 VaUNlOBLOODr B J Licensing Branch 

1 43pp 1B637 261 24X Flche 50''4aa, 03/03/25, 8309270210 


0 Adjudicatory correspondence 


8303060488 Objections to proposed issues Zt motion for adoption of 
Interrogatory responses as statement of Issues for 
Litigation Proposed stipulation lacks specificity 
Certificate of Svc end Related correspondence 

RIDOWAV, D A Kansas Gas & Electric Co 83/03/03 Atomic Safety 
and Licensing Board Panel 24pp 18346 214 24)( 

Flche 90-482,83/03/03,0305060408 


8303090496 Order denying objection to A8LD prehearing order re amend of 
contention/etipulatlon by intervener << granting req,uest to 
add Kansas Dept of Transportation & Highuay Patrol employees 
to witness list 

LAURENSON, J A Atomic Safety and Licensing Board Panel 83/03/03 
3pp 18361 146 24X Flche 90-482,83/03/09.8303090496 


8303090303 Order of expedited briefing schedule re applicant objection 
8c motion for adoption of interrogatory responses as 
statement of issues for litigation Responses due by 8303X6 
LAURENSON.J A Atomic Safety and Licensing Board Panel 83/03/03 
Kansas Oas b Electric Co 2pp 18362*010 24X 

Flche 30-482,83/03/03.8303090303 


8303120391 Attachment A, al ternat ive evacuation plan contention, to 
response in opposition to interveners H Christy Zt HE Salava 
830330 objections to A5LB 630318 prehearing conference 
order Related correspondence 

ftlOGUAV. D Kansas Oas Zt Electric Co RIDGUAY.D 8haw, Pittman, 

Potts Zt Trowbridge 03/05/03 34pp 18433 001 24X 

Flche 30-482,83/05/03,8303120391 


3303160288 Response opposing util 830903 objections to issues motion 
for adoption of interrogatory responses as statement of 
Issues for litigation A8LB should adopt intervenor second 
stipulation of contentions W/Cer tlf Icate of Svc 

81HP80N,J H Christy, W , Intervenor 81MP80H, J M Salava, H E 
Intervenor 83/03/12 Atomic Safety and Licensing Board Panel 
2epp 18490 309 24X Flche 90-482,83/03/12,8309180288 


6303170002 Response to util 830303 objections to intervenor proposed 
issues & motion for adoption Util correct in limiting scope 
of inquiry to plume emergency planning zone. per Commission 
rsgulati one. Certificate of Svc end 

KARHAN.H Hearing Branch 1 83/03/13 6pp 18466 229 24X 

Flche. 30-402.83/03/13, B303170002. 


8303840313 Informs of agreement to develop acceptable statement of 
contentions & resolution of all but one objection to 
proposed issues for litigation, per applicant 830303 
objections, 

8ILBER0, J E. Shaw, Pittman. Potts & Trowbridge 81LBERG, J E 
Kansas Gas b Electric Co 83/05/19 LAURENSON, U A , ANDERSON, G C , 
PAXTON, H C Atomic Safety and Licensing Board Panel 9pp 
1B348 108 Z4X Flche. 30-482. 03/09/19, 8303240313 


I. Financial information 


8303230367 Forwards Annual Financial Repts for 1962 for Kansas Gas ft 
Electric Co, Kansas City Power Zt Light Co Zt audited financial 
statements for 1962 from Kansas Electric Power Cooperative, 

Inc. 

KOESTERrO L Kansas Gas Zt Electric Co 83/03/18 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip. 18339 260 24X 

Flche. 90-402. 83/09/16, 0309230967. 


—8309230970 Annual Financial Rept 1902, 

CADHAN. N K Kansas Gas 8, Electric Co. 83/02/04 32pp. 

1B533 281, 24X Flche 90-482,83/05/10,8309230367 


— 8303230372 Annual Financial Rept 1982 Audited statements from Kansas 
Electric Power Cooperative. Inc for 1982 end. 

DOVLE. A J Kansas City Power Zt Light 83/03/01 46pp 
10333 313. 24X Fiche. 90-482. 83/03/18, 8309230567 


O. Inspection reports. IE Bulletins ft correspondence 


8212060383 IE Info Notice B3-14. "Dewatered Spent Ion Exchange Rttln 
Susceptibility to Exothermic Chemical Reaction Svc List 
end 

TAYLOR, J.K Division of Safeguards Zt Inspection Programs (Post 
630103) 83/03/21 Consolidated Edison Co of New York, Inc 

tl2pp 18308,319 24X Flche 30-000,63/03/21,8212060383. 


8309100303 Forwards 830319 IE investigation rept re activities under 
CPPR-147 No violations identiFied 

COLLINS, J T Region 4. Office of Director 03/04/05 KOE BT ER. 0 L 

Kansas Oas St Electric Co 4pp 1B370 OBI 24X 

Flche 90-402.83/04/05,0309100303 


— 8303100307 Rept of investigation on 020802-830110 re allegations 
concerning activities authorized by CPPR-147 No violations 
observed 

GRIFFIN.H □ , HERRfR K . WARD, W J Region 4. Office of Director 
83/03/13 3pp 10370 082 24X Flche 30-402.83/04/03,8305100303 


8305100112 Forwards IE Insp Rept 50-482/63-06 on 830221-0313 No 
noncompliance noted 

8EIDLE.W C Region 4, Office of Director 03/04/12 K0E8TER, Q L 
Kansas Gas & Electric Co 2pp 16373 036 24X 

Fiche 90-482.03/04/12,0305100112 


—0309100116 IE Insp Rept 90-482/03-06 on 830221-0315 No noncomp I ianc e 
noted Major areas Inspected action on previous insp 
f Indings, const deficiency repts, observat ions of safety- 
related pipe hangers Zt supports & general plant tours 
R0BERD8,H W , JOHNSON, W D Region 4. Office of Director 
83/04/04 3pp 18375 030 24X Flche 90-402.03/04/12,0303100112 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 03/04/13 Consolidated Edison Co of New 

York, Inc I26pp 18435 133 24X Flche 50-000,83/04/13,8303040021 


8303040023 IE Info Notice 03-22, "BWR 8af ety/Re I lef Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 10383 009 24X Flche 50-000.03/04/22,0303040023 


0303100131 Forwards IE Insp Rept 30-402/83-07 on 830301-31 Zt notice 
of violation 

SEIDLE.WC Region 4. Office of Director, 03/04/22 K0E8TER, G L 
Kansas Oas Zt Electric Co 2pp 10374 223 24X 

Fiche 30-402,03/04/22.0303100191 


—0303100193 Notice of violation from insp on 030301-31 

a Region 4. Office of Director 03/04/22 Ip 10374 223 84X 

Flche 30-482,83/04/22,0305100151 


—8303100160 IE Insp Rept 50-482/03-07 on 830301-31 Noncamp I lance 
noted failure to implement OA program requirements for 
constructor test program 

eCHUM, W 8 . JOHNSON, W D Region 4, Office of Director B3/04/21 

9pp 18374 226 24X Flche SO-482, 03/04/22, 8305100131 


0303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing 8ys ’* Svc list encl 

JORDAN, E L Division of Emergency Preparedness Zt Engineering 
Response (Post 630103) 83/04/23 Consolidated Edison Co of New 

York, Inc 119pp 18381 291 24X Fiche 30-000,83/04/23.0303040029 


8303030617 Ack receipt of 830323 Itr Informing NRC of steps taken to 
correct violations noted in JE Insp Rept 30-482/82-22 
SEIDLE, W C Region 4, Office of Director B3/04/27 KOEBTER, G L 
Kansas Oas S. Electric Co 2pp 10303 321 24X 

Fiche 30-402.83/04/27,8303030617 


— 8303030622 Responds to NRC 030223 Itr re violations noted in IE Insp 
Rept 90-482/02-22 Corrective actions malnt forms revised, 
vendor contact documented & maint records for Westlnghouse 
supplied items will be reviewed 

KOESTER.O L Kansas Oas Zt Electric Co 03/03/29 SEIDLE, W C 
Region 4, Office of Director 5pp 10303 323 24X 

Flche 30-402.83/04/27.0303030617 


8303040026 IE Info Notice 83-24. "Loose Parts in Secondary Bide of 
Steam Generators at PWRs. " Svc list encl 

JORDANrE L Division of Emergency Preparedness $, Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc 113pp 18382 047 24X Ficha 30-000,83/04/28.8303040026 


8303040027 IE Info Notice 83-29, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjus tment, " Svc list end. 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York. Inc llBpp 18382 169 24X Flche 30-000,83/04/20.8303040027 


8303040020 IE Info Notice 03-26, "Failure of 8af ety/Rellef Valve 
Discharge Line Vacuum Breakers " Svc list encl 
JORDANrE L Division of Emergency Preparedness Zt Engineering 
Response (Post 030103) 03/05/03 Consolidated Edison Go. of New 

York, Inc 122pp, 10441 170 24X Fiche 30-000,03/03/03,0303040028 
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0303040030 IE Info Notice B3-27j "Operational Response to Events 
Concerning Deliberate Acts Oirected Against Plant 
Eq.tfipment Svc list end 

JORDANj E L Division of Eotergencii Preparedness it Engineering 
Response (Post B30103) 03/05/04 Consolidated Edison Co of New 

York. Inc 112pp 10302 202 S4X Pi che 50-000. 03/05/04, 0303040030 


0303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Rec ommendations for General Emergencies " Svc tist enc 1 
JORDANrE L Division of Emergency Preparedness it Engineering 
Response (Post 0301031 03/05/04 Consolidated Edison Co at Neu 

YorJCf Inc 11<?PP 10441 OOi 24X Fiche 50-000,83/05/04*0303040031 


9303040033 IE Info Notice 03-29* "Fuel Binding Caused bt| Fuel Rack 
Deformation *' Svc list end 

JQRDANtE L Division of Emergency Preparedness 4t Engineering 
Response (Post 030103) B3/OS/Oii Consolidated Edison Co af New 
Yorl, Inc llSpp 10523 240 24X Fiche 50-000. 03/05/06. 0303040033 


0305230473 Forwards IE Insp Rept 50-402/83-10 on 030316-0415 I* notice 
of violation 

SEIDLE.H C Region 4. Office of Director 83/03/06 K0E8TER, 0 L 
Kansas Oas & Electric Co 2pp 18537 166 24 X 

Fiche, 50-402* 83/05/06* 8305230473 


—0305230476 Notice of violation from insp on 630316-0415 

a Region 4, Office of Director 83/05/06 ip 18537 188 24X 

Fiche 50-402* 03/05/06* 030 5230473 


—0305230400 IE Insp Rept 50-482/03-10 on 830316-0415 Noncompl ianee 
noted failure to prescribe activities affecting qtualitg by 
procedure for welding of electrical raceway supports 
ROBERDS, H W * JOHNSON, N 0 Region 4, Office of Director 
83/05/03 5pp 18537 189 24X Fiche 50-482* 83/05/06, 8305280473 


0303040034 IE Info Notice 83-30* "Mlsappl icatlon of (Generic Emergency 
Operating Procedures (EOPl Ouldellnes " Svc list end 
JQRDANrE L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 83/05/11 Consolidated Edison Co of New 

York* Inc Jl4pp 10524 003 a4X Fiche 50-0 OOi 83/05/ 1 1, 0303040034 


0305230485 Ac k receipt of 030421 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-402/83-04 Addl 
Info requested re measures to assure that all equipment 
opened prior to rev had necessary controls applied 
SEIDLE,W C Region 4* Office of Director 03/05/18 KOESTERi 0 L 

Kansas Gas Electric Co ip 18537 103 24X Fiche 50-402* 

03/05/10.8305230405 


— B305230489 Responds to NRC 830325 Itr re violations noted In IE Insp 
Rept 50-482/83-04 Corrective actions vol control tank 
cleaned h procedures for maintaining cleanliness revised 
KQEBTERiD L Kansas Gas St Electric Co 83/04/21 aElDLE.N C 
Region 4, Office of Director 2pp 18537 1B4 24X 

Fiche 50-402* 83/05/ 1 B. 8303230485 


8303040040 IE Info Notice 83-31x "Error in ADLPIPE Computer Program " 
Svc 1 1 ft end 

JORDANjE L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York* Inc il4pp 18697 009 24X Fiche 50-000, 03/05/19. 0303040040 


8305310104 Ack receipt of 030511 Itr discussing educational 
qualification of util QC inspector Results of verification 
process for personnel educational level requested. 

SEIDLEiW C Region 4, Office of Director 83/05/25 KQE8TEB* O L 

Kansas Oas 6 Electric Co Ip 10650 067 24X Fiche 50-482* 

83/05/25, 8305310104 


— 8305310110 Advises that incident re educational qualification of QC 
inspector under investigation Completion of high school not 
verified if completion of higher level of educ ver 1 f ied , HI gh 
school educ verification continuing 

KOESTER.O L Kansas Gas Electric Co 03/05/11 SEIDLE.M C 
Raglan 4, Office of Director 2pp 18650 06B 24X 

Fiche 50-482,03/05/25,0305310104 


0303040046 IE Info Notice 03-33, "Nonreprescntatl ve SamaLIng of 
Contaminated Oil " Svc Hit end 

JORDANrE L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co. of New 

York* Inc 114pp 10647 007 a4X Fiche 50-000, 03/05/26,, 8303040046 


8. Reportable occurrences, LERs 6 related correspondence 


6304 1 503 54 Part 21 Rept U-40 6 Interim deficiency rept re OE ARR-30 Ic 
AKR-50 circuit breakers. Initial ly reported on 830211, 

Assessment of safety Implications St corrective actions 
requested of AE Final rept expected by 83042? 

8CHNELL,D,F Union Electric Co. 83/04/07 8PESGARD, R. U Division 
of Project t< Resident Programs. Ip 17982 128 24X 

Fiche 50-000*83/04/07,8304150354 


8305020073 Final Deficiency Rept SDR 83-06 re Anchor/Dar 1 tng check 
valves falling to close Initially reported on 030323 Caused 
by Improper design Hinge pins replaced 8< Stellite 6 
bushings to be installed 

SEIKEN.S J Standardlred Nuclear Unit Power Plant Bystem 63/04/20 
KEPPLER.J 0 Region 3. Office of Director COLLINB, J T Region 4* 
Office of Director 2pp 18279 iOO 24X Fiche 50-000,83/04/20* 
8305020073 


B3031t0427 Part 21 6 deficiency repti re mlsoperation of DS-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments will be replaced w/devices w/widened grooves 
bo accommodate new retaining rings Mfg drawings revised 
RAHE.E P Hestinghouse Electric Corp 83/04/21 DEYOUNG* R C 
Director's Office* Office of Inspection and Enforcement 5pp 
18405 095 24 X Fiche 50-000,83/04/21*8305110427 


830S0303S4 Interim deficiency rept re restricted movement of 
nonstationary pipe supports Initially reported on 021014, AE 
evaluation In progress Next rept will be sent by 030729 
KOESTERiG L Kansas Gas & Electric Co 83/04/25 8EZDLE, H C. 
Region 4. Office of Director Ip 10300 022 24X 

Fiche 50-402,83/04/25,8305030354 


8305030370 Interim deficiency rept re compromised welding inspector 
exams Initially reported on 920712 Number of inspectors 
under investigation reduced to four it reinsp of welds 
accepted by four inspectors in progress Next rept by 830826, 
K0E8TER, G L Kansas Gas & Electric Co 83/04/25 8EIDLE>H C, 
Region 4* Office of Director Ip 18306’ 258 24X 

Fiche 50-482* 83/04/25* 0305030378 


B30S030492 Second Interim deficiency rept re documentation h hardware 
discrepancies in borated refueling water sys Initially 
reported on 03OI2I Status rept of evaluation will be 
submitted by 830624 

K0E8TER.G L Kansas Gas 6 Electric Co 83/04/25 SEIDLE* H. C 
Region 4* Office of Director 2pp 10306 181, 24X 

Fiche. 50-402, 83/04/25, 0305030492 


8305040430 Pinal Blgniflcant Deficiency Rept 03-05 re GE AKR 30 it 50 
electrically operated low voltage circuit breakers. Initially 
reported on 830211 Field rework plan will be Issued to 
effect necessary breaker repairs 

SEIKENtS Standardlred Nuclear Unit Power Plant System 03/04/29, 
REPPLERiJ Q Region 3, Office of Director COLLINS,! T. Region 4, 
Office of Director 0pp 10319.319 24X Fiche 50-000,03/04/20, 

0305040430 


0305200335 Supplemental final deficiency rept re suspect modules mfg 
by Foxboro Co Eight addl suspect modules identified it will 
be replaced 

KOESTER, G L Kansas Oat it Electric Go 83/05/12. 8EIDLE, H C. 
Region 4, Office of Director Ip 10516 228 24X 

Fiche 50-482,83/05/12*8305200335 


8305310148 Final deficiency ript re matl traceability of U-bolts t, bulk 
bolting matls Initially reported on 830204 Marking 
requirements established to assure proper matl 
identification. 

K0E8TER.G. L Kansas Oat 6 Electric Co 83/05/23 SEIDLEtN. C. 

Region 4* Office of Director 5pp. 18653,055 24X 

Fiche 50-482*83/05/23,0305310140. 


DOCKET STN- 50-403 CALLAWAY PLANT, UNIT i 


A Application/construction stage documents it correspondence 


8303240307 Forwards "Offsite Dose Calculation Manual " 

8CHNELL, DF Union Electric Co 03/03/21 DENTON, H R Office of 
Nuclear Reactor Regulation* Director 3pp. 17602:049 24X 

Fiche 50-483*83/03/21*8303240307 


— 8303240311 "Offsite Dose Calculation Manual " 

» Union Electric Co, 03/03/21 a6pp 17682 052. 84X 

FIcht 50-483.83/03/21,8303240307 


8305040006 Forwards requeet for addl info to complete evaluation of 
830310 environ qualification plan Info should be provided 
within 30 days or NRC licensing project managers notified 
within 7 days of Itr receipt if 'schedule cannot be met. 

YQUNOBLQDD.B J Licensing Branch 1 83/04/20 8CHNELL, D. F. Union 

Electric Co 6pp 18331 248 24X Fiche 50-000*03/04/20,8305040006 


0305040323 Board Notification 03-057, forwards differing prof opinions 
re sys interaction 6 safety c lass if ication, Inf o relates to 
Board Notifications 83-17 it 83-44 re Unresolved Safety Issue 
A- 17, 

EISENHUT.DO Division of Licensing 03/05/04. PALLADINO* N 
Commissioners. 22pp 18337' 139 24X Flchs 50-000* 83/05/04, 

8305040323 



DOCKETED ITEMS 


397 


9309110014 Forwardi r»iponie to 820907 request far addl info r« pump in 
vmIv9 optrebllltv & purge valve operabi 1 1 conv 1 ttlng of 
me-iter lilting of lelioili: & dynamic qua 1 1 f 1 cat ion for 
facillttas Proposed audit schedule enc 1 

PETfilCK»M A Standardiied Nuclear Unit Power Plant System 
03/03/09 DENTONj H R Office of Nuclear Reactor R«gulatlon< 
Director 233pp 18621 203 24X Fiche 90<-000< 83/09/09i 83031 10014 


8305130007 Requests permission to uie Paragraph NK-44S7 of Winter 1982 
Addenda to A8NE Boiler 4c Pressure Vessel CodeiSectlon III 
allouing undersiiing of fillet ueLds 

PETRICKfN A Standardiied Nuclear Unit Power Plant System 
93/03/09 DENTONj H R Office of Nuclear Reactor Regulatlanc 
Director Ip 1B437 148 24X Fiche 90 ~OOOj 03/05/09* 8305130007 


0305310175 Forward Rav 1 to "Rept of Independent Review of Environ 
Qualification Programs to NUREO-OSSS *’ 

FETRICKrN A Standardiied Nuclear Unit Power Plant System 
93/09/27 DENTONj H R Of flea of Nuclear Reactor Regulation* 

Director 344pp 10699 144 24X Fiche 50-000# B3/05/S7 j 83053101 75 


E NRC Safety Evaluation Report (BERIj tuppls & correspondence 


0303110047 Forwards test summary rept demonstrating acceptability of 
using regulating-type transformer as isolation device In IE 
circuit par SER Confirmatory Issua 19 

PETRKKrN A Standardiied Nuclear Unit Power Plant System 
03/09/0? DENTON# H R Office of Nuclear Reactor Rcgulattoni 
Director 3pp 18409 0i7 24X Fiche 90-000# 93/05/09# 83051 10047, 


03O525OS3L Summary Of Power Sys Branch 830409-09 site audit re power 
supply for auxiliary feedwater sys per 8ER Confirmatory 
Issues 13/17 it 23 (Section 1 7 of NUREO-0B3O) 

EOraON# <s. E. / HQLONICHjJ. J Licensing Branch 1 83/09/12. 

YOUNQGLOQDj D J Licensing Branch 1 7pp 18627 100 24X 

Fiche: 90-000# 83/05/12# 830525023 1 


03O910O393 Informs that results of tests on isolating regulating 
traneformer# in conjunction w/changa in 830509 Itp re 8ER 
Confirmatory Issue 19#aisure that faults postulated on 
secondary circuits will not adversely affect Class IE bus 
PETRICK/M A. Standardized Nueleer Unit Power Plant System 
83/09/13 DENTON# H R Office of Nuclear Reactor Regulation# 
Director Ip. 18486 346 24X Fiche 90-000# 83/05/13# 8309180393 


F Security# medical# emergency 8( fire protection plans 


0305120086 Requests review schedule for applicant response to Oemeric 
Ltr 92-33 re NUREO-0737# 8upp I 1 concerning emergency 
reiponee capability W/o end 

YOUKOBLOOD#B J Licensing Branch 1 83/04/29. MOORE, V Human 

Engineering Section. ROSA# F Instrumentation it Control Branch 
PAOANO/F. Emergency Preparedness Licensing Dr (after 801119 see 
l&EK 2pp 18443.191 24X Fiche 90-'000# ©3/04/29# 8305120088 


0305170222 Act receipt of 830427 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-403/82-14. 

8PE66ARPiR L Division of Engineering 83/05/09 BCHNELLr D F 
Union Electric Co Ip 18466 346 24X Fiche. 90-483/ 83/09/09# 
0305170222. 


— 0305170227 Responds to NRC 830329 ltr re Violations notad in lE Insp 
Rept 50-483/82-14 Corrective actions complete walkdoun 
performed on all outside area bldgs# fuel bldg it other fire- 
rated openings 

8CHNELL/D F Union Electric Co 03/04/27 LiTTLEiW 8 Region 3# 
Office of Director 3pp 18466- 347 24X Fiche 90-483,83/05/09# 

0309170222. 


8305L10034 (Jeneric Ltr 83-21 to all licensees of operating reactors# 
applicants for QLs it holders of CPs re c lar i f Icatlon of 
access to control procedures for law enforcement visits 
Sve lilt end 

EISENHUT/D 0 Division of Licensing 03/09/11 Consolidated 

Edison Co. of New York# Inc i6pp 18540 095, 24X 

FI chs; 90-000# 83/05/11# 8305110034 


0305240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1983 

DIRCK6#W J. Office of the Executive Director for Operations. 
83/09/13 PALLADINOrN J Commissioners 9pp, 16593-322 24X 

F I « h i ' 50-000# 83/05/13# 63092402 1 3 . 


0 Adjudicatory correspondence 


03O9O3O4A7 Forwards Daniel Const Co summary of relevant ovents 6 
corrective actions re potential reportable deficiency in 
tasting of candidates for QC inspector certification 
Certificate of Sve end 

BAXTER, T A Shaw# Pittman# Potts «# Trowbridge BAXTER# T A Union 
Electric Co 83/04/26 ROSENTHAL, A 3 . EDLE8# O J , OQTCHY# R L 
Atomic Safety and Licensing Appeal Panel 8pp 18292 166 24X 

Fiche 30-463# 83/04/28. 0305030467 


6309020394 Order scheduling 030614 oral argument In BethosdaiMD re 
Joint Intervenors appeal from ABLO partial initial decision 
TOMPKINS, D A Atomic Safety and Licensing Appeal Panel 83/04/29 
2pp 18276 327 24X Flcha 50-463# 83/04/29, B30S020394 


B305100257 Requests rescheduling of 830-614 oral argument on appeal of 
Joint Intervenors from partial initial decision Certificate 
of Sve end 

CHACKE8.K M Chackes & Hoare 63/05/06 TaMPKlNS# S A Atomic 
Safety and Licensing Appeal Panel 2pp 18374 062 24X 

Fiche 50-483,83/05/06,8309100257 


8305110266 Confirms sve of Callaway Countg/Ful ton County radiological 
emergency response plan on 630506 Plans for Osage Oasconade 
Montg-omery Counties & state plan forthcoming Sve list 
enc 1 

BAXTER. T A Shaw# Pittman# Potts it Trowbridge B3/05/O? REED# J O 
Missouri, State of 2pp 10393 155 24X Fiche 50-463# 83/05/09# 

6309110266 


8305120314 Order rescheduling oral argument for 630622 par Joi-nt 
Intervenors request 

SHOEMAKER# C J Atomic Safety and Licensing Appeal Panel 63/09/10 
Joint Iniervanors-Cal laway Ip 16424 105 24X 

Fiche 50-403# 03/05/10, 8305120314 


8305130083 Notice of rescheduling of 030614 oral argument for 830622 
in Qethesda.MO 

SHOEMAKERjC j Atomic Safety and Licensing Board Panel 03/05/i 1 
ip 10436 265 24X Fiche 50-403# 03/05/1 i # 8305130083 


0305190249 Confirms util delivery of State of MO accident plan for 
plant & Osage County radiological emergency response plan 
6vc list and 

BAXTER, T A Shaw# Pittman# Potts & Trowbridge BAXTER. T A Union 
Electric Co 83/05/17 REED. J 0 Reed# J 0 2pp 16501 301 24X 

Fiche 50-483. ©3/05/17# 0305190249 


8305290209 Confirms delivery of (Gasconade it Mnnkgomery County 
radiological emergency response plans on 83091? 8vc list 
enc 1 N/o end 1 trs 

BAXTER# T A Shaw, Pittman# Potts S< Trowbridge BAXTER# T A Union 
Electric Co 33/09/80 REED. J 0 Reed# J 0 2pp 18992 356 24X 

Fiche 50-483# B3/09/20# 8309290209 


0309250294 Memorandum of law supporting motions for summary disposition 
of amergency planning Issues Hearing time should not be 
spent on baseless allegations Notice of appearance end 
BAXTER# T A Union Electric Co BAXTER# T A Shew# Pittman# Potts h 

Trowbridge 83/09/20 Atomic Safety and Licensing Board Panel 

14pp 18909 OOl 24X Fiche 90-483# 03/09/20# 8309250294 


— 8305250297 Motion for summary disposition of Reed Contention 1 re 
staffing of Montgomery County sheriff ofc No genuine Issue 
of matl fact exists tc applicant entitled to favorable 
d ec 1 1 i on. 

BAXTER#! A Union Electric Go. BAXTER# T A Shaw# Pittman# Potts 
8t Trowbridge 83/09/20 Atomic Safety and Licensing Board 
Panel 25pp 16506 015 24X Fiche: 90-483# 03/05/20# 8309250294 


--8305250300 Btatement of mat! facts as to which there is no ganulne 
issue re Reed Contention 1 staffing of Montgomery County 
sheriff ofc 

BAXTER#! A Union Electric Co BAXTER, T A Shaw. Pittman# Potts 
& Trowbridge, 83/05/20 Atomic Safety and Licensing Board 
Panel 2pp 18586 040 24X Fiche 50-483# 83/05/20# 8305250294 


— 8309290304 Affidavit of HM Clark re Reed Contention i on staffing of 
sheriff ofes Adequate personnel available w/law enforcement 
training to provide emergency law enPorcoment ivcs for 
Callaway County & City of Fulton 

CLARK# N H. Union Electric Co CLARK. U M Callaway County# MO 
CLARK* N M Fvlton.MO 83/05/16 I6pp 18586 042 24X 

F iche, 90-483. 03/09/20. 8309250294 


— 6309250341 Affidavit of OW Stanfill re Reed Contention I on staffing of 
sheriffs ofc. Huff ic lent personnel available per shift to 
fulfill law enforcement functions asslgnad to Montgomery# 

Gasconade Osage Counties 

STANFILL#© U Union Electric Co STANFILL#© W Missouri# State 
of, 83/09/12 12pp 18566 098 24X Fiche 90-403# 03/05/20# 

S3D5250294 
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— 8309290346 Motion for summary disposition of R&od Cont«nfclon 2 re 
staffing of countij clerk ofcs No genuine Issue of mat] fact 
exists 6 applicant entitled to favorable decision 

OAXTER. T A Union Electric Co BAXTER. T A Shauj. Pittman* Potts 
& Trowbridge 03/05/20 Atomic Safety and Licensing Board 
Panel 10pp 18306 070 24X Plche 30-403.03/05/20,8309230294 


—0305290351 Statement of mail facts as to ohich there is no genuine 
Issue re Reed Contention 2 on staffing of county clerk ofcs 
BAXTER. T A Union Electric Co BAXTER. T A Shau. Pittman* Potts 
& Trowbridge 03/05/20 Atomic Safety and Licensing Board 
Panel 2pp 10306 000 24X Fit he 50-493, 83/03/20. 0303250294 


— 8305290354 Affidavit of WM Clark re Reed Contention 2 on staffing of 
Callaway County City of Fulton clerk ofcs No add! clerical 
personnel needed to provide assistance during emergency 
shifts Prof qualifications end 

CLARK. W M Union Electric Co CLARK. M M Callaway County. flO 

CLARK, W M Fulton.MO 03/03/16 9pp 18586 090 »4X 

Fiche 50-493,83/03/20,8305250294 


— 8305290356 Affidavit of GW Stanfill re Reed Contention 2 on staffing of 
clerk ofcs Emergency-related clerical functions described 
in county plans will be properly incorporated In Mantgomery, 

Gasconade Qsage Counties Prof qualifications encL 

STANFILL, 0 W Union Electric Co STANFILL. & W Missouri* State 

of 83/05/12 4pp 10586 099 24X Fi Che 30-403, 93/09/20. 

8309250294 


— 8305290350 Motion for summary disposition of Reed Contention 3 re 
emergency mgt director staffing No genuine issue of matl 
fact exists 6 applicant entitled to favorable decision 
BAXTER.! A Union Electric Co BAXTER,! A Shaw, Pittman. Potts 
i( Trowbridge 83/03/20 Atomic Safety and Licensing Board 

Panel 13pp 18986 103 24X Flche 90-483,83/09/20.9309230294 


— B3052S0359 Statement of matl facts as to which there is no genuine 
issue re Reed Contention 3 on emergency mgt director 
staf f ing 

BAXTER. T A Union Electric Co BAXTER.! A Shaw. Pittman.. Potts 
if Trowbridge 83/05/20 Atomic Safety and Licensing Board 
Panel 2pp 18586 118 24X Fiche 50-483.03/09/20,8305230294 


— 0305290360 Affidavit of T Mitchell re Reed Contention 3 on emergency 
mgt director staffing Full-time emergency mgt director in 
Montgomery County unnecessary VO Eldringhoff is alternate 
director 

MITCHELL. J Union Electric Co MITCHELL, J Affiliation Unknown 
83/03/17 4pp 18386 120 24X Flche 90-403.83/05/204 8305230294 


—8305290363 Affidavit of H Lalk re Reed Contention 3 on emergency mgt 
director staffing Full-time emergency mgt director for 
Gasconade County unnecessary 

LALKiH Union Electric Co LALK. H Gasconade County i MQ 
03/05/16 4pp 18586 124 24X Fiche 30-483.83/05/20*8305250294 


— 8305290372 Affidavit of J Crowe re Reed Contentaon 3 on emergency mgt 
director staffing Full-time emergency mgt director for Osage 
County unnecessary 

CROWE. J Union Electric Co CROWE. J Osage County. MO 
83/03/09 4pp 18506 120 24X Flche 30-483*93/03/20.0303230294 


—8305290383 Motion for summary disposition of Reed Contention 4 re 
emergency action level scheme/worker notification No genuine 
issue af matl fact exists 6 applicant entitled to favorable 
decision 

BAXTER.! A Union Electric Co BAXTER. T A Shaw. Pittman, Potts 
6 Trowbridge 03/03/20 Atomic Safety and Licensing Board 
Panel 15pp 18386 132 24X Fiche 90-403,03/05/20.9303230294 


— 8305250389 Statement of matl facts as to which there is no genuine 
Issue re Reed Contention 4 on emergency action level scheme/ 
worker notification 

BAXTER, T A Union Electric Co BAXTER,! A Shaw. Pittman. Potts 
Troubridge 63/05/20 Atomic Safety and Licensing Board 
Panel 2pp 18SB6 147 24X Flche 90-483.03/05/20*9303250294 


— 0305250394 Affidavit of JM Baer re Reed Contention 4 on emergency 
action level scheme/uorker notification Emergency 
classification sys & worker notification provisions reflect 
sound operational concepts Prof qualifications end 
BAERi J W Union Electric Co BAER, J W Energy Consultants. Inc 
03/09/13 12pp 18906 149 24X Fiche 90-403.03/09/20,0305230294 


— 830S2S0401 Motion for summary disposition of Read Contention S.Parts B 
L C r* radio communications No genuine Issue of matl fact 
exists tr applicant entitled to favorable decision 

BAXTER.! A Union Electric Co BAXTER,! A Shaw, Pittman* Potts 
& Trowbridge 83/05/20 Atomic Safety and Licensing Board 

Panel 5pp 10506 161 24X Fiche 90-483,83/05/20.8305250294 


— B30S250403 Statement of matl facts as to which there is no genuine 
issue re Reed Contention 5, Parts B & C on radio 
communications 

BAXTER.! A Union Electric Co BAXTER.! A Shaw. Pittman. Potts 
L Trowbridge 03/05/20 Atomic Safety and Licensing Board 
Panel 2pp 10586 166 24X Fiche 50-483.03/05/20,8305250294 


—8305250408 Affidavit of MA Stiller re Reed Contention 5, Parti D L C on 
radio communications Commitment to supply addl transceivers 
for designated patrol b rescue vehicles provides sufficient 
communication for patrol & rescue 

STILLER. M A Union Electric Co 03/05/10 4pp 18586 168 24X 

Flche 50-403.83/03/20,0305230294 


—6303230412 Motion for summary disposition of Reed Contentions 6 L 16 r« 
protective actions against radioiod Ines & messages for long- 
term sheltering No genuine issue of matl fact exists L 
applicant entitled to favorable decision 

BAXTER,! A Union Electric Co BAXTER,! A Shaw, Pittman, Potti 
6 Trowbridge 03/05/20 Atomic Safety and Licensing Board 
Panel 90pp 18586 172 24X Flche 50-403.83/05/20,0305250294 


—8305250419 Statement of matl facts as to which thare is no genuine 
Issue re Reed Contentions 6 & 16 on protective actions 
against radlolodines fit messages u/instruc tlons for long-term 
sheltering 

BAXTER,! A Union Electric Co BAXTER.! A Shaw. Pittman, Potti 
L Trowbridge B3/05/20 Atomic 0afety and Licensing Board 
Panel 3pp 10506 222 24X FI che 50-403. 03/05/20, 0305230294 


—0305250424 Affidavit of KV Hiller re Reed Contention 6 on protectfvt 
actions against radlolodines State of MO will not administer 
potassium iodine to general public in event of accident, but 
drug will be available to state emergency workers 
MILLER. K V Union Electric Co HILLER. K V Hisiourt. State of 
03/03/ li 7pp 10506 225 24X Flche 50-483,83/03/20.8305250274 


— 8303250426 Affidavit of RE Linneman re Reed Contention 6 on protictlvs 
actions against radlolodines Describes rlskf L benefits 
associated u/lngestion of potassium Iodine ^ endorset State 
of MO policy re distribution of potassium iodine 
LINNEMANN.R E Union Electric Co LINNEMANN, R E Radiation 

Management Corp 03/04/28 14pp 18506 232 24X 

Flche 50-403, 03/05/20. 0305230294 


—8309250432 Affidavit of NO fllaten re Reed Contentions 6 L 16 on 
protective actions against radlolodines it messages u/ 
instructions for long-term sheltering Explains effectiveness 
of sheltering as protective action 

SLATEN.N 0 Union Electric Co. 03/05/16 Bpp 18586.246 24X 

Flche 30-403,03/05/20,8305250294 


—6303290436 Affidavit of S Harris re Reed Contentions 6 L 16 on 
protective actions against radlolodines I, messages v/ 
Instructions for long-term sheltering Explains af fee tlveness 
of ad hoc respiratory protection 

HARRIS. 8 Union Electric Go 03/05/16 14pp 10586’ 254 24X 

FI Che 50-403, 83/05/20, 8305230294 


— 8305250440 Motion for summary disposition of Reed Contention 7 re 
presited decontamination facilities No genuine issue of 
matl fact exists V applicant entitled to favorable decision 
BAXTER,! A Union Electric Co BAXTER. T. A Shaw. Pittman. Potti 
& Trowbridge 03/05/20 Atomic Safety and Licensing Board 
Panel 6pp 18306 268 24X Flche 30-483,83/05/20,0305250294 


— 9309230444 Statement of matl facta as to which there it no genuine 
Issue re Reed Contention 7 on presited decontamination 
facilities 

BAXTER,! A Union Electric Co BAXTER.! A Shaw. Pittman, Potti 
it Trowbridge 03/05/20 Atomic Safety and Licensing Board 
Panel 2pp 10506 274. 24X Fiche 50-483.03/05/20.8305230294 


— 03D52SO44B Motion for summary disposition of Reed Contention 8 re 
radiation detection equipment. No genuine issue of matl fact 
exists it applicant entitled to favorable decision 
BAUSERrD D Union Electric Co BAU&ER, D. B. Shaw. Pittman. Potti 
U Trowbridge 83/05/20 Atomic Safety and Licensing Board 
Panel llpp 10506 276 24X Fiche 50-483.83/03/20.0305250274 


—0305250431 Statement of matl facts as to which there is no genuine 
issue re Reed Contention 0 on radiation detection equipment 
BAU6ER. DD Union Electric CiT BAUSER, D, B, Shaw. Pittman. Potti 
6 Trowbridge 83/05/20, Atomic Safety and Llctnslng Board 
Panel 2pp 18506 287 24X Flche 50-403.03/05/20.0305250294 


— 0309250458 Affidavit of RE Llnnamann re Reed Contention 9 on radletlpn 
detection equipment State of MO local govts ti«ve 
sufficient equipment. lab facilities 6 expertise to evaluate 
external & internal radiation exposures 

LINNEMANN. R E Union Electric Co LINNEMANN. R E. Radiation 
Management Corp. 03/04/28, t3pp 10506*209 24X 

Flche 50-403,03/03/20.0305250294 



DOCKETED ITEMS 


399 


^^3303230461 Motion for aummary diaposltlori of Rood Contontian 9 on 
radiological oxpoauroo No gonulno iosue of matl fact existo 
U applicant entitled to favorable decision 

BAUS£R«0 B Union Electric Co BAUSER* D D Shau* Pittmani Potts 

Troubridge 03/05/20 Atomic Safety and J-icensing Board 

Panel I3pp 18306 302 S4X Piche 90-403 « 83/05 /20< 8303230294 


— 03OSS5O463 Statement of matl fact as to uhich there is no genuine 
Issue re Reed Contention 9 an radiological exposures 
BAU5ER*D B Union Electric Co BAUSERi D B Shau» Pittman* Potts 
Sc Trowbridge 83/03/80 Atomic Safety and Licensing Board 
Panel app 10386 317 24X Flche 50'“4B3* 03/03/20. 8303230294 


— 8303230468 Affidavit of RE Linnemann re Reed Contention 9 on 
radiological exposure Means for controlling radiological 
exposure of local emergency uiorkers during accident 
established per lOCPRSO 47<b>(ll} 

LINNEMANNiR E Union Electric Co LlNNEMANN. R E Radiation 

Management Corp 83/04/28 17pp 18386 319 24X 

Flche 30-483/ 83/03/20* 8305230274 


-‘'B303S50474 Motion for summary disposition of Reed Contention 10 re 
medical treatment No genuine issue of matl fact exists St 
applicant entitled to favorable decision 

BAUSERjO D Union Electric Go 6AUSER. D B Shau* Pittman* Potts 
& Trowbridge 83/03/20 Atomic Safety and Licensing Board 
Panel 22pp 18386,336. 24X Flche 30-483.83/03/20*8303230294 


--Q303SS0477 Statament of matl fact as to which there is no genuine 
issue re Reed Contention 10 on medical treatment 

8AU5ER.0 B Union Electric Go DAUBER. D B Shaw* Pittman* Potts 
& Troubrldge 03/03/20 Atomic Safety and Licensing Board 
Panel 8pp 18386 938 24X Fiche 50-483*03/05/20*0303230294 


—-0303230482 Affidavit of RE Llnnemann re Reed Contention 10 on medical 
treatment Upon completion of training program* Cal laway 
Memorial Hosp will provide adequate local medical resources 
to handle all types of radiation injuries 

LINMEMANN*R E Union Electric Co UlNNEMANN. R E Radiation 

Management Corp 83/04/28 26pp 18586 360 24X 

Fiche 50-403*83/03/2010303230294 


—’8303290406 Motion for summary disposition, of Reed Contention 11 re 
reentry/recovery radiation stds No genuine issue of matl 
fact exists applicant entitled to favorable decision 
BAXTER* T A Union Electric Co BAXTER, T A Shaw* Pittman. Potts 
(c Trowbridge 63/03/20 Atomic Safety and Licensing Board 
Panel 13pp 18387.024 24X Fiche 30-483*03/03/20*8303230294 


—8303230490 Statement of matl fact as to which there is no genuine 
issue re Reed Contention 11 on recovery reentry radiation 

stds 

BAXTER* T A Union Electric Co. BAXTER* T A Shaui Pittman. Potts 
U Trowbridge 63/03/20 Atomic Safety and Licensing Board 
Panel 8pp 18367 037 24X Fiche 90-483,03/03/20*0303230294 


— 0303230496 Affidavit of UU Baer re Reed Contention 11 on reentry/ 
recovery radiation stds Offsite emergency plans reentry 
decision process description compiles u/plannlng criteria 
Prof quel 1 f icetlons end 

BAER* J U Union Electric Co BAER* J W. Energy Consultants* Inc 
03/09/13 9pp 10387 039 24X Fiche 30-483* 83/03/20* 8303230294 


— 630 9230502 Motion for summary disposition of Reed Contention 13 re 
organl lations requiring SOPi No genuine Issue of matl fact 
exists applicant entitled to favorable decision 

BAXTER* T.A Union Electric Co BAXTER. T A Shau, Pittman* Potts 
it Trowbridge 03/03/20 Atomic Safety and Licensing Board 
Panel 13pp 18387-048. 24X Fiche 30-483*83/03/20*8303230294 


— 63052S0306 Statement of matl fact as to which there is no genuine 
issue re Reed Contention 13 on or gan i xat ions requiring SOPs 
BAXTER*!. A Union Electric Co BAXTER* T A Shaw, Pittman* Potts 
8t Trowbridge 83/03/20. Atomic Safety and Licensing Board 
Panel 2pp. 18987 063 24X Flche 30-483* 83/03/20* 0303230294 


— 8303230511 Affidavit of JN Baer re Reed Contention 13 on orgeni za tions 
requiring BOPs Functional procedures will provide adequate 
Insbructlons to organizations assigned emergency response 
role 

BAERrJ W. Union Electric Co BAER* J W Energy Consultants, Inc 
03/03/13, 13pp 10387 063 24X Flche 30-483,03/03/20*8303230294 


— 8303250313 Motion for summary disposition of Reed Contention 14 on 
incorporated cities* towns 8< villages No genuine issue of 
matl fact exists & applicant entitled to favorable decision 
BAXTER* T A Union Electric Co BAXTER* T A Shau. Pittman* Potts 
Trowbridge. 83/03/20. Atomic Safety and Licensing Board 
Panel 19pp. 18307 078 24X Flche 30-483*83/05/20*0303250294 


— 0305230521 Statement of mat! fact as to which there Is no genuine 
issue re Contention 14 on incorporated ci 1 1 e s* towns (( 
vl 1 leges 

BAXTER* T A Union Electric Co BAXTER.! A Shaui. Pittman. Potts 
% Treuibridge 83/05/20 Atomic Safety and Licensing Board 

Panel 2pp 18387 097 24X Flche SO-'IBB, 83/05/20, 8303250294 


' — 0305230524 Motion for summary disposition of Reed Contention 15 re lira 
of agreement No genuine issue of matl fact exists U 
applicant entitled to favorable decision 

BAXTER. T A Union Electric Co BAXTER.! A Shau* Pittman. Potts 
Zt Triowbrldge 83/09/20 Atomic Safety and Licensing Board 

Panel I4pp 18387 099 24X Flche 50-483.83/05/20.8305250294 


— 0305230531 Statement of matl fact as to which there is no genuine 
issue re Contention 15 on Itrs of agreement 

BAXTER.! A Union Electric Co 83/05/20 Atomic Safety and 
Licensing Board Panel 2pp 18587 113 24X Flche 30-403. 

Q3/0S/20. B3O5250394 


—0305230336 Affidavit of WM Clark re Reed Contention 15 on Ur» of 
agreement Sufficient Itrs of agreement exist or will exist 
prior to plant operation to ensure necessary emergency 
support 8< resources to implement util/Fulton plan 
CLARK. W M Union Electric Co CLARK. U M Callaway County. HD 
CLARK* W M Fulton, MO 83/05/16 17pp 18587 115 24X 

Fiche 50-483,83/05/20*8305250294 


— 0303230340 Motion for summary disposition of Reed Contention 17 re 
radiological monitoring No genuine issue of matl fact exists 
St applicant entitled to favorable decision 

BAXTER*! A Union Electric Co BAXTER,! A Shaw* Pittman* Potts 
& Trowbridge 03/05/20. Atomic Safety and Licensing Board 
Panel 21pp 18507 132 24X Flche 50''4a3* 83/03/20. 0305230294 


—0305290542 Statement of matl fact as to wheih there is no genuine 
issue re Reed Contention 17 on radiological monitoring 
BAXTER. T A Union Electric Co BAXTER,! A Shaw* Pittman. Potts 
it Trowbridge 03/05/20 Atomic Safety and Licensing Board 
Panel 3pp 10987 133 24X Fiche 30-403.03/05/20.0305290294 


—6309250544 Affidavit of KU Miller r« Reed Contention 17 on radiological 
monitoring State resources in trained personnel & radiation 
monitoring equipment adequate Prof qual i f Ications enc I 
miller. K V Union Electric Co MILLER.K V Missouri* State of 
03/09/17 J2pp 10387 196 24X Fiche 50-403.83/05/20.8305250294 


— 8303250548 Affidavit of WK Johnson re Reed Contention 17 on 

radiological monitoring State resources in trained personnel 
4* radiation monitoring equipment adequate Prof 
qualifications end 

OaHNSON. U K Union Electric Co JOHNSON. N K Missouri, State of 
83/05/13 6pp 18587 168 24X Fiche 50-4B3. 83/05/20. 0303230294 


—8303230952 Affidavit of NO Slaten re Reed Contention 17 on radiological 
monitoring Util radiological emergency organization includes 
extensive radiological manitoring capability if resources 
Prof qual if Ications end 

SLATEN, N O Union Electric Co B3/0S/16 23pp 10997 174 24X 

Fiche 50-483. 63/03/20* 8303250294 


— 8303290553 Motion for summary disposition of Reed Contention 18 re 
human food &* animal feeds No genuine issue of matl fact 
exists t* applicant entitled to favorable decision 
BAXTER,! A Union Electric Co BAXTER* T A Shaw* Pitt*nan, Potts 
O' Trowbrldgie 83/05/20 Atomic Safety and Licensing Board 
Panel 13pp 18307 197 24X Fiche 50-483,83/03/20,8305230294 


— 830S250357 Statement of matl fact as to which there Is no genuine 
issue re Reed Contention 18 an human food (* animal feeds 
BAXTER, T A Union Electric Go BAXTER.! A Shaw. Pittman. Potts 
fit Trowbridge 83/05/20 Atomic Safety and Licensing Board 

Panel 2pp 16587 212 24X Fiche 30-483.83/03/20,8305230294 


— 8303290359 Motxon for summary dlspoaltlon of Reed Contention 19 re 
impediments to use of evacuation routes No genuine issue of 
matl fact exists fit util entitled to favorable decision 
BAXTER*! A Union Electric Co BAXTER.! A Shaw. Pittman, Potts 
fit Trowbridge 83/05/20 Atomic Safety and Licensing Board 

Panel 22pp 10387 214 24X Fiche 50-403,83/03/20,8305290294 


— 8309230962 Statement of matl fact as to which there is no genuine 
lesue re Reed Contention 19 on impediments to use of 
evacuation routes 

BAXTER*! A Union Electric Co BAXTER*! A Shaw* Pittman* Potts 
fie Trowbridge B3/03/20 Atomic Safety and Licensing Board 

Panel 2pp 18587 236 24X Fiche 30-483,83/05/20,8305250294 


— 8309250966 Affidavit of RB Nright re Reed Contention 19 on Impediments 
to use of evacuation routes Resources U planning efforts 
available to overcome Impediments 

WRIOHTiR O Union Electric Co MRIOHT. R A Callaway County. MD 
83/03/17 7pp 18387 230 24X Fiche 50-4B3, 03/03/20, 8309250294 
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— 83Q9S90373 Affidavit of G Epple re Read Contention 19 an impediments to 
use of evacuation routes Resources t* planning efforts 
available to overcome Impediments 

EPPLE, G Union Electric Co EPPLE. G Gasconaiie County, HQ 
B3/09/16 4pp 18907 249 24X Ftche 50 - 483 , a3/09'/'20/ 8305230294 

— B30525057A Affidavit of Vfl Eldrlnghoff re Reed Corstention 19 an 
impediments to use of evacuation routes Resources & planning- 
fffforts available to overcome impediments 

ELDRINGHQFF, V Union Electric Co ELDRIN5HDFF. V Montgomery 
County, MD 83/05/14 7pp 18307 249 24X Flcfte 50-4031 

03/09/20, 0303230294 


— 8305290380 Affidavit of Vi Matthews re Reed Contention 19 on impadlments 
to use of evacuation routes Resources & planning efforts 
available to overcome Impediments 

MATTHEWS, H Union Electric Co MATTHEWS, K AfflJlatlon Unknown 
93/09/16 3pp 10587 256 24X Flche 30-483,03/03/20*8303250294 


— 8309030474 IE Integrated Design Insp Rept 90-483/82-22 on 021 110-19 ft 
29*'1214 Moncompliance noted no formal control over 
Bechtel plant design neusletters 6 ability of motor 
controllers to withstand fault currents not considered 
ALLISON, D P , NORKIN, D P , FAIRiJ R Director's Office, Office of 
Inspection end Enforcement 83/03/31 ll4pp 10299 189 24X 

FI Che 90-483,83/04/04,8309030469 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator *• 
gvc list end 

JDRDAN,E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co. of Ntiii 

York, Inc 126pp 18433 199 24X Flcho 90-000,83/04/13,0303040021. 


8303020330 Foruiards IE Insp Rept 90-403/83-02 on 830223-24 to 0314-17 U 
notice of violation 

GPE86ARD, R L Division of Engineering 03/04/18 8CNNELL, 0 F 
Union Electric Co 2pp 10274 107 24X Flche 30-483,83/04/18, 
8303020350 


— 8303250583 Motion for summary disposition of Reed Contention SO re 
author 1 1 at 1 on of excess radiological worker exposures & spec 
of decontamination action levels No genuine issue of matl 
fact exists U util entitled to favorable decision 

BAXTERiT A Union Electric Co BAXTER,! A Sfiau, Pittman, Potts 
-St Trowbridge 83/03/20 Atomic Safety and Licensing Board 
panel 12pp 185Q7 239 24X Flche 50-483.83/03/20,8303250294 


— 8305250584 Statement of matl fact as to which there is no genolno 
issue re Reed Contention 20 on author! la tlon of eccess 
radiological worker exposures 8i spec of decontaminat i on 
action levels 

BAXTER,! A Union Electric Co BAXTER, T A Shaw, Pittman, Po.tts 
ft Trowbridge 03/09/20 Atomic Safety and Licensing Board 
panel 2pp 18987 271 24X Flche 50-483,03/09/20,8303290294 


— 8305250587 Affidavit of WH Clark re Reed Contention 20 on author i lati on 
of excess expoiures to workers 4, spec of decontamination 
action levels Planning need for authori latlon per 
NUREG-0694, Section III £3, met Prof qualifications end 
CLARK* W H Union Electric Co CLARK, WH Callaway County, MO 
83/03/18 7pp 18507 273 24X Fiche 50 - 483 , 83/09/20* 8309290294 


— 8309250389 Affidavit of JW Baer re Reed Contention 20 on author tiatlon 
of excess radiological worker exposures S( spec of 
decontamination action levels Certificate of Sve & prof 
qualifications end 

BAEfl.J M Union Electric Co BAER, J W Energy Consultants* Inc 
83/05/18 67pp 10987 2B0 24X Fi ch* 90-403, 83/03/20* B305530294 


0305260160 Forwards corrected Certificate of Bve certifying sve of 
documents on 830920 Original certificate date incorrect 
BAXTERiT A Shaw, Pittman, Potts h Trowbridge BAXTERiT A Union 
Electric Co 83/09/23 GLEASON, U P . BRIGHT, O O , KUINErU R 
Atomic Safely and Licensing Board Panel Cp I099'9 273 24X 

FiChe 50-483,03/05/23*8309260168 


— 8305020354 Notice of violation from insp on 830223-24 to 0314-17 

SPESSARDiR L Division of Engineering 83/04/18 Ip. 18274:109 
24X Flche 90-483,83/04/10,8305020390 


—8305020357 IE Insp Rept 50-483/83-02 on 830223-24 to 0314-17. 

None ompl lance noted failure to include design document 
limits ^ precautlone In Safety Injection Accumulator 
Preoperatl onal Test Procedure CB-03EP01 

UQHLOiP R , RIN0,M A * REYES, L A Region 3, Office of Director 
83/04/10 9pp 18274 110 84X Fiche 90-403,03/04/1018303020390. 


8303040023 IE Info Notice 83-22, "BUR Safety /Re Ilef Ualve Failures >• 
0VC lilt end 

JORDANiG L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc ll2pp 10383 089 24X Fiche 90-000, 83/04/22, 8303040023 


8303040029 IE Info Notice 93-23, "Inoperable Containment Atmosphere 
Sensing 6ys. " five list end 

jORDAMiE L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Go of Neu 

York, Inc il9pp 18381 291 24X Flche 90-000,83/04/29,8303040029 


8303040026 IE Info Notice 83-24, "Loose Parte In Secondary Side of 
Steam Generators at PWRs. " five list end, 

JORDAN, e L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 83/04/28 Consolidated Edison Co. of New 

York, Inc ligpp 18382 047 24X Fiche 90-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-25, "Standby Gas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
J(7RDAN,E L Division of Emergency Preparedness it Englnterlng 
Response (Poet 030103), 83/04/28, Consolidated Edison Co of New 

York, Inc liepp 18382 169 24X Fiche 90-000,03/04/20,8303040027 


— 0305260173 Corrected Certificate of 8vc certifying svc of documents on 
830920 

BAXTER,! A Union Electric Co 83/09/20 9pp 10997 274 24X 

Fiche 50-483, 83/05/2318309260168 


8305260164 Advises that TA Baxter will represent util at 830622 oral 
argument in response to Joint Intervenors appeal 

BAXTER,! A Shaw, Pittman, Potts & Trowbridge. BAXTER* T A Union 
Electric Co 83/09/24 TOMPKINS, B A Atomic Safety and Licensing 
Appeal Panel ip 18999 38 3 24X Fiche 50-403, 03/09/24, 8309260164 


S305310I70 Advises that table of contents 6 table of cro-ss-rtfs to 
NUREO-0634 planning stds/eva luatlon criteria adequate to 
locate portions relevant to contentions Referenced portions 
of plans listed 

BAXTER T A Shaw, Pittman, Potts & Trowbridge 83/09/26 REED, J, O 
Affiliation Unknown 7pp 18652 326 24X FI eft e 30-483.83/09/26* 

8309310170 


Q Inspection reporti, IE Bulletins tc correspondence 


0212060385 IE Info Notice 03'14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction Svc list 
end 

TAYLOR, U M Division of Safeguards b Inspection Programs (Poet 
8301031 03/03/21 Consolidated Edison Co pf New York* Inc. 

!l2pp 1Q308 317 24X Fiche 90-000,83/03/21.9212060309 


8309030467 Forwards IE Integrated Designed Insp Rept 90-483/02-22 on 
021110-19 it 27-1214 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 83/04/04 SCHNELL, D F Union Electric Co 9pp. 

10299.183 24X Fiche 90-403,83/04/04,0309030467 


8309030298 Ack receipt of 83040B Itr informing NRC pf steps taken to 
correct violations noted in IE Insp Rept 9O-483/02-21, 

SPEeSARDrR L Region 3, Office of Director 83/04/28 SCHNELL* D F 
Union Electric Co Ip 18300 034 24X Fiche 50-483,83/04/20* 

8305O3O29B 


— 830903O263 Responds to NRC 83030B Itt re violations noted in IE Insp 
Rept 90-483/82-21 Corrective actions ' staff aiding immediately 
removed from load ctrs Visual insp of load ctrs after 
scaffolding removed revealed no damage 

SCHNELL, D F, Union Electric Co 83/04/00 LITTLE, W 9 Region 3, 
Office of Director 3pp 10300 035 24X Flcho 90-483,03/04/28* 

8309030250 


8303040028 IE Info Notice 83-26, "Failure of Safety/Rellef Valve 
Discharge Line Vacuum Breakers " Bve list end 
JORDAN, E L Dlvisian of Emergency Preparedness it Engineering 
Response (Post 030103) 03/09/03, Consolidated Edison Co of New 

York, Inc I22pp 18441 170 24X Flche, 50 - 000 , 03/09/03, 8303040028, 


8309060284 Ack receipt of 830413 Ur informing NRC of steps token to 
correct vlolationi noted In IE Insp Rept 90-483/82-20 
eP£S5ARD,R L Oivtelon of Engineering 83/09/03 SCHNELL, D F. 
Union Electric Co Ip 18344 329 24X Flche 90-483,83/09/03, 

8309060284 


— 8309060273 Responds to NRC 830319 Itr re violations noted in IE Insp 
Rept 30-483/82-20 Corrective action* component support 
checklist revised, hanger Insp underiuay, revised Insp 
procedures implemented I* training lesiion* will be held, 

GCHNELL, D F Union Electric Co 83/04/13. LITTLE, W 8, Region 3, 
Office of Director 6pp 18344 326 24X Fiche 90-483,83/09/034 

0309060284 


DOCKETED ITEMS 
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9303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eiiulpment " Svc list enc 1 

.JORDAN. E L Division of Emergency Preparedness & Engineering 
Response <Post 830103) 83/03/04 Consolidated Edison Co of Now 

York. Inc 112pp 18382 282 24)( Flcbe 30-000.83/03/04.8303040030 


0303040031 JE Info Notice 83-S8. "Criteria for Protective Action 
Recommendations for General Errergencles •' Svc list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Respanse (Post 830103) 83/03/04 Consolidated Edison Co of New 

York. Inc lt9pp 10441 001 24X Flche 30-000,83/03/04,0303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of New 

York, Inc Il3pp 10323 248 24X Fiche 30-000. 03/03/06. 0303040033 


8305170130 Ack receipt of 830304 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-483/82-21 
0PE88ARD. R L Division of Engineering 83/03/09 SCHNEtLr D F 
Union Electric Co Ip 18466 261 24X Fldie 30-483.83/05/09, 

8305170130 


— 830S170136 Responds to NRC 830308 Itr re violations noted In IE Insp 
Rept 50-463/82-21 Corrective actions test program to confirm 
max sidfluall pressure values 4 contact w/vendor to verify 
validity of max values in progress 

SCHNELL.D F Union Electric Co 83/05/04 LITTLE, W 8 Region 3, 
Office of Director 3pp 18466 262 24X Flche 30-403.83/03/09. 

8305170130 


03OS17O1B2 Ack receipt of 830429 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-403/82-09 
Extansion of compliance date to 830001 acceptable 
8PEBSARD.R L Division of Engineering 83/05/09 SCHNELL.D F 

Union Electric Co Ip 10466 324 24X Fiche 50-403,83/05/09. 

0305170182 


— 8305170108 Responds to NRC 820917 Itr re violations noted In IE Insp 
Rept 50-483/82-09 Extension to 630001 to complete rebar 
scanning activities requested 

SCHNELL,0 F Union Electric Co 83/04/29 N0RELIU8, C E 
Division of Engineering Ip 18466 325 24X 

Flche 50-483,83/05/09.0305170182 


6305170222 Ack receipt of 830427 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-403/82-14 
8PESSARD, R L Division of Engineering 83/05/09 SCHNELL.D F 
Union Electric Go Ip 1G466 346 24X Fiche 50-483.83/05/09. 

0305170222 


—3305170227 Responds to NRC 030329 Ur re violations noted in IE Insp 
fiept 50-483/82-14 Corrective actions complete walkdown 
performed on all outside area bldgs. fuel bldg & other fire- 
rated openings 

SCHNELL.D F Union Electric Co 83/04/27 LITTLE. W S Region 3. 
Office of Director 3pp 18466 347 24X Fiche 50-483.03/05/09. 

6305170222 


G303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response <Post 830103) 83/05/11 Consolidated Edison Co of Now 

York. Inc I14pp 10524 003 24X Flche 50-000, 83/05/1 1. 8303040034 


8305200512 Ack receipt of 830429 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-483/83-03 
MOREL I US. G E Division of Project & Resident Programs 83/05/13 
SCHNELL.D F Union Electric Co ip. 10516 000 24X 

Flche 50-483.83/05/13.8305200512 


— 0305200518 Responds to NRC 830331 Ur re violations noted in IE Insp 
Rept 50-483/03-03 Corrective actions damaged St missing matl 
replaced Sc cable lBBy09CA pulled out & replaced u/neu cable 
per approved Disposition 28D-9973-E 

8CHNELL, D F Union Electric Co 03/04/29 NQRELIUS.C E 
Division of Project 8< Reeldent Programs 3pp, 10516,009 24X 

Flche 50-403.83/05/13,8305200512 


0303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co. of Mew 

York. Inc tl4pp, 10697009 24X Fiche- 50-000. 83/05/19. 8303040040. 


0303040046 IE Info Notice 03-33, "Nonrepresentatl ve Sampling of 
Contaminated Oil " 8vc Hit end 

JORDAN, E. L Division of Emergency Preparedness St Engineering 
Response (Poet 830103) 83/05/26 Consol 1 dated Edison Cp of New 

York. Inc H4pp 18647 007 24X Fiche 50-000,83/05/26,8303040046 


S Reporiable occurrences, LERs related correspondence 


Q304150354 Part 21 Rept U-4B S< interim deficiency rept re GE ARR-30 S« 
AKR-30 circuit breakers Initially reported on 030^11 
Assessment of safety implications tt corrective actions 
rec|uestBd of AE Final rept expected by 830429 

SCHNELL.D F Union Electric Co 83/04/07 SPESSARD. R L Division 
of Project 6 Resident Programs Ip 17982 128 24X 

Fiche 50-000,83/04/07.8304150354 


8305020073 Final Deficiency Rept SDR 83-06 re Anchor/Darling check 
valves failing to close Initially reported on 830323 Caused 
by improper design Hinge pins replaced Si Stellite 6 
bushings to be Installed 

SEIKEN, S J Standard! led Nuclear Unit Power Plant System 83/04/20 
KEPPLER. J G Region 3, Office of Director CDLLINS.J T Region 4. 
Office of Director 3pp 18279 100 24X Flche 50-000,83/04/20. 

8305020073 


0305020133 Supplemental Part 21 Rept 6 re possible thermostatic 
valve malfunction fall-safe to full cooling position Lower 
overrun assemblies in Robertshaw valves on diesoi generator 
sets replaced w/assemblies using cotter pins 

MORIARTY, J M Colt Industries, Inc 83/04/21 KEPPLER. J G Region 
3, Office of Director Ip 10278 319 24X Fiche 30-4B3, 83/04/21, 

8305020133 


8305110427 Part 21 deficiency repts re mlsoperation of DB-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments will be replaced w/devlces w/widened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE. E P Uestlnghouse Electric Corp 83/04/21 DEYOUNG, R C 
Dlracfeor-'s Dfflce, Office of Inspection and Enforcement Spp 
18405 093 24X Flche 50-000,83/04/21.8305110427 


B305030467 Forwards Daniel Const Co summary of relevant events h 
corrective actions re potential reportable deficiency in 
testing of candidates for QC inspector certification 
Certificate of Svc enc I 

BAXTER. T A Shaw, Pittman. Potts i> Trowbridge BAXTER. T A Union 

Electric Co 83/04/28 ROSENTHAL, A 8 . EDLES. 0 J . GOTCHV. R L 

Atomic Safety and Licensing Appeal Panel Bpp 18292 166 24X 

Fiche 30-483.83/04/28.8305030467 


0305040430 Final Significant Deficiency Rapt 83-05 re OE AKR 30 & 50 
electrically operated low voltage circuit breakers Initially 
reported on 830211 Field rework plan will be issued to 
effect necessary breaker repairs 

SEIKEN. S Standard! led Nuclear Unit Power Plant System 83/04/26 
KEPPLER, J 0 Region 3, Office of Director COLLINS, T T Region 4, 
Office OF Director Dpp 10319 319 24X Flche 50-000.03/04/20. 

8305040430 


DOCKET STN-50-491 CHEROKEE NUCLEAR STATION, UNIT I 


8 Reportable occurrencea. LERs t related correspondence 


8305030374 PN0-U-8a-03l on 630429, Unit 1 cancellation announced 
Caused by lower than anticipated growth in customer demand 
for power 

10NATONI3, A , DANCE, H C Region 2, Office of Director 83/04/2? 

2pp 10306 302 24X Fiche 50-491.83/04/29,8305030374 


DOCKET 50-496 MONTAGUE NUCLEAR POWER STATION, UNIT 1 


A App Heat i on/cons true tion stage documents & correspondence 


0305090659 Generic Ltr 83-20 to all operating reactor licensees l< 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list enc I 

EI8ENHUT, D O Division of Licensing 33/05/09 Consolidated 
Edison Co of Now York, Inc 16pp 10627 153 24X 

Flche 50-000.83/05/09,8305090659 


F Security, medical, emergency U fire protection plans 


6305110034 Generic Ltr 63-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re c lar i f Ication of 
access to control procadures for taw enforcement visits 
Svc list end 

EISENHUT.D Q Division of Licensing 63/05/11 Consolidated 
Edison Co of New York, tnc 16pp 18540 095 24X 

Fiche 50-000.03/05/11,8305110034 
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Q Irhspection reportSi IE Bulletins ^ corroapondonce 


aS120fa03&5 IE Ii)fo Notice 83-14. "Detiiatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction ' Bvc list 
enc ! 

TAVLOfii J M Division ot Safeguards b Inspection Programs IPost 
B30I03) 83/03/31 Consolidated Edison Co of Ncu York, Inc 

ll2pp 13308 319 34X Fiche 50 - 000 , 83/03/31 , 821206833^ 


8303040031 1C Info Notice 83-31, 'Defective Efliergency Ifso Respirator “ 
Svc list end 

JORDAN/F L Division of Emergency Preparedness t> Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of Neu 

York, Inc I26pp 18435 155 24X Fiche 90-000,03/04/13.8303040021 


8303040023 IE Info Notice 83 - 22 , “UWR Safe ty 'Rel 1 ef V«Jve Falluros " 
Si/c list enc 1 

JORDAN. E U Division of Emergency Preparedness h Engineering 
Response IPost 830103) B3/04/22 Consolidated Edison Co of New 

York, Inc il2pp 18303 089 24 X Fiche 50-000,83/04/22,8303040023 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness £( Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of New 

York, Inc IjRpp 10301 271 24X Fiche 50-000,03/04/25.8303040023 


6303040026 IE Info Notice 83-24, “Loose Parts In Secondary Side of 
Steam Generators at PWRs " Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response iPost 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc JlSpp 18382 Od'' 24X Fiche 50-000,83/04/28.8303040026 


8303040027 IE Info Notice 83-S5, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division Of Emergency Preparedness t Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc Jldpp i03S2 165 24X Fiche 30-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-21., "Failure of Safetij/Re 1 lef Valve 
Discharge Line Vacuum. Breakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness X, Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, Inc I22pp 18441 170 24X Fiche 50-000.03/03/03,8303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eq.ulpmerit " 3vc list end 

JORDAN'S L Divlslpn of Emergency Preparedness It Engineering 
Response (Post 030103) 63/05/04 Consolidated Edison Co of New 

York, Inc i 12pp 183Q2 262 24X Fiche 50-000,83/05/04,8303040030 


0303040031 IE Info Notice 63-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JDRDANiE L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co Of New 

York. Inc I I9pp 18441 001 24X Fiche 50-000. 83/03/04, 8303040031 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused bg Fuel Rack 
Deformation " Svc list end 

JORDANiE L Division of Emergency Preparedness l< Engineering 
Response (Post 030103) 83/05/06 Consolidated Edison Co Of New 

Voik, Ihi. 115pp 1S523 240 24XFlthe 50-000,83/05/06,8303040033 


8303040034 IE fnfa Notice 83-30, "Nisapp I ic atlon of Generic Emergency 
Operating Procedures lEOP) Guidelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103} 83/05/11 Consolidated Edison Co of New 

York, Inc ll4pp 18524 003 24X Fiche 50-000,83/05/11,8303040034 


6303040040 IE Info Notice 83-31, "Error in AOLPIPE Computer Program " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness I' Engineering 
Response (Post 8301031 83/03/19 Consolidated Edison Co of New 

York, Inc li4pp 18697 009 24X Fiche 50-000, 03/05/19, 8303P40040 


B303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil " 8vc Ust end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 03O1O3> 83/05/26 Consolidated Edison Co of New 

York, Inc 114pP IB647 007 24X Fiche 50-000,83/03/26,8303040046 


docket 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


A Application/construction stage documents I, correspondence 


0305090659 Generic Ltr 83-20 to all operating reactor licensees ft 
holders of CPs re integrated scheduling for 1 mp 1 emen ta t i on 
of plant mods Svc list end 

EISENHUT, D O Division of Licensing 83/03/09 ConsoUdatad 
Edison Cp of New York, Inc 16pp 18627 133 24X 

Fiche 50-000,83/05/09,8305090659 


F Security, medical, emergency It fire protection plans 


8305110034 Generic Ltr 03-21 to all licensees pf operating reaetprs. 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc Ust end 

EISENHUT, D 0 Division of Licensing 83/03/11 Consolidated 

Edison Co of New York, Inc 16pp 18340 095 24X 

Ficha 50-000,83/03/11,8303110034 


0 Inspection reports, IE Bulletins l< correspondence 


8212060305 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptib 1 1 1 ty to Exothermic Chemical Reaction " Bvc list 
enc I 

TAYLOR, J M Division of Safeguards S< Inspection Programs (Post 
630103) 83/03/21 Consolidated Edison Co of New York, Inc 

I12PP 18308 319 24X Fiche 50-000,83/03/21.8212060385 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list end 

JORDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/15 Consolidated Edison Co of New 

York. Inc I26pp 18435 153 24/ Fiche 30-000. 83/04/15. 8303040021 


8303040023 IE Info Notice 83-22. "BUR 8af ety /Rel lef Valve Failures " 
Svc List end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co, of Niw 

York, Inc ligpp 18383 089 24X Fiche 50-000. 03/04 /22i 8303040023 


8303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co of New 

York. Inc 119pp 18381 291 24X Fiche 50-000,83/04/25.8303040025 


8303040026 IE Info Notice 63-24. "Loose Parts in Secondary Side of 
Steam Generators at PWRs " Bvc list end 

JOROAN.E L Division of Emergency Preparedness It Engineering 
Response (Poet 830103) 03/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 047 24X Fiche 50-000.83/04/28.8303040026. 


8303040027 IE Info Notice 83-23, "Standby Gas Treatment 6ys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 165 24X Fiche 30-000,03/04/20,8303040027 


8303040028 IE Info Notice 83-26. "Failure of Saf ety/Rel i ef Valve 
Discharge Line Vacuum Breakers " Bvc list end 
JORDAN, E L, Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, Inc I22pp 18441 170 24X Fiche 50-000. 83/03/03, 8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co «f Niu 

York, Inc 112pp 18382 2B2 24X Fiche 30-000.83/05/04.8303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Ncu 

York, Inc I t7pp 1B441 001 94X Fiche SO-OOO. 03/05/04. 8303040031 


8303040033 l£ Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation '* Svc Ust end 

JORDAN, E L Division of Emergency Preparedness I. Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York, Inc llSpp 18523 248 84X Fiche 30-000.83/05/06.8303040033 


8303040034 IE Info Notice 83-30» "Misapplication of Generic Emergency 
Operating Procedures <E0P> Guidelines ’* Svc list end 
JORDAN, £ L Division of Emergency Preparedness !< Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co. of New 

York. Inc 114pp 18524 003 24X Fiche 50 - 000 . 03/05/1 1. 8303040034 
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6303040040 IE Info Notice 83-31^ "Error in ADLPIPE Computer Program " 
Sve lt»t end 

JDRDANf E L Division of Emergency Preparedness Engineering 
Response (Post 830103) B3/09/19 Consolidated Edison Co of New 

VorSt* Inc 114pp 10697 009 24X Flche 50-000. B3/03/19p 0303040040 


6303040046 IE Info Notice 03-33. "Nonreprosentat i ve Sampling of 
Contaminated Oil " Sve list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 63/05/26 Consolidated Edison Co of New 

York, Inc il4pp 10647 007 24X Flche 50-000. 83/05/26. B30304004A 


DOCKET aTN-30-49S SOUTH TEXAS PROJECT. UNIT 1 


A App li catlon/construc tlon stage documents it correspondence 


630518-0001 Addl response to FOIA request for seven categories of 
documents re Brouin Root. Inc tt South Texas project Forwards 
App B documents Documents also available in PDR Addl 
documents undergoing review 

FELTCN. J M Division Of Rules and Records 83/03/09 LINDEMAN. H N 

Louienstelnt Newman. Reis. Axelrad 4. Toll 6pp 10497 219 24X 

Flcfte 50-000.03/03/09.8305100001 


— 0005140296 Responds to 000418 memo re concrete voiding Discusses status 
of problems & repairs 

STELLOf V Office of Inspection Enforcement. Office of th-o 
Director 00/04/25 BRADFORD. P A Commissioners 3pp 
18499 139 24X Flche 50-000. 83/03/09. B3051B0001 


— B006090443 Forwards WA Post article re harassaiont of QC personnel 
Lack of enforcement action questioned 

BRADFORD. P A Commissioners 79/10/10 STELLO. V Office of 
Inspection & Enforcement. Office of the Director 3pp 18497 237 
24X Flche 50-000.03/03/09,0305180001 


■0008120773 Forwards outlines of JF Ahearne & V Stello proposed 
testimony ^e facility before House Subcommittee on Oversight 
it Investigation 

STELLO, V Office of Inspection & Enforcement, Office of the 

Director BO/07/tl AHEARNE. J r . OILINBKV. V , HENDRIE. J 

Commissioners 6pp 1Q499 163 24 X riche 50-000. 83/03 /07. 

830 51 80001 


■BO100904S0 Forwards draft Commission info paper re plan for resumption 
of const Comments or concurrences needed by 800912 W/o end 
THOnNOURQ.il D Division of Reactor Construction inspection 
80/09/11 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 8HAPAR. H K Office of the Executive Legal Director 

STELLO. V Office of Inspection tt Enforcement, Office of the 
Director 9pp 10499 222 24X Flche 50-000.83/03/09.8305180001 


— 8-D102G0578 Responds to Question 4 of 800923 memo re Eckhardt hearing 
Major Brown & Root Carp nuclear const work It weld deficiency 
status summariied Licensee will complete visual insp 6 
comply u/correctlve actions In encl AWS Code 
STELLO. V Office of Inspection U Enforcement. Office of the 
Director 00/09/25 AHEARNE. J F Commissioners 5pp 
18497 220 24X Fiche 30-000i 03/03/09, 0305100001 


—0010260301 Assigns questions resulting from 000923 Eckhardt hearing 
AHEARNE. J F Commissioners 00/09/23 Office of the Executive 

Director for Operations 3pp 18499 193 24X 

Flche 50-000.83/03/09.8303100001 


— 0305160121 Requests info re scope It significance of voids in concrete 
at site Response requested by 000423 

BRADFORD. P A Commissioners. 00/04/18 DIRCKS. W J Office of 
the Executive Director for Operations Ip 10499 139 24X 

Flche 30-000, 83/03/09. 8303 1 80001 


— BSODISO-MO Advises that staff should notify Commission in advance of 
proposed actions re facility invest igation, per Commissioner 
Bradford 600418 memo 

CHILK.S J Office of the Secretary of the Commission 00/04/28 
DIRCKS. W J Office of the Executive Director for Operations ip 
19499 142, a4X Flche 50-000. 03/03/09. 8305100001. 


— 830-5180221 Informs that NRC will be requested to testify on first day 
of House Subcommittee on Gversight & investigations hearings 
tentatively scheduled to begin on 000729 re const problen & 

KRC investigation of facility 

KAMMERER. C Office of Congrossional Affairs 80/07/09 
AHEARNE, J,F , OILINSKY.S/ . HENDRIE. J H Commissioners 2pp 
10499 157 24X Flche 30-000,83/03/09.0305100001 


— 8305180736 Subrtiits schedule of Cong res s i ..nal hearings re waste bill 
H R 7418, West Valley 8111 H R 6065 t South To*as project 
Related info encl 

REHM, T A Office of the Etecuti/e Piiector for Operations 
80/07/07 STELLO. V Office of Inspection */ Enforcement, Office of 
the Director OAVlS.J Office of Nuclear Material Safety L 
Safeguards, Director 4pp 18499 159 24X Fiche 50-000.83/03/09. 

8305180001 


— 8305180250 Forwards Chairman Ahearne f. V Stello testimony prepared for 
House Subcommittee on Oversight ^ Investigation hearing re 
facility 

STELLO. V Office of Inspection Enforcement. Office of the 
Director 80/07/25 AHEARNE, J F GILINSKY. V . HENDRIE. J H 
Commissioners 2pp 10499 169 24X fiche 50-000.03/03/09. 
S3031B0001 


— 8303160315 Forwards Part 2 of Commission regulations re practice in 
conduct of forma) hearings before Commission adjudicatory 
panels li procedures for Initiating enforcement actions 
W/o one 1 

BURNS.S G Office of the E»ecutive Legal Director 80/05/29 
CQRTEZ, B Communities Organiied for Public Service Ip 
18499 218 24X Flcho 30-000, 03/03/09, 8305 180001 


— 8303180326 Informs that Chairman has requested that end Commission 
paper re plan for resumption of const he forwarded through 
L □ ickwi b. general counsel 

STELLO. V Office of Inspection ft Enfoj cement. Office of the 
Director 80/09/18 DIRCKS* W J Office of the Executive Director 
for Operations llpp 1Q499 231 24X Fiche 50-000 , 83/03/09, 

8305100001 


—6305100337 Discusses Importance of NASL.AP decision re protection of 
confidentiality of informers V allegers Dissenting opinion 
points out cautions that should be obser^'ed in Informing 
allegers or informants 

THOMPSON, D Enforcement i Investigation Staff (Pre 020201) 
01/05/14 GRIER, 0 H Region 1. Ph 1 lade 1 ph ia. Office of the 
Director (81/03/01) O'REILLY, J P Region 2, Atlanta. Office of 
the Director <01/03/01) KEPPLER, J 6 Region 3. Chicago. Offic(? 
of fcho Director <81/03/01) Ip IS499 244 24X 

Flche 50-000.83/03/09,8305180001 


0303090659 Generic Ltr 83-20 to all operating reactor licensees 6 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list encl 

EISENHUT. D G Oivisiion of Licensing 83/03/09 Consolidated 
Edison Co of New York* Inc {6pp 10627 133 34X 

Flche 50-000.63/05/09,8305090659 


0305310177 Forwards licensing review schedule Submittal of first 
comprehensive update of FSAR scheduled for 830701 Review of 
updated issues requested 

GOLDBERG. J H Houston Lighting U Power Co 03/03/17 EISENHUT, D O 
Division of Licensing 6pp 1S639 037 24X Fiche 30-490.03/03/17, 

0305310177 


F Security, medical, emergency A fire protection plans 


0305110034 Generic Ltr 83-21 to alt licensees of operating reactors, 
applicants Pot OLs It holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list end 

EISENHUT, DO Division of Licensing 03/03/11 Consolidated 

Edison Co of New York, Inc I6pp 10540 093 24X 

Flche 50-000.83/05/11.6305110034 


6305240213 Forwards monthly status rept an offsite emergency 
preparedness for OL reviews for Apr 1983 

DIRCKS. U J Office of the Executive Director for Operations 
03/05/13 PALLADINO. N J Commissioners 5pp 10593 322 24X 

Flche 50-000,83/03/13.6303240213 


Q Adjudicatory correspondence 


0305-020434 Motion to compel Citiiens Concerned About Nuclear Power 
answers to applicant 830320 seventh set of interrogatories U 
requests for production of documents No response received 
Certificate of Sve encl 

NELTMAN, J R Joint Apo 1 icants-South Texas Project NEHMAN. J R 
Loiuenstelni Newman. Reis. Axelrad tc Toll 83/04/27 Atomic 8af«ty 

and Licensing Board Panel 5pp 18201 213 24X 

Fiche 50-490. 83/04/27, 6305020434 


0305060497 Response to Statu of TX atty general 030421 request for 
extension of discovery schedule for 90 days Applicants do 
not object to extension for TX but object to extension for 
other parties Certificate of Sve end 

NEWMAN. J R Joint App 1 Icants-South Texas Project 83/05/03 
Atomic Safety and Licensing Board Panel 4pp 19348 100 24X 

Flche- 50-490. 83/05/03, 6305060499 
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33O5-0&D274 Order eitending time until 6303i?3 for Co<nmis«|<Dn to act to 
rvview 630303 Director's decision 

CHiLKrS J Office of the Secrotary of the Codtini s »ion. 03/05/03 
Coircnlss loners Ip 1S345 023 24X Fiche 50-458< a3/09/09i 

3303060274 


8303110233 Response in opposition to Cltiiens Concerned About Nuclear 
Poiuer iCCANP) 830420 motion for deferral of ruHnja t* 
extension of deadlines until 630617 CCANF has failed to shoui 
jeorf cause for re<iuest«d deferrals W/Certlf 1 cate of Bvc 
NEts'tlANiU R Ffouston Lighting U Pouer Co MEUMAN> J R LoiuansteJn> 
IJeumaoj Rels» Axelrad tc Toll 83/05/03 Atomic Safety and 
Licensing Doard Panel 0pp 18407 068 24X Fiche 3O-4<70. 83/05/05. 

8305110223 


8305090143 Response opposing Atty Oeneral of TJt 830421 motion for 90- 
day extensipn of discovery until 830725 State of TX failed 
to take full advantage of available discovery period 
Certificate of Svc end 

PERLIB^R 0 Hearing Branch 3 03/03/06 Atomic Safety end 

Licensing Board Panel 3pp 18364 044 24X Fiche 50-498.83/05/06. 

9305090143 


8305110339 Response opposing Cltlisns Concerned About Nuclear Pouar 
ICCANPl 830420 motion for deferral of rulings l< extension 
until 830617 Tims to reply to applicant interrogatories may 
be extended until 830522 Certificate of Svc end 
PEfiLfS. R 0 Hearing Branch 3 03/05/10 Atomic Safety and 

Licensing Board Panel 6 pp 18406 148 24X Fiche 50-490.83/05/10. 

8305 1 1 0339 


8305130045 Hemiorandum L order ruling on Cttitens Concerned About 
Nuclear Pouier B30420 motions Extensions granted until 
830531 to respond to various filings 

BECHHOEFERj C Atomic Safety and Licensing Board Panel 03/03/11 
Cl tl lens Concerned About Nuclear Power. Inc 4pp 18436 339 24X 

Fiche 30-498. 03/05/1 1.8305130045 


6305200911 Memorandum 4 c order granting Atty General uf State of TX 
B304S1 (notion for extension of discovery deadline until 90 
days from svc of order Effective partic i patlon by State in 
resolution of Quadrex Rept issues warrants addl tltne. 

BECHHOEFER. C Atomic Safety and Licensing Board Panel 03/05/10 
Teras. State of 9pp 10516 103 24X Ficha 90-498,83/05/18. 

6309200911 


6305260176 Order extending time until 603530 for Gemnlesian to act to 
review 030303 Director's decision 

CHILK. 8 J Office of the Secretary of the Commission, B3/09/S3 
Commissioners Ip 18599 271 24X Fiche 90-496. 83/05 /23i 

0305260176 


8305310015 Order extending tifne until 830606 for Commission to act to 
review 030303 Director's decision 

CHILK .6 J Office of the Secretary of the Co(minisslan 83/05/27 
Commissioners ip 18693 220 24X Flcht 90 - 498 , 63 / 05/271 

8309310015 


K Utility Final Safety Analyels Report (F 8 AR) & amends 


6305250056 Forwards Amend 31 to F 6 AP Amend relects changes to HVAC 
design 

GOLDBERG, J H Hduston Lighting & Power Co 63/09/20 DENTON. H 
Office of Nuclear Reactor Ragulatlan. Director 3 pp 18591 168 
24X Fiche 50-498,83/05/20.0309290036 


— 8309290058 Amend 31 to FSAR 

GOLDBERG. J H Houston Lighting U Power Co 83/05/20. 221pp 

16591 171 24X Flcht 50-490. 83/05/20. 8309290096 


6 Inspection reports. IE Bulletins i< correspondence 


8309160001 Addl response to FQIA request for seven categories of 
ifocu(nents re Brown 6 Root, Inc 6 South Texas project Porwardi 
App 8 documents Documents also available In PDR Addl 
documents undergoing review 

FELTON. J M Division of Rules and Records 03/03/09 UNOENAN.H N 
Louenstein. Newman. Reis. Axelrad 6 Toll 6 pp 18497' 219 24X 

F i c h B : 50-000. 83/03/09, 030518 000 1 


—7908080036 Forwards matl re allegations of haraismeni 1 nt inti dat Ion 

per 790924 request 

THOMPSON. D Executive Officer for Operations Supports 79/06/12 
FORTUNA. R A Office of Inspector 6 Auditor 8 pp. 18499 1 96 24X 

Fiche 50-000.83/03/09,8309180001 


— 80092G0930 Forwards draft Investigation Repts 90-498/79-19 6 
90-499/79-19 Final review is awaiting concurrence by mtfnberi 
of team located around country Review is expected to be 
complete by 800415 briefing 

STELLO. V Office of Inspection & Enforcement. Office of the 
Director 80/04/11 AHEARNE. J . OILINBKY. V . KENNEDY. H 

Commissioners I75pp 18490 304 84X Fiche 90-000.03/03/09, 

8309160001 


— 8006090238 Responds to 800421 request that IE interview former il|« 
DC inspectors Of 69 persons 1 dentl f led. 23 contacted 
STELLO. V Office of Inspection 6 Enforcement. Office of the 
Director 80/05/13 BRADFORD. P A Commissioners 3 pp 
18499 149 24X Fiche 50-000.83/03/09.8309180001 


—6006090440 Responds to 791010 memo re enforcement action against Brcien 
& Rout Enforcement package complete No enforcement action 
taken previously since earlier insps did not substantiate 
allegat i ons 

STELLO. V. Office of Inspection 6 Enforcement. Office of the 
Director, 00/09/19 BRADFORD. P A Commissioners 2 pp. 

16499 199 24X FlChe 90-000. B3/03/09. 8309100001 


— 8009120352 Advises that Region 4 should assume responsibility for 
review & verification of corrective actions by licensee at 
followup action associated w/ 8 outh Texas problems 
Headquarters will be responsible for monitoring reviews. 
TMORNDURG. H D Division of Reactor Construction Inspection 
80/06/24 SEYFRIT, K V Region 4. Dallas. Office of the Director 
3pp 16499 219. 24X Flcht' 90-000. 03/03/09. 6309180001, 


—8103290385 Bommarires events re 810317 telcon u/L Slnkln concerning 
allegations at facility Improper alteration of documents, 
removal of documents to prevent NRC insp & intimidation of 
Brown 4c Root personnel have been alleged 
WILBERiH A Reactor Projects Sections (Regions 2.4 9), 

81/03/17 SEYFRIT, K.V Region 4. Dallas. Office of the Director. 
2pp 16499 242 24X FI che 90-000. 03/03/09. 8309180001 


—6309160064 Responds to Oossick request to reply to inquiry rt adequacy 
of QA/QC program Licensee continuing to look for addl voids 
ft it evaluating possible alternate designs for reinforcing 
steel << liner stiffeners 

STELLO. V Office of Inspection 6 Enforcement. Office of the 
Director 79/07/31 KENNEDY. R T, CommUsioneri 3pp 
18497' 234 24X Fiche. 50-000. 83/03/07. 8309180001 


—0309100079 Responds to Commissioner Bradford 791019 Inquiry re 
newspaper article concerning facility insps "Surprise insp" 
announced I£ intp of facility OA program Allegations re 
beating of OC inspector could not be substantiated 
KUBACEKiH 0 Region 4. Dallas, Office of the Director 79/10/26 
REINMUTH, 0 N Division of Reactor Construction Inspection. 8 pp. 
18497 239 24X Fiche 50-000,83/03/09.6309180001 


— 6305180083 Requests that responses to Commissioner Bradford Inquiriii 
re newspaper article concerning facility insps be revised to 
accommodate listed comments by Barber/Thompson 
REINMUTH, 0 H Olvtilon of Reactor Construction Inspection, 
79/11/02 8 EIDLE 1 Id. C Region 4. Dallas, Reactor Construction << 
Engineering Support Branch 2 pp 18497 241, 24X 

Fiche 90-000,83/03/09,8309180001 


— 8309180094 Discusses recommendations for further IE investigation b 
insp efforts at fecllttles Expanded it comprehensive intp 
program should be Immediately Initiated 4, maintained until 
confidence established Related info enc 1 

HAYES, D H Region 3. Chicago, Office of the Director 80/03/11. 
THORNBURG, H 0. Division of Reactor Construction Inspection 
42lpp 10497 243 24X FiChe 50-000, 03/03/09. 0309180001. 


— 8305160157 Forwards enforcement package including enforcement natlc*i 
draft press release, forwarding Itr.notlce of violation, 
proposed imposition of civil penalty 6 show cause order. 

M/o ends 

STELLO, V, Office of Inspection 8 c Enforcement, Office of th» 
Director 80/04/28 AHEARNE, J. F , OILINSKY,V, , KENNEDY. R T 
CommlsBloners Ip 16499 143 84X Fiche. 90-000, 83/03/09. 

8305180001. 


— 0305160167 Informs that Commission concensus not In favor of 
recommendations contained in 800418 memo re facility 
invest! gatlon. Modified version of Suggestion 1 further 
modified by Commissioner Kennedy Responses encl,U/o ends. 

CHILK. 8 J Office of the Secretary of the Commission. 80/04/28. 
BRADFORD,^ A, Commissioners, Ip 18499' 144, 24X 

Fiche 90-000,83/03/09.8308180001 


— 8309180179 Recommends that lE address Ofc of Oeneral Counsel Ouestloni 
1-7 prior to enforcement action IE will take action on 
000501 

BRADFORD, P A Comml is loners 80/04/30. AHEARNE. J. F. 

Commissioners Ip 18499:149 24X Fiche* 90-000, 83/03/07. 

8305180001. 
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-“HSOSlOOlSl raaulta of folloui>p lnq.ulre '9 btj Rsgion IV re 

iermlnated Droun Root# Inc QC civil engineer inspectore 
SEV^FRITiH V Region 4< Dailasi Office of the Director 80/04/30 

DEVOUNQiR C Office of Inspection Ta Enf orceinenti Office orf the 

Director 2pp 18499 146 24X Fiche SO-'OOO, 83/03/09, 8303100001 


■8309180109 Inforeit that Commi -seioners have nat o-upport8<l request to 
astr IE to address Ofc of Oerteral Counsel Ouestions 1-7 prior 
to time of enforcement action 

CHILK. S J Office of the Secretary of the Commlseion BO/05/03 
BRADFORD, P A Comml s 1 1 oner s tp 10499 1 40 ?4X 

Fi«h* 50-000,83/03/09,0309100001 


— 8309180202 Informs of neu allegations concerning possible Intimidation 
of DC Inspectors received uh i 1 e preparing response to 791010 
memo Investigation uill be conducted to verify facts 
Appropriate enforcement action uflll be taken 
STEtLOjV Office of Inspection & Enforcement, Office of the 
Director 03/03/09 BRADFORD, P A Commissioners Ip 
18499 132 24X FlchB 30-000,83/03/09.8309100001 


■6303180211 Responds to 791010 memo re neiuspaper article concerning 
facility & question related to enforcement action follouiing 
Region IV Investl getlon of alleged beating of Broun S’ Root 
OC Inspector Allegation could not be substantiated 
BTELLO, V Office of Inspection & Enforcement, Office of the 
Director 03/03/09 BRADFORD, P A Commissioners Cpp 
10499 133 24X Flche 30-000,83/03/09,8309100001 


— 8309180276 Foruards draft Commission info paper intended for 
presentation during uk of 600414 re investl gat ion proposed 
enforcement action Comments needed by 800409 
THORMDVRO,H D Division of Reactor Construction Inspection 
B0/C4/03 DENTON, H R Office of Nuclear Reactor Regulation, 

Director BHAPAR, H K Office of the Executive Legal Director 

3TELL0, V Office of Inspection V Enforcement, Office of the 

Director llpp 10499 204 24X Fiche 50-000.03/03/09,8303180001 


821S0603B3 IE Info Notice 83-14, ^'Deuatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ 8vc list 
enc 1 

TAVLQRiJ ti Division of Safeguards & Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Co of Neur York, Inc 

112pp. 18300,319, 24X Flctie 90-000.83/03/21,6212060389 


8303040021 IE Info Notice 83-21. '‘Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response IPost 630103) 83/04/13 Consolidated Edison Co of Neu 

York, Inc t26pp 18439 139 24X Fiche 90-000,83/04/13,8303040021 


8303040023 JE Info Notice 83-22, "BNR 8af ety/Re 1 i ef Valve Failures " 
Svc list end 

JORDAN,, E L Division of Emergency Preparedness Engineering 
Response (Post 830103). 83/04/22 Consolidated Edison Co of Neu 

York, Inc li2pp 18363 089 24X Fiche 90-000, 03/04/22, 0303040023 


8303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys Svc list end 

JORDAN, E L Division of Emergency Prepaf’edness & Engineering 
Response (Post 830103) B3/04/29 Consolidated Edison Co of Neu 

York, Inc 119pp 10381 291 24X Fiche 30-000,03/04/29,0303040029 


8303D40026 IE Info Notice 03-24, "Loose Parts In Secondary Side of 
Steam Oenerators at PWRs ♦' Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103). 03/04/20 Consolidated Edison Co of Neu 

York, Inc 119pp 18382 047 24X Fich o 30-000, 03/04/28, 0303040026 


8303040027 IE Info Notice 83-23, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Reeponse (Post 830103). 83/04/28 Consolidated Edison Go of Neu 

York, Inc 118pp, 18302 169 24X Fiche 90-000,83/04/20,0303040027, 


8303040028 IE Info Notice 83-26, "Failure of 8af ety/Re lief Valve 
Discharge Lint Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103} 83/09/03 Consolidated Edison Co of Neu 

York, Inc 122pp 10441 170 24X Fiche 90-000,83/09/03,0303040028 


6303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
eq.oiptnent " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Reeponse (Post 630103) 83/09/04 Consolidated Edison Co of Neu 

York, Inc ll2pp 18362 282 24X Fiche' 90-000, 83/09/04, 8303040030. 


8303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies ’* Svc list end 
JORDAN, E. L Division of Emergency Preparedness Engineering 
Reeponse (Poet 030103) 03/03/04 Consolidated Edison Co of Neu 

York, Inc U9pp 18441 001 24X Fiche- 30-000, 83/09/04, 8303040031 


8309170212 Foruards IE Insp Repts 90-490/03-06 L 9D-499/63-06 during 
rtar 1903 No noncomp 1 1 anc e noted 

MADSEN. G L Region 4. Office of Director 83/03/04 QPREA, O W 
Houston Lighting & Pauer Co 2pp 10467 001 24X 

Fiche 90-498,83/03/04,8305170212 


—0309170224 IE Insp ftepts 30-498/B3-06 2< 30-499/03-06 during Mar 1983 
No noncomp 1 i ance noted Major areas Inspected storage h 
maint of eq.uipment, IE bulletins it not ices, const deficiency 
rep ts. e Lec tr leal sy s , s true tural concrete h OA/QC procedures 
HILL,U H , CRO05MAN, H A Region 4, Office of Director 83/05/03 
t8pp 10467 003 24X Fiche 30-490,03/03/04,0309170212 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030)03) B3/03/06 Consolidated Edison Co of Neu 

York, Inc ll3pp 10923 240 24X Fiche 50-000, 83/03/06. 8303040033 


0303040034 IE Info Notice 83-30, "Misapp 1 ication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
J0RDAN, E L Division of Emergency Preparedness 4- Engineering 
Response (Post 030103) 63/05/11 Consolidated Edison Co of Neu 

Yarki Inc 114pp 18324 003 24X Fiche 30-000,03/09/11,8303040034 


6303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness C* Engineering 
Response (Post 830103) 63/09/19 Consolidated Edison Co of Neu 

York, Inc 114pp 18697 009 24X Fiche 30-000,83/05/19,0303040040 


0303040046 IE Info Notice 03-33, "Nonreprasantat ive Sampling of 
Contaminated Oil “ Svc list end 

JORDANrE L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/03/26 Consolidated Edison Co of Neu 

York, Inc 114pp 18647 007 24X Fiche 50-000.03/05/26,0303040046 


8 Reportable flccurrences, LERs i, related correspondence 


6305160001 AddJ response to FQIA request for seven categories Of 
documents re Broun & Root, Inc South Texas project Foruards 
Ai>p B documents Documents also available In PDR AddI 
documents undergoing revieu 

FELTON, J M Division of Rules and Records 63/03/09 LIND£KAN,H N 

Louensteln, Neuman. Reis, Axelrad tt Toll 6pp 18497 219 24X 

Fiche 90-000.83/03/09,8309180001 


— 7909180214 Requests views ra adequacy of OA/OC program in light of 
PNO- 79-179, "Voids In Reactor Containment Nall " 

KENNEDY, R T. Commissioners 79/06/25 GD6BICK. L V Office of 

the Executive Director for Operations Ip 10497 233 24X 

Fiche 90-000.83/03/09,0309180001 


0309110427 Part 21 it deficiency repts re misoperation of DS-416 reactor 
trip undervol tags devices Initially reported on B3D420 
Attachments uill be replaced u/devices u/uidened grooves 
to accommodate neu retaining rings Mfg drauings revised 
RAHE.E P VJesttnghouse Electric Corp 03/04/21 DEYOUNG. R C 
Dir8ctor‘'B Office, Office of Inspection and Enforcement 9pp 
18409 095 24X Fiche 50-000,03/04/21,83031)0427 


8309060456 Final deflclenci| rept re incorrect motor operator ueights 
used In stress analyses of valves supplied by Anchor Darling 
Valve Co, Initially reported on 620629 Stress analysis for 
valve 410-143 will be reperformed using actual ueight 
QPREA, Houston Lighting U Pouer Go 83/04/27 COLLINS. J T, 

Region 4. Office of Director 4pp 10391' 136 24X 

Fiche 90-490, 83/04/27, 0305060456 


B30S170S10 Sixth interim deficiency rept re nonconforming uelds In 
vendor fabricated Category I structural steel Initially 
reported on 810100 Review it evaluation program In progress 
Next rept will be submitted by Sept 1903 

QPREAiO U Houston Lighting h Pouir Co 03/09/10 CDLLINS, J T 

Region 4, Office of Director 3pf 10470 013 24X 

Fiche; 30-490, 03/09/10, 8309170910 


8309240396 Part 21 rept re bolting parts for A5ME III NF Class 1 pipe 
supports on rigid struts or pipe clamps for struts or 
snubbers Initially reported on 030913 Baiting parts greater 
than 2~lnch size not examined 

HOVl.t NP8 Industries. Inc 03/09/16 DEYOUNG. R C Director's 
Office, Office of Inspection and Enforcement ip 18574 001 E4X 
Fiche 90-000,03/09/16.8309240396 


8309230416 Interim deficiency rept re voltage regulation problem for 
large motors on 400-volt Class IE load ctrs Initially 
reported on 830419. Bech tel evaluating corrective actions, 

Next rept uill be submitted by 830630 

OPREA.O M Houston Lighting U Pouer Co 03/09/18 COLLINS, J T 
Region 4, Office of Director 3pp 10936,232 24X 

Fiche: 90-498, 83/09/18. 8309230416 



406 


DOCKETED ITEMS 


6305230523 Final deficiency rept td Westinghou-se reactor trip 
s-uitchgear undervoltage attacKments u/design dLscrepancg 
Initially reported on 030432 Attachments replaced Jifg 
drauinqs & QC procedures modified Also reported per Part 21 
□PREA. G U Houston Lighting It Power Co 83/05/iB COLUJNS» J T 

Region At Office of Director 4pp 18336 31*? 24X 

Flche 50'49B< 03/03/10. 8305230525 


T Hearing transcripts on non-antitrust matters 


B3O310OOOI Addl response to FOIA request for seven categories of 
documents re Brown U Root. Inc Sc South Texas project Forward* 

App B documents Documents also available in POR Addl 
documents undergoing review 

FELTGW. J M Division of Rules and Records 83/03/09 LINDEMANjM N 
Lowensteln. Newman. Reis. A^elrad & Toll 6pp 18497 219 24X 

Ficho SO'OOOi 83/03/09. 8303100001 


— 8303100254 Statement of JF Ahearne to House Subcommittee on Oversight «r 
Investigations Pp i-‘3 

AHEARNE. JF Commissioners 00/07/29 6pp 10499 171 24X 

Fiche 50-000,83/03/09. B30 5 ISO 00 1 


— 8309100148 Advises that staff should notify Commission In advance of 
proposed actions re facility Investlgatl on. per Commissioner 
Bradford 000418 memo 

CKILK, S J Office of the Secretary of the Commission 60704/28 
DIRCKS.W J Office of the Executive Director for Operations. Ip 
1S499 142 24X Fiche 50-000, 03/03/09, 0309 J80001 


— 0305180221 Informs that NRC will be requested to testify on first day 
of House Subcommittee on Oversight it Investigations hearings 
tentatively scheduled to begin on 000729 re const problem Si 
NRC investigation of facility 

KAKMenER.C Office of Congressional Affairs 00/07/09 
AKEARNE. J F . OILINBKY. V . HENDRIE.J M Commissioners 2pp 
10497 157 24X Flche 90-000,83/03/09,8309180001 


— 8309180236 Submits schedule of Congressional hearings re uast* blit 
H R 7410iWest Valley Bill H R 6869 b South Texas project 
Related info and 

R0KN.T A Office of the Executive Director for Operations 
00/07/07 STELLO, V Office of Inspection it Enforcement! Office of 
the Directnr DAVIS. J Office of Wuclear Material Safaty it 
Safeguards. Director 4pp 10499 199 24X Fiche 90-000.83/03/09. 

0309100001 


■0309180257 Statement of V Stollo before House aubcommlttee on Oversight 
it Investigations 000729 hearing Pp 1-15 

STELLO. V Office of Inspection «< Enforcement. Office of the 
Director BO/07/29 i6pp 10499 177 24 X FI cho' 50-000. 03/03/09, 

03O91BOOOI 


‘-B3091G0290 Forwards Chairman Ahearne & V Stella testimony prepared fof 
House Subcommittee on Oversight b Investigation hearing rt 
fac 11 1 ty 

0TELLO. V Office of Inspection it Enforcement. Office of the 
Director 80/07/25 AHEARNE. J F . OILINSKY. V . HENORIE. J M 
Commissioners 2pp 10499 169 24X Flche' 90-000. 63/03/09, 

8309100001 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 
A App I Ication/constructian stage documents it correspondence 


0305100001 Addl response to FOIA request for seven categorlea of 
documents re Brown & Root, Inc it South Texas project Forwards 
App S documents Documents also available in PDR Addl 
documents undergoing review 

FELTON. J M Division of Rules and Records B3/03/09 LINDEMAN. K N 
Lowenstein, Newman. Reis. Axelrad fc Toll 6pp lB497r219 24X 

Fiche 90-000,83/03/09.8305100001 


—8003140296 Responds to B00418 memo re concrete voiding piscusses status 
of problems it repairs 

eTELLOfV Office of Inspection tt Enforcement. Office of the 
Director 80/04/23 BRADFORD. F A Commi «s loners 3pp 
10499 139 24X Flche 90-000.03/03/0910309130001 


—8006090443 Forwards HA Post article re harassment of QC personnel 
Lact of enforcement actiom questioned 

BRADFORD. P A Commi ssioners 79/10/10 STELLO. V Office of 
Inspection it Enforcement. Office of the Director 2pp 10497 237 
24 X Fjche 90-000.83/03/09.8305180001 


—8003120773 Forwards outlines of JF Ahearne & V Stall o proposed 
testimony ra facility before House Subcommittee on Ovorsight 
it Investigation 

STELLO. V Office of Inspection h Enforcement. Office of the 
Director ao/07/ll AHEARNE. J F . OILINSKT.V . HENDRIE.J 

Commissioners 6pp 10479 163 24X Flche 50-000,03/03/09. 

8309180001 


—6010090490 Forwards draft Commission info paper re plan for resumption 
of const Comments or concurrences needed by 000912 N/a end 
THORNBURG. H D Division of Reactor Construction Inspection, 

80/09/11 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 8HAPAR. H K Office Of the Executive Legal Director 

3TELL0. V Office ef Inspection it Enforcement, Office of the 

Director 9pp 18499 222 24X Flche 90-00D. 03/03/09, 6305100001 


—8305160315 Forwards Part 2 of Gommlssian regulations re prictice in 
conduct of forma! hearings before Commission adjudicatory 
panels it procedures for initiating enforcement actions 
W/o end 

BURNS. 0 0 Office of the Executive Legal Director 00/09/29 
CORTEZ. B Communities Organized for Public Service Ip 
18499 210 24X Fiche 90-000.03/03/09.0309100001 


--8305180326 Informs that Chairman has requested that end Commission 
paper re plan for resumption of const be forwarded through 
L Blc kwit, general counsel, 

srELLO. V Office of Inspection ti Enforcement. Office of the 
Director 80/09/1B DIRCKS.W J. Office of the Executive Diracter 
for Operations llpp. 1849? 231 S4X Fiche 90-000.03/03/09. 
6305180001 


— 6305180337 Discusses importance of NASLAP decision re protection of 
conf idential ittf of informers & allegers Dissenting opinion 
points out cautions that should be observed in informing 
allegers or informants 

THOMPSON. 0 Enforcement 6 Investigation Staff (Pre 620201) 
91/09/14 ORIER. B H Region 1, Philadelphia. Office of the 
Director <01/03/01) O'REILLY. J.P Region 8. Atlanta. Office of 
the Director <01/03/01), KEPPL^R. J 0 Region 3. Chicago. Office 
of the Dlrectar <01/03/01) Ip 16499' 244 24X 

Flche 90-000, 03/03/09. 8309 1 80001 


8309090699 Generic Ltr 63-20 to all operating reactor licensees te 
holders of CPs re integrated scheduling for implementation 
of plant mods 8vc list end 

EIBENHVr, D O Division of Licensing 03/09/09 Consalidited 
Edison Co of New York. Inc 16pp 18627' 193 24X 

Fiche 90-000,03/05/09.0309090699 


0305310177 Forwards licensing review schedule Submittal of first 
comprehensive update of FSAR scheduled for 030701, Review of 
updated issues requested. 

OOLD0ERO.J H Houston Lighting l< Power Co 63/09/17. EISENHUT# D, 0 
Division of Licensing 6pp 18699 037. 24X Fiche 90-496.83/05/17, 

8309310177 


'8010280578 Responds to Question 4 of 000923 memo re Eckhardt hearing 
Major Broun l( Root Corp nuclear const work it weld deficiency 
status summarlted Licensee will complete visual insp 4t 
comply w/corrective actions In end AH6 Code 
6 TELLOj V Office of Inspection it Enforcement. Office of the 
Director 80/09/29 AHEARNE. J F Commissioners, 9pp. 

16497.220 a4X Fiche 90-000. 03/03/09. 8305100001 


'8010200501 Assigns questions resulting from 000923 Eckhardt hearing 
AHEARNE. J F Commissioners 80/09/23 Office of the Executive 
Director for Operations 3pp 18497 193 24X 

Fiche 30-000. 83/03/09, 0303100001- 


■8309180121 Requests info re scope it significance of vetils in cmncrete 
at site Response requested by 800423 

BRADFORD. P A Commissioners. 80/04/10 DIRCKS.W J Off tee of 
the Executive Director for Operations Ip 1047? 130 24X 

Fithe 90-000, 03/03/09. 0303180001 


F Becu-rlty, medical, emergency it fire protection plans 


8309110034 Generic Ltr 83-21 to all licensees of operating reaetorsi 
applicants for OLs it holders of Cps n clarification of 
access to control procedures for law enforcement visits, 

Sve list end 

EI0ENHUT. D O Division of Licensing 83/09/11 Consolidated 

Edison Co of New York. Inc 16pp, 1B940 099. 24X 

Flche 90-000. 03/05/1 1.03On 110034 


0 Adjudicatory correspondence 


8309020434 Motion to compel Citizens Concerned About Nuclear Power 
answers to applicant 830320 seventh set of interrogatories is 
requests for production of documents No response received. 

Certificate of sve end, 

NEHMAN. J R Joint App 1 icants-8outh Texas Project NEHMAN. J. R 
Lowenstein. Newman. Reis. Axelrad 8< Toll, 03/04/27 Atomic Safety 
and Licensing Board Panel 9pp 18261*213 24X 

Flche* 90-498. 03/04/27. 8309020434 
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8303060499 Response to State of TX attg general 030421 request for 
extension of discoverg schedule for 90 dags Applicants do 
not object to extension for TX but object to axtenelion for 
other parties Certificate of Svc end 

NEMMAff. J R Joint Ap p U cants-South Texas Project 83/03/03 
Atomic Safatg and Licensing Board Panel 4pp 18348 108 24X 

F 1 Che 50-490, 83/05/03, 0303060499 


03OSQ6O274 Order extending time until 830323 for Commission to act to 
rivleu 830303 Director's decision 

CHILK, a J Office of the Secretarg of the Commis slon 83/05/05 
Commit sloners Ip 18343 023 24X Fit he 50-498^83/03/05, 

8303060274 


8305110225 Response in opposition to Citizens Concerned About Nuclear 
Power (CCAMPl 030420 motion for deferral of rulings *( 
extension of deadlines until B30617 CCANP has failed to show 
good ca.use for requested deferrals tf/Cer t i f ica te of Svc 
NEMHANivI R Houston Lighting & Power Co NEWMAN^ J R LouieTut te inr 
Newman, Reis, Axelrad & Toll 03/05/05 Atomic Safety and 
Licensing Qoard Panel 0pp 10407060 24X Flche 30-493.03/05/05, 

8305110225 


8305090143 Response opposing Attg General of TX B30421 motion for 90- 
dag extension of discovery until 830725 State of TX failed 
to take full advantage of available dlscoverg period 
Certificate of Svc end 

P£RLI6,R O Hearing Branch 3 83/05/06 Atomic Safetg and 

Licensing Board Panel 5pp 18364 044 24X Flche 50-498,83/05/06, 

0305090143 


B30Sli033? Response opposing Citizens Concerned About Nuclear Fauer 
iCCANP) 83O420 motion for deferral of rulings 6i extension 
until 830617 Time to reply to applicant i nterroga tor ies mag 
be extended until 030522 Certificate of Svc end 
PERLISiR Q Hearing Branch 3 83/05/10 Atomic 8afet>g and 

Licensing Board Panel 6pp 18406 148 24X Fiche 50-490,83/05/10, 

B3051 10339. 


8305130045 Memorandum it order ruling on Citizens Concerned About 
Nuclear Power 030420 motions Extensions granted until 
830531 to respond to various filings 

DECKHQ6FER»C Atomic Safety and Licensing Board Panel 83/05/11 
Citizens Concerned About Nuclear Power, Inc 4pp 10436:335 24X 

Fiche 50-498,83/05/11,8305130045 


0305200511 Memorandum tt order granting Atty General of State of TX 
830421 motion for extension of discovery deadline until 90 
days from svc of order Effective participation by State in 
resolution of Guadrex Rept Issues warrants addl time 
flECHHOEFER,C Atomic Safety and Licensing Board Panel 03/05/18 
Texaii State of Spp 10516 103 24X Fiche 50-496,03/05/184 

8309200511 


6305260176 Order extending time until 003930 for Commission to act to 
review 830303 Director's decision 

CHlLKrS J Office of the Secretarg of the Commission 03/05/23 
Comwistloners. Ip, 18599 271 24X Fiche 50-498, 03/05/23, 

8305260176, 


0305310015 Order extending time until 030606 for Commission to act to 
review 830303 Director's decision 

CHILK, 8 J Office of the Secretary of the Commission 83/05/27 
Commissioners ip 10653 220 24X Fiche . S0-498i 03/05/27, 

8305310015 


K. Utility Pinal Safaty Analysis Report (F8AR> & amends 


8305250056 Forwards Amend 31 to F8AR Amend relects changes t® HVAC 
design 

OOLOSFRO, i/ H Houston Lighting & Power Co 83/05/SO BENTaN,H 
Office of Nuclear Reactor Regulation, Director 3pp 10591 168 
24 X Fiche 50-498,83/05/20,0305250056 


—8305250058 Amend 31 to F8AR 

QOLDBERO, J H Houston Lighting 6 Power Co 03/05/20. 221pp, 

10591 171 24X Fiche 50-490183/05/20,8305250056 


0 InspectlD-n reports, IE Bulletins fit correspondence 


8305180001 Addl response to FOlA request for seven categories of 
documents re Brown 6 Root, Inc fi< South Texas pro jec t, Forwards 
App B documents Documents also available In POR Addl 
documents undergoing review, 

FELTON, J M. Division of Rules and Records 03/03/09 LINDEMAH, H N 

Lowenstein Neuman, Reis, Axelrad fi. Toll 6pp 18497:219. 24X 

Fiche 50-000,83/03/09,8305180001 


—7908080036 Forwards matl re allegations of harassment 6 Intimidation 
per 790524 request 

THDfiPSOM* 0 Executive Officer for Operations Support 79/06/12 
FORTUNA.n A Office of Inspector fit Auditor Spp 10499 196 24X 

Fiche 50-000.83/03/09,8303180001 


— 8005280930 Forujards draft Investigation Repts 50-490/79-19 fit 
50-499/79—19 Final review Is awaiting concurrence by nembers 
of team Located around country Review Is expected to be 
tomplete by 000413 briefing 

STELLO. V Office of Inspoction 8, Enforcement, Office of the 

Director 90/04/11 AH E ARNE. J , GlLlNSKY, V , KENNEDY, R 

Commissi oners I75pp IB49B 304 24X Fiche 50-000,03/03/09, 

8305180001 


——0006090238 Responds to 800421 request that lE interview former site 
QC Inspectors Of 69 persons Identi f 1 ad, 23 contac tad 
STELLO, V Office of Inspection fit Enforcement, Office of the 
Director 80/03/13 BRADFORD, P A Commissioners 3pp 
10499 149 24X Fiche 30-000,03/03/09,8305180001 


'8006090440 Responds to 7910i0 memo re onforcement action against Brown 
fie Root Enforcemonit package tomplote No onforcament action 
taken previously since earlier Insps did not substantiate 
a 1 legat 1 ons 

STELLO, V Office of Inspectian 8c Enforcement, Office of the 
Director 80/05/13. BRADFORD, P A Commissioners 2pp 
10499 155 24X Fiche 50-000,83/03/09,0303100001 


0103250305 Bummarizes avents re 810317 telcon w/L Slnkln concerning 
allegations at facility Improper alteration of documents, 
removal of documents to prevent NRC Insp fi. Intimidation of 
Drown 6 Root personnel have been alleged 
WILBER, H A Reactor Projects Sections IRegiors 2*4 L 5) 

01/03/17 SEYFRIT.K V Region 4, Dallas, Office of the Director 
2pp 1B499 242 24X Fiche 50-000,03/03/09,0305180001 


—0305100064 Responds to Oossick request to reply to inquiry re adequacy 
of QA/OC program Licensee continuing to look for addl voids 
6 Is evaluating possible alternate designs for reinforcing 
steel fit liner stiffeners 

STELLO,V Office of Inspection fit EnPorcemont* Office of the 
Director 79/07/31 KENNEDY, R T Commissioners 3pp 
1G497 234 24X Fiche 50-000,83/03/09,8305180001 


-8303180073 Responds to Commissioner Bradford 791019 inquiry re 
newspaper article concerning facility Insps '‘Surprise insp" 
announced IE Insp of facility OA program Allegations re 
beating of GC inspector could not be substantiated 
HUBACEK, W O Region 4, Dallas, Office of the Director 79/10/26 
RElNMUTHiG N Division of Reactor Construction Inspection 2pp 
1Q497 239, 24 X Fiche 30-000, 03/03/09* 8305100001 


■8305100083 Requests that responses to' Commissioner Bradford Inquiries 
re newspaper article concerning facility insps be revised to 
accommodate listed comments by Oarber/Thompson 
REINhUTHrO W Division of Reactor Construction Inspection 
79/11/02 8£1DLE,W C Region 4, Dallas, Reactor Construction & 
Engineering Support Branch 2pp 18497 241 24X 

Fiche 30-000, 83/03/09, 83051 BOOO I 


— 0305100094 Discusses recommendations for further IE investigation it 
Insp efforts at fac i L 1 1 1 es. Expanded fi* comprehensive insp 
program should be immediately initiated fi, maintained until 
confidence established Related info encl 

HAYEe*D W Region 3, Chicago, Office of the Director 00/03/11 
THORNQURQ, H D Division of Reactor Construction Inspection 
421pp 18497 243 24X Fiche 30-000,83/03/09,8305180001 


—0303180157 Forwards enforcement package including enforcement notice, 
draft press re lease, forward Ing Itrrnotlce of violation, 
proposed imposition of civil penalty fi, show cause order 
W/o ends 

STELLO, V Office of Inspection & Enforcement, Office of the 
Director 80/04/20 AHEARNE. J-F , GIUNBHY, V , KENNEDY* R T 
CommlsBloners Ip 18499 143 24X Fiche 50 -000 , 03/03/09, 

8305 180001 


— 8305180167 Informs that Commission concensus not in favor of 
r ecoaimendati ons contained in B00418 memo re facility 
Investigation Modified version of Suggestion I further 
modified by Commissioner Kennedy Responses encl H/o ends 
CHILK, S J OfftCB of the Secretary of the Commission 80/04/28 
BRADFORD*? A Commissioners Ip 10499 144 24X 

Fiche 50-000,83/03/09,0303180001 


— B305160175 Recommends that IE address Dfc of General Counsel Questions 
J-7 prior to enforcement action IE will take action on 
800501 

BRADFORD*?, A Commissioners 80/04/30 AHEARNE, J F 
Commissioners Ip 18499 145 24X Fiche 50-000,03/03/09, 

0305180001 
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— 8303160181 Di&cussss results o# follouup Inquires by Region IV re 0303170212 Forward* IE In*p Repts 3O“49fl/03-Oi» it 30^499/03-06 during 

terminated Brown it Roat* Inc QC civil enoineer inspector* 1933 No none ompl lance noted 

SEVFRIT.K V Region A. Dallasi Office of the Director 80/04/30 M4D8EN/ 0 L Region 4i Office of Director 03/03/04 OPREA. O.H 

DEVOUNO. R C Office of Inspection ti Enforcement. Office of the Houston Lighting & Power Co 2pp 10467 OOl 24X 

Director 2pp 10499 146 24X Flche 30-000,03/03/09,0303180001 Ficha 30-490,83/03/04,8303170212 


— 8303180109 Informs that Commlasioners have not supported request to 
ast IE to address Ofc of General Counsel Ouestlons 1-7 prior 
to time of enforcement action 

CHiLKfS J Office of the Secretary of the Commission 60/05/02 
BRADFORD. P A CommissiDners Ip 18499. 146 24X 

Flche 50-000.03/03/09.8303180001 


— 8303180502 Informs of new allegations concerning possible Intimidation 
of QC inspectors received while preparing response to 791010 
memo Investigation will 6* conducted to verify facts 
Appropriate enforcement action will be taken 

STELLQ.V Office of Inspection 6 Enf orcementr Office of the 
Director 83/03/09 BRADFORD. P A Commls s lofler* Ip 
IB499 152 24X Flche 30-000,03/03/09.8305180001 


— 8303180211 Responds to 791010 memo re newspaper article concerning 
facility & question related to enforcement action following 
Region IV Investigation of alleged beating of Broun 4e Root 
QC inspector Allegation could not be substantiated 
STELLQ.V Office of Inspection it Enforcement, Office of the 
Director 03/03/09 BRADFORD. P A Commissioners 2pp 
10499 133 24X F 1 Che, 30-000, 03/03/09, 8303100001 


— 0303100276 Forwards draft Commission info paper Intended for 
presentation during uk of 000414 re investigation it proposed 
enforcement action Comments needed bq B00409 
THORN D UftD. H D Division of Reactor Construction Inspection 

80/04/03 DENTONfH R Office of Nuclear Reactor Regulation# 

Director 8HAPAR»H K Office of the Executive Legal Director 

8TELL0.V Office of Inspection L Enforcement. Office of the 

Director lipp 18499 204. 24X Flche 30-000. 63/03/09, 8305100001 


6212060365 IE Info Notice 63-14# "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction. " Sve list 
enc I 

TAYLOR. J H Division of Safeguards it Inspactlon Programs CPost 
630103) 63/03/21, Consolidated Edison Co of New York. Inc. 

il2pp 10308 319 24X Flche' 30-000. 63/03/21. 8212060383 


0303040021 lE Info Notice 63-21# "Defective Emergency Use Respirator 
Sve list end 

JORDAN. B U Division of Emergency Preparednete it Engineering 
Response (Post 630103) 83/04/13 Consolidated Edison Co. of Ne(J 

York. Inc 126pp 10433 133 24X Flche 50-000,83/04/13.6303040021. 


0303040023 IE Info Notice 63-22, '<SWR Saf ety/Relief Valve Fetlures ** 
Sv< list end 

JQRDAN«E L Division of Emergency Preparedness & Englnetrlng 
Response (Post 630103) 83/04/22 ConsaJldated Edison Co. of New 

York. Inc 112pp 18303.009 24X Flche 50-000# 83/04/22. 0303040023 


0303040023 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Bys " 8vc list end 

JQRDANtE L Division of Emergency Preparedness Engineering 
Response (Post 630103) 83/04/23 Consolidated Edison Co of New 

York. Inc 119pp 16301 291 24X Flche 30-000,83/04/23.8303040025 


8303040026 IE Info Notice 63-24, "Loose Parts in Secondary Side of 
Steam Generators at PNRs Sve list end 

JORDAN# E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/28 Consol i-deted Edison Co of New 

York, Inc 115pp 18382 047 24X Fiche 30-000,83/04/20.8303040026 


8303040027 IE Info Notice 03-23. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN. E L Division of Emergincy Prepared’nest & Engineering 
Response (Post 830103) 83/04/26 Consolidated Edison Co of New 

York, Inc 118pp 16362 163 24X Flche 30-000. 03/04/20. 8303040027 


—8303170224 IE Insp Repts 30-490/03-06 it 50-499/83-06 during Mer 1963 
No noncompliance noted. Major areas inspected storage L 
maint of equipment, IE bulletins L notice*. const deficiency 
repts. e 1 Bctrical ly*. structural concrete L QA/OC procedures, 

HILL.W H . CR03BHAN, W A Region 4, Office of Director 03/03/03 
tepp 10467 003 24X Flche 30-490.63/05/04.0303170212 


0303040033 IE Info Notice 83-29. "Fual Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN. E L Division of Emergency Preparedness i* Engineering 
Response (Post 830103) 03/03/06 Consolidated Edison Co of Niu 

York. Inc llbpp 10323 240 24X Fiche . 30-000. B3/03/06, 8303040033 


0303040034 IE Info Notice 83-30. "Nlsapp 1 ication of Generic Emergency 
Operating Procedure* (EOP) (Juidellnes " Sve list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/03/11 Consolidated Edison Co of Niu 

York. Inc U4pp 10324 003 24X Flche 50-000, 03/08/1 1. 8303040034 


6303040040 IE Info Notice 63-31. "Error in ADLPIPE Computer Program * 
8vc list ttncl 

JORDAN, E L Division of Emergency Preparedness ii Engineering 
Response (Post 630103} 83/03/1? Consolldatsd Edison Co. of Niu 

York. Inc U4pp 18697 009 24X Flche 50-000. 03/03/19. B3O3O4004Q 


0303040046 IE Info Notice 63-33. "Nonrepresentative Sampling of 
Contaminated Oil." 8vc lift end 

JORDAN. B L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 03/03/26 Consolidated Edison Co. of New 

York, me 114pp 10647 007 24X Flche 30-000.03/03/26.6303040044 


0 Reportable occurrences. LERs it related correspondence 


8303110427 Part 21 L deficiency repts re misopsration of D8-416 rtaclo-r 
trip undervoltage devices Initially reported on 030420 
Attachments will be replaced w/devicet u/wldt(ied grooves 
to accommodate new retaining rings Hfg drawings revised, 

RAHE.E P Westinghouse Electric Corp 03/04/21 OEVOUNO. R C, 
Diractor^s Office. Office of Inspection and Enforcement 3pp 
10405' 093 24X Flche, 50-000. 03/04/21. 83051 10427 


0303060436 Final deficiency rept re Incorrect motor operator walghts 
used In stress analyses of valves supplied by Anchor Darling 
Valve Co Initially reported on 820629 Street analysis for 
valve M8-t43 will be reperformed using actual weight 
OPREA.OW Houston Lighting it Power Co. 03/04/27 COUmSfJ.T, 

Region 4, Office of Director 4pp 18331 136 24X 

Fiche 30-490. 83/04/27.0305060436 


8305170510 Sixth interim deficiency rept re nonconforming welds in 
vendor febricated Category I structural steel. Initially 
repartad on 010100 Review It evaluation program In progress 
Next rept will be submitted by 8ept 1983 

OPREA, H Houston Lighting & Power Co 03/03/10 COLLINS. J T 
Region 4, Office of Director 3pp 10470 015 24X 

Flche 30-490, 03/03/10. 0305170310. 


0303240356 Part 21 rept re bolting parts for ASME III NF Class 1 pipe 
supports on rigid struts or pipe clamps for struts or 
snubbers Initially reported on 630313, Bolting parts greater 
than 2-incii size not examined, 

HOVI.L NP0 Industries. Inc 83/03/16 DEYOVNO. R, C. Dlractop's 
Office. Office of Inspection and Enforcement Ip 10574:001. 24X 

Flche 30-000. 83/03/16. 0305240356 


0305230416 Interim deficiency rspt re voltage regulation problem for 
large motors on 480-volt Class IE load ctri Initially 
raported on 030419, Bechtel evaluating corrective actions 
Next rapt will be submitted by 830630 

OPREA.O M, Houston Lighting 4. Power Co 83/05/10 COLLIN0#>f T. 
Region 4. Office of Director, 3pp 18530 232 24X 

Fiche 50-490. 83/05/10. 0303230416. 


0303040028 IE Info Notice 83-26, "Failure of. 8afe ty/R* 1 ief Valve 
Discharge Line Vacuum Briakars " &vc list end. 

JORDAN. £ L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/03/03 Consol Idated Edison Co. of New 

York. Inc i22pp 18441 170 24X Fiche 30-000. 03/05/03, 8303040028 


0303230523 Final deficiency r«pt re Westinghouse reactor trip 
switchgear undervoltage attachments w/d«slgn discrepancy 

0303040030 IE Info Notice 83-27, "Operational Response to Events Initially reported on 830422 Attachments replaced, Mfg 

Concerning Deliberate Acts Directed Against Plant drawings 4< OG procedures modified Also raported per Part 21, 

Equipment " Sve list end OPREA. 0 W Houston Lighting 4* Power Co 83/05/10 C0LL1NB»J T 

JORDAN, E L Division of Emergency Preparedness tc Englnaarlng Region 4. Office of Director 4pp. 10536 319 24X 

Response (Post 830103), 03/05/04 Consolidated Edison Co. of New Fiche. 50-498, 83/05/10. 0305230523. 

York. Inc Il2pp 10382 202, 24X Flche. 50-000. 03/03/04. 0303040030. 


0303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for Otneral Emargencles " Bve list enc I 
JORDAN, E L Olviiton of Emergency Preparedness it Engineering 
Response (Post 030103). 03/05/04 Consolidated Edison Co of New 

York. Inc 119pp 16441 OOl 24X Fiche 50-000,03/05/04,8303040031- 
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T H»«rlng transcripts on nan-antl trust matt&rs 


B30M800O1 Addl response to FQIA reciuest for seven categories of 
documents ra Brown & Root^nc & South Taxes project Poruierds 
App B documents Documents also available in POR Addl 
documents undergoing review 

FELTON. Jr M Division of Rules and Records 03/03/09 LINOEMAN. H N 

Lowenstein. Newman. Reis. Axelrad 8< Toll 6pp 18497 219 24X 

FI Che 50-000, S3/03/09, 8303180001 


— 8305180254 Statement of JF Ahearne to House Subcommittee on Oversight t. 
Investigations Pp 1‘'5 

AHEARNE, J F Commissioners 80/07/29 6pp 18499 171 24X 

Ftc h # 50-000, 03/03/09. 83031 BOOO 1 


— 8303180257 Statement of V Stelto before House Subcommittee on Oversight 
U Investigations 800729 hearing Pp l-iS 

8TELLQ, V Office of Inspection 8, Enforcement, Office of the 
director 80/07/29 16pp 18499 177 24X Flche 50-000.83/03/09, 

8305 1 aoool 


DOCKET 3O-S0O DAVIB-&E&8E NUCLEAR POWER STATION. UNIT 2 


A Application/construction stage documents & correspondence 


B30S230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TlWRTELLaTTE, J Regulatorg Reform Task Force 83/04/U 
PALUADIND, N J. Commissioners 2pp 16342 272 S4X 
F 1 e ha: 50-000, 03/04/ 1 1 , 0303230720 


DOCKET 30-501 DAV1S-BEG8E NUCLEAR POWER STATION, UNIT 3 


A App 1 lea t lon/construc t Ion stage documents correspondence 


6305230720 Foruards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLQTTE, J Regulatory Reform Task Force 83/04/11 
PAtLADINO, N J Commissioners 2pp 18342 272 24X 

Fiche: 50-000, 63/04/ 1 1, 8305230720 


DOCKET 8TN-50-302 HAVEN NUCLEAR PLANT, UNIT 1 


A Application/construction stage documents U correspondence 


0305230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTE;, J Regulatory Reform Task Force 83/04/tJ 
PALLADINO, N J Commissioners 2pp 18542 272 24X 

Flche 50-000, 03/04/1 Ir 0303230 720 


DOCKET 8TW-50~303 HAVEN NUCLEAR PLANT, UNIT 2 


A App 1 ica t lon/construc tion stage documents S' correspond>ence 


8303230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTEi J Regulatory Reform Task Force 03/04/11 
PALLADINO. N J Commissioners 2pp 18342 272 24X 

Fiche 30-000,03/04/11,0305230720 


DOCKET STN-30-300 WPPS8 NUCLEAR PROJECT, UNIT 3 


A App llcat lon/construc tion stage documents it correspondence 


0303100097 Forwards responses to NRC acceptance review questions for 
Mar 1983, Hark ed-up F8AR pages which show changes to be 
included in subsequent amend also end W/two oversize 
figures Aperture cards are available in PDR 

BQUCHEY, O D Washington Public Power Supply System 03/04/20 

KNIGHTON, OW Licensing Branch 3 App 10371 339 24X 

Fiche. 50-3001 83/04/20, 0303100097 


8305110010 Bumunary of 830419 meeting u/utll in Bethesda, HD re 
diicuislan on program plan for control room design review 
WHEELER# L Licensing Branch 3 03/04/20 Licensing Branch 3 

3pp. 1«415 059 24X Flche 30-500.83/04/2010305110018 


8305230133 Forwards second set of requests for addl info re safety 
review Responses should be forwarded no later than 830712 
Draft 8ER will be prepared to provide basis for series of 
meetings designed to close out Open Items, 

NOVAK, T H Asilitant Director for Licensing 03/03/03 
FEROUGON, R L Washington Public Power Supply System 42pp 
18577*207 24X Flche 50-308.83/03/03,0305230155 


0303100304 Discusses responses to NRC 820625 & 0730 questions re usage 
of ITT Orinnel I pipe clamps Response to 820914 questions 
delayed pending minor clamp mods it retesting program Meeting 
suggested to insure closure of issue 

DOUCHEY. G D Washington Public Power Supply System 03/05/03 

KNIGHTON, G W Licensing Branch 3 2pp 10371 251 a4X 

Flche 50-30B* 03/05/05. 0305100304 


8303090659 Generic Ltr 03—20 to all opersblng reactor licensees h 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

EISENHUT, D 0 Division of Licensing 03/03/09 Consolidated 

Edison Co of New York, Inc I6pp 10627 133 24X 

Fiche 50-000,03/03/09,8303090639 


E NRC Safety Evaluation Report (SER). suppls & correspondence 


830323015S Forwards second set of requests for addl info re safety 
review Responses should be forwarded no later than 830712 
Draft SER will be prepared to provide basis for series of 
meetings designed to close out open items 
NOVAK. T M Assistant Director for Licensing 63/05/03 
FERGUSON, R L Washington Public Power Supply System 42pp 
18577 207 24X Fiche 30-308.03/03/03,8303230135 


0303260205 Forwards request for addl info re safety review Response 
requested fay 030712 Draft SER will be prepared to dose out 
open items 

NOVAK, T M Assistant Director for Licensing 83/03/11 
FERGUSON. R L Washington Public Power Supply System 17pp 
10640 04S 24X Flche 30- 300,83/03/11,0303260203 


F Security, medical, emergency fire protection plans 


0305110034 Generic Ltr 83-21 to all licensees of operating reactors., 
applicants for OUs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT. D 0 Division of Licensing 03/03/11 Consolidated 
Edison Co of New York, Inc 16pp 10340 093 24X 

Flche 30-000.83/03/11.8303110034 


8303240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1993 

D1RCK8,W J Office of the Executive Director for Operations 
03/05/13 PALLADINO, N J Commissioners 3pp 19393 322 24X 

Fiche 30-000,83/03/13,8303240213 


0 Adjudicatory correspondence 


0303060491 Joint util. NRC ^ Coalition for Safe Power recommended 
schedule for swbaiisslon of proposed contentions & subsequent 
responsive filings 8( for time & place for holding prehearing 
conference Certificate of Sve end 

REYNOLDS, N S Washington Public Power Supply System REYNOLDS. M S 
Debevolse t. Liberman 83/05/03 3pp 18346 144 24X 

Flche 30-300,83/03/05,0303060491 


6303130110 Notice of A9LD reconstitution tIB Margulte s, Chairman 6 
FJ Bhon 6 JH Carpenter, members 

COTTER, D P Atomic Safety and Licensing Board Panel 63/03/ 1 1 

2pp 18437 358 24X Flche 30-300.03/05/11.8303130110 


6305170403 Memorandum h order scheduling 330803-04 special prehearing 
conference in- Mont«sano,NA Addl schedule dates listed 
MAROliLlES. M B Atomic Safety and Licensing Board Panel 83/05/16 
2pp 18470 073 24X Flche 50-308,03/05/16.3305170483 


0 Inspection reports, IE Bulletins 8< correspondence 


0212060363 IE Info Notice B3~14, “Dewatered Spent Ion Exchange Resin 
Buso epti b i 1 1 ty to Exothermic Chemical Reaction '• Sve list 
enc 1 

TAVLQ-R.J M Division of Safeguards b Inspection Programs <Po*t 
030103) 03/03/21 Consolidated Edison Co of Now York, Inc 

112pp 18300 319 24X Flche 50-000,83/03/21,8212060305 


8303130116 Notification pf 830523 significant licensee meeting u/util 
In Walnut CreektCA bo discuss licensee efforts to increase 
owner Involvement in quality 1 ssues, act ions taken to 
Improve design control & status of sys completion 

» Region 3, Office of Director 83/04/03 Region 3, Office of 
Director Ip 18430 008 24X Flche 50-508,83/04/03,0303130116 


0303170304 Foruards IE Insp Rept 30-S08/Q3-03 on 830314-17 i notice 
of d-eviation 

BTERNBERO, D II Region 3, Office of Director 83/04/00 
LEDDICK. R s Washington public Power Supply System 2pp 
104*9 21* a4X Fiche 50-500, 83/04/00, 03O317O3B4 
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— 6305170307 Notice of deviation from map on 030314^17 

DQDDSi R T Ragion 3i Office of Director 83/04/08 Ip 
18469 218 34X Fiche 30-508,03/04/08,8303170384 


— 8303170390 IE Inap Rept 30-508/03-03 on 030314-17 Noncojnp liance noted 
failure to qualify ueld procedure in accordance tj/AWS Dll 
requirements 

HA I ST. D P , OURDQIN. J F . DODDS- R T Region 3. Office of Director 
83/04/07 0pp 18469 219 24X Ficfte 50-300.03/04/00,0303170304 


0303040021 IE Jnfo Notice B3-21, “Defective EMergency Uae Respirator •' 
SVC lilt end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response tPo&t 030103) D3/04/15 Consolidated Edison Co of Neu 

York. Inc I26pp 18435 155 24X Fichfl 50-000.83/04/13,0303040031 


0303040023 IE Info Notice 63-22. “BlnIR Safe ty/Re 1 ie f Valve Failures *' 
Svc list end 

JORDANiE L Division of Emergency Preparedness ti Engineering 
Response CPoat 830103) 83/04/22 Consolidated Edison Co of Neu 

York, Inc li2pp 10383 087 24X Fiche 30-000,03/04/22.8303040023 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
sensing Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co of Neie 

York. Inc 119pp 18381 291 24X Fiche 50-000, 03/04/25. 8303040025 


830304002A IE Info Notice 83-34. "Loose Parts in Secondary Side of 
Steam Generators at PHRs " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/20 Consol idated Edison Co of Neici 

York, Inc USpp 18382 047 ,?4X FI cho 50-000, 03/04/20, 0303040026 


8303040027 IE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
jDRDANjE L Division of Emergency Preparedness (e Engineering 
Response (Post 830103) 83/04/20 Consol idated Edison Co of New 

York, Inc ilSpp 18382 165 24 X Flche 50-000.03/04/28,0303040027 


B3O3O4OO20 IE Info Notice 83-26, "Failure of Safety /Re 1 ief Valve 
Discharge Line Vacuum Dreakers " Svc list end 
JORDAN. E L Division Of Emergency Preparedness t. Engineering 
Response (Post 630103) S3/O5/03 Conso) i dated Edison Co of Neu 

York, Inc I22pp 18441 170 24X Fiche 50-000,03/05/03,8303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Oencerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Past 630103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc ilSpp 18302 262 24 X Flche 50-000.83/05/04,0303040030 


0303040031 IE Info Notice 03-28. "Criteria for Protective Action 
Reconmonda tions for General Emergencies " 8vc list end 
JORDANiE L Division of Emergency Preparedness Ct Engineering 
Response (Post 630103) 83/05/04 Consolidated Edison Co of New 

York, Inc 119pp 18441 001 24X Fiche 50-000.83/05/04,0303040031 


8305170494 Forwards IE Insp Rept 50-308/83-05 on 830320-0427 No 
noncompi lance noted 

STERNDERO, D M Region S. Office of Director 63/05/04 
LEDDICK.R 5 Hashington Public Power 8t/pply System Ip 18470 025 
24X Flche 50-508.03/05/04,8305170474 


— 0303170490 IE Insp Rept 50-500/83-05 on 830328-0427 No noncooipl lane* 
noted Major areas inspected const ac tlvi ties, including evam 
of welding for saf e ty-re I ated pipe supports & restraints & 
installation of core Internals 

ALBERT, W O , DDDD8. ft T Region 5, Office of Director 03/03/04 
9pp 16470 026 24X Ficlie 50-508,03/05/04,8305170494 


0303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Eve list enc i 

JORDAN, E L Division of Emergency Preparednet* & Engineering 
Response (Post 830103) 03/05/06 Consolidated Edison Cp of New 

Yorkr Inc llSpp 16323 248 24 X Fiche 30-000,03/03/06.0303040033 


B303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EOF) Guidelines 0vc list end. 

JQRDAN.E L Division of Emergency Preparedness U Engineering 
Response (Post 030103). 03/O5/U Consolidated Edison Co of Neu 

York, Inc il4pp 10524 003 24X Flche 30-000,03/03/11,8303040034 


8303040040 IE Info Notice 83-3i, "Error in ADLPIPE Computer Program “ 
Bve list end 

jORDANrE L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 93/03/19 Consol Ida ted Edison Co of New 

York, Inc IHpp 1B677 009, 24X Fiche 30-000,83/05/19,0303040040 


8303040046 IE Info Notice 93-33. "Nonrepresentative Samp liny of 
Contaminated Oil Svc list end 

JORDANiE L Division of Emergency Preparedness ?< Engineering 
Response (Post 030103) 83/03/26 Consolidated Edison Co. of Niw 

York, Inc ll4pp 10647 007 24X Flche 30-000, 03/03/26, 0303040046 


S Reportable occurrences, LEfts 8* related correspondence 


0305160049 Supplemental final deficiency rept re safety injection tint 
eafe-end indications (P/N 23) Saf e-end-to-noi i le-welds for 
injection tanks rerad iographed. approved 2. accepted per spec 
(c ASME Code requirements 

LEDOICK, R 5 Washington Public Power Supply System 03/04/06 
STERNBERG, D M Region 3. Office of Director 2pp 10433 130. 34X 

Fiche 30-508, 03/04/06, 6305160049 


8305030409 Final deficiency rept re Rockbestos Insulated cable Type 
D60-1 Initially reported on 021203 Dented cable to be 
reworked to restore cable to original specified thickness 
Deficiency determined not reportable under tOCFRSO, 33(i ) 

LEDDICK. R 8 Washington Public Power Supply System 83/04/20 

STERNBERG, DM Region 3, Office of Director 3pp 18294-147 24X 

Fiche 30-508. 83/04/20, 03OSO3O4B9 


DOCKET 30-513 WPPSS NUCLEAR PROJECT, UNIT 4 


S Reportable occurrences, LERs 4c related correspondence 


0305100094 PN8-V-03-OO6 on 830504, artld a In Trl-City Herald 
erroneously quoted util spokesman J Britton as saying 1.700 
or 1,000 craft workers will be asked to take vacetlons 
during 630705-15 or be laid off Util will clarify 
hORTENGEN, HP . NOR DERM AUG. L R Region S, Office of Director, 
83/05/03 ip 10377 861 24X Flche 30-513, 03/03/05, 8305100094 


DOCKET 30-314 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency 4, fire protection plans 


8303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 4( holders of CPs re c lar 1 f ication of 
access to control procedures for law enforcement visits. 

Svc list encl 

EISENKUT, D 0 Division of Licensing 83/05/IJ Gonsolirfated 
Edison Co of New York, Inc 16pp 18340 095. 24X 

Fiche 50-000. 83/05/ 11. 83O3UO034 


P Operating license stage documents S< correspondence 


8305090659 Generic Ltr 83-20 to all operating reactor licensees fc 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list end 

EIBENHUT.D 0 Division Of Licensing 83/05/09 Gonsolldatfd 
Edison Co of Neu York. Inc 16pp 18627 133, 24X 

Flche 50-000.83/03/09,0305090639 


0 Inspection reports, IE Bulletins 4, correspondence 


8212060385 IE Info Notice 03-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction." Svc list 
encl 

TAYLOR.J M Division of Safeguards & Inspection Programs (Post 
030103) 83/03/21 Consolidated Edison Co of Neu Vork, Inc. 

112pp 10300 319 24X Flche 50-000,83/03/21.8212060383 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Resplrater. * 
Svc list encl 

JORDAN* F L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 03/04/15 Consolidated Edison Co of Nev 

York, Inc J26pp 18435 153. 24X Fiche 30 - 000 , 83/04/15, 0303040021 


0303040023 IE Info Notice 83-22. "BWR Safety/Rel 1 ef Valve Failuras. " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness S( Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 089 24 X Fiche* 50-000, 83/04/22, 8303040023 


8303040033 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list encl 

JORDANiE L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co. of Niw 

York. Inc 119pp 18381 291 24X Flche 30-000,03/04/2510303040025 


0303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Generators at PWRs " Svc list end 

JORDANiE L Division of Emergency Preparedness 4( Engineering 
Response (Post 630103) 83/04/28 Consolidated Edison Co. of Nett 

York, Inc llSpp 18382 047 24X Flche' 30 - 000 , 03/04/28, 6303040026 
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9303040027 IE Info Notice 83-25^ '<Standbij Gas Treatment 8ijs Heater High 
Temp Trip Setpoint Adjustment “ Svc list end 

JOROANj E L Division of Emergencij Preparedness h Engineering 
Response (Post 030103) 03/04/20 Consolidated Edison Co of Neui 

York, inc liapp 18302 165 24X Fiche 50-000183/04/28.0303040027 


8303040028 IE Info Notice 03-26. ^‘Failure of Saf etij/Re 1 i ef Valve 
Discharge Line Vacuum Breakers *' Svc list entl 
JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 030103) 03/05/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24X Fiche 50-000.83/05/03,8303040028 


8303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response CPost 030103) 83/05/04 Consolidated Edison Co of New 

York. Inc U2pp 18382 282 24X Fiche 50-000.83/05/04.8303040030 


0303040031 IE Info Notice 83-28. "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York. Inc 119pp 18441 001 24X Fiche 50-000.83/05/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Oeformatlon " Svc list end 

JORDANtE L. Division of Emergency Preparedness Engineering 
Response iPost 830103) 03/05/06 Consolidated Edison Co of New 

York. Inc llSpp 18523 240 24X Fiche. 50-000, 83/05/06, 8303040033 


0303040034 IE Info Notice 83-30. "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines Svc list end 
JORDAN, E U. Division of Emergency Preparedness 4, Engineering 
Response {Post 030103) 03/05/11 Consolidated Edison Co of New 

York, Inc li4pp 10524 003 24X Fiche 50-000,83/05/11,8303040034 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
6vc List enc 1 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response CPost 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc 1 14pp. 18697 009 24X Fiche 50-000,83/05/19,8303040040 


8303040046 IE Info Notice 83-33, "Nonreprosentat i ve Sampling of 
Contemlnated Oil " Svc list end 

jaRDAN,E L Division of Emergency Preparedness St Engineering 
Reeponse CPost 830103) 63/05/26 Consolidated Edison Co of New 

York, Inc 114pp 10647 007 24X FI Che 50-000,83/05/26,8303040046 


DOCKET 50-515 PEBBLE SPRINGS NUCLEAR PLANT. UNIT 2 


A App 1 ica tion/construction stage documents U correspondence 


B3050906S9 Generic Ltr 83-20 to all operating reactor licensees It 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EI8ENHUT,D O Division of Licensing 83/05/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 153 24X 

Fiche. 50-000, 83/05/09. 0305090659 


F Security, medical, emergency It fire protection plans 


0305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
appiicents for OLs it holders of CPs re clarification of 
access to control procedures for law enforcement visits 
ave list end 

EISENHUTiD O Division of Licensing 83/05/11 Consolidated 

Edison Co of New York, Inc I6pp 18540 095. 24X 

Fiche 50-000,03/05/11,0305110034 


Q Inspection reports, IE Bulletins 6 correspondence 


0212060385 tE Info Notice 83-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction." Svc list 
enc 1 

TAYLOR, J. M Division of Safeguards & Inspection Programs CPost 
e30103>. 83/03/21 Consolidated Edison Co of Neu York, Itic 

112pp. 10308 319 24X Fiche 50-000.83/03/21,8212060385 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator." 
svc list end 

JORDANrE L Division of Emergency Preparedness It Engineering 
Response CPost 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 18435 155 24X Fiche 50-000,03/04/15,8303040021 


0303040023 IE Info Notice 03-22, "BUR 8af ety /Rel 1 ef Valve Failures " 
Svc list enc 1 

JORDANrE L Division of Emergency Preparedness It Engineering 
Response CPost 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc 1 12pp 18383-089 24X Fiche 50-000,83/04/22,8303040023. 


8303040025 IE Info Notice 83-23. "Inoperable Contaixinent Atmosphere 
Sensing Sys Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co of New 

York. Inc U9pp 18381 291 24X Fiche 50-000. 03/04/25. 0303040025 


8303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Generators at PMRb " Svc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York. Inc 1 I5pp 18302 047 24X Fiche 50-000.83/04/28.0303040026 


Q303040027 IC Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDANtE L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York. Inc ll8pp 18382 165 24X Fiche 50-000.83/04/20.0303040027 


0303040020 IE Info Notice 63-26, "Failure of Saf ety/Rel le f Valve 
Discharge Line Vacuum Dreakers " Svc list encl 
JORDAN.E L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York. Inc I22pp 18441 170 24X Fiche 50-000.83/05/03.8303040028 


6303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 9vc list end 

JORDANtE L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc llSpp 10382 202 24X Fiche 50-000.83/05/04.0303040030 


0303040031 IE Info Notice 03-20. "Criteria for Protective Action 
Rec omcnendations for General Emergencies " 6vc list encl 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Poet 630103) 03/05/04 Consolidated Edison Co of New 

York, Inc II9pp 18441 001 24X Fiche 50-000.03/05/04.0303040031 


0303040033 IE Info Notice 03-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN.E L Division of Emergency Preparedness l< Engineering 
Response (Post 030103) 03/05/06 Consolidated Edison Go of New 

York. Inc Il5pp 18S23 240 24X Fiche 50-000.03/05/06,8303040033 


6303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures (EDP) Guidelines “ Svc list encl 
JORDAN.E U Division of Emergency Preparedness li Engineering 
Response (Post 830103) 03/05/11 Consolidated Edison Go. of New 

York. Inc Il4pp 18524 003 24X Fiche 50-000.83/05/11,8303040034 


8303040040 IE Info Notice 03-31, "Error In ADLPIPE Computer Program " 
Svc list encl 

JORDANrE L Division of Emergency Preparedness I' Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York. Inc 114pp 10697 009 24X Fiche 50-000,83/05/19.0303040040 


03030-40046 ZE Info Notice 03-33, "Nonrepresentative Sampling of 
Contaminated Oil “ 8vc list encl 

JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co of New 

York, Inc il4pp 18647 007 24 X Fiche 50-000.83/05/26,8303040046 


DOCKET STN-5a-9lB HARTSVILLE NUCLEAR PLANT, UNIT i 


A Ap p 1 i cation/construc tlon stage documents 8, correspondence 


83051001B7 Forwards "Details of Deferral Plans for Hartsvllle Nuclear 
Plant A " Yellow Creek plan submittal delayed until 830513 
MILLS, L M Tennessee Valley Authority 03/05/05. DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 18374,294. 24X 

Fiche 50-518,03/05/05,0305100109 


—8303100193 "Details of Deferral Plans for Hartsvllle Nuclear Plant A " 
■a Tennessee Valley Authority 03/05/31 9pp 18374 299 24X 

Fiche 50-310.83/05/03,0305100109 


0, Inspection reports. IE Bulletins & correspondence 


03O3S7O468 Forwards IE Insp Repts 30-518/03-01,30-519/03-01, 
30-520/83-01 |< 50-521/83-01 on 021120-830218 No 
noncompliance noted 

VERRELi^I.D M Division of Project 6 Resident Programs 03/03/25, 
PARRIS, H 0, Tennessee Valley Authority 2pp 13644 L47 24X 

Fiche 50-310, 83/03/29, 8305270460 


—8305270496 IE Insp Repts 50-518/03-01,50-519/03-01,50-920/03-01 t, 
90-SS1/83-D1 on 021120-030216 No noncomp I iance noted Major 
areas inspected open items (all uni ts }. independent Insp 
effort <A-I Ic A-2) it site deferral preparation (A-1 l< A-2) 
SGHAPKER. J F I CANTRELL. F S Region 2, Office of Director 
83/03/24 3pp 18644*149 24X Fit he * 50-518. 83/03/35, 830527046B 
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DOCKETED ITEMS 


S R«(io^rtable occurrencesi LERa Telaf)e(S corrc jp ond^nco 


fi3{)!5l203'?2 Ititerim deficiency rept re mi sap p I icet ton of ITE Oould 
circuit breakers in poat-LDCA hydrogen r«c o/flb i n ers supplied 
by Rockwell Inti Initially reported on 030^28 Matter under 
1 nves t i pat i on Final rept by 630S03 Reported per Part 21 
MANNCIj S F Niagara Mohawk Power Corp B3/04/SA STAROSTECKI* R 
Region 1« Office of Director 2pp 10433 072 24X 

Fiche 30-000, 03/047261 8305120392 


— 6305120404 Part 2l rept re failure of post-LQCA hydrogen r»cefl»btn»r 
co(itponent during IEEE-383 qualification program Circuit 
breaker not properly selected for specific application Plant 
aparators notified of deviation 

EMPEYi D C Rockwell Internationa I Corp 03703/11 COLLiNff* J T 
Region 4, Office of Director 3pp 10433 074 24X 

Fiche 50-000, 03/04/26, 8305180392 


DOCKET STN-SO-Ol? HAHTSVILLE NUCLEAR PLANT, UNIT S 


Q Inspection reports, IE Bulletins & correspondence 


03O527O46S Forwards IE Insp Repts 50-510/03-01. 50-5J9/BO-01, 
50-320/83-01 V 50-521 /a3-0i on 821120-030210 No 
noncompl lance noted 

VERRELLliD M Division Of Project & Resident Programs 03703725 
PARRlS,ii 0 Tennasser Valley Authority 2pp 18644 147 24X 

Fiche 30-518,83/03/25,0305870468 


—0305870496 IE Insp Repts 50-5ia/83-OJ, 30-51 9783-01. 50-520/83-01 4» 
50-521/03-01 on 921120-930210 No noncoirp liance noted Major 
areas Inspected open items (all uni ts 1 , ind epend pnt Inip 
effort <A-I A-21 li site deferral preparation (A-1 & A-21 
SCHAPKER.JF , CANTRELL, F S Region 2, Office of Director. 
83/03/84 3pp IB644 149 g4X Fiche 30-318.93/03/33.0305270469 


S Reportable occurrences, LERs V related correspondence 


0303120392 Interim deficiency rept re misapplication of ITE Oould 
circuit breakers In post-LOCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 830329 Mattsr under 
Investigation Final rept by 030900 Reported per Part 21 
MAHNOjS F Niagara Mohawk Power Carp 83/04/26 STAROSTECKI. R 
Region 1, Office of Director 2pp 1S433 072 24X 

Fiche' 30-000, 83/04/26, 0305180392 


—8305130404 Part 81 rept re failure of post-LOCA hydrogen recombiner 
component during IEEE-333 qual i f ica t Ian program Circuit 
breatcer nat properly selected for specific app 1 ica t Ion. Plant 
operators notified of deviation 

EhPEY, D C Rockwell International Corp 03703/11 COLLINS, J T 
Region 4, Office of Director 9pp 18433 074 34X 

Fiche 50-000.03/04/26,9305120392 


DOCKET STN~50-520 HART5VILLE NUCLEAR PLANT, UNIT 3 


A Appl ication/construc tlon stage documents ft correspondence 


0305100189 Forwards "Details of Deferral Plans for Hartsville Nuclear 
Plant A " Yellou Creek plan submittal delayed until 830513 
MILLS, L M Tennessee Valley Authority 93/05/05 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 18374 294. 24X 

Fiche 50-510,03/05/05,0305100189 


— 8305100193 "Detailf of Deferral Plans for Hertsvllle Nuclear Plant A " 
s Tennessee Valley Authority 03/09/31 9pp 19374 295. 24X 

Fiche 50-510,03/05/05,8305100189 


0 Inspection reports, IE Bulletins 6 correspondence 


9305270460 Forwards IE Imp Repts 50-918793-01,50-519/83-01, 
50-520/83-01 6 50-581/03-01 on 021120-830218 No 
noncomp] iance noted 

VERRELLlrD M Division of Project Resident Programs 83/03/25. 
PARRIS, H 0 Tennessee Valley Authority 2pp 18644- 147. 24X 

Fiche 90-518, 83/03/25 , 0305270468 


-B3O5270496 IE Insp Repts 90-510/03-01 , 90-519703-01, 50-520703-01 U 
90-521/83-01 on 881120-030210 No none omp 1 Ian ce noted Major 
arees inspected open Items (all uni bs I« i ndependen t Imp 
effort (A-l b A-2) site deferral preparation (A-£ 8{ A-2> 
SCHAPKER.U F , CANTRELL, F 3 Region 2. Office of Director 
03703/24 9pp 10644 149 24X Fic he: 50-519, 03/03/25, 0305270468 


8 Reportable occurrences, LERs & related correspondence 


8303120392 Interim deficiency rept re misapplication of ITE Oould 
circuit breakers in post-LOCA hydrogen recombiners supplied 
Oy RocIcwbII Inti Initially reported on 030320 Matter under 
Investigation Final rept by 0:ioQO8 Reported per Part 21 
MANNO, 8 F Niagara Mohawk Power Corp B3/04/26 STAROBTECKI, R 
Region I, Office of Director 2pp 18433 072 24X 

Fiche 30-000103/04/26,8305120392 


— 8303120404 Part 21 rept re failure of post-LOCA hydrogen retomblner 
component during IEEE-323 qua 1 if 1 cation program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEY, D C Rockwell International Corp 03/03/11 COLLINS, T, 
Region 4, Office of Director Spp 1B433 074 24X 

Fiche 30-000, 83/04/26, 0303120392 


DOCKET STN-30-921 HARTfiVlLLE NUCLEAR PLANT, UNIT 4 


0 Inspection reports, IE Bulletins It correspondence 


8305270468 Forwards lE Insp Repts 50-518/93-01,90-519/03-01, 
30-320/03-01 & 50-521/83-01 on 021180-030210 No 
noncompl lance noted 

VERRELLIiD M Division of Project S< Resident Programs 03/03/25 
PARRIS, H 0 Tennessee Valley Authority 2pp 10644 147 24X 

Fiche 30-518,03/03/85,0305270460 


—8305270496 IE Insp Repts 50-910/83-01,50-519/03-01,50-520/03-01 U 
50-521/63-01 on 821120-630218 No nonepmp 1 iance noted Major 
areas inspected open items (all uni ts I , independent insp 
effort (A-l it A-2},<< site deferral preparation <A-1 It A-2J. 
SCHAPKER, J F Region 2, Office of Director 83/03/24 Spp. 
18644 149 24X Fiche 9O-5i0, 03/03/23, 0309270460 


8 Reportable occurrences, LERs b related correspondence 


0309120392 Interim deficiency rept re misapp 1 Ication of ITE Oould 
circuit breakers in post-LOCA hydrogen recombiners supplied 
by Rockwell Inti. Ini tlal ly reported on 830328 Matter under 
Inveitlgetlon Final rept by 830808 Reported per Part 21 
MANNOiS F Niagara Mohawk Power Corp 83/04/26 8TAR08TECKI, R. 
Region t. Office of Director Spp 10433 072 24X 

Fiche 90-000,03/04/26,8309120392 


— B3D3120404 Part 21 rept re failure of post-LOCA hydrogen recombiner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEYiDC. Rockwell International Corp 83/03/11 COLLINS, J. T. 
Region 4, Office of Director 5pp 18433 074 24X 

Fiche 50-000,83/04/26,0305120392 


DOCKET 50-522 SKAOlT NUCLEAR POWER PROJECT, UNIT I 


A Application/construction stage documents & correspondence 


8305090639 Oenerid Ltr 03-20 to all operating reactor licensees & 
holders of CPs re integrated scheduling for implementation 
of plant mods 8vc list end, 

EI8ENHUT, D 0 Division of Licensing 03/09/09 ConsoUrfeted 
Edison Co of New York, Inc 16pp 10627 153 24X 

Fiche* 50-000, 03/03/09, 8303090659 


F Security, medical, emergency !< flr» protection plans 


0309110034 generic Ltr B3-21 to all licensees of operating reactors, 
applicants for DLs 6 holders of CPs re c lari f ication of 
access to control procadures for law enforcement visits 
6vc list end 

EI8ENHUT,D0 Division of Licensing B3/03/11 Consolidated 
Edleen Co. of New York, Inc. I6pp 10940 095 24X 

Fiche 30-000,03/03/11,0303110034 


0 Adjudicatory correspondence 


0309170272 Motion for summary disposition of Contention 1 re 
calculation of demand for electrical energy negating need 
for plant. No genuine issue of matl fact exists 
CAVANAOHfR Natural Resources Defense Council CAVANAON, R. 
Coalition for Safe Power CAVANAOHrR Columbia River Inter-Trihel 
Fish Commission 83/09/12 Atomic Safety and Licensing Boerd 
Panel 2pp 10465 061. 24X Fiche! 50-522i 03/05/12, 0303170272 
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03051702^79 Statement of matl facte as to which there is no jenuine 
Issue re Contention t 

CAV/iNAOHj R Natural Resources Defense Council B3/09/12 Atomic 

Safatg and Licensing Board Panel Spp 10463 327 a4X 
fiche 50-322103/03/1210305170279 


0305170347 Memorandum of points & authorities sup-por t ing Intervener 
motion for summarg disposition elnce Contention 1 no longer 
controversial issue Certificate of Svc encl 

CA</ANAOH<R Natural Resources Defense Council B3/03/12 Atomic 
Safetg and Licensing Board Panel 14pp 1046? 000 24X 

Flche 50-522, 83/05/121 9303170347 


8305170337 Affidavit of DB Ooldstein supporting NRDC motion for 
svmmarg disposition of Contention i re need for power Four 
forecasts for energg needs refute need for power 
Justification developed bg util Prof qualifications encl 
GOLDSTEIN, D B Natural Resources Defense Council 03/05/12 Olpp 
18468 040 24X Flche 30-522,03/05/12,0305170357 


030531002? Requests current suspension of federal U state licensing 
proceedings continue until mid-8ept 1903 to consider 
licensing alternatives 

THOMS E Ni F T Perkins, Cole, Stone, Olsen 6 Williams THOMSENrF T 
Parget Sound Power & Light Co B3/05/25 WOLF, J F , LEWIS, N D 

Atomic Safety and Licensing Board Panel 3pp 10653 127 24X 

Flche 50-522,83/05/25,0305310029 


0305310002 Request for extension until 030930 to answer NRDC motion for 
summary disposition of Contention 1 Time needed to consider 
inpllcations of final northwest conservation electric powers 
plan it licensing alternatives Certificates of Svc encl 
THOMSEN, F T, Puget Sound Power it Light Co THOMSEN, F T Perkins, 

Coief Stone, Olsen & Williams 03/O3/S9 Atomic Safety end 

Licensing Board Panel Spp 18650 040 24X Fiche 50-922,03/05/25, 

0303310002 


Q Inipection reports, IE Bulletins << correspondence 


821SD603G3 IB Info Notice 03-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction ** Svc list 
enc I 

TAVLQRrJ M Division of Safeguards ii Inspection Programs iPost 
S30tO3> 83/03/21 Consolidated Edison Co of New York, Inc 

112pp 10308 319 24X Flche 30-000,83/03/21,8212060335 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator *' 
Svc list encl 

JORDANrE L Division of Emergency Preparedness & Engineering 
Response <Post 030103} 03/04/13 Consolidated Edison Co of New 

York, Inc I26pp 10435 153 24X Flche 30-000,03/04/13,8303040021 


0303040023 IE Info Notice 03-22, »BWR Safety /Re 1 i ef Valve Failures ’* 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc U2pp 10383 089 24X Flche 30-000,83/04/22,8303040023 


0303040023 IE Info Notice 03-23, "Inoperahle Containment Atmosphere 
8en.cing Sys “ Svc list encl. 

JORDAN, E L Dlvltlon of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/23 Consolidated Edison Co. of New 

York, Inc 119pp 18381 291 24X Flche 30-000,83/04/25,0303040023 


8303040026 IE Info Notice 83-24, «'Loose Parts in Secondary Bide of 
Steam Oenerators at PWRs *' Svc list encl 

JORDAN, E L Division of Emergency Preparedness ic Engineering 
Response (Post 030103), 83/04/28 Consolidated Edison Co of New 

York, Inc, U9pp 1B382 047 24X Fiche 30-000,83/04/28,6303040026 


8303040027 IE Info Notice 03-25, ^'Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment Svc list encl 
JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 030103) B3/04/2S Consolidated Edison Co. of New 

York, Inc llBpp 10382 165 24 X Flche. 50-000, 83/04/20, 0303040027, 


0303040028 IE Info Notice 83-26, ’'Failure of Saf e ty/R« 1 lef Valve 
Discharge Line Vacuum Breakers " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/05/03 Consolidated Edison Co. of New 

York, Inc. I22pp 18441 170 24X Flche 50-000.03/05/03,8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment." Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 63/05/04 Consolidated Edison Co, of New 

York, Inc 112pp 10302.202 24X Flche 50-000,03/05/04,8303040030 


8303040031 IE Info Notice 03-28, "Critoria for Protective Action 
Recommenda tions for General Emergencies " Svc list encl 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

York, Inc ll9pp 10441 001 24X Fiche 50-000,03/05/04,8303040031 


0303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Defarmatlon " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/05/06 Consolidated Edison Co. of New 

York, Inc ll9pp IB523 249 24X Flche 90-000,03/05/06,0303040033 


8303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures (EOF) Guidelines " Svc list encl 
JORDAN, £ L Division of Emergency Preparedness i Engineering 
Response (Post B3D103) 83/09/11 Consnlidated Edison Co of New 

York, Inc U4pp 10524 003 24X Fiche 50-000,03/09/11,0303040034 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Svc list encl 

JORDAN, E U Division of Emergency Preparedness U Engineering 
Response <Past 830103) 03/05/19 Consolidated Edison Co of New 

York, Inc ll4pp 10697 009 24X Fiche 50-000,03/05/19.8303040040 


8303040046 IE Info Notice 83-33, "Nonreprosenta blve Sampling of 
Contaminatedi Oil " Svc list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103). 03/05/26 Consolidated Edison Co of New 

York, Inc tl4pp 10647 007 24X Fiche 50-000,03/03/26,0303040046 


DOCKET 50-533 SKAGIT NUCLEAR POWER PROJECT. UNIT 2 


A App I ication/construct i on stage documents it correspondence 


8305090659 Oeneric Ltr 03-20 to all operating reactor licensees I 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list encl 

EISENHUT,D G Division of Licensing 03/05/09 Consolidated 
Edison Co of New York, Inc i6pp 10627 153 24X 

Flche 50-000, 03/09/09, 0305090639 


F Security, medicals emergency & fire protection plans 


8305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs tc holders of CPs re c lar if icatlon of 
access to control procedures for law enforcement visits 
Svc list encl 

EISENHUT, D 0 Division of Licensing 83/05/1 1 Consolidated 
Edison Co of New Yorkr Inc 16pp 10940 099 24X 

Fiche 50-000,83/09/11,0309110034 


0 Adjudicatory correspondence 


6305170272 Motion for summary dlspotftion of Contention i re 
calculation of demand for electrical energy negating need 
for plant No genuine issue of matl fact exists 
CAVANAOH, R Natural Resources Defense Council CAVANAGH. R 
Coalition for Safe Power CAVANAGH. R Columbia River Inter-Tribal 
Fish Commission 03/09/12 Atomic Safety and Licensing Board 
Panel 2pp 10469 061 24X Flche 50-522,03/05/12,0305170272 


8305170279 Statement of matl facts as to which there is no genuine 
issue re Contention 1 

CAVANAGH, R Natural Resources Defense Council 03/09/12 Atomic 

Safety and Licensing Board Panel 2p p 10465 327 24X 

Flche 90-522,83/09/12,8309170279 


0305170347 Memorandum of points it authorities supporting Intervenor 
motion for summary disposition since Contention 1 no longer 
cuntrovervia 1 issue Certificate of Bvc encl 

CAVANAGH, R Natural Resources Defense Council 03/05/12 Atomic 
Safety and Licensing Board Panel I4pp 19469 OOB 24X 
Fiche 50-922,03/09/12,0303170347 


03O517-O357 Affidavit of DO Goldstein supporting NRDC motion for 
summary disposition of Contention i re need for power Four 
forecasts for energy needs refute need for power 
justification developed by util Prof qualifications encl 
GOLDSTEIN. D. D Natural Resources Defense Council 03/05/12 Blpp 
18460 040 24X Fiche 90-322,03/03/12.0305170997 


83053i0-029 Requests currant suspension of federal & state licensing 
proceedings continue until mid-8ept 1903 to consider 
licensing alternatives 

THOMSEN, F T Perkins, Cole, Stone, Olsen it Williams. THOMSEN, F T 
Fuget Sound Power & Light Co 03/05/25 WOLF, J F , LEWIS, N D 

Atomic Safety and Licensing Board Panel 3pp 10653 127 24X 

Flche’ 50-922, 83/09/25,8303310029 
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6305-310093 Request for eitenaton until 030930 to answer NROC motion for 
sufDmarq disposition of Contention 1 Tim>e needed to consider 
imp 1 1 C etions of final northwest conservation electric power 
plan til licensing alternatives Certificates of Svc end 
THOMSEN. F T Puget Sound Power h Uight Co THDMSENi F T Perkins, 

ColB.«Stone< Olsen It Williams 03/05/2-3 Atomic Safety and 

Licensing Board Panel Bpp 10650 040 24X Fiche 50-322,83/05/25, 

6305310002 


O Inspection reports, IE Bulletins correspondence 


8312060385 IE Info Notice 03-14. '*Deuatered Spent Ion Exchange Resin 
Guscep tabi 1 1 ti| to Exothermic Chemical Reaction Svc list 
enc 1 

TAYLGRfJ K Division of Safeguards l« Inspection Programs (Post 
630103) 03/03/21 Consolidated Edison Co of New York. Inc 

ll2pp 10308 319 24X Fiche 50-000.03/03/21,8212060305 


8303040021 IE Info Notice 83-'2li "Defective Emergency Use Respirator " 
Sue list end 

JORDAN. E L Division of Emergency Preparedness tf Engineering 
Response (Post 630103) 83/04/15 Consolidated Edison Co of Neu 

York, Inc lS6pp 10435 135 24X Ftc6& 50-000.63/04/15,0303040021 


8303040023 IE Info Notice 03-22, "DWR Safety /Re I lef Valve Failures " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness tn Engineering 
Response (Post 630103) 83/04/22 Consol idated Edison Co of Neu 

York, Inc 118pp 18303 069 24 X Fiche 50-000.83/04/22,8303040023 


B30304002S IE Info Notice 03-23, “Inoperable Containment Atmosphere 
Sensing Sys *’ Svc list enc 1 

JORDAN, E L Ocvisian of Emergency Preparedness tt Engineering 
Response (Post 630103) 63/04/25 Consol idated Edison Co of Neu 

York, Inc U9pp 10331 291 24X Fiche 50-000,03/04/25.8303040025 


8303040026 IE Info Notice 03-24, “Loose Parts in Secondary Side of 
Steam Generators at PWRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of Neu 

York, Inc 115pp 18382047 24X Fiche 50-000.83/04/28,0303040026 


0303040027 IE Info Notice 63-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness 5- Engineering 
Response (Post 030103) 63/04/28 Conso-l idated Edison Co of New 

York. Inc ilGpp 18362 165 24X Fiche 50-000,83/04/28,8303040027 


6303040020 IE Info Notice 83-26, "Failure of Saf eCy/Rel lef Valve 
Discharge Line Vacuum Breakers “ Svc list end 
JORDAN, E L Division of Emergency Preparedness S' Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Neu 

York, Inc I22pp 18441 170 24X Fiche 50-000.63/05/03,8303040020 


8303040030 IE Info Notice 63-27, "Qperational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
E[(iiipinent " Svc list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc 112pp 10382 282 24X Fiche 50-000.83/05/04,0303040030 


0303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN. E U Division of Emergency Preparedness & Engineering 
Response (Post B30103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc Il9pp 18441 ODl 24X Fiche 50-000.83/03/04,8303040031 


6303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list encj 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Rasponse (Post 030103) 03/05/06 Consolidated Edison Co o# New 

York. Inc JiSpp 18523 246 24X Fiche 50-000,03/05/06,8303040033 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION. UNIT 1 


A App 1 Icat I on/construc t ion stage documents ^ correspondence 


0305030013 Forwards NRC comments on C-E Owners Group study re 
depr Qssuri lation DHR capability of C-E plants u/o PORVs 
Info re need for PORVs In plants required by 830630 In order 
to be considered in final decision 

NOVAK, T M Assistant Director for Licensing 63/04/20 VAN 
BRUNT, E E Ariiona Public Service Co 4pp 16310 349 24X 
Fiche 50-526,83/04/20,6305030013 


6305110022 Summary of 030406-07 meetings w/utll tt Bechtel at site re 
NRC power sys site audit findings Agenda encl 

LICITRA, E A Licensing Branch 3 03/05/03 Licensing Branch 3 

7pp 10415 066 24X Fiche 50-520,83/05/03,8305110022 


0305230003 Forwards request for addl info re 830322 proposed rev to 
Table 3 2-1 of FSAR Rev deleting commitment to apply QA 
program to certain Items during operations phase u/o 
justification 

KNIGHTON, (5 W Licensing Branch 3 83/05/03 VAN BRUNT, E E 

Ariiona Public Service Co 4pp 1B541 352 24X 

Fiche 50-526.03/05/03,0305230003 


— 8305230004 Suggests that end request for addl Info be transmitted U 
applicant Proposed revs unacceptable u/o justification for 
deleting commitment to apply FSAR Chapter 17 OA program 
'during operations phase 

HAASS,W P OA Branch 03/04/26 KNIGHTON, 0 W Licensing Branch 
3 6pp 18541 356 24X Fiche 50-520,83/05/03,8305230003 


6305040323 Board Notification B3-057 forwards differing prof oplnlont 
re ays Interaction & safety class if ication Info relates to 
Board Notifications 83-17 & 03-44 re Unresolved Safety Issue 
A-17 

EISENHUT, 0 G Division of Licensing 83/05/04 PALLADIND, N , 

GILINSKY, V , ROBERTS, T M Commissioners 22pp 10337 139. 24X 

Fiche 50-000,83/03/04,8305040323 


6305170219 Forwards summary of 030407 meeting w/util in Bethesda, HD re 
draft procedures generation package for emergency 
procodures 

LICITRA. E A Licensing Branch 3 83/05/06 Llcaniing Branch 3 

2pp 18476 343 24X Fiche 30-328,03/05/06,0305170219 


—8303170225 Gummary of 830428 meeting u/util in Bethesda.KD r» draft 
procedures generation package for emergency procedures 
GOODMAN. M J Procedures it Systems Review Branch 83/04/28, 

CLAYTON. H D Procedures St Systems Review Branch 4pp 18476 345 

24X Fiche 30-528.83/03/06,0305170219 


8305090659 Generic Ltr 03-20 to al 1 'operating reactor licensees St 
holders of CPs re integrated scheduling for Implementation 
of plant mods Svc list encl 

EISENHUT, D G Division of Licensing 03/05/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 153 24X 

Fiche 30-000,83/03/09,8303090659 


0305240038 Requests schedule for submittal of addl info needed In order 
to resolve remaining FSAR Items prior to decision on OL 
issuance Response requested within 2 ufcs of receipt of 
ltr 

KNIGHTON, O H Licensing Branch 3 83/03/09 VAN BRUNT, B E 

Ariiona Public Service Co 7pp 18394 294 24X 

Fiche 50-528. 83/05/09, 8305240038 


8305240253 Notification of 830602 meeting w/util it Torrey Pines 
Technology in Betbesda.MD to present results of independent 
QA evaluation it discuss status of corrective actions 
LICITRA. E A Licensing Branch 3 83/05/10 KNIOHTON,0 W 

Licensing Branch 3 3pp 18393 300 24X Fiche 50-528, 83/05/10* 

8303240253 


0303040034 IE Info Notice 03-30, "Misapp I ica tion of Generic Emergency 
Operating Procedures (EOP) Guidelines “ Svc list encl 
JDRDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post B30I03) 83/05/11 Consolidated Edison Co of New 

York. Inc ll4pp 18524 003 24X Fiche 50-000,03/05/11,6303040034 


B30S160071 Forwards application for amend to CPPR-t41 , requesting 
extension of const completion date from 830831 to 1231 
Class II fee encl 

VAN BRUNT, E E Arizona Public Service Ct) 83/05/12 Office of 

Nuclear Reactor Regulation, Director 2pp 18453 029 24X 

Fiche 30-520,83/05/12,8305160071 


0303040040 IE Info Notice 03-31. “Error In ADLPIPE Computer Program " 
Svc List encl 

JORDAN.E L Division of Emergency Preparedness Jk Engineering 
Response (Post B30103) 83/05/19 Consolidated Edison Co of New 

York, Inc il4pp 18697 009 24X Fiche 50-000.83/05/17,0303040040 


■ — 8305160072 Application for amend to CPPR-Ml , requesting extension of 
const completion date from 630831 to 1231 

VAN BRUNT, E E Arizona Public Service Co 83/05/12 4pp 
10453 031 24X Fiche 50-520.83/05/12,0305160071 


8303040046 |E Info Notice 63-33, "Nonrepresentative Sampling of 
contaminated Oil " Svc list end 

JORDANrE L Division of Emergency Preparedness |« Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co of New 

York, Inc 114pp 10647 007 24X Flcho 50-000.83/05/26,8303040046 


8305200417 Justifies rev to FSAR Section I 8 re exception to Reg Outili 
1 38 storage requirements for fission chamber detectors & 
sealed sources, in response to Jon 1903 request 

VAN BRUNT, E E Arizona Public Service Co 03/05/18 KNIGHTON.© 
Licensing Branch 3 2pp 18517 162 24X Fiche* 50-528, 83/05/10, 

8303200417 
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&3053tO161 Nfltiflei that util ui 11 provide p lant^sjiec 1 f Ic info re 
dip re S4ur i zati on S< DHR capabilities b^ 030731 . in-s tea d of 
previous schedule date of 630930 

VAN &RUNT, E E Arizona Public Service Co 03/05/24 KNIOHTON, O 
Licensing Branch 3 2pp 10632 345 24X Piche SO-* 323. 03/03/24, 

0303310161 


E N0C Gafetij Evaluation Report (SER). suppls & correspondence 


6303230273 Confirms requests for info identified in discussions u/util 
ra analysis of 8ys 80 fuel design under combined 
selsctic & LDCA loads & protection against loia temp 
overprussure event per SER open item 

KNIOHTON. 0 M Licensing Branch 3 03/00/04 VAN BRUNT, E E 

Arizona Public Service Co Spp 10343 263 24X 

Piche SO“52Bi 83/05/04. B303230273 


6305120303 Foruards RCS pressure temp (P-T> curves requested in 
Section 5 3 2 of SER <NURE0“0837) P^T curves ulll be 
submitted as part of final Tech Spec submission Submittal 
resolves issue 

VAN DRUIMT, E E Arizona Public Service Co 03/05/09 KNIGHTON. O 
Licensing Branch 3 4pp 10433 120 24X Flche 30'-32B. 83/05/09, 

0303 1 20383 


F. Securltg, medical, emergeneg S( fire protection plans 


6303110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
0VC list end 

E'lBENHUT, D Q Division of Licensing 03/03/11 Consolidated 

Edison Co of Neui York. Inc 16pp 10540 09S 24X 

FI Che 50-000.83/03/11,0303110034 


6305240213 Forwards monthlg status rept on offsite emergency 
preparedness for OL reviews for Apr 1903 

0IRCK8.W J Office of the Ezecutlve Director for Operations 
83/03/13 PALLADINDi N J Commissioners 3pp 10593 322 24X 

Fiche 30-000,03/03/13.0303240213 


6303200322 Advises that installation of source range neutron flux 
monitor. par lOCFRSO.App R. Section III L.wlll be 
accomplished bg end of first refueling outage 

VAN BRUNT. E E Arizona Public Service Co 03/03/17 KNIGHTON. O 
Licansing Branch 3 6pp 10316 294 24X Fiche 50-320.83/03/17. 

8303200322 


G Adjudicatory correspondence 


0303200460 Advises that time for Commission to review ALAB-713 expired 
Commission declined review Decision became final agency 
action on 630427 Action does not deal w/uncontested issues 
con«ldared separatelg bg NRC 8t Commissioners 

CHILK, 8 J Office of the Secretary of the Commission 63/05/19, 
Office of the Executive Legal Director Ip 10514 039 24X 

Fiche 50-320183/03/19.0303200480 


8303310213 Requests opportunltg to respond to West Valley Agricultural 
protection Council 830806 supplemental motion re FES - OL 
stage & to argue relevancy if A8L8 determines that 
consideration should be given 

OEHR.A C Snell & Wilmer OEHR. A C Arizona Public Service Co 

63/03/23 LAZO. R M , CALLIHAN. D . COLE. R F Atomic Safety end 

Licensing Board Panel 3pp 10630 137 24X Fiche 50-320.03/05/23. 

8303310213 


K Utility Final Safety Analysis Report (F8AR) ta amends 


G305020069 Forwards Amend il to FSAR 

VAN BRUNT. E E Arizona Public Service Co 83/04/20, Office of 
Nuclear Reactor Regulation. Director 2pp 10274 123 24X 

Fiche 30-520, 03/04/26. 8303020009 


— 0303020092 Amend It to F8AR W/47 oversize figures Aperture cards are 
ava i lab It In PDR 

a Arizona Public Service Co. 03/04/30 0O6pp, 18274 123 24X 

Fiche 30-320, 03/04/20. 0303020009 


Q Inspection reports. IE Bulletins 8* correspondence 


6212060305 IE Info Notice 83-14# "Dewatered Spent Ion Exchange Resin 
Suscap tabtl ity to Exothermic Chimical Reaction, " Sve list 
end 

TAYLOR. J M Division of Safeguards Inspection Programs (Post 
G30103> 03/03/21 Consolidated Edison Co of New York. Inc 

112pp 1G30B 319 24X Fiche 50-000.03/03/21,0212060303 


8303040021 IE Info Notice 03-21. “Defective Emergency Use Respirator " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B3/0d/l5 Consolidated Edison Co of New 

York, Inc I26pp 19435 135 24X Fiche 50-000, 03/04/ 1 3. 8303040021 


6303030302 Not i f icatt nn of 830502 enforcement conference w/util in 
Walnut Creek. CA 

■» Region 3. Office of Director 03/04/20 Region 3. Office of 
Director Ip 18301 332 24X Fiche 30-328,03/04/20.0303030302 


0303040023 IE Info Notice 03-22. “DWR Sa f ety/Re 1 i eP Valve Failures “ 
Sve list enc I 

JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of New 

York, Inc U2pp 10303 089 24X F i c h e 50-000, 03/04/22, 5303040023 


8303170331 Forwards IE Insp Repts 50-528/03-10,30-529/03-07 6 
30-330/03-03 on 020601-030311 One item of noncompliance 
noted 

CREWS, J L Division of Resident, Rcac tor Project tt Engineering 
Programs 03/04/22 VAN BRUNT, E E Arizona Public Service Co 
2pp 18460 001 24X Fiche 50-828.83/04/23,0303170331 


—0303170537 IE Insp Repts 50-520/03-10, 50-529/83-07 ?< 50-530/03-05 on 
820601-830311 Noncomp 1 lance noted improper documentation of 
cable termination records 

ECKHARDT. J H , VaROERORUEGGEN, ELIN, J □ Region 5, Office af 
Director 83/04/21 15pp 18460 003 24X Fiche 30-328,83/04/22. 

0303170531 


8303040023 IE Info Nntico 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) B3/04/2S Consolidated Edison Co of New 

York. Inc ll9pp 10301 2?1 24X Flcho 30-000.83/04/25.0303040025 


0305170360 Forwards !£ Insp Repts 50-528/83-09.30-529/03-06 & 
50-530/03-04 on 830404-07 No noncompliance noted 
STERNBERG, D M Region S. Office of Director 83/04/S5 VAN 
BRUNT. £ E Arizona Public Service Co 2pp (0468 123 24X 

Piche 00-528.83/04/23.0305170360 


— 8305170564 IE Insp Repts 50-320/83-09.30-329/83-06 U 30-330/03-04 on 
030404-07 No none amp 1 iance noted Major areas inspected 
allegations made by R Gunderson & W Ro-yce in affidavits 
before A8L0 on 830100 ^ 0223 

VORDERBRUEGOEN. FIORCLLI. 0 , DURDOIN, J Region 3. Office of 

Director 03/04/22 i4pp 18468 130 24X Fiche 50-320. B3/04/23, 

8305170360 


0303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Generators at PWRs Sve list and 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) B3/04/2B Consolidated Edison Co of New 

York. Inc USpp 10382 047 24X Fiche 30-000. 83/04/30. 83030^10026 


0303040027 IE Info Notice 83-25. "Standby Oas Treatment 8gs Heater High 
Temp Trip Setpoint Adjustment " 8vc list encl 
JORDAN, £ L Division of Emergency Preparedness 1* Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc H8pp 10382 163 S4X Fiche 30-000,83/04/28,8303040027 


0303040020 IE Info Notice 03-26, "Failure of Safety /Re 1 i ef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JDRDANiE L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/03/03 Consolidated Ellison Co of New 

York, tnc I22pp 18441 170 24X Fiche 30-000, 03/03/03, 0303040026 


03OS26O319 Ack receipt of B30404 & 22 Itrs informing NRC of steps taken 
to correct violations noted in IE insp on 830104-07 17-21 

BTERNBERO. D M Region 3, Office of Director 03/03/03 VAN 
BRUNT, E E Arizona Public Service Go tp 1B625 007 24X 

Fiche 30-320.03/03/03.83052603(9 


— 03O326G32t Responds to NRC B3D302 ltr re violations noted in IE Insp 
on 030104-07 4? 17-21, Corrective actions 6-inche5 of pipe t< 
weld replaced Listed supports Installed on 030323 par Design 
Change Package I-33-RD-013 

VAN BRUNT, E E Arizona Public Service Co 83/04/04 

STERNBERG, n H Region 5, Office of Director 6pp 18625 000 

24X Fiche 50-320,03/05/03.0305260319 


— 0303260326 Revises 030404 response to IE insp re unauthorized 
undocumented weld Alleger did not claim to have knowledge of 
any other incidents 

VAN DRUNTiE E Arizona Public Service Co 03/04/22 
STERNBERG. D H Region 5. Office of Director 4pp 10623 014 
24X Fiche 30-320,83/05/03,8303260319 
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8303D40030 IE Info Notice 83-27* “Oper^ tianal nespanse to Ev«nts 
Cancernins Deli{>Brdt9 Acts Directed Against Plant 
Equipment " Svc list Bncl 

JORDAN; E i_ Division of Emergencyi Prepar erfness Engineering 

Response (Post 9301031 03/09/04 Con i o 1 Ida tad Eiflson Co of Notv 

Yort* Inc ilSpp 10302 202 24X Ficha SO-OOO* 93/03/04, 0303040030 


B303040031 IE Info Notice 03-20; "Criteria for Protective Action 
RecaetnendatiDns for General Emargenclas " €vc list end. 

JORDAN; E L Division of Emergencg Preparedness it Englneerlnn 
Response (Post 830103) 03/09/04 Consolidated Edison Co of New 

Yorir. inc U9pp 10441 001 24X Fldie 50-000, B3/09/04; 0303040031 


0303170377 Forwards IE Insp Rept 50-530/03-13 on 030321-0429 No 
noncomp 1 lance noted 

STERNfleROiD M Region 5; Office of Director 03/05/04 

ANDa(3NlNI.6 C Ariiona Public Service Co 2pp 10470 128 24X 

Fiche 50-528. 03/05/04; 0305170377 


—8303170302 IE Insp Rept 50-980/83-13 on 830321-0429 No none omp 1 lance 
noted Najor areas inspected startup tes ting ; malnt, fuel 
receipt t* reactor coolant pump repairs 

FlQRELLIiO r JOHNSTON; 0 r YOUNG; T. Region 9, Off let of Director 
03/05/04 6pp 18470 130 S4X Fiche 50-528. 83/03/04. 0305170377 


9303040033 IE Info Notice 83-29; *'Fuel Binding Caused by Fual Rack 
Deformation •' Svc list end 

JORDAN; E L Division of Emergency Preparedness EnglnBerini) 
Response (Post 830103) 03/05/06 Consol {dated Edison Co, of New 

York, rnc I I5pp 10923 248 24X Fi Che 9D-000, 83/09/06/ 0303040033 


0309120392 Interim deficiency rept re mi sapp 1 Icatlon of ITE Gould 
circuit breakers in post-LOCA hydrogen recombiners supplied 
by RockUfell Inti Initially reported on 830320 Matter under 
investigation Final rept by 030000 Reported per Part 21 
MANNO, 0 F Niagara Hohauk Power Corp 83/04/26 STAROSTECKI. R 
Region 1; Office of Director 2pf 10433 072 24X 

Fiche 90-000; 03/04/26; 8305120392 


— 0309120404 Part 21 rapt re failure of post-LOCA hydrogen racamblner 
component during IEEE-323 q,ual 1 f Ication program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEY. D C Rockwell International Corp 83/03/11, COLLINE.JT 
Region 4. Office of Director 5pp 18433 074 24X 

Fiche 90-000; 83/04/26; 0305120392 


8305130183 Interim Deficiency Rept DER 02-51 re Pullman-Ke 1 logg pips 
line failure in essential cooling water «yt Initially 
reported on 020910 Submittal of final rept delayed until 
030931 due to extensive evaluation required 

VAN BRUNr;E E Arliona Public Service Co 03/04/26 STERNBERG, D M. 

Region 5; Office of Director 2pp 10439*345 24X 

Ficha 90-920i 03/04/26; 0309130103 


8305130127 Final Deficiency Rapt DER 83-4 re failure of (faldinger tut 
procedures for air handling units to hieet ANSI N910 
requirements Initially reported on 030126 Condition 
determined not reportable per tOCFRSO 59(e) 

VAN BRUNT; E E Arliona Public Service Co 03/04/27 aTERNflERGrD N 
Region 9, Office of Director 6pp 10437 271 24X 

Fiche 50-920,83/04/27,0309130127 


0309160008 Notification of 830525 meeting u/util fic Bechtel In 
Deer Valley project ofc to discuss SALP for Jul 1981 - 
Feb 1903 

a Region 9; Office of Director 03/09/10 Region 9, Office of 
Director 2pp 10456 079 24 X Fiche 50-528; 83/05/10; 0305160008 


3305160(399 Confirms 030529 meeting u/applicant at Deer Valltg Project 
ofc to discuss SALP for Jul 1981 - Feb 1983 

CREWS; J L Division Of Res ident; Reac tor Project it Engineering 
Programs 83/05/10 VAN BRUNT, E E Arltona Public Service Co 
3pp. 1B448 146 24X FI Che 90-528,03/03/10.8305160089 


— 8305160179 SAUP rept for Uul 1981 - Feb 1983 

* Region 9, Office of Director B3/04/30 31pp 10440 152 24X 

Fiche 50-5201 03/09/10; 8305160009 


0303040034 IE Info Notice 83-30, "Misappl i cat! on of Generic Emergency 
Operating Procedures (EOF) Guidelines " Svc list end. 

JORDAN, E, L Division of Emergency Preparedness & Cnginearing 
Response (Post 830i03) B3/09/lt Consol i dated Edison Co of New 

York, Inc U4pp 18924 003 24X Fiche 90-000, 83/05/11, 8303040034 


0305130169 Interim Deficiency Rept DER 62-93 re failure of Joy fan 
blade causing 2-lnch penetration of containment liner plate. 
Initially reported on 820924 Submittal of final rept dtlayed 
until 630620 due to extensive Investigation required 
VAN BRUNT, E E Arlxona Public Service Co 03/04/27 STERNBERG, ON 
Region 9, Office of Director 2pp. 10430*111 24X 

Fiche 90-920, 03/04/27; 8309130169 


8309130124 Deficiency Evaluation Rept 83-18 re installatton (9f plpi 
supports which do not meet 0eismlc IX requirements Initially 
reported on 830329 Deficiency determined not reportable per 
10CFR90 99(e) Documentation will be maintained in files 
VAN BRUNT, E E Ariiona Public Service Co 83/04/28. STERNBERG; DH 
Region 9, Office of Director 2pp 18430.099 24X 

Fiche 90-928; 03/04/28; 8309130124 


8309130199 Deficiency Evaluation Rept DER 03-20 re startup test 
personnel qual if icat ions Initially reportad on 630406, 

Deficiency determined not reportable per 10CFR50 99(e) 

VAN BRUNT, E E Arlsona Public Service Co 03/04/29. STERNBERG; D H 
Region 9, Office of Director 2pp, 18437 189 24X 

Fiche 90-928; 03/04/29; 8309130199 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDANiE L Division of Emergency Preparedness l< Erglneerlng 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York; Inc 114pp 10697 009 24X FI Che ' 50-000, 83/05/19; 8303040040. 


0303040046 IE Info Notice 03-33, "Nonrapresentat 1 va Sampling of 
Contaminated oil " Svc list encl 

JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/09/26 Conso I Ida ted Edison Co. of New 

York; Inc lI4pp 10647*007 24X FI c h a, 90-000, 03/05/26; 0303040046 


S Reportable occurrences, UERs I, related correspondence 


830503062*:. Interim Deficiency Rept DER 83-16 re potential failure of 
diesel generator governor 6 voltage regulator to 
automatically reset from manual/tast mode upon loss of 
power. Initially reported on 830310 Final rept by 830919 
VAN BRUNT, E E ArlTona Public Service Co 03/04/19 STERNBERG, O M 
Region 9, Office of Director 3pp 18303 337 24X 

Fiche: 90-528. 03/04/19, 0305030626 


8309130210 Advises that Deficiency Evaluation Rapt DER 03-20 ra 
startup test personnel qualifications not reportabla per 
10CFR50 99<e) 

VAN brunt, E E Arisona Public Service Co. 83/04/29 STERNBEROrDK 
Region 9, Office of Director ip 10440 090 24X 

Fiche 30-928, 83/04/29; 0309130210 


8303130002 Final Deficiency Rept DER 02-62 re ESF actuation syi dc 
power supply ground detectors failing preoperational teets 
Initially reported on 821021. Item determined not reportable 
under iOCFRSO 39(e) 

VAN BRUNT; E E Arliona Public Service Co 83/09/03 STERNBEROjD K 
Region 9; Office of Director 6pp 18436.273. a4X 
Flchi* 90-520; 83/09/03, 83O913OO0S 


03OS13OIO7 Final Deficiency Rept DER 83-2 r« valve operatore 
accidentally Intarchangad by Posi-Seal on ineide 4; outeidt 
containment valves, initially reported on 030123 Operators to 
be replaced Also reported per Pert 21 by Poei-Seal 

VAN BRUNT. E E Arizona Public Service Co 83/09/03 BTERNBERO, D h. 

Region 9, Office of Director 4pp, 10437 219. 24X 

Fiche 30-328,83/09/03,0303130107 


8309030203 Final Deficiency Rept DER 82-04 ro internal damage to Class 
IE load ctrs by space heaters Initially reported on 830127 
Deficiency not reportable under 10CFR90 35<e) Space beaters 
being supplied w/correct voltage 

VAN BRUNT, E E Arltona Public Bervica Co 83/04/19. STERNDERO, D M 
Region 3, Office of Director 4pp 18300 080 24X 

Fiche 90- 920, 03/04/ 1 9; 0309030209 


8309130229 Corrected Interim Deficiency Rept DER 03-17 re ITE fjre 
protection ewitcltef failure to meet requirements of TNI 
Task i0A initially reported on 830304 Info will not b# 
finalleed until 030919, due to extensive 1 nves tigat i on. 

VANBRUNTiE.E Arizona Public Service Co 83/04/21, STERNDERO, D f1 
Region 9» Office of Director ip 10440.093 24X 

Fiche 90-929, 83/04/21 ; 8309 1 30229 


0309130148 Revised interim Deficiency Rept PER 02-76 re Tarjat Rock 
valves not meeting Tech Spec requirements. Initially reported 
on 821124 Revised test plan reviewed by Bechtel Final rept 
expected by 830823, Also reported per Part 21. 

VAN BRUNT.EE Arizona Public Service Co 03/09/03, 9TCTNBERG;D« 
Region 9, Office of Director 4pp 18430.117 24)( 

Fiche 90-920; 83/09/03; 8305130148 


8309130160 Interim Deficiency Rept DER 83-19 re Pacific Sclentiific 
lafatg injection sys snubber failure to function properly. 

Info will be finalized by 630801 Delay due to extensive 
Investigation S< evaluation. 

VAN BRUNT; E E Arizona Public Service Co. 03/09/03 STERNBERG; D. h 
Region 9, Office of Director. 3pp 10438 101. 24X 

Fiche 90-928; 03/09/03; 0309130168. 



DOCKETED ITEMS 


417 


B305130ie9 Final Daficiency Rapt DER 83-12 r® malfunction of OE add-on 
•lactrlc Intarlocka uted y/Cla«s lEiSlze 2 j starters in 
460-volt motor control ctrs Initially reported on 83030? 

Oesifin change packages issued Also reportable per Fart 21 
VAH 8RUNT«E E Arizona Public Service Co 83/09/03 STERN8ER0« D H 
Region 9* Office of Director 3pp 1843? 340 24X 

FUhe 90-92B» 03/09/03. 8305130189 


0309130226 Rev 1 to Interim Deficiency Rept DER 82-80 re failure of 
Conax electrical penetration lou level insulation resistance 
to meet qualification tests Initially reported on 821217 
Testing in progress Next rept by 830914 

VAM BRUNTjE E Arizona Public Service Go 83/09/03 STERNBERO# D M 
Region 9. Office of Director 3pp 18439 188 a4X 
F 1 C h« 90-92Bi 03/09/03. 8309130226 


8305130264 Interim Deficiency Rept DER 83-16 re failure of diesel 
generator governor & voltage regulator to automatically 
reset from manual/tcst mode upon loss of pouer Initially 
reported on 030318 Also reportable per 10CFR2t 

VA>I BRUNT* E E Arizona Public Service Co 83/09/03 aTERNQERO. D H 

Region 5* Office of Director 4pp 18439 238 24X 

Fiche. 90-9201 83/03/03. 8305130264 


8305230317 Final Deficiency Rept DER 83-21 re operation of low pressure 
safety injection pump in violation of procedures Deficiency 
not reportable per I0CFR90 95(e) 

VAN BRUNT* E E. Arizona Public Service Co 83/09/06 STERNBERO* D H 
Region 9* Office of Director 2pp 18936 313 24X 

Fiche 50-328.83/09/06.8305230917 


DOCKET aTN-gO-329 PALO VERDE NUCLEAR STATION. UNIT 2 


A App li cat lon/constructlon stage documents & correspondence 


9303030013 Forwards NRC comments on C-E Owners (Jroup study re 
depr essuri letlon St DHR capability of C-E plants u/o PORVt 
tnfa re need for PORVs in plants required by 030630 in order 
to be conildered In final decision 

NDVAK* T M Assistant Director for Licensing 83/04/20 VAN 
BRUNTrC E Arizona Public Service Co 4pp 18310 349 24X 
Fiche: 30-320. 83/04/20. 8303030013 


8303110022 Summary of 830406-07 meetings w/utll it Bechtel at ..te re 
NRC pQuer eye site audit findings Agenda end 

LICITRA. E A Licensing Branch 3 83/09/03 Licensing Branch □ 

7pp 18413,066 24X Fiche 90-828.83/09/03.8309110022 


9309230003 Forwards request for addl info re 830322 proposed rev to 
Table 3. 2-i of F8AR Rev deleting commitment to apply OA 
program to certain Iteme during operations phase u/o 
JUS tl f ication 

KNIOHTCN. O U. Licensing Branch 3 83/08/03 VAN BRUNT. E.E. 

Arizona Public Service Co 4pp 19941 392 24X 

Fiche' 30-828. B3/09/03. 0309230003 


— 9305230004 Suggests that end request for addl info be transmitted to 
appl leant. Proposed revs unacceptable w/o justif ication for 
deleting commitment to apply FSAR Chapter 17 OA program 
during operationi phase 

HAAB8.W P OA Branch 83/04/26 KNIGHTON. 0 M Licensing Branch 
3 6pp 18941*396 24X FI ch e : 30-928. 03/09/03. B309230003 


0309040323 Board Notification 03-097 forwards differing prof opinions 
re sye interection & lefety class if ication Info relates to 
Board Notifications 03-17 S. 83-44 re Unresolved Safety Issue 
A-i7. 

EISCNHUT. D Q Division of Licensing 83/09/04 FALLADINO.N . 

OILINSKY. V . ROBERTS. T.M Commiseionere 22pp 18337 139 24X 

Fiche 90-000.83/09/04.8309040323 


030917021? Forwards summery of 830407 meeting w/util in Oethesda.KD re 
draft procedures generation package for emergency 
procedures 

LlClTRArE A. Licensing Branch 3 83/09/06, Licensing Branch 3 

2pp. 18476*343 24X Fiche * 90-928, 83/09/06. 83091 70219 


— 8309170229 Summary of 830420 meeting u/utll in Bethesda.ND re draft 
procedures generation package for emergency procedures. 

GOaOtfAN. H J Procedures Ic Systems Review Branch 63/04/20. 

CLAVTOM. H B Procedures V Systems Review Branch 4pp 10476:349 

24X Fiche 90-928.83/09/06.830917021? 


B303(3?0699 Generic Ltr 83-20 to all operating reactor llctnseae 6 
holders af CPs re Integrated scheduling for implementation 
of plant mods.Svc list end 

ElSENHUTiD.O Division of Llcenelng 83/09/0? Consolidated 
Edison Co, of New York. Inc 16pp 18627 193 24X 

Fiche; 90-000, 83/09/0?, 830909068? 


0309240293 Notification of 830602 meeting w/util Torrey Pines 
Technology in Bcthesda.MO to present results of Independent 
QA evaluation «. discuss status of corrective actions 
LICITRA. E A Licensing Branch 3 S3/03/10 KNIGHTON. O U 

Licensing Branch 3 3p p 10593 300 24X Fiche 90-520*83/09/10. 

8309240293 


8309200417 Uustifies rev to FSAR Section i 8 re exception to Reg Guide 
1 38 storage requirements for fission chamber detectors & 
sealed sources* in response to Jan 1983 request 

VAN BRUNT. E E Arizona Public Service Co B3/05/1B KNIGHTON. O 
Licensing Branch 3 2p p 18317 162 24X Fiche 50-328,83/09/18. 

0305200/117 


8303250209 Board Notification 83-063 transmits moiros re status of DHR 
studies for C-E p Ian ts, u/emphas t s on need for PORVs in 
current C-E designs 

NOVAK. T H Assistant Director for Licensing 83/09/18 Atomic 
Safety end Licensing Board Panel 7pp 18627 107 24X 

Fiche 30-000. 03/09/ I 8, 8309290207 


— 0309290221 Requests that end documents on status of DHR studies for 
C-E p Ian tfi. w/empha si s on need for PORVs In current C-E 
designs, be provided to ASLO 8. ASLAP 

liATTSQN. R J Division of Systems Integration (post 811005) 
03/04/28 ElSENHUr.D 0 Division of Licensing Ig 10627 113 
24X Fiche 90-000*03/05/18.0303290209 


—9305290220 Responds to Commission 030404 request that study of need for 
controlled depressor i zation capability in C-E plants be 
accelerated {< that ACR8 views be solicited on issue prior to 
reporting back to Commission Study to be concluded 830630 
DlRCKSi U vf Office of the Executive Director for Operations 
03/04/25 CHILK.B J Office of the Secretary of the Commission 
ip 10627 115 24X Fiche 50-000.83/05/18.8305290209 


8309310161 Notifies that util will provide plant-specific info re 
depressurization (t DHR capabilities by 830731. ins tead of 
previous schedule date of 030930 

VAN BRUNT, E E Arizona Public Service Co 83/09/24 KNIGHTON, 0 
Cicensing Branch 3 2pp 10692 343 24X Fiche 50-926.83/09/24. 

8305310161 


E NRC Safety Evaluation Report (8ER>. suppls 6 correspondence 


G305230273 Confirms requests for Info identified In discussions w/util 
re analysis of Sys 0D fuel design under combined 
seismic t( LOCA loads t« protection against low temp 
overpressure event per 6ER open item 

KNIGHTON. O W Licensing Drench 3 83/05/04 VAN BRUNT. E E 

Arizona Public Service Co 3pp 10343 265 24X 

Fiche 90-920* 93/09/04 , 8305230273 


F Security, medical, emergency U. fire protection plans 


0305110034 Generic Ltr 03-2i to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EI8ENHUT.0 O Division of Licensing 03/09/11 Consolidated 
Edison Co of New York. Inc 16pp 18940 095 24X 

Fiche 90-000,83/05/11.9309110034 


8309200322 Advises that Installation of source range neutron flux 
monitor, per 10CFR90. App R. Section III L. wi 1 1 be 
accomplished by end of first refueling outage 

VAN BRUNT. E E Arizona Public Service Co 83/09/17 KNIGHTON.© 
Licensing Branch 3 6pp 18516 2?4 24X Fiche 90-928*83/05/17. 

0309200322 


(? Adjudicatory correspondence 


9303030974 Second set of nonunifortn interrogatories Certificate of Sve 
end Related correspondence 

CRAWFORD, V A, Joint Ap p I icants-Pa I o Verde CRAWFORD. V A Snell 6 
Milmer 03/04/27 West Valley Agricultural Protection Council, 
Inc, 96pp 19303 215 24X Fiche 30-529.03/04/27.8309030994 


0303030498 Second set of interrogatories Certificate of Sve end 

DEWEY. L S Hearing Branch 3 03/04/29 West Valley Agricultural 

Protection Council. Inc 9pp 10299 109 24X Fiche 50-52?, 

83/04/29. 0303030490 


9303160080 Memorandum supporting West Valley Agricultural Protection 
Council. Inc supplemental motion For declaration that NEPA 
analysis inadequate & for continuance No attempt made to 
identify/analyze salt drifts W/Cettflcate of Sve 
BERLIN. K West Valley Agricultural Protection Council* Inc 
BERLIN. K, Berlin, Rolsman. Kessler S. Cashdan 03/09/06 Atomic 
Safety and Licensing Board Panel 6pp 18490 120 24X 

Fiche 30-929* 83/09/06, 8305160090 
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B30511026S Coififnents on format of Unlv o# Ancona agricultural 
produc t j \'i ty studv methodology hfethodolo^ij adequate for 
evaluating impact* of lalt drift on representative 
agricultural crops 

DEWEV. L S Hearing Branch 3 83/05/10 PLATT* M E Snell St iJllmer 

3pp 18393 293 S4X Fiche 50-929* B3/0S/ lO< 83031 10268 


8305160032 Supplemental motian to 830202 motion for declaration that 
NEPA analysis inadequate 6 for continuance of proceedings 
Joint applicant respanees to Interrogatories lacired 
meaningful data on salt deposition 

QERLIH*K t^est Valley Agricultural Protection Council* Inf 
83/03/13 Atomic Safety and Licensing Board Panel i3pp 
18433 149 24X Flche 30-529*03/03/13*8303160032 


G303160034 iHotion for mod of ASLD 830323 discovery schedule* per 830309 
stipulation on discovery Depositions scheduled for 830718 
should be rescheduled for 830829 Plficovery on Untv of 
Arizona crop study should begin on 831^20 

BERLIN. K West Valley Agricultural Protection Council* Inc 
83/05/13 Atomic Safety and Licensing Board Panel 3pp 

18456 0S9 24X Fiche 50-529*83/05/13.6303160034 


8305160086 Memorandum supporting West Valley Agricultural Protection 
Council. Inc motion for discovery schedule Projected date for 
crap study completion 6 uks later than original date 
DERLIN.K West Valley Agricultural Protection Council* Inc 
BERLIN.K flerlln, Roisman* Kessler U Cashdan B3/03/16 Atomic 
Safety and Licensing Board Panel 3pp 18451 024 24X 

Fiche 30'-329* 83/03/16*8305160006 


8305240482 Joint Applicants response to I4cst Valley Agricultural 
Protection Council second set of interroga tor i as 
OfiHR* A C . PLATT* W E ♦ OfSCHOPP.C A Snell i Wilmer 03/09/18 
Atomic Safety and Licensing Board Panel 6ipp 10572 252 SAX 
Fiche 50-329* 03/09/18, B3t)5240482 


0305200488 Advises that time for Commission to review ALAQ-713 expired 
Commission declinetl review Decision became final agency 
action on 830427 Action does not deal tu/uncontested issues 
consldeied separately by NRC Commissioners 

CHILK*S J Office of the Secretary of the Commission 83/05/19 
Office of the Executive Legal Director Ip 18914 039 24X 

Fiche 50-528.83/09/19,8309200408 


8309310215 Requests opportunity to respond to Ifest Valley Agricultural 
Protection Council 630906 supplemental (notion re FES » OL 
stage U. to argue relevancy if ASLB determ^ines that 
consideration should be given 

OEHR*A C Snell 6 Wilmer QEHR* A C Ariiona Public Service Co 
83/09/23 LAZO, R M , CALL I HAN* D . COLE. R F Atomic Safety and 
Licensing Board Panel 5pp 186SS 137 24X Fiche 50-528,83/09/23* 

Q30931021S 


8305270024 Response to West Valley Agricultural Protection Council 
830306 motion for mod of discovery schedule Requests (0-day 
eitension to answer motion since Joint Applicants It Caunclt 
stipulation nqt received Certificate af Sve end 
DEWEY, L 5 Hearing Branch I 83/09/SA Atomic Safety and 
Licensing Board Panel 4pp 10640 059 24X Fiche 50-529*83/09/26. 

8309270024 


6305310074 Response to West Valley Agricultural Protection Council, Inc 
supplemental motion for declaration that NEPA analysis 
inadequate for continuance of proceedings Request for new 
EIS k continuance should be denied W/Cer tif i<a te of 8vc 
DEWEY, L S Hsaring Branch 3 03/05/26 Atomic Safety and 

Licensing Board Panel l4pp 19699 103 24X Fiche 90 -929'* 83/09/26* 

0309310074 


Utility Final Safety Analysts Report CFEARI it amends 


8309020089 Forwards Amend tl to FSAR 

VAN BRUNT* E E Arizona Public Service Co 83/04/28 Office of 

Nuc lear Reactor Regulation. Director 2pp 18274 123 24X 

Fiche 90-528* 83/04/28, 830S020089 


'^-8303020092 Amend II to FSAR W/47 oversize figures Aperture cards are 
available m PDR 

» Arizona Public Service Co 83/04/30 806 pp 18274 125 24X 

Fiche 50-928* 83/04 /28. 8305020089 


<J Inspection reports, IE Bulletins Si correspondence 


6212060385 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction, '* 8vc list 
sne 1 

TAYLOR* J PJ Division of Safeguards <* Inspactlon Programs iPost 
830103) 83/03/21 Consolidated Edison Co of Hew York* Inc. 

Il2pp 1830S 319 a4X Fiche 90-000.03/03/21.8212060303 


B303040Q21 IE Info Notice 83-21* "Defective Emergency Use ReiplratoTM " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/19 Consol idated Edison Co of NJv 

York, Inc 126pp 10439 155 24X Fiche 90-000,83/04/19,8303040021. 


8303040023 IE Info Notice 83-22, "BWR 8af e ty /Re 1 1 e f Valve Failures “ 
Sve lilt end 

JORDAN, E L Division of Emergency Preparedness X, Engineering 
Response {Post 830103) 83/04/22 Consolidated Edison Co of Nrv 

York, Inc 112pp 18383 009 24X Fiche 90-000,83/04/22*8303040023 


B309170931 Forwards IE Insp Repts 50-928/83-10,90-929/83-07 & 
30-930/83-09 on 820601-83031 1 One Item of noncompliance 
noted 

CREWS* J C Division of Res 1 dent* Reac tor Project & Engineering 
Programs 83/04/22 VAN BRUNT, E E Arizona Public Service Co 
2pp 10468 001 24X Fiche 90-928*03/04/22,8309170531 


—0305170937 IE Insp Repts 90-520/83-10,90-329/83-07 k 30-330/03-09 on 
820601-030311 Noncompliance noted improper documentation of 
cable termination records 

ECKHARDT. J H , VORDER0RUEOOEN* ELIN* J O Region 5, Office of 
Director 03/04/21 I9pp 18468 003 24X Fiche 50-928*83/04/22, 

8309170531 


8303040025 IE Info Notice 93-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co. of Nitf 

York, Inc U9pp 18381 291 24X Fiche 30-000,83/04/29*8303040029 


8303170560 Forwards IE Insp Repts 50-920/83-09.30-329/03-06 St 
50-330/83-04 on 030404-07 No noncompliance noted 
8TERNaERC*DH Region 5* Office of Director 83/04/25 VAN 
BRUNT* EE Arizona Public Service Go 2pp 18468 128 24X 

Fiche 50-928,83/04/2510305170960 


—0309170564 IE Insp Repts 90-528/83-09*90-929/83-06 k 90-930/03-04 en 
830404-07 No noncomp llance noted Major areas Inspected 
allegations made by R Gunderson & W Royce in affidavits 
before ASLB on 830108 k 0225 

VORDERDRUEGOEN, FIORECLI.O , dURDOIN* J Region 9, Office of 

Director 03/04/22 14pp 10460 130 24X Fiche 90-920*03/04/231 

8309170360 


8303040026 IE Info Notice 83-24* "Loose Parts in Secondary 0lde of 
Steam Generators at PWRs '♦ Sve list end 

JORDAN.E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of Ntu 

York, Inc U5pp 18382 047 24X Fiche 50-000.83/04/28*0303040026 


0303040027 IE Info Notice 83-29* "Standby Gas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 
JORDAN* E L Division of Emergency Preparedness l< Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of Niu 

York* fnc llBpp 18382 165 24X FUhe 90-000*93/04/20,0303040027 


0309020466 Informs that insp of facility not warranted unless 
significant safety deficiency identified r« elongated roof 
trust bolts VIT6 item dosed S< matl placed in vendor 
reactive file 

CONWAY, J T Region 4, Office of Director 03/04/28 BARNES. I. 
Region 4, Office of Director ip 182B3 307 24X 

Fiche 90-529*83/04/20,8305020466 


8303040028 IE Info Notice 83-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN.E L Division of Emergency Preparedness i< Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York* Inc I22pp 18441 170 24X Fiche 90-000*03/09/03,8303040026 


8303040030 IE Info Notice 83-27* "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York* Inc ll2pp 18302 202 24X Fiche 50-000*83/09/04*0303040030 


8303040031 IE Info Notice 83-28* "Criteria for Protective Action 
Recommenda(:ians for General Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York* Inc n9pp 10441 OOl 24X Fiche 50-000,03/09/04*0303040031 


6303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end, 

JQRDANfE L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co. of Niw 

York. Inc ll5pp 18523 24B 24X Fiche 90-000.83/09/06,8303040033 
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03O!}l&OOOa Natification of 03O9S9 miQQfclng ui/util & Qechtel in 
Dser 1 1 « y project ofc to discus's SALF^ for Jul 1?91 - 
Feb 1903 

-• Region 5i DFflce of Director 83/OS/lO Region 5i Office of 

Director 2pp 184S6 07? 24X Flche 3D-52B. 83/05/ 10. B30316000G 


G3051600B? Confirms 830525 meeting u/app 1 leant at Deer Valley Project 
oft to discuss SALP for Jul 1981 - Feb 1903 

CREWS* J L Division of Res ide nt. Reac tor Project & Engineering 
Programs B3/05/10 VAN &RUNT* E E Arizona Public Service Co 
3pp 10448 146 24X FicHe 50-528> 83/05/ 10, 0303 1600B9 


—0303160179 SALP rept for Jul 1981 - Feb 1983 

» Region 5, Office of Director 03/04/30 3£pp 18448 132 24X 

Flche 30-320.83/03/10,0303160009 


0303-040034 IE Info Notice 83-30, '*M i sapp 1 icat i on of Generic Emergency 

Operating Procedures <E0P> Guidelines " Sve list end 
JORDAN. £ L Division of Emergencij Preparedness Engineering 
Response iPost 030103) 03/05/11 Consolidated Edison Co of Need 

York, Inc 114pp 10524 003 24X Fiche 30-000.03/05/11,0303040034 


B303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Sve list end 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response <Post 030103) 83/05/19 Consolidated Edison Co of Neu 

York, Inc 114pp 1B697 009 24X Fiche 30-000.03/03/19,0303040040 


0303040046 IE Info Notice 83-33. "Nonrep resentatlvo Sampling of 
Contaminated Qll " Sve list end 

JORDAN, E U Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of Neu 

York, Inc 114pp 10647 007 a4X Ti che 30-000, B3/05/26, 8303040046 


S Reportable occurrences, LERs 8» related correspondence 


8305030346 Interim Deficiency Rept DER 83-13 re Marathon A334 anchor 
bolt breaking after over torc^uing during test acceptance 
Initially reported on 030318 Due to extensive investigation 
t( evaiua 1 1 on, f Inal rept expected by 630319 

VAN BRUNT, E E Arizona Public Service Co 83/04/15 STERNBERG. D M 
Region 3, Office of Director 3pp 10297 134 24X 

Fiche 50-529,83/04/15,8305030346 


8303030626 Interim Deficiency Rept DER 83-16 re potential failure of 
diesel generator governor & voltage regulator to 
automatically reset from manual/test mode upon loss of 
pouer Initially reported on 030310 Final rept by 030319 
VAN BRUNT, E E Arizona Public Service Co 03/04/13 STERNDERO, D M 
Region 5, Office of Director 3pp 10303 339 24X 

Fiche 50-320,03/04/15,0305030626 


8305130161 tnterlm Deficiency Rept OER 62-72 re concrete void In 
containment exterior uall Initially reported on 821124 
Grouting procedure Implemented Apr 1903 per Oechtel 
investigation Final rept urlll be submitted by 030629 
VAN BRUNT, E E Arizona Public Service Co B3/04/21 STERNBERG, D M 
Region 5, Office of Director 3pp 18437 296 24X 

Fiche 50-329.03/04/21,8305130161 


0305130229 Corrected Interim Oefzclency Rept DER 83-17 re ITE fire 
protection suitches failure to meet requirements of TMI 
Task 10A Initially reported on 030304 Info uHl not be 
flnalixod until 830519, due to extensive investigation 
VAN BRUNT, E E Arizona Public Service Co 03/04/21 STERNDERO, D M 
Region 5, Office of Director Sp 18440 093 24X 

Fiche 30-320*03/04/21,0303130229 


8305120392 Interim deficiency rept re misapplication of ITE Oould 
circuit breakers In post-LOCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 030328 Matter under 
investigation Pinal rept by 830806 Reported per Part 21 
MAMNO, 8 F Niagara Mohawk Power Corp 83/04/26 8TAR05TECKI, R 
Region li Office of Director 2pp 18433 072 24X 

Fiche. 30-000, 83/04/26, 8303120392 


— 8305120404 Part 21 rept re failure of post-LOCA hydrogen recomblner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific app 1 ica tion. Plant 
operators notified of deviation 

EMPEV, D C Rockwell Internat Iona I Corp 83/03/11 COLLINS, J T 
Region 4* Office of Director 3pp 18433 074 24X 

Fiche 50-000.03/04/26,8305120392 


8305130124 Deficiency Evaluation Rept B3-1B re installation of pipe 
supports sfhich do not meet Seismic IX requirements Initially 
reported on 830329 Deflcle-ncy determined not reportable per 
10CFR50 55(9) Documentation will be maintained in files. 

VAN BRUNT, E E Arizona Public Service Co 83/04/28 STERNBERG, D N 
Region 5, Office of Director 2pp 10433 059 24X 

Fiche 50-526,83/04/28,6305130124 


0305110159 Deficiency Evaluation Rept DER 03-20 re startup test 
personnel qualifications Initially reported on 830406 
Deficiency determined not reportable per I0CFR50 55(e) 

VAN BRUNT, E E Arizona Public Service Co 83/04/29 STERNBERG. D N 
Region 5. Office of Director 2pp 10437 185 24X 

Fiche 50-320,83/04/29.830513015? 


0305130210 Advises that Deficiency Evaluation Rept DER 03-20 re 
startup test personnel qualifications not reportable per 
10CFR50 53(b) 

VAN BRUNT. E E Arizona Public Service Co 03/04/29 STERNBERG, D M 
Region 5. Office of Director Ip iB440 090 24X 

Fiche 30-320. 83/04/29. 0305130210 


0305130148 Revised interim Deficiency Kept DER 82-76 rs Target Rock 
valves not meeting Tech Spec requirements Initially reported 
on 021124 Revised test plan reviewed by Bechtel Final rept 
expected by 830623 Also reported per Part 21 

VAN BRUNT. E E Arizona Public Service Co 83/05/03 STERNaERG, D M 
Region 5. Office of Director 4pp 1843B 117 24X 

Fiche 50-528,83/05/03,0305130148 


8303130226 Rev I to Interim DeFlciency Rept DER 82-80 re failure of 
Conax electrical penetration low level insulation resistance 
to meet qualification tests Initially i eported on 921217 
Testing in progress Next rept by 830914 

VAN BRUNT, E E Arizona Public Service Co 83/05/03 STERNBERG, D M 
Raglon 5. Office of Dzrector 3pp 18439 183 24X 

Fiche 50-320,83/05/03x8305130226 


6305L30264 Interim Deficiency Rept DER 03-16 re failure of diesel 
generator governor $, voltage regulator to automat i cal lij 
reset from manuat/test mode upon loss of power Initially 
reporteef on 830318 Also reportable per 10CFR21 

VAN BRUNT. E E Arizona Public Service Co 83/05/03 STERNBERG, D M 

Region 3, Office of Director 4p p 18439 230 24X 

Fiche 50-520, 83/05/03, 8303130^64 


6305230517 Final Deficiency Rept DER 83-21 re operation of low pressure 
safety injection pump in violation of procedures Deficiency 
not reportable per 10CFR30 55<e» 

VAN BRUNT. E E Arif ana Public Service Co 83/05/06 STERNDERO, 0 M 
Region 3, Office of Director 2p p IB336 313 24X 

Fiche 30-*52a. 83/05/06* 83052305 1 7 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


A App 1 1 c at lon/c onstruc t i on stage documents h correspondence 


0305030013 Forwards NRC comments on C-E Owners Croup study re 
dep ressur i za 1 1 on 6 UHR capability of C~E plants w/o PGRVs 
Info ra need for PORVs in plants required by 830630 in order 
to be considered in Plzial decision 

NOVAK. T M Assistant Director for Licensing 03/04/90 VAN 
BRUNT. E E Arizona Public Service Co App 18310 349 24X 
Fiche 50-528,83/04/20.0305030013 


0305110022 Gu-mmary of 030406-07 meetings w/utll £, Bechtel at site re 
NRC power sys site audit findings Agenda end 

LfCITRA, E A Licensing Branch 3 83/05/03 Licensing Branch 3 

7pp 10415 066 24X Fiche 50- 528, 03/03/03,8305110022 


8305230003 rorwards request for addi info re 030322 proposed rev to 
Table 3 2-1 of FSAR Rev deleting commitment to apply GA 
program to certain Items during opeiatlons phase w/p 
JUS t If i cati on 

KNIGHTON. G M licensing Branch 3 83/05/03 VAN BRUNT. E E 

Arizona Public Service Co 4pp 18341 352 24X 

Fiche 50-520,83/05/03,8305230003 


— 0305230004 Suggests that enc 1 request fai addl Info be transmitted to 
applicant Proposed revs unacceptable w/o justification for 
deleting commitment to apply FSAR Chapter 17 QA program 
during operations phase 

HAASS, W P QA Branch 83/04/26 KNIGHTON, G W Licensing Branch 
3 6pp 10541 356 94X Fiche 50-528,83/05/03,0305330003 


83Q5Q40323 Board Notification 83-037 forwards rflffcritig prof opinions 
re sys interaction safety classification Info relates to 
Board Notifications 83-17 6 03-44 re Unresolved Safety issue 
A-17 

EIBENHUT, D O Division of Licensing 03/05/04 PALLADINO, N 
Commlsi loners 22pp 18337 139 24X Fiche 50-000,83/05/04. 

0305040333 


0305170219 Forwards summary of 830407 meeting w/utll In Bethesda, MD re 
draft procedures generation package for emergency 
procedures 

LICJTRA, E A Licensing Branch 3- 83/05/06 Licensing Branch 3 

2pp 10476 343 24X Fiche 50-528*83/05/06,0305170219 
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— B30S1702P5 Suffl[nar»< of 630458 meeting w/utfl In DethenJa.MD ra draft 
procedures generation package for- emergency procedures 
GOOBMANi N J Procedures f< Sijsteitis nevieu Branch B3/04/28 

CLAYTON. H B Procedures U Systems Review Branch 4pp 18476 34!> 

34;< Fiche 30-528.03/05/06.8305170519 


0305030498 Second set 
OEilEYrL 5 Hearing 
protection Ceuncllf 
03/04/29. 8303030490 


of Interrogatories Certi 
Branch 3 03/04/29 

Inc 9pp 10295 109 


flcate of 8vc end 
Hast Valley Agriculturit 
24X Flche 50-529, 


0305090639 Generic Ltr 03-20 to all operating reactor licensees &t 
holders oF CPs re integrated schedoling for imp 1 ementation 
of plant mods Svc fist end 

EiSENMUT, D 0 Division of Licensing 83/05/09 Consolidated 

Edison Co of Neu York, Inc I6pp 18627 153 24X 

FI ch e 30-000, B3/05/09, 0305090659 


630S2492S3 Notification of 830602 meeting u^/ut i 1 & Torrey Pines 
Technology in Bethesda,nO to present results of independent 
QA evaluation ^ discuss status of corrective actions 
LICITRA, E A Licensing Branch 3 03/09/10 KNIGiirON, 0 U 

Licensing Branch 3 3pp 1BS93 300 34X Fiche 90-528,03/05/10, 

8303240233 


B305160080 Kemorandum supporting Nest Valley Agricultural Protectloh 
Council. Inc supplemental jnotlon for declaratic>n that NEPA 
analysis inadequate for continuance No attempt mad# to 
Identify/analyze salt drifts W/Cetlficato of 8vc 
BERLIN. K Nest Valley Agricultural Protection Council, Inc, 

BERLIN, K Berlin, Rolsman, Kessler «• Cashdan 03/05/06 Atomic 
Safety and Licensing Board Panel 6pp 18490 120 24X 

Fiche 50-529, 83/05/06, 0305160000 


0309110268 Comments on format of Unlv of Arizona agricultural 
productivity study methodPlogy Methodology adequate for 
evaluating impacts of salt drift on representative 
agricultural crops 

DEMEV.L B Hearing Branch 3 03/05/10 PLATT, N E. Snell t, NlJmtT 

3pp 18393 293 24X Fiche 50-527,03/05/10,8305110268 


0305200417 Justifies rev to F5AP Section 1 8 re eiceptian to Reg Oulde 
1 38 storage requirements for fission chamber detectors 6 
sealed sources, in response to Jan 1983 request 

VAN BRUNT, E E Ar I xona Pud 1 i c Service Co 83/03/10 KNIOHTON, O 
Licensing Branch J 2pp 18517 162 24X Fiche 50-520.83/05/18, 

83052004 1 7 


0305250209 Board Notification 03-063 transmits memos re status of OHR 
studies for C-E p lanls. W/enphas I s on need for PORVs In 
current C-E designs 

NOVAK, T M Assistant Director for Licensing 03/09/10 Atomic 
Safety and Licensing Board Panel 7pp 16627 107 24X 

Fiche 50-000, 03/05/ 1 B, 830529020 9 


—0305250221 Requests that end documents on status of OHR studies for 
C-E plants, u/emphasl s on need for PORVs in current C-E 
4feslgns.be provided to ASLB !< ASLAB 

MATTSON. R J Division of Systems Integration (post SHOOS) 
03/04/20 EISENHVT.O 0 Division of Licensing Ip. 10627d 13 
S4X Fiche 90-000, 83/05/18, 0305250209 


— B305250226 Responds to Commission 830404 request that study of need for 
eontroUed depressur 1 latlon capability in C-E plants be 
accelerated & that ACRS views be sollcfted on issue prior to 
reporting back to Commission Study to be concluded 830630 
DIRCKS, N vl Office of the Executive Director for Operations 
03/04/25 CHILK, 8 J Off led of the Secretary of the Commission 
Ip 10687 115 24X Fiche 50-000,03/05/18,8305250209 


0305310161 Notifies that utU will provida plant-spec i f 1 c info re 
depressurization ic DHR capabilities by 030731 , ins tead of 
previous schedule date of 030930 

VAN BRUNT, E E Arizona Public fiervlco Co 03/05/84 KNIGHTON. Q 
Licensing Branch 3 2pp 10652 345 24X Fiche 50-528,03/05/24, 

0305310161 


E NRC Safety Evaluation Report (SERI# suppls & correspondence 


8309160032 Supplemental motion to 830208 motion for declaration that 
NEPA analysis Inadequate & far continuance of proceedings 
Joint applicant responses to interrogatories lacked 
meaningful data on salt deposition 

BERLIN, K Nest Valley Agricultural Protection Council, Inc, 
03/05/13 Atomic Safety and Licensing Board Panel 13pp 
18453 149 24X FI che’ 50-529, 03/05/13, 8309160032 


8305160034 Motion for mod of ASLD 030323 discovery schedule, per 830309 
stipulation on discovery Depositions scheduled for 030710 
should be rescheduled for 030029 Discovery on Unlv of 
Arizona crop study should begin on 831220 

QEELIN,K Nest Valley Agricultural Protection Council, Inc 
83/05/13 Atomic Safety and Licensing Board Panel 9pp 
10456 089 24X Fiche 50-529,83/05/13,0309160034 


0305160086 Memorandum supporting Nett Valley Agricultural Protection 
Council, Inc motion for discovery schedule Projected date for 
crop study completion 6 wks later than original date 
BERLIN, K Nest Valley Agricultural Protection Council, Inc. 

BERLIN, K Oerlini Rolsman, Kessler It Cashdan 83/05/16. Atomic 
Safety and Licensing Board Panel 3pp 1B491 024 S4X 
Fiche 50-589,83/05/16,0305160006 


8305240402 Joint Applicants response to West Valley Agricultural 
Protection Council second set of interrogatories 
GEHRiA C , PLATT, W E , BI8CH0FF,C A Snell $t Wllmer 03/05/10. 
Atomic Safety and Licensing Board Panel 61pp 10972:292. S4X 
Fiche 50-529, 83/05/10, B3OS24O402 


8309200488 Advises that time for Commission to revitw ALAB-7i3 expired 
Commission declined rsview Decision became final agancy 
action on 830427 Action does not deal u/uncontested Isiuei 
considered separately by NRC 6 Commissioners 

CHILKrS J Office of the Secretary of the Commission. 03/09/19. 
Office of the Executive Legal Director Ip 10914 039. 24X 

Fiche 50-920,83/09/19,8305200408 


8309230273 Confirms requests for info Identified in discussions w/vtll 
re analysis of Sys BO fuel design under combined 
seismic It LOCA loads protection against low temp 
overpressure event per EER open item 

KNIGHTON. 0 N Licensing Branch 3 83/09/04 VAN BRVNT, E E. 

Arizona Public Service Co 3pp 10343 263 24X 

Fiche 50-520, 03/09/04, B305230 273 


F Security, medical, emergency & fire protection plans 


0305110034 Generic Ltr 03-2J to all licensees of operating reactorSf 
applicants for OLs 8< holders of CPs re c Lari f i ca tion of 
access to control proceduies for lau enfarceznent visits 
Svc list end 

ElSENHJTrD 0 Division of Licensing B3/09/I1 Consolidated 

Edison Co of Neu York, inc 16pp 10340 099 24X 

Fiche 90-000.03/05/11,0305110034 


0305200322 Advises that installation of source range neutron flux 
monitor, per 10CFR90, App RiSicbion III L. uil 1 I be 
accomplished by end of first refueling outage 

VAN BRUNT, E E Arizona Public Bervlea Co. 83/09/ J 7 KNIGHTON, 0 
Licensing Branch 3 6pp 18916 294. 24X Fiche 50-920,83/05/17, 

0309200322 


G Adjudicatory correspondence 


0309030994 Second set of nonuniform interrogatories Certificate of Svc 
end. Related correspondence 

CRANFORD, V A Joint Appli cant i-Palo Verde. CRANFORD, V. A Snell it 
Nilmer 83/04/27 West Valley Agricultural Protection Councllt 
Inc. 36pp 10303 219 24X Fiche. 50-329 , 03/04/27, 830 5 030594 


8305310215 Requests opportunity to respond to Nest Valley Agricultural 
Protection Council 830506 supplimental motion r# FE8 - OL 
stage 6 to argue relevancy if ASLB determines that 
consideration should bo given 

9£HR,A 0 Snell 6 Nlimer. OEHR, A C Arizona Public Service Co. 
03/09/23. LAXO, R. H. , CALLIHAN, D , CQLEr R F, Atomic Safety end 
Licensing Board Panel 9pp 10698*137 24X Fiche. 90-928, 83/05/23, 

8309310219 


8309270024 Response to Nest Vellay Agricultural Protection Council 
030306 motion for mod of discovery schedule Requests lO-day 
axtension to answer motion since Joint Applicants it Council 
stipulation not received. Certi fl cate of Svc encl 
DENCY.L 8 Hearing Branch i 83/05/26 Atomic Safety and 
Licensing Board Panel 4pp. 18640 099 24X Fiche. 50-929i 83/09/26, 

8309270024 


8305310074 Response to Nest Valley Agricultural Protection Council. Inc 
supplemental motion for declaration that NEPA analysis 
inadequate for continuance of proceedings Request fpr new 
EI8 it continuance ihould be denied N/Certl flcate of Svc. 

DENEY, L & Hearing Branch 3 83/09/26 Atomic Safety and 

Licensing Board Panel. Upp IB695 109 24X Fiche 50-929,83/09/26, 

8309310074 


K Utility Final Safety Analysis Report (FSAR) it amends 


8309020089 Forwards Amend 11 to FSAR 

VAN 8RUNT, E E Arizona Public Service Co 83/04/28, Office of 

Nuclear Reactor Regulation, Director 2pp 18274. 123. 24X 
Fiche 90-928, 83/04/28, 8309020089 
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— B309020092 Am^nd 11 to FBAR W/47 oversize figures Aperture cerds are 
available In FOR 

» Ariiona Public Service Co 83/04/30 60d«pp 18274 129 24X 

Flchi 30-928. 83/04/28. 030502008? 


O Inipectlon reports. IE Bulletins (c correspondence 


82120&0389 IE Info Notice 83-14. “Deuatered Spent Ion Exchange Resin 
Quicep 1 1 bi 1 itg to Exothermic Chemical Reaction " Svc list 
end 

TATLQRf li M Division of Safeguards 8* Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of Nsui York. Inc 

112PP 18300 319 24X Flche 50-000.83/03/21.8212060389 


8303040021 IE Info Notice 83-21. "Defective Emergencg Use Respirator " 
Svc list end 

JORDAN. E L Division of Emergencg Preparedness S- Engloeering 
Response i(Post 830103) 83/04/19 Consolidated Edison Co of Neu 

York. Inc 126pp 16439 153 24X Ftche 30-000.03/04/19.8303040021 


9303040023 lE Info Notice 83-22. "BWR Saf etg/Rel lef Valve Failures " 
Svc list end 

JORDAN. E L Division of Emergencg Preparedness & Engineering 
Rsiponse <PQst 630103) 83/04/22 Consolidated Edison Co of Neu 

York. Inc 112pp 183B3 089 24X Fiche 30-000i 03/04/22. 8303040023 


B30SI70931 Foruards IE Insp Repts 90-528/83-10. 90-929/B3-Q7 
90-930/83-09 on 820601-830311 One item of noncampl lance 
noted 

CREWS. J L Division of Resident. Reactor Project & Engineering 
Programs, 83/04/22 VAN BRUNT. E E Aritona Public Service Co 
2pp 18460 001 24X Flche 90-920.03/04/22.8309170931 


—0309170937 IE Insp Repts 90-928/83-10. SO-927/83-07 «. 90-930/83-09 on 
620601-830311 Noncoflip 1 1 ante noted Improper documentation of 
cable termination records 

ECKHARDT.J H, . VORDERBRUEOOEN. ELIN. J 0 Region 9. Office of 
Director 83/04/21 19pp 18468 003 24X Fiche 90-928.83/04/22. 

6309170931. 


8303040029 IE Info Notice 83-23. ^'Inoperable Containment Atmosphere 
Sensing Sgs " 8ve list tncl 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (post 830103) 03/04/29 Consolidated Edison Co of Neu 

York. Inc ll9pp 10361 291 24X Fiche 90-000.03/04/29.8303040029 


G3{)917096D Foruardf IE Insp Repts 90-928/03-09.90-929/03-06 U 
90-930/63-04 on 830404-07, No noncomp 1 lance noted 
aTERNSEROi D M Region 9i Office of Director 83/04/29 VAN 
RRUNTrE E Artiona Public Service Co 2pp 18468 120 24X 

Flche' 90-928. 83/04/29. 8309170960 


— 8309170964 IE Insp Repts 90-928/83-09.90-929/03-06 it 90-930/03-04 on 
630404-07 No noncomp 1 lanci noted Major areas inspected 
allegations made by R Gunderson & N Royce In affidavits 
be, fore ASLB on 630106 it 0229 

VQRDERERUEGGEN. FIORELLI.O . BURDOIN. J Region 9. Office of 

Director 03/04/22 I4pp 18468 130 24X Flche 90-928.83/04/29. 

0303170960. 


0303040026 tE Info Notice 63-24. *'Loose Parts in Secondary Side of 
Steam Generators at PWRs, " Bvc list end 

JORDAN. E. L Division of Emergencg Preparedness Engineering 
Reeponse (Post 830103) 63/04/26 Consolidated Edison Co of Neu 

York. Inc U9pp 16382 047 24X Flche 90-000.63/04/26.8303040026 


6303040027 IE Info Notice 83-29. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment." Svc list end 
■JORDAMi E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 63/04/20 Consolidated Edison Co. of Neur 

York. Inc 118pp 18382 169 24X Flche 90-000.63/04/28.6303040027 


6303040026 IE Info Notice 63-26. "Failure of Safety/Rellef Valve 
Dtecharge Line Vacuum Sraakers *' Svc list and 
JORDAN. E L. Division of Emergancy Preparedness i> Engineering 
Risponsa (Pott 830103), 03/09/03 Consolidated Edison Co of Neu 

York» Inc I22pp 18441 170 24X Fiche 90-000.03/09/03.8303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 0vc list end. 

JORDANrE. L Division of Emergencg Preparedness Engineering 
Response (Post 830103). 83/05/04 Consolidated Edison Co of New 

York I Inc 112pp, 16362 262 24X Fiche* 90-000. 03/09/04. 6303040030 


6303040031 IE Info Notice 63-28. "Criteria for Protective Action 
Recommendations for General Emergencies " 0vc list end 
JORDANrE L. Division of Emergency Preparedness S' Engineering 
Response (Post 030103) 63/09/04 Consolidated Edison Co of New 

York, me I19pp 18441.001. 24X Fiche 90-000.83/09/04.0303040031 


B303040033 IE Info Notice 83-99. "Fuel Binding Caused by Fuel Rack 
Deformation ■” Svc list one i 

JORDAN. E L Division of Eciergiincy Preparedness & Engineering 
Response (Post 030103) 63/05/06 Consolidated Edison Co of Neu 

York, Inc Il5pp 16923 248 24X Fiche 50-000. 03/09/06- B303040033 


8309160009 Notification of 63Q525 meeting u/util ^ Dechtel in 
Doer Valley project ofc to discuss SALP for Ju 1 1981 - 
Feb 1903 

« Region 9. Office of Director 83/09/10 Region 9. Office of 
Directar 2pp 16496 079 24X Fiche 90-528.83/05/10.8309160008 


0309160009 Confirms 830529 meeting w/appUcant at Deer Valley Project 
Qfc to discuss SALP for Jul 1981 - Feb 1983 

CREWS. J L Division of Res Ident. Reactor Project i Engineering 
Programs SO/OS/JO VAN DRUNT. E E Ar liana Public Service Co 
3pp 18440 146 24X Flche 50-520.03/09/10.8309160009 


—030516017? SALP rept for Jul 1981 - Feb 1983 

♦ Region 9. Office of Director 83/04/30 31pp 18440 192 24X 

Flche 50-326.03/05/10,8305160089 


B303040D34 lE Info Notice 03-30. "Ml sapp 1 1 c at i on of Generic Emergency 
Operating Procodures <EOP) Guidelines " 9vc list end 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post Q30103) 03/05/11 Consolidated Edison Co of Neu 

York. Inc U4pp 10934 003 24X Fiche 50-000.83/09/11.0303040034 


8303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program " 
8vc list end 

JORDAN..E L Division of Emergencg Prepai odness & Engineering 
Response (Post 030103) 63/09/19 Consolidated Edison Co of Neu 

York. Inc 114pp 10697 009 24X Flche 90-000.83/03/19.8303040040 


830304004A lE Info Notice 03-33, "Nonrepresentative Sampling of 
Contaminated OH " Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Rasponse (Post 030103) 03/09/26 Consolidated Edison Co of Neu 

York. Inc 114pp 19647 007 24X Fiche 90-000.03/05/26. 0303040046 


6 Raportable occurrencBSi LERs related correipondenc e 


0309030626 Interim Deficiency Rept DER 03-16 re potential failure of 
diesel generator governor & voltage regulator to 
automat! cal 1 y reset from manual/test made upon loss of 
pQuar Initially reported on 830310 Final rept by 830919 
VAN BRUNT. 6 E Ariiona Public Service Co 03/04/19. STERNBERG. D M 
Region 9. Office of Director 3pp 18303 339 24X 

Flche 90-520.83/04/15,8305030626 


8309130229 Corrected Interim Deficiency Rept DER 03-17 re ITE fire 
protection switches failure to meet requirements of TMI 
Task 18A Initially reported on B30304 Info will not be 
finallied until 830519. due to extensive investigation 
VAN BRUNT, E E Arizona Public Service Co 03/04/21 STERNBERG. D M 
Region 9. Office of Director Ip 10440 093 24X 

Fiche 90-920,83/04/21,0305130229 


0309120392 Interim deficiency rept re misapp 1 icatlon of ITE Gould 
circuit breakers in poftt-LQCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 030320 Matter under 
Invastig att on Final rept by 630B0B Reported per Part 2t 
MANNO, B r Niagara Mohawk Power Corp 83/04/26. STARQSTECKI. R 
Region 1. Office of Director 2pp 10433 072 24X 

Fiche 50-000.03/04/26,0305120392 


— 6305120404 Part 21 rept re failure of post-LOCA hydrogen recpmblner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEV. D C Rockwell Interratlonal Corp 03/03/11 COLLINS. JT 
Region 4. Office of Director 3pp 18433 074 24X 

Flche 90-000. 03/04/26. 0305120392 


6305130124 Deficiency Evaluation Rept 83-lB re installation of pipe 
supports which do not meet Seismic JX requirements Initially 
reported on 630329 Deficiency determined not reportable per 
10GFR90 99(e} Documentation will be maintained In files 
VAN BRUNT, E E Arizona Public Service Co 03/04/28 STERNBERG. D M 
Region 5. Office of Director 2pp 10438 059 24X 

Ftche 50-5204 83/04/23, 0305130124 


0309130159 Deficiency Evaluation Rept DER 63-20 re startup test 
personnel qua 1 1 f icati ons Initially reported on 630406 
Deficiency determined not reportable per 10CFR5Q 99(e) 

VAN BRUNT. E E Arizona Public Service Co 03/04/29 STERNBERG. D M 
Region 5. Office of Director 2pp 10437 169 24X 

Flche 30-528. 03/04/29, 8305130199, 
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8305^130210 Advises that Deficlehcij Evaluation Rcpt DER a3’'20 re 
startup test personnel qualifications not repartaUlo par 
10CFR30 95<e) 

VAt4 BRUNT, E E Arizona Public Service Co 33/04/29 BTERKDERG, D h 
Region 5, Office of Director Ip 16440 090 24X 

Pi Che 50-528,63/04/29,8305130210 


8305130148 Revised interim Deficiency Rapt DER 82—73 re Target Rock 
valves not meeting Tech Spec requirements Inibiallfi reported 
on 821124 Revised test plan reviewed by Bechtel Final rept 
evpected ty B30823 Also reported per Part 21 

VAN BRUNT, E E Ariiona Public Service Co 63/05/03 STERNeERO, D M 
Region 3> Office of Director 4pp 10433 117 24X 

FiChe 30-528, 33/05/03. 8305130140 


0303130189 Final Deficiencg Rept DER 03-12 re malfunction of GE add-on 
electric interlocks used w/C]ass IFiSize 2, starters in 
4S0-vcilt motor control ctrs Initially reported on 630309 
Design change packages issued Also reportable per Part SI 
VAN BRUNT, E E Ariiona Public Service Co 83/05/03 STERNBERG, D M 
Region 9, Office of Director 5pp I B437 340 24X 

FI chB 30-528,83/05/03,8305130189 


8305130226 Rev 1 to Interim Deficiency Rept DER B2-80 re failure of 
Conax electrical penetration low level Insulatian resistance 
to meet qual 1 f icatipn tests Initially reported on 62I2I7 
Testing in progress Next rept by 830914 

VAN BRUNT. E E Arizona Public Service Co 83/05/03 STERNOERO.D M 
Region 9, Office of Director 3pp 18439 100 24X 

Fiche 90-526,83/05/03,8305130226 


8305130264 Interim Deficiency Rept DER 83-16 re failure of diesel 
generator governor £< voltage regulator to automat 1 cal ly 
reset from manual/test mode upon loss of power Initially 
reported on B303IB Also reportable per lOCFRSl 

VAN BRUNT, E E Arizona Public Service Co 83/05/03 8TERN0EROrO M 

Region 5, Office of Director 4pp IB439 238 a4X 
Fiche 50-528, ea/OS/oa, 8309130264 


B305230917 Final Deficiency Rept DER 83-21 re operation of low pressure 
safety injection pump in violation of procedures Deficiency 
not reportable per IOCFR50 99(e> 

VAN BRUNT, E E Ariiona Public Service Co 03/05/06 STERNBERG, D M 
Region 3, Office of Director 2pp 18536 313 24X 

Flcho 50-528,83/05/06,8309230517 


DOCKET 50-537 CLINCH RJVER BREEDER REACTOR 


A Appl ication/consbrud tion stage documents U correspondence 


0303170086 COMPARISON OF CRflR DESIGN BASIS EVENTS WlTrt THOSE OF 
FOREIGN LWFBR PLANTS 

AGRAMAL. A K Drookhaven National Laboratory FIN A-3364 
NUREG/CR-3240 83/04/30 Clinch River Breeder Reactor Program 
Office 85pp Available at NRC 45 00 1 8493 193 24X 

Flche 50-937,83/04/30.8305170086 


8305110590 Notification of 830524 meeting w/DOE, Pro jec t Mgt Corp & TVA 
in BethesrfarHD to review status of applicant PRA 

BTARli.R M Clinch River Breeder Reactor Program Office 83/09/04 

GRACE, J N Clinch River Breeder Reactor Program Office 3pp 

18417 361 a4X Fiche 50-537,03/03/04,6305110390 


6309090699 Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs r* integrated scheduling for implementation 
of plant mods Sve Hat end 

eiaENHUr,D,0 Division of Licensing 03/05/09 Consol idated 
Edison Co of New Yort, Inc I6pp 1B627 153 24X 

Fiche - 90-000, 83/05/09, 0309090657 


0305170449 Submits supplemental info to 0304-Dl ltr re cable separation 
by confirming that approx 79 ft of DHR sve & steam generator 
auxiliary heat removal sys cable will be run in separate 
conduits or end raceways 

LONGENECKER, J Energy, Dept pf, Clinch River Breeder Reactor Plant 
83/03/16 grace, J, N Clinch River Breeder Reactor Program Office 
Ip 18471 220 24X Fiche 90-537,83/09/16,8303170449 


8305230113 Forward^ Rev 5 to Vol 2 to "Thermal Margin Beyond Design 
Base." Rev incorp orate s isotopic inventory for haterogeneouft 
core, current meteprology, add I organ doses t< more realiatlc 
Pu sparging calculations 

LONOENECKER, J Energy, Dept of, CHndh Rtvev Breeder Reactor plant 
83/05/17 ORACEr J N Clinch River Breeder Reactor program Office 
Ip J8696 200 24X Fiche 90-537,83/03/17,0309230113 


-6305310003 Rev 5 to '‘Hypothetical Core Disruptive Accident 
Considerations In CRBRP. Vd 2 , ^Assessment af Thermal 
Margin Beyond Design Base " 

* Energy, Dept- of CRBRP-3 V02 R09 83/03/31 52pp 

18696 201 24X Fiche 50-537,03/05/17,8309230113 - 


0305230285 Forwards Rev 1 to "CRBfi project Heat Transport 8yt 
I o-ContainmenC Piping Reserve Selemlc Margins" It rept re 
consequences of leaks from small diameter primary heat 
transport sys piping 

LONGENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
83/05/17 GRACE, J N Clinch River Breeder Reactor Program Office 
2pp 18939 043 24X Fiche 90-537,83/05/17,8305230205 


— 8309230292 Rev 1 to "CRflR Project Heat Transport 8ys In-Contalnmiftt 
Piping Reserve Seismic Margins " 

MELLQ, R M , CHANDRA, U , MALLETT, R H Energy, Dept of, Clinch 
River Breeder Reactor Plant E3-LPD-B3-001 ROl, 83/05/31 75pp 
18539 049 24X Fiche 50-537103/05/17,8305230289 


B Utility Preliminary Safety Analysis Report, amends 


B30S200459 Forwards Amend 77 to P8AR 

LONGENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
83/09/20 GRACE, J N Clinch River Breeder Reactor Program Office 
4pp 10913 201 24X Fiche 90-537,83/09/20,0305200499 


— 8305200463 Amend 77 to PSAR 

* Energy, Dept of, Clinch River Breeder Reactor Plant 63/05/3K 
I66pp 18513’ 209 24X Fiche 50-937, 83/09/20, 0305200499, 


E NRC Safety Evaluation Report (SERI, suppls & correspondence 


0305090013 Forwards 8ER <NUREG-076B, Supp 1 1) including addl info 
received from applicant ACRS comments 

GRACE, J N Clinch River Breeder Reactor Program Office 83/05/02, 
LONGENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
32pp 18369 322 24X Fiche 50-537,83/09/02,8305090013. 


6305060524 Forwards revised responses to 9ER Item 6 re QA, including 
Info to complete identification of saf ety-related 
structures, sys 1, components controlled by GRBR QA program 
for PSAR Marked-up Tech Specs end 

LONGENECKER, J Energy, Dept of 83/05/05 GRACE, J N Clinch 

River Breeder Reactor Program Office I8pp 18351 095 24X 

Fiche 50-937, 83/05/09, 8305060324 


0309250166 Forwards Suppl 1 to SER <NUREO-0968> r* evaluation of add! 
info on previously Identified as outstanding review items 
since preparation of SER Response to comments for ACRS 
030419 rept to Commission also end W/o ends 

GRACE, J N Clinch River Breeder Reactor Program Office 83/05/19 
LONGENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
2pp 10596 140 24X Fiche 50-337,83/05/19,8305230166 


0305240022 Forwards Suppi 2 to SER (NaREG-O960> re evaluation of addl 
info on previously identified outstanding review items 
GRACE, J N Clinch River Breeder Reactor Program Office. 83/O5/&0 
LONGENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
16pp 18577 314 84X Fiche 90-537,83/05/20,9305240022 


0309170057 SAFETY EVALUATION REPORT RELATED TO THE CONSTRUCTION OF THE 
CLINCH RIVER BREEDER REACTOR PLANT Docket No 50-537 <U S 
Department of Energy, Tennessee Valley Authority And Project 
Management Corporation) 

a Clinch River Breeder Reactor Program Office NUREO-O96a 801 
03/05/31 36pp 18493 199 24X Fiche 90-537,83/09/31,8305170057 


F Security, medical, emergency 8( fire protection plans 


8305110034 Generic Ltr 83-21 to all licensses of operating reactors, 
applicants for OLs U holders of CPs r# clarif ication of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT, 0 0 Division of Licensing 83/09/li. Consolidated 
Edison Co of New York, Inc 16pp 18940 093 24X 

Ficha 50-000,83/03/11,0305110034 


0 Adjudicatory correspondence 


8303240390 Suppl to 830307 schedule motion Parties need definite 
milestones to work toward commencement of hearings 
EDGAR, 0 L Project Management Corp. LUCK, W, D Energy, Dept of. 
83/03/23 Atomic Safety and Licensing Board Panel 4pp 
17679 117 24X Fiche 50-537.83/03/23,0303240390, 


— 0303240394 Forwards draft statement of scope It schedule for forthcoming 
CP hearings 4, requests telcon to discuss schedule 
Certificate of Sve end 

EDGAR, 0 L, Morgan, Lewis It Bockius. 83/03/02 TURK, 8 E. Hearing 
Branch t FlNAMORE, B. A Natural Resources Defense Council. 6pp 
17679 121 24X Fiche 50-537,83/03/23,8303240390 



DOCKETED ITEMS 


423 


B3050303'72 R»que»t« to fnake limited appearance statement at 030710 CP 
Ivearlngs re regional socioeconomic impacts 

PATEj D S Affiliation Unknoun 03/0^/27 CHILKiS J Office of the 
Secratarg of the Commission Ip 10306 117 24X 

Ft ch 0 SO-537* 03/04/27. B305030572 


8303030490 Advises that KRC u/i 11 not file separate response to otil 
830427 motion to dismiss Intervenar Contention 10 NRC 
position agreeing contention is no longer >n issue uFas 
accuratelg represented In util motion 

MIZUNO. 0 S Hearing Branch 1 03/04/29 MILLER, M . LINENBERGER, 0 

HAND. C H Atomic Safetg and Licensing Board Panel Ip J8292 173 
24X FI Che 50-337,83/04/29.0303030490 


B30S030502 Motion for eittension of time for discoverg permitted bg 
030329 CP scheduling order, to provide opportunity to 
prepara questions 2c responses to documentation supporting CP 
contentions Ul/Certi f Icate of 5vc 

FINAHORE. D A , WEISS. E R Natural Resources Defense Council 
HEIQScE n Blerra Club 03/04/29 MILLER, M E , LINENBEROER. Q i 
HAND, C H Atomic Safety and Licensing Board Panel 9pp 18306 185 
24X Flcho 50-537,83/04/29.8303030502 


8305030403 Notice of T Cochran 030509 deposition in Wash Ington, DC re 
Contentions la-b,3a-c,9c 2< 9f-g Certificate of Svc enc I 
MIZUNO, O 8 Hearing Branch I 83/05/02 3pp 18300 247. 24X 

FI ch • 50-537, 83/03/02, 8305030483 


830503-0942 Suppl to updated response to Intervenor interrogatories 
transmitting A Schwallle,RE Hottel,EK Sllger Si HP Planchon 
statements of prof qual if icatl ons Certificate of Svc end 
» Joint Appl icants-Cl inch River Breeder Reactor 83/05/02 
Natural Resources Defense Council ISpp 16305 266 24X 

F£ ch i 50-537, 03/05/02, 8305030342 


8305060317 Advises that NRC will not file formal response to applicant 
030427 motion to dismiss Intervenor Contentions 2{f)dg) b 
<h) NRC position agreeing that contentions no longer in 
Istu* Is correct 

TURK, S E Hearing Branch 1 03/05/05 MILLER. M . LINENBERGER. 0 , 
HANDjC H Atomic Safety and Licensing Board Panel Ip 10344 I5t 
24X FI Che 50-537,83/05/05,8305060317 


B305090499 Order concurring w/ALAQ-721 denying stay of effectiveness of 
partial initial decision authorliing issuance of LWA 
Statements of Commissioners Pa I lad ino, Ahearne 8» Qllinsky 
end 

HOYLE r J C Commissioners 83/05/03 Energy, Dept of 7pp 
18361 141 24X Fiche 50-537,83/05/05,8305090499 


6305100022 Confirms that 030509 Cochran deposition re Contentions 
Kal-(b}, 3ia}-(c ) it 9<c).(f> h (g) rescheduled for 030312 
in Washington, DC 

TURK,S E Hearing Branch 1 83/05/06 FINAMORE.B A Natural 

Resources Defense Council FINAMORE, B A Finamore, BA Ip 
10377 154 a4X Flcho 50-537,83/05/06,0305100022 


SDOSIOOZIO Response to applicant 830421 tenth set of interrogatories 
Related correspondence 

FINAMORE, D A Natural Resources Defense Council 83/05/06 lOpp 
18374 037 24X Fiche 50-537.83/05/06,8309100210 


8305100276 Affidavit of TB Cochran ra answers to Interrogatories 
Related correspondence 

COCHRANrT B Natural Resources Defense Council 83/05/06 Atomic 

Safety and Licensing Board Panel Ip 18371 242 24X 

Fiche 50-537, 03/05/06, 8305100276 


0305100350 Supplementary response to eighth it ninth set of 
intarr ogatorles dtd 830401 it OB Review of SER 6 related 
documentation incomp lete, h Indertng response to certain 
Interrogatories Related correspondence 

FINAMORE, B, A Natural Resources Defense Council FINAMORE.B A 
Sierra Club 03/05/06 MILLER, M E , LINENBERGER, 0 , HAND. C H 
Atomic Safety and Licensing Board Panel ISpp 18410 321, 24X 
Fiche. 50-537, 83/05/06, 8305100390 


S309120291 Certifies svc on 830506 of intervenor supplementary response 
to applicant eighth 6 ninth set of interrogatories dtd 
030404 & 08 6 intervenor response to applicant tenth set of 
interrogatories dtd 830421 

FINAMORE, D A Natural Resourcss Defense Council FINAMORE, B A, 
Sierra Club 03/05/06 3pp. 18424 122 24X Fiche 50-537,83/05/06. 

8305120294 


8305110220 Response opposing Intervenor 830429 motion for extension of 
time. Good cause not demonstrated 

EDGAR,© L Project Management Corp LUCK, W D Energy. Dept of 
a3/05/09 Atomic Safety and Licensing Board Pa-nel Itpp 
10407 052 24X Fiche 50-537,83/05/09,8305110220 


8303110337 Notice of 830513 conference ui/parties in proceedins 6 
respective co-unsel in Dethesda.MD to discuss pending motions 
6 requests 

MILLER. M E Atomic Safety and Licensing Board Fanel B3/0S/D9 Ip 
10406 179 24X Fiche 30-537,83/05/09.8305110337 


8305110439 Response to first set of CP in tei rogatoriss It request to 
produce Reciuested documents uiill bo made available for Insp 
& copying Related corrcspondenc e 

* Energy/ Dept of * Project Management Corp * Tennessee 
Valley Authority 83/09/09 Natural Resources Defense Council 

2pp 10405 009 24X Fiche 50-537 , 03 /03/09.830 51 10438 


8309110449 Responds to second set of CP interrogatories Aerosol 
pla-teout !i fallout calculations discussed Affidavit and 
Related correspondence 

« Energy, Dept of * Project Management Corp ■* Tennessee 
Valley Authority 93/09/09 Natural Resources Defense Council 
7pp 10403 OiO 24X Fiche 50-537,03 /03/09.83091 10449 


8305120313 Certifies svc on 830509 

EDGAR, O L Project Management Corp 83/05/09 3pp 4B424 102 
24X Fiche 30-937,83/05/09,8309120313 


8303110449 Forwards corrected 03050? response to NRDC it Sierra Club 
first set of interrogatories S< request to produce directed 
to applicant Original document not identified as response 
SCHMUTZ. T A Morgan, Lewis & Docklus 83/09/10 Docketing 6 
Services Branch Ip 10405 048 24X Ficho 50-537,83/05/10, 

03051 10445 


— 0305110449 Corrected response to first set of i n t eProg a tor i e s t, request 
to produce Requested rfoci/ments will be made available for 
insp it copying 

» Energy, Dept of * Project Management Corp * Tennessee 
Valley Authority 83/09/09 Natural Resources Defense Council 
2pp 18405 049 24X Fiche 50-337,03/05/10,8305110449 


8309110490 Amended response to NRDC l« Sierra Club 830407 first set of 
CP interrogator i os & request to produce Discusses NRC best 
estimate of containment failure pressure Affidavit enc 1 
TURK, S E Hearing Branch 1 83/05/10 Natural Resources Defense 

Council 3pp 18409 058 24X Fiche 90-537,83/05/10,8305110490 


—0305110455 Response to NRDC U Sierra Club 030426 second set Of CP 
interrogatories it roquest to produce Affidavits S. 

Certificate of Svc one I 

TURK. 8 E Hearing Branch 1 83/05/10 Natural Resources 

Defense Council t2pp 10405 061 24X Fiche 50-937,83/03/10, 

0309110490 


8309130063 Submission of end to NRC 630910 response to second set of 
CP interrogatories Certificate of Svc oncl 

TURK, S E Hearing Branch 1 83/05/11 Natural Resources Defense 

Council 9pp 18436304 24X Fiche 90-537,83/05/11,8305130063 


6305160120 Response opposing NRDC 6 Sierra Club 83042? motion for 
extension until 830709 to complete discovery Delay in 
hearing schedule to pernvlt further discovery unreasonable 
Two Certificates of 3vc encl 

TURK, 8 E Hearing Branch i 83/09/13 Atomic Safety and 
Licensing Board Panel ?pp 18446 109 24X Fiche 50-937,03/05/13, 

8309160128 


030916014^ Response to 030427 second set of CP interrogatories it 
request for admissions Related correspondence 
FINAMORE.B A , WEISS, £ R Natural Resources Defense Council 
WEI8S,£ R Sierra Club 03/05/13 Office of the Executive Legal 

Director 13pp 18446 000 24X Fiche 50-537,03/05/13,830916014? 


B3O916O101 Response to 830429 eleventh set of interrogatories 6 request 
for admissions Certificate of Svc encl Related 
correspondence 

FINAMORE, 0 A , WEtSB, E R Natural Resources Defense Council 
WEIGS.E R Sierra Club B3/05/13 Joint App I Icants-Cl Inch River 

Breeder Reactor 36pp 18449092 24X Fiche 90-537,03/09/13, 

0309160181 


8309190204 Order follouiing 030513 conference u/partles Remaining 
contentions are Contentions 1 re envelope of DBA not 
Including core disruptive accidents. 3 re core disruptive 
accidents 6 9Ic),(f) & (gk re emergency planning 
MILLER. M E Atomic Safety and Licensing Board Panel 03/09/17 
lOpp J8902 199 24 X Fiche 90-537,83/05/17,8309190204 


8309190281 Third set of CP interrogatories 6 request to produce 
Certificate of Svc encl Related correspondence 
FINAMORE, D A , WEISS, E R Natural Resources Defense Council 
WEISS.E R Sierra Club. 03/09/17 Office of the Ececutlve Legal 

Director 7pp 18901 323 24X Fiche 50-537,83/05/17,0309190321 
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G305l^?033'? WotlMcatlon re PRA status rapt Enel Phase I PRA rapt jiut 
sub^nitted to NRC for review Results of rept insign i f lean t to 
propaedinj} Vl/o Phase 1 rept certificate of 8Vt and 
EOOARf O L Project Managsmaot Corp LUCK<M 0 Energy i 0#p t of 
QSW/'ta bpp 10300-0 la 2 AX Ft Che 50-337-03/00/10,830514033^ 


B305240S53 Brief si/pporting OKceptions to ASLD S30228 partial initial 
decision re l^WA 

riNAhORE-B A , WEfS&iE R Natural Resources Defense Council. 

WEIGS, £ R Sierra Club 03/05/lB Atomic Safety/ and Llcensirifl 
Board Panel E'fpp 18575 29i SAX Flche 30-337,83/05/381 
8303240533 


830320063^1 Ndtipn for summary disposition of Contention ‘JlgJ re 
emergency plans No genuine Issue of matl fact exists 
EDOARiO *- Project flanagement Corp LDCK, N D Energy, Depfc of 
83/05/19 Atomic Safety and Licensing Saard Panel 4pp 
18519 329 24X Fiche 50-537,83/03/19,0303200636 


— 8305SD0648 Statement of matl facts a* to urbich there Is no genuine 
issue re Contention 9(g} on emergency planning Certificate 
of Sve end 

EO^ARi 0 L Project Hanagement Corp LUCK, N D Energy, Dept ef 
83/03/19 Atomic Safety and Licensing Board Panel 5pp 
18519 333 24X Fiche’ 90-S37, 83/05/19, 0305200636 


0305240070 Responic to 830517 third set of CP interrogatories U reguest 
te produce Certifitate of Sve end 

TI/RK,S£- Wearing Branch 1 03/05/20 Natural Resource* Defense 

Council I3pp 18549 078 24X Fiche 50-537, 83/05/20, 8305240070 


B305240475 Notion for summary disposition pf intfrvenor Contentions 
9(c) It 9(f) re adeAuacy of evacuation time analysis in P8AR, 

No genuine issue of matl fact exists Ic applicant entitled 
to favorable decision Certificate of 8vc end 

£^D8ARrO L Project Nanagement Corf LUCK, I*) D Energy, Dept of. 
83/05/23 Atomic: Safety and Licensing Board Panel lOpp 
10949 345 04X Fiche 30-537,83/05/23,8303240473 


8305240480 Statement of matt facts as to luhich there is no genuine 
Issue re Contentions 9lc> & Ifl on emergency plans 
EDCAHfO L Project Management Corp. LUCK, N D Energy, Dept of 
83/05/23 Atomic Safety and Licensing Board Panel 3pp 
18971 266 24X Fiche 50-537,83/05/23,8309240480 


8305240303 ffotlon for ertenslon until 830722 to file response to 
intervanors 830518 brief In support of exceptions 
Certificate of Sve end 

EDGAR, OL Project Management Corp LUCKrC^ 0 Energy, Dept of 
83/05/23 Atomic Safety and Licensing Appeal Panel 6pp 
1857J 238 24X Fiche 50-937,03/03/23,8305240503 


83053(0188 Notification of pending Litigation re NRDC 021001 motion to 
expedite consideration of emergency motion to amend US 
District Court of Appeals remand 4i to review EPA 
regulations. Car tl fl cate of Sve end 

EDGAR, O L Project Menagcment Corp LUCK, W D Energy* Dept of 
03/05/27 llpp 18692,271 24X Fiche go-937i 83/05/27, 8305310188 


L Limited uork author 1 zatlon & related correspondence 


630S2A0001 Fpruards notice of issuance of LWA-1 constituting 
author 1 lation to conduct activities (fescrltied in 770401 
request & revised site preparation activities rept dtd 
June I9S2 

GRACE* J N Clinch River Breeder Reactor Program Office. 83/05/i7 
LONOENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant. 
4pp 18649 105 24X Fiche 50-937r 83/05/19, 03O326ODOI 


— 8305260002 Notice of issuance of LWA-l , author!* Ing util, DOE €, Project 
Mgt Corp to conduct certain site activities prior to 
decision on issuance of CP 

GRACE, J N Clinch River Breeder Reactor Program Office 03/05/19, 
3pp 10649, 109 24X Fiche 30-537, 83/09/19, 830926OOO1 


O Advisory Committee on Reactor Safeguards reports I, correspondence 


8304140130 Summary of ACR8 CRQR Gubcommittee meeting on 821027 In 
Mashing ton, DC re plant design cr 1 taria, rational ■ of 
selection of DBA spectrum S, associated prevention/ 
mitigation »yi 1< plant safeguards $« security. 

a ACfiS «- Advisory Committee on Reactor Safsguards 82/10/29. 

ACR8 - Advisory Committee on Reactor Safeguards. 21pp 18541 • 047. 
24X Fiche 50- 937, 02/10/27, 0304140150 


B303160299 Forioards rept summarizing review of TMBDB presentation a*’ 
ACRS 830310-1 1 meetings Review confined to thermomechanlcs, 
engineering design It finite element analysis Review will be 
summarized at 830414 meeting 

ANDERSON, C A Los Alamos Scientific Laboratory ANDERSON, C A ACRS 
- Advisory Committee on Reactor Safeguards 83/03/29. CAR-DDNiM, 

ACRS - Advisory Committee on Reactor Safeguards 6pp 10472 069, 

24X Fiche 50-537.03/03/29,8309160299 


8305130359 Telecopy of comments on CRBR re pressure boundary Design of 
reactor pressure vessel meets t< usually exceeds reyulrementt 
of ASME 111 It relevant code cases 

BUSH, 6 H Battelle Memorial Institute, Pacific Northwest Laboratory 
BUSH, S H ACRB - Advisory Committee on Reactor Safeguards, 

83/03/30 CARBON, M ACRB - Advisory Committee on Reactor 
safeguards fipp 18443 324 24X Fiche 50-537,83/03/30.030513039?, 


B305130349 Submits comments on core disruptive accidents lli seismic 
margins per request made at ACRB 030316-17 meetings 
Applicant energetic source term acceptable Belsmlc margin 
calculations not acceptable 

LIPIH5KI,H C Argonne National Laboratory LlPlNSKIiM. C ACRS - 
Advisory Committee on Reactor Safeguards 03/03/31. CARDDN, H H, 
ACRS - Advisory Committee on Reactor Safeguards 5pp, 1B457’34B. 
24X Fiche 90-537,03/03/31,8309130349 


8309130390 Comments on seismic design safety margin for facilltv Add] 
comments to ba made at ACRS 830414 meeting 

SEIDENSTICKER Argonne National Laboratory SEIDENSTICKER ACRS - 
Advisory Committee on Reactor Safeguards 83/03/31. BOCKNERTiP. 
ACRB - Advisory Committee on Reactor Safeguards, 3pp IB443J397 
24X Fiche 50-937, B3/03/3i. 8309130350. 


B305130395 Provides input re seismic safety margins for CRBR« based on 
ongoing seismic safety margin* research program at lab 
BDHM, M P Laurence Livermore Leboretory BOHM, H. P. ACR8 - Adviiofir 
Committee on Reactor Safeguards 83/04/08 CARBON, M ACRB - 
Advisory Committee on Reactor Safeguards 6pp 18443*326. 24X 

Fiche 90-537.83/04/08, 8309130339. 


0309100637 Expresses appreciation for opportunity to participate in 
CRBR project review Seismic safety margin estimates probably 
conservative Failure of small diameter pipes will be 
discussed 

SEIDENSTICKER Argonne National Laboratory BEZDENBTICKER ACRS » 
Advisory Committee on Reactor Safeguards 03/04/19. CARBON, N ACRS 
- Advisory Committee on Reactor Safeguards Ip. 10909.339. 34X 

Fiche 90-937, 03/04/18, 8309180637, 


8309120996 "Consultant Rept for ACRS Review Of CRJ9R Thermal Margin 
Beyond Design Basis 

POWERS, D A, 0andla Laboratories POWERS, D A ACRS - Advisory 
Committee on Reactor Safeguards 83/08/10. 30pp 10443:090. 34X 

Plche. 90-837, 83/08/10. 8305120986 


0 Inspection reports, IE Bulletins correspondence 


0212060385 IE Info Notice 83-14, "Dewatered Spent Ion Exchengs Reiin 
Susceptibility to Exothermic Chemical Reaction '* 8vc list 
enc 1 

TAYLOR, J M Division of Safeguards U Inspection Program* (Po*t 
830103) B3/03/2i Consolidated Edison Co of New Yort. Inc 

tl2pp 18300 319. 24X Fiche 80-000, 03/03/21, 8212060389. 


8309270472 Forwards IE Insp Rept 90-537/83-01 on 030315, No 
noncompl lance noted 

DANCE, H C. Division of Project ft Resident Programs 83/04/06. 
BREWINGTDN, P Energy, Dept. of. Clinch River Breeder Reactor Plant 
2pp 10644' 081. 24X Fiche' 50-937, 83/04/06/ 8309270472. 


—8308270402 IE Insp Rept 90-937/83-01 on 030318 No noncomp Hence noted 
Project mgt meeting, warehouse tours site tour conducted. 
tONATOMlS, A J Region 2. Office of Director BROWNLEE. V.L 
Division of Project t Resident Programs. 03/04/06, 4pp 
18644. 0B3 24X Fiche 90-937, 83/04/06, 0305270472 


8309270314 Forwards IE Insp Rapt 50-937/83-02 on 830328-0401 No 
noncompliance noted. 

OANCE.H C Division of Project It Resident Programs. 03/04/14. 
SREWINOTON, P Energy, Dept of. Clinch River Breeder Reactor Plant 
2pp. 18642204 24X Fiche: 90-937, 83/04/14, 0309270314. 


— 0309270319 IE Insp Rept 50-937/03-02 on 030328-0401 , No noneomplianc# 
noted Major areas Inspected' pre-CP QA activities 
MCFARLAND, C. R Region 2, Office of Director. UPRIGHT. C.H. 
Division of Engineering St Radiological Safety Programs, 03/04/13. 
4pp. 18642 206 24X Fiche 50-537, 83/04/14, 8309270314 


8303040021 IE Info Notice B3-2t, "Defective Emergency Use Respirator ** 
8vc list end 

JORDAN, E. U Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/04/19. Consolidated Edison Co. of New 

York, Inc 186pp. 18439 188 24X Fiche 50-000,83/04/19,0303040021 
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0303040023 IE Info Natle* 03-22* “B-WR Saf ety/Rel ie# Valvo Failures " 
Bvc lilt eni: 1 

i/ORDAKi E i_ Division of Emergencij Proparednoas & Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of Neu> 

Tories Inc tl2pp 10303 089 24X Flche 90-000 • 83/04/22* 0303040023 


8303040025 IE Info Notice 03-23 j “Inoperable Containment Atmosphere 
Bensltig Sve list end 

JQRDAKi E L Division of Emergency Preparedness a< Engineering 
Response (Post 030103) 83/04/29 Consolidated Edison Co of Need 

yorkir Inc il9pp 10301 291 24X FUhe 50-000*83/04/29.8303040025 


03O3O4OO2A IE Info Notice 03-24i "Loose Parts in Secondary Bide of 
Steam (Jsnerators at PWRs ■' Sve list end 

JORDAN# E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of Neu 

York* Inc llSpp 18382 047 24X Flche 50-000* 03/04/20# 830304002* 


8303040027 IE Info Notice 8G-23i "Standby Oas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment “ Sve list end 
JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of Neia 

York I tnc llSpp 18382 169 24X Flche 50-000,03/04/28,0303040027 


8305270197 Foruardi IE Insp Rapt 90-937/03-03 on 830404-06 No 
noncomp 1 lance noted 

DANCE# M C Division of Project & Resident Programs 03/05/02 
BREHiNOTON# F. Energy# Dept of. Clinch River Breeder Reactor Plant 
2pp 18637' H37 24X Fic he 50-937. 03/09/02# 8309270197. 


— 8305270200 XE Insp Rapt 90-937/83-03 on 830404-06 No none amp 1 lance 
noted Major areas Inspected site preparation 

HARRIS* J R , CDNLON. T E, Region 2. Office of Director 83/04/29 
2pp, 10637 239. 84X Fiche 90-937# 83/09/02. 8305270197 


8303040020 IE Info Notice 03-26# "Failure of Safety/Rdiof Valve 
Discharge Line Vacuum Breakers." Sve list end 
JORDAN# E L Division of Emergency Preparedness fr Engineering 
Response -(PoBt 830103) 83/09/03 Consolidated Edison Co of New 

York* Inc 122pp 18441 170 24X Fi che < 90-000# 83/09/03# 8303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
£(l.ulpenent " Sve list end 

JORDAN. E L Division Of Emergency Preparedness fr Engineering 
Response (Post 830103). 83/05/04 Consolidated Edison Co of Neie 

York# Inc li2pp 16382.282 24X Fi che . 90-000. 03/09/04. 0303040030 


8303040031 1C Info Notice 03-28. "Criteria for Protective Action 
Recommenda fc Ions for (General Emergencies " Sve list end 
JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/09/04. Consalldated Edison Co of Neui 

York. Inc 119pp 18441 001 24X Flche 50-000.03/09/04.8303040031 


8303040033 1C Info Notice 83-29# "Fuel Binding Caused by Fuel Rack 
Deformation Sve list end 

JORDAN* E L Division of Emergency Preparedness U Engineering 
Response iPost 830103) 83/09/06 Consolidated Edison Co of Neie 

York# Inc 115pp 18923’ 248 24X Flche 90-000# 03/09/06# 8303040033 


0309270273 Forwards IE Insp Rept 90-937/83-04 on 830411-19 No 
noncompliance noted 

□ANCE»K C Division of Project & Resident Programs 83/09/06 
BREHlNOTONrP Energy# Dept of. Clinch River Breeder Reactor Plant 
2pp 18644 268, 24X Flche 50-937. 83/05/06. 6305270273 


— 8305270278 IE Insp Rept 90-937/83-04 on 830411-19 No noncompliance 
noted Major areas Inspected preconst OA activities 
JACKSON.L. . UPRiOHTiC.M Region 2# Office of Director 03/09/02 
4pp. 18644,270 24X Flche 50-537# 83/09/06# 8309270273 


8303040034 IE Info Notice 83-30# "Hlsapp Hcation of Generic Emergency 
Operating Procedures (EOP) Ouidellncs. " 8vc list end. 

JORDAN# E L. Division of Emergency Preparedness & Engineering 
Response <Past 830103) 83/09/11. Consolidated Edison Co. of New 

York, Inc 114pp. 18924.003 24X Fi che 90-000, 03/09/ 1 1# B303040034 


8303040040 IE Info Notice 83-31. “Error in AOLPIPE Computer Program " 
Bve list end. 

JORDAN# E L Division of Emergency Preperedness t< Engineering 
Response (Post 830103} 83/09/19 Consolidated Edison Co of New 

York# Inc. 114pp. 10697.009. 24X Flche 90-000# 83/09/ 19, 8303040040 


8303040046 IE Info Notice 03-33. "Nonrepresentative Sampling of 
Contaminated Oil." 8vc list end 

JORDAN# E.L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 83/09/26. Consolidated Edison Co of New 

York. Inc. H4pp. 18647 007 24X Fiche 90-000, B3/03/26# 8303040046 


T Hearing tr-anacrlp ta on non-ant 1 brus t matters 


0305170293 Transcript of 830913 conference jn Bethosda. MD Pp 7# 106- 
7# 279 

» Atomic Safety and Licensing Board Panel 83/09/13 184pp 

18464 149 24X Ficha 30-937,83/09/13.0305170293 


U Congressl o-nal/Exec ut ive Correspondence 


03QS24OD19 Responds to 030410 Itr recommending retention of technical 
cadre of experts to revleiii CRBR S< overall DOE breeder 
program Malnt of CRBR Program Ofc at adequate level planned 
Decision on issuance of CP expected by June 1984 
DIRCKS.W J Office of the Executive Director for Operailons 
83/09/10 LLOVO. M House of Rep , Sciance U Tachnoiogg 3pp 
18577 300 24)( Flche 30-537,83/09/10.0305240019 


—8305240023 Recommends that Commission retain technical cadre of experts 
to review CRDR S. overall DOE breeder program 
LUOVD,M House of Rep . Science U Technology 83/04/18 
PALtADiND.N J Commissioners Ip 18977 310 24X 

Flche 50-537,03/05/(018305240019 
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A Appl Icati on/constr uc ti on stage documents 6 correspondence 


0309230634 Ack receipt of Itr requesting cost analysis of backflttlng 
requirements Imposed by NRC FatlUtias will require some 
backflt mods Costs will be almost identical to Byron 
Increas es 

SHIELDS. S 14 Public Service Co of Indiana. InC 83/03/10 
raURTELLOTTE. J Regulatory Reform Task Force 2pp 10542 392 24X 

Flche 30-946,03/03/10.0309230654 


8305230720 Forwards list of utils responding to requests for cost 
figures on backfitting 

TOVRTELLOTTE# J Regulatory Reform Task Force 83/04/11 
PALLADINO.N J Commissioners 2pp 18942 272 24X 

Fiche 90-000.83/04/11,0309230720 


6305120457 Confirms 830414 commitment re electrical cable tray hanger 
installation under conditions outlined in 830203 
confirmatory action 1 fcr Request to restart Installation of 
hangers renewed 

BHIELD3.S Vi Public Service Co of Indiana# Inc 83/04/15 

KEPPLER.J 0 Region 3# Office of Director 3pp 18434 036 24X 

Flche. 50-946, 83/04/19. 8309120457 • 


8304290167 Application for amend of CPPR-i70 6 CPPR-17I (fUad In PDR 
Category A), consisting of Amend 24 to FSAR (filed In FDR 
Category K) 6 Suppl 1 to environ rept - dL stage (Filed In 
PDR Category C) 

SHIELDS. 8 Public Service Co of Indiana. Inc 83/04/21 
DENTON«H R Office of Nuclear Reactor Regulation. Director 16pp 
10212 003 24X Flche 50-946.83/04/21.8304290167 


8305110185 Responds to 830413 Itr re 030323 PR notice of NRC receipt of 
application for OLs it environ rept Environ rept available in 
PDR ii is scheduled for Issuance in June 1904 

YOUNGBLOOD# B J Licensing Branch I 03/04/28 VDBT# F E Utility 

Data Institute Ip 18434279 24X Fiche 90-546,03/04/20. 

8305110109. 


0309090659 Generic Ltr 83-20 to all operating reactor licensees ?< 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

EISENHUT, D-O Division of Licensing 83/05/09 Consolidated 
Edison Co of New York# tnc 16pp 10627 153 24X 

Flche 90-000.83/09/09.8309090699 


8309130119 Forwards response to Generic Ltr 03-lOC re resolution of 
TMI Action Item 11 K 3 5. "Automatic Trip of Reactor Coolant 
Pumps *' Response to Itams I le. 1 3a 6 I 3c will be addressed 
in FSAR.App E. scheduled for submittal by B40331 
SHIELDS# S H Public Service Co of Indiana# tnc 83/05/09 
EIBENHUT. D O Division of Licensing 9pp 18437 353 24X 

Flche 50-546,03/09/09.8309130119 


8309230635 Forwards request for addl info re environ qualification oF 
electrical 6 mechanical equipment Schedwlar commitment 
for submittal of program should be provided within 30 days 
YQllNOBLOODt B J Licensing Branch 1 63/09/10 SHIELDS# S H Public 

Service Co, of Indiana. Inc 4pp 18543 021 24X 

Flche 50-946,03/09/10.8309230635 
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030517030^7 AppUcatioii to ariend CPPR-‘l70 l> CPPR-171 u/submi t ta I of 
Tevisecf Sup p I 1 to eriviron rept ~ OL ^tage Affidavit of 
Distribution etic J 

SHieLDSi a W Public Servico Co of Indiana. Inc SHlELDSiS H 
P/abasli Valiev Pouer Association. Jnc 03/05/13 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 6pp 18466 024 24X 

Fiche 30-546,03/05/13,6305170306 


—0303170312 Revised Suppl 1 to environ rop t - OL stage 

* Public Service Co of Indiana, Inc B3/05/3I Ip 10466 030 
24X Fiche 50-546. 83/05/13, 0303170306 


8305200289 Foriuards Amend 23 to CP 6 OL app 1 1 cat 1 on*, inc lud Ing T6v« to 
security plAn Amend withheld (ref tOCFR2 790) 

SHIELDS. S W Public Service Co of Indiana. Inc SHIELDSES H 
Wabash Valley Power assac iat i or>« Inc 03/05/16 DENTOld. H R Office 

of Nuclsar Reactor Regulation, Director 4pp 10316 319 24X 

Flcfte 30-546.83/09/16-8305200289 


C Otility Environmental Report (ERl. amends correspandonce 


0304230167 Forwards Suppl 1 to environ rept - OL staff® Ifllod In PDR 
Category O Supporting rep bs oncl 

SHIELDS. S W Public Service Co of Indiana. Inc 03/04/21 
DENTON, H R Office of Nuclear Reactor ReffuJation. Director I6pp 
1S212 003 24X FiChe 30-546.03/04/21.0304250167 


0305110185 Responds to 030413 1 tr t 6 830333 FR notice of NRC receipt of 
application for OLs &, environ rcpt Environ rapt available In 
PDR is scheduled for issuance in June 1904 

VOUNOBUOOD.fl J Licensing Branch 1 93/04/20 VOST.FC Jtllitg 

Data Institute Ip 18434 379 a4X Ftche 90-546,93/04/38. 

9305110185 


0305170306 Application to amend CPPR-170 U CFPR-171 w/submittal of 
revised Suppl 1 to environ lopt - OL stage Affidavit of 
Distribution encl 

SHIELDS'S N Public Service Co of Indiana, Inc SHIELDS. S U 
Nabash Valley Power Association. Inc 93/03/13 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 6pp 1S466 024 24X 

Fit he SO -346. 93 /OS /1 3. 8303 1 70306 


— 8303170312 Revised Suppl 1 to environ rept - GL stage 

o Public Service Co of Indiana. Inc 93/0S/31 Ip 18466 030 
24X Fiche SO-546. 03/05/1 3, 0305170306 


F Security, medical, emergency tt fire protection plans 


8305110034 Generic Lfer 03-21 to all licensees of operating reactors, 
applicants for OLs ^ holders of CPs re c lar i f 1 cat ion of 
access to control procedures for law enforcement visits 
Svc list encl 

EiSENHUT, D G Divisiort of Licensing 83/09/11 Consolidated 
Edison Co of New Vork, Inc 16pp 18540 093 24X 

Fiche 30-000.83/05/1 1,83031 10034 


9305240313 Forwards month ly status rept on offsite emergency 
propanednes s for DL reviews for Apr 1983 

OIRCHS.W J Office of the Eiecutlve Director for aparations 
93/05/13 PALLADINO.M J Commissioners 6pp 18593 322 24X 

Fiche 30-000.83/05/13,8305240213 


8305200289 FoTuards Amend 2S to CP & OL app 1 lea tions < me lud Ing revs to 
security plan Amend uiithbeld (ref 10CFR2 790J 

SHIELDS. S U Public Service Co of Indiana, Inc SHIELDS. 5 U 
Uabash Valley Pauer Association. Inc 03/03/16 DENTQN, H R Office 
of Nuclear Reactor Regutatian. Director 4pp 16516 319 24X 

Fiche 50-546,83/03/16.8305200289 


B305260233 Advises of 830527 prompt not 1 f £ca tl on sys development 
meeting in Clarksvillei IN to discus* objectives it design of 
emergency planning i one 

KNIGHT. M R Public Service Co of Indiana, fne 03/05/18 
AXELS ON- W L Region 3. Office of Director Ip 1B59? 338 24X 

Flch* 50-546. 83/05/19. 8305260233 


G Ad jud 1 catory correspondence 


6305130073 Answer to Indiana Sassafras Audubon Society tfSAS) petition 
for leave to intervene ISAS fails to establish right to 
intervene Certificate of Svc encl 

* Public Service -Co of Indiana, Inc a Nabash Valley Power 
Association, Inc a LeRoeuf. Lamb. Leiby !< MacRae 03/09/12 
CommU« loner* I Ipp 18436 251 24X fiche 50-546.83/05/12, 

8309130073 


8305130098 Response ui/o objection to Save the Valley petition for 
leave to intervene, provl dad applicant may object to 
contentions right to hearing after petition suppl filed 
Certificate of Svc encl 

VOIOT. K H Public Service Co of Indiana. Inc VOIOT.H H Hi-b*ih 
Valley Power Association. Inc VOIGT. H H LeDoeuf. Lamb. Leiby k 
NacRae 03/O3/i2 Commi esioners 4pp 18438 097 24X 

Fiche 30-546. 03/03/ i 2, 8309130078 


6305130244 Response opposing Valley Watch. Inc 820427 petition for Iti^i 
to Intervene in proceeding Petitioner fails to establth 
sufficient interest in proceeding to establish standing as 
matter of right or discretion W/Certi f Icate of 8vc 

VOIGTiH H Public Service Co of Indiana. Inc VOIOT, H H. Wsbfih 
Valley Power Association. Inc VOIGT.H H LeOoeuf. Lemb, Leiby L 
MacRae 83/05/12 Commissioners iipp 18439 174 24X 

Fiche 30-346.83/09/12.8303130244 


G3Q5160146 Response in opposition to Valley Watch. Inc 030419 petitten 
fer intervention & request for public hearing re DL 
application Petition has not established requisite standing 
te intervene Certificate of 0vc end 

CHAN.E I Hearing Branch 2 83/05/12 Atomic Safaty and 

Licensing Board Panel llpp 18445 078 S4X Flcha 50-946.83/05/1?, 

0303160146 


8305160158 Response to Save the Valley petition to Intervana Rcqulsltr 
standing to intervene established Aspects of proceeding 
to be addressed by intervener identified Certificate of 
Svc encl 

CHAN.E I Hearing Branch 2 03/05/12 Atomic Safety and 

Licensing Board Panel llpp 10445 141 24X Fiche 90-346,83/05/1?. 

8305160190 


8309170003 Response to Sassafras Audubon Soc of South Central Indiinii 
030416 petition to intervene Requisite standing to intervene 
not established Specific aspects appropriate for 
consideration identified by Soc Certificate of Svc encl 
CHAN.E I Healing Branch 2 83/03/13 Atomic Safety and 

Licensing Board Panel llpp 10466 231 24X Flcha 90-946,83/09/13. 

8305170003 


K Utility Final Safety Analysis Report iF8AR) 8. amends 


8304290167 Forwards Amend 24 to F8AR (filed in PDR Category K} 11/277 
overslie drawings Aperture cards are available In PDR 
SHIELDS. 8 W Public Service Co of Indiana. Inc 03/(74/21 
DENTON.H R Office of Nuclear Reactor Regulation. Director 16pp 
18212 083 24X Fiche, 90-546. 03/04/21. 8304290167 


—0304250190 Amend 24 to F3AR W/277 oversize drawings Aperture cards an 
available in PDR 

« Public Service Co of Indiana, Inc 83/04/30 130pp 

18212 099 24X Fiche 90-946.83/04/21.8304290167 


Q Inspection reports. IE Bulletins & correspondence 


83D3040040 lE Info Notice 03-31. “Error in ADLPIPE Computer Program “ 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 83/03/19 Consolidated Edison Co of New 

Vork. Inc IHpp 18697 009 24X Fiche 50 - 000 , 83/09/19* 03030 4 0(HB, 


8212060305 fE Info Notice 03-14. “Dewatered Spent Ion Exchange Reiln 
Susceptibility to Exothermic Chemical Reaction " Svc Hat 
enc 1 

TAYLOR. J N Division of Safeguards Inspection Programi (Post 
830103) 03/03/21 Conso 1 1 da ted Edison Co. of New York, Inc 

112pp 10300 319 24X Fiche 90-000, 83/03/21. 8212060389 


8303040021 IE Info Notice 83-21. “Defective Emergency Use Respirator ■ 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness 4. Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York. Inc 136pp 18435 159 24X Fiche 50-000,03/04/19,0303040021! 


8303040023 IE Info Notice 03-22. “BWft Safety/Rellef Valve Failures * 
SVC list encl 

JORDAN, e L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of Ktu 

York, Inc Il2pp 10303 089 24X Fiche! 50-000, 83/04/22. 83030400Z3 


8303040025 IE Info Notice 03-23, “Inoperable Containment Atmosphere 
Sensing Sys, " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 

Response (Post 830103) 83/04/39 Consolidated Edison Co of New 

York, Inc ll9pp 10381 291, 24X Fiche 50-000.83/04/25,8303040029 
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0305120419 Fprwards IE Insp 50“54fc/a3-01 tt 50-347/03-01 on 

030124—20 £< 0224-23 Ic notice of violation 

BPES8ARD. ft L Division of Engineering 03/04/25 SHIELDS* 8 14 
Public Service Co of Indiana* Inc 2pp 18434 031 a4X 
Fiche 30-5464 03/04/23.8303120419 


— 8305120423 Notice of violation from inep on 030124-28 «c 02S4'-25 
8PESSARD, R U Division of Engineering 83/04/25 4pp 
18434 053 24X Fiche 50-346.03/04/25,8305120419 


— 8305120420 IE Insp Rapt* 50-346/83-01 5. 50-347/83-01 on 030124-23 & 
0224-25 None omp 1 i anc e noted failure to assure that 
applicable requirements translated into inatruc t ionsi 
procedures or drauingt Nonconf orming items not tagged 
LOVE. R S , MENDEZ. R . WILLIAMS. C C Region 3, Office Of Director 
83/04/20 23pp 18434 037 24X Fiche 30-546, 83/04/23. B3031204 19 


0303170148 Forwarils IE Insp Repts 50-546/83-04 & 50-547/83-04 on 
030309-10 No noncompliance noted 

STREETER* J F Region 3. Office of Director 03/04/27 SHIELDS, 8 W 
Public Service Co of Indiana. Inc 2pp 10466 283 24X 

Fiche 30-546.93/04/27.8305170148 


—8305170153 IE Insp Repts 50-546/03-04 8, 30-547/83-04 on 030309-18 No 
none amp 1 lance noted Major areas inspected electrical 
contractors QA program. imp 1 ement ing procedures training 
VANDEL. T E . KlSHxJ N . HAWKINS. F C Region 3. Office of Director 
03/04/37 4pp 18466287 24X Fiche 50-346.83/04/27.0303170148 


0,^ *>3040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Oenerators at PWRs " Sve list end 

JORDAN, E L Division of Emergencii Preparedness & Engineering 
Response {Post 830103) 83/04/20 Consolidated Edison Co of New 

Vark, Inc llSpp 18302 047 24X Fiche 50-000.03/04/28.0303040026 


B303040027 IE Info Notice 83-25. "Standby Oas Treatment Sys Heater High 
Temp^ Trip Setpoint Adjustment " Sve list end 
JORD^^M. E L Division of Emergency Preparedness & Engineering 
Response (Post 03blO3) 03/04/20 Consolidated Edison Co of New 

York. Inc llBpp 10382 165 24X Fiche 30-000,03/04/20*0303040027 


8303040020 IE Info Notice 83-26* "Failure of Safety/Rolief Valve 
Discharge Line Vacuum Dreakers “ Sve list end 
JORDAN* E L Division Of Emergency Preparedness U Engineering 
Response (Post 030103) 83/05/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24 X Fiche 30-000* 83/05/03* 0303040028 


83030400*10 IE InPc Notice 83-27* "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eqolpeient " 8vc list end 

JORDAN* E L, Division of Emergency Preparedness ic Engineering 
Response IPast 030103) 03/05/04 Consolidated Edison Co of New 

York. Inc 112pp 18382 282 24X Fiche 50-000.83/05/04*8303040030 


0303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Ricommenda tions for General Emergencies " 8vc list end 
JORDAN, E L Division of Emergency Preparedness 4* Engineering 
Response {Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc Il9pp 1B441 001 24X Fiche 50-000*83/05/04.8303040031 


0303040033 IE Info Notice 03-29, "Fuel Dinding Caused bg Fuel Rack 
Deformation " 0vc list enc 1 

JORDAN* E L Division of Emergency Preparedness 4< Engineering 
Response (Past 830103) 03/05/06 Consolidated Edison Co of New 

York. Inc M 3pp 18523 248 24X Fiche 50-000*83/05/06,0303040033 


B303040034 IE Info Notice 83-30. "Misapplication of Generic Emergencg 
Operating Procedures (EOP) Guidelines ■' Sve list end 
JORDAN* E L Division of Emergency Preparedness 4( Engineering 
Response (Post 630103) 83/05/11 Consolidated Edison Co of New 

York. Inc ll4pp 10524 003 24X Fiche 50-000,03/05/11*8303040034 


9303040046 IE Info Notice 83-33* "Nonrepresenfcat i ve Sampling of 
Contaminated Oil " Sve list end 

JORDAN* E, L Division of Emergency Preparedness 4* Engineering 
Response (Past 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc 1 14pp 10647007 24X Fiche 50-000*83/05/26*8303040046 


8 Reportable occurrences. LERs related correspondence 


6305020391 Pinal deficiency rept re potential for inaccurate 
indication of Westlnghouse mfg gate valve position Initially 
reportsd on 821222 Westinghouse Issued field change notice 
documenting corrective actions 

SHIELDS* 5 M Public Service Go of Indiana, Inc 83/04/21 

KEPPLER* J Q Region 3* Office of Director 2pp 18281 296 24X 

Fiche 50-546. 83/04/21* 8305020291 


830511042'^ Part 21 deficiencij repts re misoperation of DS-416 reactor 
trip undervDltage devices Initially reported on 030420 
Attachments will be replaced w/deviccs ui/widened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE. E P Westinghouse Electric Corp 83/04/21 DEVOUNG. R C 
Director s Office. Office of Inspection and Enforcement 5pp 
18405 095 24X Fiche 50-000,83/04/21.8305110427 


8305020118 Final deficiency rept re interference between rear 
attachment brackets U mechanical snubber pivot mount 
brackets initially reported on 830325 Rear brackets will be 
returned to ITT Orinnei for reworking 

SHIELDS, S W Public Service Co of Indiana. Inc 83/04/22 

KEPPLER.JG Region 3* Office of Director Ip 1B27B217 24X 

Fiche 50-546.83/04/22.8305020118 


8305110324 Part 21 rept re Type SA-t Class IE relays Silicon controlled 
rectifier (SCR) in trip output circuit may cause random trip 
output Westlnghouse corrective action include^ replacing SCR 
ui/iurn-in SCR 

DUVALL. D D Brown Doverj CoTp (subs Brown Qaverl Co . Ltd > 
83/04/27 9TFLL0. Y Director's Office, Office of Inspection and 
Enforcement 9pp 18393 278 24X Fiche 50-000.83/04/27*9305110324 


0305040494 Interim deficiency rept re operation of centrifugal 
charging pumps during high energy line rupture initially 
reported on, S00S09 Nestinghouse V util working to refine 
equipment mod to mutual satisfaction Next rept by B3102B 
SHIELDS, SW Public Service Co of Indiana, Inc B3/04/2B 

KEPPLER.JG) Region 3. Office of Director 2pp 18319 264 24X 

Fiche 50-546,83/04/28.8305040494 


93051302D7 Interim deficiency rept re problem involving embedded plates 
in primary shield wall lu/deformed wire anchors missing or 
welds between plate anchor being cracked Initially 
reported on 020818 Caused by axial tensile stresses 
SHIELDS, SM Public Service Co of Indiana, inc 83/05/09 

KEFPLER.JD Region 3. Office of Director 2pp 18439 355 24X 

FlCho 50-546,83/05/09.8305130207 


B30S2404O8 Final deficiency rept re potential far improper operation of 
DS-416 reactor trip switchgear undervoltage attachments 
Initially reported on 830421 Attachments to be replaced w/ 
attachments having modified grooves 

SHIELDS. S M Public Service Co of Indiana* Inc 83/05/16 

KEFPLER.JO Region 3. DffUe of Director 2pp 18574 277 24X 

Fiche 50-546,03/05/16. 6 30524040 8 


B305260332 Interim deficiency rept re Commonwealth-Lord Joint Venture 
failure to adequately implement QA program tnttially 
reported on 830211 Nonconformance repts for items not 
previously audited written Next rept by B30B03 
6MtELDS. SM Public Service Co of Indiana. Inc 83/05/18 

KEPPLER, J O Region 3. Office of Director 2pp 18625 005 BAX 

Fiche 50-546,83/05/19.8305260332 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION. UNIT 2 


A App 1 1 cation/confitruc t i on stage documents t* eprr espondonce 


8305230654 Ack receipt of Itr requesting cost analysis of backfttting 
requirementa imposed by NRC Facilities will require some 
backfit mods Costs will be almost Identical bq Byron 
Increases 

SHIELDS. 8 W Public Service Co of Indiana. Inc 83/03/10 
TOiJRTELLOTTE, J Regulatory Reform Task Force 2pp 10542 352 24X 

Fiche 50-546, 83/03/ 1 0. 93052306 54 


8305230720 Forwards list of utils responding to requests for cost 
figures on backfittlng 

TOURTELLOTTE, J Regulatory Reform Task Force 93/04/11 
PALLADIND.N J Commissioners 2pp 18542 272 24X 

Fiche 50-000,03/04/11.9305230720 


0305120457 Confirms 030414 commitment re electrical cable tray hanger 
i-nstal lation under conditions outlined in 930203 
confirmatory action Itr Request t-o restart Installation of 
hangers renewed 

BHIELDSrS W Public Service Co of Indiana, inc 83/04/15 

KEPPLERrJ Q Region 3* Office of Director 3pp 10434 036 24X. 

Fiche 50-546* 83/04/ 1 5 . 9305 1204 37 


8304250167 Application for amend of CPPR-170 t. CPPR-17I (filed in PDR 
Category A>* cans is ting of Amend 24 to FSAR (filed In PDR 
Category K> 6 SuppI i to environ rept - OL stage (filed In 
PDR Category C) 

SHIELDS. S Vi Public Service Co of Indiana* Inc B3/04/2I 
DENTON* H R Office of Nuclear Reactor Regulation* Director I6pp 
19212 0B3 24X Fiche 30-546,83/04/21*0304230167. 
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DOCKETED ITEMS 


B30S11O1B5 Responds to 8304^13 Itr re 830325 FR notice of NRC receipt of 
application for OUs tt environ rep k Environ rept available in 
PDR it is scrieduleil for Issuance in June 1984 

YaUNGDLGDO. 0 J Licensing Qrancb 1 83/04/28 VQST* F £ Okility 

Data Institute Ip 1Q434 279 24X Fiche 50-54&> 83/04/28. 

8303110183 


8303090659 Generic Utr 83-20 to all operating reactor licensees 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list enc 1 

EJSENHl/T.D G Division of Licensing 83/05/09 Consolidated 

Edison Co of York* Inc l^PP 1062/ 133 24K 

FI Che 30-000-83/05/09,8305090639 


8305130119 Forwards response to Generic Ltr 83-lOC re resolution of 
tMl Action Item 1 1 K 3 3, ''Automatic Trip of Reactor Coolant 
Pumps “ Response to Iterns I 1 e, 1 3d /-< I 3c ul 11 be addressed 
in FSAfi^App E. scheduled far submittal by 840331 
SHIELDS, s W Public Service Co of Indiana, Inc 03/05/09 
gISENHOT,DG Division of Licensing 5pp 1B437 353 34X 

Ficfie 30-546.63/03/09,8305130119 


8305230635 Faruiards Te<|uest for addl infa r« environ qual { f £ca tion of 
electrical 6 mechanical equipment Schedular cornmitmant 
for subnitbal of prograin should he provided uiitbln 3D days 
YOUNGBLOOD, a J Licensing Branch 1 83/05/10 SHIELDS, 3 W Public 

Service Co of Indiana. Inc 4pp 10543 021 24X 

Fiche 50-346,83/05/10,8305230633 


8305170306 Application to amend CPPn-170 X. CPPR-171 w/sobailttal of 
revised Suppl I to environ rapt - DU stage Affidavit of 
Distribution enc 1 

SHIELDS- S ;; Public Service Co of Indiana. Inc SHIELDS. S W 
tfabash Ualley Power Association, Inc 83/05/13 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 6pp 16466 024 24X 

Fiche 30-346,03/05/13,8305170306 


030 5200289 forurards Amend 25 to CP & OL app 1 Icatlons, inc lud ing revs to 
security plan Amend withheld (ref lOCFft2 7901 
SHIELDS- S W Public Service Co of Indiana, Inc 83/03/16 
DENTON, H R Office of Nuclear Reactor Regulation, Director 4pp 
16516 319 24X Fiche 50'-546, 03/05/16, 830320028? 


C Utility Environmental Report (ER). amends tt correspondence 


6304230167 Forwards Suppl 1 to environ rept - OL stage (filed in PDR 
category C> Supporting repts end 

SHIELDS, S H Public Service Co of Indiana, Inc 83/04/21 
DENTON, H R Office of Nuclear Reactor Regulation, Director 16pp 
10212 003 24X Fiche 50-546.83/04/21-8304230167 


6305110185 Responds to 3304 1 3 ltr re 630325 FR notice of NRC receipt of 
application for OLs tn environ rept Environ rept available in 
PDR 6 Is scheduled for issuance in June 1964 

YOUNGBLOOD, R J Licensing Branch 3 B3/04/2B YOST. F E Utility 

Data Institute Ip 18434 27? a4X Fiche 50-546,83/04/20, 

83031 loias 


8303170306 Application to amend CPPR-J70 6 CPPR-171 w/$ubmlttal of 
revised Suppl 1 to environ rept - OL stage Affidavit Of 
D1 s trlbution enc 1 

SHIELDS. S N Public Service Co Of Indiana, Ine 83/05/13 
DENTON, H R Office of Nuclear Reactor Regulation, Director 6pp 
16466 024 24 X Fiche 50-546,83/05/13,8305170306 


— B305170312 Revised Suppl I to environ rept - OL stage 

Public Service Co of Indiana, Inc 63/05/31 ip 10466 030 
24X Fiche 50-546,83/05/13.6305170306 


F Security, medical, emergency U fire pratectian plans 


8305110034 Generic Ltr 83-2i to all licensees of aperating reactors, 
applicants for DLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Syc list end 

ElSENHUTiDO Division of Licensing 83/05/11 Consolidated 
Edison Co pF New Vorif, Inc I6pp 18340 095 24X 

Fiche 30-000,83/03/11, 0305110034 


8305240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1983 

DIRCKS,M J Office of the Executive Director for Operatione 
03/03/13 PALLAOINO, N J Commissioners 5pp 16393 322 24X 

Fiche 50-000,03/05/13.8303240213 


8305200289 Forwards Amend 25 to CP tc GL appiica tions . Inctud Ing revs to 
security plan Amend wlthheLd (rpf 1QGFR2 790> 

SHIELDS, S M Public Service Co, of Indiana. Inc SHIELDS, S* W. 

Hahash Valley power Association, Inc B3/05/16 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 4pp 18516 319 24X 

Fiche 50-346, 83/05/16, 8303200289 


8305260233 Advises of 030327 prompt notification sys development 
meeting In Clarl-svl 1 le, IN to discuss objectives It design of 
emergency planning rone 

KNIGHT, M R Public Service Co Of Indiana, Inc 03/05/10 
AXELSON, W L Region 3, Office of Director Ip 10399 338 24X 

Fiche 50-546, 83/03/ IS, 8305260233 


Q Adjudicatory correspondence 


8305130073 Answer to Indiana Sassafras Audubon Society (ISA0) pitltion 
for leave to intervene ISAS fails to establlih right to 
Intervene Certificate of 6vc end 

« Public Service Co of Indiana, Inc e Habash Valley Power 
Association, Inc * LeDoeuf, Lamb, Lalby 6 MacRae 83/09/12, 
Commissioners llpp 18436 231 24X Fiche 50-346,03/03/12, 

0303130073 


0309130096 Response u/o objection to Save the Valley petition for 
leave to intervene, provi ded applicant may object to 
contentions S< right to hearing after petition suppl filed, 
Certificate of 8vc end 

VOIOT.H H Public Service Co of Indiana, Inc VOIGT, H H Uibaih 
Valley Power Association, Inc VOiGTiH H LeDoeuf, Lamb, Lelby -b 
NacRae 03/03/12 Commissioners 4pp 10438 097 24X 

Fiche 90-946, B3/03/12i 8305130090 


8305130244 Response opposing Valley Watch, Inc 820427 patitloh for laiv* 
to intervene in proceeding, Petitioner falls to establsh 
sufficient interest in proceeding to establish standing ai 
matter of right or discretion W/Cert 1 f 1 cate of Sve 
VOIGT. H H Public Service Co of Indiana. Inc V01GT,H H Habf*l 
Valley Power Association. Inc VOiGTiH H LeBoeuf, Lamb. Ltibg I. 
MacRae 03/05/12 Commissioners llpp 10439 174 24X 

Fiche 50-346. 03/05/12. 6305130S44 


8305160146 Response in opposition to Valley Watch, Inc 030419 petition 
for Intervention & request for public hearing re OL 
application Petition has not established requisite standing 
to Intervene Certificate of Bve end 

CHAN, £ 1 Hearing Branch 2 03/05/12 Atomic Safety and 

Licensing Board Panel llpp 18449 070 24X Fiche 30-946. 63 /OVU, 

8303160146 


B309160136 Response to Save the Valley petition to intervene Requisitr 
standing to intervene established Aspects of proceeding 
to be addressed by intervenor identified Certificate of 
Sve encl 

CHAN, E I Hearing Branch 2 03/09/12 Atomic Safety and 

Licensing Board Panel llpp 10445 141 24X Fiche 50-546.63/09/12, 

0303160150 


8309170003 Response to Sassafras Audubon Soc of South Central Indlehi 
030416 petition to intervene Requisite standing to intervene 
not established Specific aspects appropriate for 
consideration identified by Soc Certificate of 0vc encl 
CHAN. E f Hearing Branch S 63/03/13 Atomic Safety and 
Licensing Board Panel llpp 18466 231 24X Fiche 90-346. 83/03/13. 

0303170003 


K Utility Pinal Safety Analysis Report (P8AR) & amends 


8304230167 Forwards Amend 24 to FSAR (filed In PDR Category K) W/277 
overslte drawings Aperture cards are available in PDR 
SHIELDS, 5 W Public Service Co of Indiana, Inc S3/04/21 
DENTON.H R Office of Nuclear Reactor Regulation. Director. itpf 
10212 083 24X Fiche 50-346.83/04/21,8304230167 


— 0304230190 Amend 24 to FSAR M/277 oversixe drawings Apertur* cardi eri 
available In PDR 

a Public Service Co of Indiana, Inc 03/04/30 I3app 
1821S 09? 24X Fiche SO-546, 83/04/21. 0304230167 


Q Inspection reports, IE Bulletins & correspondence 


0212060385 IE Info Notice 03-14, "Dewatered Spent Ion Exchange ReSln 
Susceptibility to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLOR.J M Division of Safeguards & Inspection Programs (Post 
030103) 83/03/21 Consolidated Edison Co of New York. Inc, 

ll2pp 10308 319. 24X Fiche 90-000,03/03/21,0212060309 


0303040021 IE Info Notice 03-21. "Defective Emergency Use fieiplrator * 
Sve list encl 

JORDAN, £ L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/04/15 Consolidated Edlaon Co. of Nm 

York, Inc 126pp 18435 153 24X Fiche, 90 - 000 , 83/04/19, B3030400?l 


B303040023 IE Info Notice 83-22. "DHR Safety/Relief Valve Failures.'^ 
6vc list encl 

JORDANtE L Dlvlslan of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of RrM 

York, Inc 112pp 10383 009 24X Fiche 50-000,83/04/2210303040023 



DOCKETED ITEMS 
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8303040023 IE Info Notice a3'23< “Inoperable Containment Atmosphere 
Senilhg *' Svc list end 

J0f?DAN< E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 03/04/23 Consolidated Edison Co of New 

VoTki Inc li?pp 183B1 291 24X Ficho 50-000.83/04/23.8303040025 


6303130419 Farwards IE Insp Repts 50-346/83-01 50-547/83-01 on 

830124-28 8c 0224-23 S< notice of violation 

SPESSARD, R L Division of Engineering 03/04/23 SHIELDS, SW 
Public Service Co of Indiana. Inc 2p p 10434 051 24X 

F 1 c h e > 50-346 , 83/04/25, 8303 1 204 1 9 


—8305120423 Notice of violation from insp on 030124-28 0224-25 

3PES3ARD*R L Division of Engineering 83/04/25 4pp 
18434 053 24X Ftche 50-546. 83/04/25. 8303120419 


—8305120420 IE Insp Repts 50-546/83-01 «c 50-547/83-01 on 830124-28 8* 
0324-23 Noncomp 1 ianc e noted failure to assure that 
applicable requirements translated into instructions, 
procedures or drawings Nonconforming items not tagged 
LOVE. R 6 . MENDEZ, R , WILLIAMS. C C Region 3. Office of Director 
83/04/20 23pp 18434 057 24X Flche 30-546.83/04/25,0305120419 


8305170149 Forwards IE Insp Rcpts 30-346/83-04 U 50-547/83-04 on 
830309-18 No noncompliance noted 

STREETER. J F Region 3, Office of Director 83/04/27 SHIELDS, S N 
Public Service Co of Indiana. Inc 2pp 18466 285 24x 

Fiche 30-546.83/04/27,8305170148 


—8303170153 IE Insp Repts 50-546/83-04 U 50-547/83-04 on 030309-18 No 
none omp J i ance noted Major areas inspected electrical 
contractors OA program. imp lement ing procedures & training 
VANDEL. T E , KISH, J N , HAWKINSiF C Region 3, Office of Director 
83/04/27 4pp 10466 207 24X Fiche 50-546,83/04/27.8303170148 


8303040026 l€ Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PWRs " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Rssporse (Post 830103) 83/04/20 Consolidated Edison Co of New 

York* Inc 113pp 10382 047 24 X Fiche 30-000.83/04/28.9303040026 


Q303040D27 IE Info Notice 83-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 163 24 X Fiche 30-000,83/04/28,8303040027 


9303040028 IE Info Notice 83-26, "Failure of Saf ety/Rel ief Valve 
Discharge Line Vacuum Dreakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness ftc Engineering 
Response (Pest 830103) 83/03/03 Consolidated Edison Co of New 

York# Inc 122pp 18441 170 24 X Fiche 50-000.83/05/03,8303040020 


6303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc 112pp 10382 202 24 X Fiche 50-000.83/05/04,8303040030 


9303040031 IE Info Notice 83-28, ^'Criteria for Protective Action 
Recomnenda tlons for General Emergencies '* Svc list end 
JORDAN. E L Division of Emergency Preparedness (< Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York. Inc n9pp 18441 001 24X Fiche 50-000,83/05/04,8303040031. 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
OafoTmafcion " 5vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York, Inc llSpp 1 8523 248 24X Fiche 50-000.83/05/06,9303040033 


DSOSOAOOGA EE Info Notice 83-30. "Ktsapp 1 lea tl on of Generic Emergency 
Operating Procedures (EOF) {guidelines," Svc list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 83/05/11 Consolidated Edison Co of New 

York, Inc n4pp 18524 003 24X Fiche 50-000,83/05/11.8303040034 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program *' 
Svc list end 

JQRDANrE L Division of Emergency Preparedness it Engineering 
Response (Post 830103) B3/0S/19 Consolidated Edison Co of New 

York, Inc U4pp 18697 009 24X Fiche 50-000,83/05/19.8303040040 


8303040046 IE Info Notice 63-33, "Nanrepresentat Ive Sampling of 
Contaminated Oil " 8yc list end 

JORDANrE L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fl<h8‘ 50-000, 83/05/26. 8303040046 


S Reportable occurrences. uERs related correspondence 


0305020291 Final deficieitcy rept to potential fqr inaccurate 
indication af Uestinghouse mfg gate val/e position Initially 
reported ori 821222 Hestinghouse issued field change notice 
documenting corrective actions 

SHIELDS. SW Public Service Co of Indiana. Inc 83/04/21 

KEPPLER. J C Region 3. Office of Director 2pp 18281 296 24X 

Fiche 50-546.83/04/21,8305020291 


6305110427 Part 21 i deficiency repts re mjsapcration of DS-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments will be replaced: w/davlces w/widened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE.E P Inles t mg house Electric Corp 83/04/21 DEVOUNG. R C 
Director's Office. Office of Inspection and Enforcement 5pp 
16403 095 24X Fiche 50-000 83/04/21,8303110427 


8305020118 Final deficiency rept re interference between rear 
attachment brackets It mechanical snubber pivot mount 
brackets Initially reported on 630323 Rear brackets will be 
returned to ITT Orinnel for leworklng 

SHIELDS. S N Public Service Co of Indiana. Inc 03/04/22 

WEPPLER. J 0 Region 3. Offtco of Director Ip 10278 217 24X 

Ftche 30-546.83/04/22.8305020118 


8305110324 Part 21 rept re Type SA-1 Class It relays Silicon controlled 
rectifier (SCR) in trip output circuit may cause random trip 
output tni>es ting house corrective action Includes replacing SCR 
u/burn-m <3Cn 

DUVALL. D D Drown Dover! Carp (subs Drown Bovan 8. Co . Ltd 1 
B3/04/27 STELLO.V Director's Office, Office of Inspection and 
Enforcement 5pp 16393 278 24X Fiche 50-000. 83/04/27, 83051 10324 


0305040494 Interim deficiency ropt re operation of centrifugal 
charging pumpe during high energy line rupture Initially 
reported on 800509 Hestinghouse it util working to refine 
equipment mod to mutual satisfaction Next rept by 831028 
SHIELDS, 5 Public Service Co of Indiana, Inc 83/04/28 

KEPPLER. J 0 Region 3, Office of Director 2pp 18319 264 24X 

Fiche 30-346,83/04/28,0305040474 


0305130207 Interim deficiency rept re problem involving embedded plates 
In primary shield wal) u/deformed wire anchors missing -or 
welds between plate b anchor being cracked Tnitlallv 
reported on 620818 Caused by axial tensile stresses 
SHIELDS. S U Public Service Co of Indiana, Inc 03/03/09 

KEPPLER, J 0 Region 3, Office of Director 2pp 18439 355 24X 

Ftche 50-346.83/03/09,8305130207 


6305240406 Final deficiency rept re potential for improper operation of 
OS-416 reactor trip switchgear undervoltage attachments 
Initially reported on 030421 Attachments to be replaced w/ 
attachments having modified grooves 

aHlELDS. SW Public Service Co of Indiana, Inc 03/03/16 

KEPPLER. J 0 Region 3, Office of Director 2pp 1BS74 277 24X 

Fiche 50-546.83/03/16,8303240408 


8303260332 Interim deficiency rept re Commonwealth-Lord Joint Venture 
failure to adequately Implement qa program Initially 
reported on 830211 Nonconformance repts for items not 
previously audited written Next rept by 830803 
SHIELDS. 5 W Public Service Co of Indiana, Inc 83/05/10 

KEPPLER. J 0 Region 3, Office of Director 2pp 10625 003 24X 

Fiche 50-546.83/03/18,0305260332 


DOCKET 8TN-30-35a PHiPfS BEND NUCLEAR STATION, UNIT I 


S Reportable occurrences. LERs it related correspondence 


0305120392 Interim deficiency rept re ml Sappllcati on of ITE Oould 
circuit breakers in post-LOCA hydrogen recombtners supplied 
by Rockwell Inti Initially reported an 830330 Matter under 
Investigation Final rept by 030808 Reparted per Part 2k 
MANNQiS F Niagara Mohawk Power Corp 83/04/26 STAROSTECKI , R 
Region t. Office of Director 2pp 16433 072 24X 

Fiche 50-000,03/04/26,0305120392 


— 8305120404 Part 21 rept re failure of post-LOCA hydrogen recomblner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEy,DC Rockwell International Corp 83/03/11 COLL INS, J T 
Region 4, Office of Director Spp 18433 074 24X 

Fiche 50-000,83/04/26,0305120392 
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DOCKETED ITEMS 


DOCKET STH-50“554 PHIPPS BEND NUCLEAR STATION. UNIT 2 


S R*p»r$dble occurrences. LERs it related correspondence 


8305120392 Interim dePicienci^ rept re misapp 1 icat Ion of I TE Oould 
circwit breakers In post'^LDCA hydrogen recombiners supplied 
by RockuielJ Inti Initially reported on 030328 Matter under 
( nves tiga 1 1 on Final rept by 030800 Reported per Part 21 
MANNO, 5 F Niagara Mohawk Power Corp 83/04/26 STAROSTECKI, R 
Region li Office of Director 2pp 18433 072 24X 

riche SO-’O 00, 83/04/26. 8305120392 


— 8305120404 Part 21 rept re failure of past-LQCA hydrogen recomblner 
component during IgEe-323 q>ual i fication program Circul t 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EHPEY, D C Rockwell International Corp 83/03/11 COLLINS. J T 
Region 4 , Office of Director 3pp 18433 074 24X 

Fiche 30-000,83/04/26,9305130392 


DOCKET BTM-50-5 56 BLACK FQX STATION, UNIT 1 


A Ap pi lea tion/ cons true 1 1 an stage documents 6 correspondejice 


83OSO906S9 Generic Ltr 83-20 to all operating reactor licensees h 
holders of CPs re integrated scheduling for implementation 
D# plant mods Sve list end 

EISENHU7. D G Division o-F Licensing 83/05/0? Consol id^ted 
Edison CD of New York, Inc J 6 pp 18627 t93 24X 

Fiche 50-000.83/05/09, B3D3090659 


F Security- medical, emergency h. fire protection plans 


0303110034 Generic Ltr 83-21 to ali licensees of operating reactors, 
applicants far QLs 6 holders of CPs re c larif ication of 
access to control procedures for law enforcement visits 
SVC list end 

ElSENHUr.DG Division of Licensing 03/05/11 Consolidated 
Edison Co of New York. Inc J 6 pp 18540 095 24X 

Fiche 30-000.83/05/11.8305110034 


0 Adjudicatory correspondence 


6305260170 Advises that time for Commission to review AtAD-723 expired 
Commission declined review Decision became final agency 
actio-n on 030524 

CHILK.S ^ Office of the 9«cretary of the Commission 83/05/25 
Atomic Safety and Licensing Board Panel Ip 10599 270 24X 

Ftche 50-556.83/05/25.0305260178 


Q rnspection reports. IE Bulletins & correspondence 


6212060335 IE Info Notice 83-14. **Deuatered Spent Ion Exchange Resin 
Susceptibility to Eiothermic Chemical Reaction “ Sve list 
end 

TAVLOR.-J H Dsvisian of Safeguards & Inspection Programs <Po«t 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

ll2pp 13308 319 24X Fiche 50-000,83/03/21,8212060385 


8303040021 l£ Info Notice 83-21. "Defective Emergency Use Respirator “ 
Sve list end 

JDRDAN'E L Division of Emergency Preparedness h Engineering 
Response (poet 830103) 83/04/15 Consolidated Edison Co. of New 

York. Inc 126pp 18435 153 24X Fiche 50-000,93/04/15.8303040021 


6303040023 IE Info Notice 83-22, "BWR Safety/Relief Valve Failures " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
RosponsB {post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc HSpp 18383 089 24 X Fiche 50-000. 83/04/22. 8303040023 


0303040025 1C Info Notice 83—23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list enc l 

JORDAN. E L Division of Emergency Preparedness ?* Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co of New 

York, roc ll9pp IB3BI 291 24X Fiche 50-000,83/04/25.8303040025 


0303040036 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PMRs " Sve list end 

JORDAN. E L Division of Emergency Preparedness L Engineerlrig 
Response (Post 0301031 83/04/20 Consolidated Edison Co of New 

York. Inc U5pp 18382 047 24X Fiche 50-000,83/04/28.8303040026 


8303040027 IE Infa Notice 83-25. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment ■' Sve list end 
JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 63/04/20 Consolidated Edison Co- of New 

York. Inc liepp 18302 169 24X Fiche 50-000.83/04/28,8303040027 


9303040030 IE Info Notice 03-27, "Operational Response to Evanti 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Bve list end 

JDRDANrE L Division of Emergency Preparedness L Engineering 
Response iPost 630103) 83/05/04 Consolidated Edison Co of ffew 

York, Inc U2pp 18382 282 24X Fiche 50-000,83/05/04.83030-10030 


0303040031 IE Info Notice 03-20, "Criteria for Protaetlve Action 
Recommendations for General Emergencies " Sve list end 
JORDAN. E L Division Of Emergency Preparedness S< £nglnaerin| 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Hfv 

York. Inc 119pp 18441 001 24X Fiche 50-000.03/05/04.6303040031 


8303040033 IE Info Notice 63-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co of Hiw 

York. Inc llSpp 18523 248 24X Fiche 50-000.83/05/06,8303040033 


0303040034 IE Info Notice 63-30. ‘'Misapplication of Generic Emtrgfpcg 
Operating Procedures lEOP) Guidelines " 8 vc list end 
JORDAN. E L Division of Emergency Preparedness It Enginssring 
Response <Post 830103) 03/05/11 Consolidated Edison Co of Niw 

York, Inc U4pp 18524 003 24X Fiche 90-000. 83/09/11.0303040034 


0303040040 IE info Notice 83-31, "Error In ADLPIPE Cojnputsr Prograe “ 
Sve list end 

JORDAN, E L Division nf Emergency Preparedness & Enginaarlng 
Response IPost 830103) 03/05/19 Consolidated Edison Co of Him 

York, Inc ll4pp 10697 009 24X Fiche 50-000.83/03/19.8303040040 


8303040046 IE Info Notice 83-33, ‘'Nonrepresentative Sampling of 
Contaminated Oil " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Ertglnaering 
Response (Post 830103) 63/05/26 Consolidated Edison Co, of Htu 

York. Inc IMpp 18647 007 24X Fiche 50-000. 83/05/26. ajQlOlOOU 


DOCKET 6TN-50-597 BLACK FOX STATION. UNIT 2 


A App 1 ication/constructl on stage documents fit correspondence 


8305090659 Generic Ltr 83-20 to a 1 1 operating reactor llc«n«eei fit 
holders of CPs re Integrated scheduling for imp Ismentation 
of plant mods Sve list end 

ElSENHUr. D 0 Division of Licensing 03/05/0? Como 1 lifated 
Edison Co of New York. Inc l^PP 18627 iS 3 24X 
Fiche 90-000. 83/09/09. 8305090659 


F Security, medical, emergency fit fire protection plans 


8309110034 Generic Ltr 83-21 to all licensees of operating reectark, 
applicants far OLs fit holders of CPs re clar 1 f Ication of 
access to control procedures for taw enforcement visits, 

Sve list end 

EISENHUT. 0 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc I 6 pp 18540 099 24X 

Fiche 50-000.03/09/11.0309110034 


0 Adjudicatory correspondence 


6305260178 Advises that time for Commission to review ALAB-723 eiplrad 
Commission declined review Decision became final agency 
action on 830524 

CHILK.S J Office of the Secretary of the Commission 83/09/29 
Atomic Safety and Licensing Board Panel Ip 1857? 270 24X 

Fiche 90-996,03/05/23,8305260178 


0 Inspection reports, IE Bulletins fi, correspondence 


B212060365 IE Info Notice 03-14. "Dewatered Spent ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8 vc list 
end 

TAYLOR, J M Division of Safeguards A Inspection Programs iPo-it 
830103) 03/03/21 Consolidated Edison Co of New Yorkt Inc 

ll2pp 18308 319 24X F1 ch e > 90-000, 83/03/21 , 8212060385 


8303040021 lE Info Notice 83-21, "Defective Emergency Use Raeplretor ^ 
Bve lift end 

JORDAN, E L Division of Emergency Preparedness fii Engineering 
Response (post 830103) 83/04/19 Consolidated Edison Co. of Kvf 

York. Inc I26pp 18439 199 24X Fiche 50 - 000 . 03 / 04 / 19 . 8303040021 


8303040023 lE Info Notice 83-22, " 8 WR Safety /Re lief Valve Failure* " 
8 vc list end 

JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/04/22 Gonsolldated Edison Co of NiU 

Yor)i. Inc U2pp 18303 089. 34X Fiche; 90-000, 83/04/22, 8303040023. 
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8303040023 IE Info Notice 83-23, "Inoperablp Corita inmertt Atmosphere 
Sensing 5ys " Svc list end 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/04/23 Consolidated Edison Co of Neu 

Vork, inc 1 I9pp 18381 271 24>C Fiche 30-000,83/04/23.8303040023 


S30304002^> IE Info Notice 83-24, "Loose Parts in Secondary 81de of 
8ttam Generators at PN8s " 8vc list encl 

JORDANire L Division of Emergency Preparedness In Engineering 
Responie (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

Vorltr Inc ll3pp 18382 047 24X Flche 30-000,83/04/28.8303040026 


8303040027 IE Info Notice 83-23. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDANrE. L Division of Emergency Preparedness << Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neiu 

Vorlc, Inc lidpp 18382 163 24X Flche 30-000. Q3/04/2B. 0303040027 


030304-0020 IE Info Notice 83-26, "Failure of Saf ety/Rel leP Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of Neu 

Vork* rpc- 122PP 18441 170 84X Flche 50-000,03/03/03.0303040028. 


S303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8ve list end 

JORDAN, E L Division of Emergency Preparedness i- Engineering 
Response (Post 630103) 83/03/04 Consolidated Edison Co of Neu, 

Vorki Inc n2pp 18382 282 24X Flche 50-000,83/03/04,8303040030 


8303040031 lE Info Notice 63-20. "Criteria for Protective Action 
Recommendat ions for General Emergencies *' Svc list end 
JORDANjE L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 83/03/04 Consolidated Edison Co of Neui 

yoTkt Inc ll7pp 18441 001 24X Flche 50-000,83/03/04,8303040031 


8303040033 IE Info Notice 83-27. "Fuel Binding Caused by Fuel Rack 
Deformation." svc list encl 

JORDAN, E.L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of Neu 

York, Inc ilSpp 18323 248 24X Flche 30-000.83/03/06.8303040033 


83-03040034 IE Info Notice 63-30, "Hi sapp 1 ica ti on of -Generic Emergency 
Operating Procedures (EdP) GuldBlines " Svc list encl 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of Neu 

York* Inc. 114pp 18324 003 24X Fiche SO-000. 83/03/1 1. 8303040034 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN, E,L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/03/17 Consolidated Edison Co of New 

York, Inc U4p'p, 1867? 00*? 24X Fiche 30-000,03/03/17,8303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentatl ve Sampling of 
Contaminated Oil." Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103} 83/05/26 Consolidated Edison Co of Neu 

York, Inc 114pp 18647 007 24X Flche 50-000. 83/03/26. B3030 40046 


DOCKET 8TN- 50-366 YELLOW CREEK NUCLEAR PLANT. UNIT 1 


A Application/construction stage documents ^ correspondence 


0^-03070285 FOIA request for all documents re decision to terminate 
const of facility. 

OEVIENCE.A Deviance it O'Hftara, Ltd 03/02/24 Office of 
Administration Ip 18381 225 24X Fiche: 50-566, 83/02/24. 

8303090205 


8303070272 Responds to FQlA request for all documents re decision to 
terminate const of facility Foruards documents listed in 
App A 

FELTON, J M Division of Rules and Records 03/03/21 DEVIENCE, A 
Deviance 8< O^Heare. Ltd, 2pp 18301 226 24X Flche 50-966, 

03/03/21 , 0303070272. 


0303170237 Forwards "Details of Deferral Plans for Yellow Creek Nuclear 

Plant *• 

HILLS, L rt Tennessee Valley Authority 83/09/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 18465 079 24X 

Flche 50-366,83/03/12,8305170237 


— 0309170240 "Details of Deferral Plans for Yellou Creek Nuclear Plant." 
e Tennessee Valley Authority 83/09/31 7pp 18463 OBO 24X 
Fiche 50’'366, 83/03/12, 8305170237 


G Inspection reports, IE Duliettns correspondence 


8303040028 IE Info Notice 83-26, ’Fa dure of Saf et y /Re 1 1 e f Valve 
Discharge Line Vacuum Breakers Svc list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co ef New 

York, Inc l2Spp 18441 170 24X Fithe 50-000,83/03/03,8303040020 


DOCKET STN-50-367 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


A App t icat lon/construc bion stage documents tf correspondence 


8305090285 FOIA request for all documents re decision to terminate 
const of facility 

DEVIENCE, A Dcvlencc 5, O'Meara, Ltd 83/02/24 Office of 

Administration ip I838I 225 ?4X Fiche 50-566,03/02/24, 

8305070385 


8303090273 Responds to FDIA request for all documents re decision to 
terminate const of facility Forwards documents listed in 
App A 

FELTON, J M Division of Rules and Records 83/03/21 DEVIENCE, A 
Oevlcnce C, D'Heara, Ltd 2pp 10301 226 24X Flche 50-966, 

83/03/21. 8309070292 


8309170237 Forwards "Details of Deferral Plans for Yellou Creek Nuclear 
Plant '* 

MILLS, L M Tennessee Valley Authority 83/05/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip (6465 077 24X 

Fiche 50-966.83/09/12.0309170237 


—0305170240 "Details of Deferral Plans for Yellou Creek Nuclear Plant 
* Tennessee Valle-y Authority 03/05/31 7pp 1B465 OBO 24X 
Fiche 50-566,83/09/12,8305170237 


DOCKET STNI~S0-979 CARROLL FACILITY I 


0 Adjudicatory corresp andence 


030906046) Provides quarterly status rept on developments Projected 
inservlce dates revised for Unit i from 1777 to 2000 8< for 
Unit 2 from 2000 to 2001 

DIELAWSKI.A f> Isham. Lincoln ii Deale fliELAWSKI.A P Consolidated 
Elf is on Co of New York, Inc 83/09/02 WOLF, J F . HOLTON, R L , 
BRIGHT, G O Atomic Safety and Licensing Board Panel 2pp 
10348 070 24 X Fiche 50-597,83/03/02,8305060461 


DOCKET STN- 50-600 CARROLL FACILITY II 


0 Adjudicatory correspondence 


0305060461 Provides quarterly status r^pt on developments Projected 
inservice dates revised for Unit 1 from 1999 to 2000 6 for 
Unit 2 from 2000 to 2001 

DIELAWSKI.A P Isham. Lincoln & Deale DIELAWSKl.AP Consolidated 
Edison Co of New York, Inc 83/05/02 WOLF, J F . HOLTON, R L , 
flniGHT,0 O Atomic Safety and Licensing Board Panel 2pp 
10340 070 24X Fiche 30-597,83/05/02.0305060461 


DOMESTJC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0000 BAT TELLE MEMORIAL INSTITUTE, CDLUMDU8. OH 


8105170568 Forwards renewed License SNM-7. consol idat 1 ng activities 
authorised by License SNM-7 6 Byproduct Metis License 
34-6854-05 Dyproduct ilatls License 34-6054-05 terminated 
ROUSE, L C Advanced Fuel Spent Fuff I Licensing Dranch 83/04/29 
TOY.H L Dattelle Memorial Institute* Columbus Laboratories 2p p 
10476 126 


— 8305170570 Renewed License 8NM-7i consolidating activities authoriied by 
License SNM-7 6 Byproduct Matls License 34-6054-05 
ROUSE, L C Advanced Fuel Bpent Fuel Licensing Dranch 03/04/27 
I2j>p 18476 128 


—8305170371 Forwards question 2* answer fact sheet it 621227 FR notice re 
final rulemaking on land disposal of low level radwaste 
(tOCFR6J) New provisions include waste class! Flea tion, 
manifest preparation '{t missing shipment investigation 
HANKINS. E F Low Level Waste Licensing Branch 03/02/11 
Affiliation Unknown 43pp 18494 330 


8305060623 Forwards IE Insp Repts 70-0008/83-01 it 40-0202/83-01 on 
030330-0401 No noncomp 1 1 ance noted 

PAPERIELLO. C J Region 3, Office of Director 03/09/03 UNOAR, E W 
Dattelle Memorial Institute, Columbus Laboratories 2pp 
10348 251 
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— B3030&0634 IE Insp Repts 70-0a0a/&3'-01 fj' 40-a20^/83-01 on 830330-0401 
No none o<Tip ) t ance noted najor areas inspected radiation 
protec 1 1 oDi radua 3 t e ng ti fa c 1 1 1 1 <j changes t» safety 
corrrni t tees 

PECK. C C , GREGEft.L R Region 3, Office of Director 83/04/27 
&PP 18348 253 


B3031901A1 PMD-1 1 1-83-036 bioassays it in viva count of licensee uorlter 
indicated potential thorium uptake Cause unknaun No 
potential eiposure sources identified Add 1 medical tests 
scheduled for 830516 

GREGER.L R , MlLLERi D E . PAPERIELLO. C J Region 3, Office of 
Director 83/05/13 Ip 18S02 238 


DOCKET 70-0025 ROCKWELU INTERNATIONAL CDRP . CANOOA PARK, CA 


8305200338 Recommends that item of nonconp 1 lance re License 8Nh(''21 be 
classified as Severity Level IV violation handled per 
guidance in Item 2 of end 620719 telcon memo W/o enc I 
AXELRADi J A Director's Office. Office of Inspection and 

Enforcement 02/lO/lG JOHNSON, A Region 3, Office of Director 

Ip 13316 227 


8303240 3 06 Faruards IE Safeguards Insp Rept 70-0025/83-02 on 830307“ 1 1 
No noncomp I lance noted Rept withheld iref I0CFR2 770) 

NORDERHAUS. L R Region 3> Office of Director 83/03/21 
FEILER,P U Rockwell International Carp 2pp 17678 106 


B30S310217 Foruards ^’Radiation Survey for Phase 1 Release lor 
Vnrostneted Use of E80 Head<iuaT t ers. H I dg OOl " Document 
describes efforts to assure elimination of any residual 
CGntami nationi scop e of survey & procedures followed 
REWUEY. M E Rockwell International Corp 83/03/03 THOMAS, R D 
Region 3, Office of Director 2pp 18662 269 


— 9305310220 '’Radiation Survey for Phase I Release for Unrestricted Use 
of ESC Headquarters, B I dg 001 " 

REtlLEV, M E Rockwell International Corp 83/05/06 3Bpp 
18662 271 


DOCKET 70-0027 SAOCOCK 6 WILCOX CO . LYNCHDURO, VA 


0305270348 Fofuards IE Insp Rept 70-0027/83-04 on 030314-10 Ha 
noncompl lance noted 

STOHR,U P Division of Emergency Preparodne ss i Materials Safety 
83/04/20 ECKERT, J P Babcock 6 Uilcor Co 2pp 16647.165 


—8305270556 IE Insp Rept 70-0027/83-04 on 830314-18 No none omp J 1 ance 
noted Major areas inspected operations r 10CFR21 
Imp I ementatlon, Internal reviews 6 auditrsafety committees, 
training 6 nonroutine events 

CORYELL, 0 P Region 2, Office of Director MCALPINE, E J 
Division of Emergency Preparedness 6 Materials Safety 83/04/20 
Spp. 18647 167 


0305030368 Forwards IE Safeguarifs Jnsp Rept 70-0027/83-06 on 
830404-08 No none omp 1 ianc e noted. 

STOKRiJ P Division of Emergency Preparedness 6 Materials Safety 
83/04/28 ECKERT, J P Sabcock 6 Wilcox Co 2pp 18272 176 


—8303030371 IE Safeguards Insp Rapt 70-0027/63-06 on B30404-0S No 
noncomp 1 lance noted Major areas Inspected site organ 1 lat 1 on, 
revleiLT of security or gani la tlon-mg t ?c security organ I tafci on- 
personnel Details withheld iref 10CFR73 21) 

TILLMAN. A , URVC, D Region 2, Office of Director MCOUIRE, D R 
Division of Emergency Preparedness & Materials Safety B3/04/2S 
Ip 18292 176 


B305160178 issues Amend 17 to License 9NM-42 incorporating radiological 
contingency plan Amend supersedes Amend 13 tftd 82032B 
PAGE,R G Uranium Fuel Licensing Branch B3/05/D3 REGAN, N 
Oabcock 6 Njlcox Co 2pp 18462:357 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC , ATTLEBORO, MA 


0305190001 Advises that official files for License BMM-23 transferred 
to Region I due to regionalization, effective 830401, 

PACE,R O Uranium Fuel Licensing Branch 83/05/05 8«ERMAN,F L 
Texas Instruments, Inc. Ip 18523 244 


0303190008 Advises of 030418 transfer of official docket file k 
outstanding licensing action from NM98 to Region I 

PAGE, ft O Uranium Fuel Licensing Branch 03/05/05 6TAR0STECKI , R 
Division of Project 6 Resident Programs Ip 10523,220 


8305250601 Requests change of iddress for transmitting future 
correspondence as result of further Imp lomentatlon of 
regional licensing program, per 830505 Itr 

PAGE,R O Uranium Fuel Licensing Branch 83/05/10 SHERMAN, F L 
Texas Instruments, Inc Ip 10394 322 


DOCKET 70-0082 NUCLEAR METALS. INC , WEST CONCORD, MA 


6305120224 Addl response to FOlA request for license appl icat 1 one, 
license 6 insp repts re Nuclear Metals, Inc 6 correspondence 
on employee overexposur es to 1900 Forwards documents listed 
in App A Info partially withheld (ref roiA Exemption 6) 

FELTON. J H Division of Rules and Records 83/03/01 MOONEY. 8 C 
Lowell Sun, Lowell. MA 9pp 18460 050 


— 830512-0246 Notifies that Nuclear Metals Div of Textron, Inc acqulrid iy 
Whittaker Corp Approval for transfer of licenses requested, 

THOMPSON, P Nuclear Metals, Inc 66/08/1 1 Atomic Energy 
Commlssio-n Ip 10460 063 


— 8305120260 IE Insp Findings 6 Licensee Ack dtd 691202-03 of License 
SM0-t79 Insp findings no noncompliance noted 

SMITH, R K Atomic Energy Commission 69/12/03 Ip 10460' 066 


— 8305120264 Advises that response to 690B22 application for License 
SMB-179 has not been received Info re issuance of license 
requested 

LEE/M R Whittaker Corp 69/10/22 NUSSBAUMER, D, A Atomic 
Energy Commission Ip 18460 067 


—0305120268 Submits list of replacement pages to application for Llcinti 
8NN-65, in response to 690723 comments 

t&8£RaW,8 Whittaker Corp 69/10/22 NUSSDAUMERi D A Atoffllc 
Energy Commission 2pp IB460 060 


—0305120269 Forwards application for renewal of License BNH-65 
Application refiled In loose leaf format Incorporating 17 
items from 680806 Itr W/o end 

KNEPPEL, D 8 Whittaker Corp 69/02/26, NUSSBAUMER 1 0. A, Atomic 
Energy Commission ip 18460 070 


—8305120274 IE fntp Findings k Licensee Ack dtd 690903 k 04 o# Llciniti 
8NM-6S k SM0-179 Insp findings proper evaluations not madt 
of certain aspects of health physics program per Sections 
II b 4 through It b 6(b> of License Condition 8 

BROWNE, W o Atomic Energy Commission 69/09/18 Ip 10460 071. 


—0305120284 IE Insp Findings It Licensee Ack dtd 700715 k 16 of Llcsnsts 
SNM-65 k BMn--l79 Insp findings no noncompl iance noted 
SMITH, R H Atomic Energy Commission 70/07/16, Ip 18460 076 


— 830512028? Notifies that no items of noncomp 1 iance observed during (nip 
ql Licenses SNM-65 k SMB-177 Corrective measures implemented 
re Item of noncompliance during 670703 k 04 Insp B Isstrou 
replaced DS Kneppel as criticality officer 

SMITH, ft H Atomic Energy Commission 70/01/06 Atomic Energy 
Commission ip 18460 077 


— 8305120274 IE Insp Findings 6 Licensee Ack dtd 710513 k 14 of LIcen-lli 
8NM-65 k SMB-179 Insp findings no noncompliance noted 
Related Info end 

SMITH, R H Atomic Energy Commission 71/03/14 22pp 10460:076 


—8309120316 Ack receipt of 740327 k 0416 Itrs informing of steps taksn 
to correct violations noted in 740215 Itr 

O'REILLY, J p Region 1, Philadelphia, Office of the Director. 
74/04/26 TUFFIN, M D Nuclear Metals, Inc ip. 18460 140. 


— 8305120352 Supple 740327 Itr re use of gloves for hand protect! on, 
monitoring of hand k glove exam 6 use of breathing xon# air 
sampler, In response to 740404 telcon, Related info end. 

TUFF IN, W B Nuclear Metals, Inc 74/04/16 O'REILLY, JP. Region 

1, Philadelphia, Office of the Director 5pp 18460.141. 


—8305120356 Forwards Insp Repts 40-0672/73-02 k 70-0002/73-05 on 
731227-28 It 740100-07 6 notice of violation W/o Intp rept*. 
O'^BEILLY, JP Region 1, Philadelphia, Office of the Director. 
74/02/15 TUFFIN, W B Nuclear Metals, Inc 2pp, 18460.146 


—0305120369 Responds to NRC 740215 Itr re violations noted in Insp ftipti 
70-0082/73-05 It 40-0672/73-02 Corrective actions; finger 
dosimeters placed on Individual employees monthly on 
rotating basis U handling imployees surveyed, 

TUFFIN, W Nuclear Metals, Inc 74/03/27 O'REILLY, J P Region 
It Philadelphia, Office of the Director llpp 18460 153. 
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— 0305120372 Insp Rspts 40-0&72/73-02 4c 70-0082/73-03 on 721227-20 & 
74010a''09 Noncamp 1 lance noted failure to evaluate do«e to 
hantfi of individual* handllnp U-230 U wearing glove* 
coifcaminated w/U-a3a & daughter product* 

JEHMANi P C I KNAPPiP J Region 1. Ph i lade 1 ph la. Office of the 
Director 74/02/01 20pp 18460 164 


— 8309120301 Respond* to IE Dulletin 75-07 re emlasion of corrosive gases 
into ventilation ags filtered by HEPA filters No HEPA or 
other cellulosic filters used in ventilation sys suhaustlng 
nitrogen oxides Plastic overwrap used In disposal 
OILMANrA R Nuclear hetalsc Inc 75/12/22 Region 1. 

Ph 1 lad e 1 ph lar Office of the Director Ip 18460 187 


DOCKET 70-0124 TELEDYNE ISOTOPESi INC , WESTWOOD. NJ 


030510073'? Lists official docket files tt outstanding licensing actions 
transferred to Region 1. effective 030401 

PAGE. R <J Uranium Fuel Licensing Branch 03/03/03 MARTIN. T T 
Division oP Engineering 4. Technical Programs Ip 18506 033 


8303100058 Advise* that official Piles for License SNH-107 transferred 
to Region I due to regional i zatl on. effect! ve 830401 
PAOErR 0 Uranium Fuel Licensing Branch 03/03/05 BLACK. S A 
Teledyne Isatopes Ip 10306 039 


DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC . ERWIN. TN 


B3'O5O90O99 Forwards Rev 51 to Section 2 0 of fundamental nuclear matl 
control plan. Rev 40 Rev withheld (ref 10CFR2 790) No 
10CFR170 fees applicable 

HENSLEYiK D Nuclear Fuel Services. Inc Isubs of Oetty Oil Co ) 
83/02/16, SMITHiC N Fuel Facility Safeguards Licensing Branch 

Ip 10342 on 


8305030699 Provides statu* of progress in const phase of ventilation 
upgrade project t* correction to schedule contained In 
621203 Itr Ventilation sys expected to be fully operational 
bg 930430 

MANSER.W C Nuclear Fuel Services. Inc (subs of Getty Oil Co > 
63/03/29. PAOE.R 0 Otvlslon of Fuel Cycle 6 Material Safety 2pp 
1S309 ill 


0303030694 Requests procedures forwarded in end 011109 Itr to recent 
request re new ventilation sys be treated as proprietary 
Info 

IDEKER.R L Nuclear Fuel Services. Inc (subs of Oetty Oil Co ) 
83/04/07. 800N0. A L Uranium Fuel Licensing Branch Ip 

10309 ns 


9303190003 ^'Dally Summary of Stack Monitoring for Mar 1903 " 

KANSER.W. C Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
83/04/14. O'REILLY. 0 P. Region 2. Office of Director 5pp 
10523 230 


0309100632 Responds to alleged violation noted in IE Insp Rept 
70-0143/03-14 Corrective actions personnel performing 
cellb-r testing sample counting (Procedure NFS-H8-A-4) 
re Instruc ted in procedure requirements 

HANSER. W C Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
03/04/22 STOHRiJ P Region 2. Office of Director 2pp 
10506.027 


9305190033 Amends 621209 application for amend to License SNM-t24. 
revising Page 79 to apply specifically to proposed unsafe 
geometry pits in floor beneath processing furnaces W/thrce 
ovcrsiie drawings. Aperture cards are available in PDR. 

IDEKERrR L Nuclear Fuel Services. Inc (subs of Getty Oil Co > 
63/04/25 PAGE.R G Uranium Fuel Licensing Branch 3pp 
10323 169 


9305270640 Forward* IE Imp Rept 70-0143/83-19 on 930405-00 No 
noncompl lance noted. 

STOHR. J. P Division of Emergency Preparedness fii Material* Safety 
63/04/25. MANSER. W C Nuclear Fuel Services. Inc (subs of Getty 
Oil Ca ). 2pp 18646 201 


—8305270648 IE Insp Rept 70-0143/83-19 on 830405-00 No noncomp 1 lance 
noted Major areas inspected organl zation. lOCFRSt 
implementatlonj fac i 1 Ity mods. safety commi ttee*. operation*, 
nuclear criticality safety & previous imp findings 
CQRVELL. O P Region 2. Office of Director MCALPINE.E J 
Division of Emergency Preparedness 6 Materials Safety 03/04/23 
4pp 10646 203. 


0 3 0 5200638 Forwards Rev 53 to Feb 19B3 fundamental nuclear matl control 
plan Section B 0. per 1DCFR70 32 Changes upgrade mods & do 
not decrease effectiveness of plan No fees required Rev 
withheld (ref 10CFR2 790) 

HENSLEY, K D Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
83/03/04 MCALPINE.E J NRC - No Detailed Affiliation Given ip 
10319 3J9 


B305270135 Ack receipt of B30422 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0143/03-14 
STGKR. J P Division of Emergency Preparedness U Materials Safety 
03/05/04 MANSER. W C Nuclear Fuel Services. Inc (subs of Getty 
Oii Co ) ip 10638 070 


6305130173 PNO-I 1-03-037 on 830510. unusua 1 event declared per 
emergency plan after ventilation sys stopped operating in 
bldg where high enriched U recovered from scrap Caused by 
electric motor & backup blower 

CORYELL. G P . GIBSON. A F Region 2. Office of Director 03/09/10 
Ip ie43'> 205 


8305130055 Order CLl-03-12 approving 830406 joint motion to suspend 
proceeding Proceeding held in abeyance NRC directed to 
Implement agreement Dissenting views of Commissioners 
Ahearne U Roberts end 

CHILK.S J Office of the Secretary of the Commission 83/05/11 
Nuclear Fuel Services. Inc (sobs of Getty Oil Co ) 3pp 
18436 212 


8305200310 Forwards IE Safeguards Insp Rapt 70-0143/83-20 on 830404-29 
No noncompliance noted 

STOHRiJ P Division of Emergency Preparedness Materials Safety 
83/05/1*' GUINN. F K Nuc lear Fuel Services. Inc (subs of Getty 
Gil Co ) 3pp 1B316 S90 


—8305200318 IE Safeguards Insp Rept 70-0143/83-20 on 030404-2? No 
noncamp 1 1 ance noted Major areas inspected facility 
operat ion. fad 1 i ty changes ic mods, cri tical i ty safety it 
environ protection Details withheld (ref iOCFR2 790) 

LEE. T D . MCALPINE.E J Region 2. Office of Director 83/05/13 
Ip 10316 292 


03O927O16J Forwards IE Safeguards Insp Rept 70-0143/03-19 on 030418-22 
No noncompliance noted 

STOHR. J P Division of Project S< Resident Programs 83/05/18 
OUlNN.r K Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 

2pp 16630 134 


—0305270167 IE Safeguards Insp Rept 70-0143/03-19 on 030418-22 No 
noncomp 11 ance noted Major areas Inspected storage 6 internal 
control . records i repts 6 shipping It receiving Details 
withheld (ref 10CFR2 790) 

JONES. D W . RICHARDB.D L . LANKFORD. J D Region 2. Office of 
Director 83/09/17 Ip 18638 136 


0309290337 PNO-I 1-03-041 on G30520. unusual event declared 1 h after 
process ventilation sys stopped operating in bldg where 
high enriched U recovered from scrap Caused by failure of 
alectrlc motor Employees evacuated No contamination noted 
KAHLE.J 0 . GIBSON. A F Region 2. Office of Director 03/09/20 
Ip 10368 226 


8305270600 Forward* IE Safeguards Insp Rept 70-0143/83-12 on 
630207-0304 No noncompliance noted 

STOHRiJ P Division of Emergency Preparedness & Materials Safety 
63/09/23 MANSER. W C Nuclear Fuel Services. Inc (subs of Getty 
Oil Co ) 2pp 10646 324 


—0303270613 IE Safeguards Insp Rept 70-0143/03-12 on 030207-0304 No 
none omp 1 lance noted Major areas inspected licensee action on 
previous insp f Ind ing s. fac 1 1 1 ty opera tion. fac 1 1 i ty changes & 
mods criticality safety 

LEE. T D , MCALPINE.E J Region 2. Office of Director 83/03/23 
7pp 10646 326 


DOCKET 70-0371 UNC NAVAL PRODUCTS. INC , UNCASVILLE. CT 


8305200177 Forwards revised fundamental nuclear matl control plan. Page 
3-4 request to revise Mass Measurement 8 used to overcheck 
gross weight of clad mat! fri/o end 

MOLVENDYK. A United Nuclear Corp 03/03/10 HAYNES. R C Region 1. 
□ffice of Director 2pp 10940 230 


0309190350 Forwards IE Safeguards Insp Rept 70-0371/03-02 on 03(^317-23 
it notice of violation Ends withheld (ref 1DCPR2 790) 

MARTIN. T T Division of Engineering & Technical Programs 83/05/06 

AMY. O O United Nuclear Corp 2pp 18901 023 
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8305250563 Ac k receipt of 830228,0310 4- 0406 Itrs informing NRC of 
steps taken to correct violations noted in IE Insp Rept 
70-0371/82-14 Sf forwards revised notice of violation 
STAROSTECKI j R Oiviiion of Project U Resident Programs 03/05/13 
AMV'rQ 0 United Nuclear Corp 2pp IBSBB 107 


--03O32SOS69 Revised notice of violation from Insp on 021110-12 
Noncomp 1 lance noted ram fuel storage vault (< three trailers 
containing U-bearlng waste not posted u/authort led 
criticality safety limits 

• Region 1, Office of Director 83/05/02 2p p 1S5B8 109 


— 0305250570 Suppls 830220 U 0310 Itrs re violations noted in IE Insp 
Rept 70-0371/82-14 Corrective actions air flow restored to 
license requirements between metallography exam area & 
sample preparation room 6 between lab tn sectioning 
At1Y,C □ United Nuclear Corp 03/04/06 MARTIN,! T Division of 
Engineering & Technical Programs Spp 10908 191 


— 0305250582 Notifies that response to 030220 Itr re Item A of App A & 
Paragraph 3 of details re air balance, addressed in 020224 
renoufal application for License SNK-368 Pending disposition 
of modioo other change wilt be proposed 

KIRKiW F United Nuclear Corp 03/03/10 MARTIN.! T Division 
of Enginoering 4 Technical Programs Ip 18580 196 


—8305250506 Responds to NRC 830121 Itr re violation noted In IE Insp 
Rept 70-0371/02-14 Corrective actions raw fuel storage 
vault modified during 8ept 4< Oct 1982 Conservative posting 
af "cans on their side," remains until shelves modified 
AMY, 0 0 United Nuclear Corp 03/02/28 MARTIN.! T Division of 
Engineering U Technical Programs 2pp 10308 202 


8305230605 Issues Amend SO to License SNM-3&B, author i i ing fabrication 
□ f new fuel parts SER end 

PAOErR 0 Uranium Fuel Licensing Branch 03/05/18 KlRK.M F, 
United Nuclear Corp 2pp 1BS94 309 


— B303290607 SER supporting Amend 20 to License SNK-360, authorii Ing 
fabrication of neuj fuel elements using new individual unit 
id spacing requirements 

SIDINOER^O M Uranium Fuel Licensing Branch 83/09/10 9pa 
18394 311 


DOCKET 70-0370 ARMY. DEPT OF. ADELPHI. MD 


0303020007 Partial response to- FOIA request for documents re Harry 
Diamond Labs located at 2000 Powder Mill Road. Ade 1 ph 1, HD 
from 1963 to present Forwards documents responsive to 
request Documents also available in POR 

FELTON. J M Division of Rules and Records 83/01/11 SIHPSON/C 
Affiliation Unknown ip 18336 003 


—830 5020001 Forwards Harry Diamond Labs application to amend Licenses 
19“t7250-0l, 19-17950-03. 19-17250-04, 19-17230-03 & SNK-0340 
Amend removes UE Stafford as radiation protection officer 
substitutes CA Rowe 

QUEFN.WG Army, Dept of 78/07/06 Radioisotopes Licensing 
Dranch iPre 79030U 3pp 10353 047 


— 8305020095 Application to amend Licenses 19-17250-01,19-17250-03. 
19-17230-04, 19-17950-05 8< 8NM~0348( removing UE Stafford as 
radiation protection officer & substituting CA Rowe 
COODWIM, C R Army, Dept of 70/QB/U 2pp 18353 048 


— 8303020539 Application for amend to Licenses 19-17250-04.19-17250-03, 
19-17250-01,19-17250-05 & SNM-0340, removing JE Stafford as 
radiation protection officer I, replacing CA Rowe 
QUEEN. U G Army, Dept of 70/00/11 Radio 1 sotapes Licensing 
Branch (Pre 7903011 2pp 18353 117 


—0303030189 Amend 3 to License 0NM-348, revising Subitems 9 A-9 F & 
Conditions 10, 12 tc 18 re dosimetry studies 8i calibr studies 
WALKER, W U Division of Fuel Cycle C, Material Safety 02/13/21 
Ip 18399 259 


—0303030195 Amend 2 to License SNM-3401 revi sing Condition 10 re 
possession S, use nf licensed matl described in Items 6,7 & 

0 

GUINN, P R Division of Fuel Cycle L Material Safety 80/07/09 
Ip I 8359 260 


8305030201 Amend i to License SNM-348, revising possession amounts for 
Pu-239, Np— 237, dep I e ted U. U— 235 U-230 encapsulated fission 

foils U sources 

COMBS. F C Division of Fuel Cycle Sc Material Safety 78/10/30 
3pp 18355 261 


— 0305030207 Renewed License 8NM-34B for Harry Diamond Labs, author! i ing 
possession & use Of Pu-239. U-235 j natural L depleted U 8c 
Np-237 encapsulated fission foils 

LAYFIELDfR L Atomic Energy Commission, Directorate of Llcenilng 
73/12/19 2pp 18333 264 


— 8309030212 License BNM-348 for Harry Diamond Labs, auth or 1 z ing 
possession & use of Pu-239, U-233, natural It depleted U 8c 
Np-237 encapsulated fission foils 

LAVFIELD. n L Atomic Energy Commission 68/07/15 Gpp 
16355 966 


—8305030213 License SNti-346 for Harry Diamond Lab s, author 1 z Ing 
possession & use of Pu & U enriched In U-23S fission foil 
.JOHNSON, L Atomic Energy Commission 65/07/16 3pp 18355 269 


— 0305030218 Application to amend License 5NK- 348, requesting storage of 
matts prior to transfer, substituting CA Rowe as alternate 
radiation officer 8c listing MJ Borisky as radiation 
protection officer 

MOTKERSBAUGH, L Ar<ny, Dept of 82/11/22 Radioisotopes 
Licensing Branch (Pre 790501) I2pp 18355 272 


— 0305030225 Forwards resume of MD Funkhouser, designated new radiation 
protection officer at Harry Diamond Labs replacing C Rowe 
U/o end 

TARAS, D N Army* Dept of 00/05/22 Radialsotopei Licensing 
Branch (Pre 790501 J 6pp 10353 284 


—8303030233 Forwards Harry Diamond Labs response to 700706 Itr re 
License aNM-34B Headquarters concurs u/rasponse 
Ack of receipt of correspondence requested V/o end 
TARAS. 0 N Army* Dept of 78/07/24 COMBS, F Radioltotopes 
Licensing Branch (Pro 790501) Ip 18355 289 


—8305030239 Submits addl info re security requirements, rad latlon safety 
facilities it procedures for storage 8( use of Np-237 foil 
matl listed on Harry Diamond Labs application for renewal of 
License BNM-34a 

GOODWIN, C R Army, Dept of 70/07/19 COMBS, F Radioisotopes 
Licensing Dranch (Pre 7905011 app 18355 290 


— 0305030249 Requests addl info re security requirements, radiation safety 
facilities & procedures for use it storage of Np-237 8< 
description of leak testing procedures for fission foils 
COMBS, F Radioisotopes Licensing Branch (Pre 790501) 78/07/06 

TARAS, 0 N Army, Dept of. Headquarters Materiel Development 8< 
Readiness Command Ip 18395 292 


— 8305030251 Application for renowal of License 8NM-340, ref lee ting 
changes In location of lab headquarters, amount of Pu-239 In 
Fu-De neutron source & radiation protection officers & 
users 

TARAS, D N Army* Dept of 77/11/18 Radioisotopes Licenilng 
Branch (Pro 790501), 17pp 18355 293 


— 8305030255 Ack recelpit of application to renew License 8NM-34e License 
util not expire until final action taken 

DROWN, OH Radioisotopes Licensing Branch (Pre 790501). 77/12/05 

TARAS, D N Army, Dept of Ip 18355 310 


— 0305030260 Application for amend 8< renewal of License aNM-34Br 
authorizing possession 6 use of 9 76 mg Pu-239, 0 24 g U-235, 
1 72 g U-233 8, 3 0 g Np-237 

REHR10,A W Army, Dept of 72/12/04 Atomic Energy 
Commission 21pp 18355 311 


— B30S030264 Amend 4 to License 8NM-34B, revising expiration date to 
650731. TD Oruccl qual 1 f icationa added to license record. 
LAYFlELDifl L Atomic Energy Commission 65/01/12 FLYNN, R, M 
Army, Dept of Ip 18355 332 


— B3D5030268 Amend 3 to License 8NM-348i revising Items 7 l< 8 adding 
Item 14 re licensee compliance w/attached leak test 
conditions for Pu alpha sources 

DQULOSiN , Nl/SSBAUMER, D Atomic Energy Commission 64/01/21 
GOLDSTEIN, D L, Army, Dept of Ip 10355 333. 


— 83GS030278 Forwards Amend 2 to License 8NM-348 License does not 
autho-rize Insertion of matls Into nuclear reactor Insertions 
must be authorized W/o end 

JOHNSON, L Atomic Energy Cofflmiision 63/09/26 OOLDSTEIN, B L. 
Army, Dept of Ip 10355 334 


— 8305030201 Amended License 8NM-34B for Harry Diamond Labs, authorizing 
enriched U-235 as Pu-Be neutron source St 64,6 g as fission 
foils 

a Atomic Energy Commission. 63/09/26 4pp, 10355 335 



DOCKETED ITEMS 


436 


-0303030206 License 6N{1*'348 for Harrg Diamond Labs< author 1 z in^ use of 
16 Q Pii encapsulated as Pu— Qe neutron source, 12 micrograrns 
encapsulated in fast neutron detectors 10 g encapsulated 
as neutron activation detectors 

JOHNaON. L Atomic Energy Commission 62/02/27 tp iB3S3 339 


-0305030289 License SK^M^34B for Diamond Ordnance Fuze Lab, aothori i ing 
use of 16 g Pu encapsulated as Pu-Qe neutron source 12 
{oicrograms encapsulated In fast neutron detectors 
a Atomic Energy Commission 61/11/14 2pp 1S3SS 340 


-3305030296 License SNM^348 for Diamond Ordnance Fuze Lab, author 1 1 ing 
possession 8( use of 16 g Pu encapsulated as Pu-De neutron 
source & 12 micrograms encapsulated in fast neutron 
detec tors 

NUSSPAUMER, D Atomic Energy Commission 61/03/10 Ip 
18353 342 


-8303030301 License SNM-340 for Diamond Ordnance Fuzo Lab, author 1 i Ing 
possession & use of 16 g Pu as encapsulated Pu-Be neutron 
source 

DELANEY, J C Atomic Energy Commission 60/02/03 2pp 
10333 343 


G305030304 Amend to License 8NM'-34Bi c orr ec t ing doclcet number error in 
Item 5 Correct number should be 70-037B 

LAYFIELD»R L Atomic Energy Commission 68/07/24 HAAS# C F 
Army# Dept of Ip 10335 345 


B30S030309 Forwards renewed License 8NM>'34B, rePl cc t ing leak test 
condition for Pu as sealed source H/o end 

LAYFIELD#R L Atomic Energy Commission 60/07/13 HAAS, C F 
Army# Oept of Ip 10353.346 


8305030312 Application for renewal amend of License SNM-'348# 
author! I ing possession use of 54.7 g Pu & 16 g Pu~239r 
Np-237# dep leted U, U-233 U 11-230 neutron source in 
encapsulated calibr sources It fission foils 
HAA8#C F Army# Dept of 60/06/25 llpp 18335 347 


— 0305040503 Application for renewal & amend to License SNM-340r including 
TD Grucci as authonied user 

FLYNN. R M Army, Dept of 64/12/30 4pp 10337 036 


— 3305040536 Notifies that License SNM-340 erpires on 650131 Application 
for renewal should be submitted 30 dags prior to expiration 
of llconeo Notification of nonrenewal should be given by 
completing end form W/o encl 

NUSSBAUMER# D A Atomic Energy Commission 64/12/19 
GOLDSTEIN. 0 L Army, Dept of Ip IB357 040 


— 0305040507 Notifies that no action will be taken on Harry Diamond 
Labs 6404 17 application to amend License 5Nli-34a. per 640605 
tel con 

LAYFIELD.R L Atomic Energy Commission 64/06/24 8E IDLER. 0 
Army. Dept of Ip 18357 041 


— 8305040593 Application for amend to License SNM-340 re periodic leak 
tes ts 

SfEOLER, G Army. Dept of 64/05/22 Atomic Energy Commission 
2pp 10357 042 


— 8 305040399 Application for amend of License SNM-340 to include 5 mC > 
Pu-239 for Harry Diamond Labs 

GOLDSTEIN. D L Army, Dopt of 63/12/17 Atomic Energy 
Commission 3pp 10357 044 


—0303040603 Discusses Condition 13 of License SNH-34a. in response to 
631011 Itr 631003 tclcon Condition 13 does not author! le 
actual insertion of matl held under license into any 
reactor insertions should be authorized 

NUSSBAUMER#D A Atomic Energy Commission 63/10/23 HERMAN. P 0 
Army. Dept of Ip 16357 047 


— 8305040674 Roquests cancellation Itr requesting allocation of 99 6^ 
U-233 for use as threshold detector for fast neutron 
dos 1 metry 

BERHAN, P O Army, Dept of 63/10/11 LAYFIELD.R Atomic Energy 
Commission Ip 18337 040 


0305030320 Notifies that License SNM-340 expires on 6Q073L 
Application for renewal of license should be filed within 
30 days Notification should be given at decision not to 
renew by completing epcl form N/o encl 

NUaSBAUMERi D A Atomic Energy Commission 60/03/26 SEIDLERrO 
Army# Dept of Ip 10355 350 


8305030323 Forwards renewed License aNM-348 W/e encl 

JOHNSON, L Atomic Energy Commission 65/07/16 SEIDLCR# G Army# 
Dept of Ip 10355' 357 


—0305040670 Forwards add! info re Harry Diainond Labs application for 
amend to License SNM-34B per request 

GOLDSTEIN, B L Army, Dept of 63/09/13 Atomic Energy 
Commission 7pp 10357 049 


— 0305040687 Requests addl info re procedures for use & storage of 
Np-237, Pu-239 b U-230 fission foils, in response to 630531 
request for amend to License SNM-348 for Harry Diamond Labs 
NUS5DADMER, D Atomic Energy Commission 63/07/17 DANIELS# R 0 
Army# Dept of 6pp 10337 056 


0305030326 Forwards addl 
per AEC 650604 request 
source 6 dimensions of 
container 

0EIDLER. 0 Army. Dept 
2pp 10355 360 


info re use storage of Pu neutron source# 
Includes description of Pu neutron 
tantalum & stainless steel source 

of 63/07/06 Atomic Energy Commission 


—0305040696 Requests allocation of 3i g U-235 as metal of 99 07. purity 
for fission foil Past neutron dosimetry sys for DERF-Triga 
reactor 

BERMAN, P G Army. Dept of 63/00/21 NUSSQAUMER. D A Atomic 
Energy Comniisslon Ip 10357 062 


8305030332 Requests addl info re use & storage of Pu neutron source 
(( personnel monitoring program# in response to 650505 
application to renew License 8NM-340 

LAYFIELD»R L Atomic Energy Commission 65/06/04 FLYNN. R M 
Army. Dept of Ip 18355 362 


—8305050292 Re-quests addl infp re procedures for use b storage tt 
description of foils# in response to 650531 application to 
amend License SNf1“34a 

NUSSOAUMER, D A Atomic Energy Commission 63/07/15 OANIELS#R 0 
Army, Dept of Ip 18357 063 


8305030333 Application for renewal U amend to License 8NM'*348# 
authorizing 13 4 g Np-237i 54 5 g Pu-239, 34 5 g 0-233 it 143 g 
U-236 in form of fission foils for calibr studies 
FLYNNr R M Army# Dept of 65/05/03 Atomic Energy Commission 
I2pp 18356 001 


8305040060 Application to amend License 19-17230-01 # 19-17250-03# 
19-17250-04,19-17250-05 & SNM-348r removing JE Stafford as 
radiation protection officer & substl tuting CA Rowe 
OOQDWINrC R # QUEEN, W 0 Army, Dept of» Headquarters Materiel 
Development &< Readiness Command 78/00/it Radioisotopes 

Licensing Branch (Pre 7905011 3pp 18356 028 


8303040468 Forwards Harry Diamond Labs application to amend Matl/ 
Byproduct Licenses 19-17250-01,19-17250-03,19-17250-04, 
19-17250-05 it aNM-340. 

QUEEN# U O Army# Dept of, Headquarters Materiel Development &t 
Readiness Command 70/09/06 Radioisotopes Licensing Branch 

(Pro 790501 J Ip 18356' 326 


0305040478 Application for amend to Ma tl/Bypraduc t Licenses 
19-17250-01, 19-17250-03, 19-17250-05 it SNM-aqB Amend requests 
removal of JE Etafford as radiation protection officer ^ 
substitutes CA Rowe. 

GOODWIN. CR Army# Dept of 78/08/11 2pp 10356327 


--8305050297 Application for amend to License SNM-340# author 1 1 ing 
possession 5* use of 13 4 g Np-237. 54 5 g Pu-239, 34 3 g J-235 
& 143 9 0-230 

DANIELS. R 0 Army# Dept of 63/05/31 Atomic Energy- 
Commission 9pp IB3S7 064 


—8305030301 Notifies that RW McEvoy 621 1 IS Itr made part of records 
under Docket 70-378 Changes in technical 6 supervisory 
personnel having health-safety responsibilities should be 
provided on continual basis 

NUBSBAUMER# D A Atomic Energy Commission 63/01/29 DANIELS. R G 
Army, Dept of Ip 10357 073 


— 6305050306 Application for amend to License 5NM-34B# substi tuting WL 
Oleseler fur W Hunker as supervisor of instruments 
incorporating Pu calibr sources 

DANIELS, R O Army# Dept of 63/01/22 Atomic Energy 
CammLssion 3pp 18357 074 


— 0305050310 Requests nuclear matl draft re receipt of 5 g Pu foils 
contained in nuclear accident dosimetry sys 

HANSON, G P Army, Dept of 62/11/26 LANE# J Atomic Energy 
Commission Ip 10357 07/ 


— 8305050312 Amend to Licenae SNM-34Q, revis ing Item 8 re authorized use 
of licensed matl 

NUSSBAJMER. D A Atomic Energy Commission 62/08/15 DANIELS. R 0 
Army, Dept of ip 18357 078 
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— 0305030316 Application 

callbr of neutron sunvet/ 
duthorwed riatl user 
DAM I ELS p R Q Ar<ri^. Dept 

Commission 3pp 1Q357 


amend to License SNM--34a> revis ing 
meters t designating GP Harison as 

of 62/00/07 Atomic Energy 
079 


Item 0 re 


— 0303230233 Requests authorization to release vacated facilities at 
Cushlng.QK to refining dlv for unrestricted use Bldgs used 
by nuclear products dept cleaned & docontaminatod Health 
physics survey indicates contamination belou limits 
WUI-LER, 0 n Kerr-McOee Nuclear Corp 66/06/09 NUaSBAUMERi D A 
Atomic Energy Commission 4pp 18543 227 


--0305050319 Foru/ards amended License SNM-348 M/o end 

MUSSDAUMEfl. D A Atomic Energy Commission 62/02/^7 DANIELS. R 0 
Army, Dept of Ip 18357 0B2 DOCKET 70-0734 OA TECHNOLOOIES, INC i SAN DIEOOi CA 


--03O5O5O322 Application for renebJal of License SNN-340 for poeseselon 4 
use of 26 g Pu> 12 mg Pu^ 1 g Np-237 in 3D g depleted U 
DANIELS, R G Army, Dept of 62/01/15 Atomic Energy 
■Commission ip 16337 083 


—0303050326 Notifies that License SNM-34B expires on 620131 Renewal 
application should be filed uithin 30 days 

NUSSBAUMEP. D A Atomic Energy Commission 61/12/01 DANJELSi R O 
Army, Dept of Ip 10357 083 


—3305050326 Forujards diagram of cannister used in nuclear accident 
dosimetry sysjper telcgn request 

KCCOSKEY, R E Army, Dept of 61/10/24 NUSSDAUMERi D Atomic 
Energy Commission □pp 10357 066 


—8305050330 Forwards application to amond License SNM-348i au thori « inff 
possession t* use of SO g depleted U, 10 g Pu-239 V 1 g 
Np-237 

DANIELS, R 0 Army, Dept of 61/10/09 Atomic Energy 
Commission 3pp 16357 066 


--8305050333 Application to amend License SN(i-34B, au thor 1 1 ing 
possession t» use of addl 12 micrograms Po in form of callbr 
d evices 

KRAUL. C W Army, Dept of 61/05/01 Atomic Energy Commission 
2pp 18357 Q91 


--8305050335 Forwards License SNM-34B M/o end 

DELANEY, J C Atomic Energy Commission 60/02/03 HIRHAN; M 8 
Army, Dept of ip 10357 093 


— 930S050337 Forwards Diamond Ordnance Fuze Lab 59111-3 application for 
SNN license Class i f lea tion review requested N/o end 
FLEURY.E R Atomic Cnergg Commission 60/01/28 STRAUSER.W A 
Atomic Energy Commissi on Ip 10357 094 


— 03OSO5O339 Application for amend to License SNh-340. author i f 1 ng 
possession U use of Pu 

KRAUL, C W Army, Dept of S9/12/21 Atomic Energy Commission 
5pp 1B3S7 095 


DOCKET 70-0466 MAINE MARITIME ACADEMY, CASTINE, ME 


0305050132 Discusses IE Insp Hept 70-0466/83-01 conducted on 030322 No 
noncomp 1 lane e noted Naior areas inspected activities re 
Pu/Be sealed sources 

MARTIN. T T Division of Engineering i Technical Programs. 03/09/02 
COKIERSKIj hi U Maine Maritime Academy 2pp 10341 391,. 


DOCKET 70 -0690 WESTINOHOUSE ELECTRIC CORP i PITTSBURGH, PA 


0305020075 Forwards "Rept on Results of Quarterly Ground Hater 
Monitoring Samples at Waltz Mill Site 

OALM, D T Westinghouse Electric Corp 83/03/30 HAYNES. R C. 
Region 1, Office of Director 2pp 10300 265 


— 9305020076 "ftept on Results of Quarterly Ground Hater Monitoring 
Samples at Waltz Mill Site '• 

a Westinghouse Electric Corp 63/02/20 IQpp ie30a'‘267. 


DOCKET 70-0712 KERR-MC0E6 NUCLEAR CGRP , OKLAHOMA CITY, QK 


al response to FOIA request for Insp repta of safety 
t Kerr-MtOee Pu plant at Cresant, OK from Aug- 
JF Donahue 731102 memo transmitting IE 
, 70-1193/73-01 w/portions deleted 
Hon of Rules and Records 03/03/22 HfDllER, R R. 
jn ip 10S43 154 


usses closeout insp of Licenses SMB-664 It 8NM-695 on 
ends that licensee be authorized to transfer 
Itles to unlicensed recipient 

»mlc Energy Commission 66/07/29 OUfllNBKIrL 
(mmliiion. 4pp 10543 223 


0305100127 Ack receipt of 030429 1 tr informing NRC of steps taken to 
correct violations noted in IE physical security insp rept 
NORDERHAUO, L R Region S, Office Of Director 83/09/04 
PARKER, vf W GA Technologies, Inc /General Atomic Co Ip 
16379 018 


DOCKET 70-0794 GENERAL ELECTRIC CO , PLEASANTON, CA 


G309020920 Forwards Annual Financial Rapt 1902 

CUNNINGHAM, G £ General Electric Co 93/04/04 CUNNINGHAM, R E. 
Division of Fuel Cycle & Material Safety Ip 10204 337 


03O5i6OO67 Forwards IE Insp Rept 70-0794/03-01 on 930314-16,10,21 & 22 
No noncompliance noted 

BOQK.H E Region 9, Office of Director 93/04/29 DARMITZEL, R. M 
General Electric Co 3pp 10493 089 


—9305160078 IE Insp Rept 70-0754/83-01 on 930314-16,18,21 & 22 Ma 
noncomp llancs noted Major areas inspected organization, 
facility changes (c mods, internal review ii audl t, raduastc 
mg t, CT 1 tlcali ty safety 6« radiation protection 

BROCK. Q L , THQMAS,R D , BODK,H E Region 9, Office of Director 
03/04/29 I3pp 18453 092. 


0303130035 Memorandum k order extending Q£ time to respond to ASLB 
830400 inquiry into license renewal application until 19 
days following sve of Commission decision whether to review 
ALAB-720 

FRYEiJH Atomic Safety and Licensing Board Panel 83/09/12 
General Electric Co 2pp 18436 319 24X Flche 90-070, 83/09/ IS. 

0309130039 


DOCKET 70-0020 UNITED NUCLEAR CORP , WOOD RIVER JCT , RI 


0309260371 Forwards drawings w/marked locations of concrete core 
samples taken during site characterl zatlon survey 8i drawings 
showing l<ocation of underground piping H/o end 

HELOESDNrK A United Nuclear Corp 93/09/06 CROW, W T Of flea of 

Nuclear Material Safety k Safeguards, Dir ec tor Ip 18647,206 


DOCKET 70-0824 BABCOCK k WILCOX CO , LYNCHBURG, VA 


0309020923 Forwards decommissioning plan for facility 

OLSEN, A F. Babcock 4, Wilcox Co 93/03/28 CROW, W T Uranium Fuel 
Licensing Branch Ip 18284 294 


— 0305020926 Decommissioning plan for facility 

» Babcock k Wilcox Co 83/03/30 27pp 10204 299 


DOCKET 70-0046 TEXAS NUCLEAR CORP , AU8TIN, TX 


0309030297 Forwards IE Insp Rept 70-0046/83-01 on 930301 No 
noncompliance noted 

BROWN, O 0 Region 4, Office of Director 83/04/20 Ramsey 
Engineering Company 2pp. 10299 133 


—9305030308 IE Insp Rept 70-0846/93-01 on 030301 No noncomp 1 iance noted. 
Ma.|or areas inspected* nuc iaar matl control k accountability, 
including Facility organization k oparation, maasurament k 
controls & shipping racalvlng 

CALDWELL, R A , EVERETT, R J , KELLY, J, A Rag ion 4, Office of 
Director 03/04/20, 3pp 10298 135 


DOCKET 70-0929 KERR-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


8309120224 Addl response to FOIA request for license app 1 icatlons, 
llcensa k insp rapts re Nuclear Metals, Inc 4( corratpondenca 
on employee overexposurts to 1900 Forwards documents listed 
In App A Info partially withheld iref FOIA Exemption 61. 

FELTON, J <1 Division of Rules and Records 83/03/01 MOONEY, B C 
Lowell Sun, Lowell, MA 9pp 10460,090 
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*''-81 12290S97 Acic agreement u/propoaed enforcement action per B11016 ntemoi 
since revi eedi baaed on NRC consultant conclusion that 
evaluation of U uptaVe could not establish that regulatory 
limit was exceeded 

THOMPSON* D Enforcement ht Investigation Staff (Pro 820201) 
ai/12/01 KEPPLER. J Region 3, Chicago. Office of the Director 
(81/03/01) 2 pp 18462 107 


— 8309120656 Forwards Enforcement Guidance Hemorandum 81-31 re proposed 
enforcement action for facility 

CARLBON. R T Enforcement & Investigation Staff 81/12/19 
8TAR0STECKI I R Division of Resident 6 Project Inspection 
MARTlNi T T Division of Engineering & Technical Inspection 
8 MITH.G H Division of Emergency Preparedness & Operational 
Suppport Ip 18462 106 


8303270113 Forwards IE 
noncompl tanc e noted 
STOHR. J P Division 
83/04/11 LDNO. J A 


Insp Rept 70-1113/03-00 on 830307-11 No 

of Emergency Preparedness 6 Materials Safety 
General Electric Co 2pp 18638 229 


— 8309270116 IE Insp Rept 70-1 1 13/S3-0B on 030307-11 No none omp 1 ianc e 
noted Hajor area inspected emergency preparedness 

MARSTON. R R Region 2, Office of Director JENKINS* 0 R Division 
of Emergency Preparedness L Materials Safety 83/04/08 7pp 
10630 227 


Q3050S0166 Forwards revised pages to fundamental nuclear matl control 
plan Pages withheld (ref 10CFR2 790) 

VAUGHAN* C M General Electric Co 03/04/22 O'REIULYjJP Region 
2. Office of Director Ip 1S341 092 


8309180319 Advises of transfer of official docket files «i outstanding 
licensing actions for listed licenses* from U Fuel Licensing 
Branch to Region 111 

PAGErR G Uranium Fuel Licensing Branch B3/05/03 HIND. J A 
Region 3* Office of Director Ip 18509 079 


8305270196 Forwards IE Safeguards Insp Rept 70-1113/83-10 on 03O4O4-OB 
No noncomp 1 i ante noted 

STOHR. J P Division of Emergency Preparedness U Materials Safety 
83/04/27 LONG*J A General Electric Co 2pp 18638 131 


Q30S1G0890 Notifies that official files for License SNM-928 
transferred to Region III as of 830401* as part of regional 
licensing program U/o stated FR notice 

PAGE. R 0 Uranium Fuel Licensing Branch 63/03/09 SHELLEY* U U 
Kerr-McOee Corp Ip 1B906 026 


8309200472 Forwards IE Insp Repts 70-0925/83-02 S< 70-1193/83-03 on 
830902-04 No noncomp 1 lance noted 

MILLER. J R Region 3. Office of Director 83/09/17 SHELLET. W J 
Kerr-HcQce Corp 2pp 10916 112 


—8305270159 IE Safeguards Insp Rept 70-1113/83-10 on 830404-00 No 
noncomp 1 lance noted Major areas inspected KC-83206Q 
measurements S' statistical controls Details withhold 
(ref 10CFR2 7901 

CLAY.E L Region 2, Office of Director MCAUPINE.E J Division 
of Emergency Preparedness 6 Materials Safety 03/04/27 Ip 
10630 133 


DDCKET 70-1143 HESTINGHOUSE ELECTRIC CORP . PITT3DURGH. PA 


— 8309200402 IE Insp Repti 70-0929/83-02 U 70-1193/83-03 on 830902-04 Mo 
noncompliance noted Major areas inspected facility 
organliatlon it operat ions, rec ords 8 < repts it mgt of matl 
control sys Details withheld (ref 10CFR2 790) 

MADEDA.T J , KMICELEY. J R , CREED. U R Region 3. Office of 
Director 83/09/16 2pp 10516 114 


DOCKET 70-0992 DAVID WITHERSPODN. INC . KNOXVILLE* TN 


8309160769 Lists official docket file outstanding licensing action 
transferred to Region I I* effective 830401 

PAGE. R G Uranium Fuel Licensing Branch 63/09/09 QL6HIN6K1.U A 
Division of Engineering b Radiological Safety Programs Ip 
10806 094 


8309100899 Advises that official files for License BNM-992 
transfarred to Region II due to reg ional 1 zat ion* effect ive 
630401 

PAGE, R G Uranium Fuel Licensing Branch 83/03/09 WITHERSPOON* D 
David Witherspoon. Inc Ip 18906 040 


DOCKET 70-1007 GENERAL ELECTRIC CO . SAN JOSE, CA 


8303020090 Forwards Annual Financial Rept 1982 

CUNNINGHAMi 0 E General Electric Co 83/04/04 CUNNINOHAM* R E 
Division of Fuel Cycle & Material Bafety Ip 18289 304 


DOCKET 70-1113 GENERAL ELECTRIC CO r WILMINGTON. NG 


0304180941 Forwards IE Safeguards Insp Rept 70-1143/03-02 on 830316 No 
none amp 1 lane e noted 

MARTIN* T T Divlsinn of Engineering b Technical Programs 63/04/09 
JACOBI. W M Mestinghousa Electric Corp 2pp 17996 19? 


—0304180554 IE Safeguards Insp Rept 70-1143/63-02 on 630316 Mo 
noncompliance noted Major areas inspected physical 
protection measures for protecting SNM of moderate* strateg Ic 
s Ignlf 1 cance 

SMITH. G C . CODY. A T Region 1* Office of Director 03/04/01 
2pp 17996 161 


DOCKET 70-1191 WESTINOHOUSE ELECTRIC CORP , PITTSBURGH* PA 


8309270490 Ac Ic receipt of 030317 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1191/83-03 
8 TOMR 1 J P Division of Emergency Preparedness b Materials Safety 
03/04/06 D'AMORE.M Westinghouse Electric Corp Ip 18644 176 


— 8309270459 Responds to NRC 030215 Itr re viuxation noted in IE Insp 
Rept 70-1151/83-03 Corrective actions signs identifying 
nuclear criticality control parameters replaced on 
630120 

D'AMORE*M Westinghouse Electric Corp 63/03/17 O'REILLY.JP 
Region 2* Office of Director 2pp 16644 177 


—0309270467 Forwards IE Insp Rept 70-1151/03-03 on 030117-21 b notice 
of violation 

STOHR* J P Division of Emergency Preparedness b Materials Safety 
03/02/19 D'AMOREiM Westinghouse Electric Corp 2pp 
10644 179 


6309310109 Ack receipt of 030317 Itr informing NRC of steps taken to 
correct violation noted in IE Safeguards Insp Rept 
70-1113/83-03 

STOHR. J P Division of Emergency Preparedness b Materials Safety 
63/04/06 LDNOj J A General Electric Co Ip 18693 117 


— 6309310115 Responds to NRC B30216 Ur re violation noted in IE 
Safeguards Imp Rept 70-U 13/83-03 Corrective actions 
withheld (ref 10CFR2. 790), 

VAUGHAN* C M General Electric Co 03/03/17 STOHR. J P Division 
of Emergency Preparedness b Materials Safety Ip 18693 110 


8305310132 Forwards IE Safeguards Insp Rept 70-1113/83-09 on 630314-18 
No noncomp 1 lance noted 

STOHR* J P Division of Emergency Preparedness b Materials Safety* 
B3/04/06 LONOiJ A General Electric Co 2pp 18693 119 


— B309310134 IE Safeguards Insp Rept 70-1113/63-09 on 830314-18 No 
noncompliance noted Major areas Inspected records b repts b 
Internal controls, Detal 1 s withheld (ref 10CFR2 790) 

LANKFORD* J.B Region 2* Office of Director MCALPINEfE J 
Division of Emergency Preparedness b Materials Safety 03/04/06 
ip 18693 121 


—8309270471 Notice of violation from insp on 830117-21 

* Region 2. Office of Director 83/02/15 Ip 1B644 IBI 


—0305270480 IE Insp Rept 70-1191/03-03 on 830117-21 MoncompMance noted 
failure to post critical control parameters on equipment 
in SNM areas 

CORYELL, 0 P Region 2, Office of Director MCALPINE, E. J 
Division of Emergency Preparedness b Materials Safety 03/02/15 
9pp 10644 162 


B309310120 Ack receipt of 830329 b 10 Urs informing NRC of steps taken 
to correct violations noted in IE Insp Rept 70-1191/03-01 
STOHR. J P Division of Emergency Preparedness b Materials Safety. 
83/04/12 D'AMOREiM Westinghouse Electric Corp Ip 10696 128 


0309270142 Forwards IE Safeguards Insp Rept 70-1151/03-06 on 030411-19 
No noncomp 1 lance noted 

STOHR, J P Division of Project b Resident Programs 83/09/18 
DRITTON*U*H Westinghouse Electric Corp 2pp 18636’ 137 
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— a303?70145 IE Safeguards In»p Rept 70'’! 151/83-06 on B30411-15 No 
non c onip 1 1 anc e noted Major areas inspected siport import 
verification U folioiiiup on previous insp findings Details 
withheld (ref 1CCFR2 7701 

6/lT£S<J U Region St Office of Director (ICALPINE* E J Division 
of Project 6 Resident Programs 83/03/16 ip £6638 139 


— 8309310022 IE Safeguards Insp Rept 70-1201/03-09 on 030409-09 No 
none ompl lance noted Major areas Inspected Invantorg 
difference t* asBociated limit of error 8< records & reptt 
Details idithheld (ref 10CFR2 790> 

JONES. D U , RICHARDS. B L . LANKFORD. J B Region 2. Office of 
Director 83/04/27 Ip 18693 124 


DOCKET 70-1193 KERR-MCOEE NUCLEAR CORP . OKLAHOMA CITY. OK 


6305230112 Final response to FOIA request for insp repts of safety 
violations at Kerr-McOee Pu plant at Cresanfc.OK from Aug- 
Nov 1972 Forwards OF Donahue 731102 memo transmitting IE 
Investigation Rsp t 70-1193/73-01 w/portians deleted 
FELTON. J M Division of Rules and Records 83/03/22 WIDMER. R R 
Affiliation Unknown Ip 18543 194 


**-9305230134 Forwards Regulatory Investigation Rapt 70-1193/73-01 on 
730917-21 No significant health tt safety problems associated 
u/occurrences reported in allegations 

DONAHUE. J F Atomic Energy Commission 73/11/02 FIQRELLl. 0 
Atomic Energy Commission 4pp 1Q943 153 


— 03OS23O139 Regulatory Investigation Rept 70-1193/73-01 on 730917-21 
Major area investigated anonymous allegations re leaks in Pv 
waste drums & unsafe practices Info re personnel interviews 
<Se 1 eted 

DONAHUE. J P . FINN. J A . RIOGNAV. K R Atomic Energy Commission 
73/11/01 10pp 18543 !39 


— 8309230179 Discusses licensee employee allegations re spills of Pu tt 
leaking tanks Facility insp w/emphasis on Incidents, 
sp i lls. d econtamination & personnel exposures scheduled for 
730917 

DONAHUE. J F Atomic Energy •Commission 73/09/04 Atomic Energy 
Commission 4pp 18543 177 


8305260376 Application for amend to License SNH-1168 changing health 
physics 6 conditions sections re reactor insp sys 

FORD. J T Dabcoci; & Nllcox Co 82/09/04 PAOE.R, O Uranium Fuel 
Licensing Branch 20pp 16647 29B 


DOCKET 70-1224 TELEFLEX. INC . NORTH WALES. PA 


6309Q90176 Discusses lE Insp Rept 70-1224/63-01 on B30331 tt forwards 
notice of violation 

MARTIN.! T Division of Engineering & Technical Programs 83/04/21 
ALDOH. I Teloflex. Inc 2pp 1B341 118 


— 8309090162 Notice of violation from insp on 830331 Noncomp 1 lance noted 
required Inventory of BNM not conducted & records not 
maintained 

« Region 1. Office of Director 83/04/21 Ip 18341*120 


DOCKET 70-1297 EXXON NUCLEAR CO , INC . RICHLAND. WA 


6309100184 RO on 820403. routine sampling of solutions between top tt 
bottom liners of Lagoon 2 revealed top liner leaking Lagoon 
emptied, solids removed tt liner cleaned Slit tt blisters in 
lining repaired 

MALODYiC W Exxon Nuclear Co . Ihc (subs of Exxon Corp. ) 
82/05/09 ENGELKEN. R H Region 9. Office of Director, 2pp 
18374 316 


--830S230166 Updates 730904 memo re licensee 
concerning unsafe working conditions due 
contamination of work sites Related news 
release end 

DONAHUE. J F Atomic Energy Commission 
Commission lOpp 18543 181 


employee allegations 
to passible 
articles press 

73/09/13 Atomic Energy 


8309100178 RO on 830113. large quantity of air or gas existed between 
liners causing large bulge Caused by rotten upper lagoon 
liner Upper liner patched at deteriorated area 
HALODY.C W Exxon Nuclear Co . Inc (subs of Exxon Corp.) 
83/04/04 ENGELKEN. R H Region 9. Office of Director 2pp, 

16374 288 


— 03OS33O196 Rev 1 to Pu Plant 3td Operating Procedure KM-NP -37-2'. 
"Liquid Waste Solidification *’ Related info end 
BULKIN, n Kerr-McOee Nuclear Corp 72/09/02 3ipp 16943 191 


8305200472 Forwards IE Insp Repts 70-0925/03-02 tt 70-1193/03-03 on 
630502-04 No noncompliance noted 

MILLER. J R Region 3. Office of Director 63/05/17 SHELLEV*W J 
Kerr-McGee Corp 2pp 18516 112 


—030 5200482 IE Insp Repts 70-0925/83-02 & 70-1193/63-03 on 830902-04 No 
roncompl kance noted Major areas Inspected facility 
organiiation U operations, records repts tt mgt of matl 
control sys Details withheld (ref iOCFR2 790) 

MADEDA. T J , KNICELEV. J R . CREED. J R Region 3. Office of 
Director 03/09/16 2pp. 10916 U4 


DOCKET 70-1201 DABCOCK 8. WILCOX CO . LYNCHBURG. VA 


0305090100 Forwards revised pages to fundamental nuclear matls control 
plan Revs incorporate reorgni xation of matls mgt group 
change from nuclear power to util power generation group tt 
provide new facility layout Pages withheld (ref tOCFR3 7901 
FORD.JT Babcock & Wilcox Co 03/02/28 Region 2. afflce of 
Director Ip 18341 361 


6305050205 Forwards revised Pages H.iti & I e. revised Figures 2 & 5 to 
security plan End withheld (ref I0CFR2 790) 

FDRDi J T Babcock tt Wilcox Co 03/03/03 Region 2. Office of 
Director Ip 18330 146 


0305270174 Forwards IE Safeguards Insp Rept 70-1201/83-04 on 830321-24 
No non comp 1 i anc e noted 

STOHRj J P Division of Emergency Preparedness h Materials Safety 
83/04/22 ALTO. R A Babcock tt Wilcox Co 2pp 1B630 128 


8309160642 Advises that state-approved sys for monitoring fluoride 
emissions in stack gates operational. satisfying License 
Condition 20 requirements Determination of line lots at part 
of ltd sampling procedure not required 

MALODY.C W Exxon Nuclear Co . Inc (tubs of Exxon Corp ), 
03/04/19 CROW. W T Uranium Recovery Licensing Branch 2pp 
16904 020 


—0309180640 "Control (. Monitoring of Fluoride Emitiiont for Exxon 
Nuclear Fuel Fabrication Facility " Draft Procedure P69261. 

Rev t to XN-NF-i03, ♦'Determination of Fluoride as HF in 
Environ Filters or Liquid Samples. " end 

# Exxon Nuclear Co.. Inc (subs of Exxon Corp > 83/01/31, 

22pp 10904 090 


8309030074 Notifies of issuance of Amend 9 to License SNH-1227. 
authorlilng const St operation of liquid waste treatment 
facilities Condition 9 date for Insp of feed tank changed to 
830103 

PAGE.R 0 . CRQW.W T Uranium Fuel Licensing Branch 83/04/20 
MALODY.C W Exxon Nuclear Co . Inc (subs of Exxon Corp ) Ip 
18326 110 


— 8305030077 SER supporting Amend 9 to License 8NM-1227 

BlOINOERrO H Uranium Fuel Licensing Branch 03/04/20 3pp, 
16326 111 


DOCKET 70-1301 FLORIDA POWER CORP . ST PETERBBURO. FL 


8305240034 Submits annual rept re changes. tests & experiments at Morris 
Operations facility during period 620504-630430. per 
I0CFR72 35(b)2 

EOER. K, J General Electric Co 03/09/02 Region 3. Office of 
Director Ip 18577 399 


.0303270254 IE Safeguards Insp Rept 70-1201/03-04 on 030321-24 No 
noncampliance noted Major areas inspected* measurement tt 
independent insp effort Details withheld (ref 10CFR2 790> 

BATES. J W Region 2. Office of Director MCALPINE.E J Division 
of Emergency Preparedness ti Materials Safety 83/04/20 Ip 


8305310016 Forwards IE Safeguards Insp Rept 70-1201/63-05 on B30409- 
No noncompl 1 ance noted 

Division of Emergency Preparedness & Materials Bafety 
83/04/20 ALTO.R A Babcock 8t Wilcox Co, 2pp 18653*122 


DOCKET 70-1306 GENERAL ELECTRIC CO . BAN JOSE. CA 


830517054B Forwards addendum consisting of confirmatory msasursmsnts 
program data sheet of analysis of wasta lagoon sample 
completed after onsite insp. transtnl tted by 630219 Itr 
PAPERIELLO. C J Region 3. Office of Director 83/05/09. UAN 
HOOMI8SEN General Electric Co 2pp 18468*031 
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6303130227 Forward* IE Safttguard* In*p Rept* 70“' 1308/83-02 & 
72—0001/83-02 on 830419-21 No noncompliance noted 

MiLLERiJ R Region 3 . Office of Director. 83/05/10 VAN HOOMIS5EM 
Oeneral Electric Co 2pp 1B439 171 


— 8309130234 IE Safeguard* tn*p Rept* 70'-1308/B3-02 & 72-0001/63-01 on 
830419-21 No noncotnp 1 1 ante noted Major areas Inspected matl 
control S( accountab 1 1 1 tg> meaeurement & statistical control 
Details withheld (ref 10CFR2 790> 

MADEDA, T J , STAR LE TON r B W . CREEDi J R Region 3. Office of 
Director 83/05/10 Ip 18439 173 


DOCKET 70-1357 IRT CORP , SAN DIEGOi CA 


6309230026 Application for amend to License 5NM-140d deleting provision 
for licensee use of bldg located at 7070 Convog Court 
CROSBIE. K L IRT Corp 83/01/29 PAGE, R 0 Uranium Fuel Licensing 
Branch 3pp 18943 126 


--8309230033 Req.ue*t« payment of fee for revieur of B30129 application 
for amend to License 8NM-1409 

D License Fee Management Branch 63/03/07 CROBBtE,K L 
IRT Corp ip 16943 130 


— 8309230039 Forwards fee for amend requested in 630125 Itr 
CR088IE, K L IRT Corp 83/03/14 WEIEB, D License Fee 
Management Branch Ip 16943 131 


DOCKET 70-1402 AQINOTDN MEMORIAL HOBP i ABlMGTONi PA 


6309090134 Discusses IE Insp Rept* 70-t 402/83-01 , 30-02946/83-01 «» 
30-00493/83-01 on 830319 & forwards notice of violation 
MARTINjT T Division of Engineering 6 Technical Program* 83/04/21 
CANDIA^O Ablngton Radiologg Services. Ltd 2pp 18341 348 


— 8309050140 Notice of violation from insp on 630319 Noncomp 1 iance noted 
one patient implanted u/pactmaker did not have required 
6-month follauup exam, per Condition 16 (10CFR2iApp C) Replg 
expected leithin 30 dags 

* Region 1, Office of Director 83/04/21 Ip 18341 350 


DOCKET 70-1621 DUQUESNE LIGHT CO., PITTSBUROHr PA 


6309120011 Forward* Endorsement 63 to NELIA Policy NF-226 & Endorsement 
94 to MAELU Policy MF-07. 

BARNETT* J E Conover & Associates, Inc Insurance 83/05/09 
OINITZtJ Office of Nuclear Reactor Regulation, Director 3pp 
16423 070 


DOCKET 70-2926 DETROIT EDISON CO , DETROIT, MI 


8309D3070A Discusses Items of in terest, i ncl uding DOE 830419 visit to 
NMBS to examine docket files of Kerr-McOee Nest Chicago Rare 
Earth* Facility Detroit Edison Co 630419 visit to discuss 
proposed license conditions for BNM~1919 for fuel storage 
PACE, R 0 Uranium Fuel Licensing Branch 83/04/20 DAVIB,U 0 
Division of Fuel Cycle & Material Safety 3pp 16309 109 


6309170662 Advises that proposed statutory merger of Wolverine Electric 
Cooperative, Inc 8< Northern Michigan Electric Coop era tlve, Inc 
completed on 821231 Wolverine Power Supply Cooperative, Inc 
Is new company name 

TAUBERiH Detroit Edison Co. 03/04/20 SERINI.B L Uranium Fuel 
Licensing Branch, Ip, 18496 346. 


DOCKET 70-2932 TEXAS UTILITIES OENEBATINO CO , DALLAS, TX 


8309170027 Application for amend to License 8NM-19I2 adding other mail* 
raqulrlng NRC license specifically & seeking auth orl xatlon 
to receive, own & use certain byproduct matl In connection 
w/pr eoperetl on & startup activities 

OAR/, R J, Texas Utilities Generating Go 63/04/11 Office of 

Nuclear Material Safety b Saf eguards, Dlrec tor i38pp 16494:017, 


8309190002 Forwards executed Indemnity Agreement B -96, per S3D214 
request 

C088.B W Texas Utilities Generating Co 83/04/18, PAOE.R 0 
Uranium Fuel Licensing Branch i4pp 18902,021 


DOCKET 70-2953 CONNECTICUT, UN IV DF. STORRS, CT 


8304250152 Discusses IE insp of Licenses SNH-1869, 06-01490-47 b 
06-01490-46 on 830303-04 Si forwards notice of violation 
MARTIN. T T Division of Engineering b Technical Programs 03/04/tl 
VAN OELDER, A Connecticut, Unlv of 2pp 18179 273 


— 6304250163 Notice nf violation frpm insp on 830303-04 None omp 1 i anc e 
rioted Rooms 302R b 32d containing licensed matl not posted, 
current copies of Form NRC-3 not posted b Room 472 not 
secured 

♦ Region 1, Office of Director 03/04/11 Ip 18179 277 


DOCKET 70-2973 COMMONWEALTH EDISON CO . CHICAGO. IL 


8305180787 Executed Indemnity Agreement D-97 

SALTZMAN. J Assistant Director for State b Licensee Relations * 
Commonuiealth Edison Co 83/09/06 13pp 18905 332 


8309190004 Forwards Matls License SNM-1917 b safety evaluation License 
6Nli-1917 authorixes receipt, possession, insp b storage af U 
enriched in U-339 i sotope, contained in fuel assemblies 
PACE, R O Uranium Fuel Licensing Branch 83/09/06 TRAMM. T R 
Commonwealth Edison Co 2pp I6S23 221 


— 8305190006 Matls License SNM-1917, author i i ing receipt, possession, insp 
b storage of U enriched in U-23S Isotope contained in fuel 
assemblies 

* Division of Fuel Cycle b Material Safety 83/05/06 3pp 
18923 223 


—8309190007 Safety evaluation supporting License 5NM-191 7, au thor i i ing 
rece 1 pt, possession, insp b storage of fuel assemblies 
containing U enriched to 3 95'/: 

S£R1NI,6 L Uranium Fuel Licensing Branch 83/05/06 I2pp 
18923 326 


830924033? Forwards executed copy of Indemnity Agroement B-97 

OSTERrJ Commonwealth Edison Co 83/09/19 SALTZMAN, J Assistant 
Director for State ■& Licensee Relatione 13pp 10572 342 


DOCKET 70-2902 ROCHESTER, UNIV OF, ROCHESTER, NY 


6309200159 Forwards License BNM-1918 for Univ of Rochester, author i x Ing 
possession of 456 g enriched U, in form of U hexafluride 
PAOE,R 0 Uranium Fuel Licensing Branch 83/09/13 GREGORY. W D 
Rochostar, Univ of. Ip 18540 239 


—8309200169 License 3hJM-19ie for Univ of Rochester authoriiing 
possession of 496 g enriched U as U hexafluoride 
PAGEtR G Division of Fuel Cycle b Material Safety 83/09/13 
4pp 18940 240 


DOCKET 70-2983 PENNSYLVANIA POWER b LIGHT ALLENTOWN, PA 


8309180646 Application for license to receive, possess, store. Inspect b 
package for transport nuclear fuel bundle/asi embl le* 

Supporting documentation end 

CURTIS. NW Pennsylvania Power b Light Co 83/04/12 Office of 
Nuclear Material Safety b Saf eguards, Director 2dpp 18505 204 


6309240999 Forwards 630412 application for receipt b storage of new 
fuel W/o one I 

KETZLACH, N Uranium Fuel Licensing Branch 63/05/17 CUTCJHIN, J M 
Office of the Executive Legal Director Ip 18593 337 


0309240963 Forwards 830412 application for receipt b storage of new 
fuel W/o end 

KETZLACH.N Uranium Fuel Licensing Branch 83/09/17 PERCH. R L 
Licensing Branch 2 Ip 18593 327 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0001 ANEFCO, INC 


0305040700 Request* addl info re 830315 application for review b 
approval of Rev 7 to QA program concerning requirements 
for Anefco shipping packages 

MACDONALD, C E Transportation Branch 83/04/29 MURPHY, D J 
Anefcof Inc Gpp 16336 250 
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DOC;^ET 71-0143 RANCHERS EXPLORATION h DEV CO 


8305240031 Advices tftat final tes ting . ba lane Ing ad j L»stflie-nt -t acceptance 
of hflu ventilation sc^eduled for completion b ij 830630 
Entire sijs must be rebalanced each time addl process 
component added to sya 

MANSER, M C Nuclear Fuel Seivices, Inc Csubs of Catty Oil Co ) 
B3/0S/03 PAGEfR G Uranium Fuel Licensing Branch 5pp 
18594 302 


DOCKET 71-0166 NEW YORK TESTING LABS, INC 


6305240046 Requests registration as user of Model C — 10 source changer, 
Model T-3-T encapsulated source, Model lR-30 source changer 8< 

Model 7 encapsulated source 

ROCKETT, O R Dab cock 1 Wilcox Co 83/04/19 MACDONALD, C E 
Transportation Branch Ip 18394 301 


DOCKET 71-0494 MONTANA X-RAY, INC 


B304130034 Forwards Montana X-Ray^lnc QA program, Implemented for 
License 25-21134-01 per lOCFRTl 13<b>(U(ill» 

STRINOHAfI, S D Montana X-Rag, tne 83/03/03 Office of Nuclear 

Material Safety << Safeguards, Director Ip 17938 290 


--8304130042 OA program for OA proc eduras, engineering procedures & 
specific package design approval provisions 

STRINQHAhJ, S D Montana X-Ray» Inc 83/03/03 2pp 17938 291 


DOCKET 71-0493 SOUTHWEST X-RAY CORP 


6305040671 Foruerds OA program for License 42-19788-01 
TILLEY. R Southwest X-Ray 03/04/13 MACDONALD, C E 
Transportation Branch Ip 18336 250 


—9309040679 OA program for compltance u/lOCFR?!/ App E 

TILLEY. R Southwest X-Ray 03/04/13 3pp 18336 299 


B30S130236 Forwards OA program approval far Radioactive Hatl 
Package 0495, Rev 0 

rtACDONALD. C E Transpor ta 1 1 on Branch 83/05/03 TILLEY, ft 

Southwest X-Ray Ip 18437 172 


—8303130261 OA program approval for Radioactive Mat! Package 0495tRev 0 
MACDONALD, C E Transportation Branch 83/05/C3 Ip 18457 173 


DOCKET 71-0496 NUS CORP 


8309230163 Forwards Revs A t< 8 to OA program manual for packaging used 
In transport of radioactive matl 

MOTLiG P NUS Corp B3/05/02 MACDONALD. C E Transportetion 
Branch Ip 18946 141 


-“8305230176 Revs A I. B to QA program manual for packaging used in 
transport of rad loactlve matls 

CASELLI.AE, MOTL. 0 P NUS Corp Q3/OS/02 91pp 18546:143 


DOCKET 71-4986 MODEL RA-2. RA-3. RA-J, GENERAL ELECTRIC CO 


B309110015 Notification of registration as user of Model RA-3 
in response to 030217 request 

MACDONALD, C E Transporta 1 1 on Branch 83/09/03 COUNSILtW 0 
Northeast Utilities Ip 18421 242 


0305170097 Forwards Rev 14 to Certificate of Compliance 4906 for 
Models RA-B «< fiA-3 

MACDONALD, C E Tr ansportat 1 on Branch 83/05/11 VALRJKANr C M 

General Electric Co 2pp 18493 331, 


•8309170102 Certificate of Compliance 4906, Rev 14. for Models 
RA-2 U RA-3 

MACDONALD. C E Transportation Branch 83/05/11. 5pp. 18495 333, 


DOCKET 71-3026 MODEL CNS J 4-190, CHEM-NUCLEAR SYSTEMS, INC 


8303170733 Requests amend to Certificates of Compliance 6244,9111,6601 
tt 5026 allowing fissile matls in byproduct matl providing 
10CFR170 limits are not exceeded 

POPPE.L K Chem-Nuclear Systems. Inc 83/04/14 MACDONALD, C E 
Transportation Branch 2pp 18496 183 


DOCKET 71-3332 MODEL 2030-1, ENERGY, DEPT OF 


8305040782 Informs that Certificate of Compliance 5332 for Model 
2030-i shipping package expired on 830131 

MACDONALD. C E Transpor tation Branch 83/04/19 BARRACLAUOH, E 

Energy, Dept of Ip 15327 245 


DOCKET 71-3352 MODEL GAS CYLINDER FIRE IMPACT SHIELD, ENERGY, DEPT 


0305260003 Forwards Rev 1 to ORNL/ENG/TM-S, '*8AR for Packaging ORNL 
Oat Cylinder Fire S, Impact Shield,'* final draft 
TRAVIS, W H Energy, Dept of 83/04/18 MACDONALD, C E 
Transportation Branch 2pp 18648 123 


— 0305260004 Rev 1 to *'8AR for Packaging ORNL Gas Cylinder Fire & Impact 
Shield, " final draft W/six oversize drawings Aperture cards 
are available In PDR 

EVANa, J H , LEVINE, D L , EVERSOLE, R E Oak Ridge National 
Laboratory DRNL/ENO/TM-3 DRF 01 B3/04/30 I29pp 10648' 123 


DOCKET 71-5607 MODEL T-2, ENERGY, DEPT OF 


8305230090 Forwards revised pages to ANL "T-2 Shipping Package BAR, " 
MOSER, R M Energy, Dept of 83/04/12 MACDONALD, C E 
Transportation Branch 3pp 18546 001 


—8305230096 "T-3 Shipping Package SAR, " revised pagei 

FRANKLrN,E, M Argonne National Laboratory 83/03/31 I37pp 
18546 004 


8305180626 Documents 830414 telcon re registration for OE T-2 package. 
No Itr of registration located in files Current validity of 
NRC 770420 notice Of registration questioned 
OEIQL, H J Texas AVM Unlv , College Station, TX 83/04/18, 
MACDONALD, C E Transportation Branch Ip 18305 325 


— B305180630 Notification of registration as user of Model OE T-2 in 
response to 770404 request 

MACDONALDiC E, Transportation Brancfi 77/04/28 RANDALL, li D 
Texas AttM Unlv , College Station, TX Ip, 10505*326 


8305230697 Requests clarification as to whether licensee mag continue 
to use OA procedure already approved or whether request 
for registration should be amended based on mod to Inner 
basket on OE T-2 package 

DEICL.H J Texas AIcM Unlv , College Station, TX. 83/05/02 
MACDONALDtC E, Transportation Branch Ip 10542 325 


DOCKET 71-5814 MODEL NR BK-41, -42 -43, ENERGY, DEPT. OF 


0305090040 Forwards Rev 1 to Certificate of Compliance 5814 for Models 
NRBK-41,NRBK-4a 8« NR0K-43 

MACDONALDf C, E. Transportation Branch 93/04/20 ENGEL, W. P. 

Energy, Dept of 4pp 10301 176. 


— 8305090056 Certificate of Comp 1 lance 5014, Rev 1, for Models NRBK-41, 
NRBK-42 (< NRBK-43 

MACDONALD, C E Transportation Branch 03/04/20 4pp 10301*100 


DOCKET 71-5074 MODEL, WAPD-40, ENERGY, DEPT. OF 


0305090145 Forwards Rev I to Certificate of Compliance 5874 for 
Model UAPD-40. 

MACDONALD, C E, Transportation Brhnch. 03/04/20 ENGEL, H P 
Energy, Dept, of, 4pp 18381 113 


—0305090150 Certificate of Compliance 5874, Rev lifor Model WAPD-40 

MACDONALDiC E Transportation Branch 03/04/20 3pp 10301 117 
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DOCKET 7t-S873 MODEL WAPD-39 h NRQK-44, ENERGY, DEPT OF 


0303090133 Foruards Rev 1 to Certificate of Compliance 3073 -for 
Mod ale UAPD"39 Zt NRBK-44 

MACDONALD, C E Transportation Branch 83/04/20 ENOEL, M P 
Energy, Dopt of 4pp 10301 ISO 


— 0303090140 Certificate of Compliance 5875, Rev l.for Models WAPD-39 & 
NRaK-44 

MACDONALD, C E Transportation Branch 03/04/28 4pp 18381 124 


DOCKET 71-5957 MODEL DATTELLE C0LUMBU8 LABORATORY 


0309230016 Rec^uests registration a^ user of Model BMI-1 

WETHY, C K Florida Pouer & Light Co 03/04/20 MCDONALD, C £ 
Transportation Branch Ip 16542 236 


DOCKET 71-3979 MODEL 5979i ALPHA-OMEOA 8ERVICE3. INC 


6305D6020B Forwards Rev 4 to Certificate of Compliance 5979 for 
Model 5979 

HACDONALDiC E Transportation Branch 83/04/21 BRADLEYg W. 
Alpha-Omega Services, Inc Ip 10359 337 


—8305060212 Certificate of Compliance 3979, Rev 4. for Model 3979 

MACDONALD, C E Transportation Branch 83/04/21 3pp 10339 330 


DOCKET 71-3980 MODEL OE-600, GENERAL ELECTRIC CO 


830S090113 Forwards Rev 7 to Certificate of Compliance 3960 for 
Modal OE-600 

MACDONALD, C E Transportation Branch 03/04/28 CUNNINOHAH, O E 
Oanaral Electric Co 2pp 10381:132 


—8303090121 Certificate of Compliance 9980, Rev 7 for Model QE-600 

MACDONALD, C E Transportation Oranch 03/04/28 6pp 18381 134. 


DOCKET 71-6244 MODEL 6244, CHEM-NUCLEAR SYSTEMS, INC 


8303170733 R»q.ue9tf amend to Certificates of Compliance 6244,9111,6601 
8c 3026 allowing flstila matls in byproduct matl providing 
10CFR170 limits are not exceeded 

FOPPEi L K Chtm-Nuclear Bystems, Inc 83/04/14 MACDONALD, C E 
Transportation Branch 2pp 18496 103 


DOCKET 71-6272 MODEL 6272, U 8 ECOLOGY 


830518D670 Forwards ravltcd application for amend to Certificates of 
Compliance 6400 tt 6272 

MOSER, R M Energy, Dept of 83/04/13 MACDONALD, C E 
Transportation Branch 2p o 18505 154 


— B303180676 Revised application for amend to Certificates of Compliance 
6400 6272 Approval for special packaged solidified waste 

as authorlied contents in shipping containers raquested 
a Energy, Dept of 83/04/30 24pp IBSOS 196 


DOCKET 71-6294 MODEL- UNC-2901, COMBUSTION ENGINEERING CO , TNG 


8305030001 Forwards changes to 8212L7 request for amend of Certificate 
gf Compliance 6294 W/thrae oversize drawings Aperture cards 
are available in PDR 

FOHD»J T Babcoct L Wilcox Co 83/04/15 MACDONALD, C E 
Transportation Branch 55pp 18309.243 


8305060187 Forwards Rev 6 to Certificate of Compliance 6294 for 
Modal UNC-2901 

MACDONALD, C E Transportation Branch 93/04/SS E8KRIDGE,H K 
Combuitlon Engineering, Inc. 2pp 18364 302, 


— 0309060190 Certificate of Compliance 6294, Rev 6, for Model UNC-2901 
MACDONALD, G E Transpor tation Branch 83/04/25 9pp 10364.304 


DOCKET 71-6346 MODEL FSV-1 . GENERAL ATOMIC CD 


8305090231 Requests registration as user of Model FSU-1 

KALIVIANAKIS, N Commonwealth Edison Co 83/04/13 MACDONALD, C E 
Transpor tdt ion Branch Ip 18381 101 


8303170306 Notification of registration as user of Model FSV-1 In 
response to B30415 request 

MACDONALD, C E Transportation Branch 83/05/09 KAL I V IANAKI8, N 
Commonwealth Edison Co Ip 16496 107 


DOCKET 71-6400 MODEL 6400, WE9TIN0HDUSE ELECTRIC CDRP 


6303100670 Forwards revised application far amend to Certificates of 
Compliance 6400 ii 6272 

MOSER. R M Energy, Dept of 03/04/13 MACOnNALD, C E 
Transportat 1 on Branch 2pp 10303 154 


— 8305100676 Revised application for amend to Certificates of Compliance 
6400 6 6272 Approval far special packaged solidified waste 
as authorized contents In shipping containers requested 
* Energy, Dept of 03/04/30 24pp 18305 136 


DOCKET 71-6495 MODEL PADUCAH DEMONSTRATION CASK. ENERGY 


6309160278 Forwards request for addl info re 821117 application 
requesting approval of model Paducah demonstration cask 
packaging Response must be received within 30 days of 1 tr 
receipt 

MACDONALD, C E Transportation Branch 83/03/06 PRICHARD, R P 
Energy, Dept of 3pp 1B475 030 


DOCKET 71-6330 MODEL 6-GB-l, ENERGY, DEPT OF 


8305240332 Forwards Certificate of Compliance 6330, Rev O, f or Model 
6-08-1 

HARVEY, R V Lawrence Berkeley Laboratory 83/03/03 MACDONALD, C E 
Transportation Branch Ip 18594 220 


—0309240336 Certificate of Compllan.CB 6530, Rev 0, for Model 6-GS-l 

MACDONALD, C E Transportation Branch 03/03/03 2pp 10594 221 


DOCKET 7t-6353 MODEL PADUCAH TIGER, ENERGY, DEPT OF 


8303040791 Informs that Certificate of Compliance 6933 for Paducah 
Tiger shipping package expired on 630331 

MACDONALD, C. E Transportation Branch 03/04/19 BLALOCK, L 
Energy, Dept of 2pp 18327 194 


0309240064 Requests extension Of Certificate of Campllance 6533 for 
use In moving U hexafluoride between gaseous diffusion 
plants Leak test data forthcoming 

PRICHARD, R P Energy, Dept of 03/04/29 MACDONALD, C E 
Transportation Branch Ip 10577 361 


DOCKET 71-6601 MODEL CN8 B-i20, CHEM-NUCLEAR SYSTEMS, INC 


0309020939 Requests mailing address change for BD Withers 

* Portland General Electric Co 03/04/00 NRC - No Detailed 
Affiliation Given tp 18264 230 


0303170733 Requests amend ia Certificates of Compliance 6244,9111,6601 
8f 5026 allowing fissile metis In byproduct matl providing 
tOCFR170 limits are not exceeded 

POPPE, L K Chen-Nuclear Bystems, Inc 83/04/14 MACDONALD, C E 
Transportation Branch 2pp 10496 103 


8303170589 Notification of registration as user of Model CN8 0-120 
in response to 030304 request 

MACDONALD, C. E Transportation Branch 03/05/09 COONEYrM J 
Philadelphia Electric Co Ip 10496 103 


DOCKET 71-6639 MODEL MH-IA, ENERGY, DEPT OF 


8303180210 Responds to 030224 Itr requesting addl info re approval of 
Model liH-lA EBtimetes that 4 months will bo required 
to reepond to questions Packaging engineers will arrange 
(neetlng to discuss request 

PRICHARD, R P Energy, Dept, of 83/04/20 MACDONALD, C E 
Transportation Branch Ip 18903 331 
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3303170973 Summary of 03O5OZ mpetln.g u/DOE h Santfia in Sl»v«r Spring, MD 
re rovleui of SAR for 320907 MK-lA application 

ODEGAARDEN, R K Transportation ffranch 83/03/06 Tramportatlofi 

Branch 2pp 18496 124 


DOCKET 71 --6700 MODEL C--6, ENERGY, DEPT DF 


8305090214 Informs tliat Certificate of Compliance 6708 for Hodel C-6 
shipping package expired on B21031 

MACDONALD, C Transportation Dranch 83/04/19 PETERSON. J M 
Energy, Dept of Ip 18381 llO 


DOCKET 71-6717 MODEL 671 7-D, GAMMA INDUSTRIES 


8303020061 ReRuests registration a$ user c>f Gulf Nuclear lOX, 20Y, U-1 lOA 
it Gamma Industries Models C-lO & Century & Pipeliner I 
riLLEY. R Southwest X-Ray 83/04/13 MACDONALD. C E 
Transpar tation Dratich Ip 18300 286 


8303240046 ReRuests registration as user of Model C-IO source changer, 
Model T-3-T encapsulated source* Model lR-’90 source changer & 

Model 7 encapsulated source 

HaCKETT, D R Babcock i Wilcox Co 83/04/19 MACDONALD. C E 
Transportation Branch Ip 18394 301 


8305110023 Notification of registration as user of Model 6717-8 in 
response to B30413 request 

MACDONALD. C E Transportation Branch 83/03/08 TILLEY, R Sooner 
X-Rav li Mag , Inc Ip 18411 357 


DOCKET 71-9010 MODEL NLI-1/2. NL INDUSTRIES. INC 


8303170108 Forwards Rev 9 to Certificate of Compliance 9010 for Model 
NLF-t/a 

MACDONALD, C E Transp or tat ion Branch B3/03/tO JOHNSON, C R 

Nuclear Assurance Corp 3pp 18493 348 


— 83051701 13 Certificate of Compliance 9010, Rey 9, for Model NLI-1/2 

MACDONALD, C E Transportation Branch 03/03/10 8pp 18495 331 


DOCKET 71-901 S MODEL TN-0, -8L. USERS 


0309230107 Forwards Rev 1 to second addendum to TN-8/9 SAR 
GOLD MANN, li Transnu c 1 ear, Inc 03/05/03 MACDONALD. C E 
Transportation Drant-h ip 1B546 303 


--0305230118 Forwards Rev 1 to second addendum of TN-a U TN-9 SAR 
Issuance of Rev 3 to Certificate of Compliance 9015 for 
Models TN-0 6 TN-0L packaging requested 

GOLDMANN.K Trans nuc 1 ea r. Inc 83/04/26 MACDONALD* C £ 

Transportation Branch 2pp 18946 304 


— 0305230125 Rev 1 to “TN-B Sc TN-9 SAR. Second Addendum for TN-B U TN-BL 
Packagings " 

• Transnuc lear. Inc E-3S0a RCl 83/04/26 33pp 1B346 307 


0305170245 Forwards Rev 4 to Certificate of CompI lance 9015 for Models 
TN-a I* TN-BL 

MACDONALD, C E Transportation Branch 83/05/12 GOLDMANM. K 
Transnuclear, Inc Ip 10493 343 


— 8305170351 Certificate of Compliance 90lS,Rev 4, for Models TN-8 Ic 
TN-BL 

MACDONALD, c E Transportation Branch 83/05/12 7pp 18493 344 


DOCKET 71-9033 MODEL 660 L 660E, TECHNICAL OPERATIONS, INC 


8305170738 Application for registration as user of Tech/OPs Model 660 
KAWACHl-iM Navy, Dept of. Pearl Harbor Naval Shipyard 83/02/11 
MACDONALD. C E Transportation Branch Ip 18496 182 


DOCKET 71-9044 MODEL GE-160O, GENERAL ELECTRIC CO 


8305110143 Notificatloh of registration as user of Model OE-1600 in 
response to 830331 request 

MACDONALD, C £ Transporta t ion Branch 03/05/06 JONES, W C Omaha 
Public Power District Ip 18421 349 


DOCKET 71-9049 MODEL QE-500, GENERAL ELECTRIC CO 


6305110021 Notification of registration as user of Model OE-SOO 
in response to 830412 request 

MACDONALD, C E Transportation Branch 03/05/03 STEIN, 8 8 
Advanced Medical Systems, Inc Ip 18411 358 


DOCKET 71-9070 MODEL N-55, ENERGY, DEPT OF 


0305100019 Application for exemption from requirement of Certificate 
of Compliance 9070 for Model N-35 Requests one time shipment 
of Pu fluoride neutron source containing 35 Cl Pu-SOS in 
encapsulated form 

NARDI.A J WestinghousB Electric Corp 83/04/29 MACDONALD, C E 
Division of Fuel Cycle & Material Safety 3pp 18497 200 


DOCKET 71-9079 MODEL HN-100, SERIES 2 8< 2A, HITTMAN NUCLEAR 


8305040147 Advises that end Hlttman Nuclear 8» Development Corp 
830406 proprietary application it associated repts it drawings 
re Model HN-100, 8er ies 2 package design should be placed in 
PDRi per 630216 Itr 

MACDONALD, C E Transportation Branch 63/04/25 SCOTT, 8 Document 
Management Branch Ip 18336 231 


— 03050401 S9 Forwards addl info to support 830216 request that HN-100, 
Series 2 casks be Included In renewal of Certificate of 
Compliance 9079 Rev 6 to “Cask Handling Procedurs for 
HN-100, Series 2 it Series 3 “ end 

MALLORY, C N Hittman Nuclear it Development Corp (tubs HlttmPn 
Corp » 03/04/06 MACDONALD, C Transportation Branch, 3pp. 

18336 232 


—8305040176 Rev 6 to "Cask Handling Procedure for HN-100, Series 2 Ic 
Series 3 Shielded Transport Casks “ W/three oversize 
drawings Aperture cards are available in PDR 
« Hittman Nuclear It Development Corp (subs Hittman Corp I 
63/04/06 ISpp 10336 235 


8305110211 Notification of registration as user of Model HN-100 
Series 2 in response to 830401 request 

MACDONALD, C E Transportation Branch 03/05/06 MINECK, D L Iowa 
Electric Light & Power Co ip 18411 352 


DOCKET 71-90BO MODEL 9080, HITTMAN NUCLEAR it DEVELOPMENT CORP. 


8305180816 Requests registration as user of Model 9080 radioactive 
metis shipping cask 

M18, F J Rochester Gas & Electric Corp 63/04/21 MACDONALD, G E 
Transportation Branch Ip 10505 336 


8305110019 Notification of registration as user of Model 9080 In 
response to 83021B request 

MACDDNALD.C E Transportation Branch 83/05/03 FAY, C H. 
Wisconsin Electric Power Co Ip 18411 339 


DOCKET 71-9081 MODEL CNBI 1-13C, CHEN-NUCLEAR SYSTEMS, INC 


8305170587 Notification of registration as user of Model CN8 1-13C 
in response to 630228 request 

MACDONALD, CE Transportation Branch 83/03/09 0OR8T, F J Public 
Service Co of Colorado Ip 18496 106 


DOCKET 71-9096 MODEL CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC 


8303160-280 Forwards request for addl Info supporting 830228 application 
for amend to Model CNS 21-300 Response should include 
drawl ngs, shielding & operating proceduras it acceptance 
tests Response requested ulthin 30 days 

MACDONALD, C E Transportation Branch 83/05/03 POPPE, L K 
Chem-Nuc lear Systems, InC 3pp 18475 008 


DOCKET 71-9100 MODEL KKP-20~4930i KERR-MCOEE NUCLEAR CORP 


8305030181 Requests registration as user of Model KKP-20-4950, 
□ ^H£A,P D. Rhone-Poulene, Inc 83/04/14. MACDONALD, C. E 
Transportation Branch Ip 18310 030 
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B3051 10130 Foruiarda Rev 2 to Certificate of Conipliance 9100 for 
Model KKP“20-4950 

MACDONALD, C E Trentpor tat i on Branch 83/03/06 SHEULEYi W J 
Korr-HcOea Nuclear Corp Spp 18434 105 


— 0305110151 Certificate of Compliance 9100. Rev 2, for Model KKP-20-4950 
MACDONALD, C E Transportatl on Branch 03/03/06 4pp 10434 107 


DOCKET 71-9103 MODEL NL 1-6502, NO USERS 


8303110011 Forwards Rev 3 to Certificate of Compliance 9103 for 
Model NLr-6302 

MACDONALD, C E Transportation Branch 63/03/03 JOHNSON. C R 
Nuclear Assurance Carp Ip 18421 243 


— 8309110013 Certificate of Compliance 9103, Rev 3 for Model NLl-ASOa 
MACDONALD. C E Transp pr ta 1 1 on Branch 03/03/03 3pp 18421 291 


DOCKET 71-9103 MODEL RAD-WASTE CR I, CHEM-NUCLEAR SYSTEMS. INC 


8305030716 Foruardi Rev S to Certificate of Compliance 9105 for 
Model RAD-WASTE CARRIER I 

MACDONALD. C E Trans p or ta 1 1 on Branch 83/04/25 DEAL, R 
Chen-Nuclear Systems. Inc 4pp 18309 079 


—8309030720 Certificate of Compliance 9109, Rev 2. for Model RA0-MA8TE 
CARRIER I 

MACDONALD. C E Transportation Branch 83/04/25 2pp 10309 079 


DOCKET 71-9106 MODEL DW-20WC-3, BABCOCK & WILCOX CO 


8308040772 Informs that Certificate of Compliance 9106 for Model 
Bll-SOWC-3 shipping package expired on 03O22B 

MACDONALD. C E Transportation Branch 03/04/19 COR DAN I, R A 

Babcock Wilcox Co Ip 10327 299 


DOCKET 71-9111 MODEL CN8 6-80-2. CHEM-NUCLEAR SYSTEMS. INC 


8303170733 Requests amend to Certificates of Compliance 6244.9111.6601 
U 3026 allowing fissile natls In byproduct matl providing 
iOCFRi70 limits are not exceeded 

POPPE.L K Chem-Nuclear Systems. Inc 83/04/14 MACDONALD, C E 
Transportation Branch Spp 18496 183 


8309110017 Notification of registration as user of Model CNS 6-00-2 
in response to 030314 request 

MACDONALD, C E Transporfca tlon Branch 83/09/03 MUSOLF, D 
Northern States Power Co Ip 10411 ‘360 


DOCKET 71-9139 MODEL CENTURY 8 SA. CEN UNIV S & 8A. OAMMMA IND 


0304270399 Ac k receipt Of response to error notice for Model C-lO 
Identical typograph 1 cal error observed on Page 9 of 020430 
safety evaluation 

RIDDLE. D H Nuclear System 83/04/08 MACDONALD. C E 
Transportation Branch tp 10244' 311 


8309230104 Requests registration as user of Model Century 6 b SA 
EHOBLOM. M R Hardy Associates. Inc 83/04/18 HACPONALD.C E 
Transportation Branch Ip 18946 342 


8305098436 Forward* revised Page S to SER on Model Century series 
packaging. per 830408 Itr 

MACDONALD. C E Transportation Branch 83/04/26 RICHARDSON. H D 
Nuclear System 2pp 18392 049 


DOCKET 71-9148 MODEL 770, TECHNICAL OPERATIONS, INC, 


B303170592 Notification of registration as user of Model 770 in 
rasponte to 830323 request 

MACDONALD. C E Transportation Branch. 83/09/09 CUNNINGHAM. 0 E 
Oanerat Electric Co Ip 18496 103 


DOCKET 71-9150 MODEL PAT-2. ENERGY, DEPT OF 


B3091B0684 Forwards application for amend to Certificate of Compliance 
9190 revising operational controls for shipping Pu 
safeguards samples 

CAUDLE. R E Energy. Dept of 03/04/19 CUNNINGHAM. R F Division 
of Fuel Cycle U Material Safety 2pp J03O4 073 


— 9303180608 Application for amend to Certificate of Compliance 9130, 
revising operational controls for shipping Pu safeguards 
samp les 

» Sand i a Laboratories 03/04/30 93pp 18904 076 


DOCKET 71-9151 MODEL HN-100, SERIES 3, HITTMAN NUCLEAR fc DEV CORP 


8305230730 Submits rev to Paragraph 5(b)(2> of revised Certificate of 
Compliance 9151 for Model HN-100 Series 3 re max quantity of 
matl 

MALLORY, C W Hittman Corp B3/04/29 MACDONALD. C Transportation 
Branch 3pp 18976 175 


8305170991 Notification of registration as user of Model CNS 14-170 in 
response to S3O220 request 

MACDONALD. C E Transpor tati on Branch 03/09/09 MUSOLF. D 
Northern States Power Co ip 18496 104 


8309170255 Forwards Rev 2 to Certificate of Compliance 9131 for Models 
HN-lOO Series 3 6 CNS 14-170 Series 3 

MACDONALD. C E Transportation Branch 03/09/12 SILLYMAN. D 
Hittman Nuclear b Development Corp (subs Hittman Carp I 2pp 
10493 391 


— 6309170260 Certificate of Compliance 9151. Rev 2. for Model HN-100 Series 
3 tt CNS-14-170 Series 3 

MACDONALD. C E Transpor tation Branch 03/09/12 Spp 16493 393 


S309260350 Advises that end Hittman Nuclear b Development Corp 830457 
Itr re 630203 application for amend to Certificate of 
Compliance 9191 & associated proprietary SARs & drawings 
should be placed in PDR 

MACDONALD. C E Transportation Branch 03/09/13 SCOTT. 8 Document 
Management Branch Ip 18648 029 


— 6305260359 Forwards addl info supporting 830203 application for amend 
to Certificate of Compliance 9191 to permit use of stainless 
steel shielding insert. In response to NRC request W/foUr 
overslie drawings Aperture cards are available in PDR 
MALLORY. C W Hittman Nu&lear Development Corp (subs Hittman 
Corp ) 63/04/27 MACDONALD. C Tx ansportation Branch 6pp 

18648 026 


— 0305260373 Rev 7 to "Cask Handling Procedure for HN-100 Series 2 b 
Series 3 Shielded Transport Casks " 

* Hittma.i Nuclear 8c Development Corp (subs Hittman Corp ) 
83/04/26 16pp 18648 032 


DOtJKET 71-9196 MODEL, IR-50. INDUSTRIAL NUCLEAR CO 


8309240046 Requests registration as user of Model C-ID source changer. 
Model T-3-T encapsulated source. Model lR-90 source changer b 
Model 7 encapsulated source 

ROCKETT, D R Babcock U Wilcox Co 03/04/19 MACODNALD. C E 
Transportation Branch Ip 18974 301 


docket 71-9163 MODEL 0N0“20i GULF NUCLEAR. INC 


0305240031 Forwards revised info re Model GNO-20 source container 
HOPCRAFTrC P Gulf Nuclear, Inc 03/04/28 MACDONALD. C> E 
Transportation Branch 35pp 18394 224 


docket 71-917S MODEL CNS6-0OB, NUCLEAR PACKAGING, INC 


8305060133 Releases Nuclear Pac kaging. I nc 830304 application for 
certificate of compl lane e. SAR t drawings to public W/o 
drawl ngs 

MACDONALD. C E Transportation Branch 03/04/25 SCOTT. 8 Document 
Management Branch Ip 19354 02? 


— S309060142 Responds to 830318 request for addl application fee for 
certificate of campHance Intent is to limit payload so 
Model CNS 6-800 can be licensed under Category ilC so no 
addl fee required. 

STREUTKER. SR Nuclear Packaging, Inc 03/03/24 JACKSON, O 
License Fee Management Branch 2pp 1B334 030 
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— 6305060140 Application for certificate of compliance for Model CNS6-80B 
bulk resin shipping flask 

BTREUTPER> S 0 Nuclear Packaging. J nc 93/03/04 MACDONALD, C E 
Transportation Granch 6pp 18354 032 

— S305060152 "SAR for CN5 6~eOB Shielded Cask to iOCFR7i Type D Packaging 

Requirements “ 

-» Nuclear Packaging, Inc 03/03/04 226ipp 1B354 040 

— 8305060154 Requests add! fee re B30304 application for certificate of 

compliance for Model CNSfc-aOfl bulk resin shipping flask 
JACKSON. <3 License Fee Management Branch 63/03/18 
STREUTKER, S R Nuclear Packaging. Inc Spp 18354 2A6 


DOCKET 7t-9l77 MODEL NUPAC 10/140, NUCLEAR PACKAGING. INC 


03 05020002 Forwards Rev 0 to Certificate of Compliance 9177 for Model 
NUPAC tO/140 

MACDONALD, C E Tran sp or ta fc | on Branch 03/04/16 BlMCHUK, J D 
Nuclear Packaging, Inc Ip 10308 2B9 


— 9305020004 Certificate of Compliance 9177, Rev O, for Model NUPAC tO/l40 
MACDONALD, C E Transportation Branch 63/04/10 ISpf 
18300 290 


— 03O5O2OOOB Safety evaluation approving use of Model Series A 
waste shipping pac kages for shipment of 1 otu-^sp ec 1 f 1 c 
activity radioactive matl 

MACDONALD. C E Transportation Branch 63/03/28 9pp 10308 293 


DOCKET 71-9190 MODEL 500-SU. AUTOMATION INDUSTRIES. INC 


8305100194 Forwards addl info on operating 1ns true ti ons , acc ep tance 
criteria *> general maint for Model 300SU-OP. per 030411 
request 

SANTORO. M P Automation Industries, Inc 63/04/21 MACDONALD. C E 
TranspOT tatLon Branch dp p IB503 324 


DOCKET 71-91B1 MODEL PAS-2, NUCLEAR PACKAGING, INC 


0305040096. Releases Nuclear Pac kag i ng . Inc 030331 application for 
certificate of compliance U SAR for placement In PDR 

MACDONALD, C E Transportation Branch 03/04/25 SCOTT, 8 Document 
Management Branch Ip 18331 267 


— S305040105 Application for certificate of compliance for I.K7PAC 
Post-Accident Sampling Cask PAB-S 
STREUTKER. S R Nuclear Packaging, Inc 03/03/31 
Transportation Branch 4pp 18331 268 


—83050401 10 "BAR for NUPAC PAS-2 Packaging to 10CFR71 Type 8 Packaging 
Requirements " 

« Nuc 1 ear Packaging, Inc 93/03/31 9tpp 10331 272 


DOCKET 71-9780 MODEL S3W REACTOR COMPARTMENT, ENERGY, DEPT OF 


6305110612 Fpriaards Rev 0 to Certificate of Compliance 9788 for 
Model 8SU reactor compartment 

MACDONALD, C E Transportation Branch 83/05/06 ENGEL. U P 
Energy. Dept of Ip 18415 354 


—“8305110614 Certificate of Compliance 9780, Rev 0. for Model 85W reactor 
camper tment 

MACDONALD, C E Transportation Branch 83/05/06 4pp 18415 355, 


DOCKET 71-9901 MODEL 120, ENERGY. DEPT OF 


8305040706 Notifies that Certificate of Compliance 9901 for Model 120 
shipping package expired on 830228 

MACDONALD. CE Transportation Branch 83/04/19 PETERSON, J M, 
Energy, Dept of Ip 10327 196 


8305110033 Forwards Rev 1 to Certificate of Compliance 9901 for 
Model 120 

MACDONALD, C E Transportation Branch 83/05/06 PETERSON, J M 
Energy. Dept of Ip 18421 304 


— 8305110033 Certificate of Compliance 9901, Rev 1, for Modal 120 

MACDONALD, C E Transportation Branch 83/05/06 6pp 18421 <309 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO 


8305240034 Submits annual rept re changes, tests it experiments at Morris 
Operations facility during period BS05Q4-830430, per 
10CFR72 3S(b>2 

EOERiK O General Electric Co 03/05/02 Region 3, Office of 
Director Ip 10577 359 


G305170548 Forwards addendum consisting of confirmatory meaturementB 
program data sheet of analysis of waste lagoon sample 
completed after onsite Insp, transml tted by 830215 Itr 
PAPERIELLD, C J Region 3, Office of Director 83/05/09 VAN 
KOOMIBSEN General Electric Co 2pp 18468 031 


8305130227 Forwards IE Safeguards Insp Repts 70-1308/83-02 it 
72-0001/03-02 on 830419-21 No noncomp i lance noted 

MILLER. J R Region 3, Office of Director 83/05/10 VAN HOOM189EN 
General Electric Co 2pp 18439 171 


—8305130234 IE Safeguards Insp Repts 70-130B/B3-02 tt 72-0001/03-01 on 
830419-21 No noncomp 1 iance noted Major areas inspected matl 
control accountab 1 1 1 ty, measurement it statistical control. 

Details withheld <ref 10CFR2 790) 

MADEDA, T J , STAPLETON, B U i CREED, J R Region 3, Office of 
Director 83/05/10 Ip 18439 173 


DOCKET 71-9510 MODEL GPHSt ENERGY, DEPT OF 


B305020036 Forwards Info on shipping cylinder for OPHS module it welding 
it Insp p rocedures. In response to NRC 820930 request M/three 
oversiie drawings Aperture cards are available In PDR 
MILLER, R L Energy, Dept of 63/04/19 MACDONALD, C E 
Transportati on Branch lOpp 18308 251 
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lOCFR COMMieeiON MEETINQ RECORDS 


8305020929 Unofficial tranacript of Commlaslon 830426 public fliaating 
r* postlbltt vote on nitart in Math Inoton* DC Pp 1-107 
a CofflAitstionara, 83/04/26 I27pp 1B284 079 24X 

Fi C h a 90-272, B3/04/26i 830902092? 


0309040094 Ditcuitai ttatut of DiiM-OPU lautuit docuraant raviau Ma»t 
rapt axpactad uithin 2 \ak% 

DIRCK81M J Offlca of tha Exaeutiva Oiractor for Opiratlonf 
83/04/20 PALLADINOiN , OILINQKYiV, , AHEARNE, O Conunltilonar t 
8pp 18336.325 24X Flcha 90-28?! 83/04/20, 8309040094 


-8309040068 Staff raquirawanta aiamo ra 830330 britfing on Invaatigation 
4e poftibla anforcamant aetlan lE ri(iuattad to submit 
Invastlgatlon rasuUt basad on raviaw of all documents for 
Tiauj info within 3 uks. 

CHILK, 8 J Off let of tha Sacratary of tha Commisilon H830330B 
03/04/08 0IRCK8, M J Of flea of bha Exacutlva Oiractor for 
Oparatlons HAYES.B, B. NRC - No Datailad Affiliation Given 
CUMMINO81J, J Office of Inspector 6 Auditor Spp 18336 327 
a4X Flcha* 90-289, 83/04/20, 8309040094 


8309040086 Transcript of 830422 briefing In Wash ington, DC re TMI-2 
cleanup Pp 1-90 

a Commissioners 83/04/22 t24pp. 18328 242 24X 

Fi chi' 90-320, 83/04/22, 8309040086 


8309040799 Transcript of Commission 830427 public masting in 
Washington, DC ra midyr program raviau, Pp 1-90 
« Commissioners 83/04/27 SOpp 18391 260. 


8309060696 Staff raqoiranants mamo ra Nuclaar Wasta Policy Act of 1982 
Craf 8ECy-S3“l07» 

CHXLK, 8 J Of flea of tha Sacratary of the Commission H630318 
83/03/28. DIRCK9, W J Office of the EKecutlva Director for 
Oparationi. 2pp. 18398. 128. 


— 8308060700 Discusses co-location of test 6 evaluation facility Si 
geologic raposl tory, par 830318 Commission briefing on 
Nuclear Waste Policy Act of 1982 Related Info and 
I>1RGH6,W J Office of tha Enacutlva Director for oparatlons. 
83/04/09 CH11.K, 8 J Office of tha Bacratary of tha Commission 

19pp. 16398' 130 


8309090912 Responds to 630406 staff ra<iulraniants memo ra briefing on 
DH8 ttudlat on C-E p lants. invaetlgatlon will be comptstad by 
830630 81 results of study, conclusions & raeommandations will 
ba praeantad to Commission by Aug-8apt. 

D7RCK8,H. J. Office of the Executive Director for Operations. 
83/04/29, CHILKjB. J Office of the Seerstary of tha CommlssLon, 
ip. 18381-246, 


—8309090916 Staff raquiramants memo ra 830404 briefing on DHR etudias on 
C-e planta. Comml ssion raquastad NRC accalarata study 6 
solicit It address ACRB views on issue 

CHILK, 8, J Office of thi Sacratary of tha Gomrnlision KB3D404 
63/04/06. DIRCK8, W J Office of tha Exacuttva Director for 
Operations, Ip. 1B381 249 


6309090649 Transcript of Commission 830904 briefing on state of nuclear 
Industry in Washington, DC Pp i-67. Supporting documentation 
anc 1 

a Commissi oners 83/09/04 8Bpp 18366-017 


8309110604 Transcript of Commission 630429 briefing in Washington, DC ra 
U mill tailings stda.Pp 1-61 Vtaugraphs and 
« GommiSslontrs. 63/04/29. 62pp. 18421:001. 


8309120611 Doard Notification 83-9? forwards Info re component 
cooling water sys discussed at 63041? meeting tii/PO&E In 
aan Francisco, CA 

EISENHUT, D 0 Division of Licensing 83/05/04 PALLAOINO, N J , 
OlLtN6KY,V , AHEARNE, J Commissioners 3pp 18440 228 24X 

Flcha 90-279, 03/05/04, 030512061 1. 


— 0309120621 Transcript of 830419 public moating In San Franclso, CA re 
review of component cooling water sys Pp 1-121 
a CornmlSB loners 03/04/19 123pp 18440 231 24X 

Fich# 90-279,03/09/04,0305120611 


8309130327 Transcript of Commission 830505 meeting, discus slon tt 
possible vote In Wash ington, DC ra status of amarganeg 
planning at faclLltlas Pp 1-22 

a Commissioners 83/09/09 27pp 18497 277 24X 

Flcha. 90-247, 83/09/05, 0305130327 


8309170069 Transcript of Commission 830912 meeting in Wash Ington, DC to 
discuss evaluation of Implications of 8alam event IPart 1> 

Pp 1-76 Supporting documentation end 
# Commissioners 03/09/12 Slpp 18499 226 24X 

Flche 90-272,03/09/12,0309170089 


8309170192 Transcript of Commission 030912 mtetlng In Washington, DC to 
discuss Regulatory Task Force administrative proposals r« 
bacbflt rule Pp L-76 Supporting documentation end 
» Commissioners 83/09/12 B7pp 18492 213 


8309180076 Transcript of Commission 630913 af f Irmatlon/dl icusslon 6 
vote In Washington, DC r« proposed rule on storage & disposal 
of high level waste Pp 1-9. 

a Commissioners 03/09/13 6pp 18499.390 


8309180002 Transcript of Commission 830912 af f Irmatl on/di scusston 6 
vote on 8ECY-e3-l97 concerning facility OL in Washington, DC 
Pp L-4 

a Commissioners 83/05/12 7pp 18903 279 24X 

Flche 90-322,83/09/12,8309100082 


B3O910O391 Transcript of Commission 030913 public meeting u/ACRS in 
Wash Ington, DC to discuss severe accident research program It 
accident source term program Pp 1-66 
« Commissioners. 03/09/13 66pp 18462 041 


6309230130 Transcript of Commissiun 630918 public meeting in 
Wash Ington, DC re evaluation of Implications of facilitii 
event ’art 1) Pp i-b 2. Supporting documentation encl 
# Commissioners. 83/05/18 97pp 18977 HO 24X 
Fiche 90-272,83/03/18,8309230130 


8305240966 Releases transcript of Commission 821222 discussion 6 
possible vote on emergency planning actions for placement in 
PDR, per 10CFR9 Commission determination statement end 
CHILK, 0 J Office of the Secretary of the Commission 83/09/18 
Public Document Branch 2pp 18393 063 24X Fiche 50-003,03/09/18, 

8309240966 


— 8309240570 Transcript of B21322 discussion t< possible vote on emergency 
planning actions in Washington, DC 

a Commissioners B2/12/22. 19pp 18993 069. 24X 

Fiche 90-003,83/09/18,8309240966 


— 8309240974 Transcript of 821222 discussion U possible vote on emergency 
planning actions in Washington, DC 

a Commissioners. 82/12/22. 99pp 16993-082. 24X 

Fiche. 90-003, 83/09/18,8309240966 


8309290296 Staff raquirementf memo re 830904 brleMng on state of 
nuclear industry in Wash Ington, DC 

CHILK, 8 J Office of the Secretary of the Commission MB30904A. 
83/09/09 Office of the Secretary of the Commission. tp 
18999 343, 
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0303350309 Rrqutiti info on uh^ rovolution oF Unrisolv«cf Itiu* A-17 
bitll prec«d* Unrtiolvffd Isfuf A-A7 tine* both 4 r« 

cioitlq ralattd Rvtponti rtqotttBd 530317 uiln} ttd 
quattlan & ansuier fonmit 

FUNCHes^J. L Plannlnfl 8i Program Analytlt Staff 83/05/11 
SPEISj T P. Dlvitlon of 8a.fetv Tachnologg 2(ip 10394 3S& 


-"^0305230308 Staff rftquiTaffl»ntt mino re 030427 midyr ]>ro 9 r 4 ffl raviiia on 
Info requosted on number of people & dollars necessarg to 
handle Iffattt Mgt Act at well at queittons Chairman Palladlno 
utl 1 1 be addrtiilng bg teparata avemo 

CHILKffi, J Office of the Secretarg of the Commlmtton KB30427 
B3/09/0d> DIRCKS, W J Office of the Etecutlva Olractor for 
Operations. 3pp 10394 338 


83O583OS08 Kaipondt to 830413 staff requirements memo re ichedul* for 
daclcion an license amend request to permit operation of 
steam generatort. Schedule for decision contingent upon 
outcome of significant hazards determination 
DIRCKS^H J Office of the Eiecutlve Director for Operation* 
03/03/19 CHILK«8. J Office of the Secritarv of the Commission 
9pp 10394:337 24X PlChe S0-SB9i 83/03/19< 8303250388 


— 8303250590 Staff requirements meno re 830415 briefing on status of 
TMI-1 steam generator repairs Commission requested Info on 
■differing dates for decision on license amend request 
depending -on significant hazards determination 

CHiLKi S J. Office of the Secretarg of the Commission. MB30415B 
G3/04/2S DIRCKS, U.J, Office of the Executive Director for 
dptratlons. Ip. 18594 346 24X Fie he 30-299. 83/05/ 19» 0303250388. 


0305260193 Transcript of Commission B30523 af f Irmatlon/dlscusslon 6 
vote in MathlngtonrDC re SECY 03-117.03-059 U B3-059B 
e Comnlsslsnert 03/03/23 I4pp 18640.074 


0305270041 Transcript of Commission 030523 briefing on NRC comments on 
EPA proposed Title II Stdt <li mill talUngs) in WasMngtonr 
DC. Pp 1-90 Vitwgraphs end 

• Commissioners. 03/05/23 94pp 10661 363 


8305310053 Transcript of Commission 830523 discuiiton of Indian Point 
order in idaehington. DC Pp 1-19. 

» Commissioners 83/05/23 23pp 18663 ISB 24X 
Fieh e 50-247i 83/05/23. 8303310055. 


6305310071 Transcript of Conmisiton 830524 briefing In Washington# DC re 
NRC revel Idation of mgt competence for restart Pp 1-57 
Vlesrgraphs end 

» Commissioners 83/05/24 73pp 18663 025 24X 

F 1 C h • 50-209# 03/05/24. 030531007 1 


ACItS ADVISORY COMMITTEE ON^ R^ACTOR_^8AFEOUARDa 


8304140158 eummarg of ACR8 CRBR Bubcommlttee meeting on 821027 in 
Wash ington. DC re plant design crl terla. retlonale of 
selection of DBA spectrum 6 associated prevention/ 
mitigation lyt 6 plant safeguards 6 stcurltg 
a ACR8 - Advisory Committee on Reactor Safeguards 82/10/29 
ACRE - Advisory Gommlttet on Reactor Safeguards 21 pp 1B541*047 
24X Flchs 50-537.82/10/29.8304140 1 58 


8305020087 Transcript of ACR8 Subcommittee on Raector Radiological 
Effects Q3O420 meeting in Wash ington. DC Pp 1-298 Supporting 
documentation end 

* ACR8 — Advisory Committee on Reactor Safeguards 63/04/28. 
3l2pp 10279 279. 


8305020174 Transcript of ACR8 Subcommittee on OE Water Reactor*. 
0E8SAR-1I 030422 meeting in Santa Monica. CA Pp 361-609. 
Supporting documentation and 

« ACR8 - Advisory Committee on Reactor Safeguards. 83/04/22 
357pp 16281 299 24X Flche 50-447.83/04/22.8305020174 


8305030327 Transcript of ACRS Subconunittee on Raactor Radiological 
Effects 030429 hearing in Washington. DC pp 299-567 
Supporting documentation end 

« ACRS - Advisory Committee on Reactor Safeguards. 03/04/29 
310pp 18297.103. 


6305040552 Notification of contract ezecutlon* **Extrame External 
Phenomona Subcommittee.” auarded to Oeorge Washington Wniv. 

HOYLE. A Admlnistrattv* Contracts Branch FIR B-1557 
NRC-U-03-703. 83/04/25. FfiALEY#R F. ACRS - Advisory Committee on 

Reector S-afeguerde BAVIO.R. NRC - No Detailed Af f i 1 iation Qlven 
ip, 16351 234. 


—0305040553 Contract »Extrene External Phenomena Subcommittee.” awarded 
to George Washington Univ 

FDXtR. R Gtorge Washington Ifnlv. REBELLO.J E. Diviaion of 
Contracts. FIN B-1557. NRC-U-e3-703 83/04/25 4pp 

16331:235 


B303090366 Comments on propotsd plan for regionalization of certain NRC 
operations reviewad during ACRS 274th» 275th h 276th meetings 
on 830210-12.0310-12 li 0414-16 respectively Potential 
negative impact on reactor safety dlicusstd. 

EBERSOtE# J. c ACRS - Advisory Conunlttee on Reactor Safeguards 
63/04/19 PALLADINO. N J Comml is 1 oners 3pp 19367.216 


0305100164 Transcript of ACRS LAC8WR SEP Subcommittee 830506 hearing in 
Washington. DC Pp 1-166 Supporting documentation end 
a ACRS — Advisory Committee on Reactor Safeguards 93/05/06 
229pp 18370 265 24X Flche 50-409.83/05/06.8305100164 


8305120001 Transcript of ACRS Subcommittee on Electrical 8yi 830510 
haaring In Washington. DC Pp 1-135. Supporting documantat Ion 
end. 

a ACRS - Advisory Commlttse on Reactor Safeguards. 03/05/10 
231 pp 18428 001 


8305120002 Transcript of ACR8 Subcommlttea on ECC8 630510 haaring In 
Washington. DC, Pp 1-294 Supporting documantatlon end 
a ACRS - Advisory Committee on Reactor Safeguards 03/05/10. 
379pp 16423 077 


8303120127 Transcript of AGR8 Subcommlttaa on AC/DC Power Syt 930510 
meeting In Washington. DC. Pp 1-173 Supporting documentation 
end. 

a ACRS - Advisory Committee on Reactor Baftguardi. 63/05/10 
232pp. 16422:004. 


8305120556 ^'Consultant Rept for ACRS Rtvlsw of CRBR Tharmal Margin 
Beyond Design Basis, ” 

POWERS. D. A Sandia Laboratorias POWERS. D. A ACRS - Advisory 
Committee on Reactor Safeguard*. 03/05/10 30pp. 18443-090 84X 

Fi Ch# • 50-537, 03/05/10. 0305120556. 


0305120562 Buamary of 269th ACRS msstlng on 020909-11 re safety goals 
for nuclamr power plants. 

a ACRS - Advisory Committsi on Reactor Safaguards 03/05/05. 

ACRa - Advisory Committee on Reactor Safaguards, 239pp 10442:211. 


8305130005 Transcript of ACRS Bubconunllitas on Safsty Rasearch Program 
030311 fliBotlng in Washington. DC Pp 1-322. Supporting 
docuAsntatlon and 

a ACRS - Advisory Commttte# on Rsactor Safagusrds. 63/05/il. 

399pp 1B438 132. 


6305130015 Transcript of ACRS Comblnad Subcommittees on RelUbllity It 
Probabil iatlc Assessment It Extrams External Phenomana 
030511 meeting In Washington. DC. Pp 1-136 Supporting 
documentation and. 

a ACRS - Advisory Gommlttoe on Reactor Safaguards. 83/05/11 
108pp. 10436,020. 


8305130290 Summary of 268th ACRS meetings an 820^12-14 In 
Washington. DC 

a ACRS - Advisory Commlttss on Reactor Safeguards. 63/05/05 
ACRa - Advisory Commlttss on Reactor Safeguards. S29pp. 16438:225 
24X Flche: 50-000. 63/05/05. 0305130290. 


8305130321 Comments on ACRS Equipment Qualification Subcommittee 630315 
mestlno.Nlld snvirons need attention, equipment vibration 
qualification Incomplete It plant aging research required. 

CATTON. I , ACRB — Advisory Committee an Reactor Safeguards. 

03/04/04. CAPPUCCI.A. vi ACRS - Advisory Commtttaa on Reactor 
Safeguards, Ip 19457 307 


0305130326 Comments on NUREO/GR-3324 items Unprotected transient 
overpowir accident It unprotected loss-of-flow accident 
should be revlewid at ACRS full comml ttea matting. 

KASTENBEROi W. E ACRS - Advisory Committee on Reactor Safeguard*. 
63/03/28. CARBON. N ACR8 - Advisory Comml ttas on Rsactor 
Safaguards 4pp. 10457-303, 


0305130340 Rttponds to ACRS 030315 meeting request for comment* on 
qualification program for saf ety-ralated equipment Analysis 
of aqulpaient In mild !< extrsme environs, comparative seismic 
streisei If electrical distribution lys racommsnded, 

LIPINSKI.H, C. Argonn* National Laboratory LIPIN8KX. W. C. ACRS - 
Advisory Committee on Reactor Safaguards 83/03/26. EBER80LE. J. C, 
ACRS - Advisory Commlttss on Reactor Safeguards 2pp. 16457,336. 


0305130346 Comments on qualification program for ACRS Subcommittee on 
Safety-Related Equipment 830315 meeting. 

PtCKELfT. H. Union Carbide Corp. PICKEL. T W ACRS - Advisory 
Committee on Reactor Safeguards. 63/03/23. CAPPUCCX.A J. ACRS - 
Adviiory Committea on Roactor Safeguards. 2pp 10443:340. 
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G3OS130347 Concurf w/KRC & Applicant petition as tabl t ih Infl Capa Ann 
aartbiiuat* a* controlling aartNciuBka far facllltlav 
Supporting documantatton and, 

MAXWELLrwl C haiwflK J C HA X WELL. J C ACR8 - Advl lory Cofflflittaa 

on Rtactor eafaguardt 63/09/09 KERRfW ACRS - Advltorv Committaa 
on Rtactor Safaguard* 9pp 1B443;339 S4X Flcht 90-443* 83/ 09/O9» 
0305130347 


8309180637 Expratita apprtciatlon for opportuntty to particlpatB In 
CRBft projtct raviaw Stitmic safaty margin titlmatt* probably 
conaarvat 1 va Failurt of amall diameter ptpti will be 
dltcuattll jLraa 

SeiDEIMSTlCKER Argonna National Laboratory BE! DENBTICKER ACRS - 
Advlaory Cofiwtlttaa on Rtactor Safeguardi 83/04/19 CARBON. M AC 
^ Advliory Committee on Reactor Safeguard* Ip 10509 3Z9 24K 

Flcha 50“937, fi 3/04 /19» 0309100637 


8309130349 Submit* conuntnt* on co-ra di«Tuptiva accldanta t* vtLamic 
margin* par re^ueit mad* at ACR6 830316-^17 naetlnga 
Applicant energetic 40urce term acceptable 8»iifnl.c margin 
calculation* not acceptable 

UIPINSKI.M C Argonne National Laboratory LtPlNSKI.W C ACR8 - 
Advlforu Committee on Reactor BaPeguarde 03/03/31 CARBON. H N 
ACR8 “ Advliory Committee on Reactor Safeguards. 9pp IB497 340 
24X Fiehe 30-937. 83/03/31 » 8309130349. 


8309130350 Comment* on seismic design safety margin for facility Add! 
coaMsent* to be made at ACR8 0304 14 meeting 

flEZDENSTlCKER Argonn* National Laboratory flEIDENSTICKER ACR8 “ 
Advisory Committee on Reactor Safeguards 83/03/31 BOEHNERT.F 
ACR8 - Advisory Commlttea an Rtactor Safeguards. 3pp. 10443 397 
24X Flcha 30-937183/03/31.8309130390. 


G30913039Z Inform* of uneasiness on talsction of 1799 Cap# Ann 
earthquake as facility std for design response spectra. 

Critical safety-related component* should b* designed to 
withitand larger Charleston event. 

POMEROY^ P.N Rondout Associates, POHEROY. P. W. ACR8 - Advisory 
Committee on Reactor Safeguard* B3/04/09 KERR. M. ACRS - Advisory 

Committaa on Rsdctor Safeguard* 2pp. 10443' 333 24X 

Fiche. 90-443. 83/04/09.8309130392. 


B309130395 Provide* input ra salseiic safety margin* for CRBR* bated on 
ongoing stiimic safety margins research program at lab. 

BOHM.H P Lawrence Liverftord Laboratory, BDHM.M, P, ACRB - Advisory 
Coewalttaa on Reactor Safeguard*. 88-63-70/09 ilU. 63/04/06 
CARBONjH ACRS - Advisory Comaittea on Reactor Safeguard*. 6pp 
10443 326 24X Flcht 90-937.83/04/08.6309130399 


8309130399 Telecopy of comment* on CRBR ra pressure boundary Design of 
rtactor pressure vessel meets I. usually exceeds requirements 
of A6HE III & relevant code catei, 

BUSH. 8 H Dattelle Memorial Institute. Pacific Northwest Laboratory 
BUSH. 8 H ACRS - Advisory ■Committee on Reactor Safeguards 
G3/03/30. CARBON. H, ACRS - Advisory Committee on Reactor 
Safaguafd*. 9pp 18443' 324 S4X Flcha: 90-937. 63/03/30. 8309130399 


8309160030 Tranicript of ACRS &77th general meeting on 0DO91S in 
Washington. DC. Pp 1-S4i. Supporting documentation end 
e ACRS - Advisory Committee on Reactor Safeguard* 83/09/12 
319pp. 16492 023 


0309160346 Comments on 888RP risk an* lysis. R1 *k* /rom seismic events 
•liOLnd ?* analyzed separairtlV from internal event* u/results 
treated independently. Only upper limits need be eetlmated to 
determine if rlski acceptable. 

DAVZGjP.R. Affiliation Unknown DAVIS. P.R ACR8 - Advleory 
Committee on Reactor Safeguard*. 83/04/16. OKREMT. D ACRS - 
Advisory Committee on Reactor Safeguards ip. 18472,001 24X 

Fiche. 90-299. 83/04/ 16. 8309160246. 


8309160299 Forwards ript summer Ixing review of TNBDB presentation at 
ACRS 830310-11 meetings Review confined to bhermomachani c s. 
engineering design It finite element ana Lyal*. Raviaw will be 
sumatarized at 830414 meeting. 

ANDERBONi C. A. Loi Alamos Be lent if Ic Laboretory ANDERSON. C A. ACRS 
- Advisory Committee on Reactor Safeguard# a-13'83 163. 83/03/29 

CARBON.M ACRG - Advisory Committee on Reactor Gafeguards. 6pp. 
18472! 069 24X Flcht: 90-937. 93/03/29. 83001 60299, 


8305170301 Transcript of ACRS 277th general meatlnp on 830513 in 
Washington. DC Pp 242-43B Supporting documentati on end 
# ACRS - Advliory Committee on RIeector Safeguards. 03/09/13 
381pp. 18463-188 


8309180391 Transcript of Coanmiseion 030913 public meeting w/ACRS in 
Washington. DC to diicusi severe accident research program 
aeddant sourca term program. Pp 1-66 
e Commisslanirt 83/09/13, 66pp. 18482:041 


8309180620 Summary of ACRS Bubcomml ttaa* on Natal Component# & THl-1 
830128 meeting in Washington. DC re review of potential steam 
generator generic requirements 6 current #taam generator 
rtpair program 

e ACRS - Advieory Committee on Reactor safeguards, 83/04/12. 

ACRS - Advliory Coiwnlttee on Reactor Safeguards, I9pp. 18904:001. 
84X Fiche: 90-209. 83/04/12. 030 9 1 80620 


8309180664 Buflwaary of ACRS 830223 meeting w/Bubcommltt*» on SEP In 
Washington* DC to review facility IntegTated safety 
assassment 

e ACRS - Advisory Committer on Reactor Safeguard* ACR8-a07S 
03/04/07. ACRd - Advisory Committee on Reactor Safeguards ISpp 
18902 327 24X Fiche 50 - 029 * 83/04/07.. 8309100664 


8309180660 Bummary of ACRS Subcommittee on Regulatory Po-llcy & 
Procedures 830207 4. OS meetings fh WashlngonrDC re briefing 
by Regulatory Rafor/n Ta*fc Force. Ofc of Oen#ral Counsel 6 
Ad Hoc Committee on Regulatory Reform 

» ACRS - Advisory Committer on Reactor Safeguards 03/04/14 
ACRS - Advisory Committee on Reactor Safeguard* 12pp 10909 062 


— 030918^674 Buflifliary of ACRB 830208 meeting u/Subcommi ttee on Regulatory 
Policy tt Procedure* in Washington. DC re Ofc of Executive 
Director briefing on concept of r eg lonali latlon 
a ACRS -* Advisory Committee on Reactor Safeguard*. 03/04/14 
ACRS - Advisory Committee on Reactor Safeguards 3pp 10903 071 


— B30918D67S Certifies minutes of ACRS Bubcemmittee on Regulatory Policy 
t( Procedure* 830207-00 meetings lisued on 030331 
LEWISrH ACRS - Advliory Commlttie on Rtactor Bafaguardt 
83/03/31 OABKE.N C Deputy Executive Legal Director. Ip 
10909 074 


8309230002 Transcript of ACRB Subcommitts* on Human Factors 030519 
meeting In Wash Ing ton. DC Pp 1-290 Bupportlng documentation 
end 

e ACRS - Advisory Committee on Reactor Safeguards 83/05/19 
369pp, 18933 273 


0309240033 Forward* comment* on ACRB Subeommltta# on Reector 
Radiological Effects B304SG meeting ra use of potassium 
Iodine es thyroid blocking -agent. NRC rlsk/benaflt analytes 
not compatible w/compareble approachee, 

EBER8CH.E. J C ACRS - Advisory Committee on Reactor Safeguard* 
83/05/17 DIRCKQ.H J. Office of the Executive Director for 
Operation* 86pp 18577 333 


0309290074 Comments on Task IC 126-9. "Reg Guide on Instrument Giniing 
Lines#'* dtd 821108 Provision* of gutds 6 referenced std not 
to be baekfittad to nuclear plants now operating or under 
const 

EBERBOL.E. J C, ACRB - Advisory Committee on Ry actor Befaguard*. 
83/09/^3.' DIRCK9. W J. Office of the Executive Director for 
Operations Ip 18976, 306 


G30929007B Clariflei major concerns w/plan for reg i ana 1 1 ration of 
cartaln NRC op erat 1 on*, per 830210-12.0310-12.0414-16 t< 

0912-14 ACRB 274-277th meetings 

EBERBOCE. J. C ACRB - Advisory Committee on Reactor 8efeguardi 
83/09/16 FALLADINQ. N J Commissioners 8pp. 189961309 


8309260008 Co«R«entc on recent work 6 proposed programs re accident 
sequence precursor study 6 use of opsrational e xp er lencti at 
276 tb k 277th ACRB ms* tings on 930414-16 6 0312-14 
respectively. 

EfiER80>LE. J. C. ACRS - Advisory Committe* on Reactor Bafepuard* 
03/09/10, DIRCK8. w U. Office of the Executive Director for 
Operations. 7pp 10649:098 


8309260104 Farwarde summary of ACRB Bubcommlttee on Reactor 
Radiological Effects 830428 meeting re control 
room habl tabll 1 ty. Evalueti'on of potential need for 
monitoring oxygen concentrations recommended 

EBER80LE. J C. ACRS - Advisory Committee on Reactor Safeguards 
03/09/17. DIRCK0. H J, Office of the Executive Director for 
Operation* 9pp 10649'O60 


8309310162 Transcript of ACRS Bubcommittee on Joint Metal Components/ 
Reactor Fuel B30926 meeting in Wash ingt'om DC. Pp L-217. 

Supporting documentation end. 

« ACRB - Advisory Committee on Reactor Safeguard* 03/09/26 
389pp lB69t:306. 


ADVCH NRC ADUI8DRY COMMITTEE 


8309230006 Forwards draft Itr# to individual* willing to appear at 
next advisory committae meeting In order to expedite 
preparation for 030926 meeting. 

LEVtrR P. NRC - No Detailed Affiliation Oiven B3/04/29. 

6XL8ERT.E. J Schwalb. Donncnfeld# Bray b Gilbert 3pp, 18942 219 
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NONDOCKETED ITEMS 


— 8309230010 Forwartfi trantcrlpt af Advicori^ CQfnmltt9« on nights of 
Lltsntt* Eaplo<(jtfS Undsr Invssti gatlan B30413 msttingj copg 
of coi^mittet charter it questions for committee In retparts* 
to € stlhert riqutst 

LEVI I R P. Off let of tht Otneral Counstl 03/04/29 DEVINE«T 
Institute for Policy Stutflts ip 18942 21? 


— 8303230012 Dlscvtscf posslbllltu of having Invastigator • Prom other 
«g»ncits testify at Advisory Committee on Rights of 
Employees Under Invest igatlon 830926 meeting re froesdures 
it practices 

SILffERTfE S Schtfalbr Donnenffldt Bray it Sllbert 93/09/03 
FlTZiOERALDiJ A Office of Investigation REIPHHAUSENj 0 Debevolte 
S. Plimpton SCQTTiJ a Katori 8cott Heller 2pp 10942 220 


— 8303230017 Confirms appearance at Advisory Cotrieitiee on flights of 
Licensee Employees Under Investigation 830926 meeting. 

Transcript of last meetlnpillst of questions for committee 
it committee charter end 

LEVtiR P NRC > Ko Detailed APf illation Olvea 83/09/04 
SHQOP. P, Affiliation Unknown tp 18342 222 


— 8303230029 Porwerds draft FR notice announcing Advisory Committee on 
Rights of Licensee Employees Under Investigation 830926 
meeting 

LEUIifl P. NRC - No Deteiled Affiliation 01 van 83/09/03, 
REUBKAUSENrO Detevoiie It Plimpton Ip 18342:223 


— 8305230032 Forwards draft FR notice announcing Advisory Committee on 
Rights of Licensee Employees Under Investigation B30926 
meeting 

LEVI I R P NRC - No Detailed Affiliation Given. 83/09/09. 

SILBERT.E J Schufalbt Donnenftlcf. Bray It Sllbert. tp 1Q342 224. 


8303230360 Respond* to 830406 Itr re basis for not imp lemantlng or 
enforcing codified U mill licensing regulations contained In 
App A to- 10CPR4D, Prior approval from Committee on 
Appropriations sought appropriating spending funds 

PALLAOINO*N J Commissioners 83/09/09 UDALL. M. K House of Rep.* 
Interior h Insular Affairs. 2pp 1B942 007 


^-6309230369 Eipraises concern re status of Implementation h enforcement 
of U mill licensing regulations to have been effective 
beginning B30101 

UDALL. H K. Houce of Rep i Interior h Ineular Affaire. 83/04/06 
PALLADIND.N J Commltslonert 2pp 18942009 


5309230377 Respond* to question* in 830323 Itr re steam genarator tub# 
rupture scenario at TMI-i li Subcommittee on Overelght tt 
Investigation 821213 hearing Updated status of THI action 
plan items provided on 830329 

flALLADlNO«N J Commissioners 83/09/09 MARKEVi E J House of 
flep. « Interior li Insular Affairs 8pp 1 9683' 307 84 X 

f Ichi* 90-209, 83/09/09, 8309230377 


— 8309230389 Requests further reipons# to Issues in 830121 Itr re steam 
generator tube degradation at THI-1 & Subcommittee on 
overelght It Investigation 821213 hearing Updated etatue of 
THI action plan iteme eleo requeeted. 

HAflKEY^E. J House of flep., Interior 6 Insular Affaire. 83/03/23. 
PALLADINO»N J Commiseloners 3pp 18942:019. 24X 

Fiche: 90-289, 83/09/09, 8309230377 


8309230384 Submits quettione Advisory Committee on Righte of Employits 
Under Inveetigation thould addreee to aid In deliberations. 
PALLADINO, N J, Commiseloners 83/04/11. BILBERT,E. J, Bchwalb, 
Donnenfald, Bray tc Silbirt. 2pp 18943:360 


— 8309230040 Forwards draft Ffl notice announcing Advisory Committee on 
Rights of Licensee Employess Under Investigation 830926 
msst ing 

LEV1,R P NRC - No Oitallsd Affiliation Given, 93/09/09 
SCOTT, J B, Kator, Scott h Heller, Ip. 18942 229. 


— 6309230046 Forwards draft Ffl notice announcing Advisory Comnittae on 
Rights of Llciniee Employess Under Investigation 830926 
meet Ing 

LEVl.R P. NflC - Ho Detalltd Affiliation Given. 83/09/09 
SPRITZER, R 8 Ptnnty 1 vanl a, UniV. of. 9pp 18942.226 


8309230354 Submits questions Advisory Committee on Rights of Employees 
Undir Investigation thould address to aid in del lb erat tone. 

PALLADINO, N J Commiif 1 ons rt 83/04/11 GILBERT, E J Schwalb, 

Donnenfeld, Bray tc Eilbert 2pp. 1B543’360. 


C0NHI8Q1DN NRC COHHI88tONGR& 


8303040138 Forwards propostd Chairman tssttmony before Udall 
SutacomAlttee 830406 hsaring re developments eince Apr 1?B2 
at TMI, responding to Items in Congressman Udall 830413 Itr. 

N/o proposed testimony 

DENTON, K fl. Office of Nuclsar Reactor Regulationt Director. 

83/04/20 DlRCKSrH J. Office of the Executive Director for 
Operations 2pp 18327:011 24X Fl the. 90-28?, 83/04/20, 0309040 138. 


--B309040149 Enumerates items to be addreesed by Cammlcslon at 
Gubcommittse on Energy 6 Environ 630426 oversight hearing on 
major developments at THI since last hearing in Apr 1982 
UDALL, M K House of flep , Interior h Insular Affairs. 03/04/13 
PALLADINO, N Gommltsloner i 2pp. 18327,013 24X 

FichP’ 90-289,83/04/20, 6309040136 


8309040777 Usekly info rept for uk ending 630422. 

REHHrT A Office of the Executive Director for Operations 
83/04/29 48pp 16327:297 


0309230397 Rfspondf to 830330 request for views on 8, B 386, creating 
offense for aggreveted property destruction et energy 
facility. Pooltion not taken e* legislation not eppllceble to 
facilities under NRC jurisdiction. 

PALLADINO, N J. Commissioners 03/09/09. THURMOND, 8 Senate, 
Judiciary Committee. Ip, 18942 021 


— S309230406 Requests views on end 8, B 388 to create offense for 
aggravated property destruction at energy facil ity. Response 
requested within 20 days. 

THURNOND, B Senate, Judiciary Committee 83/03/30. 

PALLADINO, N, J. Commissioners 4pp, 18942' 022. 


B3O9230413 Advises of Commission decision not to sMke any changes in 
present structure for provision of legal ivct within 
Commitsioni In response to request in House Rept 97-890. 
Commissioners Gilintky I, Roberts advocate further study. 

PALLADINO, N J. Commissioners 83/09/09. BEUILL, T. House of Rep. , 
Appropriations, Ip 10942' 026 


8309230420 Responds to 630314 Itr urging Imp lementation of spent fuel 
provisions of Nuclear Haste Policy Act <P. U 97-429). 

Proposed rule 10CFR93, ''Criteria for Datarminlng Adaquacy 
of Available Bpent Nuclear Fuel Storage Cepeetty" end 
PALLADINO, N. J. Commissioners. 83/04/27. RILEVpR.H. South 

Carolina, State of. 2pp, 18942:027. 


— 8309230429 Proposed rule iOCFR93r '‘Criteria A Procedures for 
Determining Adequacy of Available Spent Nuclear Fuel 
Btorege Capacity. “ 

CHILK. s J Office of the Secretary of the Commission. 03/04/26. 
20PP 18942. 029. 


— 8309230428 Urges vigorous implsmantatlon of tpsnt fuel provisions of 
Nuclear Mmsta Policy Act <P. L. 97-429) A cfevelopmemt of 
propoiad r-ule re criteria for determining if util qualifies 
for emergency federal storage of spent fuel. 

RILEY, R.H. South Carolina, 8t«t* of. 83/03/14. PALLADINO, N. J. 
Commit eioners. 2pp. 18942.049. 


8305110139 Weakly Info rept for wk ending 630429. 

flEHHrT A Office of tht Executive Director for Operations. 
83/09/06 47pp 16421 297. 


8309170717 Hsekly info rspt for wk ending 830906, 

REHH, T. A Office of the Executive Director for □peratioiis. 
83/05/12, 42pp. 16496.202 


6305230121 Heekly Info rspt for wk ending 630513, 

REHHrT. A Office of th* Executive Director for Operations, 
83/09/20. 44pp, 16577:066 


8305230394 Forwsrdf rspt on nondisclosure of safeguard* info for 
quarter ending Her 1983, 

PALLADINO, N J, Commissioners 83/09/06, BUSH, G H. Sonata, 
O'NEILL, T.P House of Rep. 3pp 1B942'001. 


8309230439 Forwards response to Question 20 in 830223 Itr rt NRC 
review of BAN/OPU trial record. 

iPALLADINa,N J. Commissioners 83/04/28. UDALL, H K, House of Rep. , 
Interior 8, Insular Affairs 2pp 18942:091 24X 

Fich*' 90-289, 83/04/28, 8309230439. 


— 8309230440 Inform* of disientlng opinion re Commission majority 
decision blocking Oensral Counstl review of BliH/GPU trial 
record in TNI"! restart procsod Ing, Daclsion will hamper 
ability of individual Commissioners to obtain needtd info. 
Gr«.lN8KY,V. CDeMistioners. 83/04/07 8XHPB0N, A. K. Ssnate, 
Environmant A Public Horkt. 2pp. 18942:093. 24K 

Fl Che; 90-289, 83/04/28, 8309230439. 


NONDOCKETED ITEMS 
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— 3309330443 Rvipond* to Chairman Pall^dino S30309 r«qu««t for vltui* 
an logalitv of Camniiolon docltlon dirocting Eiocotlvo 
Director for Operational rather than Ofc of General Counial, 
to reviib* BtiW/GPU trial record Actions eupported 
PLAINE.H H E Office of the General Couneel 83/03/29 
PALUADINO. N J , OH-lKfiKV. V i AHEARNE. O Commissioners Spp 
10942 059 24 X Fiche 90-209*83/04/28.0309230439 


— B3011230446 Provides CDnailssion response to Commissioner Oillnskv 
030407 Itr disagreeing- u/Gommlss ion majoritv decision to 
block General Counsel revleu of B1<VI/QP0 trial record in 
TMl-1 restart proceeding Commission actions justified 
PALLADINO. N J Commissioners 03/04/19 UOALL*M K House of 
Rap.i Interior fc Insular Affairs 4pp 10942 OiO 24X 
Fiche 90-209 * 83/04/28. 8309230439 


—8309230493 Disagrees w/Commisilon majority views in Chairman Pallndino 
830419 Itr justifying Commission decision to black General 
Counsel review of BSiH/GPU trial record in TNl-l restart 
proceeding 

ASSELBTZIMEi J K Commissioners 03/04/29 UOALL. ft K House of 
Rep J Interior St Insular Affairs Spp 18942 Oi4 24X 
Fiche 90-289* 03/04 /20* 8309230439 


8309230497 Forwards KRC “Rapt to Congress on Study of Financial 
Impacts on Resident Inspectors 

PALLAOINO*N. J Commissioners 83/04/29 OTTINGER.R L House of 
Rap I Energy !< Commerce 81HP80N* A Senate* Environment 4t Public 
Harks UDALL* M K House of Rep * Interior & Insular Affairs 3pp 
109421 Oh7, 


—8309230461 "Rept to Congress on Study of Finencial Impacts on Resident 
Inspectors 

# NflC - No Deteiled Affiliation Given 03/03/31 0lpp 
10942- 070 


0309230469 Responds to 030322 Ur discussing activities of AN6 Bpeclal 
CasMittee on Source Terns Info meeting to present work of 
coMMittee welcorntd 

PALLADINO* N. J Commissioners 03/09/02 STRATTON* H R. American 
Nuclear Society. Ip. 10942: 191 


—9309230469 Discusses activities of ANS Special Committee on Source 
Terms Meeting to discuss source term issue L present work of 
committee proposed 

aTRATTON.W, R American Nuclear Society 03/03/22 PALLADINO* N J 
Commissioners. 2pp 10842-192 


0309230474 Forwards “NRC/FEMA Joint Quarterly Rapt to Congress on 
Eaergeney Preparedness* Jan-Har 1983 

PALLADINO* N J, Commlssionars, OIUFFRIDAiL Q Federal Emergency 
Kanegement Agency 83/09/03 BINPBONr A K. eanate* Environment 4( 
Public Norks. 8pp. 18942184 


—8309230479 ♦'NRC/FEKA Joint Quarterly Rept to Congress on Emergency 
Preparedness* Jan-Har 1983.*' 

e NRC - No Detailad Affiliation Given » Federal Emergency 
Hanagsment Agency 83/03/31. 99pp 18942.196 


83)09230660 Forwards current long-range research plan* In responst to 
830329 request for info on ongoing li anticipated research 
activities using exlftlng source terms 

PALLADINO* N J Commissioners 03/04/21 BOUGARD* H House of Rep. , 
Qclenea 6 Technology. Spp 18942 333 


— 0309230664 Aek receipt of 830104 response to request fOr Commission 
views on implementing recoinmendati ons in committee rept on 
NRC research program IH R 97-799) List of ongoing 6 
anticipated research mctlvlties requested 

aOJaJARO*H. L, House of Rep.* acienct 6 Technology 83/03/29, 
PALLADINOiN. Commissioners. Spp. 18942.336 


8309230670 Advises that stats can chooss to offset or substitute 
compensatory planning measures in llsu of local level 
emergency plan per cited condlt ions. NJR.EG-0694-FEMA-REP-l* 

Rov 1 fids would place heavy resource burden on stats, 
OIUTFRIDA* L. 0 Federal Emergency Hanagemsnfc Agency 83/04/18, 
PALLADINO* N. J Commissioners. ip 18942-329. a4X 
Flchi- 90-003* 83/04/10* 8309230670. 


— 8309230676 Setks clarification of issue re FEMA review of offsite 
•aergeney planning around facilities Questions whether 
state can substitute for county w/o own emergency plan, 
PALUADIN0*N. J Commlsilonsra. 03/03/30. OlUFFRIDA* L 0. Federal 
Eaargency Managament Agency 8pp, 10942:330. 24X 

Fiche: 90-003. 83/04/10^8309230670. 


0309230692 Comments on H R. 600 re federal moni toring* anelysisi reporting 
L policy on foreign acquisition of U0 businesses ih asiete in 
vital 6 sensitive netl interest sectors of aconomy* In 
response to 030218 Itr, NRC cannot support bill as drafted, 

PALLADINO* N, J, Commissioner t, 03/04/20 BROOKS* J. House of Rep * 

Oovernaent Operations, 2pp, 18943:063. 


— 8309230699 Forwards H R 600 for comment Transmittal of reply in 
triplicate requested 

BROOKS. J House of Rep * Government Operations 03/02/10 
PALLADINO.N J Commissioners 61pp 10943 069 


8309230703 Urges resolution of remaining questions re facility restart 
Delay in resolving restart Issue unacceptable when jobs at 
stake Restart issue should receive high priority this 
Spring 

BRGVHILL. J T * HOORHEAD. C J * RITTER* D House of Rep , Energy 6 
Commerce 03/03/16 PALLADINO* N Commissioners 3pp 18342 317 
24X Fiche 90-209* 03/03/16* 8309230703 


8309230732 Concurs w/830307 Itr re informal resolution of NRC response 
to Congressional correspondence Senior Commission staff may 
sign responses involving submittal of factual info* per 
830218 Itr 

PALLADINO. NJ Commissioners 03/04/13 HARKEY.EJ House of 
Rep * Interior & Insular Affairs Ip 10942 260 


— 0309230735 Objects to Congressional response procedure outlined in 
030218 Itr, Commission should be accountable to members of 
Congress for accuracy & completeness of info Commisi loners 
requested to review Issues 

MARKEY. E J House of Rep . Interior & Insular Affairs 03/03/07 
PALLADINO* N J Commissioners 2pp, 10942 261 


8309240019 Responds to 830418 Itr recommending retention of technical 
cadre of experts to review CRBR & overall DQE breeder 
program Maint of CRBR Progrem Ofc at adequate level planned. 
Decision on Iseuance of CP expected by June 1984 
D1RCK8.U J Office of the Executive Director for Operations 
83/09/10 LLOYD*M House of Rep * Science & Technology 3pp 
18977 300 24X Fiche 90-937.83/05/10*8309240019 


—0309240023 Recommends that Commlislort retain technical cadre of experts 
to revleu CRBR 6 overall DOE breeder program 
LLOYD* M House of Rep . acltnc# I* Technology 83/04/18 
PALLADINO* N J Commissioners Ip, 18977 310 24X 

Fiche 90-537*83/09/10.8309240019 


8309240079 Dlecueses study of significant haiards conilderation posed 
by reracklng of spent fuel pools, in response to 030414 
memo. Science Applications* Inc will provide independent 
assessment. Final rept will be submitted by 030001 
DIRCK81U J. Office of the Executive Director for Operations 
83/09/06 PALLADINO. N * OILINSKY* V- * AHEARNE, J F Comml S t ionert 
3pp 10594*309 


— 0305240084 Rtqueste description of plans for completing study on 
potential significant haxards of spent fuel pool reracking 
amends Description should Include study approach L schedules 
for assuring submittal of final study by 830801 

PALLADINOtN J Commissioners 83/04/14 DIRCKS. W J Office of 
the Executive Director for Operations Ip 309 


830924-0159 Ack receipt of 030319 Itr expressing concern re Commission 
treatment of license amend request concerning reracklng of 
epent fuel storage pools in interim final rule License 
amend requests examined on cate-by-cast basis 

PALLADINO* NJ Commissioners 83/04/22 dIHPSQNrAK House of 
Rep, I Environment 6 Public Works 2pp 18994 001 


— 0305240167 Ack receipt of 830319 Itr expressing concern re Commission 
treatment of license amend request concerning reracklng of 
spent fuel storage pools In interim final rule License 
amend requests examined on case-by-cese basis 

PALLADINO* N Commissioners 03/04/22. HART*0, House of Rep . 
Environment 6 Public Works. 2pp. 18994 003 


— 8305240179 Ack receipt of 030319 L 24 Itri expressing concern re 
Gommisston treatment of Itcenie amend requeets concerning 
reracklng of epent fuel storage pools in interim final rule 
Amend requests examined on case-by-case basis, 

PALLADINOiN J. Gommlsstaners 83/04/22 MITCHELL* 0 J House of 
Rep * Environment Ic Public Works 2pp, 18994*005 


— 8305240190 ‘‘Btds for Determining Whether Liesnse Amends Involve No 
Blgnlftcant Haiards Consldirations* 10CFR30 interim final 
rule. Amends regulation to specify etds for determining If 
raquestad amend to OL Involvee significant hazards 
CKILK.S J Office of the Secretary of the Commission 83/04/04 
44pp 10994.007, 


— 0309110984 Dlscusiei Sholly provision in FY02-03 NRG Author 1 lation Act 
re treatment of amends to rerack spent fuel storage pools 
Treatment unacceptable 

BlMPBONiA H, * HARTiO.* MITCHELL.O J Senate* Environment 6 Public 
Works 63/03/15 PALLADINO. N J Commissioners 3pp. 1B394 091 
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— &305il0&01 Can^imi 630323 telcon r* propoi«d rtgul^tloni for Sholly 
pro'/l«iofi on <affl«nd* to rfrick «p»nt fuaj i.tor490 pooli 
Proposed cat atam for rerackln]) unacceptablt 
MITCHELL. OvJ Senate 63/03/24 PALLAOINO^ N J Con/nlieiotitrt 
2pp 18594 094 


B309240216 Advleef that 930383 Itr riqueattny Immediate halt to all 
work at TMI-1 & 2. w/exception of malnt necaiear^ for 
tafitvtuilll receive contlderat ion a« reqtiest for action 
tinder 10CFH2.206 FR notice end. 

SENTONrH R Office of Nuclear Reactor Ragulatlon* Director 
93/09/17 KINOrR. Three Kile Teland Public Intcrett Retource 
center 2pp 19393 30&, 2A% Flche 90-269*63/03/17.6305240216 


— 6303240280 Notice of request for action under tOCFR2 206 re Immedlete 
halt to work at TMI-t & 2 

DENTON, H n Office of Nuclear Reactor Rapulatlonj Director. 
93/03/17 ip 16993 306 24XFi.che 90-269^63/09/17*6309240216. 


8305240292 Retpond* to 621207 Itr re proceselng of T Applegete FOIA 
request for docunertts on invee tlgati on Into alleged const 
dS f Ic lencleff All NRC ofee will comply w/FOlA request. Request 
Requests will be coordinated w/Ofe of General Counsel 
PALLADINO. N J Commissioners, 93/04/14 UDALL. M K, House of Rep j 
interior Sc Insular Affairs 7pp, 10994 131 24X 

riche 90-396i 63/04/14. 93052402 92 


— 9309240256 Responds to 030302 Itr re processing of T Applegate FOIA 
raquist for documents on investigation into alleged const 
deficiencies All FOIA requests will be coordineted w/Ofc of 
General Counsel Coinmlts loners views end 

PALLADINOrN J Coflunlssioner i. 83/04/14 0E1 B ERL INO* J, F House 

of Rep I Interior 6 Insular Affairs ISpp ie594d36 24X 

FIChe 90-358103/04/14,9305840 232 


— 8106290739 Submits minor organl xatlonal change & reaffirms prevloutlg 
established administrative proeadures. 

CUMMINGS4J J. Office of Inspector & Auditor 60/06/20, Office 
of Inspector St Auditor Spp. 16994 130 


—6305240263 Discusses investigation of Applegate allegationsi '*Adtquacv 
of IE Investigation 30-33B/S0’’09 at WH Zlmnitr Nuclear Power 
Station. ** per Udall 621207 Itr IE Inves tigation found 
uneatlsfactorv Aug 1981 T Harpstar intarvlaw end 
CUHMING61O 0 Office of Inspector it Auditor 83/01/03 
BICRlflT.L Office of the General Counsel. 6pp. 16594,133 24X 

Fiche 50-396.03/04/14.8309840232 


— 6303240267 Farwerds addl info re NRC withholding of T Harpster 
intervieui w/Oovt Accountability Project 911123 FOIA request* 
per Commission 630207 instructions 

CUMHINGSfU Office of Inspector 6 Auditor. 63/02/16 HALSOHrH G 
Office of the General Counsel 6pp 19994 163 24X 

Fiche 50-398.03/04/14*83038402 52 


— 6305240272 Requests info re Ofc of Inspector Sc Auditor iOIAl inquiry 
into Zimmer matter Reesons for removal of documents from OIA 
ofes questioned withholding of documents contributed to 
delay In public recognition of true status of project. 

UDALL. H K. House of Rep • Interior 6 Insular Affairs 62/12/07 
PALLADIMOjN J, Commlseloners, Ip 16994 169 24X 

Fiche 90-396. 03/ 04/ 1 4, 83092402 92 


— 6305240275 Requests addl info re 621207 Itr seeking explanation of 
c Ircunstancei surrounding compliance u/FOlA request fop 
documents pertelnlng to facllltv Adequacy of Cumaklngs reply 
quastioned 

HOALL. H f 81EBERL1N0* J. House of Rep, 1 interior k Insular Affairs 
83/03/02. PALLADINOrN Commi esloners, 2pp 18594.170 24X 

Fiche 30-398. 03/04/14* 93092402 92 


0305250311 Responds to 630414 request for Info re frequency of rseclor 
scrams for U8 plants S. explenatlon why comparable Oapaneie 
plants eiparlence fewer reactor scrams. Table providing 
number of trips experienced for 190O«0t it 02 end 
DiRCKS.U J Office of the Executive Director for Operations. 
03/05/04, AHEARNE*J Commissioners. 9pp 16595:317 


— 0305250313 Requests info- re trips per yr per plant for U8 plants for 
last 3 yrs of operation 4 explanation why Japanese plants 
experience fewer trips, 

AHEARKE. J. Commissleneri 63/04/14. Office of the Executive 
Oirector for Operations, Ip 18999,327 


CONTRACT NRC CONTRACTO AND MDDIFICATIONB 


6305030707 Corrected notification of contract execution. Mod 3 to 
•♦Earthquake Recurrence Intervals at Nuclear Power Plant 
Sites * Contractor; Ertec Uestern* Inc 

GUSTAVE. R P Technical Assistance Contracts Branch FIN B-7226. 
NRC”'O4-01-167 83/04/14 BATSON. W Office of Nuclear Regulatory 

Research, Director. MORPHY. A NRC - No Detailed Affiliation Given 
Ip 18309 104 


8309040200 Notification of contract execution. Mod 6 to ♦•Electrostatic 
Copying 8vcs ♦• Contractor ■ Li terature Research Co 
SMITH. P> A Division of Contracts NRC-10- 79-361 83/04/25. 

BE8AW. W. J Division of Technical Information It Document Control. 
BAGGETT. H NRC - No Detailed Affiliation Given Ip 18326.345 


— 8309040264 Mod 6. deobllgatlng balance of funds for closeout. to 
•♦Electrostatic Copying 8vcs •♦ 

BVLLINGTON. R L Literatur# Research Corp, SMITH. P A Division of 
Contracts NRC- i 0-79-361. 03/04/25 Ip 10326.346. 


8309040341 Notification of contract execution* Mod 10 to "Career 
Counseling." Contractor. Binder. Eliter. Mendelson It Hhaaler. 

Inc 

8KITH.P. A Division of Contracts. NRC-10-79-307 83/04/20. 

SPRINGER. M. Office of Administration, TAYLOR. K. Management 
Development It Training Staff. Ip 18326,333 


— 8305040345 Hod 10* daobllgating balance of funds rsmaining under 
contract for offictel closeout. to "Career Counfeling. * 

MENDELBON. I N. Binder. Elstcr. Hendelson It Hheelar* Inc. SMITH. A. 
Division of Contracts NRC-10-79-3a7. 83/04/88 Ip. 18326:334. 


6305040992 Notification of contract execution: "Extreme External 
Phenomena SubcoAmlttee. " awarded to George Washington Vniv 
HOYLE. A. Admlnlstrativa Contracts Branch FIN B-1997, 

NRC-1 1-83-703 83/04/29. FRALEY. R F ACR6 - Advisory Coxusittet on 

Reactor Safeguards 9AVZ0* R NRC - No Dstailsd Affiliation Olvan. 
Ip. 18391.234. 


—8309040993 Contract "Extreme External Phenomena Butacommittaei " awarded 
to George Washington Dntv 

FOX. R R George Washington Univ. RE8ELL0, J. E, Division of 
Contracts FIN B-1997 NRC- 11-83-703. 83/04/29. 4pp 

18351 239. 


8309040639 Notification of contract sxecutlon' "Evaluation of Natl 
Accounting Parformance at Nuclear Fuel Cycle Facilities." 
awarded to NU8AC. Inc. 

WIGGINS. E Technical Assistance Contracts Branch. FIN fl-7379. 
NRC-02-S3-027 03/04/21 DAVI61 J Office Of Nuclear Material 

Safety 1. Safeguards* Director. MILLER. M. NRG - No Detailed 
Afffliailon Given Ip " 


— 8309040643 Contract. "Evaluation of Matl Accounting Performance at 
Nuclear Fuel Cycle Faellitlef, " awarded to NUSAC. Inc, 

PERENSTEIN. J. E NU8AC. Inc. MORTON* K. V, Division 0# Contracts. 
FIN B-7379 NRC -02-83-027. 63/04/21 22pp. 18336’ 284 


8309040690 Notification of contract execution. Mod 1 to "Establish 
Collaborative Program Between State 1. Commission to Provide 
Independent Heasuremsnts of Radioactivity in Effluents 1. 
in Environ. Contractor State of Wl. 

8ILVI8.R M Technical Assistancs Contracts Branch. NRC-09-73-014. 
83/04/29. Director's Office. Offtc# of Inspection and Enforcement, 
ip. 18336.269 


— 6309040660 Mod 1. deobl igatlng funds. to "Establish Collaborative Program 
Between State t. Commission to Provide Independent 
Measurements of Radioactivity in Effluents I. in Environ 
Around Selectad Commission Licensed Activities. " 

REIVlTZrL Wliconiin. State of, GUSTAVE. R P. Division of 
ContrdCts. NRC-09-73-014. 83/04/29. Ip. 10336- 270. 


8309090385 Notification of contract execution* Hod 3 to "Lease of 
Vehicles." Contractor: We Try Harder. Inc. 

BROMBERG* B Adminlstr«tive Contracts Branch. FIN B-Bt93. 

NRC- 10-82-377. 83/04/26, CORLEY. J. * GRANT.L, NRC - No Detailed 

Affiliation Given Ip 16392.063, 


— 0309090369 Hod 3. extending period of performance to B40912. to "Lease 
of Vehicles. •' 

a We Try Harder* Inc. SMITH. P. A. Division of Contracts. FIN 
B-B193 NRC- 10-82-377. 83/04/26 Ip, 16392:064. 
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9309090400 Notification of contract a xac ution< Mod 9 to '^Parformanca of 
Enginaartd Barrlar* in Otologic Rtpotltorg “ Contractor 
Oo 1 dor Af toci Inc 

FIELDSiJ A Dlvifion of Contraeto FIN B-69B6-3 NPC-02-81~027 

93/03/28 DAVIBiJ Off let of Nucloar MatarlaL Safttg b 
Gaftguardt. Dlroctor PlTTlOLia< L NPC - No Dttalltd Afflitatton 
Oivron Ip 18392 060 


*--8309090404 Mod 9j ««tab I i«h ing provltlonal ovtrhtad ratt for labor cotta 
4c Incrtating fundlngi to "Parformanet of Enginaartd Barrlart 
in Otologic Rapoaltorg 

PENTZiD L Ooldar Aitociatat OUSTAVE^P P Division of 
Contracts FIN B*’69a6-a, NRC-02-9t-027 83/03/26 2pp 

18392 061 


8309060174 Notification of contract avaevtion* Mod 7 to "Enargatlc 
Thtraal Intaraetioni tc Coolant Flow Phanomana Assoctattd 
H/Nucltar Raactor Concapti, ** Contractor Purdut Rtitarch 
Foundation 

FLEENORcC Division of Contracts NRC-03-aO-l02 B3/02/2S 

f(ATT60N»R J Division of Bystaai Inttgratlon ipost 811009) 
HEYERiJ NRC -No Dttalltd Afflllttion Olvan Ip 18399.394 


-■'Q309060183 Hod 7i axtanding pariod of parfortnanca through 830322 b 
raviting billing instructional to *'Enargatlc Tharmal 
Intaraetioni ti Coolant Flow Phanomana Assoclatad N/Nuclaar 
Raactor Concaptt. ** 

8REENKORN1R A Purdua Rataarch Foundation OUSTAVEi R P. Division 
of Contracts NRC-03-80-102 03/02/29 2pp 16399.399 


6309060239 Notification of contract axactrtioni Mod 9 to "Ravlaui of Rapt 
Entitlad ^Simulation of Earthiiuaka Oround Motions for 8an 
□nofra Nuclaar Oanarating Station Unit 1 - Final Rapt. 

Contractor Univ of California at Ban Diago 

SMlTHiP A Division of Contracts FIN B'*6331. NRC*-03“78-ie6 

83/04/29 DENTONiH R Of flea of Nuclaar Raactor Ragulationi 
Dlractor. RElTERiL. NRC - No Datailad Affiliation Olvon ip. 

1839? 392, 24X Flcha 90-206i 83/04/25i 6309060239. 


— 8309060239 Mod 9i daobl Igatlng funds for closaout# to ''Ravlau of Rapt 
Entitlad ^Simulation of Earth<iual{a Ground Motions for San 
Onofra Nuclaar Oanaratlng Station Unit 1 - Final Rapt, *'* 

* Callfornlai Unlv ofi San Olago SMITHxP A Division of 
Contracts FIN B-6931. NRC-03-7e*-186 83/04/29 Ip 18399.393 

S4X rich#. 9O-2O61 83/04/291 8309060239, 


8309060246 Notification of contract axtcutlon. "Parform Studias Ra 
Data b Analysis of Nuclaar Fual Cyclai’* auiardad to Nuclaar 
Asturanca Corp 

NOYLEiA Adminlstratlva Contracts Branch FIN B-7386-3 
MRC-O2-03-O37 83/04/26 BROWNi R 8 Program Support Branch. 

LOWCNBERO. K. NRC - No Datailad Affiliation Olvan Ip. 18399' 346 


— 830906029_t Contract' "Parform Studias RaJ}ata b Analysis of Nuclaar 
Fual Cyclai*^ awardad to Nuclaar" Asturanct Corp 
DOlRONiD.D Nuclaar Aaiuranca Corp REBE1.(.0» J. E. Division of 
Contracts FIN B-73B6-3 NRC -OR -8 3-0 37. 83/04/26 9pp. 

16399 347 


6309060320 Notification of contract axacution. ''Davalopmant of Rig 
Oulda b Ragulatory Analysasi " auardad to Analysis b 
Tachnology 

MI00tN8. E, Division of Contracts. FIN B-B649 NRC -03-83-1 07. 

83/04/01. THOMPSONi H. U. Division of Homan Factors Bafaty 
BENDERxU NRC - No Datailad Affiliation Olvan. Ip. 18393' 039 


— 8309060326 Contract "Davalopmant of Rag Oulda b Ragulatory Analysts*** 
awardad to Analysis It Tachnology 

NOLFiD M Analysis b Tachnologyi Inc. MORTONi K V Division of 
Contracts. FIN B-0649. NRC -03-63“ 107. 03/04/01 2app. 

18393' 036. 


8309060341 Notification O'f contract axacutiom Mod 1 to "Gaotachnlcal 
On-Call Asslstanca for Can Ravlaws. ** Contractor . U8 
Army Corps of Enginaars.. 

FtCLDSiJ. A. OiVltlon of Contracts. NRC-03-82-107. 03/02/23. 

VOLLMER. R.H. Division of Enginaarlng. HELLER* L. NRC - No Datailad 
Affiliation Olvan. Ip. 18393:024. 


— 8309060391 Mod li changing addrass for submission of invoicas to* 
**OaotachnicaI On-Call Asslstanca for Casa Raviaus ’* 

KAVANAUOHxP F Army* Dipt. of. Corps of Enginaars HAGAN 1 T. F. 

Division of Contracts. NRC -03-82- 107. 03/02/23 Ip. 18393; 029. 


0309060379 Notification of contract asacutioni Mod 6 to '♦Foundations b 
Undarp inning. Ravlaw of Ramadlal Mtaauraa for Strueturta on 
Fill for Midland Plants 1 b 2. Con tractor' Oaotac hnical 
Cng Inatrsi Inc, 

FIELDS* J. A. Division of Contracts. NRC-03-B2-092 83/04/12 

VOLLMER* R.H. Division of Englnasrlng. KANE* NRC - No Datailad 
Affiliation Olvan. Ip 18393:086. 24X Flcha: 90-329* B3/04/ IS* 

0309060379. 


— 8309060384 Mod 61 modifying monthly businasi Itr raporting r aqulramsnta* 
to ‘'Foundations b Undsrplnnlng Riviau of Ramadlal Maasuras 
for Structuras on Fill for Midland Plants 1 b 2 “ 

POULDBiB J Gaotachnlcal Enginaars, Inc OUSTAVEiR P Division 
of Contracts NRC -03-82-092 83/04/12 3pp 18393 00 7 24X 

Flcha 90-329» 83/04/12* 8309060379 


8309090009 Notification of contract axacut 1 on* Mod 9 to “Sita 
Suitability Assassmants Basad on Bsapaga b Or oundwatar 
Conditions Aisaclatad H/U Racovary Oparatlons *' 

Contractor Hi 11 lami-Roblnatta b Atioc 

DELOATGHi V Tachnical Asslstanca Contracts Branch FIN D-7383— 3 
NRC-02-d 1-039 83/04/29 DAVIS* J Office of Nuclear Material 

Safety b Safeguards* Dirac tor Ip 18369 360 


—8309090012 Mod 9* axtanding pariod of parformanca to 830920* to •'Bite 
Suitability Atssssmants Basad on Baapaga & Orounduiatar 
Conditions Assoclatad U/0 Racovary □paratlons *’ 

HILLIAMSiR. E Nl 1 1 iamt-Rob Ina tti b Assoclatasr Inc QUeTAVE. R P. 
Division of Contracts FIN B-7303-3 NRC-O2-01-O39 83/04/29 

ip 16369 361 


0309090090 Notification of contract axacutloni Mod 7 to "Fira Protaetion 
Research Program ” Contractor Undarurltar Labs* Inc 
WOLLETTi S Tachnical Asslstanca Contracts Branch FIN B-6197 
NRC-04-77-122, 63/04/29 BATSON* U Office of Nuclear Regulatory 

Research* Director NOTLEY* D NRC - Mo Datailad Affiliation Olvan. 
ip 18361 174 


— 8309090098 Mod 7*provldinB no cost extension until 830930* to "Flra 
Protection Rtttarch Program ” 

a Underurltart Laboratory OUBTA',/Er R. P Division of Contracts 
FIN B-6197 NRC-04-77-122 03/04/29 Ip- 18381 179 


8309090068 Notification of contract exec utlon* Mod 3 to "'Coord i nati on of 
Cooperative Organl xations Participating in Geological, 

Geophysical b Salsmological Studies " Contractor St Louis 
Unlv. 

H0LLETT*8 Tachnical Attitianca Contracts Branch. FIN B-7242. 
NRC-04-60-229 B3/04/2? BATSON* U Off ice of Nuclaar Ragulatory 

Research* Director WASTLER*5 NRC - No Datailad Affiliation Olvan 
Ip 18361.196 


— 8305090117 Had 3* extending parformenca to 031108 at no addl cost* bo 
“Coordination of Cooperative Drganlxatlons Participating in 
Gaologicali Otophyscial b Saismolog ical Studies ♦’ 

• 8t Louis Unlv * 8t Louis* MO GUSTAVE* R P Division of 
Contracts FIND-7242 NRC-04-e0-227 03/04/29, Ip 103ai-lS7 


8309090122 Notification of contract execution* Mod 2 to "Manual to 
Define Lower Limits of Detection in Radiological Effluent b 
Environ Maasurements " Contractor NB8. 

DELOATCHjV. Tachnical Aselttance Contracts Branch FIN D-06i9 
NRC-03-B2-I26 83/04/26 MATTSQN* R Offlcs of Nue Isar Reactor 

Regulation* Director MEINKE*H mC - No Detailed Affiliation 
Given Ip 18381.126. 


— 8309090131 Mod 2* changing period of perfornenca to 840901 b incraeslng 
fundi* to "Manual to Define Lower Limits of Detection in 
Radiological Effluent b Environ Miaturainant § " 

SHREVE* D B ComAircar Dept of* National Bureau of Standards. 
OUBTAVEiR. P. Division of Contracts FIN B-8619 NRO-03-82- 1 26 

03/04/28 2pp 18361. 129 


B309090291 Notification of contract exit ut 1 on* Mod 2 to "Campraheni iv# 
Current iRaal-Tlmal Oaophysical Data Storage b Retrieval 
ays,*' Contractor. W3I Corp. 

COLEMAN* R Administrative Contracts Branch. MRC-33-e3-496. 

03/09/03 BASSETT* H Division of Data Autontatlon b Management 
Informetlon JOHNSON. C. NRC - No Detailed Affiliation Olvan tp 
10381.239 


— 0309090300 Mod 2rCorractly itating amount certified under Mod l*to 
'♦Compraheneiva Currant (Real-Tlma) Oaophysical Data Storage 
b Retrieval ays " 

a WSt Corp MATTIA* M. J, Division of Contracts NRC-33~83-496 
03/09/03 ip 16381 236 


B3091I0005 Notification of contract axacuti on* Mod 4 to "Ad Hoc 
Committee for Ravleui of Nuclaar Reactor Licensing Reform 
Propoeels, "♦ Contractor. 0 Charnoff 

TOWNSEND* B Administrative Contracts Branch. FIN 0-8179. 
NRC-18-82-481 83/09/03 ROTHBCHILD* T Office of the General 

Counsel Ip. 16421 249. 


— 830911000B Mod 4*eNtanding period of parformanca to 831231* to '"Ad 
Hoc Committee for Review b Licensing Reform Proposals, "' 

* Charnoff* G. REBELLO* J E, Division of Contracts FIN D-B177, 
NRC- 18-82-401. B3/09/03 Ip 10421 290. 
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0303110031 Notification p-P contract e xecutlon. Mod 7 to '♦Technical 
A**i*tance on flit* Charac teriiation & Monitoring " 

Contractor US Carpi of Englnfir* 

FUEENOftiC Tichnical Ai* I stance Contracts Branch NRC-02-ai-05B 
03/04/29 DAVIS. J Office of Nuclear Material Safety fc 
Safegyardi. Director- PENNIFILL.R NRC - NO Oetal led Af f 1 1 iat Ion 
01 van ip 18421 311 


—0305110041 Hod 7tr*vlilng diUverv schedule for task rapti to eitend 
p-iriod of performance to 03OS28< to ♦‘Technical AtflitAnce on 
Site Charactarljatlon & Monitoring • 

MARCUSON, H F Army, Dept of. Corps of Englneeri BUSTAVEi R. P 
Technical Assistance Contract* Branch NRC-O2-0l-‘O56-. 83/04/29 

ip 18421 312 


83031 10146 Notification of contract execution "Advisory Conuaittae for 
Ravleu of Ofc of Investigation Pollcg on Rights of Licensee 
Enployaes Under inveitlgationi " awarded to Oefcevoise St 
Pi impton 

TQWNSENDi B Adoinlitratlve Contracts Branch FIN 0-8102 
NHC -18-03-407 83/05/03 ROTHSCKILDi T Office of the Oeneral 

counsel LEVI. R NRC - No Detailed Affiliation Given Ip 
18421 341 


— 8303110192 Contract '♦Advisory Comailttee for Review of D#c of 
Investigation Policy on Rights of Liccnsaa Employees Under 
Investigatlonr " awarded to Debevoise Plimpton 
RUEHHAUSEN. 0 M Pickard. Lowe 6 Garrick, Inc REflELLO.J E- 
Division of Contracts- FIN B-0182 NRC- 10-83-407 03/05/03 

4pp 184S1 342 


8305110159 Notification of contract execution, Mod 3 to "Computer Based 
Bof tware» Instal latlon. Test Infl Docuraentat ion. Training It Qys 
Integration for Implementation of NRC TLD Direct Radiation 
Monitoring Network '♦ Contractor Applied Phi|Blcal Technology 
OILDENHOBN. A U Adwinlstirative Contracts Branch NRC-10-80-691 
03/04/26 OORIE.N Office Of Administration C03TELLO. F NRC - No 
Detailed Affiliation Given ip. 18434:941 


— 0303110163 Mod 3i reducing total amount of contract, to ''Computer Based 
Software. Installation, Testing Documentatl on* Training It fiys 
Integration for Imp I ae^entatlon of NRC TLO Direct Radiation 
Monitoring Network Program " 

* Applied Physical Trchnalogy, Inc HAGAN, T F Division of 
Contracts NRC- 10-80-691. 83/04/26 2pp 10434 242. 


0305110190 Notification of contract execution, Hod 3 to "Ad Hoc 
Comnlttee for Review of Nuclear Reactor Licensing Reforai 
Proposals " Contractor. DM o State Unlv 
HOVLErA, Administrative Contracts Branch. FIN B~0I79 
NRC-ie-e2-401 83/04/23 ROTHSCHILD, T Office of the Genera I 

Counsel. Ip 18434 800. 


—0303110192 Mod 3, extending period of per f ormance to 031231 I, increasing 
total funding, to '*Ad Hoc Committee for Review of Nuclear 
Reactor Lictnsing Reform Proposals ’♦ 

REDMOND. R F Ohio Btate Unlv REBELLO. J € Division of 
Contracts FIN B-ai79 NRC-I8-02-4B1 83/04/25 ip 1B434 80i, 


0305110194 Notificaticn of contract execution, Hod 23 to "Becurity 
Survey Guides & Appraisal Guide '* ContractorlD Hright. 

HOYLE. A Administrative Contracts Branch. NRC-IO-B2-305 B3/05/03. 

BRADY,!?. J. Division of Becurlty KIDDED NRC - No Datailed 
Affiliation Given Ip 18434 277, 


— 0309110190 Hod 3, reflecting new delivery schedule U payment. tP 
''Security 8urvey Guides & Appraisal Guide " 

NRIOKT, D i?right»0. REBELLO, J E. Division of Contracts. 
NRC- 10-82-385 03/05/03, Ip 10434 270 


83051 10229 Not! ficatlon of contract execution' "Automated Library Sys," 
awarded to On-Line Computer Byi.lnc, 

COLEMAN, R Administrative Contracts Branch NRC -33-03-4 34. 

83/09/05 BA88ETT. H Office of Resource Hatiagement, Director. 
ZVNG0LI,8 NRC - No Detailed Affiliation Given. Ip. 10434 289. 


*0305110232 Contract "Automated Library Sys* " awarded to On-Llnr 
computer 8ys. Inc. 

LyNN,D.L. On-Llns Computer Syitsmsi inc. HATT1A,H J. Dlvlelen of 
Contracts NRC-33’'G3-454 83/05/09. 12pp. 18434 206. 


0305110233 Notification of contract execut ionr Hod 3 to "Investigation 
Into Stats of Stress in Crust Under Narthcattern US.'* 

Contractor Columbia Unlv. 

FIELDS. Jv A Technical Assistance Contracts Branch. NRC-OA-Bl-lEO 
83/04/29 BATSON, 2, F. Office of Nuclear Raactor Regulation, 

Director. ZURFLUEH,E NRC - No Detailed Affiliation Given ip. 

10434 263 


— B30S110236 Mod 23. extending expiration date to 831014, to " Invest igation 
Into state of Stress In Crust Under Northeastern US, " 

STAHflAUOH.P, Columbia Unlv GUSTAVE. H. P. Division of Contracts, 
NRC-04-Bl-ia0 03/04/29 ip. 10434*204. 


0309110904 Notification of contract oxscutlon, Mod 4 to "Rad iologlcal 
Evaluation of Burial Grounds " Contractor Radiation ligt 
Corp 

FLEEN0R»C Technical Assistance Contracts Branch, NRC-02-00-034 
83/04/19 DAVIB.J Office of Nuclear Material Safety tt 
Safeguards, Diractor CROU. B. NRC - No Datailed Affiliation Given, 
ip 10419 399 


— 6309110509 Mod 4. extending period of performance to 830901, to 
"Radiological Evaluation of Burial Orounde, " 

BOOTH, L F Radiation Management Corp GUSTAVE. R P Division of 
Contracts NRC-02-BD-034 83/04/19 Ip 18419 360 


0309110939 Notification of contract execution. Mod 10 to '♦Technical 
Assistance in Support of NRC Reactor Licaniing Action 
Program 2 " Contractor* Frankl in Inst 

FLYNN, M Technical Aeeietance Contracts Branch NRC-03”B1-130 

63/04/14 EI8ENHUT, D G D1 Vi ei on of Licensing CARR INGTON. H, NRC 

- No Detailed Affiliation Given Ip i04i9 112 


— 8309110949 Mod 10. replacing project officer 6 certain Members of 
performance evaluation board I. incorporating revised Manual 
Chapter 3202. to "Technical Assietance In Support of NRC 
Reactor Licensing Action Program 2 *' 

A8HT0N,A,H. Franklin Instltute/Frahklln Research Center 
GUSTAVE. R P Division of Contracts NRC-03-61-130 83/04/14 

2pp 16419.113 


0309120142 Notification of contract execution. "Listing of High 
Technology Pie) Firms," awarded to Miranda Aiioc. Inc 
BAZIN, J Adninlitrative Contracts Branch NRC-13-03-44A, 03/09/03, 

KERRtW Ofc of Small 6 Disadvantaged Bus, Utilisation tt Civil 
Rights. COLEMAN,H NRC - No Detailed Affiliation Given Ip. 

18439 209 


—0309120190 Contract* "Listing of High Technology 0(a> Firms," awardtd 
to Miranda Assoc, Inc 

BERGDOLL.T. E Miranda Associatei, Inc MATTIA,M J Division of 
Contracts NRC-13-S3-446 83/09/03 21pp. 10439' 290. 


6309120913 Notification of contract execution' "Fire Protection Progrem 
Review casework Plants 6j '* awarded to Rolf Jensen li Assoc, 

Inc 

EDGEWORTH, P , FLEENOR. C. Technical Assistance Contracts Branch FIN 
B-0642. NRC-03-B3-104 63/05/03 VOLLMER. R H Division of 

Engineering NOLAN, F. NRC - No Detailed Affiliation Given. Ip. 
18443: 129. 


— 8309120917 Contract. "Flra Protaction Program Ravlaw Casework Plant* 
6," awarded to Rolf Jensen it Assoc, Inc 

WEBB, H, A. Rolf Jensen k Associates. Inc. HORTON. K. V. Division of 
Contracts. FIN B-8642. NRC-03-03-104 63/05/03 I9pp 

10443' 126 


6309120999 Notification of contract axecution* "Advisory CoaHslttae for 
Review of Ofc of Inveitlgatlon Policy on Rlghte of Licensaa 
Employet* Under Invee tipation, " auardad to Sehwalb, 

Donnenfeld, Bray t. 6ilbert 

TOWNSEND, B. Administrat iva Contracts Branch FIN JB''eiB2. 
NRC-ie-B3-406 83/09/06. ROTHSCHILD. T. Office of tha Gtnaral 

Counsat LEVI.R. NRC - No Detailad Affiliation Oivan. Ip. 
18441.396. 


— 8309120960 Contract; "Advisory Gonmittae for Review of Ofc of 
tnveetigatlon Policy Rlghte of Lieenset Employees Under 
Inveetlgation, '* awarded to 6chwalb, Donnenfeld, Bray 6 
Sllbtrt 

SILBERT.E J Schwalb. Donnanfald, Bray t. Silbert. REBELLO. J. C 
Division of Contracts FIN 0-8182. NRC- 18-83-406. 03/09/06. 

4pp 16441*399, 


0309130299 Notification of contract execution, Hod 1 to "Career 
Co-uneellng for NRC Partlc ipants, Region II." Contractor*R 
Nawyn 

HOPPER, A. Dlvlslpn of Contracts NRC- 10-02-370. 03/09/09, 

GOLDMAN, P.J. Hanagement Development t. Training Btaff VAN 8ANTEN. L. 
NRC - No Datailed Affiliation Given. ip. 16460:042. 


— 8309130300 Hod 1. increasing funding. to "Career Counseling for NRG 
Participants. Region ZX. " 

» Nawyn. R. REBELLO. J. E. Division of Contracts. NRG' 10-02-370. 

B3/09/09. Ip 18460:043. 


0309130396 Notification of contract execution: "Grievance Review 
Examiner, " awarded to JE Kaufmann. 

HOVLE.A Administrative Contracts Branch. NRC- 10-03-399. 03/09/10. 

BIRD, P.E, Division of Organlxation and personnel JACKSON. J NRC 
- No Detailed Affiliation Given ip. 16460; 044, 


—0305130361 Contract; "Grievance Review Examiner*" awarded to JE 
Kaufmann. 

KAUFMANNiJE Kaufmann. J. E, REBELLO, J E. Admlnlitrativa 
Contracts Branch NRC- 10-03-399. 03/08/10, 9pp. 18460; 049. 
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3309160304 Notification of contract exacutlon '^Convorsian of Prefiled 
Ttf«tlmonv for Indian Point Hearingt. ** awarded to Central 
Data Procetting^ Inc 

HXLESrE B Adfolnittrative Contracts Branch PIN B~a8S3 
N3C-33-B3-460 83/03/02 BABBETTi H S Office of Resource 

flanagementi Director PlTTliC Atomic Safety and Licensing Board 
Panel Ip 18471 247 24X Flche SD-247» 83/03/02. 8309160304 


— 8305160312 Contract “Conversion of PrefUed Testimony for Indian Point 
Hsaringti " auarded to Central Data Process 1 ny. Inc 
a Central Data Processing, inc NATTIA. t1 J Division of 
Contracts FIN 8-8833 NRC-33-83-460 83/03/02 2pp 

10471 248 24X Flche 30-247.83/03/02.8305160304 


*—0305160316 Sol Icltatlon. Of fer it auiard to “Conversion of Prefiled 
Testimony for Indian Point Hearings." to Central Data 
Procesflng. Inc 

GOOCH. M J Cantral Data Proceiilng. Inc MATTlA.M J 
Administrative Contracts Branch FIN 8-8833 NRC-33-a3-460 

83/04/26 96pp 18471 230 24X Flche 30-247.83/03/02.8303160304 


0309160318 Notification of contract execution. Mod 1 to “Div of 
Engineering Review Support on Baillg Nuclear Plant I “ 

Contractor MT Davisson 

FIELDS. J, A. Technical Assistance Contracts Branch FIN B-7909 
NnC-O3-0I-O92 83/03/06 VOLLMER. R H Division of Engineering 

LEAR.O. NRG *- No Detailed Affiliation Given Ip 16472 031 24X 

Flche. 30-367, 83/09/06. 8309160318. 


—•8309160332 Mad 1. terminating contract S< deopltgatlng funds, to “Div of 
Engineering Review Support an Ballly Nuclear Plant J " 

DAVISSON, H T Darisson, M T GUSTAVE. R P Division of Contracts 
FIN B-7909 NRC-03-B 1-092 83/09/06 2pp 18472*032. 24X 

Flche 90-367,83/03/06,8303160318 


8305170063 Notification of contract execution. “Development of 
Rag Guide it Regulatory Analyses," awarded to Analysis 8t 
Technology, 

MXOOINS, E Division of Contracts FIN B-B649 NRC-03-83-107 

03/04/01 THOMAS, H L Dlviston of Human Factors Safety BENDER. L 
MttC - No Detailed Affiliation Given Ip 18493 030 


-—0303170070 Forwards two fully executed copies of NRC-03-03-107, 
“Development of Reg Guide l< Regulatory Analyses *' 

KRAVITS, D. L Analysis 8c Technology. Inc FIN 8-8649 
NRC-03-fl3-107. 83/04/06. MORTON, K.V Division of Contracts Ip 

18495' 031 


— 0303170077 Contract' “Development of Reg Guide & Regulatory Analyses, “ 
auarded to Analysis 6 Technology 

NOLFrD M Analysis 8. Technology, Inc FIN B-B643 NRC-03-83-107 

83/04/01 134pp 18493 032 


03{)!517O^O3 Notification of contract execution. Mod 1 to "Reviewing 
Hydrogeologlc investigations of NV Test Site-Project C “ 
Contractor' WiUiams-Robinette 

aiLVlS, R Technical Assistance Contracts Branch. NRC-02-02-046 
03/09/03. DAVIS, J. Office of Nuclear Material Bafety 8( 
Safeguards. Director. JEFFREV. P NRC - No Detailed Affiliation 
Givan Ip 18497' 044 


— 0309170614 Hod 1, adding new project officer, to “Reviewing Hydrogeol ogle 
Inveitlgetions of NV Test Bite-Project C, *' 

e Uilliems-Roblnette S< Associates, Inc OUgTAVE.R.P. Division of 
Contrectf NRC-O2-02-O46. 83/03/03 ip 10497.049. 


0309170606 Notiflcetion of contract execution. Mod 9 to "OA for 
Oeotechnical OG. “ Contractor. US Army Corps of Engineers 
FLEENOft. C, Technical Assistance Contract! Branch NRC-02-02-039 
03/04/28 DAVX6. J. Office of Nuclear Material Safety I, 
Safeguards, Director. PENNIFILLiR NRC - No Detailed Affiliation 
Olven. Ip. 18497*024 


— 8309170607 Mod 9, modifying reporting requirement, revls Ing schedule for 
submission of task it updating billing instructions, to “OA 
for Geotechnical QC “ 

MARCUSON.U F. Army. Dept. of. Corps of Engineers GUSTAVE, R. P 
Technical Assistance Contracts Branch, NRC-02-B2-039. 03/04/28, 

2pp. 10497.029 


0309170640 Notification of contract execution. Mod 1 to “ Ins talletlon. 
Dalnstallation 8« Meint Support Sves for High Frequency, Very 
High Frequency it Ultra High Frequency Radio Equipment Owned 
It Operated fay NRG. “ Contractor. Metrocom, Inc 

MCLEAREN, T, Division of Gontracta NRC-10-B3-331 03/03/13 

CORLEV, J Division of Facilities it Op ere t ions COHEN, 8 NRC - No 

Dftallad Affiliation Given Ip, 10496.347 


— 0303170661 Mod 1. raising contract ceiling U adding project offlcerito 
'■ I ns ta 1 fiat Ion. DelnstaUatton & Malnt of Support Sves for 
High Frequency . Vary High Frequency 6 Ultra High Frequency 
Radio Equipment Owned 6 Operated by NRC '' 

* Metrocom. Jne SHlTHi P A Division of Contracts 
NRC-10-83-331 03/03/13 Ip 1S496 348 


G3O3I7O60S Notification of contract executi on. Mod 5 to "Presentation 
of OE BNR/6 Design & Operation Courses " Contractor GE 
WOLLETT. S Technical Assistance Contracts Branch FIN B-1224 
NRC- 03-80-28 2 83/05/13 BLAHA, J Program Support Branch 

HAVENS. O NRC - No Detailed Affiliation Divan Ip 18496 318 


— 0305170673 Mod 5. reducing rates for three courses 8. cencellfig one 
course, to '‘Praiantat Ion of GE BNR/6 Design 6 Operation 
Courses " 

PIERCE, R L General Electric Co GUSTAVE, R P Division of 
Contract* FIN D-1224 NRC-03-80-282 83/03/13 2pp 

18496 319 


0303180038 Notification of contract execution, Mod 1 to "Consulting Sve 
on Indian Point Probabilistic Safety Study “ Contractor 
Columbia Unlv 

HOYLE, A Administrative Contracts Branch FIN B-B644 
NRC-03-B3-1O6 03/03/10 DENTON. H Office of NucUar Reactor 

Regulatloin, Director CO DELL, R NRC - No Detailed Affiliation 
Given Ip 18499*289 24X Flche 30-247.83/03/10.8303180030 


— 8305180047 Mod i, extending period Of performance to 930630 Et changing 
payment St general provl *lons . to “Consulting Sve on Indian 
Point Probabl I istlc Safety study “ 

LEWia. J P Columbia Unlv RHBELLQ, J E Division of Contract* 
NRC-03-83-106 03/09/10 ip 18499 290 24 X 

Fiche 90-247,83/09/10.8305130038 


03O91SO412 Notification of contract execution, Mod 3 to "On Call Maint 
for NRC Computer Peripheral Equipment " Contractor* Computer 
By* Support Corp 

PERLMAN. J Division of Contracts FIN B-ai74 Nrc-a3-03-49l 
83/03/12 BASSETT, H 8 Division of Data Automation 6 Managament 
Information JOHNSON. G NRC - No Detailed Affiliation Given Ip 
18903 339 


— 8309100421 Hod 3, Increaeing funds, to "On Call Maint for NRC Computer 
Peripheral Equipment “ 

a Computer Systems Support Corp SMITH, P A Division of 
Contract* FIN D-0174 NRC-33-03-451 83/09/12 tp 10503*360 


0309100937 Notification of contract execution "Purchase 1 Installation 
of Multichannel Analyxtr Sys, “ auarded to Nuclear Data, Inc 
M1LE8.E 8 Admintatrativa Contracts Branch FIN 8-8895 
NRC-3I-a3-662 03/09/13 EMGELKEN, R Region S, Office of Director 

COLLINS, J.r , WISE, R Region 4. Office of Director Ip. 

18909 12t 


— B3091G0960 Contract ^'Purchase 1, Installation of Multichannel Analyxer 
ays. “ awarded to Nuclear Dataiinc 

e Nuclaar Data, Inc MATTIA, K J Division of Cantracti FIN 
0-8835 NflC-tJl -03-662 03/09/13 Spp 18303* 122 


— 8305180562 Sol ic 1 tation, of f ar & award to "Purchase 6 Installation of 
Multichannel Analyser Sy*. “ to Nuclear Data, Inc 

RI880, R P Nuclear Data, Inc MATTlA.M J Division of Contract*. 
FIN 0-0899 NRC-31-ea-662 03/03/01 29pp 18509 129 


0309100709 Notification of contract exacutlonr Had 4 to "Ad Hoc 
Committee far Review of Nuclear Reactor Licensing Reform 
Proposal*. " Contractor Trial Lawyers for Public Justice 
HOPPER. A Division of Contracts FIN B-9179 NRC-i8“02-4 18 

83/09/13 ROTHSCHILD, T Office of the General Counsel Ip 
18909 330 


— 8309180792 Mod 4, extending period of performance to 831831, to "Ad Hoc 
Committee for Review of Nuclear Reactor Licensing Reform 
Froposals “ 

R0I8MAN, A Z Trial Lawyer* for Public Justice RESELLO, J E, 
Diviilon of Contracts FIN B-817? NRC-18-82-41B 83/09/13 Ip 

18905 331 


0309190906 Notification of contract execution. Mod 8 to "Review it 
Evaluation of Geologic it Seismic Features of Nuclear Power 
81 tat “ Contractor U808 

FIELDS, J A Technical Assistance Contracts Branch, NRC-03-80-1 13. 
83/04/12 VOLLMER, R H Division of Engineering JACK8DN, R NRC - 
No Detailed Affiliation Given Ip 18923 194 


— 0309190514 Mod B, correcting mod number to 7 in previous mod, to “Review 
St Evaluation of Geologic 6 Seismic Features of Nuclear Power 
Sites *' 

a Interior, Dept of. Geological Survey. GUSTAVE, R P Division 
of Contracts NRC-03-80-1 13. 03/04/12 Ip 10923: 195 
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0309200002 Notl f Iciit Ion of contract aiscut i on* Mod 4 to ‘'Llc 0 n»£no 
^vtlfttancvyOvotachnical Sc Hydrological EvAluationi 
Contractor Barr Englnooring Co 

FIELD* J A Adffllni itratlvi Contracts Qranch NRC-02“aO'-O33’'O3 
33/09/13 DAVIB. J Offlca of Nucl«ar Hatarlal Safatg & 

Safaguardsi Oiractor OARClAif* HRC - No Oatallad Affiliation Olvsn 
Ip I092B 39B 


— 8309200004 Mod 4« axtendlng period of parformande to 830930* to 
‘'Ulctntlng Asilstanca/Oeotechnlcal & Hydrological 
Evaluations ” 

a Barr Englnaaring Co OUSTAVEi R P Division of Contracts 

NRC-02“ao-033“03 03/09/13 Ip 18928' 399 


9309200062 Motlflcatlon of contract a xecut 1 on* fTod 1 to "ABC etanoscrl^t 
Shorthand *' Contractor Hontgoniary County tiD Public Schools 
DORSEY, M Admlnlstratlva Contracts Branch WRC- I 0-79-309. 

83/09/11 DDRrE,W M Office of Administration OALLA0HEF7* J H HRC 
- NO Dateiled Affiliation Olven Ip 16340' 126 


— 8309230249 Contract "Executive Development 
Oreduete School 

• Agriculture, Dept of> Oreduate School 
of Contracts NRC-lO-a3-299 B3/09/17. 


Programr ** awarded to iiauA 

HATTJA, M J Division 
App 18943 S3S 


6309230296 Motiflcatlon of contract execution "Managerial 
Competencies," awarded to USDA Oraduete School 
STEHARTiS, D • BAZIN. J Administrative Contracts Branch 
NHC-10-B3-300 83/09/17 OOLDMANi P J Management Development It 

Training Staff ALLEN, R A, NRC - No Detailed Affiliation Given* 
ip 18943>2S1 


— 8309230274 Ltr contract "Managerial Competencies," detailing terms of 
Talk 3, providing tt developing training programs for selected 
NRC personnel in accordance w/statement of work I, listed 
terms & conditions 

MATTlAiM J Division of Contracts NRC-i0-a3-300 83/04/13, 

VARNER.S Agriculture, Dept of. Graduate School 6pp, 

18943 292 


—8309200071 Mod 1, deoii Ugatlng remaining balance, to "ABC Stanoscript 
Shorthand " 

PASCOE/S Montgamery County, MB SMITH,? A Division of 
Contracts NRC-10-79-3Q9 03/09/11 Ip 18540 127 


6309200131 Notification of contract erecu tion. Nod 4 to "Nlcroflcha 
Ver If Ication b Retrofit " Contractor SBA Subcontractor 
Labat-Anderion, Inc 

GILDENHORNi A J. Adml ni strat i ve Contracts Branch. NRC-10-B2-429 
83/04/29 BESAWjH J Division of Technical Information t, Dpcuioent 
Control SllBCZLABiJ , SCOTT, S NRC - No Detailed Affiliation Diven 
Ip 18920 340 


8309230281 Notification of contract execution, Hod 6 to "Canadian 
Belsffllc Agreement " Contractor* Canadian Commercial Corp, 

WOLLETT, S Technical Assistance Contracts Branch. FIN B-A279. 
NRC-04'-79-ieo 03/09/13 BATSON. N, Office of Nuclear Regulatory 

Research, Director MURPHY NRC - No Detailed Affiliation Olvsn* 
Ip. I897&; 329 


— B3092302B9 Mod 6, providing addl funding 1< extending period of 
performanca to B40331 to "Canadian Conimerical Corp " 

SHAWiL Canadian Commercial Corp GUSTAVE, R, P Division of 
Contracts FIN B-6279. NRC-04-79-1S0 83/09/13 2pp. 

18976:330 


—8309200134 Mod 4, extending period of performance to S30609, to 
"Microfiche Verification & Retrofit '* 

SERODOLL, T E Small Business Administration LABAT.V 
taha t-Andersar>, Inc HAGAN, T F Division of Contracts 
NRC- 10-82-429 83/04/29 2pp 10320 341 


0309200149 Notification Of exacution. Mod 2 to "Const & Callbr of ar-90 
Irradiator Multiple Dosimeter Ifredlatlans '* 

Contractor Uhiv of Ml 

FLYNN, M Technical Assistance Contracts Branch. FIN B-B2B9 
NRC-04-82--024 83/09/13 FOREHAND, M Office of Nuclear Regulatory 

Research, Director DENNIS, N NRC - No Detailed Affiliation Given 
tp 10340 243 


— 0309200149 Nod 2, extending completion date for 3 months, to "Const It 
Calibr of 8r-90 Irradiator for Multiple OoslmeteT 
Irradiations " 

STEMPLErP J Michigan, Unlv of GUSTAVE, R P Division of 
Contracts, FIN B-B2B9 NRC-04-83-024 03/09/13 Ip. 18940:246 


9303230024 Notification of contract execution, Hod I to "Interagency 
Agriirtsnt to Provide NRC Power Plant Location Happing 8vcs " 
Contractor USOS 

OORSEy, M Administrative Contracts Branch FIN 8-1299 
NRC-09-81-860 63/09/09 COBBiL I Training fc Administration 

Staff WEINQTEIN.E NRC - No Detailed Affiliation Given Ip. 
10942 258 


—6309230031 Mod 1 , deob 1 1 ge t ing funds, to "Interagency Agreement to 
Provide NRC Power Plant Location Mapping Svcs '* 

SaUTKARD.R B Interior, Dipt of, Oiological Survey SMITH, P. A 
Division of Contracts FIN B-I299 NRC-O9-ai-260 03/09/09 ip 

18942 299 


0309230199 Notification of contract execution. Mod 4 to "Transient 
Prototypical steam Generator {MB-2) Research Tasting 
Program " Contractor Hestlnghous# 6 EPfll 

SAI8DEN, L Technical Atslstaneo Contracti Branch FIN fl-B292 
NRC -04-8 2-020. 83/09/13 BATSON, W Office of Nuclear Regulatory 

Resaarch, Director HOPENFELD, J, NRC - No Detailed Affiliation 
Given Ip 18943 349 


—0309230169 Ltr contract NRC-04-B2-020, Mod 4, extending parlod of 
performance to 030931, to "Transient Prototypical Steam 
Generator tMB-2) Research Testing Program " 

MORTON. K.V NRC - Mo Detailed Affiliation Given. FIN D-0292. 

NRC -04 -02-0 20 03/09/13 SPENCE, L W Nestlnghouse Electric Corp 

RYTKONEN, B. B Electric Power Research Institute 2pp. 

18943 346 


0303230249 Notlficetlon of contract execution, "Executive Development 
Program, ewardtd to UBDA Graduate School 

BAZIN, J Aifminlitratlva Contracts Branch. STENART<8 0. Division of 
Contracts Nr C- 1 0-83-299. 83/09/17 OaLDMANrP J Management 

Development U Training Staff ALLEN, R A. NRC - No Detailed 
Aff I liatlon Given Ip 18943 237, 


8309230267 Notification of contract execution. Hod 17 to "On-Call 
Kaint for NRC Computer Perlpherel Et^ulpment " 

DORSEY, M Administrative Contracti Branch FIN 8-8162. 
NRC-10--79-399. 83/09/02. DORiE, NH Office of Administration 

UONNSON, C NRC - No Detailed Aff U let ion Given Ip 16943*290 


— 6309230293 Mod 17, deobl igatlng balance of funds for contract eloseouti 
to "On-Call Heint for NRC Computer Peripheral Equipment " 

ROOT.L E Computer 8gstims Support Corp SMITH, P, Division of 
Contracts. FIN 6-8162 NRC-10-79-399 83/09/02 Ip 18943:291 


6309230298 Notlficetlon of grant execution, Mod 3 to "Natural Convection 
Heat Transfer in Spent Breeder Fuel Shipping 
Configurations " Grantee. Howard Unlv 

MCDERMOTT, D> Technical Assistance Contracts Branch. FIN G-tOl9. 
NRC-*G-04-ei-007 83/09/11 BATSON, N Office of Nuclear Regulatory 

Research, Director. MURPHY, J NRC >■ No Detailed Affiliation Given, 
fp 18976 327 


— 8309230311 Hod 3« providing addl funds, extending period of performance 
to 840901 l< incorporating renow'al propoVal, to "Natural 
Convection Heat Transfer in Spent Breeder Fuel Shipping 
Configurations. " 

HARRIS, C L Hawerd Unlv MORTON, K V Division of Contracts. FIN 
0-1019 NRC-G-04-a 1-007. 83/09/11 ip. 18976.320. 


8309230326 Notification of contract execution' "Radiation Monitoring 
Program Riguirements/ " awarded to State of PA, 

HCOERMOTTiD Technical Assistance Contracts Branch FIN B-B396. 
NRC- 28-03-60 7. 83/09/12 MCDSCAR, J, Region 1, Office of Director. 

COSTELLO, F NRC - No Detailed Affiliation Given. Ip 18977:291 


— 0309230332 Contract. "Radiation Monitoring Program Requirements," 
awarded to State of PA Cooperative agreement and 
e Pennsylvania, Commonwealth of, MORTON, K. V Division of 
Contracts FIN B-0396 NRC -28 -83 -60 7 83/09/12. 16pp. 

10977*292 


8309260061 NotiflcatlDn of contract execution. Hod 1 to "Comprehentl va 
Current (Real-Time} Geophysical Data Storage L Retrieval 
Bys. Contractor: USI Corp 

OtLOENHORN, A J , COLEMAN, R C Administrative Contracts Branch. 
NRC-33-03-496 83/04/Oa BASSETT, H Division of Data Automation l< 

Managsmint Information, JOHNSON, C NRC - No Dotal led Affiliation 
Olvin Ip. 18649 076 


— 8309240007 Hod 1, adjusting language of statement of work, travel 
cel lings, overhead rate cei 1 Ing, adding special provisions Ic 
Incrsasing contract amount, to "Comprehentive Current (Reel'* 

Time) Geophysical Data Storag 6 Retrieval Bys " 
e W81 Corp. MATT1A,M, J Division of Contracts. NRC -33-03-4 96. 
83/04/08, 3pp 18649:077 


63092602<}6 Not! flea t ion of contract execution, Nod 1 to "Computer 
Output Microfilm Production " Contractor Anacomp, Inc. 

HCLEARENiT Administrative Contracts Branch NRC-10-83-297 
83/09/23. BE8AH, N J. Division of Technical Information ti Documint 
Control. SKOCZLAS,J. NRC - No Detailed Affiliation Given. Ip. 
18647: 184. 
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“-“8303260282 Mod 1» chAnglnQ location for pickup & dilivcrgi to 
"Computir Output Hicroflln Prodoction '■ 

SEYMOUR I L A Anacompj Inc KAOAN^ T F DlvtsLon of ContrActi 
NRC- 10-03-297 03/03/23 Ip 18647 103 


B303260340 Notification of (rant axscutionj Hod I to "Cond aniatloii & 
Evaporation Rata* for Nuclaar Aaroaolc Fitsion Product 
Ralaafa & H^drogan Mitigation *' Orantaa'Unlv af HO - 
ColUMb la 

HCOERMOTTi D Tachnlcal Aislftanca Contract* Branch FIN 0-1024 
NRC0-04-S1-26 83/03/13 BATSQNi Off lea of Nuclaar Ragulatory 

Rataarch* Dlractor LARKINS. J NRC - No Oatallad Affiliation Olvan. 
Ip. 10629 200. 


‘—0303260341 Mod li incraailng fund* &< aictanding pariod of parformanca to 
040930. to "Condantation b Evaporation Rata* for Nuclaar 
Aarofol* Fl**lon Product Ralaaaa U Hydrogan Mitigation " 

BLOUNT. D H Ml**ourii Unlv of, Columbia MQRTOM.K V Tachnlcal 
A««i*tanca Contract* Branch FIN 0-1024 NRCQ-04-0 1-026 

83/03/13. Ip. 10629 20?. 


0303260377 Notification of contract #»*c utlon. Mod 3 to "Exaffi of 
Agraamant Otata Program " Contractor. Natl Oovarnor* As*oc 
KCLEAREN. T Adminl * trat i va Contract* Branch NRC-06-B 1-293. 

83/03/16 KERRiO (4 Of flea of Otata Program*. Dlractor LUBENAU. J 

NRC - No Datallad Affiliation Olvan Ip 18647.296 


— 8303260300 Hod 3. providing conildaratl on to govt for lata dalivarg of 
contract dal l varab la*# to “Ex-am of Agraamont Btata Program " 
SCHEPPACH.R C National Oovarnor*' A««aclatlon SMITH. P A, 
Dlvltion of Contract* NRC-06-ia-2?3 83/03/16 Ip 10647 237 


8303270090 Notification of contract axaeution. Hod 1 to "Radiation 
Honltorlng Program Rti^ulramant*. " Contractor Stata of NE, 

MCDERMOTT. D. Tachnlcal A*«l*tanca Contract* Branch FIN B-B303. 
NRC-31-83-670 83/03/16 MEYERS. D M Rag ion 4. Office of Director 

NICHOLAS. vl n NRC - No Datallad Affiliation Olvan Ip 18661 332. 


”0303270093 Mod correcting B6R number*. to "Radiation Monitoring 
Program Raqulramant* " 

a Nabraata. Stata of. MORTON. K. V Otvtaion of Contract* FIN 
8-0303 NRC-31-B3-670 83/05/16 Ip 18661.333. 


83OS270097 Notification of contract execution. Had 9 to "Source Term 
Character 1 latlon Raeultlng From Exp lo* 1 va lg-Cau*ad Sacondarg 
Violation* Df Spent Fuel Shipping Caik* " 

Contractor. DHI 

VtOLLETT. S. Tachnlcal Aailitanca Contract* Branch. FIN 8-6710 
NRC-O4-0O-1BO 03/04/80 FOREHAND. W Office of Nuclear Ragulatorg 
fta«iarch. Director LANS. B. NRC ** No Detailed Affiliation Olvan 
Ip 10661:330 


”0303270100 Hod 3. daob ligating fund*, to "Source Tern Characterlxatlon 
RfeeuKlng From Explotlva ly-Cauiad Secondary Violation* of 
Spent Fuel Shipping Catks. " 

LUKZ.F J Gattella Hamorlal Initituta. Colu/nbut Laboratorle* 
OUSTAVEiR P. Dlvlaion of Contract*. FIN B-6710. NRC-04-eO-i80 

83/04/88 Ip 18661' 331. 


6303270103 Notification of contract exec ution. Hod 28 to "Dourncomar 
Effect* Exparimental Program " Contractor' Craara. Inc 
M0LLETT.8, Tachnlcal A«*i«tanca Contract* Branch FIN A-4070 
NRC -04-73- 162. 03/03/06. BATSON. N Of flea of Nuclaar Regulatory 

p*«aarchi Dlractor REYES. J. NRC - No DataUad Affiliation Given 
Ip. 18661 342 


— 8303270103 Hod 20. Inereaalng funding. to "Downcomer Effect* Exparlmintal 
Program " 

HICKINfR. A. Crtara. Inc HORTON. K V. Dlvlfion of Contract* FIN 

A-4070 ^0-04-73-1 68. 03/03/06. 7pp 10661.343. 


8303270100 Notification of contract exac ution. Hod 3 to. "Technical 
A«*l«tanc* in Nuclear Reactor Core Phy«ic*, " Contractor. 

P ie kard. Lowe It Oarrlck Aitoc. Inc. 

8ILVI8.R.H Technical Atiiitance Contract* Branch. FIN B-3347 
NRC-04-73-213, 83/03/18. BATSON. W. Of flea of Nuclaar Ragulatorg 

Rataarchi Director. Ip. 10661:340 


”8303270110 Hod 3. daob 1 igatlng fund*. to "TachnicaL A*«l*tanca In Nuclear 
Reactor Core Phyilc*. " 

PICKARD. J K Pickard. Lowe Oarrlck. Inc, OUSTAVE. R P. Dlvtalan 
of Contract* FIN B-3347. NRC-04-7S-213. 83/03/18 Ip. 

186617041 . 


FOIA FREEDOM OF INFORMATION ACT REOUESTS AND RELEASES 


8303020006 FOIA re^ueat for document* ra Harry Diamond Lab* located at 
S80O Poudar Hill Road. Adalp hi. HD from 1963 to preiant. 
eiHPSON. C Affiliation Unknown. 82/12/13. Office of 
AdmlnUtration 3pp. 18333.001. 


0303020007 Partial responiv to FOlA rei^uett for documinti ra Harry 
Diamond Labs located at 2000 Powder Mill Road. Adalph 1. MD 
from 1969 to present. Forward* document* rexponslva to 
raquait Document* also available in PDR 

FELTON, J M Dlvl*ian of Rules and Records 83/01/11 SIMPSDN.C 
Affiliation Unlrnaiuin Ip 18396 003 


— 8006180978 Requests amend of (iatl/Byproduct License* 19-i7250-01« 
19“1 7290-04. 19-17230-03 6 SNH-34d Amand replaces C Rowe 
u/MD Funkhouter ■* radiation protection officer Rasi/me for 
HD Funkhouser end. 

TARAS, D N Army, Dept of. Headquarter* Materiel Development & 
Readiness Command 03992 80/03/22 Licenilng Management 

Branch 9pp 18393 109 


— — 800S250310 Hatl/8y product License 19-17230-03 for Dept of Army. Harry 
Diamond Lab* is amended per 800903 Itr Amend 4 add* 
conditions of use of licensed matl 

OUINN. P R Licensing Managemant Branch 00/07/13 2pp 
10335 090 


— 8000250337 Matl/By product License 19-17230-04 for Dapt of Army. Harry 
Diamond Lab* 1* amendad par 000903 Itr Amend 3 authorixa* 
u«a of Ilcented matl par 7001 10 U 0011 application* 6 800903 
ItF. 

OUINN, P R Licensing Management Branch 00/07/09 Ip 
10336 019 


— 8000230463 Hatl/Bij product License 19-17230-01 for Dapt of Army. Harry 
Diamond Labs is amended per 800903 Itr Amend 3 adds 
conditions of usa of licensed matl, 

OUINN. P R Licensing Managamant Branch 80/07/02, Ip 
18336 211 


— 8103130267 Request* amend of Matl/Byproduct License 19-17290-01 to 
delete PA Caldwell. HE Dlatieler 6 JE Staffordudd KO Kerris. 

CC Casacr 8. P Sarlglanis 6 remove radiation detection 
Instruments 

BENOIT. W R Army. Dapt of 06602 81/01/22 NRC - No 

Detailed Affiliation Otvan 3pp 18336 314 


— 0104030770 Hatl/Bgproduct Licenie 19-17250-01 for Dapt of Army. Kerry 
Diamond Labi is amended per B10122 Itr Amentf 4 change* 
reading o-f Condition* 12 St 16 re names of user* of Ilcented 
metl 

OUINN, P R Licensing Management Branch 81/02/23 Ip, 

18336 210 


--B104060B99 Requests amend of Ma 1 1 /Byproduct Llcenta 19-17250-03 to 
add P Sarlglanis as alternate operator of Co-60 facility L 
delete obsalata radiation datection Initrumenti 
TARA9, D, Army. Dept of. Headquarter* Material Development It 
Readinas* Command 26974 81/02/0? Licenilng Management 

Branch Ip 18339 104 


--03O9O2OO1O Amend 1 to Metl/Syproduct License 19-17230-04 for Dapt of 
Artsy. Harry Diamond Labs, author 1 z Ing use of Irradiated 
alactronte equipment & threshold detectors. 

OUINN. P,R Licensing Managemanb Branch 70/06/07 Spp. 

18333 004 


--8309020019 Application to renew 6 amend Matl/Byproduct License 
08-02434-01 for Harry Diamond Lab*, authorlz Ing listed 
Individuals at users of Co-60 6 Ci-137 scaled sources for 
calibr of radiation detection instruments 
CAMPAQNA.J H, Army, Dept of 93B20 67/04/03 lOpp. 

10333 006. 


--8309020016 Forwards application to renew Matl/Byproduct Llcanst 
00-02434-01 for Harry Diamond Lab*. Approval recommandad, 

MCORAH. T. L Army. Dapt. of 93020 67/04/10, Atomic Energy 

Commission. Ip 10333' 016 


--8309020017 Application to ranau Natl/Byproduct Llcante 08-0-2334-01. for 
Harry Diamond Lab*. authorl i Ing listed Individuals a* users 
of Co-60 If Cs-lS? sources for calibr of radiation detection 
instruments 

SISCO. H H, Army, Dept of 69029 69/03/17 2pp tB353'017 


— 0305020022 Recommends that and application for renewal of Hatl/ 
Byproifuct License 08-02934-01 for Harry Diamond Lab* be 
approved. M/o and 

FLYNNiR, H. Army# Dapt, of. 69029. 63/06/17 Atomic Energy 

Co-mmlssiDn 3pp. 18359 019 


— 8305020027 Ack receipt of 620417 notification dasignating OP Henson 
ai radiation protection officer V chairman of radioactive 
matle control board Application to amend llcante requested, 
CUNNINOHAH. R Atomic Energy Commlitlon QRDTL-032 62/06/13 
Army. Dapt, of Ip. 18333' 020 
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NONDOCKHTED ITEMS 


-S30S02I1031 R«ti!iMi»nd« dpprovjl of inc> r«qu"«‘ tor ‘^*"S** Dlonond 
Ordnjoco Foi* Lot rodtotlon prqttcflon progrom Rodlol lotopi 
facllltiti «d«qu4l;» ^ *0. j 

DANieUB.R 0 Arny, 0»j>t Of HEDPB-PO A2/04/23 Atomic 

Efiargy Commiiilon 3pp 10333 021 


^-0303020033 Suhmiki rati^lti o# l»ak«S» Co-AO t»al»d »Durc»» p*r 

Condition 15 of Hatl/Byproduct Llc*n»« 00-02534-01 Smtar 
t**t rcaovdd contamination of 0 3 «Ci fi*am ono laaled 
1 ourc a 

WCCOBKEYiR E Armyj Dipt of ORDTL-230 62/02/00 Atomic 
Enorgy Cocmlsilan Ip 10353 024 


— a30502003? Matl/Byproduct Llcin** 00-02534-01 for Diamond Ordnanca Fuze 
tab** authortitnp poiteitlon & uit of Co-fiO tractrlab «llv«r 
laldarrd italid tourcit 

* Atonic Enirgv Commlitlon 37/03/01 2pp 10335 025 


— 0303020042 Rtcommcnif « approval of and application for reniiiral of Hatl/ 
Byproduct LicintfS 00-02534-01 tc 00-02334-02 for Diamond 
Ordnanci Fuzt Labij rtquactlng ui* ^ pos*a»flon of 246 2 
imCi Co-60 It 13 mCl Ct-137 

OANIELSxR 0 Army. Dipt of HEDP8-PD 61/08/01 Atomic 
Energy Coamliston Ip 16333 027 


— 8303020047 Application for rentwal of Hatl/Byprodoct Llcen*e 
OQ-02334~01 p authorizing RE KcCoikey as radiation protection 
officer li poiiission A use of 243 mCl Co-60 A 15 mCl C«-137 
-stored in lead pigs 

e Amy, Dept of 36370 61/07/12 6pp 10355 020 


— 0305020049 Trip rept of 590414 visit to Diamond Ordnance Fwie Lab, 
Uathlng ton, DC re radioisotope program at facility Program Is 
limited tc dois not require svct of full-time health 
phyitc 1 St 

GA&01Nj N Atonic Energy Commission 59/04/14 Atomic Energy 
Comnliiion 3pp 10355 036 


--93090S0037 Application for rtneual of Hatl/Byproduct License 
00-02334-01, authorl zing R KcCofktv as development supervisor 
& e£ Conrad as radiological safety officer as users of Co-60 
Sc Ce-I37 sealed sources 

a Army, Dept of 17453 59/03/03 4pp 10335 039 


— 0303020063 Forwards DIaaond Ordnance Fuze Lab application for matl/ 
byprodvct 1 icenie, authorl zing use of 223 mCi cobalt 
Expedited handling requested License needed by 370313 
Releted matl end 

BARJtER, R F Atomic Energy Commission 57/04/15 BUCHANAN, C R 
Atomic Energy Commission 3pp 10335 043 


— 0305020070 RecoAmtnds approval of end application for matl/hyprodgct 
license for Diimond Ordnance Fuze leb, author! 1 ing use of 
245 mCI Co-60 It 13 mCl Cs-137 in staled sources 

CALLlSONtR L Army, Dept of MEDCE-OH 37/04/17 BUCHANAN, C R 
Atomic Energy Commlsiion ip 18353 046 


—0305020001 Forwards Harry Diamond Labs application to amend Llcansts 
19-17230-01, 19-17250-03, 17-1 7250-04, 19-17250-05 k SNM-0348 
Amend removes UE Stafford as radiation protection officer 
k substitutes CA Rowe 

QUEEN, H 9 Army, Dept of 76301 70/09/06 Radioisotopes 

Licensing Branch (Pre 770301) 3pp 10353 047 


—8305020107 Amend 3 to Matl /Byproduct License 19-17250-03, author I * 1 nfl 
Sr-90 for use as check source 

OUINN.P Division of Fuel Cycle k Material Safety 02/08/30 
3pp 10355 060 


— Q303020191 Amend 2 to Matl/By product License 19-17250-08, revi 1 ing 
Condition 16 re possession 8< use of licensed matls 
COMBS, F Radioisotopes Licensing Branch <Pre 790501) 70/09/29 

Ip 10333 063 


— 0303020196 Amend 1 to Matl /Byproduct License 19-17250-03# author I x 1 ng 
storage of Am-24i,8r-90 es check source In Uictorian Models 
AOB-IOKO-SR survey instrument & 716A remote area monitors 
BAS8IN,N Radioisotopes Licensing Branch <Pre 790501) 77/00/29 

3pp 18353 064 


—0305020200 Hatl/Byproduct License 19-17SSO-03 for Harry Diamond Labs, 
authorizing use of Am-241, Sr-90 sealed sources for startup 
of Trlya Mark F Reactor l< check sourcos in Vlctoreen 
Models AOB-lOKO-SR & 716A remote area monitors 

8A8S1N, N Radioisotopes Licensing Branch (Pre 790501) 76/1 1/£0, 

3pp 10335*067 


— 0305020201 Ack receipt of application for reneual of Matl/Gyproducb 
License 19-17230-03 License will not expire until final 
action taken 

HICKEY, J.N Division of Fuel Cycle k Material Safety 12134 
62/00/05 TARA9, D Army, Dept, of Ip 1 8355 070. 


— 0305020204 Forwards application to renew Hatl/Dyproduct License 
19-17250-03/ author 1 z ing possession St use of 8r-90 Vlctoreen 
BD-lOlOA sealed source as calibr source 
TARAS. 0 N Army, Dept of DR CBF-P/fl2- 007 5 02/07/27 

Radioisotopes Licensing Branch (Pre 790301) Ip 18335.071 


— 8303020207 Application for matl/byproduct 1 icense. author! 1 ing 
MJ Borlfky as radiation protection officer I, JM McOarrlty as 
alternatei for use of ar-90 Victoreen 0B-tOlOA sealed source 
at calibr source 

» Army, Dept of, 12134 02/06/02 i7pp 10355 072. 


‘-830S020212 Notifies that Matl/Dgproduct License 19-17230-03 etpiroe on 
820831 Renewal application must be filed u/updated info re 
radioisotope progrem 

« Licensing Management Branch 12134. 62/03/20 Army, Dept, 

of Ip 10355*089 


—0305020220 Matl/Byproduc t License 19-17250-05 for Harry Diamond Labe, 
autriorliing possession k use of Co-60 

OUINN/P R Licensing Management Branch 79/05/10 3pp, 

10335 092. 


'0303020306 Amend i to Matl/Byproduct License 19‘**17280-03, adding Co-W) 
sealed source to Items 6, 7 «c S, per 780112 application 
COMBB,F C Radioliotopet Licenelng Branch (Pro 790501), 70/05/19, 

Ip 10355,095 


—8308020318 Amend 2 to Matl/Syproduct License 19-17250-03, revis ing 
Condition 17 re posseesion l< ute of licenced matl, per 700011 
app 1 Icatlon. 

COMBS. F C Radioisotopes Licensing Branch (Pre 790501) 70/09/89. 

Ip 10335 096 


8305020095 Application to amend Licenses 17-17250-01,19-17280-03 
19-17230-04,17-17230-03 k SNM-0348, removing JE Stafford as 
radiation protsctlon officer k substituting CA Rowe 
OOODHIN, CR Army, Dept of 76301 78/00/11 2pp 18333 


-830^201» Ack r^lpt of application for renewal of Hatl/Byprodui 
License 17-17230-04 Current license will not tiplpt until 
final action taken 

I* Cycle k Material Safety 08400 77/07/15 

TARAE, O N Army, Dept of ip 18333' 05l 


*** application for mail/ 

^^ **'** handling l< etorage of sourcei 

" ' En.r,u 


HINMAN, U, S 
Comaii scion. 


—83050^16? Recommends approval of Diamond Ordnance Fuia Lab 
application for Licenses 06-02534-03,00-02534-04. 

00-2524-01 6 08-02534-03 1, 08-O2334-W^ut?cH?J;g 

57/03/24, Atomic Energy 


KRAULfC U 
CoMlsslon 


Army, 

If 


Dept of. 
1B3S5 034 


17433 


—8305020178 Application for matl/byprod 
possession k use of 243 mCl Co-60 I, 
tracarlab I, sealed sources, 

* Armyi Dept of 37/04/12 3pp 


uct license, author! zing 
15 mCl Cs-137 In 

10335,035, 


— 8305020323 Natl/By product License 19-17250-05 for Harry Diamond L«bi, 
authorizing possettlon of 37i 296 Ci Co-60 sealad sourco 
for use in water pool irradiator for irradiation of matU 
ezcluding explosives k flammable matle. 

BA3S1N, N Radloliotopes Licensing Branch (Pre 790301) 77/11/14. 

app 10355. 097 


—8305020305 Matl/By product License 19-17250-05 for Harry Diamond Labti 
authorizing usa 37,296 Ci Co-60 sealed sources In weter pool 
Irredtetor for Irradletion of metis exluding explosive k 
flammable metis. 

BAfiSINtN, Redlolsotopes Licensing Branch (Pre 770301). 77/11/03. 

3pp 18335’ 100 


—0305020525 Amend 4 to Metl/Byproduct License 19-17250-05 for Harru 
Diamond Lab, listing P Sarigianis as alternate operator 
of Co-60 facility b removing listed redletion detection 
Instruments from Item 10, 

BENAITtW. R Army, Dept, of 06974. 81/01/03. 4pp. 18335: 109. 


-0303020339 JPP) icatlon for emend to Licensai 19-17250-04, 19-17a(K>-03, 
19-17230-01,19-17230-03 k 8NM-034S, removing JE Stafford as 
radiation protection officer t, replacing CA Rowe 

7a/0B/U. R.dtqliotop*. Lic.n,tn( 
Branch (Pre 790501), 2pp. 10355*117. 



NONDOCKETED ITEMS 
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— 83090SOS49 Foruardi Harrg Dlamand La6v application for ranftual ti amend 
of Katl/Bgproduct Lltanif 19-17290-03 Amend delates 16 g 
P«/8o neutron source from list of sources available for 
callbr & inclusion of storage for Am-241 source 

TARASf D N Armyj Dept of 66400 77/0A/3O Divlstan of Fuel 

Cvel* Material Safety Ip 16399 120 


— B309020990 Application for renewal of Matl/6gproduct License 
19-17290-O3 j author! * Ing JE Stafford as radiation protoction 
officer Ic JM McOarrity & CA Roue as alternatas & listed 
users of Am-241 8r-90 sealed sources 

LQWREyi A Armg, Dept of 86400 77/09/23. 14 kP 18399 121 


— Q309020994 Application for amend to Mat 1/Bgproduct License 
08-02934-10/ author 1 2 Ing TH Oruccl/ radiation protection 
officer/ as user of Am-241 berglllum neutron source as 
startup source for Trlga reactor 

# Army/ Dept of 71763 76/10/06 3pp 18399 139 


—8305020558 Application for amend of Matl/Bgproduct License 08“02534~07/ 
authoriiing JE Stafford as radiation protection officer 
MCOREOOR/T. Army. Dept, of 84029 76/10/04 6pp 10399 138 


— B309020560 Forwards Harrg Diamond Labs application to rensw & amend 
Hatl/Bgproduct Licenses OB-02934-01 4* 08-02934-09 Licenses 
uin expire on 720831 Approval requested 

REHRIO. A U Armgj Dept, of 26999 72/06/29 Atomic Energy 

Commission 2pp 18399 144 


— 8309020964 Application for renewal of Matl/Byproduc t License 
06-02934-09/ author 1 2 Ing KA Cemann as radiation protection 
affietr (< JM McOarrltg U CA Rowe as alternate users of 
An»-24l Sc Sr-90 sources for Trlga Mark F reactor 
MOONEY/ T Armgi Dept of 29041 72/06/12. I7pp 18399 146 


—8309020967 Application for renewal of Matl/Bgproduct License 
06-02934-09/ author 1 ling tb Orucei as radiation protection 
officer Sc WL Oletelar/JM McOarrltycEO McOarry 8* RB Oswald as 
users of Am-241j8r-90 Si Hf-19a 

CAMPAONA.J, H ArmVi Dept of 99702 67/06/12 12pp 

16399 162 


—8309020971 Forwards Harrg Diamond Labs application for renewal of 
Matl/Bgproduct License 08-02934-09. Approval recommended. W/o 
and. 

MCKEEN. C M. Armg/ Dept of LOO/PE-ISB 67/07/17 Atomic 
Energg Commission Ip 18399 174 


—8308030008 Recommends that end application for amend to License 
08-02934-10 be approved 

FLYNNcR M Armgr Dept of L00/e2 69/09/29 Atomic Energy 

Commlstlon. Ip 18399.179. 


— 8309030020 Application for renewal of Hatl/figproduct License 
08-02934-10/ author i 2 ing possession & use of 90 uCl Am-241 Si 
10 Ci bergllium nautron source 

BI6G0. H U Armgr Dept of 74499. 66/01/11 9pp 18399 176. 


— 6309030023 Notifies that amsnd to License 08-02934-09 requesting 
pofietflon of 9 met Au-198 In liquid form canceled Au-196 
sealed sources consist of solid matalJic foils 

ORl/CClrT. B ArmUi Dept, of 69/06/29. BABSINj N Atomic Energy 
Commission Ip. 18399 1B9 


— 8309030027 Recommends that Au-19S in liquid farm be deleted from 690416 
application to renew License OS-02934-09 Approval also 
requested 

FUYNNrR. M. Armgi Dept of 69/07/19. Atomic Energy Commission 
Ip 18399, 186 


— 6309030039 Application for renewal of Matl/Byproduct Ltcanse 
06-02939-09/ author 1 Xing TB Orucci as radiation protection 
officer S( possession >< use of Sr-90/Au-19e Si Pd- 210 
SlSCOiH. VI. Armyj Dept, of 69/06/01 ilpp. 18399:167. 


— 6309030047 Requests addl Info re use Si handling of AU-19S l< drawings or 
specs for seeled sourcee containing Au-198/ in responee to 
690416 application to emend License 08-02934-0? 

BASaiN/N. Atomic Energy Commission. 6823 1. 69/06/21 Army/ 

Dept of. Ip. 18399. 199 


— 6309030099 Application for matl /byproduct 1 icens#/ author txlng TB Oruccl 
as radiation protection officer Si listed individuals as 
users of 9 fflCi Au-198 auric chloride liquid for use w/Trlge 
dosimetry studies 

BlBCOiH, W Army, Dept of 69291, 69/04/16 9pp 1 6399' 200. 


— 8309030063 Application to amend Matl/Byproduct License 0a-O2934-09i 
substituting TB Orucci In place of QP Hanson as radiation 
protection officer 

FLYNN. H M Army, Dept of 69/05/18 Atomic Energy Commission 

3pp 18399 209 


—8309030073 Application to amend Matl/Byproduct License 00-02934-09/ 
substituting TD Orucci In place of OP Hanson as radiation 
protection officer W/o enc 1 resume 

FLYNN. R M Army, Dept of 66349 69/03/09 ip 18399 212 


— 8309D30DBO Forwards Harry Diamond Labs application for renewal of 
Matl/Bgproduct License 08-02934-10 Approval recommended 
SEIDLER, 0 Army, Dept of 69/01/27 Atomic Energy Commission 

Ip 10399 213 


— B309D30087 Forwards drawings for encapsulation of 10 Ci Am/De neutron 
source for use as startup source in HDL-DORF Trlga Meric F 
reactor Both vendors should be approved as possible sources 
for item Related info unci 

BERMAN, P O Army. Dept of 66/02/01 DAS51N. M Atomic Energy 
Commission 4pp LB399 214 


— 0305030092 Bobmlts addl info In response to 651101 request re 690819 
application for possession S< use of Am-S41 beryllium neutron 
source U8 Nuclear Corp has two sources of 6 40 & 10 Cl 
designated as Models AM-20D & Am-30? 

ORUCCI. T 8 Army* Dept of 69/11/30 BASSIN. N Atomic Energy 
Commission ip 10398 066 


— 8303030090 Requests add! info re model numbers of Monsanto fteseerch 
Corp li Numec Instrument 6 Contois Corp sources, in response 
to 690819 application for Am-241 beryllium nautron source 
BA88IN>N Atomic Energy Commission 69/11/01 Army, Dept of 
7pp 10399 219 


— 8309030109 Application for renewal of Matl/Byproduct License 
08-02934-07, author 1 s Ing OP Hanson as radiation protection 
officer 6 WL Olesler 8i PO Berman as users of Po-210 & 8r“90 
SISCO.H W Army, Dept of 53149. 63/08/09 iipp 10399' 226 


— 9309030129 Recommends that amends ti renewals of Ma fcl/By produc t 
Licenses 08-02934-01 6 08-02934-09 for Harry Diamond Labs he 
approved tc disposition of isotopes on License 08-02934-02 be 
shown as stated on end certificate W/o end 
DANIELS, R,0 Army, Dept of. 63/00/01. Atomic Energy 
Commission ip 10399 237 


— 8309030142 Forwards Diamond Ordnance Fuse Labi application for amend 
to Matl/Byproduct License 08-02934-09 for 2i 430 mCl 8r-90. 

Approval recommended. Radiation protection program adequate 
for proposed use 

DANIELS, R 0 Army, Dept of 49063 63/Q1/22 Atomic Energy 

Commission Ip 10399 SG8 


— 6309030147 Application for amend to Metl/Bypr oduc t License 
08-02934-09 for possession li use of Po-2io 
DANIELS, R.o Army, Dept of 62/08/2B Atomic Energy 
Commission 2pp 10399.241 


— 8309030194 Forwards Diamond Ordnance Fuae Labs application to amend 
Matl/Byproduct License 08-02534-09 to include one addl 6r-90 
sealed source Approval recommended 

DANIELS, R.O Army, Dept of. 41312 62/02/28 Atomic Energy 

Commission 9pp 16379 007. 


— 8309030163 Application far amend to Matl/Byproduct License 08-02934-09, 
authorising OP Hanson to perform tests for leakage Ic 
contamination, rep lacing A Schuebel 

MCEVOy, R Vf. Army, Dept of. 62/07/11 2pp 18399 244. 


— 8309030169 Application for matl /byproduct 1 1 cense, author i i tng 
possession tc use of 6r-90 sealed sources included In listed 
monitoring Instruments. 

FLYNN, R M. Army, Dept of 68281 61/10/30 9pp 18399’ 247. 


—8309030174 Forwards Diamond Qrdfiance Fuxe Lab application for 
matl/byproduct license for 1820 mOl Sr-90. Approval 
recommended Radioisotope facilities adequate 
DAN1ELS,R,0. Army, Dept. of. 61/11/01 Atomic Energy 
Commission Ip. 10399;292 


— 8309030179 Forwards Diamond Ordnance Fuze Lab application for 
matl/byproduct license for possession b use of 20 Cl 
Po-210 

DANIELS, R 0 Army, Dept, of 36700 61/0B/17 Atomic Energy 

Commission. tp 18399.293 


— 9309030105 Application far met 1 /byproduc t 1 1 cense, author i c ing 
possession 6 use of 20 Cl PD-2tO seeled neutron sources 
818C0, H. W, Army, Dept of 61/08/16 9pp 10399’ 294, 
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0303030189 AfUDiid 3 to License SNri-348, r avl s 1 nj Subitems 7 A-9 F & 
Conditions 10.12 tB re dosimetrij studies 8c celibr studies 
WALKER. W J Division oP Fuel Cgcle 4 l Material SaPetg 02/12/21 
Ip 18333 239 


8305030193 Amend 2 to License 5NM-348r r evi s ing Condition 10 re 
possession & use of licensed matt descrilied In Items 7 & 

8 

OUIMN. P R Division of Fuel Cgcle U Material Safety 00/07/09 
Ip 1B33S S£0 


0303030201 Amend 1 to License aNM-34a. revi s ing postestion amounts for 
Pu-239i. Np-237. dep leted U. 0-233 & U-23B encapsulated fission 
foils & sources 

COKaS.F C Division of Fuel Cgcle Sc Material Safety 70/10/30 
3pp 18333 261 


— 0303030268 Amend 3 to License SNU-SdOi rsvlting Items 7 & 0 8c adding 
Item 14 re licensee compliance «j/attac6ed leak test 
conditions for Pu alpha sources 

DDULdS.N f NilSSDAUMERc D Atomic Energy Commission 64/01/21 
GOLDSTEIN. D L Army. Dept of Ip 18333 333 


— 8305030270 Foriiiards Amend 2 to License License does not 

authorlie Insertion of metis into nuclear reactor Insertions 
must be authorized W/o encl 

JOHNSON. L Atomic Energy Commission 63/07/26 GOLDSTEIN. B L 
Army. Dept of Ip 10355 334 


— 0303030201 Amended License 8NK'*340 for Harry Diamond Labs, authorl zing 
enriched U-23S as Pu-Be neutron source 8c 64 6 g as fission 
foils 

* Atomic Energy Commission 63/09/26 4pp 18355 333 


0303030207 Renewed License gNM-GAB for HfarTy Diamond Labs, author i i ing 
possession Ic use of Pu-239i U-233i natural 8c depleted U & 

Np~237 encapsulated fission foils 

LAVFIELD.R L Atomic Energy Commission. IHrectorate of Ulcenslng 
72/12/19 2PP 18355 264 


-03O3O3OS12 License SNH-SAB for Harry Diamond Labs, author! i ing 
possession 8. use of Pu-239. U-233i natural & depleted U 8c 
Np"237 encapsulated fission foils 

LAYFIELD.R L Atomic Energy Commission 60/07/15 3pp 
1G33S 266 


8305030213 License SNM‘'34e for Harry Diamond Labs, author! i Ing 
possession 8c use of Pu & J enriched in U-233 fission foil 
JOHNSONiL Atomic Energy Commission 65/07/16 3pp 10359 267 


-6305030218 Application to amend License SNM-340. requesting storage of 
matls prior to trans f er. substl tutl ng CA Roue as alternate 
radiation officer & listing MJ Borlsky as radiation 
protection officer 

MaTHERSDAUGHi L Army. Dept of 21637 82/11/22 

Rad lolsotopes Licensing Branch (Pre 790501 > 12pp 10355 272 


-8305030225 Forwards resume of MD Funkhouser* designated near radiation 
protection officer at Harry Diamond Labs replacing C Rowe 
H/o end 

TARAS. D N Army. Dept of 1646? 00/05/22 Radioisotopes 

Licensing Branch <Pre 790501) 6pp 13355 264 


— 8305030206 License 8NK**340 for Harry Diamond I abt# authorizing use of 
16 g Pu encapsulated as Pu-Be neutron source. 12 micrograms 
encapsulated in fait neutron detectors & iO g encapsulated 
at neutron activation detectors 

JOHNSON. L Atomic Energy Commission 62/02/27 tp 10355 339, 


— 0305030269 License SNH-340 for Diamond Ordnance Fuze Lab. authorizing 
use of 16 g Pu encapsulated at Pu-Be neutron source 12 
mtcrograms encapsulated In fast neutron detectors 
* Atomic Energy Commission 61/U/14 2pp 10355 340 


— 0305030296 License 8NM-340 for Diamond Ordnance Fuze Lab. authorl zing 
possession ic use of 16 g Pu encapsulated ae Pu-Be neutron 
source 6 12 micrograms encapsulated in fast neutron 
detectors 

NUSBBAUNERiD Atomic Energy Commission 61/05/10 Ip 
18355 342 


— 0305030301 License 0NH-340 for Diamond Ordnance Fuze Lab. authorl zing 
possession 8. use of 16 g Pu as encapsulated Pu-Be neutron 
source 

DELANEV. J C Atomic Energy Commission 60/02/03 2pp 
10355 343 


— 0303030304 Amend to License 9NH-*340. correcting docket number error in 
Item 5 Correct number should be 70-0378 

LAYFIELD. R L Atomic Energy Commission 60/07/24 HAA0. C F 
Army. Dept of Ip 18355 349 


-8305030233 Forwards Harry Diamond Labs response to 780706 Itr re 
License SNM-348 Headquarters concurs w/response 
Ack of receipt of correspondence requested H/o encl 
TARAS. DN Army. Dept Of 70667. 78/07/24 CDKD8.F 

RadieUatopes Licensing Branch <Pr« 790501) tp 18355 239 


— 0305030309 Forwards rsnewed License 8NM-346r ref lectlng leak test 
condition for Pu as sealed source H/o end 

LAVFIELO. R L Atomic Energy Commission 60/07/19 HAAB. C F 
Army. Dept of Ip 10399 346 


'0305030239 Submits addl info re s'ecurity requ 1 rements. radiation safety 
facilities 6 procedures for storage 8. use of Np-237 foil 
matl listed on Harry Diamond Labs application for renewal of 
License 5NM-34B 

OaODWIN. C R Army. Dept of 78/07/19 COMBS.F Radioisotopes 
Licensing Branch <Prc 79050£) 2pp 16355:290 


-8309030247 Requests add I info re security requirements, radiation safety 
facilities 8. procedures for use 8c storage of Np-237 8( 
description of leak testing procedures for fission foils 
tOMSSj F Radioisotopes Licensing Branch (Pre 79050 i ) 70/07/06 

TARAS. D N Army. Dept Of. Headquarters Materiel Development Sc 
Readiness Command ip 18335 292 


“8305030251 Application for renewal of License SNM-348. ref I ecting 
changes In location of lab headquar tere. amount of Pu-23? In 
Pu-Ee neutron source it radiation protection officers 8c 

usere 

TARA6. 0 N Army. Dept of 77/11/18 Radioisotopes Licensing 

Branch tPre 790501) 17pp 18355 293 


“0305030255 Ack receipt uf application to renew License 8NH-346 License 
expire until final action taken 

Radioisotopes Licensing Branch CPre 790S01) 08143 

TARAS. D N Army. Oept of ip 18355 310 


amend & renewal of License SNN-340. 
use of 9 76 mg Pu-239, 0 24 g 0-239. 

/04 Atomic Energy 


cvlsing expiration date to 
to 1 1 cense record 
>n 65/01/12 FLYNN. R M 


““8305030312 Application for renewal fle amend of License 6NM-340. 
authorizing possession use of 94 7 g Pu 8< 16 g Pu-239. 
Np-237. depleted U. U-239 & U-230 neutron source in 
encapsulated callbr sources & fission foils 
HAAS.C F Army. Dipt of 60/06/29 llpp 18359*347. 


— 0309030320 Notifies that License 8NM-34B expires on 680731. 
Application for renewal of license should be filed within 
30 days Notification should be given at decision not to 
renew by completing encl form H/o encl 

NUSSBAUHER.D A Atomic Energy Commission 60/09/26 8EJDLER.G. 
Army, Dept of Ip 10399,350 


— 8305030323 Forwards renewed License SNM“a4B. W/o end 

JOHNSON. L Atomic Energy Commission 65/07/16 SEIDLER.O Army. 
Dept of Ip 1B35S-3S9 


— 0309030326 Forwards addl info ra use 8« storage of Pu neutron source, 
par AEC 650604 request Includes description of Pu nsutron 
source 8i dimensions of tantalum 8< stainless steel source 
container. 

SEIDLER.O Army. Dept of 65/07/06 Atomic Energy Commlsflon 
2pp 10359 360 


— 8309030332 Requests addl info ri use 8. etorage of Pu neutron source 
l< personnel monitoring programs in response to 690909 
application to renew License 8NM-340. 

LAYPIELO. R L Atomic Energy Commission 69/06/04 FLYNN. R M 
Army, Dept of Ip 18395 362 


— 8305030335 Application for renewal 8. amend to License 0NM“348i 
authorizing 13.4 g Np-237. 54 5 g Pu-239. 54 5 g U-235 8< 143 g 
0-230 in form of fission foils for callbr studies 
FLYNNrR M. Army. Dipt of 69/05/09 Atomic Energy Commission. 
12pp 18396 001 



NONDOCKETED ITEMS 


459 


— 830503033? Matl/Bi^prodU(;t Llcan^a 19''l7a50-04 for Dopt of Arnitfi Harry 
Oidfnond Labti author 1 1 Ing uie of 290 mCl lrra<fi 4 tad 
■ lactronle etiulpmtnt tt thrsshoid detsctori for experimental 
((•valopmant of laser devices 

aASSIMjN Radioisotopes Licensing Branch <Pre 790501} 7&/11/24 

Spp 18356 013 


— 8305030684 Amend S to Matl/By product License 19^ 172S0-04i making 
editorial changes to Condition 14 

COKB 64 F Redtolsotopes Licensing Branch (Fra 790501) 78/09/89 

Ip 18356 016 


—8305040060 Application to amend License 19^17250-01 » 19-17S90-03. 
l?“17a90-04, 19-17250-05 & aNM-34B. r emoving JE Stafford as 
radiation protection officer it substituting CA Ro^e 
OOODUtNf C R I OUEENi W 0 Armgj Oept ofj Head guartars Materiel 
Dtvelbpment it Readiness Command 78/OB/ll Radioisotopes 

Licensing Branch (Prc 790501) 3 pp 18356 023 


— 8305040081 Ack recalpt of application for reneual of Matl/Byproduc t 
License 19-17250-04 License will not expire until final 
action taken 

OUINM. P R Radioisotopes Licensing Branch (Pre 790S01 ) 92389 

78/01/27 TARASj D. N Armyj Dept off Keadguar ters Materiel 
Development b Readiness Command Ip 18356 026 


—8305040089 Application for reneual 6 amend of Mat I/Byproduct License 
19-17250-04; removing EO McOarryiFW Balickl b MS Rothstein 
from list of authorized usere of licensed matl & adding CR 
KelmbachfTL Pruitt b s Share as authorized users 
TARASf D N Army; Dept of> Heariyuarters Materiel Development b 
Readintes Command 92389. 78/01/16. Radioisotopes Llcenting 

Branch (Pre 790501) 2pp 18356 027 


-‘^8305040093 Application for reneual b amend of Matl/Hyprodiuct License 
19-17250-04; author i z ing listed individuals to use any 
byproduct matl u/Atomlc Numbers 3-83 inc lusive; w/ac tivated 
olactronlc b thrashold detectors 

RAMSOENf J J Army^ Dept of 92309 83/01/11 15pp 18356 02? 


— &30S040103 Forwards Harry Diamond Labs application for renewal of Hatl/ 
Byproduct Llcenee 19-17850-04. 

TARAS; D N Army; Dept of; Headquarters Materiel Development b 
Readiness Command 94530 78/05/18 Radioisotopes Licensing 
Branch (Pre 790501 > Ip 18356' 044 


—8305040114 Application for renaural b amend of Hatl/By product License 
19-17250-04; authorl z Ing listed individuals as users of 
any byproduct matl u/Atomic Numbers 3-8 b electronic 
equipment 

RAMSDEN;^ J Army; Dept of 94530 70/01/16 16pp. 18356 047 


— 830504()120 "Procedures for Maintaining RadlDloglcal Safety; 

Administrative Circular' 6. 

a Army; Dept, of 23772. 57/10/31. 4Bpp 18356 063 


--8305040127 Forwards application to amend Matl/Bypr oduct License 
08-02534-06 for Harry Diamond Labs Amend reflects new 
location of headquarters b removes Semiconductor b Radiation 
Effects Physics Branch. 

TARA 81 D N Army; Dept, of; Headquarters Materiel Development b 
Readiness Commend ORCBF-P 176-0090 76/10/06 Office of 

Nuclear Material Safety b 8 af eguardsr Director. Ip. 1B356‘113 


— 8305040158 Application for amend of Mat l/Byproduct License 08-02534-06 
for Harry Diamond Labs No changes indicated 

MCORgOORiT, Army; Dept of 89035 76/10/04. 2pp. 18356 113 


— 0305040165 Forwards application for amend to Met 1/Byproduct License 
00-02534-06 for Harry Diamond Labs; author 1 z ing llstid 
individuals as users of any byproduct matl ui/Atomic Numbers 
3-03 in activated electronic equipment 

RATCLIFF; R. H. Army; Dept of DALO-MAB-I 74/04/08. Atomic 
Energy Commiiilon Ip. 18356. US 


— G305040175 Application to amend Matl/Byproduc t License (38-02534-06 for 
Harry Diamond Labsr authori zing listed individuals as users 
of any byproduct matl w/Atomlc Numbers 3-83 in activated 
electronic equipment b threshold detectors 

EIN 8 EL;D. W. Army; Dept, of 47101 74/04/18 i 6 pp 18356-116 


— 9305040183 Farwerde application for renewal of Mat I /By prod get License 
00-02534-06 for Harry Diamond LabS; deleting b adding listed 
names for users of activated electronic equipment b 
threshold detectors for experlniental laser development 
REHRIO. A H Army; Oept of DALO-MA: 73/01/U. Atomic Energy 
Commission. Ip, 18356*132 


— 8305040187 Application for reneual b amend of Hatl/Byproduct License 
08-02534-06 for Harry Diamond Lab s . de 1 e t i ng b adding listed 
names for users of activated electronic equipment b 
threshold detectors for experimental laser development 
EINSEL, D W Army. Dept of 73/01/04 I4pp 10356 133 


— B30S040200 Forwards application to amend Matl/Byprod-uct License 
08-02534-06 for Harry Diamond Labs Amend allows far max 
possession of lOD Cl of isotopes resulting from activation 
of crystals (laser rnatls) 

KELLEY; W D Army. Dept of DALO-MAE-I 71/11/10 Atomic 
Energy Cammis«lon Ip 1G356 146 


— 8305040211 Application for amend of Matl /Byproduct License 
08-02534-06. authori z 1 ng listed individuals as users of 
activated electronic equipment b threshold detectors for 
experimental development of laser devices 
CAKPA 6 NA 1 J H Army. Dept of 25059 71/09/24 Llpp 

10356 147 


— 8305040317 Application to amend Ma tl/Qyproduct License 08-02534-06. 
including Connecticut Avenue b Van Ness Street location »% 
place of usage for irradiated electronic equipment 

HAAS. CF Army. Dept of LQO/PE-lSO 69/09/05 Atomic Energy 
Commission 2 pp 18356 158 


— 0303040224 Application for renewal of Matl/Dyproduct License 
08-02534-06 for Harry Diamond Labs, author 1 1 ing listed 
Individuals as users of any matl byproduct w/Atomlc 
Numbers 3-0 w/actlvated electronic equipment 
CAMPAONA;*/ H Army; Dept of 99831 67/11/30 lOpp 

10336 160 


— 8305040234 Application for renewal of Hatl/Dy product License 
08-02534-06. author! zing listed individuals as users of any 
matl product w/Atomic Numbers 3-83 for activated electronic 
equipment 

8ISC0;H U Army* Dept of 74456 66/01/03 lOpp 18356 171. 


— 8303040239 Application for amend to Licenses O0~O2534''O6 b O8-'02S34“0B. 
listing TB Oruccl as radiation protection officer 
FLVNN. R M Army; Dept of 65/02/24 Atomic Energy Commission 
Ip 18356. IBl. 


—8305040244 Application to amend Licenses 08-02534-06 b 00-02534-00; 
substituting TB Crucci as radiation protection officer 
0RUCGI;T B. Army; Dept of LaO/E 2 65/01/20 Spp 18356 182 


— 8305040250 Application for reneual of Matl/Dyproduct License 
08-02534-06; author 1 z ing listed individuals as users of 
activated electronic equipment subj to post-irrad la tlon 
exam 

8I8C0;H H Army; Dept of. 57098 63/12/31 Qpp 10356 1Q4 


—6305040256 Recommends approval of end request for reneual of Matl/ 
Byproduct License 00-02534-06 for Harry Diamond Labs W/o 
enc 1 

CHEATHAM; J R Army. Dept of 57098 64/01/30 Atomic Energy 

Commission ip 18356 19S 


— 8305040266 Notifies that no amend to Matl/Bypr oduct Licenses 
08-02534-01.08-02534-06 b 08-02534-10 needed r« designation 
of OP Hanson as radiation protection officer 

BASSIN.N Atomic Energy Commission 62/li/OS Army; Dept of 
tp 18356 193 


— 8305040272 Application to amend Matl/Dyproduct License 08-02534-06. for 
Diamond Ordnance Fuze Labs. de s 1 gnatlng OP Hanson as 
radiation protection of f Ic er* r eplac Ing RE McCoskey 
MCEVOY. R. H Army. Dept of 62/10/02 Atomic Energy 
Commlssio-n 2pp 10356 194 


— 8305040279 Recommends epproval of Matl/Byproduct License 0-8-02534-06 
for Diamond Ordnance Fuze Labs for 250 mCl of all isotopes 
w/Atomlc Numbers 3-83 

DANIELS; n 0. Army. Dept. of. 90341 62/02/08 Atomic Energy 

Commission, Ip. 18356 196 


— 8305040207 Application for renewal of Matl/Byproduct License 
08-02534-06; «gth or i zing listed persons as users of activated 
electronic equipment sub j to post-lrradtatt on exam 
HORTON; B.M Army; Dept, of 40841 62/01/11 2|ip 18356 197 


— 0305040290 Application for mat l/bgproduct license for Diamond Ordnance 
Fuze Labs* requei ting listed individuals at users of all 
Isotopes 3-83 activated electronic equipment sub j to 
post-irradiation exam 

MCCOSKEY* R E Army, Dept, of 23772 60/01/26 7pp 10356.199 
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'•“9303040294 Reco/nmendi approval of end application for Ma 1 1 /Og product 
License 06-02334-0^ for Diamond Ordnance LabSr 

authoridng use of 890 mCi of all Isotopes 3“-B3 
KRAULiC. U Armgi Oept of 23772 60/01/29 Atomic Energy 

Comnii salon Ip 193S6 206 


-Q30S040297 Amend 9 to Matl/Bgproducfc License 19*- 1 7290-01 p author i i in g 
use of listed mat! at Harry Diamond Labs 
HiCKEYiJ W Office of NucUar Material Safety U 
Saf epuarifsj Direc tor B3/01/11 3pp 18336 207 


-03OSO4O31O Amend 2 to Hatl/Qyproduct License 19- 1 7250-01 p adding 
editorial change to Condition 16 

COMflS.F Radioisotopes Licensing Branch iPrd 790301) 79/09/29 

Ip 183S6 212 


-9305040366 Amend 1 to Hatl/Bgprodiict License 09-02934-01 « author! z lug 
US* of tracer lat sealed sources It Nuclear Chicago Model 
930233 containing Co-60 li Cs-137 at Harry Diamond Labs 
# Radioisotopes Licensing Branch iPre 7903011- B3/01/I1 Qpp 

1B396 213 


-B30SO40376 Mat 1/Bypro d uc t License 19-17230-01 far Harry Dla^rond Labii 
authorizing use of tracerl4b sealed sources Nuclear 
Chicago Model 990213 sealed sourcesi contain 1 ng Co-60 4c 
Cs-137 

BASeiNiN Radioisotopes Licensing Branch (pre 790301). 76/11/23. 

4pp 19336 216 


'-9303040390 Notifies that Matl/Byproduct License 19-17290-01 expires on 
920B31 W/o end renchial forms 

tt Licensing Management Branch 63/03/20 Agriculture* Dept 
of. Ip 18336 319 


-6309040367 Foruiards Harry Diamond Labs response to 021007 request for 
addl Info in support of application to reneu Mat 1 /Bypro>duct 
License 19-17390-01. 

TARAS. D N Agri culture. Dapt of DRC8F-P/B2-0033 02/11/04. 

PATTERSON. J H Radioisotopes Licensing Branch (Pre 790901) Ip 
1B396 330 


—8309040392 Forwards instrument calibr procedures, radiation survey 
program 4( persotinel exposure repts 

WILLIAMS. R Agriculture. Dept of 82/10/2B NRC - No Detailed 
Affiliation Olven 60pp 10396 321 


—8309040403 Requests addl info re instrument calibr procedure t. 
radiation survey program for renewal of Llcenee 19-17250-01 
for Harry Diamond Labs Response should be provided per Reg 
Ouldf 10 7 

PATTERSONpJ M Assistant Director for Material Safety t( Licensing 
18847 92/09/30 Army. Dapt nf 2pp 18396 292. 


—6309040408 Ack receipt of application for reneural of Ma tl/Byproduc t 
License 17-17290-01 

HICKEV. J W Assistant Dlrectar for Material Bafety 4< Licensing 
18247 03/09/19 Army. Dept of Spp 19356 294 


—8303040414 Forwards Harry Diamond Labs application for renewal of Natl/ 
Byproduct License 19-17230-01 W/o end 

MOTHERSBAUOH. L Army* Dept of DRCSF-P /a2“003n. 82/00/09. 

Radioisotopes Licensing Branch (Prt 790301) Spp 18396 293 


—8303040423 Application for renewal of Matl/Byproduct License 
19-1 7290-01. author! ting KO Kerris at physicist* CC Casaer & 

P Sariglanls as Co-60 Irradiator operator 4t MJ Borlsky as 
radiation protection officer 

BURKE, A R Army* Dept, of 12247 02/03/12 16pp. IB336 297. 


—8309040450' Forwards Harry Diamond Labs application to amend Matl/ 
Byproduct License 19-17290-01 Amend lists new personnel & 
deletes other personnel from list of individual users, 
deletes Instruments It adds replacement 1 nstrumentatlan. 

TARASrD N Army. Dept of. 81/01/27 Radioisotopes Licensing 
Branch iPre 790301). Ip 16356 313 


—8303040469 Forwards Harry Diamond Labs application to amend Kati/ 
Byproduct Licenses 1 9- 17230'-01. 19-17230-03* 19-17230-04. 
19-17830-09 St 8NH-340 

QUEEN I W 0 Army* Dept of. Headquarters Materiel Development & 
Readiness Command. 96362 79/09/06 Rad lolso topes Licensing 

Branch (pre 790501). Ip 16336 386 


-0303040478 Application for amend to Matl/Byproduct Licenses 
19-17290-01,19-17890-031 19-17290-09 It SNM-a48 Amend requests 
removal of JE Btafford as radiation protection officer It 
substitutes CA Roue 

GOODMINjC R Army. Dept of. 96383. 76/08/11 2pp 16396.307. 


— 8303040484 Ack receipt of application to renew Matl/Byproduct License 
19-17230-01 License will not expire until final action 
taken 

COMBS* F C Radioisotopes Licensing Branch (Pre 790501) 88401 

77/07/13 TARAS. D N Army. Dept of. Headquarters Materiel 
Development Sc Readiness Command Ip 16356 329 


— 8303040409 Forwards Harry Diamond Labs application to renew Matl/ 
Byproduct License 19-17250-01 Ack of correspondence 
requested 

TARASrD N Army. Dept of. Headquarters Materiel Development I. 
Readiness Command DRC9F-P/77-0049 77/06/30 Office of 

Nuclear Material Safety St Safeguards. Director Ip 19356 330 


— 9309040S01 Application for renewal of Matl/Byproduct License 
19-17230-01, author! ling listed individuals as users of Co-AO 
S* Cs-IS? sealed sources for calibr of radiation datectlon 
Instruments 

UOWREY.A Army. Dept of 99401 77/05/26 14pp 18396 331, 


— 8309040502 Foruards Harry Diamond Labs application to amend Matl/ 
Byproduct License 09-03534-01 

TARAS. D M Army. Dept of. Headquarters Materiel Development St 
Readiness Command DRC8r-P/76-0093 76/10/06 Office of 

Nuclear Material Safety & Saf eguardt. Director. 2pp 18356 345. 


— 8305040510 Application to amend Matl/Bgproduct Licenee OB-02534-Ol* 
authorltlng JE Stafford as radiation protection officer It 
JM McOarrlty It CA Rowa as alternate radiation protection 
officer. 

HCOREOOR, T Army. Dept of 94012 76/10/04 12pp 19356* 347. 


— 930S04'0-919 Application to renew St amend Matl/Byproduct Licenee 
09-02334-01. author 1 1 ing listed individuals as users of Co-60 
|i Ct-137 sealed source, for calibr of radiation detection 
Instruments 

MOONEY. T R Army. Dept of 39995 78/06/13. I4pp 10396’ 361, 


--B303040933 Notifias that sources will be used for calibr of 
scintillation datectors St TLOt in response to 670626 Itr 
Calibr procedure discussed 

ORUCCIiT B Army, Dept of AMXDQ-RBB 67/06/29 DASBIN.N 
Atomic Energy Commission 2pp. 18357 013. 


--8309040594 Recommends application to amend Matl/Byproduct Licenses 
08-02.334-01, 08-02334-06 St 09-02534-10 for Diamond Ordnance 
Fuie Labs be approved Amend revisee name of radiation 
protection officer 

DANIELS. R 0 Army. Dept, of MEDRS-PO. 62/10/39 Atomic 
Energy Commission Ip. 19357 015 


— 8303040536 Application to amend Hatl/Byproduct Licenses 08“02934“0li 
09-02534-06 St 08-02334-10. revi s ing name of radiation 
protection officer. 

HCEVOYiR H. Army, Dept, of 45482 82/07/14 3pp 18397:016 


— 830504053? Application for renewal St amend to Matl/Byproduct Licensee 
00-02534-01 St OB-02534-09. designating OP Hanson as 
radiation protection of fleer, rep lacing RE McCoskey 
MCEVOY.R.W. Army, Dept of 47842. 62/10/03. 2pp. 16397:020 


— 8305040562 Recommends approval of end application for amend of Natl/ 
Byproduct Licensai 08-02534-01 St 08-02934-09 for Diamond 
Ordnanca Fuxe Labs. W/o and 

DANIELS, R 0. Army, Dept of. 45493 62/08/08 Atomic Enargy 

Commission Ip, 18357 022 


— B30S040569 Application to renew Matl/Byproduct Licenee 08-02334-01 for 
Harry Diamond Labs, authorl xlng OP Hanson as radiation 
protection officer S* listed individuals as users of Co-60 St 
Cs-137 sources 

srSCOiHW Army, Dept of 93144 63/07/16. ?pp. 18397:023, 


— 8305040573 Requests that Harry Diamond Labs Matl/Byproduct License 
00-02934-01 be annotated to Hit TB Orued ae radiation 
protection officer Resume end. 

FLVNNiR M. Army, Dept, of 66594 69/03/09. Atomic Energy 

Cammisslon, 3pp. 19397'^ 032. 


—8309040578 Appllcetlon for Amend 4 to Metl/Byproduc t License 
00-02534-01, substituting TB Orucci as radiation protection 
officer 

ORUCCIiT. B. Army. Dapt, of. 66994 69/02/19. 2pp 18397.033 


— 8309040579 Ack receipt of eppllcatlon for renewal of Matl7Byprodwe t 
License 08-02534-01 . License wlH remain in effect until 
final action taken Addl info re use St handling of sources 
requested 

BASaiN* N. Atomic Energy Commission 67/06/26 Army, Dept, of. 
Ip IB397J 039 



NONDOCKETED ITEMS 


461 


— 0305040983 Appltc«tlon for ran«ii/al & amand to Llcanie SNN-348 j inc 1 ud Ing 
TB Orucci a« authorlitd u*«r 

FLYNNiR M Army» Dtpt. of 64/12/30 4pp 1B357 036 


—8305040986 Notlft«« that Lic«n<fl SNK-340 axplrat on 650131 Application 
#or rtntwal should bt submitted 30 da^i prior to expiration 
of license Notification of nonreniual should be given by 
completing end form W/o end 

NUBSBAUMERf D A Atomic Energy Commission 64/12/19 
GOLDSTEIN. B L Army. Dept of Ip 10397 040 


^•>0309040907 Notifies that no action will be taken on Harry Diamond 
Labs 640417 application to amend License 8NK*'34BfpBr 640609 
talcon 

LAYFIELD.B L Atomic Energy Commission 64/06/24 SEIOLER. O 
Armgf Dept of Ip 10397 041 


— 03O9O'4O9?3 Application for amend to License 8NM'34Q re periodic leak 
tests 

BlEDLERi 0 Army. Dept of 64/09/22 Atomic Energy Commission 
2pp. 1B397'042 


—0309040999 Application for amend of License BNM-348 to Include 9 mCl 
Pu^S39 for Harry Diamond Labs 

OOLDSTElNiS L Army. Dept of 63/12/17 Atomic Energy 
Commission 3pp 1G397 044 


— 9309040603 Ditcutsti Condition 13 of License 8NH-340f in response to 
631011 Itr 631003 telcon Condition 13 does not authorlie 
actual Insertion of matl held under license Into any 
reactor Insertions should be authorixsd 

NUS&BAUMERiD A Atomic Energy Commission 63/10/23 BERNANi P 0 
Armyi Dept of, Ip 10397 047 


— 9309-040674 Requests cancellation Itr requesting allocation of 99 BX 
IH233 for use as threshold detector for fast neutron 
dosimetry. 

flEflMANjP.O, Army* Dept. of. 63/10/11 LAYFIELD. R Atomic Energy 
Commission. Ip. 10397 048 


—9309040670 Forwerds addl info re Harry Diamond Labs application for 
amind to License 8NK*‘349 per request 

OOLD8TEIN( B L Army. Dept of 63/09/13 Atomic Energy 
Commission. 7pp 18397' 049 


— 8309040607 Requests addl info re procedures for use 6 storage of 
Np-S37.Pu-239 U<*239 fission foils. In response to 630931 

req^uest for amend to License 8NN-340 for Harry Diamond Labs 
NUaeBAUttERi 0. Atomic Energy Commission 63/07/17 DANIELS. R.o 
Army' Dept, of 6pp. 18397-096 


-*-9309040696 Requests allocation of 31 g U-239 as metal of 99 8X purity 
for fission foil fast neutron dosimetry syt for DORF-Trlga 
raactor 

BENHANrP. 0 Army. Dept, of 63/08/21 NU68BAUNER i D. A. Atomic 
Enargy Commlttlon. ip 19397.062. 


— 8309090292 Requests addl info re procedures for use It storage & 
deicrlption of foilstln response to 690931 application to 
a«end Licenit 8NM<349 

KUSSBAUHERf D. A, Atomic Energy Commission 63/07/19. DAN1EL9, N, 0. 
Armgi Dept. of. Ip. 18397 063. 


--0309090297 Application for amend to License 8NK^34S. authorl x Ing 
poetesslon 6t use of 13.4 g Np'‘237r 94 9 g Pu’-239i 34 9 g U-239 
It 143 g U-239, 

DANIELBiR.O. Army. Dept. of. 4020. 63/09/31 Atomic Energy 

Commission. 9pp, 18397.064. 


— 6309090301 Notifies that RN McEvoy 621119 Itr made part of records 
under Docket 70-378. Changes in technical & supervisory 
personnel having health-saf ety responsibilities should be 
provided on continual basis. 

rfU88BAUriER. D. A. Atomic Energy Commission. 63/01/29 DANIELBiR 0. 
Army. Dept, of Ip 18397 073 


— 6309090306 Application for amend to Licenis 8NM-34Bi substituting ^ 
Oieeeler for U Hunker as supervisor of instruments 
Incorporating Pu callbr lourctt 

OANXELa. R, 0. Army. Dept of 63/01/S2. Atomic Energy 
Commission. 3pp, 18397:074 


—8309090310 Requests nuclear matl draft ra receipt of 9 g Pu foils 
contained in nuclear accident dosimetry syi, 

HANSON. 0 P. Army. Dept of. 10769 62/11/26 LANE. J Atomic 

Energy Commission Ip. 18397*077 


— 8309090312 Amend to License SNH-348. revis ing Item 8 re authorised use 
of licensed matl. 

NU88BAUNER. D. A. Atomic Energy Commission. 62/08/19. DANIELS. R, 0 
Army. Dept. of. ip 19397:079 


— 9303090316 Appllcatlpn for amend to License SNM-3401 revising Item 8 re 
callbr of neutron survey meters & designating OP Hanson as 
authorlied matl user 

DANIELS. R 0 Army. Dept of 62/08/07 Atomic Energy 
Commies Ion 3pp 10397 079 


— 0309090319 Forwards amended License aNM-a48 W/o end 

NU9SBAUMER. D A Atomic Energy Commission 62/02/27 DANIELS. R 0 
Army* Dept of Ip 18397 082 


— S3O303O322 Application for renewal of License SNM-348 for possession L 
use of 26 g Pu. 12 mg Pu. 1 g Np-'237 6 90 g depleted U 
DANIELS. R 0 Army. Dept of 62/01/19 Atomic Energy 
Commission ip 18397 083 


—8309090326 Notifies that License SNN-348 expires on £20131 Renewal 
application should be filed within 30 days 

NUSSBAUNER. D A Atomic Energy Commission 61/12/01 DANIELS. R G 
Army^ Dept of Ip 10337 005 


— 0309030320 Forwards diagram of cannlster used in nuclear accident 
dosimetry sys* per telcon request 

MCCOSKEYiR E Army. Dept of 61/10/24 NUS8BAUNER. D Atomic 
Energy Commission 2pp 18337 086 


— 0303030330 Forwards application to amend License 8NK-34 Bj author lx Ing 
possession 8. use of 90 g depleted If. 10 g 20-239 6 1 g 
Np-237 

DANIELS. R G Army. Dept of 61/10/09 Atomic Energy 
Commission 3pp i8397’ 088 


— 8309050333 Application to amend License BNN-348. authorltlng 
possasilon t< use of addl 12 mlcrograms Pu in form of callbr 
devices 

KRAUL. c W Army. Dept of 61/09/01 Atomic Energy Commission 
2pp 10337: Ofl 


—8309090333 Forwards License 8NH-34Q N/o end 

DELANEY. J C Atomic Energy Commission 60/02/03 HIRKAN.W 8 
Army. Dept of. Ip 18397 093 


***8309090337 Forwards Diamond Ordnance Fuie Lab 3?ili3 application for 
8NH license C las s i f Icatlon review requested W/o end 
FLEURYiE.R Atomic Energy Commission 60/01/28 STRAUSER.H A 
Atomic Energy Commission Ip 18337 094 


— 0309030339 Appl lea tl on for amend to License 8NK-340I author 1 1 Ing 
possession 8. use of Pu 

KRAUL. C W Army. Dept of 39/12/21 Atomic Energy Commission 
3pp 10357:099 


— 8309030342 dubmits detailed results of radiation survey conducted on 
771213-19. p er License Condition 16 8. NRG requirements 
BAMSDEN.J j Army. Dept of <?3972 78/01/12 COMBS. F 

Radioieotopes Licensing Branch CPre 790901) 8pp. 18397-100 


—9309090346 Concurs u/end Harry Diamond Labs radiation survey conducted 
on 771213-19 W/o end. 

TARAS. D.N Army. Dept of. 93972 78/03/28 COHBSiF. 

Radioisotopes Licensing Branch CPre 790901) Ip. 18397 108 


— 6309030349 Forwards Harry Diamond Labi 770922 responsi to 770823 
Inquiry re procedures for obtaining authority to possets, 
use 8. transfer radioactive matl. per License 08-02934-12 
TARA8.DN Army. Dept of. 77/09/26 COMBS. F. Radioisotopes 
Licensing Branch <Pri 790901) 2pp 18397 109 


— 8309090391 Forwards addl info re Harry Diamond Labs application for 
amend of License 08-02934-12. Training procedures for 
Individuals using Co-60 discussed W/o and. 

RAM8DEN. J J Army. Dept of 90132 77/09/22 COMBS, p 

Radioisotopes Licensing Branch <Pra 790301) Ip. 18397:111 


— 8309090355 Requests addl Info In response to application for license 
to use radioactive matl In custom-designed water well 
Irradiator Description of operators training programimods to 
facility 9( procedures to conduct dally checks requested 
COMBS. F, Radioisotopes Licensing Branch IPre 790901). 86795 

77/08/23. STAFFORD. J Army. Dept of 19pp 18397’ 114 


— 8309090399 Application for amend to Matl/Byproduct License 

08-02334-12. allowing for establishing Co-60 uater-u« H/free- 
air Irradiation facility. 

QUEEN. W.O Army. Dept, of 86799 77/04/07. Radioisotopes 

Licensing Branch <Pre 790901) 3pp 18397.130 


— 8309090361 Application for amend to Hatl/Byproduct License 
06-02934-12. authorl z Ing possession 8. use of 269 Cl Co-60 In 
encapsulated neutron sources, 

MCOREOOR.T. Army, Dept. of. 86795 03/01/11, 90pp 10397 133. 
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— e30505036a "Cd-AO Irradiator Sgs for Harry Dlafliond Labs “ 

» Neutron Productsr Inc B6793 93/01/11 123pik 18357 184 


B3030i0073 Addl response to FOIA request for docirments rm efforts to 
make facility more earth<iual(B resistant Oocumenits 1 through 
7 listed on app encl Documents Q through 10 withheld <r#f 
FOIA Ejcemptlon 5) 

FELTQNiJ H Division of Rules antf fia cards 83/03/14 WHARTON* R J 
San Diego State College 3pp 10365 023 245f Fiche 50-206. 

83/03/14. 0305060073 


— 8203180052 DiacusiBS facility capability to shut down safaly for 
postulated staam line breaks regardless of whether failure 
leismically induced Unit to remain shut doun until Issues 
resolved 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
82/03/02 REMICK.F 0 Office af Policy Evaluations 3pp 
10365 121 24X Flch« 50-206.03/03/14,8305060073 


— 8204190027 Updates status a# resolution of steam line break *« seismic 
upgrade issues for facil i tg . identi f 1 ed in. 820302 memo 
DENTQNiH R Office Of Nuclear Reactor Regulation. Director 
82/04/08 REMICH.F O Office of Policy Evaluations 6pp- 
10365 126 24X Flche 50-206,83/03/14.8303060073 


8303060096 FDIA request for current salary scales L/or GO schedules as 
applied to NRC staff positions 

WILLIAMS, O 0 NUTECH Engineers, Inc G0W-a3-029 03/02/24 

FELTON, J N Division of Rules and Records Ip 1B334'277, 


0305060112 Responds to FOIA request for current salary scales *</or 
QG schedules as applied to NRC staff positions Forwards 
App A documents 

FELTON, J M Division of Rules and Records 83/03/14 WILLIAMS, 0 G 
NUTECH Engineers. Inc 2pp 18354 270 


— 9305060117 App 4130-C re current pay administration salary schedules 
for fffiC staff positions 

e NRC - No Detailed Affiliation Given 82/12/18 12pp 
10354 280 


9305060123 Addl response to FOIA request for three categories of 
doeumenti Forwards 29 slides used at B20916 meeting tetueen 
NRC,0E 6 OWR 1 iceni ees. Remaining 33 slides withheld 
(ref FOIA Exemption 41 

FELTON, J H Division of Rules and Records 83/03/15 VAN ALLEN. 8 
Northern Sun Alliance Ip 10359 233 


03O9O6OI3S Addl response to FOIA request for info re Nuclear Metals. 
Incr including incidents of employee overexpoiur es Forwards 
App A documents Info partially withheld names of overeaposed 
individuals (ref FOIA Exemption 6) 

FELTON. J M Division of Rules and Records 83/03/03 MOONEY, B C 
Loufll Sun, Lobiell, MA 3pp 18353 165 


— 0201070110 Confirmi 811215 telcon agreement re cansuiting svcs for 
probable U overexposure Incident described in encl Work 
involves analysis of health significance of uptake U most 
likely initial update of depleted U Guidance & forms end 
HAYNES, R C Region 1. Philadelphia, Office of the Director 
(01/03/01) 01/12/30 HURSHiJ B Hursh, J B 12pp. 18353 l‘>0 


— 0208060242 Forwards rept on last quarter 1901 skin dose to Nuclear 
Metals, Inc employee 

ALLARD, D J Nuclear Metals, Inc 82/03/01. KINNEMAN, J D 
Division of Engineering it Technical Programs Ip 16353 223 


— a2'08060244 Rept on last quarter 1901 skin dose to Nuclear Metals, Inc 
sApIoyea 

ALLARD, D J Nuclear Metals, Inc 82/03/01 15pp. 18353 224 


— 6305060141 Submits final rept re 740913 smoke «< vapor emission at 5 
gallon can of depleted U Analysis of container L surrounding 
area revaalad no spread of contamina kion Control procedures 
improved Info partially deleted 

OILMAN, A R Nuclear Metals, Inc 74/10/24 ALLEN, W Region 1, 
Philadelphia, Office of the Director 5pp 1B3S3 169 


— 6305060145 Forwards 771020 complaint re alleged radiation exposure at 
Nuclear Metals, Inc, in response to 771031 telcon 

RILEY. E J Labor, Dept of 77/11/03 MCCLINTOCK. R. Office of 
inspection L Enforcement, Office of the Director 3pp 16353 174 


— 6305060156 Aclr receipt of 700630 transmittal of final ov#re*poiore 
rapt, per iOCFR20 405(al 

MCCLINTOCK, R. 0 Region I, Fh i lad elpA lar Fuel Facility L Materials 
safety Branch 78/07/13 OILMAN, A R Nuclear Metals, Inc 2pp 
10353 177 


— 0305060161 Submits rept re employee whole body overexposure to beta 
plus gamma radiation, per 10CFR20 405(a)(1) Film badge 
reevaluation L overexposure of U confirmed 780530 
Reassignment of personnel L early alert procedure initletetf 
GILMAN. A R Nuclear Metals. Inc 76/06/30 Region 1, 

Phi ladel phla, Office of the Director 3pp 18353 i80 


— 0305060189 Forwards JE Glenn 810106 memo re allegetlons of unsafe 
conditions L improper firing of employee by Nuclear Metals, 

Inc No further action planned unless written complaint 
filed 

KINNEMAN. J D Nuclear Metals, Inc 01/01/13 SMITH. 0 H Regisn 
1. Philadelphia, Office of the Director Ip 18353 187 


— 6305060193 Discusses allegations by former Nuclear Metals, Inc amploytt 
re unsafe condltlant L improper firing. Info partially 
delated 

GLENN, J E Region 1, Philadelphia, Office of the Director. 

61 / 01/06 KINNEMAN, J D Region 1, Philadelphia, Office of the 
Director 2pp 18353 169 


— B30S060200 Forwards ‘^Analysis of Exposure Involving Depleted U at 
Nuclear Metals, Apr 1981," consultant rapt 

HVRSH.J D Rochester, Unlv of, 82/02/18 HAYNE8, R C Region 

1, Office of Director. Ip 18353 202 


— 830506020? Discusses alltgatlont made by Nuclear Metals, Inc employes ri 
unsafe conditions involving risk of employee contamination 
Related info end. Info partially deleted 

ROUE, C Region 1, Office of Director 82/04/22 KINNEMAN, J. D 
Region 1* Office of Director Ip 10353 24t 


— 6305060214 Notifies of results of inquiries re alltgatlont made by 
Nuclear Metals, Inc employee No items of concern represented 
noncomp llance w/NRG regulations or safety hazards 
KINNEMAN, J D Region 1, Office of Director 82/04/02 
FIATARONEiJ V Labor, Dapt of Ip. 18353 242 


— 0305060220 Forwards complaint from Nuclear Metals, Inc employee re 
unsafe conditions & health hazards at facility Related info 
encl Info partially deleted 

FIATARONE.JV Labor, Dept of 62/02/02 KINNEMAN, J Region 1, 
Office of Director, 20pp 10353 243 


8305060144 Responds to FOIA Requests B2'‘45Si 62-471 L 02-479 ra 
suppression pool dynamic loads, Ends to Documents 3 L 4 tc 
rapt and u/Document 7 withheld (ref FOIA Exemption 4) 

FELTON, J M Division of Rules end Records 63/03/17 HAFNER,B 
Affiliation Unknown 2pp 18364 261. 


—6305060153 Submits schedule St program for analyzing L rtsolving efficti 
of LOCA re suppression pool hydrodynamic loads, safety 
reltaf valve vent clearing S< steam quenching phenomena 
Schedule coordinated w/OE St other utils 

WOFFORD, A U Long Island Lighting Co BNRC-50 75/06/03. 

8T0LZ,J F Light Water Reactors Branch I 4pp 18364 266 


— 0305060155 Requests addl info re suppression pool temp limit Responses 
to Guistlons 1,2,4 Si 5 will be provided by OE Qutstlon 3 
must be ansucrfd by util. 

KNIEL.K Light Water Reactors Branch 2 77/06/31. WOFFORDi A W. 

Long Island Lighting Co 2pp 16364.263 


—6305060160 Forwerdf rept '*170 F Pod Temp Limit for Rafety Relief Veivi 
Remshted Condensation Stability," in response to NRC 
questions Applicable subicale test results St field data 
survey appropriate during low probability events 
FULLER, E D Oansral Electric Co. MFN 343-77. 77/09/06 

PARR«D D. Light Water Reactors Branch 3 2pp 16364 269. 


—6305060164 Responds to 770631 Itr ref OE rept "170 F Pool Temp Limit 
for Safety Relief Valve Ramshtad Condensation Stability," 

In response to Questions 1,2,4 6 5 Submittal date for 
responiM to Question 3 will be provided 

BURKE, T.J. Long Island Lighting Co 77/09/26 KNIEL, K Light 
Water Reactors Branch 2 Ip. 16364*287 


— 6305060171 Forwards proprietary "Buppriision Pool Temp Response to 
Safety/Rslitf Valve Discharge Through Ramihead in Mark I fc 
II Containments," for review as part of Mark I Task 756 
Mark II Task B 6 Withheld (ref I0CFR2 790) 

SOBONiL J General Electric Co. MFN-i38-7a. 78/03/31 

STOLZf J F Light Water Reactore Branch 1. 2pp. 10364,300 


— 8305060153 Submits schedule 6 program for analyzing 6 resolving effecti 
of LOCA re suppression pool hydrodynamic loads, safety 
relief valve vent clearing 6 steam quenching phenomena. 

Schedule coordinated w/G£ 6 other utils, 

WOFFORD,A W Long Island Lighting Co 8NRC-50 75/06/03. 

STOLZtJ F Light Water Reactors Branch 1 4pp 18364 266. 
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— 83090&019S addl info ro fuppros«ion pool tooip limit Responses 

to Quoftiont lr&>4 & 9 ulll b« provldtcf bg OE Question 3 
muit be ensutred bg util 

KNIELiK Light Water Reactor* Branch 2 77/08/31 WOFFORDj A W 

Long Itland Lighting Co Spp 1Q3&4 283 


— 83Q30&01AO Foru/ard* rtpt "170 F Pool Temp Limit for Safetg Relief Valve 
Ramshead Gondentation 8tabilitg»” in retpon*# to NRC 
quiftion* Applicable lubtcale tait results tt field data 
surveg appropriate during loui probability events 
FULLERiE D General Electric Co MFN 3A3^77 77/09/06 

PARR< 0 D Light Water Reactors Branch 3 Spp 10364 289 


— 8305060164 Reipondi to 770031 1 tr ref OE rept "170 F Pool Temp Limit 
for Safatg Relief Valve Ramshead Condensation Stabilitg*" 
in response to Questions it2,A h. 5 Submittal date for 
response to Question 3 uill be provided 

BURKE. T J, Long Island Lighting Co 77/09/26 KNIEL.K Light 
Water Reactor* Branch 2 Ip 18364 287 


— 8305060171 Forward* proprletarg "Suppression Pool Temp Response to 
0af etg/Rel lef Valve Discharge Through Ramshead In Mark I h 
II Contalneientsi '* for review as part of Mart I Task 7 9 It 
Mark II Task B, 6. Withheld (ref 10CFR2 790) 

SOBONiL J General Electric Co MFN-l3a-70 78/03/31 
8TCM-Z.J F Light Water Reactor* Branch 1 Spp IE364’300 


— 8305060153 Submits schedule program for analyzing 8» resolving effects 
of LOCA re suppression pool hydrodgnamtc loads. safetg 
relief valve vent clearing & steam quenching phenomena 
Schedule coordinated w/QE ti other utils 

WOFFORDfA W Long Island Lighting Co. ShlRG-SO 79/06/03 
STOLZt J, F Light Water Reactors Branch I 4pp 1036.4 266 


' — 8305060159 Requests eddl info re suppression pool temp limit Responses 
to Questions 1.2.4 b 5 will be provided by GE Question 3 
must be enswered hg util. 

KM I EL. K Light We ter Reactor* Branch 2. 77/08/31 WOFFORD* A W 
Lang Island Lighting Co 2pp 18364,203 


--8305060160 Forwards rept ’*170 F Pool Temp Limit for Safetg Relief Valve 
Ramshead Condensation Stabilitg.*’ In response to NRC 
questions, Appllceble subtcelt test results Ic field data 
survey appropriate during low probabtlitg events 
FULLER. E.D. General Electric Co MFN 343-77 77/09/06 

PARR. 0.0. Light Meter Reactors Branch 3 2pp, 18364 205 


—8305060164 Rasponds to 770031 1 tr ref OE rapt ’*170 F Pool Temp Limit 
for Safety Relief Valve Ramshead Cond enietion Stability.’* 
tn response to Questions 1.2.4 l< 5 Eubmlttal date for 
response to Question 3 will be provided. 

aURKE.T U. Long Island Lighting Co 77/09/26 KNIEL.K Light 
Water Reectors Branch 2 Ip 18364.207 


—8305060171 Forwards proprietary "Suppression Pool Temp Response to 
Safety/Relief Valve Discharge Through Ramshead in Mark I ti 
IZ Containments.*' for review as part of Mark 1 Task 7 9 (k 
Hark II Task B, 6, Withheld (ref 10CFR2 7901 
80DON. L U General Electric Co MFN-i30-7B 78/03/31 
8T0LZ.J. F. Light Water Reactore Branch 1 2pp 18364 300 


8305090024 Addl response to FOIA request for documents re 021130 
special Insp rapt. Forward* App A documents Portions of 
Documents 1 I. 2 In App B withhold (ref FOIA Exemption 6) 
Documents 3 t. 4 withheld (ref FOIA Exemption 7> 

FELTON. J M, Division of Rules and Records 83/03/21. GARDE. B 
Government Accountebil 1 tg Project. 4pp 10381 158 24X 

Fiche: 90-206. 83/03/21. 8309090024, 


— B30509<X)38 Discusses telcon w/8 Kohn (Govt Accountability Project 
(GAP)) on 821101 re tepe cesiettis 4. transcript of interview 
w/EE Kent on 821019 Transcript unsatl sfac tory 4c replete 
w/errort, 

8HACKLET0N. 0. C. Region 9* Office of Director 02/11/04 Region 
5. Office of Director. 2pp. 10381' 164 


— 8305090043 Discusses telcon w/unidentlf led male on 821104 re 8 Kohn 
821019 request for tape cassettes of interview w/EE Kent on 
821019, Orlg Inal tapes sent to heedquerters for reproduction 
8HACKLET0N. 0 C Region 9. Office of Director 82/11/04 Region 
Si Office of Director tp. 19301 ; 166 


— 8305090047 Forwerds tape cassettes of EE Kent 821015 Interview* per 
request. W/o end. 

8HACKLET0N.0. C. Region 9. Office of Director 82/11/02 

FAULKENBERRy. B. Region 9. Office of Director Ip. 18301:167. 


—8305090099 Requests reproductions of tape cassetts of EE Kent 821015 
interview* mai led to B Faul kenberrg , 

8HACKLET0N* 0, C Region 9* Office of Director. 02/11/03. 

WARDiW J Director's Office. Office of Inspection and Enforcement 
Ip 18381.168 


— 83D9090057 Notifies that seven tape cassettes of EE Kant 821013 
interview will be sent for reproduc tiun Tapes will be 
returned for use at disposition 

BMACKLETON, □ C Region 5, Office of Director 82/11/03 

FAULKENOERRy. B Region 5. Office of Director ip 10381 169 


0309090234 FOIA request for Ohio Citizens for Responsible Energy sixth 
4i seventh set of 1 nterrogatories. 8unf lower Alliance third 
set of interrogator! es Sc draft responses to five ASLB 
questions re hydrogen Issue 

HIATT.S L ahio Citizens for Responsible Energy 03/02/14 
FELTON. J H Division of Rules and Records Ip 10301 212 


0305090241 Responds to FOIA request for Ohio Citizens for Responsible 
Energy 4. Sunflower Alliance interrogatories & draft 
responses to ASLB questions Forwards App A document* Info 
partially withheld (ref FOIA Exemption 5) W/o ends 
FELTON. J M Division of Rules and Records 83/03/21 HIATT. 0 L 
Ohio Citizens for Responsible Energy 3pp 18301 213 


0305090205 FOIA request for all documents re decision to terminate 
cons t of f ac i lily 

DEVZENCE.A Oevlence &< O'Meara. Ltd 03/02/24 Office of 
Administration Ip t0301 229 24X Fiche 90-966. 83/02/24i 

8309090289 


0309090292 Responds to FOIA request for all documents re decision to 
terminate const of facility Forwards -documents listed in 
App A 

FELTON. J M Division af Rules and Records 83/03/21 DEVlENCE. A 
Oavlance 4* O'lisara. Ltd 2pp 10301 226 24X Fiche 90-966. 

83/03/21 , 0309090292 


0309090306 Addl response to FOIA request for all records prepared at 
Region lit. all investigators involved in Investigation of 
T Howard S« 8 Morelia allegations 4t all internal records re 
problems discovered at facility Forwards App 0 documents 
FELTON, vl. M Division of Rules and Records 03/03/22 GARDE. B 
Government Accountability Project 2pp 18301 216 24X 

Fiche. 90-373* 83/03/22. 8309090306 


—8309090313 IE Investigation Rept* 50-373/02-91 4. 90-374/02-19 on 
e2O721-’10Ol No nancompllance noted Major areas investigated 
followup on allegations re matl proceurement 6 QA 
deficiencies of HVAC sy* Installed by Zach Co 
LANK8BURY.R D. . WESTCOTT.H M Region 3. Office Of Director 
90-374/02-19 82/00/16 4pp 10381 21? 24X 

Fiche 90-373.83/03/22.0309090306 


8309090923 FOIA request for addl info re earlier request on Pilgrim dtd 
821109 concerning similar documentation for Sesbrook 
facilities 

6H0TWELLj A Massachusetts. Cammonweal th of* 83/01/09 
FELTON.J M Division of Rules and Records 2pp 10360 001 24X 

Fiche 50-443* 83/0 1 /09. 0309070523 


8309090929 Partial response to FOIA request for addl info re 021109 
request pertaining to facility Forwards App A documents 
Documents also available in PDR App Q documents completely 
withheld (ref FOIA Exemption 9) 

FELTON* J M Division of Rules and Records 83/03/10 SHQTWELL. J A 
Massachusetts* Commonwealth of. 9pp 1B368 003 24X 

Fiche 90-443.83/03/10.8309090929 


—8111030653 Forwards revltad draft discussing paper t» safetg goals for 
nuclear power plants. for review NRC 010723-24 second 
workshop in Harpers Ferry comments 6 new ideas incorporated 
Comments requested by 011019 

REMICK.F. J. Office of Policy Evaluations 81/10/01 
PALLADlNO*hr. J Commissioners. Ip 10360 213 


— 8111030695 Revised draft discussion paper re safety goals for nuclear 
power p lants. Inc orporatlng 610723-24 second uorkihop in 
Harpers Ferry comments 4c other new ideas 

a Office of Policy Evaluations 81/10/01 78pp 18360 214 


—6203190093 Forwards branch review comments of facility emergency plan, 
performed against NUREO-0694 criteria Addl info k 
commitments required prior to acceptance 

PAOANOiF. O. EP Licensing Branch 82/03/03 MIRAOLIA. F J. 
Licensing Branch 3 20pp 18360 014 24X Fiche 90-443.03/03/10. 

8309090929. 


— 820S19007B Requests findings on prompt protective action dec Isinnmak ing 
In 6tate« of VT. NH k MA Significant problem may exist 
w/offsite praparedntsi in listed states "Site 6 Environ 
Interface**' Chapter 2 end 

GRIMES* B.K Division of Emergency Preparedness (Pre 83DI03), 

82/04/27 KRIMM. R M Federal Emergency Management Agency 6pp 
10369 034 84X Fich# 90-443.03/03/10,8309090929 
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— S30S090614 "EatlmatB* of Evacuation Time for Seabroolt Nuclear Powbt 
S tation " 

» H«M Asiociates , Int 83/03/10 5A|>p 183*3 133 3AX 

FI Che 30-443. 83/03/10, 8303090329 


--Q111030&53 Forward* ravlted draft di»cu*sirg paper re iafetij goal* for 
nuclear power plantai for review NRC G10723-24 second 
workshop In Harpers Ferrg cominent* 8. new Ideas Incorporated 
Comments requested by 811013 

REi^ICK,F vi Office of Policy Evaluations 81/10/01 
PALLAD1N0,N J Cotnml *s i one r* Ip 103*8 313 


— 8111030659 Revised draft discussion paper re safety goal* for nuclear 
power plants. Incorporating 810723-24 second uortrshop In 
Harpers Ferry comments 6 other neu idea* 

a Office of Policy Evaluations 01/10/01 70pp 103*8 214 


— 8208190078 Requests findings an prompt protective action decisionmaking 
in States of VT,NH U KA Significant problem may exist 
w/offsite preparedness in listed stakes '*Slte 6 Environ 
Interface," Chapter 8 end 

CRIMES. D K Division of Emergency Preparedness CPre 830103) 

88/04/37 KRIWMrR N Federal Emergency Management Agency App 
18369 034 24X Fich* 80-443,03/03/10,0303090329 


— 6303090614 "Estimates of Evacuation Time for Saabroot Nuclear Power 
Station " 

« HHM Associates, Inc 83/03/10 3*p p 103*0 133 24X 

FlChe 30-443,83/03/10,8303090329 


830309 0337 FQIA request for transcript of Commission meetings 
discussing 821118 order Cl.l‘'88-33 fc documents supporting 
NRC recommendation to Commission re issuance of order. 

SAKPiR A Shaw, Pittman, Potts 6 Trowbridge 83/08/0? 

ORIMSUEy, D H Division of Rule* and Records Spp 18363 134. 24X 

Fich t . 30-399, 83/02/09, 8305090337 


6309090348 Partial rtsponse to FOIA request for transcript of 
Commission meetings discussing 021112 order it documents 
fupparking NRC recommendations to Commission re issuance of 
order Forwards App B documents App A documents in PDR 
FELTON, J M Division of Rules and Record* 03/03/17 SAMP, R A 
Shau, Pittmani Potts U Trowbridge, 4pp 103691136 84X 

Fich e* 30-338,83/03/17. 8309090942 


—6309090945 Submits interim rept of Natl Board Notification ASHE Code 
related const at facility, per State of OH<Div of Boiler 
Intp 

MCDONALD, D 0 Ohio, State of 82/09/lS MILAN, 0 M OMo, State 
of 7*pp 18369 140 24X Fi chi 90-390, 03/03/17, 0309090942. 


— 8309090549 Testimony of JO Keppler before US House of Representa tlves. 
Committee pn Interior V Insular Affair s, Bubcommi ttee on 
Energy ^ Environ on 820610 rc OA problems 6 related 
ectlvltes et facility Pp 1-12. 

KEPPLER, J 0 NRC - No Detailed Affillatitin Olven 82/06/10 
ISpp 18369 216 84X Fiche 30-390,03/03/17,0305090942 


—8309070561 Submits Natl Board Audit Interim Rept 3 re ASME Code related 
const at facility, par State of OH Div of Boiler insp Rept 
covers activities fram 820807-0930 

MCDONALD, D J , ALLlSONiC N » SULLIVAN. N F. Ohio, State of 
82/09/30 MILAN, D N Ohio* State Of IBpp 10369 361 24X 

Fiche 90-398,83/03/17,8309090942 


8309120009 FOIA request for Sandla Lab electromagnetic pulse study 
MARSHALL, U H Mapieton Intervenors 03/02/27, PALLADINO, N. J. 
Comml ttloners fp 18433361 


8309120007 Responds to FOIA request for Sandia Lab electromagnetic 
pulse study NOREO/CR-3069, '^Interaction of Electromagnetic 
Pulse H/Commarical Power Reactor Sys, ^ sent to 0 Oaldar^per 
830329 telcon. 

FELTON. J M Division of Rules and Recurds 03/03/31. MARSHALL, U H 
Mapleton Intervenors. Ip 1B439 360 


8309120010 Addl response to FOIA request for documefit* re exploration, 
mining or milling of U in specific areas of ME Fcrwards 
documents listed on app Raviau of remaining documents sub^ 
to request in prugrese. 

FELrON,J » Division Of Rules and Records 83/03/21. REID.A 8 
Broken Plow Law Office ip 10443 202 


— 8305180014 Comments on Propoaed Draft LB 990tper 011210 request. Lise of 
word "mining" may cause soma problems NRC does not hava 
jurisdiction over conventional mining of source matt or 
other metl 

MONTOOMERV, J L Region 4, Dallas# affice of the Director 
<0i/O3/Ol). B2/0i/i9 DRAIN, DT Nebrasta, State of 2pp 

10443 284, 


— 8309LS0019 Discusses 820202 telcon u/J Lange re proposed U in situ 
project in NE by Myomlng Fuels Co State has licensing ti insp 
jurisdiction over project until 821100 

MONTODMERY, J L Region 4, Office of Director B2/02/OB 
COLLINS, J r Region 4, Office of Director 2pp ie443'2a6 


— 6303120023 Forwards info re 810313 meeting w/NE State officials 
concerning state it UMTRCA topics State will seek amended 
agreement after 011108 Agency other than E Simmons div 
assigned to handle U mills 

MONTOOMERV, J Region 4, DaHai, Office of the Director (Bl/03/01> 
ai/03/ta YOUNO, F Office of State Programs, Director App. 
18443 208 


— 8305120039 Concurs w/D Drain request for assistance in developing HQU 
to define respective role* In connection w/U or solution 
mining In northwest NE June 1982 meeting suggested to begin 
formulating MOU 

COLLINS, JT Region 4, Office of Director 82/09/03 DAVI8.J.0. 
Office of Nuclear (iatarlal Safety & Safeguards, Director KERRj-0, M. 
Office of State Programs, Director ip 10443 292 


— 6309120041 Requests assistance in arranging meeting in Lincoln, NE to 
discuss requlraments U develop HOU defining roles re U or 
solution mining in northwest NE 

DRAIN. 0 T Nebraska, State of 02/04/27 COLLINS, T Region 4, 
Office of Director 2pp 18443 293 


— B30512004S Informs that draft MOU ready for signature pending ravieu fc 
concurrence by OELD Due to changes In location & 
organization of U Recovery Licensing BranchjHOU should be 
signed by regional administrator 

COLLINS, J T Region 4, Office of Director 02/07/28 DAVIS# J 9 
Office of Nuclear Material Safety 6 Baf eguerds, Director Ip. 

18443 299 


— 8303120032 Forwards draft MOU re site U mining in NE Draft conaideri 
all prevlauB NRC ofc comments Sc is acceptable to State of 
NE Comments should be provided by 021019 

COLLINS, JT Region 4, Office of Director. 82/10/01. DIRCK8# H J. 

Office of the Executive Director for Operations. 8TELL0,V 
Regional Operations & Generic Requirements KERR, 0 W Office of 
State Programs# Director 3pp 18443 296 


— 0309120096 Forwards notice of Issuance it availability of HOU botueen 
NE Oept of Environ Control & NRC for in situ U mining for 
filing Se publication in FR 

COLLINS, J T Region 4, Office of Director. 82/12/01. COMBS. T. ft 
Corraspondence 8« Record* Branch Ip 10443 299 


— 0309120062 Notice of issuance It availability of HQU between NRC It NE 
Dept of Environ Control re in situ U mining 
COLLINS. JT. Region 4, Office of Director 82/11/30 Ip. 

18443 300 


— 0309120065 MOU between NRC It NE Dept of Environ Control re in situ U 
mining 

C0L1.IN8, JT. Region 4, Office of Director DRAIN, D T Nfbraeki, 
State of. 82/11/02 2pp. 18443 301. 


8309120070 Addl rtiponse to FOIA request for IE Insp Rept 90-398/81-13 
Portions of documents listed on app withheld <ref FQIA 
Exemption 4> 

FELTON. JH Division of Rules and Records. 03/03/21 DEVINE, T. , 
ROSENTHAL Government Accountability Project 3pp 18443 193 24X 

Fiche 90-390,03/03/21,8309120070 


—8309120074 Forwards Electrical Drafting Btd ED8B-126 revised on 791009, 
Pages 2-43 through 2-40 of Electrical Installation Spec 
H-2I73 Pages 8 3-29,8 3-30 Ic 8 3-69 Of F8AR, per request 
re tray loading cr I ter la. Re lated info and 

COTTA, R E Sargent & Lundy, Inc 01/02/18. BARRETT, P. Region 3i 
Chicago, Offlc# of the Director 36pp 18443’ 196 24X 

Fiche 90-390,83/03/21,8309120070 


0309120095 Responds to FDIA request by NH Marshall that 8 Gilder 
receive "Interaction of Electromagnetic Pulse W/Commerc lal 
Power Reactor 9ys " Documents forwarded. 

FELTON, J K Division of Rule* and Records 83/03/31 OADLER, 9, 
Affiliation Unknown Ip. 10439 358, 


3305120224 Addl response to FOIA request for license applications# 
license It Insp repta re Nuclear Metals, Inc It correspondence 
on employee overexposures to 1900 Forwards documents listed 
in App A Info pertlally withheld (ref FQIA Exemption 61 
FELTON, J.K Division of Rules and Records 83/03/01. MOONEY, B, C, 
Lowell 8un, Lowell, MA. 9pp 18460’ 090, 
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-‘-^G11S160S9? Forwardi urinali|tls h:litorg form for revtsu by Occupational 
Htaltb 8 tdt Branch Info ra<iu«itad a« r«iult of ractnt imp 
«t Nucltar Hital in Concord. HA uhare itnploijoea- urine thouiad 
concantratlon of U in ctcefs of llcensiie juide 
KINNEHAN. J D. Matari^l* Radloloplcol Protoction Sactton 
51/12/07 ORELLA. A (J Fuel Cycle & MateriaU Safety Section 
4pp ia4A2 18& 


->^8112290997 Ack agreement bi/propo«cd enforcement action per 811016 tnemo. 
ftince revi eed. beeed on NRC coniultant concluelon that 
evaluation of U uptake could not eetablieh that regulatory 
limit uae exceeded 

THOMPQONjD Enforcement & Inveetlgatlon Staff (Pre 820201) 

EA“82-009 81/12/01 KEPPLER.J Region □. Chicago, Office of the 

Director (81/03/01) 2pp 18462 107 


-•’9309120234 Imp Finding* it Licensee Ack dtd 620424 of Licen«e SHB-179 
In«p finding* no noncompliance noted 

KLEVIN, P B Atomic Energy Commiition 62/04/24 2 pp 18460 060 


— 9309120240 Imp Finding* it Licensee Ack dtd 691207 it 08 of License 
8HB-179 Insp flndlng«>no noncomp l lance noted 
■* Atomic Energy Commission 69/12/00 Ip 18460 062 


— 9309120246 Notifies that Nuclear Metals Div of Textron, Inc acquired by 
Whittaker Corp Approval for transfer of licenses requested 
THOMPSON. P. Nuclear Metals. Inc 66/08/U Atomic Energy 
Commission Ip 18460 063 


—8309120291 IE Insp Findings U Licensee Ack dtd 671227 it 28 of License 
aMB-179, Imp finding* no noncompliance noted 

ORELLA, A U , BRGUNE, H 0 Atomic Energy Commission 67/12/29 Ip 
18460 064 


—8303180297 Foruards IE Insp Findings it Licensee Act dtd 671227 it 26 
No noncompliance noted H/o end 

KIRKMAN, R. W Atomic Energy Commission CO I AMO, 68/01/03 
ABREAU, M, A. Whittaker Corp Ip 18460,069 


—8309180260 IE Insp Findings & Licensee Ack dtd 691202-03 of License 
8MB''179. Insp findings no nancamp 1 iance noted. 

SMITH, R K. Atomic Energy Commission 69/12/03 Ip 18460 066 


— 9309180264 Advises that response to 690822 application for License 
8MB-179 ha* not been received Info re Issuance of license 
requested 

LEE, MR Whittaker Corp 69/10/22 NU89BAUMERi D A Atomic 
Energy Cammlsilon ip 19460’ 067 


--8309180268 Submits list of replacement pages to application for License 
aN)1''69j in response to 690983 comments 

leBEROHrB. Whittaker Corp 69/10/22 NU 86 BAUMER, D A Atomic 
Energy CommiSfion. Spp, 19460,068. 


— 8309X20269 Forwards application for renewal of License 8NH-69. 
Application reflled in loose leef format incorporating 17 
item* from 680806 Itr W/o end 

KNEPPEL, D 8 Whittaker Corp 69/02/26 NU 88 BAUMER, D A Atomic 
Energy Commission. Ip 18460 070 


— G3051S0274 IE Insp Finding* 6 Licensee Ack dtd 690903 it 04 of Licenses 
0NM-69 it BMB-179 Insp find Ings. proper evaluation* not made 
of certain aspects of health physics program per Sections 
II b 4 through II b 6 (b) of License Condition 0 

BROWMEiW 0, Atomic Energy Commission 69/09/19 ip 18460 071 


—8303120279 Application for renewal of License 8MB-i79, author I « Ing 
possession it use of U-239 solid metal it alloy for 
fabrication 6 experimentation 

OOMME80N, P. U Whittaker Corp 8696 69/08/22 3pp 18460 072 


— 8309120883 Notifies that License 8M0-i79 expire* on 690930 Renewal 
application should be filed within 30 days End 
certlf icatlon of status of source matl activities form 
shPUld be completed for nonrenewal of license 

NW 6 SBAUMER,D A. Atomic Energy Commission 69 / 07 / 29 . HANNA, W, J, 
Whittaker Corp. Ip. 18460:079, 


— 8309120284 IE Insp Findings it Licensee Ack dtd 700719 it 16 of Licenses 
8NH-69 it 8MB-179. Insp findings. no noncomp 1 ienpe noted, 

8 MITH 1 R H Atomic Energy Commlision, 70/07/16* ip. 19460' 076 


— 93091202B? Notifies that no Items of noncompliance observed during insp 
of Llcsnses BNM-69 6 9MB-t79 Correctivs measures implemented 
re item of noncompliance during 690903 6 04 insp 9 liserou 
replaced DB Kneppel as criticality officer 

SMITH, R H. Atomic Energy Commission 70/01/06 Atomic Energy 
Commission. Ip 18460' 077. 


— 9309120294 IE Insp Findings & Licensee Ack otd 710313 6 14 of License* 
BNM-65 6 SMD-179 Insp findings no noncompliance noted 
Related info end 

SMITH, R H Atomic Energy Commission 71/09/14 22pp 10460 078 


— 0309120298 Discusses 740913 smoke 6 paper emission from 5-gallon pail 
of U Fire dept removed pail Smoke vapor emission ceased No 
personnel contamination resulted or radiation released 
Caused by reaction between metal I, oil 

OILMAN, A R Nuclear Metals. Inc 74/09/13 Region t, 
Philadelphia, Office of the Director 3pp 18460 129 


— 0305120303 Discusses insp of License 8Mn-l79 radiation control program 
License classification should be changed from £-3 to B-1 
Next insp scheduled during Nov 1974 

JERHANtF C Atomic Energy Commission, Directorate of Regulatory 
Operations 74/08/22 Atomic Energy Commission, Directorate of 
Regulatory Operations. tp 19460 128 


— 8309120307 Forwards Insp Rapt 40-0672/74-01 on 740330 *. 31 Nq 
noncompliance noted 

NELSON, P R Ataiflic Energy Commission, Directorate of Regulatory 
Operations 74/08/22. TOFFZN. W D Nuclear Metals, Inc 2 pp 
18460 189 


— 9305120310 Insp Rapt 40-0672/74-01 on 740930 i 31 No noncompliance ' 
noted Major areas Inspected radiation control program 
JERMAN. P C . KNAPP P J Region t, Ph 1 ladelphia, Office of the 
Director. 74/OB/20 9pp 18460 131 


— B3091203I6 Ack receipt of 740387 6 0416 Itr* informing Of steps taken 
to correct violation* noted in 740219 itr 

O^RElLLYjJ p Region 1, Ph 1 ladelphia, Office of the Director 
74/04/26 TUFFIN, W B Nuclear Metals, Inc ip 18460 140 


—8309120399 Suppl* 740327 Itr re u*e of gloves for hand protection, 
monitoring of hand it glove exam it use of breathing lone air 
sampler, in response to 740404 telcon Related info end 
TUFFIN, W D Nuclear Metals, Inc 74/04/16 O'REILLY, J P Region 
1, Philadelphia. Office of the Director 5pp 18460 141 


— 8309120396 Forwards Insp Rept* 40-0672/73-02 it 70-00B2/73-09 on 
731227-59 8 , 740109-09 L notice of violation M/o insp rept* 
O'REILLY, J p Region 1, Philadelphia, Office of the Director 
74/02/19 TUFFIN. WB Nudear Metals, Inc 2pp 10460 146 


— 830S120359 Notice of violation from insp of 731227-28 & 740108-0? 
Noncomp I lances noted failure to conduct adequate evaluations 
of hand exposures, to survey for airborne 0-838 it to 
analyte environ water & soil samples 

« Region 1, Philadelphia. Office of the Director 74/02/19 3pp. 
18460 149. 


—630912036^ Responds to NRC 740219 Itr re Violations noted in Insp Rept* 
70-0002/73-09 it 40-0672/73-02. Corrective actions finger 
dosimeters placed on Individual employees monthly on 
rotating basis U handling employees surveyed 

TUFFIN, W Nuclear Metals, Inc 74/03/27 O'REILLY, JP Region 
1, Phlledelphla, Office of the Director lipp 18460' 193 


— 8309120372 Insp Rept* 40-0672/73-02 U 70-0082/73-05 on 721227-20 h 
740108-09. Noncomp 1 lance noted' fal lure to evaluate dost to 
hands of Individuals handling U-238 L wearing gloves 
contaminated u/U-SSB I, daughter products 

GERMAN, P C . KNAPP, P J Region t, Philadelphia, Office of the 
Director. 7O-O0BS/73-09 74/02/01 30pp 18460 164 


—8309120376 Confirms 740104 L 07 telcon* re actions taken to correct 
violations noted in in»p on 731227 & 28 Reprstentatlves will 
visit plant on 740107 to evaluate corrective action* 

O'REILLY.k/ p Region 1, Philadelphia, Office of the Director 
74/01/07 TOFFIN.W B Nuclear Metals, Inc 3pp 18460 184 


— 8309120381 Respond* to IE Bulletin 79-07 re emtsilon of corrosive gases 
Into ventilation syt filtered by HEPA filters No HEPA or 
other callulosic filters used in ventilation *ys exhausting 
nitrogen o x Ides, P last ic overwrap used In disposal, 

OILMAN, A 8 Nuclear Metal*. Inc IEB-79-07 79/12/22 Region 

1, Philadelphia, Office of the Director Ip 10460 107 


—8305120490 Forward* Insp Rept 40-0672/79-01 on 79052? L 30 No 
noncompliance noted. Major areas inspacted stlectlvs axam of 
procadwres it representati va records. Interview* w/ptrsonnsi, 
meaturements made by Inspector L observations W/O end 
NELSON, P.R Region 1, PhiUdelphia. Office of tha Director 
79/06/89 TUPFJN.W B Nuclear Metals, Inc 2pp 18460 t?t 


— 8309120494 ’^Nuclaar Reactor Fuel 8 vc* Semiannual Insp 11 Plan it Field 
Notes. 

EPSTEIN.E. , HCCLINTOCKiR Office of Inspection L Enforcement, 
Office of the Director 75/06/23 16pp 10460' l ?9 



466 


NONDOCKETED ITEMS 


— B3091S0463 IE Iti«p Rept 40'’0^72/79-01 on 790539-30. No noncomp Mance 
Hote<l Major area* inspected tngt interview ro scope of 
program op erat 1 onsj a i tertia i & internal eicposiire s. stac k air 
<nan i torlngi 1 iquld uaste It controls 

CPBTEIN, E , HCCLINTOCK, R □ Region 1. Philadelphia, Office of the 
Otrector 79/06/33 4pp 10460 311 


— G30S1S0466 IE Insp Findings & Licensee Ack dtd 760610 of License 
SMB'-179 Jnsp findings no noncompliance noted Radiatioh data 
sheet end 

EPGTEINjH Region 1, PhUadelphta« Office of the Director 
76/06/10 9pp 10460 217 


— Q305120472 Forwards results of anolgses of samples taken at Nuclear 
KetaU, In response to 771118 1 tr it 77120B telcon M/o stated 
guidelines for d econtamthat ion of facilities 

MCCLlNTQCKiR O Office of Inspection Enforcement, Office of the 
Director 77/12/27 CROMTKERiT Lahor, Dept of, Occirpat ional 
Safety Health Admin app 18460 236 


— 0305120474 Forwards samples of lathe turning of depleted U collected on 
771116 in machine shop at Nuclear Metals per T Crowther 
teleon 

FEATARCNEiJ V Labor, Dept of. Occupational Safety 6 Health 
Admin 77/11/lB MCCLlNTOCKiR neglon 1, Philadelphia, Office of 
the Director 12pp 18460 839 


— B3O513O470 Ack receipt of 770510 Itr re violation^ noted in FE Insp 
Rapt 40'Q672/77''01 Records of evaluations denoting true 
exposure of individual exposed to contamination should be 
maintained for review during next insp 

NE-L80M*P R Region 1, Philadelphia, Fuel Facility tc Materials 
Safety Sranch 77/05/31 TUFFIN, U B Nuclear Metals, Inc Ip 
18460 251 


—8305120480 Responds to NRC 770418 Itr re violations noted In lE Insp 
Bept 40-0672/77-01 Corrective actions employee will present 
badge to guard at etit Badge sealed within cleanable mylar 
envelop e 

TUFFIN. W D Nuclear Metals, Inc 77/03/10 NELSON. P « Region 
1, Phi ladelphiaj Fuel Facility b Materials Safety Branch 3pp 
18460 292 


—8305130493 Discusses lE Insp Rept 40-0672/77-01 an 770329 forwards 
notice of violation 

NELSON, P R Region 1, Philadelphia, Fuel Facility 6 Materials 
Safety Branch 77/04/18 TUFFIN, W B Nuclear Metals, Inc 2pp 
10460 259 


— G3051204B9 Notice of violation from insp on 7703S9 Noncompliance noted 
Failure to perform surveys to assure compliance u/ 
i0CFR20 lOi & i0CFR20 405 re radiation exposure to personnel 
monitoring (film) badge for Third Quarter 1776 

e Region 1, Philadelphia, Office of the Director 77/04/18 Ip 
18460 297 


— S309120493 Ack receipt of 780919 Itr Informing NRC of steps taken to 
correct violations noted in IE fnap Rept 40-0672/78-02 
CRQOKER.H U Region 1, Philadelphia, Fuel Facility 6 Materials 
Safety Branch 70/09/27 TUFFIN, W D Nuclear Metals* Inc ip 
18460.290 


—0309120494 Responds to NRC 780821 Itr re violations noted In IE Insp 
Rept 40-0672/78-05 Corrective actions radiation levels along 
outtide rear wail of Butler Qidg 1 reduced to { m/h Fencing 
placed between ends of bldgs 

TUFFIN, H B Nuclear Metals, Inc 70/09/19 Region 1, 
Philadelphia, Office of the Director ip 10460 257 


— 8305120-500 Forwards notice of violation from imp on 780727-28 Results 
of smear samples within license guidelines 

CROCKER, K U Region 1* Philadelphia, Fuel Facility it Materials 
Safety Branch 7O/0B/B1 TUFFIN, M B Nuclear Metals, Inc 3pp 
18460 260 


— 9303120503 Notice of violation from insp on 780727-28 Two Individuals 
working in restricted area received exposures to skin of 
a. 94 & 8 19 remsi respectively, during First Quarter Cy7S 
Draft Insp Rept 73-OS end 

«« the Director 78/08/21 2pp 


B NoncompL iancc noted 
rems during 
, exceeded 

iU, Office of the 


—8305120509 Ack receipt of 700410 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-0672/78-01 
Request to amend license must accompany changes to 
procedures noted in 78041B Itr 

NELSONiP R Region 1, Philadelphia, Fuel Facility & Materials 
Safety Branch 78/09/11 TUFFIN, W B Nuclear Metals, Inc 2pp 
18460 275 


— 0305120911 Responds to NRC 780324 Itr re violations noted in IE Insp on 
780228-0301 Corrective actions personnel Instructed to 
collect floor sweeping In containers color coded to identify 
scrap containing licensed matl 

TUFFIN. N B Nuclear Metals, Inc 78/04/18 Region 1, 

Philadelphia, Office of the Director 2pp 10460 277 


— 0305120514 Forwards notice of violation from Insp on 780528 & 0301 
Methods for detecting radioactive cantamlnatlon should be 
reviewed Comments on smoking in restricted area requested 
NEL80N.P R Region 1, Philadelphia, Fuel Facility 6 Materials 
Safety Branch 70/03/24 TUFFiNi N B Nuclear Metals, Inc 3pp 
1B460 279 


— 8305120518 Notice of violation from insp on 76022B & 0301 Noncompliance 
noted failure to perform surveys re disposal of licensed 
matl in waste tt radiation exposure to extremities 
e Region 1, Philadelphia, Office of the Director 70/03/84 Ip 
18460 282 


—8305120518 IE Insp Rept 40-0672/78-01 on 780228 0301 Noncomp I lance 

noted failure to evaluate exposure to extremity Sr to wear 
ring dosimeter in restricted area Radwaste found in trash 
dumpster 

OLENN,J , KCCLINTOCK.R Region 1, Phlladelph la, Office of the 
Director 78/03/13 8pp 1046O' 283 


—8309120519 Forwards proposed ack Itr to Nuclear Metals 001003 rasponse 
to notice of violation Sc 800929 notice of proposed 
Imposition of civil penalty 

GRIER. B H Region 1, Philadelphia, Office of the Director. 

80/11/19 THOMPSON, D Executive Officer for Operations Support. 

2pp 1B461 026 


— 8305120923 Forwards draft enforcement action Itr & notice of violation 
& proposed imposition of civil penalty re failure to meet 
NRC it DOT requirements for shipment of radwaste to Barnwell 
burial site 

GRIER. B H Region 1, Philadelphia, Office of the Director 
ao/oe/26 THOMPSON,!) Executive Officer for Operations Support 
9pp 18461 107 


—8305120927 Amend 2 to License 8MB-179, revising Items 6 7 re source 

matl l< max possession 6 use, per 751003 telegram 
DRAOONETTE.K 8 Division of Fuel Cycle & Material Safety 
75/10/00 ip 18461) 189v 


—8309120530 Confirms discussions re possible overexposure of employee 
to airborne concentration of depleted U Jfl Hurih it 
KU Skrable engaged as consultants for NRG Assistance 
requested 

KINNEMAN.J D Region 1. Ph 1 ladelph la, Office of the Director 
81/01/15 TUFFIN, M B Nuclear Metals, Inc 3pp 1B461 199. 


—6305120340 Discusses IE Insp Rept 40-0672/80-04 on 801120 Proposed 
transmittal itr & notice of violation It proposed Imposition 
of civil penalties end 

GRIER, B H Region 1» Ph i lade Iph la. Office of the Director 
01/02/03 THOMPSON, D Office of Inspection b, Enforcement, Office 
of the Director. lOpp 1B461 202 


— 8305120602 Discusses lE insp on 801120 bt forwards notice of violation It 
proposed Imposition of civil penalty 

STELLOtV Director's Office, Office of Inspection and Enforcement. 
EA-ai-23 01/02/24 TUFFIN, W B Nuclear Metals, Inc 2pp. 

18461 229 


— 8305120609 Notice of violation it proposed imposition of civil penalty 
in amount of 45,000 Noncompl lance noted low specific 
activity radioactive matl found leaking from Drum 98 
STELLQ, V. Director's Office, Office of Inspection and Enforcement, 
81/02/26 2pp 18461 231 


— 0305120614 Forwards info from State of WA Dept of Social l< Health Bvts 
re transportation discrepancy by licensee Followup action 
requested, 

GRELLA.A H Office of Inspection 6 Enforcement, Office of the 
Director 81/03/31 KNAPP, P Region 1, Philadelphia. Office of 
the Director 2pp 18461.233, 
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— 8303120^17 R««ponds to B10236 Itr r« V'iolations notsd 1t» IE in-^p rept 
Corrective ectlonc staging area co«npIetalg artel &g ch^aln 
link fenclhg to cltarlg ifallneata region from rest of 
complex Pagmant of civil panaltg anct 

rUFFIN. U B Nuclear Metals. Inc EA-ei-S3 01/03/1^ STEL^O. V 

Director's Office. Office of Impaction and Enforcement 2lpp 

10461 237 


— 0303120620 Acic receipt of 010316 Itr b pagment of civil penalty 
proposed In 010226 Itr 

THOMPSON. D Director's Office (Pre 0202011 01/03/27 

TUFFtN. U D Nuclear Metals, Inc Ip 10461 230 


— 9303120623 Discusses licensee 81031S fire Approx 10 lb U chips In 
drum In waste handling area Ignited bg spontaneous 
combustion Fire spread to flammable matl Wipes In area 
revealed gross beta contamination, 

CaSTELLO. F, M NRG - No Detailed Affiliation Given 01/04/03 

KINNEMAN.J.d NRG - No Detailed Affiliation Given 2pp, 

10461 239 


— 8303120627 Discusses B10312 fire caused bg auto-lgnl tlon of 10 lb of 
encapsulated U turnings. 

OILMAN. A R. Nuclear Metals. Inc 01/04/10, COSTELLO. F Region 
1. Philadelphia. Office of the Director 131/03/01) 3pp 
18461 261 


— G305120630 Forwards IE Insp Rapt 40-0672/81-01 on 010219 No 

noncompliance noted Major areas InspecUd selective exams of 
procedures & repriientattve records. IntervleCkis w/personneL. 
meaiurements it observations bg inspector M/o enc 1 
KINNEMAN. J, D Region 1. Phi ladel phia. Office of the Director 
fai/03/on. 01/04/16. TUFFIN.U, B Nuclear Metals, Inc 2pp, 
10461 264 


■0303120633 Responds to 010724 application to amend sovrea matl License 
Addl Infd re incineration of U chips it turnings requested 
HANG. J C. Division Of Fuel Cgcla I. Material Safetg 19716 
01/09/29. OILMAN. A R Nuclear Metals. Inc. ip 10461 297 


■0303120642 Requests addl info ra 010927 application to amend License 
0t1B-179. proposing dilution factor of 143 be applied to air 
affluent releases from vanttlation stacks per 
10CFR20 106<d) 

NANOiJ G Division of Fuel Cgcle it Material Safetg 01/11/12. 
OILMAN. A R Nuclear Metals. Inc 2pp 18461 326 


— S303120636 Forwards Enforcement Guidance Memorandum 01-31 re proposed 
enforcement action for facllitg 

CARLSON. R T Enforcement t. 2 nves tiga tlon Staff EOM-ei-Ol 
81/12/13 8TAR0STECKI.R Division of Resident 6 Project 
Inspection MARTIN. T T Division of Engineering 6 Technical 
Inspection SMITHiG H Division of Emergencg Preparedness 4. 
Operational Buppport Ip, 10462 106 


— 8303130006 Ack receipt of application for renewal of License 8M0~179 
License will net expire until final action taken bg NRC 
HtGKEY. J U Division of Tuel Ggcle it Material Safety- 20002 
81/12/20 OILMAN.A R Nuclear Metals. Inc. Ip 10462 109 


— 0303130011 Confirms 020216 conversation w/C Rowe re possible quarterly 
skin overexposure to employee Detailed rapt forthcoming Info 
deleted. 

WMBACO.F J Nuclear Metals. Inc 82/02/16 KINNEMAN. J 0 
Region 1. Office of Director Ip 10462: 110 


— 0303130016 Confirms telcon re application for renewal of License 
8MB-179 Site visit scheduled for 020304 

HtGKEY. J N Division of Fuel Cycle it Material Safety. 20002 
62/02/18 GILMAN.A.R Nuclear MetaLe. Inc Ip 18462:111. 


— 0303130031 Diicufses 020126 telcon re email erect In dike during 
discharge of U neutrallxed acid waste to lagoon Possibly 
caused by freeie-thaw cycle. Dike reinforced 

KINNEMAN. xJ D Region 1. Office of Director 02/03/24 Region 
1, Office of Director. Ip 10462*130. 


— 0303130037 Comments on application for renewal of License SMB-l?? 
Application should provide more spsciflc procedures for 
frisking personnel it clothing at exits from controlled area 
KINNEMAN. J D Region 1. Office of Director, 02/04/01 
HILLER. 9 L Office of Nuclear Material Safety it 
Safeguards. Director. 2pp 10462; 131 


— 8303130042 Forwards Rev 2 to *'NM1 Scrap PaeJtaging Procedures. " for 
disposal of depleted 0 wastes. in support of Dec 1901 
license renewal submittal. 

VUMBAGOiF. J Nuclear Metals. Inc. 02/03/10. HICKEY. J. Division 
of Fuel Cycle Material Safety ip. 10462:134 


— S30313D0&3 Forwards 820313 request for addl info re licensee 
applicatioti for renewal appllcatlnn 

HtGKEY. J M Division o p Fuel Cycle Material Safety 02/03/13 
KINNEMAN. J D Region 1. Office of Director 2pp 18462 174 


— 0303130062 Acif receipt of 011116 application for renewal of License 
SMB-179 Addl Info re temporary job sites at which source 
metis uiill be possessed or used, rad 1 a t Ion survey prograri 6 
waste disposal requested H/o stated end 

NANG.J C Division of Fuel Cycle & Material Safety 82/05/13 
OlLHANi A R Nuclear Metals, Inc 4pp 10462 176 


0303120488 Addl response to FDIA request for six categories of 
documents Forwards App A documents 

FELTON. J M Division of Rules and Records 83/03/23 HIATT. S L 
□hio Citlxens for Respontlblo Energy 2p p 1G437 Sil 24X 
Flche 30-271. 03/03/23. 8303120408 


—0207300178 Details of IE Investigation Rept 30 - 271 / 62-12 on 020606-10 
No noncompliance noted Major areas Investigated licensee 
actions in withholding info re B20424 loss of feedwater 
transient Proprietary details deleted (ref IGCFRE 790> 

» Region 1. Office of Director 02/07/20 38pp 10457 217 24X 

Flche 30-271,03/03/23.8303120400 


— 8303130223 Forwards chronology of Region I actions re 620424 loss of 
feeduater event, insp i nves t iga tlon, documentations, meet 1 ngs 
w/state it licensee of f Ic ia 1 s. e value t ions of appropriate 
enforcement action I. processing civil penalty 

HOLODY. O vf Region i. Office of Director 02/1D/13 AXELRAD. J 
Director's Office. Office of Inspection and Enforcement 3pp 
18437 262 24X Ftche 30-271.83/03/23.0303120406 


B3031S0373 FOIA request for list of all export licenses for Cf-232 
since beginning of 1980. Inc 1 uding to whom license issued, 
quantity far which license issued & ultimate consignee 
KRONZEK. A L FOI Bervlces 03/03/02 FELTON. J h Division of 
Rules and Records Ip 1Q440 203 


0303120376 Responds to FOIA request for list of all export licenses 
for Cf-2S2 since beginning of 19B0> includ ing to wham 
license is sued. quanti ty for which license issued 6 ultimate 
coniigheo Forwards requested info 

FELTON, J M Division of Rules and Records 03/03/24 KRONZEK.A L 
FOI Services 7pp JB440 204 


8303160192 FOIA request for all documents dtd 820101 or after detailing 
or referring to 8ALP for facility 

CLARK. R San Francisco Examiner 83/02/22 FELTON, J M Division 
of Rules and Records Lp 1B462 190 24X Flche 30-312.83/02/22. 

8303160192 


0303160195 Addl responsa to FOIA request for all documents dtd 030101 
detqlllng or referring to SALP for facility Forwards 
•documents listed in App A Further search for documents in 
progress 

FELTON. J M Division of Rules and Records 83/03/31 CLARK. R A 
San Francisco Examiner 2pp 18462 191 24X Flche 50-313.83/03/31. 

8303160193 


‘B2110301'91 ProvtdBi results of reactor operator senior reactor 
operator exams administered Jul 1901-3ept 1902, as input to 
SALP rept All operators passed exams 

BE-CKHAtt. D H Operator Licensing Branch 02/10/19 MINER, 8 
Sacramento Municipal Utility District 13pp 10462 211 24X 

Flche 30-312.03/03/31.8303160193 


■8211100301 Forwards NRR input for util SALP, per 821014 memo 

MINER,3 aperatlng Reactors Qranch 4 82/ll/k6 STERNBERG. D M 

Region 3i □fflce of Director 7pp 10462 226 24X 

Flche 50-312,83/03/31,0303160193 


— 8303i60200 Notifies that SALP board scheduled to meat 821123 
Evaluation period remains vlul 1901 - Sept 1982 
ENOELKEN.R H Region 3. Office of Director 02/10/04 
DENTON, H R Office of Nuclear Resetor Regulation, Director 
DAVIS, J 0 Office o# Nuclear Material Safety & 

Safeguard s, Director MIGHELSQN. C Director's Office lp 
18462 193 24X Flche 30-312.83/03/31.8303160193 


— 8303160204 Forwards SALP evaluation of IAEA safeguards licensing 
activities for facility 

0£D8QMi J Standard 1 1 atlon L Special Projects Branch 82/10/10 

HINER.S Operating Reactors Branch 4 2pp 10462 194, 24X 

Flche 30-312,03/03/31,8303160195 


— 8303160213 Forwards draft NRR SALP input re licensing activities for 
Jul 1981 - Sept 1982 Comments received by 021113 will be 
considered in final rept 

HINER.S Operating Reactors Branch 4 82/11/10 C18ENHUT.D0 

Division of Licensing MATTSON, R Divlalon of Systems Integration 
(post 811003) VDLtMER*R Division of Engineering 15pp 
10462 196 24X Flche 30-312.83/03/31.0303160193 
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— 9305160215 Forujards SALP for Jgl 1901 - Sept l'9-a3 Qsrerall per farmanca 
of licensed acttvlti*'* acceptable Prof & roaponslve 
attitude In dealings u/NRC U In day^^o^d a gi conduct of 
eaf ety-related activities no-teuor tbiy 

STERNBERG. 0 M Regioit 5, Office of Director 82/12/15 
ENOELKENifl H Region 5i Office of Director 2pp 16462 233 24X 

FKh# 30-312.53/03/31.8303160195 


— 9305160222 Forwards SALP evaluation irpufei per Sternberg B21014 memo 
Info consists of safeguards licensing portion 
liCCORKLE.O U Power Reactor Safeguards Licensing Branch 
82/11/04 NOROERHAUO. L Region 3. Office Of Director 3pp 
I B4 62 235 24X Flche 50-312. 83/03/31 , 8305160193 


8303160253 Partial response to FOIA request for all documents dtd 
920101 or after detailing or referring to SALP for facility 
FELTON. J M Division of Rules and Records 83/03/24 CLARK. R San 
Francisco Examiner 2pp 18472- 24L 24X Fiche 50-312.83/03/24. 

9305 J 60235 


— 8211100025 Provides engineering evaluation of 810807 turb Lne/reac tor 
trip Event review agrees uj/licensec Event had little effect 
on plant sefetij Automatic functions occurred substant ia 1 ly 
as expected given concurrent operator actions 
PELLET. J L Reactor Operations Analysis Branch AE0D/E247 
82/10/26 SEYFRIT.K V. Reactor Operations Analysis Branch 4pp 
£8472 290 24X FlChe 30-312.83/03/24.0305160253 


*'-5211110645 Discusses licensee reporting of 810807 turbine/reactor trip 
Proposed LER rule would require more detailed tc complete 
event rtpt Vi/o end 

ORNSTEtN.HL Reactor Operations Analysis Branch AEOO/E249 
82/11/04 SEYFRIT.K V. Reactor Operations Analysts Branch 3pp 
18473 006 24K Fic h e: 30-312. 83/03/24 . 8305 160255 


— 9211150065 Discusses parformance evaluation of SALP for facility LERs 
contained adequate info enabling knowledgeable readers to 
understand events i houever. LER 01-39 failed to adequately 
inform reader of event, 

SEYFRIT.K V Reactor Operations Analysis Branch 92/11/05 
8TERNBER0. D H Division of Resident. Reac tor Project & Engineering 
Programs Ip 18473 003 24X Flche 30-312.83/03/24.8305160255 


— 8305160271 Notification of 930105 meeting u/util In Sacramento. CA to 
discuss SALP for Jul 1981 - Sept 1902 Meeting agenda end 
# Region 5. Office of Director. 92/12/02 Region 5. Office of 
Director 3pp 18473 Old 24X Fiche 50-312.63/03/24.0309160295 


8305160001 Addl response to FOIA request for seven categories of 
documents re Broun h Root. Inc !< South Texas project Forwards 
App B documents Documents also available in POR Addl 
documents undergoing review 

FELTON. J II Division of Rules and Records 63/03/09 LINDEhAN. H N 
Louansteln. Newman. Reis. Axelrad it Toll 6pp 18497 219 24X 

Flche 90-000.93/03/09.0303190001 


—7908080036 Forwards metl re allegations of barassmant intimidation 
per 790524 request 

T HOUR BON. D Executive Officer for Operations Support 79/06/12 

FORTl/NA.R A Office of Inspector U Auditor Spp 18499 196 24X 

Flche 5D-00D. 53/03/09. 83051 BODOl 


— 7909160214 Requests views re adequacy of QA/QC program In light of 
PNO-79-179. ''Voids In Reactor Containment Wall '* 

KENNEDY. R T Commissioners 79/06/25 OOSBlCKrL. V Office of 
the Executive Director for Operations tp 18497*233 24X 

Fiche 50-000. 03/03/09 . 630 5 1 BOOD 1 


— 8005140296 Responds to 6DO410 memo re concrete voiding Discusses status 
of problems 6 repairs 

STELLDi V Office of Inspection & Enforcement. Office of the 
Director 60/04/25 BRADFORDr P A Commissioners 3pp. 

18499 139 24X Flche 30-000.83/03/09.8305190001 


— 6005260930 Forwards draft Investigation Repts 50-496/79-19 6 
50-499/79-19 Final review Is awaiting concurrence by members 
of team located around country Review is expected to be 
complete by 600415 briefing 

STELLOj V Office of Inspection 6 Enforcement. Office of the 
Director 80/04/11 AHEARNE. J . OILIKSKY. V . KENNEDY. R 

Commissioners l7Spp 16496 304, 24 X FI c h e. 30-000. 03/03/09. 

6305100001 


--8006090239 Respands to 600421 request that IE interview former site 
00 inspectors Of 69 persons Identl f I ed. 23 contacted. 

STELLO. V Office of Inspection 6 Enforcement. Office of the 
Director 00/05/13 BRADFORD. P. A Commissioners 3pp. 

18499- 149. 24X Flche: 30-000. 83/03/09. 8303180001 


—8006090440 Responds to 791010 memo ra enforcement action against Broun 
6 Root Enforcement package complete No enforcement action 
taken previously since earlier imps did not substantiate 
allegations 

STELLO.V Offlca of Inspection 6 Enforcement. Office of the 
Director 80/05/15 BRADFORD. P A Commlsslonars 2pp 
18499 155 24X Flche 50-000,93/03/09.0305180001 


— 6006090443 Forwards WA Post article re haraiimant of QC personnel 
Lack of enforcement action questioned. 

BRADFORD, P. A Commissioners 79/10/10 BTELLO, V. Office of 
Inspection 6 Enforcement. Office of the Director 2pp. 19497 237 
24X Flche 50-000,83/03/09,8305180001 


— 5000120773 Forwards outlines of JF Ahearne 6 V 8tello proposed 

testimony re facility before House Subcommittee on Oversight | 
it Investigation I 
STELLO.V Office of Inspection 6 Enforcement, Office of the , 
Director eO/07/Jl AHEARNE, J F . 01L1N9KY. V . HENDBIEtJ J 
Commlsslonars 6pp 16499 163 24X Fiche 50-000. 93/03/09. | 
8305160001 


— 8009120352 Advises that Region 4 should assume responsibility for 
review & verification of corrective actions by llcentae as 
followup action associated w/6outh Texas problems 
Headquarters will be responsible for monitoring reviews. 
THORNBURO.H D Division of Reactor Construction Inspection 
80/06/24 SEYFRIT.K. V. Region 4. Dallas. Office of the Director 
3pp 16499 219 24X Fiche 50-000,63/03/09.8305180001 


— 8010090450 Forwards draft Commission Info paper re plan for resumption 
of const. Comments or concurrences needed by 800912. M/o end. 
THORNflURO, H D Division of Reactor Construction Inspection. 

80/09/11 DENTON. H.R, Office of Nuclear Reactor Regulation. 

Director 8HAPAR. H K Office of the Executive Legal Director 

STELLO.V Office of Inspection 6 Enforctment. Office of the 
Director 9pp. 16499 222 24X Fiche 50-000.83/03/09.8305160001 


—8010260579 Responds to Ouestlon 4 of 800923 memo re Eckhardt hearing 
Major Brown 6 Root Gorp nuclear const work it weld deficiency 
status summarlxed Licensee will complete visual Intp i 
comply u/corrective actions In end ANS Code, 

9TELL0,V Office of Inspection 6 Enforcement, Office of the 

Director 00/09/25 AHEARNE, J F. Commissioners Spp. 

19497 228 24X Flche. 50-000, 93/03/09. 8305180001 


—8010260581 Assigns questions resulting from 800923 Eckherdt hearing 
AHEARNE.J F Commissioners 60/09/23 Office of the Executive 
Director for Operations Spp 10499 193. 24X 

Flche 50-000.63/03/09,8305180001 


—6103250395 8ummarlxes events re 610317 telcon w/L Sinkin concerning 
allegations at facility Improper alteration of documents, 
removal of documents to prevent NfiC Insp 6 intimidation of 
Brown 6 Root personnel have been alleged, 

WILBER, H A. Reactor Projects Sections (Regions 2,4 9( 5) 

61/03/17 SEYFRIT.K V Region 4. Dallas. Office of the Director 
2pp. 18499,242 24X Flche 50-000,83/03/09,8305180001 


— 6305180064 Responds to Oosslck request to reply to Inquiry rt adequacy 
of OA/QC program. Licensee continuing to look for addl voids 
it Is evaluating possible alternate designs for reinforcing 
steel & liner stiffeners 

STELLO.V Office of Inspection it Enforcement, Office of the 
Director 79/07/31 KENNEDY, R.T. Commissioners. 3pp. 

18497 234 24X Flcha 50-000,03/03/09,9305180001. 


— 8305180075 Responds to Commissioner Bradford 791019 Inquiry re 
newspaper article concerning facility Imps "Surprise insp" 
announced IE Insp of facility QA program Allegatlans re 
beating of QG inspector could not be substantiated. 

HVBACEK, H 0 Region 4, Dallas, Office of the Director 79/10/26. 
REtNMUTHiO«N Division of Reactor Construction Inspection. 2pp, 
10497 239 24X Flche 50-000,83/03/09,8305180001 


— 8305180063 Requests that rasponses to Commissioner Bradford Inquiries 
re newspaper article concerning facility tnsps be revised to 
accommodate listed comments by Barbar/Thompton. 

REINMUTK.O, W Division of Reactor Construction Inspection, 

79/ll/OS. SElDLEfW. C Region 4, Dallas, Reactor Construction 6 
Engineering Support Branch Spp 19497*241 84X 

Flche 50-000, 83/03/07, 8309180001 


— 0305180094 Discusses recommendations for further IE Investigation 6 
Insp efforts at facilities Expanded 6 comprehensive insp 
program should be Immediately Initiated 6 maintained until 
confidence estab 1 iihed, Related info end. 

HAYES, D W Region 3, Chicago, Office of the Director 60/03/11 
THORNfiURD.H 0. Division of Reactor Construction Inspection. 

42lpp. 16497 243 24X Flche. 50-000, 03/03/09, 8305160001. 
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‘63091801S1 Rffqu««t» In^a rv ecopt & «ignlflcancfi of voids in concrete 
«t Site Response requested by B004S3 

BRADFORD. P A Commissioners 00/04/18 DIRCKS.W J Office of 
the Executive Director for Operetions Ip 18499 138 24X 

F 1 C h e 50-000. 03/03/09. 83051 8000 1 


— 8305180148 Advises thet staff should notifiy Commission in edvencv of 
proposed actions re facllltv invest Igation. per Commissioner 
Bradford 80041B memo 

CHlUKi 6 J Office of the Secretary of the Commission 
CaKPB-80-16 80/04/38 DIRCKS. W J Office of the Executive 

Director for Operations Ip 18499 142 24X 

Flche 50-000. 83/03/09. 8305180001 


■8305180157 Foruards enforcement package including enforcement notice, 
draft prase ra least, foruarding Itr. notice of violation, 
proposed imposition of civil penalty h shoiu cause order 
W/o ends 

STEULO. V Office of Inspection & Enforcement. Office of the 

Director BO/04/28 AHEARNE. J F , OILINSKY. V . KENNEDY. R T 

Commlssipners ip 18499*143 B4X Flche 50-000, 83/03/09. 
8305180001 


— G3051801A7 Informs that Commission concensus not in favor of 
recommendations contained in 800418 memo re facility 
Investigation Modified version of Suggestion 1 further 
modified by Commisslaner Kennedy. Responi es end U/a encls 
CHIlsKi 8 \) Office of the Secretary of the Commission 
COMPB-eO-16 00/04/28, BRADFORD. p A Commissioners Ip 
18499,144 24X Fiche 50-000.83/03/09.8305180001 


■8305180175 Recommends that IE address Qfc of General Counsel Questions 
1-7 prior to enforcement action IE ulll take action on 
BOOSOi 

BRADFORD. P, A Commlsiioneri CDKPB-aO-i9 80/04/30 
AHEARNEiJ F, Commissioners Ip 18499 145 24X 

Flche* 50-000. 03/03/09, 0305100001 


•8305180181 Discusses results of followup Inquires by Region 19 re 
terminated Broun Root. Inc GC civil engineer inspectors 
8EYFRIT. K V Region 4. Dallas, Office of the Director 80/04/30 

DEYOUNO. R C Office of Inspection it Enforcement. Office of the 

Director 2pp 18499' 14A 24X Fiche 50-000. 83/03/09. 8305180001 


— 8305180169 Informs that Coinmissioneri have not supported request to 
ask IE to address Qfc of Oenerel Counsel Questions 1-7 prior 
to time of enforcement action 

CHII.H. 8 J Office of the Secretary of the Commission 
COMPB-flO-19. 00/05/02 BRADFORD. P A Commissioners Ip 
18499 148. 24X Flche. 50-000, 83/03/09. 8305180001 


■8305180202 Informs of new allegations concerning possible intimi datlan 
of QC inspectors received uhile preparing response to 791010 
memo. Investigation will be conducted to verify facts. 

Appropriate enforcement action will be taken 
8TELL0. V. Office of Inspection 1< Enforcement, Office of the 
Director 83/03/09 BRADFORD,? A, Commissioners Ip 
18499 158 84X Flche. 50-»000, 83/03/09.8305180001 


'8305160211 Responds to 791D10 memo re newspaper article concerning 
facility «, question relatsd to enforcement action following 
Region IV investigation of alleged beetlng of Broun it Root 
QC inspector Allegation could not be substantiated. 

STELLOi V Office of Inspection i* Enforcement, Office of the 
Director. 83/03/09 BRADFORD. P. A Commissioners 2pp 
10499.153. 24X FlChe 50-000. 83/03/09. 8305180001 


—8305180221 Informs that NRG will be requeeted to testify on first day 
of House Subcommittee on Oversight 8< Investigations hearings 
tentatively scheduled to begin on 800729 rs const problem S. 

NRC investigation of facility. 

HAMMERER. C. Office of CongressiOhal Affairs 80/07/09 
AHEARNE. J.F. OILINBHY,V. . ttENDRIEiJ.M Commissioners 2pp 
10499 157 24X Flche: 50-000. 83/03/09. 8305180001 


—8305180236 Submits schedule of Congrecs ionel hearings r* waste bill 
H. R, 74ia, Hast Valley Bill K R 6865 S. South Teeat project 
Related info end. 

REHM. T. A Office of the Executive Director for Operations. 

00/07/07. 8TELL0. V Office of Inspection Enforcement. Office of 
the Director DAVIS, vl. Office of Nuclear Material Safety U 
Bafeguardi. Director 4pp 1B499* 159. 24X Flche 50-000.83/03/09, 

0305180001 


--83O510O25O Forwards Chairman Ahaarne b V Stello testimony prepared for 
House Subeommittes on Oversight it Investigatlpn hearing re 
facility 

STELLO, V. Office of Inspection it Enforcement. Office of the 
Dir sc tor. 80/07/25. AHEARNE. J. F, , OILINSKY.V , HENDRIE.J M 
Commisilonsrs Spp, 18499 169 24X Flche: 50-000. 83/03/09, 

8305160001. 


— 8305180254 StAtement of JF Ahearnv to House Subcommittee on Oversight b 
Investigations Pp I'-S 

AHEARNE, .J F Cocnml ss 1 oners BO/07/29 6pp 18499 171 24X 

Flche 30-000,93/03/09.0305180001 


— a30'5180257 Statement of V Stello before House Subcommittee on Oversight 
ti Invest 1 gatl one B00729 heari-ng Pp i-15 

STELLO, V Office of Inspection b Enforcement, Office of the 
Director BO/07/29 I6pp 10479 177 24X Flche 30-000,83/03/09. 

83051 QOOOl 


— 0303160276 Forwards draft Commission info paper Intended for 
presentation during wk of S00414 re investigation b proposed 
enforcement action Comments needed by B00409 
THORNDURG, H D Division Of Reactor Construction Inspection 
00/04/03 DENTQN. H R Office of Nuclear Reactor Regulation, 

Director SHAFAR.H K Office of the Executive Legal Director 

STELLO, V Office of Insp ec t i on b Enf ore erne nt . Office of the 

Director llpp 18499 204 24X Fiche 50-000.83/03/09,0305180001 


— 8305180315 Forwards Part 2 of Coirimisiion regulations re practice in 
conduct o-f formal hearings before Commission adjudicatory 
panels & procedures for initiating enforcement actions 
H/o end 

BURNg, S O Office of the Executive Legal Director 80/05/29 
CORTEZ, B Communities Organized for Public Service Ip 
18499 210 24X Flche 50-000.83/03/09.8305100001 


— 830Sie032i, Informs that Chairman has requestod that end Commission 
paper re plan for resumption of const he forwarded through 
L Qlckuii t. genera 1 counsel 

STELLOrV Office of Inspection b Enforcement, Office Of the 
Director BO/09/18 DIRCKS. U J Office of the Executive Director 
for Operations llpp IB499 231 24X Flche 50-000.83/03/09. 

8305100001 


—6305160337 Discusses Importance of NASLAP daclsion re protection of 
confidential i tg of Informers b allegers Dissenting opinion 
points out cautions that should be observed in Informing 
allegers or informants 

THOMPSON, D Enforcement b Ihvei tlgatlon Staff (Pre B20201) 
61/05/14 ORIERrB H Region 1, Philadelphia. Office of the 
Director <81/03/01 > O'REILLY, J P Region 2. Atlanta, Office of 
the Director <81/03/01) KEFpLER.JC Regions* Chicago, Office 
of the Director (0i /03/Di > Ip 18499 244 24X 

Fiche 50-000.03/03/09.8305180001 


6305180003 FOIA request for documents associated u/lnvesti gation of 
Nuclear Pharmacy, inc by NRC Ofes of Inspector b Auditor b 
IE 

EHSHUILLER, J R Mall Street tfournal 82/10/26 NRC - No Detailed 
Affiliation Olven Ip 10SO3 051 


8305160005 Addl response to FOIA request for documents associated w/ 
investigation of Nuclear Pharmacy. Inc by Ofes of Inspector b 
Auditor IE Forwards documents listed In Apps A b B Info 
partially withheld -(ref FOIA Exemptions 5 b 7) 

FELTON, U M Division of Rules and Records 83/04/12 

EMBHWILLER. J R Halt Street Journal 7pp 10503 052 


—7911150333 Informs that Nuclear Pharmacy, Inc shipped Xe-133 unit dotes 
not fit for human use List of shipments, date distributed, 
activity & prescription number end 

KEPPLER.ao Region 3. Chicago, Office of the Director 79/11/02 
COMISKEY.J Bt Michael Hosp. MilwauVee,W1 2pp 18503 080 


— 0305180010 Documents basis for certain statsninti contained In IE Itisp 
Rept 79-01 for Nuclear Pharmacy. Inc Personally identifiable 
info deleted 

DICEY. 6 8. Region 3, Chicago, Office of the Director 79/09/21 
PAPER 1 ELLO, C. -J Region 3. Chicago, Office of the Director 3pp. 
10503 039 


— 8305180013 Discusses B0Dt89 interview w/^H Snieiek re 800121 meeting 
u/Nuclear Pharmacy, Inc concerning notice of violation 
GAMBLE. D K. Office of Inspector b Auditor 60/01/31 
STRICKLER.L J Office of Inspector b Auditor 4pp 18503,063 


—0305180016 Dlicusses 800129 interview w/P£ Gael (DOJ) re 000121 meeting 
between Nuclear Pharmacy* Inc (NPI) b NRC concerning NPI 
iposiession of Xe-133 

GAMBLE, D.H Office of Inspector b Auditor 00/02/Dl 
STRICKLER.L -J Office of Inspector b Audltar Bpp. 10503 067 


— 8305100021 Forwards Region III 791102 Ur sent to certain customers 
(hoipsl of Nuclear Pharmacy, Inc (NPI) notifying that NPI 
sold Xe-133 prepared from chimleal-grade bulk matl rather 
then from pharm-grade bulk matl 

STRlCKLERpL J Office of Inspector b Auditor 79/11/06 Office 
of Inspector b Auditor. ip 10503 077. 
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— 8305180031 Discusses 791108 meeting Uf/OOJ re potential for developing 
prosecutable case against Nuclear Pharmacyilnc OOJ has no 
interest in proceeding u/criminal action If violation not 
of sufficient significance to warrant civil penalty 

aTRrCKLER,L J Office of Inspector U Auditor 79/11/13 Office 

of Inspector i* Auditor 2pp 1BSD3 082 


8305160037 Discusses 791108 briefing w/DDJ re deficiencies in case 
against Nuclear Phar/nacyi Inc concerning purchase of Xe^l33 
from Union Carbide 

STRICKLER*L J Office of Inspector & Auditor 79/11/14 Office 
of Inspector £( Auditor 2pp IQS03 084 


— 8305180044 Urges NRC not to mitigate fine for Nuclear Pharmacy^ Ino re 
unauthorlied act^uisitlon tc breakdoun of packaging & delivery 
of Xe-I33 unfit for human use Other vendor violations cited 
Personally 1 dent 1 f i ah 1 e info deleted 

* Affiliation Unknown 79/12/01 SNIEZEK.J H Division of Fuel 
Facility & Materials Safety 3pp 10503 085 


“—0303180032 Oncuments recollections of statemonts made during 770323 mgt 
•nforcamont conference re procurement & dlstrlhutlon of 
Union Carbon Xe-133 contrary to FDA & NRC re<iul remen tt 
DICEYj a 9 fiegion 3. Chicago. Office of the Director 79/12/03 
STfllCKLER. J Office of Inspector «< Auditor 2pp 18303 089 


— B3031G005& Submits amended response to 750410 ciuestions re license 
appl ication Manufacturers package insert for ail radlopharms 
dispensed by use will be forwarded to each user. 

EANCMEr. R U NuPharm. Inc 73/04/23 DOVeR, J E Division of Fuel 
Cycle U Material Safety 3pp 18303 091 


■ — 83051800*3 Application to amend License 24-lA319''01 < ref lecting 
corporate name change to Nuclear Pharmacy. Inc & change of 
ad dreS'S 

R^AVIS, J H NuPharm. Inc 86499 77/03/18 DOVER. J E Office of 

Nuclear Material Safety & Safeguards. Direc tor Ip 18303 094 


*‘“^8303180070 Discusses 791207 telcort re postponement of meeting u/Nuclear 
Pharmaty. Inc INPI) Allegations in notice of violation w/o 
foundatioTi Prompt action to resolve matter requested 
VAKERiCSi T V 0 'Conner «< Hannan 79/12/07 STELLO. V Director's 
Office. Office of Inspection and Enforcement 3pp 16303 093 


— 8305160074 Confirms 791205 telcon re withdrawal of Nuclear Pharmacy^ Inc 
matter from consid eraticn by OOJ Investigation of source of 
unauthorized disclosures of confidential Info requested 
VAKEUrCS.T V O'Connor U Hannan 79/12/07 CUMMINGS, J J Office 
of Inspector it Auditor ip 18303 098 


’8305160080 Documents recollection of 790323 enforcement mgt meeting re 
Nuclear Fharmac y, Inc reason for distributing ITnion Carbide 
!Ce-lS3 

PAPERlELLOiC Region 3* Ciiicago, Office of the Director 
79/i2/l0 STRICKLER.J Office of Inspector & Auditor Ip 
18503 100 


—8305180092 Discusses status of other NRC ofe actions from 790614-1127 
re NRC criminal referral to DOJ re allegations of improper 
activities by Nuclear Pharmacy. Inc 

STRICKLER.L J Office of Inspector & Auditor 79/12/13 
CUKMXNGS^J J Office of Inspector & Auditor 3pp 16303 101 


—8305100096 Forwards 791201 Itr re allegations of improper activities by 
Nuclear Pharmacy, Inc Ltr includes number of Issues which 
appear to warrant further investigation Personally 
identifiable info deleted 

GOWERrG C Executive Officer for Operations Support 77/12/19 
FOffTUNA.R Office of Inspector 8c Auditor 3pp 18503 106 


■0305100100 Discusses 000128 Interview u/J Murray re S00121 meeting w/ 
Nuclear Pharmacy, Inc on proposed notice of violation 
SlNCLAlftrJ. R Offic* of Inspector U Auditor 01/02/04 
STAlCKLERiL J Office of Inspector it Auditor 3pp 10303 109 


*<“8305180106 Discusses 800-205 interview u/V Stello re 800121 meeting u/ 
Nuclear Pharmacy. Inc concerning sales of Xe-}33 not approved 
for human use Affidavit end Personally identifiable Info 
deleted 

GAMBLE, D H Office of Inspector Sc Auditor 81/02/08 
STRICHLER, L ^} Office Of Inspector it Auditor 6pp 18503 112 


-“8305180111 Discusses Senator H Schmitt 600102 ltr re Nuclear Pharmacy, 
Inc CNPIl & T Droc kett responses concerning possible 
criminal violations by NPI 

STRICKLER.L NRC - No Detailed Affiliation Given 80/02/19 
NRG - No Detailed Affiliation Given Ip 103O3M18 


— 0305180116 Requests expeditious resolution of notice of violation 
Issued to Nuclear Pharmacy, Inc 

SCHMITT. K Senate 80/01/02 AHEARNE, J Commissioners Ip 
103O3< 119 


— 0305180123 Urges final action to resolve notice of violation issued to 
Nuclear Pharmacy. Inc in Aug 1979 Review by another agency 
not sufficient justi f Icat ion to forestall prompt action 
DOMENICI.P V Senate 60/01/09 AHEARNE, J F Commlisioners 
2pp 18503 ISO 


— 8305160153 Oiscueset 800109 ltr re pending administration action 
against Nuclear Pharmacy, Inc <NP1> DOJ currently reviewing 
matter No operating restrictions placed on licensee 
DIRCKSiW J Office of the Executive Director for Operations 
80/02/11 DOMENICI.P V Senate ip 10503 122 


— 9303100159 Confirms 000227 telcon re Jan 1979 Insp at Nuclear Pharmacy. 
Inc (NPIJ No indication that NPl reused New England Nuclear 
dose vials for packaging & di strlhuting Xe-133 observed 
Interview rept end Personally identifiable Info deleted 
DICEV, B B Michigan, Univ of 80/02/27 8TRICKLER,J Office of 
Inspector fc Auditor 9pp 10503 123 


— 830S1G0166 Notifies that D Leggett it J Fischer provided w/Hsted 
statements during G00310 visit. per DOJ instructions re 
Nuclear Pharmacy, Inc investigation Personally identifiable 
Info deleted 

8TRICKLER. L J Office of Inspector & Auditor 00/03/13 Office 
of Inspector & Auditor Ip 18503 132 


. — 83051B0174 Advises that listed original statements placed in Nuclear 
Pharmacy.Inc investigation file on 600313. Per sonal ly 
identifiable info deleted 

STRICKLER.L J Office Of Inspector it Auditor 80/03/13. Office 
of Inspector it Auditor Ip 10503 133 


’ — 8305100178 Forwards DOJ 600307 ltr describing frustrations in dealing 
u/NRC during consideration of possible criminal aspects of 
Nuclear Pharmacy, Inc case 

CUMMINGS, J J Office of Inspector it Auditor 60/03/13. 

AHEARNE.J F Commissioners Ip 10503, i34 


■0305160186 Disagrees w/800313 memo to Chairmen re civil penalties 
resulting from notice of violation issued to Nuclear 
Pharmacy, Inc 

STELLO, V Director's Office, Office of Inspection end Enforcement 
60/03/18 CUMMINGS, J J Office Of Inspector & Auditor 2pp 
18503 143 


— 0305100196 Discusses 800321 telcon u/former employee of Nuclear 
Pharmacy, tnc, re unsafe 8, unethical practices Interview end. 
Personally identifiable Info deleted 

WARD.W J Executive Officer for Operations Support 00/03/31. 
Executive Officer for Operations Support 7pp 10503 145 


— 0305180207 Notifies that final rept of 800401 interview placed in 
Nuclear Pharmacy, Inc statement file on S00404 Personally 
identifiable info deleted 

STRICKLER.L J Offlca of Inspector it Auditor 80/04/04 Office 
of Inspector Auditor Hpp 18503 152 


—0305180223 Notifies that original 80031? statement placed in Nuclear 
Pharmacy, Inc flit on 000404. Persona 1 ly identifiable Info 
deleted 

STRICKLER.L J Office of Inspector it Auditor 90/04/04 Offlca 
of Inspector & Auditor ISpp 1B503 163. 


— 9305100233 Discusses conflict of interest on part of former Region I 
employee re civil penalty action against Elfrsth Alley 
Apothecary, part of Nuclear Pharmacy , Inc, Personal ly 
Identifiable info deleted 

FORTUNA.R A Office of Inspector & Auditor. 80/05/29 BISCUIT, L 
Office of the General Counsel Ip 18503 199 


— 6305180241 Discusses corrective actions per 800310 ltr. in response to 
NRC G00407 it 0219 Itrs re radiation safety for personnel Mar 
film badge results Indicate significant Improvement 
Personally identifiable Info deleted 

* NuPharm, Inc EA-BO-005 60/05/05 8TELLO, V Director's 

Office, Office of Inspection and Enforcement 2pp 19503,200. 


— 8305160247 Notifies that 800516 statements placed in Nuclear Pharmacy/ 
Inc file on B00603 personally identifiable Info deleted 
STRICKLER.L J Office of Inspector & Auditor 00/06/03 Office 
of Inspector 8, Auditor 13pp. 18503 202 


— 6305180258 Forwards Amend 6 to Matl Byproduct License 48-t7466-01MD. 
License may be subj to subsequent action by NRC or DOJ 
resulting from exam of past activities involving Xe**l33 
Personally identifiable info deleted 

DELMEDICO.J Division of Fuel Cycle it Material Safety 60/05/03, 
REAVIS, J M NuPharm, Inc 32pp 16503 215 
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— 83{>9ie0263 Foruard* Muclear Phanmacyj Inc 000626 Itr di«cusBifig actions 
inltiatad to providf max tafet(| for employees 
FQRTUNAjR a Office of Inspector (, Auditor 00/07/07 
OREENSPUNiJ Juetlcei Dept of Ip 10503 247 


— 0305100269 Discusses 800624 meeting re development of corporate 
radiation safety program Persanall(| identifiable info 
delated 

« NuPharmi Inc 00/06/26 DAVIS; B Region 3; Chlcagti; Fuel 
Facility it Materials Safety Branch 4pp 18303 248 


-'^8305180283 Foruardi documents on investigation of Nuclear Pharmacy* Inc 
(NPl ) per 800827 commitment re NPl-rii luaukae distribution of 
non-MDA Xenon in uillful violation of license condition 
Personally identifiable info deleted N/o ends 
FORTUNA. R A Office of Inspector tt Auditor 80/09/19 
OREENSPUNiJ Justice. Dept of 3pp 10503 232 


— G3031B0291 Forwards sik interview summaries prepared by Region III 
re apparent conflict of interest by former Region I employee 
concerning Nuclear Pharmacy. Inc investigation Parsonally 
Identifiable info deleted 

FORTUNA. R A Office of Inspector Auditor 80/11/23 
OREENSPUNpJ Justice. Dept of lOpp 18503 253 


S30518030B FOIA request for GECY-83-17 h gECY-03--l9 

BFtEADYrJ C KMC. Inc 83/02/00 CHILK. 8, J Office of the 

Secretary of the Commission, Ip 10305 229, 


0305180316 Responds to FOIA requeet for SECY-eS-l? 1< SECY-a3-t9 
Forwards documents Documents also available in PDR 
FELTON. J M Division of Rules and Records 83/03/29. BREADY. J C 
KMC. Inc Ip 18905 230 24X Fiche 30-237. 83/03/29. 0305100316 


— 8305 180322 8ECY‘‘e3«0l9 

Informs of proposed plan to convert seven remaining 
provisional OLs to full-term OLs after completion of SEP 
Phase II 

D2RCK8. U J Office of the Executive Director for Operations 
83/01/17 15pp 18909 231 


— 8303180328 BECY-Sa-Ol? 

Notifies of results of SEP review of facility 

D1RCK8. J Office of the Executive Director for Operations 

83/01/12 47pp I0SO9 246 24X Fiche 30-237.83/03/29.8305100316 


8309190005 Final response to FOIA request for documents re Zack Co &(/or 
work performed by Zack in const of facilities Forwards App A 
documents Documents denoted iii/asterisk available in PDR App 
QiGrD ti E documents withheld (ref FOIA Exemption 7) 

FELTON. J M Division of Rules and Records 03/03/11 
PRENDEROASTr R Prendergast. R. J 17pp 10906 097 24X 

Fiche. 50-000. 83/03/11,8305190009 


— 8208290506 Trip rapt of 820902 aud It. reviewing seismic qualification 
file for Zack Co equipment. at Sargent & Lundy Engineers ofc 
In Chicago. IL 

ROSZTQCZY. 2 R Equipment Qua 1 if icatlon Branch 02/08/06 
aCHNENCER. A. Licensing Branch 2 0pp 10907 201 24X 

Fiche 50-000.93/03/11.8303190005 


— 8303190043 Requests vendor insp of facilltios having contracts w/lack 
Co due to QA/QC problems at Midland re HVAC activities 
Zack Co correspondence re LaSalle & related info end 
FIORELLI.Q Region 3. Chicago. Reactor Construction t( Engineering 
Support Branch 80/04/21 PDTOPOUS. U Region 4. Dallas. Vendor 
Inspection Branch I2pp 18306 077 24X Fiche 90-000.83/03/11. 

8305190005 


'—8309190050 Summarises 820430 meeting u/president of Zack Co. HVAC 
contractor at fac 1 1 Itles, re potential allegations Zack Co 
planning to terminate several employees in document control 
section 

HAYES. D H Region 3. Office of Director 82/09/12 Region 3. 
Office of Director ip 10506 089 24X FI che . 90-000. 03/03/1 1 , 

6305190005 


— 5309190061 summarltes B20510 telcon w/T Howard . former employee of Zack 
Co. re allegations concerning Zack Co. HVAC contractor at 
various nuclear power const sites Matter will be pursued 
upon return of C Hell on or about 820917 

PHILLIP. 0 A Region 3. Office of Director EI8 52-25 82/05/21 

Region 3. Office of Director ip 18506 090 


— 8305190084 RO fire dampers supplied by American Warming & Ventllatloni 
Inc declared inoperative Caused by discrepancy In fuse link 
assembly six# Fuse assemblies will be replaced. JV Winkle Itr 
re news telecast 8< J Dlerbeck note end, 

HOLYOAK. R.H Commonwealt'h Edison Co 82/07/01 KEPPLER. J 0 
Region 3. Office of Director 33pp. 18906 091 24X 

Fiche 50-000.83/03/11.0303190009 


— 0303190000 Repts allegation re Zack Co falsified documents concerning 
HVAC activities at facilities per NOC Nightly News 
broadcast 

* Radio TV Reports, Itic 82/07/24 NflC - No Detailed 

Affiliation Given 2pp 18306 124 24X Fiche 30-000. 83/03/ 1 I > 

0303190005 


— 0303190097 Requests investigation of Region III inadequate 

investigative oversight re QA breakdown possible criminal 
falsification at Zack Co. HVAC contractor at facilities AT 
Howard & B liarella allegations discussed 

DEVINE. T . GARDE, n Government Accountability Project 02/07/26 
PALLADINO. N J Conimiss loners llpp 1QS06 1 20 24X 

Fiche 50-000,83/03/11.0303190003 


— 8303190102 Affidavit of 8L Marel lo ro OC breakdown & criminal 
falsification at Zack Co. HVAC contractor at facilities 
KARELLO.SL Affiliation Unknown B2/07/26 52pp 18306 139 
24X Fiche 30-000,93/03/11.0305190005 


— 0303190109 Affidavit of AT Howard re QC breakdown b criminal 
falsification at Zack Co. HVAC contractor at facilities 
HOHARD. A T Affiliation Unknown 82/07/26 35pp 19506 160 
24 X Fiche 30-000.03/03/11.8309190005 


— G305190112 Deficiency rept re errors & discrepancies contained in HVAC 
mat! Certifications Procurement due umentation will be 
re val Idated I doc ument & records mgt program ul 1 1 be developed 
6 -QA/QC personnel will be added Alsu reportable per Part 21 
CALKINS. D E . EICHSTAEDT. C L , DEZUTEU. C 2 Zack Co lOCFR 
030 93E 91/10/23 3l0pp 10506 219 S4X Fiche 50-000.03/03/11, 

0305190003 


— 9309190119 Repts investigation re possible flawed equipment at 
fac 1 ll ties, per Egeutitness News broadcast 

a Radio TV Reports. Inc 82/07/26 NRC - No Detailed 

Affiliation Given 2pp 18507 163 24X Fiche 90-000.03/03/11. 

0309190005 


—0305190124 Offers assistance h cooperation in Investigating Zack Co 
Suggestions discussed 

DEVINE, T . GARDE. D P Government Accountability Project. 

02/07/27 PALLADINO.N J Commissioners 2pp 10507 167 24X 

Fiche 50-000.03/03/11.0305190003 


--03O519O128 Forwards outline of Investigation rept re Zack documentation 
concerning HVAC activities Discussion of matl spec & 
mechanical properties for galvanlied sheet steel tt stiffener 
hanger 6 support steal it L DelOeorge handwritten notes end 
NORELIUS.C E Region 3, Office of Director 82/07/28 
KEPPLER. J 0 , DAVIS, A 0 , FOSTER. J Region 3. Office of Director 
25pp 18507 169 24X Fiche 30-000.83/03/11.8305190009 


— 0309190132 Forwards results of analyses of carbon steels received from 
Region lit on B20726 NBS stds used to quality assure 
phospheruBf manganese tx copper results performed on same 
sample solution 

GREEN, D H Argonne Nat i anal Laboratory 02/00/02 LANKSDURY. R 
Region 3. Office of Director 6pp 10307 194 


— 0305190145 Confirms telcon w/Tongue re Unit I switchgear heat removal 
welds Certain welds on Unit 2.DW II switchgear heat removal 
sys may not meet applicable code requirements 
HOLYOAK. R H Commonwealth Edison Co 02/08/06 Region 3. 

Office of Director Ip 10907 200 24X Fiche 30-000.03/03/11. 

8309190009 


—0305190191 Informs of atty general of State of IL intention to attend 
NRC 02OB11 meeting w/utll It Govt Accountability Project to 
discuss selection of third party to investigate HVAC 
a I legations 

VAN VRANKEN.J Illinois, State of 02/00/09 KEPPLER# J G 
Region 3. Office of Director Ip 10307 209 24X 

Fiche 90-000.93/03/11,0309190005 


— 8305190153 Forwards results of reanalyses of carbon steels received on 
020736 Analysis results of NBS carbon 6 sulfur std data 
tubml tted 

GREEN. O.W Argonne National Laboratory 82/00/10 LANKSDURY, R 
Region 3. Office of Director 2pp 18307 210 


— 8305190162 Introduction of 02OG11 public meeting to discuss util plans 
re employment of third party contractor to conduct 
independent review of HVAC sys at facilities 
« NRC - No Detailed Affiliation Given 02/08/11 2pp 
10907^214 24X Ficha 50-000.83/03/11,8305190003 
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— B309I9O1A7 Requ^sti that all intareited parties 6e furnished proposed 
contract betu;«en util & CF Braun for independent 
1 nve s 1 1 {}a 1 1 on of facilities i< be alloued to submit urltten 
comments before agreement flnalitet! 

VAN VRANKEM.J IIJlnois< State of B2/08/12 KEPPLER. J 0 
Region 3i Office of Oirector Spp 1BS07 219 2AK 
Flche 30-000.83^03/11.8303170003 


— 9305170177 Req^uesti that Region III monitor CF Braun activities in 
Independent review of HVAC sys at facilities & that T Howard 
(( 9 Karello experience ic knouiletfge be utilized in revieu 
{iroceit Util 820813 1 tr to CF Braun & Co end 

HOWARD. A T Affiliation Unknown 02/00/13 KeFPLER. J Q Region 
3r Office of Director llpp 1BS07 31& SAX 
Flche 30-000, 83/03/11, B305I70003 


— 830519O1B4 Confirms B20B12 telcon re telephone call from M Charrg 
concerning Zact Investigation b circumstances surrounding 
termination of Zact eirptovoes. 

DAV18. A S Region 3. afflce of Director B2/08/1& PlTZOE^tALO. >1 
Office of Investigation 2pp 1B507 230 24X 

Flche 50-000, 03 /03/ 1 1 . 030 51 70005 


—9305170189 Notification of 820824 meeting w/utll In Olen EllyndU to 
discuss status -of licensee Independent HVAC review 
e Region 3. Office of Director 02/08/18 Region 3r Office of 
Director Ip 18307 231 2At Flche 30-000, 83/03/1 1. B3051 90003 


—0305170303 COD-003490 ROO 

Rev 0 to “Afsesifflent of Stitch Weld Strength In HVAC 
Ductwork Constj LaSal le County Station Unit* 1 It 2 ** 

CHQ. F L . KlSlSELi I T , NELZOI.A V Sargent 1. Lundy. Inc 
82/08/27 27pp 18307 31B. 24X Flche 30'-000. 03/03/1 1. 0305190003 


— 8305190304 Discusses concaTni on behalf of AT Howard li 8 Her alio, for 
NRC consideration In review of CF Braun final proposal to 
conduct independent revieu of HVAC sys at fad 1 Itles. per 
020924 meeting 

OEViNErT Government Accountabl 1 Ity Project 02/09/04 
KEPPLER.J Q Region 3. Office of Director 6pp 18907,345 24X 

Flche 50-000.83/03/11.0303190005 


->’-B3a319030& Clarifies Initial actions taken re A Houfard allegations 
concerning Zack Co Agrees w/RF Warnlck handling of case w/ 
relative priority 

FOSTER. J E Region 3. Office of Director 82/09/07 KEPPLER* J 0, 
Region 3. Office of Director 2pp 10307 331 


— e309190-307 Discusses A Howard 020903 allegations re Zack Co tampering 
u/documents concerning HVAC activities at facilities. 

Further investigation will be (mplamented if deemed 
appropriate by mgt 

SHAFER. W.D. Region 3. Office of Director. 82/05/11 WARNICK«R F 
Region 3. Office of Director. 3pp. 18907-354 24X 

Flche. 30-000. 03/03/ 1 1 . 8303 1 90009 


— 0303190207 Verifies AT Howard receipt of four cassette tapes of 820730 
discussions between NRC & AT Howard. SL Marello & T Devine at 
Region III ofe in Olen Ellyn. IL 

a Region 3, Office of Director HOWARD, A T Affiliation Utiknohtn 
02/08/20 Region 3. Office of Director. Ip 10507 238 


— 9305190232 Requests investigation re discharge of AT Howard It 
8 Marello from Zack Co, per 080819 discussion u/ 

J Fitzgerald 

DAVIS. A B Region 3, Office of Director 82/00/23 FOSTER# U E 
Region 3. Office of Director Ip lBSO-7 859 


— 8305190274 Confirms oral direction given to RD Lanksbury requastlng 
that Zack Investigation determine adequacy «f qua 1 If 1 cations 
of Zack personnel involved in Zack OA/OC program Work may be 
performed by Region IV 

DAVIS. A fl Region 3. Office of Director 82/00/23 MORELrUS. C E 
Division of Engineering Ip 18507 242 


—9309190283 Introduction of 020684 public meeting to discuss util 
preliminary plans re independent review of HVAC sys at 
facilities Meeting will focus on CF Braun technical 
proposals 

* NRC - Mo Ditalled Affiliation Given 83/08/24 Ip 18507 246 
24X Flche 50-000# 83/03/1116305190005 


—8305190289 Foruards T Devine 620813 Itr.AT Howard 820813 Itr ti 8S 
Marello 020014 Ltr for NRR consideration In assessment of 
util proposal on third party review of HVAC sys at 
fac 1 1 ttles 

SPESSARDiA L Division of Project & Resident Programs. 82/08/29. 
EISENHUT) D 0 Division of Licensing. Ip 18507 293 24X 

Flche 30-000,03/03/11.8305190005 


— 8303190292 Advises that AT Howard k 83 Marello dO not object to 
selection of CF Braun to conduct third party investigation 
of charges against Zack Co, sub j to listed conditions Related 
info end 

DEVINE. T Government AccountabI 1 1 ty Project 82/08/13 
KEPPLERiJ Region 3. Office of Director lApp 18307 294 24X 

Flche 50-000.83/03/111 8305190005 


— 8305190329 Responds to 820904 ltr containing comments on CF Braun 
proposal for independent verification of HVAC sys at 
facilities Comment taken into consideration in NRR review 
of proposal 

KCPPLER.J G Region 3. Office of Director 82/09/13 DEVIME# T 
Government Accountability Project, Ip 10507.397 24X 

F 1 c h a , 90-000# 83/03/ 1 1 . 0305 i 90005 


—8305190332 Forwards "LaSalle County Station independent HVAC Revlsw. " 
interim rept.Rept also sent to JO Keppler 

KEMPIAK.A J C F Braun k Co BL-6 02/09/13. SHELTON. B R. 
Commonuiea 1 th Edison Co Ip 18307 39? 24X Flche 30-000. 

83/03/11. 8305190009 


—8305190337 Forwards results of analysis of steel received on 820919, 
GREEN# DW Argonne National Laboratory 82/09/29 LANKSBURY^ R 
Region 3. Office of Director 3pp ia3O0- 003 


—0305190341 Forwards results of analysis of steels received on 820924 
GREEN# DW. Argonne National Laboratory. 02/10/11 LANKSaURY^R. 
Region 3. Office of Director 2pp I8508'088, 


—8309190353 Forwards TE Watts 821019 It 29 memoe to CM Schroeder 
responding to R Lanksbury questions re HVAC ductwork design 
V transmitting Rev O to Projsct Instruction P1-L8-42. 

"Review of QC Docufflintatton for LaSalle County Station ” 
8CHR0ED£R#C M. CoAvnonuealth Edison Co 9332N. 82/10/27 

KEPFUER.vl 0 Region 3. Office of Director. 9pp. 18908' 093 24X 

Ficha 90-000.03/03/11.8305190005 


—8305190357 Rev 0 to Project Instruction Pl-L8-42i "Review of QC 
Documentation for LaSalle County Station Units i It 2 " 
e Sargent & Lundy. Inc. 82/10/21 ?pp. 10900! 102 24X 

Flche 90-000. 03/03/ 11# 8305190005 


— 8305190365 Forwards Volf 1-4 to "Independent HVAC Review. LeBal 1 e County 
Nuclear Plant. '' final rept. 

KEriPlAK#A J. C.F Braun 8( Go, BL-29 02/10/27 SHELTON. B. R. 

Commonwealth Edison Co. ip 18308.111, 24X Flche' 90-000. 

83/03/1 i# 8309190003. 


— 8305190274 Comments on 820811 meeting ur/NRC It ukll re CF Braun audit of 
f acl 1 1 ties. CF Braun should rept directly to NRC & should 
audit all critical areas at facilities 

MAnELLO.0 L Affiliation Unknown 82/08/16 KEPPLER# ^ Region 
3, Office of Director 3pp 18907 313 24X Flche 90-000. 

03/03/ I i, 83 03 1 90003 


— 8303 19027? Advise I that HVAC review conslsli of independent revieiii l< 
review of allegations h that MRR 6 Region HI 
responi ibl 1 1 ties delintated per 020824 meeting# In response 
to HR Denton question (draft memo) 

BaURNIA.A Licensing Branch 2 82/08/26. NOVAK, 7.-I1, Asaistant 

Director for Licensing. Ip 18307 316 


— 8305190302 Forwards Rev 0 to "Assesement of Btitch MeU Strength In 
HVAC Ductwork Const# LaSal 1 e County Station Units 1 4t 2, '• QC 
rejectable t/elds have sufficient strength to meet design 
requirements of HVAC duct4.i'ork it need not be repaired 
POLLOCK, R-H. Sargent 6 Lundy# Inc. 82/08/27, SHELTON# B B 
Commonwealth Edison Co ip 18907 317 24X Fl che: 90-000. 

83 / 03 / 1 1 . 8309190003 . 


— 8309190367 Ack racelpt of CF Braun final rept of Independent HVAC 
review at facilities 

PHILLIPS. R.N Region 3. Office of Director. 82/10/27 Reg! bn 
3, Office of Director Ip 18900.112 84X Flche. 90-000. 83/03/11. 

8309190005 


— 8305190374 Forwards ltr froffl Chicago-based law firm representing Zack 
Co. requesting withholding of documents re NRC Investigation 
of Zack Co per 10CFR2 790 Conference cell will be held on 
821110 to discuss subj M/u encl. 

COLLINS. J.T Region 4. Office of Director. 82/11/00 KEPPLER. J. 
Regtoh 3. Office of Director* CUNNINGHAM. 0. Office of the 
Executive Legal Director Ip. 10900’ tl3 


■0309190379 Requests list of reeulti of detailed celculatloni on rebar 
damage for 647 concrete elements affecting Unit 1 operation 
6 approved CF Braun propoiel for Independent HVAC review. 

Zack Co chronology encl 

GOODIE. J 3 Illinois. State of 02/07/07. KEPPLER, J 0. Region 
3# Office of Director. 9pp. 18911:278 84X Flche; 90-000. 

03/03/11.8309190005. 


NONDOCKETED ITEMS 


— 8309190384 A<tyl«»« that ^ield imp of HV/AC tys at facility completedf 
Including rtvlau of Oavt Ac countab i 1 ly Project allegation* 
agalntt Zact Co No tachnlcal batit exlsti for further 
restriction of facility pourer Itvel ^/related Info 
KEPPCERiJ 0 Region 3. Office of Director 02/13/03 DENTON# H R 
Office of Nuclear Reactor Regulation# Director llpp 18312 03B 
24X Flche 90-000# 03/03/11# 8303190009 


— G3Q9190387 Rev 1 to ^'LaSalle County Station Techinlcal Proposal#*' 
including scope of uorkiuorh plan to accomplleh independent 
HVAC review# organl jation chart resumes of personnel 
assigned to project List of niatl epees for HVAC const end 
e C. F Braun & Go 82/08/23 34pp 10912 133 34X 

Flche 30-000# 03/03/11# 8303190003 


— 9309190390 P Donahue thou Transcript 08302 re nuclear power safety 
Info re facilities 8# Zack Co ancl 

e Multimedia Program Production# Inc 83/03/tt t2Bpp 
10912 109 24X Flche 90-000# 03/03/11# 0309190009 


—8309190393 Diecussei Zack Co Part 21 rapt re dual traveler record sye 
lor fabrication of duct work I# hangers at facility# per 
020729 telcon u/L DelOeorge C Read AT Howard resume end 
HILLIAM8#C C NRG - No Detailed Affiliation Given 03/03/11 
LANKSBURY# R. D. NRC - No Detailed Affiliation Given. 6pp 
19512 317, 24X Flche 90-000# 03/03/ U* 8303190009 


— B30519039& Discusses B20i>24 telcon w/B Oarde of Qovt Accountab 1 1 1 tg 
Project re allegations concerning Zack Co QA program at 
facilities Personally identlflablt info delated 

NOnELlUS#C, E Division of Engineering 82/07/12 Division of 
Engineering ip, 10912 323 24X Flche 90-000# 03/03/1 1# 

0309190009 


-•.0309190399 Henduritten notes re meeting w/utll on allegations 
concerning Zack Co activities at faculties 

DAVIS# A, B NRC - No Ostailed Affiliation Given. 02/07/16 9pp 
18912,339 24X Flchf 90-000# 03/03/1 1 i 8309190009 


930523006*} Responds to FOIA rec^ueit for SECY-83-13D Forwardi requested 
document Document also available in PDR 

FEUTON. xj M Division of Rules and Records 83/03/31 PEDRO# J NU3 
Corp Ip 18943 137 


— Q30323007O SECY-02-O13D 

Infarms CommlBsidn of status of Imp 1 ementatlo-n of 10CFR90 48 
it App R to i0CFR9O re firs proteetton rule for Third 
Quarter 1902, per SO Chi Ik BDl 103 request 

DtRCKSi if J Office of the Executive Director for Operations 
82/12/10 9pp 10943 130 


8309230112 Final response to FOIA request for insp repts of safety 
violations at Kerr-McQee Pu plant at Cresant# OK from Aug- 
Nov 1972 Forwards JF Donahue 731102 memo transmitting IE 
Investigation Rept 70-1193/73-01 w/portlons deleted 
FELTON# vl M Division of Rules anti Records 03/03/22 MIDMER.R R 
Affiliation Unknown ip 18943 134 


— 0305230134 Forwards Regulatory Investigation Rept 70-U93/73-01 on 
730717—21 No significant health b safety problems associated 
w/occurrencfts reported In allegations 

DONAHUE# J F Atomic Energy Commission 73/11/02 FIORELLIjO 
Atomic Energy Commission 4pp 18543 159 


— 0305230139 Regulatory Investigation Rept 70-1 193/73-01 on 730917-21 
Major area investigated anonymous allagations re leaks in Pu 
waste drums 6 unsafe practices Info re personnel Interviews 
d« 1 ated 

DONAHUE# J F , FINN, J A # RlDOWAYrK R Atomic Energy Commission 
73/11/01 I0pp 10943 t99 


—0309230179 Disevssos licensee employse allegations re spills of Pu 6 
leaking tanks Facility Insp w/emphasis on incidents# 
sp 1 1 Is# dec nntamlna tion it personnel exposures scheduled for 
730917 

DONAHUE# J F Atomic Energy Commission 73/09/04 Atomic Energy 
Commission 4pp 10943 177 


8305200007 Responds to FOXA request for name of manufacturer of fuel 
rods used at facility Fuel rods mfg by DiiN. 

FELTON# J M. DWlslon of Rules and Records 83/03/31 NHXTED#P, J 
Affiliation Unknown Ip. 18941.004 24X Flch e’ 90-320# 83/03/31# 

8309200087 


‘8309230166 Updates 730904 memo re licensee 
concerning unsafe working conditions due 
contamination of work sites Related neus 
release end 

DONAHUE# J F, Atomic Energy Commission 
Commission lOpp 18943 101 


employee allegations 
to possible 
articles 8# press 

73/09/13 Atomic Energy 


0309200101 FOIA request for name of manufacturer of fuel rods used at 
facility 

UNITED# P J. Affiliation Unknown 83/03/23 FELTON# J M Division 
of Rules and Records. ip 18941*009 24X Flche 90-320# 03/03/23# 

8309200101, 


— 0309230196 Rev 1 to Pu Plant Std Operating Procedure KM-NP-37-2# 
"Liquid Uaste Solidification " Related info end 
MULKIN#R Kerr-KcOee Nuclear Corp 72/09/02 31pp 18543 191 


0309230009 FOIA request for all c orreepondence 8( repts re NRG Contract 
NRC- 19-82-493# "Expert Opinion on Use of PRA it Safety 
Ooals# ^ between NRC Ofc of FoHcy Evaluation NU8 Corp 
6H0LLYf6. C Union of Concerned Bclentists FIN B-ei7B 
NRC-t9-82-493 83/03/11 FELTON# U. M Division of Rules and 

Records Ip. 18946.263 


0309230028 Responds to FOIA request for all correspondence !< repts re 
NRC Contract NRC-19-02-49a# "Expert Opinion on Use of PRA It 
Safety Goals#" between NRC Gfc of Policy Evaluation t< NlilS 
Corp. Forwards App A documents 

FELTON# J M Division of Rules and Records PIN 8-8178. 
MflC-i9-02-493 83/03/31 SHOLLY# 8 C. Union of Concerned 

Scientists. 2pp, 18946 263 


--9309230039 Comments on NUREO-OBBO# "Safety Goals for Nuclear Power 
Plants. Discuss ton Paper#" Peb 1902 Proposed policy does not 
contain independent numerical guideline for early fatality 
societal risk. 

LEVINE# 8 NU8 Corp C0-BL-2e-82 02/09/26. REMICK# P. J. Office 

of Policy Evaluations. 9pp. 18946:269, 


^“0309230047 Advises that 0 Levine directed to provide followup 
dlscuitlon it advice on safety goelt re 020926 written rept 
tt 820719 meeting w/P Remick providing advice on us# of PRA# 
per Article l of Contract NRC-19-a2-493 

MONTGOMERY# J M. Office of Policy Evaluations NRC-l9-Ba-493 
82/07/19. Office of Policy Eveluatlone. Ip. 189461274. 


—0309230057 Forwards matl from O Kaiser re calculation of individual &t 
societal risks for compartion w/safety goals Requests 
meeting w/0 Kaiser it R Bland to discuss differences in 
predictions of weighted individual risk requestad 
LEVINE# 8 NU8 Corp. CO-SL-98-02 02/11/10, 2ERBE#J.£. Office 

of Policy Evaluations. 28pp. 18946,279. 


8309230099 POX A request for 8ECY-02-i3D. 

PEDRO# J NUS Corp. CD-LI8-B992. 83/02/20 Division of Rules and 

Records. Ip 18943 136. 


--0309830207 Forwards Region IV 66072? memo re facility closeout survey 
results l-£c«nfee (neasurements In 660609 Itr substantiated 
by Region IV findings 

N0Y#0 N. Atomic Energy Commission 66/08/00 NUG89AUMER#0 A 
Atomic Energy Commission Ip 18543 222 


— 0303230222 Oiscusses closeout Insp of Licenses SMIl-664 8< 6NM-699 on 
660706 Recommend* that licensee be aufchorlted to transfer 
control of facilities to unlicensed recipient, 

NALKER# D L. Atomic Energy Commission 66/07/29 DUBlNSKIiL 
Atomic Energy Commission 4pp 10543.223 


— 8305230233 Requests author ixatlon to release vacated facilities at 
CwshlngrOK to refining dlv for unrestricted use Bldgs used 
by nuclear products dept cleaned & decontaml nated Health 
physics survey Indicates contamination below limits 
WCJ<-LEft#0 B Kerr-McOee Nuclear Corp 66/06/09 NUSBBAUMERi D A 
Atomic Energy Co/rnil sc 1 on 4pp 18943 227 


8309230203 FD1A request for NRC Investigation Rept 1-83-003 

GORELICK# M 8 Btetnberg# Orcenttelnj Qortllck# Price & Laveson 
83/03/29 CHRISTOPHERr K Office of Investigation Ip 18943 307 


0309230215 Responds to FOIA request for NRC Investigation Rept 
1-83-003 Rept withheld (ref FOIA Exemptions 9 t< 7) 

FELTON# vl M Division of Rules and Records 83/09/02 ODRELICK# M B 
Steinberg# Greensteint Gorelick# Price L Laveson Ip 18943*300 


8309230220 FOIA request for names L addresses of outside law firms 
which have performed legal sve for NRC during past 3 yrs 
involving Title VII or similar employment dtscrimatlon 
metters# t e age or handicap 

8INP0ON#O H Slmpsant G. H. 83/03/2:9 Office of Administration 
Ip 18943 343 


0309230223 Responds to FOIA request for names L addresses of outside 
law firms which hav* performed legal sves for NRC during 
past 3 yrs Involving Title VII or similar employment 
dlscrlmation matters No records sub j to request avelleble 
FELTON# J n Division of Rules and Records 83/04/29 BlhPBQN#0 H 
aiirpsoni- G H. Ip 10943*344, 
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3303230329 FDIA reqgeat for t^^ee categories of document's 

PUNTENNEYi J Safe Energq CoaHtlan 03/02/14 Olviilon of Rule* 

and Records ip 18343 309 


0303230232 Partial r»»pon*B to FOlA request for three categories of 
documents Forward* App A documents Document 3 aent to NRC by 
State of VT & approved for release by DDT Review of add3 
documents In progve'ss 

FELTONp J M Division of RWles and Records B3/03/21 PUNTENNEY. J 
safe Energy Coalition 3pp 1BS43 310 


— 9305230234 Fft Motvce^Vol 47i Number 70 from Research & Special Programs 
Administration Related news articles h Itr from. State of VT 
to DDT secretary end 

a Trane p or ta 1 1 on« Dept of 02/04/22 DOpp 1.QS43 313 


B303230243 FOIA request for document* re meeting between 
rapreiantatives of ASEA-ATDM (Sweden) & NRC concamlng 
Process Inherent Ultimate Safety Reactor 

SHOLLYfS C Union of Concerned Scientists 33/04/13 FEUTON, J M 
Division of Rule* and Records Ip 10545 9A3 


— 01O33OO276 Comments on draft "Reactor Safety Study hethodology 
Applications Program Results for Grand Gulf 1 DiiR Power 
Plant '* Omissions h simplifications overstate rist of 
facility operation 

HODGES* M Reactor System* Branch 81/03/24 CURRY* J Of fie* of 

Nuclear Regulatory Research* Director 3pp 16593 252 24}( 

FI Che 50-000*03/03/31,8305240234 


— 0305 240259 Forwards comments on draft rept r» Reactor Safety Btuilv 
Hethodology Applications Program for facility Changes 
indicated in areas of validity of sys criteria & correctness 
& approp lateness of assumption* in sgi analysis 
PARKER* W O Duke Power Co 004022 80/09/22 BERNERO* R 

Probabilistic Analysis Staff (Pre 001119) llpp 18593 101 24X 

Flche 50-000,03/03/31*9305240254 


-^0305240260 Forwards util comments on Reactor Safety Study Methodology 
Applications Program rasults Risks associated w/BWR/6 plant 
design misrepresented 

CESAREiG NRC - No Detailed Affiliation Given 81/02/17 
CURRY* J NRC '■ No Detailed Affiliation Given 5pp 18593 195 
a4X Flche 50-000,83/03/3110305240254 


8305230246 Partial respon** to FOIA request for documents re meeting 
between representatives of ASEA-ATCM (Gweden) U NRC 
concerning Process Inherent Ultimate Safety Reactor Forwards 
App A document* Oocumetits also in FOR 

FELTGNiU M Division of Rules and Records 83/04/30 SHOLLY, 8 C 
Union of concerned Scientists 3pp 18345 264 


— 8305230251 Notifies that K Manner j of ASEA-ATQM (Sweden) has offered to 
present seminar on 030329 to Interested staff re proposed 
super safe LWR concept called Process Inherent Ultimate 
Safety (PIUS) reactor List of participants oncl 
LAFLEUR, J D Dire c tor '* Of f i ce, Office of Inspection and 
Enforcement 83/03/02 GARNER. D * ABBOTT, E * CORNELL* K NRC - No 
Detailed Affiliation Given 2pp 18543 266 


— 8305230234 Draft of "Toward Intrinsically Safe LWfts " 

HANN£RZ*K Oak Ridge Associated Unlv 82/06/04 a2pp 
18545 266 


8305240087 Addl response to FDIA request for draft in«p evaluation 
repts i< comments on J Keppler 820719 Itr re special safety 
Insp of facility during May-Jul 1982 Forwards App C 
documsTits 

FELTQNiU H Division of Rules and Records 83/03/31. GARDE, 0 
Government Accountability Project 2pp 18593 015 24X 

Flche* 50-373* 03/03/31 , 8305240007 


—8305340098 Five draft summaries of affidavit* ic sta tements, draft 
comments on followup of al J egatlons, mlnu tes of Region 
111 020329,0419*0503 U 0706 staff meetings & draft 
Investigation schedule. Personal ly identifiable Info deleted 
e NRC - No Detailed Affiliation Given 83/03/25 36pp 
18593 018 24X Flche 50-373,03/03/31,8303240037. 


— 8305240125 Discusses action* planned during addl insp to resolve 
concerns re adequacy of workmanship during co-nst of masonry 
walls R Llplnski assistance requested to resolve Issues 
starting uk of 020915 

8PES8AR0jR L Division of Project 6 Resident Programs. 02/08/17 

EISENHUT.D 0 Division of Licensing 2pp 13593 034 24X 

Fiche 50-373,83/03/31,9305240007 


— 8305250144 Recommends unesorted access to protected areas for 
R Llplnski L 3 Chan Raplfac sheet transmitting evaluation 
of technical rept, "Assessment of Effects of Nicked 
Reinforcing steel," end 

KEPPLER, J 0 Region 3, Office of Director 82/06/14 REED* C 
Commonwaalth Edison Co 7pp 10593 056 ■2'4X 

Flche 50-P73. 93/03/31,0305240007 


9305240249 FDlA request for three categories of documents re Reactor 
Safety Study Methodology Application Program 
(NUREG/CR-1659. Vols 1-4) L Interim Reliability Evaluation 
Program <NUReG/CR-25l5* 2707 6 2802) 

SHOLLY, 0 C Union of Concerned Scientists 83/03/11 FELTON, J M 
Division of Rules and Records Ip 10593 178 24X 

Flche 50-000. B3/03/U, 0305240249 


8305240234 Partial response to FOIA request for three categories of 
documents re Reactor Safety Study Methodology Application t< 
Interim Reliability Evaluation Program rept* Forward* 

App A documents Search for addl documents in progress 

FELTON, J M Division of Rules and Records. 83/03/31 eHOLLY,S C 

Union af Concerned Scientists. 2pp. 18393' 179 24X 

Fiche 50-050,83/03/31,8303240254 


— 6305240263 Discusses concern* re Reactor Safety Study Methodology 
Applications Program (R88NAP) evaluation conducted by Sandla 
Natl Labs Excessively conservativa calculation* used Related 
correspondence end 

DALE,L F Mississippi Power 6 Light Co AECM-Bl/184. 81/01/23 
BEltNERO,R li Office of Nuclear Regulatory Research, Director 
49pp 16593 200 24X Flche 50-000,83/03/31*8305240254 


— 8305240269 Foruards comments & corrections to Reactor Safety Study 
Methodology Applications Program (RBSMAP) analysis If rept 
Is to be publ ished, clear statement of program assumptions 6 
limitation* should be included 

TIERNANiJ A Baltimore Gas 6 Electric Co 82/03/05 BURDICK, O.R. 
Office of Nuclear Regulatory Research* Director. 35pp 
18593 253 S4X Flche 30-000,03/03/31,8303240254 


8305240355 FOIA request for RFP EDO-83-436, "Developing Dsc islonmekifig 
Rationale for Establishing New Regulatory Requirements " 

HENHANiK A Debevolse 6 Liberman 83/03/24 FELTON, J M. Division 

of Rules and Records ip 18627 031 


8305240365 Responds to FOIA request for RFP ED0-B3-436, "Developing 
Oeclslonmaking Retional* for Establishing New Regulatory 
Requirements " Forwards document Document also available in 
FDR 

FELTON, J M Division of Rule* and Records 83/03/31, NEUMAN, K. A. 
Oebsvoise I* Liberman Ip 18627 032. 


—930524036? RFP Re-EDO-83-436, "Dav* loping Decisionmaking Rational for 
Establishing New Regulatory Requirements. " RFP summery 
proposal submission Instruc tions* no-off er response form It 
solicitation package end 

MATTlAiM J Administrative Contracts Branch, 83/01/17 67pp 
16627 033 


6305250023 POIA request for RFP-R9-eO-102 & technical It business 
sections of winning proposal for NRC Contract 
NfiC-03-80-102 

BORKE, S Affiliation Unknown NRC-O3-B0-iO2. 83/03/08 Division 
of Rules and Records ip 18596,207 


6305250029 Responds to FOIA request for RFP tt winning proposal under 
Contract NRC-03-B0-102 Forwards requested document RFP also 
available In PDR 

FELTON, JH. Division of Rules end Records. NRC-03-a0-102 
03/03/2? BURKE, S. Affiliation Unknown Ip 18596.208 


—0303250034 RB-NRR-aO-lOG 

RFP RS-NRR-80-102 for "Energetic Thermal Interactions* 
Recrltlcell ty 4 Coolant Flow Phenomena Associated w/ 
Advanced Nuclear Reactor Concept* " 

DOUGHERTY, D J. Division of Contract* 79/08/02 48pp 
18596 209 


—8305250038 NRC Manual Chapter 3202, "Publication of Unclassified 
Regulatory 6 Technical Documents Prepared by NRC Contractors 
Including Repte Prepared Under or Per Interagency 
Agreements " 

a Office Of Administration 70/01/25 7pp 1 8396 • 257 


'—0303250043 "Publication of Regulatory 4 Technical Documents Prepared 
by NRC Contractors, Including Repts Prepared Under or Per 
Interagency Agreements " 

a Division of Technical Information 4 Document Control. 78/01/25. 
42pp 18596 264 
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8309260397 Addl rtsponse to FOIA re(iuest far transcripts of Ccmmlsston 
02tO28<llOQ 12 meetings rc issuance of 921112 show cause 
ordar flt supporting docunientatlon Forwards App A docunvents 
App B documents withheld (ref FOIA Exemption 3> 

FGUTONiJ rt Division of Rules and Records 03/03/28 SAMP. R A 
Bhau. Pittman, Potts Trowbridge 4pp 1B647 294 24X 

FI Che 90-330,03/03/28,8303260397 


-B309860401 Forwards press release, wi tness list & .j Keppler final 
testimony for 020914 hearing on status of NRC review of 
const activities at facility 

KAMMERER, C Office of Congressional Affairs 82/09/13 
PALLADIND, N , OILINSKY. V , AHEARNE, J Coratnlas loners Ip 
18647 290 24X Flche 30-330,83/03/28,8303260397 


— 8303260403 Testimony of JO Keppler (Region IIU before Subcommittee on 
Energy L Environ of Committee on Interior & Insular Affairs 
on 030914 re quality confirmation program in Uash ington, DC 
KEPPLER, J O Region 2, Office of Director 02/09/14 62pp 

IB647 302 24X Flche 30-330,03/03/28,0303260397 


OEN TEC IS GENERIC TECHNICAL ISSUES 


8309020349 Summarlies 030423 meeting w/NRC re reactor vessel Internals 
8t thermal shield plant recovery program concerning 
prassurixed thermal shock Plant may safely operate w/o 
restriction from pressurized thermal shock considarat ions 
UHRIO, R E Florida Power Light Co L-83-263 83/04/27 

CLARK, R A Operating Reactors Branch a tSpp 18274 079 24X 

Ficht 90-339,03/04/27,8303020349 


8309040323 Doard Notification 03-097 forwards differing prof opinions 
re sys interaction h safety classification Info relates to 
Board Notifications 03-17 & 83-44 re Unresolved Safety Issue 
A-17 

EIBENHUT.D Q Division of Licensing 03/09/04 PALLADINO, N 
Cofnmiisloners 22pp 10337 139 24X Flche 90-000,83/09/04, 

8309040323 


0309040409 Memorandum order denying Intervener 030420 oral motion to 
keep record open on steam tube integrity subissues Record 
contains sufficient info to make decision re Unresolved 
Safety Issue A-3 

SMITH, I H Atomic Safety and Licensing Board Panel ISSUANCES OL 
83/09/03 League of Women Voters of Rockford. IL 2pp 
18323 200 24X Flche 90-494,03/09/03.8309040405 


8309040730 Discusses AE0D/H3D9, “Potential far Water Hammer Damage 
During Restart of RHR Pumps at BWR Nuclear Power Plants “ 
Recommendations provided do not extend beyond procedural 
development it operator awareness 

HeLTBMESrC J Director's Office AeOD/E309 83/04/22 EI8ENHUT, D 
Division of Licensing. 6PE18, T Division of Safety Technology 
Ip. 10328 067 24X Flche 90-239.03/04/22,8309040730 


— 0309040737 Forwards AE0D/E309, “Potential for Water Hammer During 
Restart of rhr Pumps at flWR Nuclear Power Plants “ 

RUBIN, 8 Reactor Operations Analysis Branch AEaD/E309 
83/04/21 8EyFRIT,K V Reactor Dperations Analysis Dranch Ip 
10603 319 24X Flche 90-299,83/04/22,8303040730 


— 8309040749 “Potential for Water Hammer During Restart of RHR Pumps at 
BWR Nuclear Power Plants," AEOD engineering evaluation 
r ept 

RUBIN, 8 , LANIK, 0 Director's Office AEDD/E309 83/04/30 
29pp 18328 069 24X Ficho 90-299,83/04/22,8305040730 


8309060395 Forwards response to 820923 Itr re open items in NUREQ-06i2, 
^Control of Heavy Loads «t Nuclear Power Plants " Dynamic 
load effects, intervlce Itisp 6 exam frequency reviewed Phase 
tl results expected by 030601 

CRaU0E,R P Toledo Edison Go 943 83/09/02 STOLZ, J F. 

Operating Reactors Branch 4 7pp 10343 167 24X 

Flche 90-346, 03/09/02, 8309060399 


0309060397 Forwards proprietary version of "Fracture Mechanics Analysis 
of Indian PointiUnit 3 Nuclear Generating Stat ion, steam 
Oenerator Girth Weld Cracks Under Pressurised Thermal 
Shock Conditions, “ Rept withheld (ref 10CFR2 790) 

BAYNE, J P Power Authority of the State of New York IPN-83-32 
83/09/03 VAROAi 8 A Operating Reactors Dranch 1 2pp 10348 203 
a4X Ficht 90-206,83/09/03,8303060397 


—8309060407 Forwards proprietary version of "Fracture Mechanics Analysis 
of Indian Point, Unit 3 Nuclear Generating Stati on, Steam 
Oenerator Olrth Weld Cracks Under Pressuriiod Thermal 
Shock Conditions ” Rept withheld (ref 10CFR2 770) 

COTTER, K H Fracture Proof Design Corp 83/04/27 Office of 
Nuclear Reactor Regulation, Director Ip. 18348 209 24X 

Flche 90-206, 83/09/03, 0309060397 


— 8309060417 Submits application For uilthholding from public disclose. 
“Fracture Mechanics Analysis of Indian Point. Unit 3 Nuclear 
Generating Stati an. Steam Generator Oirth Weld Cracks Under 
Presaurlzed Thermal Shock Co-ndltlans “ 

COTTER. K H Fracture Proof Design Corp 03/04/29 Office of 

Nuclear Reactor Regulation, Director 4pp 10340 306 24X 

Flche 90-286,03/03/03.0303060397 


8305070244 Responds to 630327 memiO re mg t 6 technical Issues of ATWS 
events Issues to be addressed In NUREG-IOOO, “Generic 
Implications sf ATWS Events at Salem Nuclear Power Plant " 

RHR capability addressed in Unresolved Safety Issue A-43 
DENTON, H R Office of Nuclear Reactor Regulation. Director 
83/04/29 EPLER,E P Epler, E P Sp p 10301 084 24X 

Flche 30-273*03/04/29,8305090244 


0309090560 Forward* direct tesLimany h affidavits in t'aspoxise to 
questions posed by ASLD during B30407 telcon 

TREOV.S A Hearing Dranch I 03/05/05 BLOCH. P B Atomic Safety 
and Licensing Board Panel 2p p 10360 001 24X 

Flche 30-443.83/03/0518303090568 


'0303090607 Affidavit of FD Coffman on Unresolved Safety Issue A-17, 
“Sys Interaction in Nuclear Power Plants." per ASLD 030407 
telcon request Prof qualifications encl 

COFFMAN, F D Reliability & Risk Assessment Branch 83/09/05 
9pp 10360 038 24X Fiche 50-4 4 3.83/09/09, 03090 70368 


— 8305090640 Affidavit of CE^ Rossi re ABLE 030407 telcon questions 
concerning status of NRG position on Unresolved Safety Issue 
A-9, “ATWS ■' Prof qualifications end 

ROSSI, C E tns trumenta t ion & Control Systems Branch 03/09/09 
9pp 10360 003 24X Flche 50-443. 03/05/05,8303090560 


— 0303090646 Affidavit of AJ Siukieuilcz U TO Dunning re ABL8 830407 
questions on Unresolved Safety Issue A-47, “Safety 
Implications of Control Sys " Prof qualifications encl 
aZUKIEWrcz. A J Dcnerlc Issues Dranch DUNNING, T G 
Instrumentation Control Systems Branch 83/05/09 9pp 
18360 093 24X Flche 90-449,83/09/03.0305090960 


B30910O240 Forwards response to Unresolved Safety Issues A-l, A-9< A-1 1, 
A-12, A-17. A-40, A-43. A-44, A-45, A-46, A-47, A-4a L A-4? 

Responses support position that plant can be operated safety 
until resolution of open items 

HILLS. L H Tennessee Valley Authority 83/09/03 ADENSAM, E 
Licensing Branch 4 26pp 10372 299 24X Flche 50-430.83/05/09, 

0309100240 


0309110194 Forwards supplementary response to 620223 6-month response 
to Generic Ltr 01-07, NURE0-06i2i "Control of Heavy Loads, “ 
to confirm it clarify Items discussed in G20B04 telcon 
LIDEM.E A Public Service Electric Oas Co of New Jersey 
OL-81-07 83/04/27 VARGA. 3 A Operating Reactors Branch I 0pp 

24X Flche 30-272,03/04/27.0305110154 


— 0305110196 PSE-0106, "Malnt Prccedures " 

* Public Service Electric & Gas Co of New Jersey OL-01-07 
83/04/27 l,097pp 10400001 24X Fiche 30-275,83/04/27, 

8303110194 


0309110309 Forwards reeponse to open item on safe load paths contained 
in NRC 050923 technical evaluation rept of ubll 820S01 
submittal re control of heavy loads ( N0RE(}-0612) 

CROUBE.n P Toledo Edison Co 946 83/03/06 STOLZ, J F 

Operating Reactors Dranch 4 llpp 18406 201 24X 

Flche 90-346. 83/03/06. 0305 U038 9 


8309110413 Notlficatian of CROR Meeting 30 on 030910 in Befchesda.MD 
to discuss proposed rule. "Analysis of Potential Pressurized 
Thermal Shock Events." pr 1 orit i xat 1 on of generic safety 
Issues & operator requal if i ca t ion program Review matl encl 
STELLQj V Regional Operations L Generic Roquiremehts 03/05/iO 
ElSENHUT. D O. Office of Nuclear Reactor Regulation, Director 
JORDAN. E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety &< 

Saf eguard s , Direc t or 2pp 18394 221 


— 0309110423 Forwards draft FR notice 6 supporting regulatory assessment 
on proposed rule re pressurized thermal shock CRGR review 
requested within 2 wks 

DENTON, M R. Office of Nuclear Reactor Regulation, Director 
83/09/03 STELLO. V Regional Operations 8, Oenerlc Requirements 
36 pp 18374 222 


0309120325 Forwards response to NUREG-06i2i "Control of Heavy Loads " 
Ack of receipt of matl requested 

CRANE, P A Pacific Gas it Electric Co B3/0S/09 KNIGHTON, 0 W 
Licensing Branch 3 222pp 10432 042 24X Flche 30-275.03/09/09. 

8309120323 
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B-303J20S50 Summary of 830429 niBe<tlng ui/util It C-C «n Oethesda^HD re 
thermal ahoc* to reactor pressure vessel et//removal of 
thermal shield from facility \/lewgrapl)S encl 

SELL&p D E Operating Reactors Branch 3 83/03/03 Operating 

Reactors Branch 3 l7pe 18441 341 24X Flche 90-333,03/03/03, 

0303120320 


B303130034 /^cfc receipt of Q21103 Itr re intention te complete Phase It 
of control of heavy loads issue iNUREG-Oi!2) Final technical 
evaluation rept & NRC safety evaluation to ensure no 
outstanding deficiencies remain reciussted 

G/SRRITV. JM Maine Yankee Atomic Power Co MN~B3-94 B3/03/10 

CLARK, R A Operating Reactors Branch 3 2pp 18437 031 a4X 
riche. 30-309i a3/09/10i 0303130094 


a3051302'?4 Forwards safety evaluation Franklin Research Ctr technical 
evaluation rept, "Control of Heavy Loads iC-lO) # Oconee 
Nuclear Power Sta 1 1 on, Ur»l ts 1.3 & 3 " Phase 1 actions 
acceptable per NUREG-0iil2 

STOLZ.JF Operating Reactors Branch 4 83/04/30 TUCKER.H B 

□ute Power Co 3pp 1B4S7 179 24X Fi cha 30-369,03/04/30, 

0305130294 


—8303130296 Safety evaluation supporting Phase I actions re control of 
heavy loads <NURE6’'061S> 

* Office of Nuclear Reactor Regulation. Director 83/04/20 Ip 
10437 183 24X Flche 30-269.03/04/20,0309130294 


— 0304070286 TER-C5906-374/375/37 

"Control of Heavy Loads (C-IO>. Qcanea Nuclear Power Station 

Units IrS tt 3." technical evaluation rept 

ROBERTS. S Franklin Inst 1 tuta/Frank Hn Research Center 

NRC-03-B1~130 TAC 0SO65 83/03/31 CLEMENSDN^F NRC ~ No 

Detailed Affiliation Given 2dpp 10497 183 24X 

Flche 30-269.03/04/30.8309130294 


8305170110 NUReO-0897 FC 

CONTAINMENT EMERGENCY SUKP PERFORMANCE Technical Findings 
Related To Unresolved safety Issue A-43 

SERKfZiA W Division of Safety TechnoJogy 03/04/30 129pp 

18493 007 


0309170123 NUREG-D869 FC 

USI A-43 RESOLUTION POSITIONS 

SERitlZ.A W Division of Safety Techno logy 03/04/30 74pp 

10496 023 


8305170596 Requests attendance at 030519- public meeting iti Oethesda. HD 
to axchange info on two aspects of possible ATNS 
requirements for final ATWS rul e# iOener ic Issue A-09) 

ERN0T.M L Division of Risk Analysis 03/04/28 KMUTH, D F KMC, 
Inc 4pp 10495 024 


6305530255 Summarizes info supporting position that postulated pipe 
breaks in RC0 primary loop piping should he eliminated 
from structural design basis of all Nestlnghouse plants 
Testing program per Generic Issue A-2 documented 
RAHEiE P Nestinghouse Electric Corp NS-EPR-2760 03/05/11 

VOLLMER. R H Division of Engineering 2pp 10937 139 


6305230276 Forwards "Control of Heavy Loads (C-lO> Haddam Neck PlaPt, *’ 
draft technical evaluation rept Response within 60 days of 
receipt of Itr requested 

CRUTCHFIELD. D Operating Reactors Branch 5 La05-a3-05-044 

03/D5/I9 CDUNSIL.N G Connecticut Yankee Atomic Power Co 2pp 
18339 006 24X Flche 90-213.83/05/19,0305230276 


— 03O523O2B4 TER -CSSO6-350 DRFT 

"Control of Heavy Loads (C-IO) Haddam Neck Plant." draft 
technical evaluation rept 

BQMBERGER.C . AHMED. N Franklin Inst 1 tUte/Frank 1 In Research 
Center NRC -03-6 1-130 83/02/19 CLEMENSON.F NRC - No Detailed 

Affiliation Given 33pp 10539 000 24X Piche 50-213*03/05/19, 

0309230276 


6305240516 First set of i nterroga tor 1 es on pressuriied thermal shock 
contention Certificate of Sve end Related correspondence 
LEMIS.H r Lewis. M 03/05/19 Office of the tiecutlve Legal 
Director Ip 10971.179 24X Flche 50-352,03/09/19.0305240916 


9305350305 Requests info on why resolution of Unresolved Issue A-17 
will precede Unresolved Issue A-47 since both Items are 
clostlg related Response requested by 830517 using std 
quaitlon b answer format 

FUNCHE0,U L Planning 6 Program Analysis 8taff 83/05/11 
8PEl0rT P Division of Safety Technology 2pp 10594 396 


•—8303250308 Staff requirements memo re 030427 midyr program review on 
info requested on number of people & dollars necessary to 
handle Haste Kgt Act as well as questions Chairman Palladino 
Will be addressing by separate memo 

CHILK. S J Office of the Secretary of the Commission M03O427. 
03/05/06 0IRCK8, W J Office of the Executive Director for 
Operations 3pp 18594 358 


8309260290 Commits to resolution of three open items re NURE0-0612j 
"Control of Heavy Loads," using Quad Cities guidelines Quad 
Cities analysis to verify stress design factors for 
dryer/separator lifting rig applicable 

RYBAK. B commonwealth Edison Co 6611N B3/05/19 DENTON, HR 

Office of Nuclear Reactor Regulation. Director Ip 18625 354 24X 

Fi cb e 90-237, 03/09/1 9, 8309260290 


8309260294 Forwards response to 630409 draft technical evaluation rept 
re control of heavy loads Phase I review complete Util 
position accepted per 830516 telcon 

ASH.R E Baltimore Gas U Electric Co 83/09/24 EISENHUT, D. 0 
Division of Licensing 2pp 18625 161 24X Flche 90-317, 83/09/24. 

8309260294 


8309270220 Requests extension until 930620 for completion of speciai 
lifting rig analysts per NUREG-06t2 Ex<tenslort required due 
to late receipt of Hestinghouse rept 

STEWART, W L Virginia Electric & Power Co 322 83/09/20 

DENTON.H R Office of Nuclear Reactor Regulation, Director Ip 
18637 329 24X Fiche 90-338.83/09/20,8309270220 


8309310240 Requests addl info for control of heavy loads review. 
Including info open items for updated "Control of Heavy 
Loads " 

CLARK, R A Operating Reactors Branch 3 83/09/17 JONE0# W, C 

Omaha Public Power District 2pp 18662 180 24X 

Fiche 90-205. 03/09/ 1 7. 8305310240 


—8309310241 TER -C 9506-396 DRFT 

"Control of Heavy Loads (C-IO). Omaha Public Power District. 

Fort Calhoun Station." updated draft technical evaluation 
rept 

VO0BURV, F . BOMDEROER. C , SAROEKT, I H Franklin Initl tute/Frank I In 
Research Center NftC-03-ei-t30. TAC 07991 82/11/2? 

CLEMENSQN.F NRC - No Detailed Affiliation Given 92pp 
10662 182 24X Fiche 90-289,83/09/17.8309310240 


lie INSPECTION AND ENFORCEMENT 


8109040024 PND-I 1-B1-092A on 810715. while performing reactor vessel 
Intp w/remote video cameras, loose parts discovered In 
bottom of vessel Parte identified as missing from internal 
vessel structures Caused by corrosion fatigue 

BRYANT, JC Region 2, Atlanta, Office of the Director <81/03/01) 
81/08/07 Ip 10326 300 24X Flche 90-269,81/08/07,8109040024 


0212060385 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
Suscept ib i 1 1 ty to Exothermic Chemical Reaction " Sve list 
encl 

TAYLOR, JM Division of Safeguards Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc. 

112pp. 10308 319 24X Fiche 90-000, 03/03/21, 8212060389 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator ** 
8vc list and 

UORDANi E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 83/04/19 Consolidated Edison Co. of New 

York, Inc I26pp 18439 199 24X Flche 90-000.03/04/19.8303040021 


0303040023 IE Info Notice 83-22, "SNR 6af ety /Rel ief Valve Failures." 

SVC lilt encl. 

JOROAN.e L Division of Emergency Preparedness 8< Engineering 
Response <Post 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc 112pp, 18303* 009 24X Flche* 90-000,83/04/22,8303040023- 


0303040025 IE Info Notice "Inoperable Containment Atmosphere 

Sensing Sys “ Sve list encl. 

JORDAN.E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 03/04/23 Consolidated Edison Co. of New 

York, Inc I19pp 1 0381 291 24X Fiche 90-000,83/04/29,8303040025 


9303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PHRs. " Sve list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

Yort, Inc I19pp 10382 047, 24X Fiche 50-000, 83/04/S8, 8303040026 


3303040027 IE Info Notice 83-35i "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN.E. L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103), 83/04/26 Consolidated Edison Co of Nnw 

York. Inc 118pp, 10382 169 24X Fi cho. 90-000. 63/04/28. 8303040027, 
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8303040028 IE Info Notice 83-26. "Failure of Saf oty /Rel ief Valve 
Diicharge Line Vacuum Dreaker* " Svc litt end 
JORDANj e L Dlvlilon of Emergency Preparedness & Engineering 
Reiponse iPoit 830103) 83/03/03 Consolidated Edison Co of Neia 

Vork. Inc I22pp 18441 170 S4X Fiche 50-000.83/03/03.0303040029 


8303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response iPost 030103) 83/03/04 Consolidated Edison Co of Neu 

York. Inc 112pp 18302 282 24X Flche 30-000.03/03/04,8303040030 


8303040031 IE Info Notice B3~20, "Criteria far Protective Action 
Recoeunendations for General Emergencies " Svc list end 
\/0flDANi E L Division of Emergency Preparedness & Engtneerlni, 
Response (Post B30103) 83/03/04 Consolidated Edison Co of New 

York* Inc 119pp 18441 001 24X Flche 30-000.03/03/04,0303040031* 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deforeiatlon " sve list end 

JORDAN. E U Division of Emergency Preparedness tt Engineering 
Response <Post 030103) 83/03/06 Consolidated Edison Co of New 

York,< Inc llSpp 18323 248 24X Fiche 30-000.03/03/06.0303040033 


8303040034 IE Info Notice 83-30, "Misappl Icat ion of Generic Emergency 
Dpsreting Procedures <EOP) Guidelines '* Svc list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/03/11 Consolidated Edison Co of New 

York. Inc ll4pp 1B324 003 24X Fiche 30-000.03/03/11,8303040034 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
avc list end 

JORDAN, E L, Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/03/19 Consolidated Edison Co of New 

York, Inc il4pp 10697 009 24 X Flche 30-000.83/03/19,8303040040 


830304004A IE Info Notice 63-33, "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

York. Inc ll4pp 18647 007 24X FI chi 30-000,93/03/26.0303040046 


0304110196 PNO- I -83-025. on 030330, only four of five packages containing 
radioactive matl received by group carrier Missing package 
contains 330 mCl Xt— 133 incased in two lead pipes Search 
Inl t iated 

DENNIS, N , OODY, A. T Region 1. Office of Director 03/04/04 Ip 
17918 01 I 


83041S0382 PNQ“IV~83“014A on 830323, worker received apparent 30-40 rem 
uhdla body exposure Addl blood studies being conducted but 
no apparent symptoms observed from exposure Investigation 
continuing. 

EVERETTjR.J Region 4, Office of Director 03/04/07 Ip 
17929 237 


8304280139 PNA-I I-0I-O42 re mallgram sent on or about 010501 by union 
at Tinnaiiri Nuclear Spec laities, Inc to State of TN alleging 
unsafa uorklng conditions at Jonesboro, TN plant Licensee 
cited for inadequate controls over airborne U. 

NOODRUTF. R.L , 01B80N, A Region 2, Atlanta. Office of the Director 
(81/03/01). 01/06/n Ip 18621 190 


0304290299 PNS-I 1-00-030 on 801104, bomb threat received from unknown 
female caller Const site not evacuated State of NC %t local 
law enforcement agencies notified 

HALL, B. L , MCGUIRE, D Region 2. Atlanta. Office of the Director 
80/11/04 Ip 10253 330 SAX Flche 50-400, 00/1 1/04, 0304800299 


8305020183 PNO-V~03-OiB on 030421. util received Itr from C— E informing 
of error In equivalent voltages corresponding to setpoints 
asBociatad u/steam generator high delta pressure trip 
function Corrective action being developed 
BISHOPtT W Region 3. Office of Director 83/04/23 Ip 
19277.295 B4X Flche 30-361.03/04/25,8303020183 


8305020292 EN— 03-028. on 830503. notice of violation 1. proposed 
Imposttion of civil penalty in amount of *10.000 to be 
1 ssued. Action based on failure to control access into 
protected 6 vital areas it unauthorired entry 

ROSANOi R. Director's Office, Office of Inspection and Enforcement. 
83/04/28. Ip 18277 277 24X Fiche 50-293,03/04/29,0303020252 


8305020271 PNO— 1 1 1— fl3-031A’ on 030421. piece of solid radioactive matl 
appearing to be U metal found in unsecured shed behind 
residence in Waterford, MI. Matl placed in shipping container 
f( sent to Unlv of MI for interim storage 

8RENIANSKI,D , MILLER, J, Region 3, Office of Director 83/04/23 
ip 19277. 250 


8303020337 PNO-I-a3*-03BA on Q30427. rec i rcolation loop A riser exam 
completed One weld in each of two risers had cracl 
indications Data forwarded to GE for more detailed analysis 
Licensee addressing repair method S< impact on outage 
DLOUQH, MCCADE.E Region I, Office of Director 83/04/27 ip 
18277 134 a4X Flche 30-278.93/04/27.0303020337 


0303020459 PNS-l~B3-009 on 930427, bomb threat phoned in by unidentified 
male caller Evacuation initiated Gearch conducted w/negatxve 
findings Normal operations resumed Authoirittes notified 
MADDEN. W . OODY.A T . JOYNER. J H Region 1. Office pf Director 
83/04/27 Ip 19283 310 24X Fiche 30-219,03/04/27.8303020459 


0305020511 PNO— n 1-03-032 on 030426, scram circuitry failed to operate 
properly when mode switch moved from refuel position to 
shutdown pusition Caused by three loose wires in rectifier 
bridge 

JORDAN. M , SNAFER. M Region 3. Office of Director 03/04/27 Ip 
18281 253 SAX Flche 50-331,03/04/27.9303020311 


0305030094 PNO-I-83-040 on 030423. prates tors arrived at north gate 
Gate closed & access established through south gate No 
press release planned 

CONTE.R . KEIMIO.R Region 1. Office of Director 03/04/20 Ip 
10300179 24X Flche 50-289,03/04/28,9303030094 


0305030110 PNQ-I-a3-O30 an 030425, three 1-inch long axial indications 
& one circumferential indication in heat affected zone of 
reclrcula tion pump riser discovered Caused by intergranular 
stress corrosion cracking 

eLQUQH, tiCCADE Region 1. Office of Director 03/04/26 ip 
10300 107 24X Flche 50-270,133/04/26,9303030118 


0305030256 FND- 1 1-03-030 on 9304 20, c on tr o 1 1 ed shutdown begun due to 
steam generator tube leak which Increased from 0 1 to 0 303 
gpm Licensee plans to keep plant out of svc for 3 wls to 
repair leak & conduct eddy current testing 

HAROIN.A K . VERRELLl. D M Region 2. Office of Director 83/04/28 
Ip 18300 038 2 4X Fiche 50-261,03/04/20, 0305030256 


9305030294 PNS-I-03-OO8 on 030424. sec ur i t y officer overheard voices 
from storage trailer in protected area Qfflcers apprehended 
four contractor employees exiting trailer rear window Search 
revealed marijuana cigarette Employees suspended 

MCKEQWN. L . OODY.A T , javNER, J H Region 1. Office of Director 
03/04/25 Ip 10397 144 24X Flche 50-206. 03/04/25. 830S030294 


9305030313 PN8-V-B3-005 on 830426. reg i on dispatched reactive insp team 
to review findings L status to date of licensee 
investigation of safety significance of recent vandalism 
event on G30419 involving gauges in coolant pipe 
MCQUEEN. A O , NDRDERHAU9. L R Region 5. Office of Director 
93/04/27. Ip. 18297 069 24X Fiche 50-275,03/04/27.0305030313 


0305030374 PNO- 1 1-03-031 on 830429. Unit 1 cancellation announced 
Caused by lower than anticipated growth In customer demand 
for power 

lONATONlS. A , DANCE. HC Region 2, Offlco of Director 83/04/29 
2pp 18306 302 24X Flche 50-491,93/04/29.9305030374 


9305030405 EM-03-027 on 830503. not Ice of violation h proposed 
Imposition of civil penalty In amount *40.000 to be issued 
for licensee failure to perform evaluations to ensure dose 
ltd* for liiorkers exposed to radiation not exceeded 
FLACK. E , AXELRAD, J Director's Office. Office of Inspoctian and 
Enforcement 83/04/20 Jp 19306 312 a4X Fiche 50-250.03/04/20, 
8305030405 


0305030450 PNO-1-83-041 on 830425, while closing reactor trip breaker 
IB to test newly Installed reactor manual trip switches, 
breaker would not latch In closed position Caused by 
unattached coll spring at latch mechanism end 

LA2ARUS.W . KEIMIO.R Region 1. Office of Director 83/04/28 Ip 
10306.249 24X Fiche 50-272.03/04/28,8303030450 


B30S03045? PN9-I-83-010 on 830497. Bech tel safety representative 
received telephone call that bomb located in reactor, 

Search of reactor bldg conducted w/negative results Police 
notlFlid No press release planned 

MCKEOHN. L . KUBHNER.W . JOYNER. J Region 1. Office of Director 
83/04/28 Ip 1B294 130 24X Flche 50-354,80/04/28,9305030459 


8305030469 EN~03-O29 on 830505. net tee of violation 6 proposed 
Impasltlon of civil penalty In amount of *4.000 will be 
Issued Action based on violation re licensee failure to 
conduct adequate survey . causing employee overexposure 
FLACK. E , AXELRAD, J Region 3, Office of Director 83/05/02 Ip 

1B30B 245 
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930S030S34 PNO-J-03-039 small fire occorred beneath auilliarg boiler A 
located in turbine bldg Caused hg small amount of oil on 
concrete pad Fire extinguished using hand eitingulsher 
€DNTE#R I KEIMIG. n Region !■ Office of Director 83/04/26 Ip 
18308 190 2AX Fiche 50-269.03/04/26.6303030534 


0303040192 PNA“a3-C07 on 030303,100 uC i 1-123.3 mCi Tl-201 fc 8 mCl 
0a*-67 stolen Prom US Priority Transport vehicle near 
Colonle Toun.NV Packages not found Press release mag be 
Issued 

CAKPDELLiM Region 1* Office of Director 03/04/04 Ip 
16326 353 


G303Q40201 PNA-a3-007A on 830303,100 uCl T-l23i3mCi Tl-201 Sc 0 mC i 
Ga-67 stolen from US Priority Transport vehicle near Calonie 
Town, NY PacVage of I-I23 found on 030313 in home of suspect 
CAMPDELL. H Region 1. Office of Director 63/03/15 Ip 
16326 334 


B305D40445 PND-1 1 1-63-033 on 830420. contrac t health phgsics technician 
observed u/small vial contalnitig white powderg substance 
Pr eiimlTiarg test identified substance as cocaine Individual 
denied access to site 

CHfttSTOFFER. G . CREED. J , MILLER. J Region 3, Office of Director 
83/04/29 Ip JB32I 299 24X Fiche 30-331.83/04/29,8305040445 


830S050189 PNO-I-a3-042 on 030428, during packaging of was te. emp logee 
ruptured plastic bag & spread Pu-230 contamlnat ion in lab 
Employee clothes shoes discarded Emplogee decantamina ted 
Cleanup win start 030502 

OLENNiJ , KlNNEMAN.xl Region 1, Office of Director 83/04/29 Ip 
10342 258 


0303050193 PNO- 1 -03-O43 on 830430, Tro * 1 er gauge 34-1 l-P. c ontalning 
approx 40 mCi Am-241 damaged at const site Caused bg 
accidentally cracking gauge case ui/backhoe bucket Mipes 
taken & analyied Gauge shipped to manufacturer for repair 
LADUN, R . ^INMEMAN. J Region 1. Office of Director 83/05/02 tp 
10337 135 


8305060387 PN0-I-a3-045 bn 830503. shutdown initiated due to 
containment pressure increase to 0 6 psi 6 unidentified 
containment leakage of 5 4 gpm Recirculation pump cooling 
water leakage noted 

MCCABE, E . KEIMIO^R Region 1. Office of Director 63/05/03 Ip 
10343 165 24X Fiche 50-277,03/05/03,8305060307 


03OSO6O53O fNO“I-a3-044 on 830503, e f fee t of continued feedwater flow 
due to failed open feedwater regulating valve incorporated 
per addl questions re licensee response to IE 8uUetirt 
00-04. "'Analysis of PWR Main Steam Line Break 
ARCHITZELi hCCARE Region 1. Office of Director lEB-eo-04 
83/03/03 Ip 18347 292 24X Fiche 90-317,03/05/03.0305060330 


0305060558 PNQ-l-a3-045A on 030503. drywel 1 entry identified packing 
leak on recirculation pump discharge header cross connect 
motor operated valve M0-65A Cause not stated Region I will 
respond to media Inquiries 

MCCABE, KEIMIG Region 1. Office of Director 83/05/04 Jp 
10348 262 24 X Fiche 50-277.03/05/04,0305060350 


0303060580 PNO-V-83-019 on 030502.6 5 Richter scale earthq.uake occurred 
approx 03 miles from facility Mo damage identified Strong 
motion seismic recorder not actuated Media interest 
expected 

KlnsCH. D F Region S, Office of Director 03/05/03 Ip 
10349 057 24 X Fiche 50-273.03/05/03.0303060590 


B30509'0184 EM— 03-031 on 03051 D. no t i c e of violation 6 proposed 
Impositiun of civil penalties in amount of «40. 000 will be 
issued to util Action based on Tech Spec limiting condition 
for operation violation re secondary containment integrity 
BARBER. 0 . AXELRAD, J Director's Office* Office of Inspection and 
Enforcement 83/05/05 ip 10364 OOl 24X Fiche 30-271,83/03/05, 
0305090184 


03OSD9O224 EN— 03— 030 on 630309, not 1 c e of violation St proposed 
imposition of civil penalty in amount of »40,000 issued to 
licensee Action based on, serious weaknesses in internal 4. 
external dose moriitoring & procedural compliance 

FLACK. £ , AXELRADf J Director's Office. Office of Inspection and 
Enforcement 83/03/04 Ip 10363 349 24X Fiche 30-200,83/03/04. 

8303 09022 4 


8305090397 EN— 83— 032 on 030505, not i c e of violation & proposed 
imposition of civil penalties in amount of « 050. 000 to be 
issued Action based on violation of Tech Spec rsqvirement s 
re reactor trip breaker failure 

KLINGLERiG , AXELRAD, J Director's Office. Office of Inspection and 
Enforcement 83/05/05 ip. 10363 339 24X Fiche 50-272, 83/03/03i 

8305090397 


0305100004 PNS-I-03-OiJ on 930504, security officer received bomb 
threat on Inside plant telephone line front male caller 
Search initiated No bomb found Call considered hoax 
MCKEQWN, GODY, JOYNER Region i. Office of Director 83/09/04 Ip 
18377 251 24X Fiche 50-272,83/05/04,8305100004 


0305100094 PNS-V-83-006 on 030304, article in Trl-Cltg Herald 
erroneously quoted util spokesman J Britton as saying 1,700 
or 1,800 craft workers will be asked to take vacations 
during 830705-15 or be laid off Util will clarify 
MORTENSEN, U P . NORDERHAUO. L R Region 5, Office of Director 
03/05/03 Ip 18377 261 24X Fiche 30-513,83/05/05,0305100094 


B305100098 PND-n-03-034 on 830504, 1 icansse Issued news release re 
inoperability of two auxiliary feedwater pumps on 830419 
Caused by valves inadvertently closed on 830414 
JULIAN, C A , LENIS, R C Region 2, Office of Director 03/09/05 
2pp 10377 239 24X Fiche 50-250,03/05/05,0309100098 


0309100258 PNO-t-83-046 on 630420, d 1 ese 1 generator IC tripped off bus 
during 1 h test Caused by binfoullng In eve water sys 
Licensee plans comprehensive program of sve water sys 
chlorination & Insp to evaluate extent of biofoullng 
NDRRHOLM.L , TRIPP, L , KEIMIG. H Region 1, Office of Director 
03/03/04 2pp 18373 317 24X Fiche 50-272.03/09/04,8305100250 


03O511O2SB PND-I-63-047 on 030904, contractor employee entered roped-off 
area for radiographic exams of pipe welds & received approx 
40 mrem dose No overexposure identified Industrial 
radiography suspended pending completion of evaluation 
MCCANN, MCCABE Region 1, Office of Director 03/09/05 Ip 
10393 290 24X Fiche 50-389,83/05/09.0309110256 


8309110262 PNO-n-83-036 on 830900. unit achieved initial criticality 
w/Q incident Actual parameters In close agreement w/ 
predicted conditions 

NEJFELT. 0 M , lONATONIB, A Region 2, Office of Director 83/09/09 
ip 18393 150 24X Flche 50-370.03/05/09.8305110262 


0309110299 PNO-I-03-040 on 030429. potential nonconformance identified 
in conduct of nondestructive evaluation on approx 2,400 
safety tt nonsafety-related welds. Involving procedural 
violations during magnetic particle exam 

CERNE. A , GALLO. R Region 1, Office of Director 83/05/06 Ip 
10393 333 24X Fiche 90-443.83/05/06,0305110299 


0309110399 PN0-n-a3-035 on 830507, fire detected In circuitry of one 
of three component cooling water pumps Licensee declared 
alert Caused by faulty relay Relay replaced & pump restored 
to operabl llty 

BUTCHER, R C . CANTRELL, F 0 Region 2. Office of Director 83/05/09 
Ip 10406 189 24X Fiche 90-395,03/05/09,8305110399 


03O5UO439 PN9-1-83-012 on 030909. licensee Informed Region I that 
contract health physics employee of Inst for Resource Mgt 
arrested on suspected multiple federal drug-related charges 
Individual access to site voided as of 630909 

MCKEOWNi BAILEY. CODY Region 1, Office of Director 83/09/05 Ip. 
10405 007 24X Fiche 90-206,83/09/09.0309110439 


0309120412 PNO-I-03-O49D on 030903, ultrasonic testing conducted on 
Sample 2 rec ircutetl on riser welds & one RHR weld on Unit 2 
to determine If Unit 3 crack indications exist on Unit 2 RHR 
showed cracks on both pipe 6 elbow side 

BLQUOH, MCCABE Region I, Office of Director 83/09/09 Ip 
18431 153 24X Fiche 50-277,03/05/09,6309120412 


8305120434 PN9-t-83-013 on 030502, Lower Alloways Cree k< NJ, pol 1 C e dept 
informed licensee of p lanned. peaceful demonstration to 
protest facility restart scheduled for 830508 No press 
release planned 

MCKEQWN, L , ODDY, A T , JOYNER, J Region 1, Office of Director 
03/05/06 tp 18431 131 24X Fiche 50-272,83/05/06.0305120434. 


8305130138 PNO-I 1-83-032 on 830901. contractor employee suffered broken 
erm, free tured pelvis 6 passible skull fracture In machine 
shop Occident Caused by cotton glove caught by valve stem 
pulling person into lathe u/contamlnated valve 
ROGGE, J F , DANCE, H C Region 2, Office of Director 83/05/02 
2pp 18437 277 24X Fiche 50-321,83/05/02,0305130139 


8305130(42 PNO- 11 -83-038' on 8305(0. safety injection pumps Inadvertently 
actuated during heatup In preparation for restart Caused by 
loti of vital dc electrical bus Damaged batteries replaced 
JENISDN.K M , JULIAN, c, A. Region 2, Office of Director, 03/05/10 
Ip 18438 131 24X Fiche 50-280,83/09/10,8305130142 


0305130165 PNO-I I I-B3-034A on 030507, insp performed at refinery 
facility due to damage caused by fir* on 830507 Radiation 
survey performed on nuclear gauge involved in fire 
determined gauge Intact w/shutter remaining open 

MIEDEMAN, D , MILLER, J Region 3. Office of Director 03/05/10 Ip 
18438 119 
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-B30Si30173 PNO-I I“e3-037 on S303t0i unusual event declared per 
emergency plan after ventilation sgs stopped operating In 
bldg uhere high enriched U recovered from scrap Caused by 
electric motor & bacirup blouer 

CORYELL. 0 P . OlflSONiA F Region 2. Office of Director 63/03/10 
Ip 10437 203 


8309130186 PND-I 1-83-033 on 830501 . Inadvertent safety injection 
occurred Caused by spurious signal during tests of steam 
generator 0, Lou pouer OL received on 030303 Sc initial 
crlticelltg planned during wk 

MEJFELTiG. * iQNATONig. A Region 2. Office of Director 03/09/02 
ip 18440 049 SAX Flehe 30-370103/03/02-8303130106 


8309130107 PNO-V-03-022 on 030509. while performing addl ultrasonic 
eKems.RCS piping in eree of on« weld determined less than 
min wall thickness specified by code Caused by welds being 
ground smooth during original preservlce eram 
KIReCH.O F Region 3. Office of Director 03/03/U Ip 
1843? 347 24X Flehe 50-279.03/03/11.8303130107 


S303160009 PNO-V-63-021 on 030429. leak discovered in component cooling 
water piping sys Caused by potentially inadoi^uate welds in 
pipe spool V^lsual insp St NOE to be performed to verify weld 
Integrity 

KIRSCH.D F Region 9. Office of Director 03/03/10 Ip 
18456’ 081 24X Flehe 90-279.03/03/10.8305160009 


0309170399 PNO-ll I -83-034 two nuclear gauges, con talnlng 190 mCl Cs-137 
Sc 300 mCi Cs-i37. Involved in facility fire. Cause of fire 
not stated Ho evidence of contamination found 

WIEDEHAN. D . MILLER. J Region 3. Office of Director 83/05/09 Ip 
18468 199 


8309190072 PNO-t-83-091 on 030516. veh ic le ran stop sign S( struck 
1 Icensee-ounsd van carrying radioactive matl Package not 
damaged S. no contamination found Package returned to site 
for repackaging. 

THOMAS. CONNER Region I. Office of Director 03/03/16 Ip 
18902 068 B4X Flche 30-219.83/09/16.8303190072 


8309190079 EN-B3-034 on 030920. no tlce of violation S< proposed 
imposition of civil penalty in amount of 44D. 000 to be 
Icst/ed Action based on violation re operating reactor w/one 
train of HPSl Incapable of automatical 1 y starting 

BARBER. 0 , AXELRAD.J Director's Office. Office of Inspection and 
Enforcement 03/09/17 Ip 18902 069 2AX Flche 50-309.83/09/17. 
8309190079 


8309190161 PNQ"! ir-83-036 bloastays S< in vivo count of licensee worker 
indicated potential thorium uptake Cause unknown Mo 
potential eepasure sources Identified Addl medical tests 
•chtduled for 830316 

OREOER.L R, , MILLER. 0 E , PAPEftlELLO.C J Region 3, Office of 
Director 83/03/13 Ip 1B302 230 


8309190233 PN0-III-e3“033. on 03031 I. licensee stopped work on new 
Installetlon of pipe-whip reitraints on saf ety^rei ated 
piping per 830313 conflrmetory action Itr Restraints 
Installed w/o adeciuate procedures or OC Insp program 
DAHrELSON.D H . LITTLE. M 0 Region 3. Office of Director 03/03/13 
Ip, 10901 910 24X Fiehe- 90-494. 03/05/13. SGOSl 90233 


8309190336 PNO^I-B3-OSO on 030913. 100 gallons of contaminated water 
discharged from auxiliary bldg sump onto ground between 
auxiliary 6 fuel handling bldgi Cause under Investigation No 
offsite release occurred Contaminated sdH removed. 
aUMMERS. R . TRIPP. L Region 1. Office of Director 83/09/13 Ip. 
10900 233 24X Flche 90-272.83/09/1318309190336 


0309200344 PNO-IV-03-Ol?’ On 030917. ind lea tlons of Intergranular stress 
corrosion cracking in heat-apf ected xone of welds In RCS 
Identified Date forwarded to OE for detailed analyBls.RC& 
loops Inspected 

DUaOIQ.D I WE8TERMAN. T F Region 4. Office of Director ieB-83-02 
83/09/17 Ip 18916 233 24 X Flche 90-298, 03/09/ 1 ?• 0309200344 

8309200430 PNQ-I 1-03-040 on 030915. two utH employee* k one former 
employee arrested for eoeeln# k marijuana possession Arrest 
occurred offsite Employees not involved In licensed 
oparator activities. 

LANDI8. K D . DANCE. R C Region 2. Office of Director 83/09/17, 

If 18517' 190 24X Flche 90-339.03/09/17.0309200430 


8309200497 PNO-I-B3-049 all licensee commitments required for restart 
completed Actions to assess k mitigate sve water blofoullng 
in support of plant heatup anticipated tu occur on 030918 
comp leted 

NORRHOLMiL . CQLLIN9. 8 Region 1. Office of Director 83/09/17 
Ip 10914 032 24X Flche 90-272^82/09/17.0309200497 


8309200508 PN0-If-83''039 two intergranular stress corrosion cracks 
found on recirculation line end cap weld Cracks found during 
ultrasonic insp per IE Bulletin 83-02 Further weld insps 
p lannad 

DLAKE. J J . OUTCHER.R C Region 2. Office of Director lEB-a3-02 
03/09/16 Ip 1B5I4 247 24X Flche 50-29?. 03/09/ 16. 8305200900 


8309240002 PNO~I I I-G3-037 an 830909. Peg t an III radiation specialist 
learned that main steam line noble gas monitors not yet 
installed per 830314 commitment data Dfc of Investigation 
1 nvastigat 1 ng failure Monitors to be installed by mid June 
LOVENDALE, P » PAPEPIELLO, C Region 3. Office of Director 03/03/10 
Ip 18949 138 SAX Fiche 50-266.03/05/18.0309240002 


8309240439 EN-83-035 on 830920. no t i c e of violation k proposed 
imposition of civil penalties in amount of s4. 000 issued to 
licensee Action based on one vtolotion involving 
falsification of radiation survey records 

KLINOLER. O , AXELRAD.J Director's Office. Office of inspection and 
Enforcement 03/09/90 Ip 18972 337 


8309250230 PNO-I-Ba-oSS on 030520. plant went critical for first time 
since B30229 Reactor startup &i required reactor trip breaker 
testing completed within 24 h Power ascension to lOOX 
expected over next several days 

NORRHOUM.L » JACOBS. R . GREENHAH. E Region 1. Office of Director 
03/09/23 Ip 18992 398 SAX Fiche 30-272.83/03/23.0309250230 


8305290937 PN0-'n-83-04 1 on 830920. Ofi Usual event declared I h after 
process ventilation sys stopped operating in bldg where 
high enriched U recovered from scrap Caused by failure of 
electric motor Employees evacuated No contamina t ion noted 
KAHLE. J S . OJBGON.A F Region 2. Office of Director 83/09/20 
Ip 10580 226 


0309260314 PMO- 1 1 1-83-038 on 93091 9. reactor placed in hot shutdown to 
Investigate I. repair steam leak In drain line between 
moisture separator k preheater in nonsaPety-r ela ted turbine 
sys Addl steam leak found in turbine control valve flange. 

WALKER. R D . SHAFER, W D Region 3. Office of Director 83/05/20 
Ip 10629 198 24X Flche 90-263183/09/20.8309260314 


8309270119 PNS-V-83-007 on e30920i uih 1 1 e performing security duties, 
upon approaching truck being of f 1 oaded. secur 1 ty officer 
observed Individual throwing article into cab Investigation 
revealed cocaine in small glass container Police notified 
SCHAEFER. 0, M . NORDERHAUO. L R Region 5. Office of Director 
03/09/23 Ip 10630 165 24X Fiche 50-312,03/09/23.0309270119 


0309270192 PNO-1 11-83-039 on 030323, util employee entered protected 
area through open k unmonltored entrance to receive whole 
body count Individual escorted out of area Region HI will 
i nves tigate. 

CREED. Jt HJMD.J Region 3. Office of Director 03/09/23 Ip 
18638 19? 24X Flche S0-S99. 03/09/23. 8309270192 


8309310174 PNG-1 1-03-042 on 830921. emp loyee injured while pressurizing 
inf latabl e. bi edder-l 1 k e pipe plug Rupture of bladder caused 
employee left hand to hit adjacent piping resulting In cuts 
$t broken bones Hand decontaminated 

IGNATONIS.A . GIflBDNrA F Region 2. Office of Director 03/09/23 
2pp 10692 2?7 24X Flche 30-369.83/05/23.8309310174 


MieC PUBLIC DOCLfMEMT ROOM MISCELLANEOUS 


8309020342 Submits requested info re generic QA problems In equipment 
qval I f feat 1 on Industry Problems include failure of 
organ! lations to include 10CFR90. App B 6 Part 21 
requireaients Jn purchase orders o-r contracts. 

0ANOART. R L Division of Vendor 4t Technical Programs 83/04/22 
TAVLORiJ M Division of Safeguards it Inspection Programs (Post 
830103) Opp 18277 073 


630903Q704 Forwards coifimants on NRC re li ability program plan repts 
par 830210 request Fdrelgn experience in reliability 
programs should be considered 

IPPOLITO. T A Operating Reactors Assessment Branch 03 / 04/18 
THADANI.A C Reliability k Risk Assessment Branch. 2pp 10309 10? 


8309040996 ’■Performance Tests of Commercial Personnel Monitoring Bves, ” 
740729-790129 

NrCHOLS, L L . NEWTON. € E. Commerce. Dept of. National Dureau of 
Standards NICHOLS. L L Battelie Memorial Institute. Pacific 
Northwest Laboratory. 75/01/29 18pp 10336 000 


— 8011100702 0NML-2199 

"Test of Performance of Personnel Dosimeters " 

NICHOLS. L L Dattelle Me/norlal Institute. Pacific Northwest 
Laboratory. NRC-I 77/04/30 37pp 10336 099 


I 

I 
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8305090304 Responds to 030334 memo requesting asslitanco In updating 
safeguards program plan far FYB3'-d9 Standard 1 latl an & 

Special Projects Branch responsible for Interface u/NMSS on 
reactor safeguards matters 

EfSENHLlTiD Q Division of Cicensing- 83/04/21 8URWETT • R F 

Division of Safeguards 2pp 103S1 ill 


8305090279 Responds to 030304 invitation to attend Matl Organi lattosi of 
Test Research 8« Training Reactors 031020-21 meetings WJ 
Dtrcks ti V Siello unable to attend <f ue to prior c amml tmen ts« 
houever^H Dentnn« Direc tor of NRRi idl 1 1 attend 

DIRCKS.W J Office of the Executive Director for Operations 
03/05/02 CLARKit Massachusetts Institute of TechtioLogg 3p|i 
10381 071 


8303330911 Foru/ards 'Tailures of Class IE 8af etij-Related Biifltchgear 
Circuit Breakers to Close on Demand " Results suggest that 
training covering associated logic & operation mag be 
appropriate for breakers equipped u/anti-pump Ing controls 
MELTEHES^C J Director's Office 83/04/29 DENTON i H, R Office of 

Nuclear Reactor Regulationi Director 2pp 1BS41 277 


— 03OS33O519 Forwards *'Fal lures of Class IE 0af etg-Relat«d Bultchgear 
Circuit Breakers to Close on Demand ** Results suggest 
that training covering associated logic it operation mag be 
appropriate for breakers equipped w/antl-pump Ing controls 
HELTEME&^C J Director's Office 93/04/27 UlLKINSDNiE P 
Institute of Nuclear Power Operations 2pp 10341 279 


--0305090290 Requests designation of appropriate NRR personnel 
it prepare response to L Clark invitation to attend Natl 
Organiration of Teat Research Ic Training Reactors annual 
meeting on 831020-21 in Cambridge. MA 

DIRCKS,W Office of the Executive Director for Operations 
03/04/11 DENTONjH Office of Nuclear Reactor Regulation# 
Director Ip 18301 073 


— 03D3O9O315 Extends invitation to attend Natl Organlaatlon of Test 
Research Training Reactors 031020-21 annual meeting at 
MIT Agenda for Oct 1902 meeting list of attendees end as 
indication of program format & content 

CLARK# L Massachusetts Institute of Technologg 83/03/04 
DIRCK8#W Office of the Executive Director for Operations lOpp 
18381 074 


8305090295 Concurs in 030389 statement of uork ro development of data 
base for tOCPR90 5S<e> L Part 21 deficiency reporting 
DENTON. H R Office of Nuclear Reactor Regulation# Director 
03/04/22 HELTEMES.C J Director's Office 2pp 10301 841 


—8304140320 Requests comments on development of data base for managing it 
analyzing info reported under 10CFR2I t 10CFR90 59<d> Data 
could provide info re capability to determine similarities 
or trends in reported deficiencies 

HELTEMES.C J Director's Office 03/03/29 NRC - No Detailed 
Affiliation Given 3pp 10381 243 


0305120607 Forwards documentation re LERs on reactor trip breaker 
failures between 600101 830222. per 830329 request Many 

trip breaker failures unreported when occurring during modes 
when operability not required by Tech Specs 

DENTONjH Office of Nuclear Reactor Regulation# Director, 03/04/20 
HELTEMES. C J Director's Office ^pp 18440 127 


—0212070092 Discusses review of LER failure data for reactor protection 
sys electrical & mechanical components No basis found to 
support industry intuitive guess that ratio of electrical 
to mechanical failures is 10 to 1 

KENDALL. R Instrumentation ^ Control Systems Branch 02/U/17 
PYATTiD » Reactor Risk Branch 55pp 1B44D 129 


— 8305120AI3 Summary of 020900 operating reactor events meeting 

MIRAGLIA.F j Assistant Director for Safety Assessment 02/09/16 

EISENHUTrDG Dlvls ion of Licens 1 ng llpp 19440 185 


— 8305230524 Forwards "Failure* of Class IE Safety-Related Switchgear 
Circuit Breakers to Close on Demand. " Results suggest that 
training covering associated logic it operation may be 
appropriate for breakers equipped u/antl-pump Ing controls 
H£LT£ME8#C j Director's Office 83/04/29 RG59IN. D Nuclear 
Safety Analysis Center ip 10541 201 


— 8305230531 "Failures of Class IE 0af ety-Related Switchgear Circuit 
Breakers to Close on Demand " 

CHIRAMAL.M Reactor Operations Analysis Branch, AEQD/CSOl, 
03/04/30 30pp 1BS76 356 


0305250290 Notification of 030517 meeting u/HAFA Inti Carpi American 
Nuclear Insurance it TECo in Bethesda.MD to discuss 
application of acoustic emission testing as alternative to 
volumetric Insp method of Inservlce insp of components 
VI8SIN0#0 Operating Reactors Branch 4 03/05/09 BTOLZ# J 

Operating Reactors Branch 4 2pp 1B594.361 


830526014? Responds to 030413 Itr re deletion of nonradiological water 
quality-re latod requirements from OLs NRC Mer 1903 actions 
consisted of Issuance of license amends to delete 
requirements from OLs for facilities w/NPOES permit 
EISENHUT.D 0 Division of Licensing 63/05/10 DREY# L A 
Affiliation Unknown Ip 18648 121 


— 0304180420 Requests description of NRC actions taken in Her 1903 re 
delation of nonrad lolog lea 1 water-qua 1 i ty-rel ated 
requirements from OLs Also requests info re changes made in 
requirements on radiological releases 

DREVt K Affiliation Unknown 83/04/13 Office of Nuclear 
Reactor Regulation# Director. Ip 18648 122 


6305260151 Forwards DOE responses re review of 81C reactor prototype# 
Windsor Site# for review it comment Reply requested by 
830523 since DOE const mods have already begun at site 
N/o ends 

THOHAS.C 0 Standardization it Special Projecte Branch 63/05/11 
LEAR.G, Structural it Geotechnical Engineering Branch, Ip. 

18640 120 


0305260376 Speech entitled "NRG Views on 8vc Suppliers Roles# 
Qualifications it Acceptability#" presented at 830519 
conference on nuclear sves business in 1900s in Washington# 

DC 

BTELLOi V Regional Operations it Generic Requirements 83/05/19 
5pp 19647.251 


— 0304040591 Requests documentation or other Info re reviews or 
analyses of reactor trip breaker failure repts performed 
eOOf 01-830222 by 6304 11 

HELTEMEBiC U Director's Office 03/03/29 HAYNES# R C Region 
Ir Office Of Director O'REILLYjU P Region 2, OffUe of 
Director KEPPLER.J 0 Region 3» Of flee of Director 2pp 
18440 196 


— 8304010IS9 Discusses study of two issues re implications of reactor 
trip failure on NRC program for collection St analysis of 
operational experience Preliminary outline for study end 
Preliminary draft of study will be sent by 830401 
HEUTEMES.C J Director's Office 83/03/28 MATTSON# R J Salem 
Generic Implications Task Force 5pp 18440 198 


03OS19D3S6 Notifies that JE Glenn will be available for matting on 
630516 to discuss recent application for Co-6D facility* per 
B3040B request 

ALLAN# JM Region 1# Office of Director 03/05/04 CAMl>DELL#e 
Andover Township# NJ 2pp 16500 025 


— 0305190361 Request* NRC representative attend meeting of planning 
board U other municipal agencies to discuss proposed C-o-60 
facility 

CAMPBELL# E Affiliation Unknown 83/04/08, HAYNES# R C Region 
1# Office pf Director, tp 18500-026 


NUREO NUHEO REPORTS AND RELATED CQRREBPONDENCE 


8303200319 Forwards order confirming licensee commitments on po*t-THl- 
related Issues Order based on commitments contained In util 
responses to NRC Generic Ltrs 02-05 it 82-10 

STOLZ, JF Operating Reactor* Branch 4. 0L-B2-05 83/03/14 

HANCOCK# J A Florida Power Gorp 3pp 17713 234 24X 

Fiche 50-302# 83/03/14# 0303280319 


— 8303280325 Order confirming licensee commitments on post-TMl-related 
Issues 

PURPLErR, A Assistant Director for Licensing 83/03/14. 

Florida Power Corp. 10pp. 17713 237 24X Fiche 50-302# 03/03/14. 

830320031 9 


8304120027 Forwards revised order confirming licenses commitments on 
post-TMI-related Isiueii correcting info re Implementation 
schedule for Item II B 3# "Post-Accident Rampling." 

8T0LZ, xlF Operating Reactors Branch 4 83/03/30 BECKHAM# J T 

Georgia Power Co, 4pp 17957 320 24X Fiche* 50-321# 03/03/30# 

8304120027 


— 8304120042 Order revising schedule for submittal of info re Item 
ri B,3i "Post-Accident Sampling#*' from 030401 to 830701 
PURPLE.R A. Division of Licensing OL-02-05 83/03/30. 

Georgia Power Co lOpp 17957 324 24X Fiche 50-321# 03/03/30. 

8304120027 
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6304100348 Forward* propriatary WCAP-SZOOi Rev I* WCAP-0301* WCAP‘'8302, 
WCAP~88Sli draft response* to questions an I4CAP'‘10079 It 
related info re new small break evaluation model per 
NUREQ-‘0737< Item II K 3 30 Enel* wlthtiald <ref 1<)CFR2 790) 

RAH£f E P Uestlnghouf e Electric Corp N8''£PR''2746 83/04/12 

TMOMASi C 0 Standard t latton it Special Project* Oranch 2pp 
17997, 049 


8305020066 Forward* SER bated on revieui of NUReo-0737» Item III D 3 4. 
^Control Room Habitability**' submitted in 801219 & 821019 
Itr* Control room habitability syt acceptable 
CRUTCHFIELD* D Operating Reactor* Branch 5 LS05-83-04-074 

63/04/29 VANDEWALLEi D J Consumer* Power Co 6pp 1B276 236 
24X Fiche 90-235*83/04/29*8303020066 


— 8207060526 Motif let that control room meet* requirement* of SRP 2 2 1- 
2. 2, 2i 2 2 3 & 6 4 6 General Design Criteria 4 19 

Conclusion* based on present plant syt & presumes 
iMplementatlon of effective H^«/AC mod* by licensee 
HURPHYiD U Dattelle Hemarial Inititute* Pacific Northwest 
Laboratory FIM B-2323 82/03/24 HULMAN* L 0 Accident 

Evaluation Branch 2pp 18276 242 24X Fiche 30-233*83/04/29* 

8303020066 


8309020209 Forwards response to MRC 830316 Itr re MUREQ~0737j Item 
n.K. 3 13* ’*RCIC Automatic Restart '* RCIC sys modified to 
relocate signal for high reactor vessel water level trip 
froiA RCtC turbine trip valve to steam supply valve, 

BAVNE* J, P Power Authority of the State of New York JPN’'S3-36 
83/04/28 VASSALLOi D D Operating Reactor* Branch 2 2pp 
1B27B 133 24XFlch#. 30-333* 83/04/20* 8305020209 


6305030359 Forwards supplemental response to Generic Ltr 62-20* 
'*tna4«quate Core Cooling Instrumentation 8yt*' & NUREO-0737* 

Item II F 2. Vf/one overslie drawl ng. Aperture card is 
available In PDR 

CAREViJ. J Duquesne Light Co GL-B2-20. 63/04/21 VARGA. 6 A 

Operating Reactors Branch 1 S2pp 18273* 198 24X 

Fiche* 50-334* 83/04/21*8309020339 


6309020362 Forward* plant-specific response* to six NRC questions re 
saf e ty/rel ief valve testing (MlfREO-0737 Item II. D Diper 
621217 request 8af ety /rel ief valve discharge piping utllircs 
y quencher w/sparger at discharge pipe exit 

FIEDLER* P B General Public Utllltias - GPU Service Corp 03/04/27 
CRUTCHFIELD* D Operating Reactors Dranch 3 21pp 18274 038 24X 

Fiche. 50-21 9 j 83/04/27* 8309020362 


8305020383 Confirm* 830502 submittal date for proposed solution to 
three remelnlng open Items on MRC review of upgraded 
auxiliary feedwater sys per MLrRE0-0737i I tern It E 1 1 
Contractor requested to provide cost estimate for study. 
ROOfilOUEZiR J Sacramento Municipal Utility District 83/04/27 
BrOLZtJ. F Operating Reactors Branch 4 Ip. 18276 313 24X 

Fiche; 50-318. 63/04/27* 6308020383 


6309020364 Forwards response to 821119 request for addl info re 
hlUREO-0737. Items 11 E i 2 L II K 2 10 Schedule for 
installation of auxiliary feedwater sy* confirmed H/II 
oversiie drawings Aperture cards art available in FDR. 
RDDRieUEZ.R J. Sacramento Municipal Utility District 93/04/26 
BTOLZ.J F Operating Reactors Branch 4 3pp 18283 329 24X 

Fiche. 30-312. 63/04/28. 8303020364 


—6309020392 BWMP-20004 <6-76) R3 

Rev 3 to "Auxiliary Faedwater 8gs 6ys Oascriptlon " 

» Babcock it Hllcox Co 19-1120960-03 63/04/04 34pp 

16263 332 24X Fiche 50-312.83/04/28*8303020384 


6309020387 Responds to NRC 630203 it 0330 questions re proposed SRP 
Amend 19. No need exist* to arbitrarily increase initial 
power to account for uncertainty in power level Errata sheet 
li transient summary of feedwater controller Failure end, 
ClfRTtS.N H. Pennsylvania Power it Light Co PLA-1640 83/04/26 

6CHHENCER.A. Licensing Branch 2, 4pp 16276 314 24X 

Fiche’ 30-387. 63/04/28. 6305020387 


8309020368 Responds to 630322 request for addl info on instrumentation 
sye for detection of inadequate core cooling {Generic Ltr 
62-26) Installation completed it tyi currently being tested. 

Status of conformance w/NUREG-0737i Item 11 F 2 encL 
SCHUYLER* J 0 Pacific Oat it Electric Co GL-0S-26 83/04/27 

EI6ENHUT.D.G Division of Licensing. 7pp 18276*389 24X 

Fiche 50-275* 83/04 /27 r 8303020388 


8305020421 Forward* addl Info ra emergency plan per 821206 request Info 
eddretse* Question B 4 concerning plant personnel response 
capability during emergency situation per staffing goals In 
SuppI 1 to NUREO-0737. 

KOESTER.O L Kansas Gas h Electric Go KMLNRC 83-031. 63/04/29. 

DENTOhr*H R Office of Nuclear Reactor Ragulation* Director iOpp. 
16273? 100 24X Fiche- 30-482. 83/04/29* 830302O42L 


B30S020449 Application to amend License DPR-46* chang i ng Tech Specs to 
Incorporate N4JREO-0737 items per 830110 Generic Ltr 83-02 
PILANT. J M Nebraska Public Power District GL-83-02 03/04/27 

VA66ALLO.D 8 Operating Reactors Branch 2 3pp 1B2B3 173 24X 

Fiche 30-290,03/04/27*8303020449 


— 0305020464 Proposed Tech Specs changes re Generic Ltr 83-02 concerning 
NUREG-0737 items 

* Nebraska Public Power District OL-a3-02 03/04/27 3pp 

18203 176 24X Fiche 90-290*03/04/27,8309020449 


8305020433 Foruierdi addl info per NRC 0S121O request re Generic Ltr 
02-28 concerning Inadequate core cooling sgs Procurement of 
reactor vessel level Instrumentation sys completed Sys 
Installation 307. complete 

EURV*L H Carolina Power t< Light Co LAP-B3-a3 83/04/26 

EI8ENHUT* D G Division of Licensing 2pp 10281 222 24X 

Fiche 50-261*03/04/26*8303020433 


8309020438 Forwards info re NUREO-0737* Item II D 1. "Performance 
Testing of BHR 8af e ty/Re 1 lef Valves," per NRC 830104 
request Applicability of load combination info to QWft Guner* 
Group generic test rapt acceptable 

RVBAKfB Co/nraofi wealth Edison Co 6226N 83/04/27 DENTON* H R 
Office of Nuclear Reactor Regulation* Director IBpp 18283 311 
24X Fiche* 30-254* 63/04/27. 8303020496 


0305020538 NUftEO/CR-2000 VOB N3 

LICENSEE EVENT REPORT (LER) COMPILATION For Month Of March 
1983 

» Oak Ridge National Laboratory FIN A-9135 ORNL/NSIG-BOO 
03/04/30 Director's Office I22pp 18209 182 


0309020547 NUREG/CR-309! 

REVIEW OF WASTE PACKAGE VERIFICATION TESTS Semiannual 
Report Covering The Period Apr i 1-Sep temb er 1982 

aiDA.O T * EASTWOOD* D , JAIN. H Brookhaven National Laboratory FIN 
A-3167 BNL-NUREG-91630 83/04/30 Division of Watte Management 
147pp Available at NRC 46 DO 18203 039 


6309020597 Foruards safety evaluation on NUREG-0737. Item 11 D 2 2. 
"Plant Shielding Mods for Vital Area Access " Requirement* 
met 

VASSALLOi D S Operating Reactors Dranch 2 83/04/22 FARRAR. D 

Commonwealth Edison Co 9pp 18204 222. 24X Fiche 30-294*03/04/22* 

8309020397 


0305030010 Advises that position concerning nonestabl 1 shment of 
backup emergency operation* facility <£OF) unacceptable 
Flans to establish EOF by 830601 must be submitted & must 
meet NURE0-0737. Bupp 1 1 (Generic Ltr 82-33) criteria 
eiSENHUr. D 0 Division of Licensing. OL -82-23 03/04/25 

OIXOM. 0 W South Carolina Electric it Gas Co 3pp 18310 353 24X 

Fiche 50-399.63/04/29.8309030010 


8309030133 Forwards safety evaluation based on review o-f util 
submittals re TMt Action Item II B 1. "RC8 Vents ” Licensee 
venting capability acceptable. 

VASSALLO.D B Operating Reactor* Dranch 2 03/04/18 BAYNE* J P 

Power Authority of the State of New York 4pp 10309 235 24X 

F l c h i 50-333* 63/04/16* 830 5030139 


— 6303310020 B14/TER-D-7 

"Selected Operating Reactor Issues Program II.RCS Vents 
<NUREO-O737t Item 11 B !>*" final technical evaluation rept 
HELDiJ T Energy Incorporated HELD* J T Lawrence Livermore 
Laboratory FIN A-0290 TAG 44373 03/03/02 ALBERTHAL* G NRC 

- Mo Detailed Affiliation Given 4pp 18309 239 24X 

Fiche 30-333.83/04/18*8305030135 


8305030144 Forward* application for proposed Amend 23 to License 
NPF-14* changi ng License Condition 2 C <2B}(g)(l) to extend 
completion date for safety parameter display sys to 831230. 
as part of NURE0-0737i Item III A 1 2 (Generic Ltr 02-33) 

CURTIS. N M Pennsylvania power it Light Ca PLA-1634 83/04/29. 

SCHWEMGER* A Licensing Branch S. Ip 18306 328 24X 

Flcha 30-387.63/04/29*8309030144 


— 0309030133 Application far proposed Amend 23 to License NPF-14* 
changing License Condition 2 C (2a)<g)(l) to extend 
completion date for safety parameter display lyi te 031230* 
ei part of NUREO -0737. Item III A t 2 

CURTIS, M W, Pennsylvania Power it Light Co. OL-02-33. 83/04/29 

2pp 18306 329 24X FI che: 90-307, 83/04/29. 8305030 1 44 


0309030463 Appllcetlon for amend to Licenses DPR-62 fc DPR-71. 
supplementing 820616 request for miscellaneous Tech Spec 
revs originally schaduled for completion during 020901 
refueling outage. Qutag e it mods to be completed by 830624 
HOWE. P,W Carolina Powar it Light Co LAP-03-iOO 83/04/20. 
VASSALLO.D B. Operating Reactors Branch 2 2pp 1830B 222 24X 

FI Che, 90-324, 83/04/28* 6305030463 
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— 8305030481 Prapa4Q-(f Ttch Spacs re saf eCy-relatsd hydraulic »nubb^r«i 
post'-acc Ida-nt imo<nltorlng instrumeritatloni ga» analyror 
reactor coolant leakage detection sys & remote shu'tdoun 
monitoring i nstr umen tation 

* Carolina Pouer t< Light Co S3/04/2B l?pp 1Q30B S3A 34X 
Flche 50-334, 03/04/ae* 8305030463 


8305040346 R»qoo*ti remittance af Clais 111 fee for 931110 application 
re nonconformance u/NUREO-07374 Item II E 4 2 on containment 
iaulation dependability 

DI00S*R M License Fee Management Branch 93/04/27 CUftTIS, W 
Pennsylvania Potjer & Light Co Ip 19351 230 24X 

Flche 50-397# B3/04/27i 9303040546 


9303030491 Foritiards retponie to 921210 Oenerlc Ltr 82-29 re inadequate 
core cooling Instrumentation sy S j 1 ncl udlng reactor coolant 
inventory eys d esc r 1 p ti oni conformance summary to NUREO-0737* 

Item II F 2 S, proposed Implernenta t ton schedule 

RAWDAZIA, J B Maine Yankee Atomic Power Co CL-B2-aa 93/04/29 

EISENHUT.OC Division of Licensing 34pp 16295 118 24X 

Flche: 30-309.83/04/29, 93 05030491 


9305030519 Advises that separate iodine particulate sampling sys 
installed L temporary mods performed on vent monitoring sys« 
per NRC 930314 order re f;URE0-O737i I tem II f 1. Attachoient 2 
Unit 1 sys operational Unit 2 sys will be completed shortly 
ALEXICH,« P American Electric Power Service Carp AEP NRC 0678E 
93/04/29 DENTON, H R Office of Nuclear Reactor Regulationr 
Director Spp 19295 326 24 X Flche 30-31 5. a3/04/29i 9305030319 


9305030558 Advises that applicable rec ommendat Ians contained in 66M 
Topical Rept BAM-1564 j "Integrated Control Sys Reliability 
Analysis." will be Implemented prior to fuel loading to 
fulfill requirements of NUREB-0737. I tarn It K 2 9 
MILLS# L M Tennessee Valley Authority 83/04/26 ADENSAM. E 
Licensing Branch 4 ip 1B303 299 24X FUhe 50-439.93/04/26. 

93O5O3055B 


9305030588 Forwards response to 830215 request for add! info re 
NlPREO-0737. I tern 11 8 3 re post-accident sampling sys Areas 
dlacufted include radiological & chemical analysis capacity 
6 reactor coolant gas analysis 

PILANTjM Nebraska Public Power District LQAB300026 93/04/22 

VASSALLO, D B Operating Reactors Branch 2 4pp 19305 354. 24X 

F i C h e * 50-299 , 93/04 /22. 0305030589 


@305030606 Forwards response to Generic Ltr a3~10C re program for 
resolution nf NUREO-0737, Item II. K 3 5, "Automatic Trip 
of Reactor Coolant Pumps " Pump trip can be achieved 
safely 6 reliably by op eretor. when required 

MILLS. L M Tennessee Valley Authority GL-83-I0C 03/04/S2 

ADEMSAM.E Licensing Uranch 4 epp 18303 172 24X 

Flche 50-390,93/04/22.0305030606 


8305040664 Forwards Soppl 3 to 8ER <Ni;flE0“0aB7> W/o end 

VOUNGBLODD. B J Licensing Branch 1 93/04/27 EDELMAN. M R 

Cleveland Electric I 1 lumlnat ing Co 2pp 10336 266 24X 

Flche 50-440. 83/04/27. 8305040664 


9305040669 Forwards 9ER on BWR Owners Group generic risponie to 
NUREO-0737. Item II H 3 IB. "Mod of Automatic 
Depressurization Sys (ADS) Logic " Response acceptable w/ 
stipulated conditions Response requested expediently 
SCHWENGER. A Licensing Branch 2 93/04/25 CURTIS. N W 

Pennsylvania Power & Light Co lOpp 18336 339 24X 

Fiche 50-397. 03/04/25, B305040669 


9305040682 NUREO-0027 

INTEGRATED PLANT SAFETY AQSEgSMENT REPORT. SYSTEMATIC 
EVALUATION PROGRAM - LACROSSE BOILING WATER REACTOR, DtJC k • t 
NO 50-409 (Dalryland Power Cooperative) 

e Division of Licensing 03/04/30 494pp 18334 142 24x 

Fiche 50-409,83/04/30.0305040682 


9305040606 Requests responses re relief from surveillance requlTementi 
of equipment which would result in excessive exposure Tech 
Spec change requests. schedul Ing for recovering affected tys 
fc rev to recovery plan requested 

BARRETT. L H TMI Program Of flea NRC~TM I -83-024 83/04/27 
KANGA. B K General Public Utilities - GPU Service Corp 3pp 
18336 329 24X Flche 50-320.93/04/27.9305040696 


9305040689 NUREG-0040 V07 NOl 

LICENSEE CONTRACTOR AND VENDOR INSPECTION 9TATU3 REPORT 
Data At Of March 31. 1903 (White Book) 

e Region 4, Office of Director 83/04/30 284pp 18332 001 


9309040693 NURE6-0540 V04 NOl 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE January 1- 
31.1903 

e Division of Technical Information 6 Document Control 93/04/30, 
577pp 18332 295 


8305030634 Application to amend Licenses DPR-57 L NPF-3 j revl s 1 ng Tech 
Specs re TMI Action Plan Items I A 1 1 3. I A 1 3. II E 4 J. 

11 E 4 2 5-7. J I K 3 3. 1 1 K 3 13. 1 1 K 3 22. 1 1 K 3 15. 

II K 3 19. ri K 3 27. 1 1 K 3 43 1 1 F 1-4 

BECKHAM. J T Georgia Power Co NED-a3-267 83/04/22 8T0LZ, J F. 

Operating Reactors Branch 4 Bpp 19305 295 24X 

Fiche 90-3 21 1 93 /04 /22. 8305030634 


—83 05030669 Revised Tech Specs re TMI Action Plan Items 1 A 1 13. 
I. A I 3. 11 E 4 i, JI E 4 2 3-7. II K 3 3. 11 K 3 13. tl K 3 22. 

II K 3 15. II. K 3 19. II K 3 27. 11. K 3 45 St 11 F 1-4 
« Georgia Power Co 83/04/22 3lpp 19305 293 24X 

Flche 50-321 . 93/04/22. 9305030634. 


8305040740 NUREG/BR-0091 V04 N6 

POWER REACTOR EVENTS Sep tembcr-Oc tober 1992. 

MASS ARC. 8 A . TRENERY. 8 E Director's Office 83/04/30 35 dp 

10^137 


0305040769 Forwards safety evaluation & technical evaluation rept re 
TMI Items I A 2 1 4 "Upgrading of Reactor Operator 6 Senior 
Reactor Operator Training" 8. II fl 4 "Training for Mitigating 
Core Damage " Programs satisfy NUREO-0737 requirements 
8TDLZ.J F Operating Reactors flrench 4 83/04/20 BECKHAM. J T, 

Georgia Power Co 3pp 19327 300 24X Fiche 90-321.93/04/20, 

9305040769 


9305040311 Forwards response to 030202 roquost for addl Info re 
NUREO-0737, I tem 1 1 F 1 6. "Containment Hydrogen Monitor '* 

Info re water level monitors to be provided by B306J9 
BAYNE, -J P Power Authority of the State of New York JPN-S3-3Q 
93/05/02 VASSALLO. D B Operating Reactors Branch 2 3pp 
18323' 300 24 X Fiche 50-333.03/05/02.8305040311 


8305050022 Forwards status, description b schedule for meeting 
requirements re emergency response capab i 1 itlcs. per Generic 
Ltr 02-33 (Buppl i to NURB0-0737J 

FIEDLER. P B General Public Utilities - GPU gervice Corp OL-82-33 
83/04/15 EISENHUT. D G Division of Licensing 17pp. 10342 IlG 

24X Flche 50-219.83/04/15,0305050022 


9305040317 Responds to NRC request for addl info re TMI action plan 
items Mat! supports util position that nonsaf ety-related 
equipment falls outside scope of Franklin Research Ctr 
review -Jusii f 1 cation not necessary 

LENTINE.F Q Commonwealth Edison Co 6471M 83/05/02 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 2pp 10323 299 
24X Fiche 50-295.03/05/02.03090403 1 7. 


8309050026 Forwards NeDO-22209, "Analysi s of Scram Discharge Vol Sye 
Piping Integrity '* No further action planned re equipment 
qualification s. sys design mode Identified in generic SER 
(NUREO-0003) 

BAYNE. J P Power Authority of the State of New York JPN-a3-39. 
83/05/03 VASSALLO. D B. Operating Reactors Branch 2 2pp, 

10339 313 24X Fiche - 50-333. 83/05/03, 8305090026 


9305040362 Responds to 030217 Ic 0407 requests for addl info re 
NUREO-0737, Item 11, K 3 17. "ECC8 Outages " info compiled 
from equipment loop erahi 1 t ty record which Is completed each 
shift during cold shutdown 

HURFORD, W J Carolina Power |c Light Co LAP-B3-I44 03/04/29 
VARGA. 8 A Operating Reactors Branch 1 4pp 18323 194 24X 
Fiche. 90-261. 83/04 /S9. 03^5040362 


0305090229 9ubmitt progress rept re TMI Items II F. 1 1 6 11 F. 1. 2 re 
effluent monitor mods Vendor scheduler uncertainties 
resolved Remaining work consists of training operators, 
software changes & minor wiring change 

COUNSIL, H o Northeast Nuclear Energy Co (subs, of Northeast 
Utilities). COUNSIL, W 0 Northeast Utilities B10767. 03/04/29 

CRUTCHFIELD. 0 Operating Reactors Branch 5 2pp. 18339 062 24X 

Fiche 50-245,93/04/29.8303050229 


8309040474 Informs that analysis of aircraft traffic for facility per 
Integrated aseassment rept (NUREG-0822I followup acceptable, 
CRUTCHFIELD. D Operating Reactors Branch 5 LS 05 -8 3-05 -00 5 

93/05/03 FIEDLER, P Q General Public UtlUtles - GPU Service Corp 
2pp, 10319 315 24X Fiche 50-219.83/05/03,8305040474 


8309050293 Forwards draft 8Eft of NUREO-0737. Item M.B 3, "Poit-Aceldent 
Sampling '* Eight of It criteria met Criterion 2.10 & 11 
Incomplete Addl Info requested to complete review of PA88 
sys 

VARGA, 8, A Operating Reactors Branch 1 83/04/22, UHRIO.R. E. 

Florida Power U Light Co 31pp 18392 074. 24X 

Flche* 50-250. 93/04/22, 8305050293 
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8309050426 NURe0/CR-200l 

SUR REFILL-REFLOOD PROORAM TASK 4 3-8IN0LE HEATED BUNDLE 
FINAL REFT 

SUTHERLAND. W A i BARTON, J E , FINDLAY. J A Gfttieral Electric Co FIN 
B--SB77 EPRI NP-2372 83/04/30 DlvUlon of Accident EvAluation 

83pp Available at NRC 49 90 18392 297 


8309090432 NUREO/CR-3140 
CONTAINMENT BUMP TEST DATA 

SCHMIDT. H H SandU Laboratortee FIN A-127S EAND82-27B9 

63/04/30 Dlvleion of Safety Technology 73pp Available at NRC 
«9 00 18392 227 


8305060001 Foruarde EOStO lomniary of diicuislon re radiological effluent 
Tech Speci during B20602-03 plant vlilt Pinal draft of 
propoied radiological effluent Tech Spece offsite do&e 
calculation manual should be developed uithln 60 dai|s 
CLARK. R A Operating Reactors Branch 3 B3/04/29 FAY. C N 

Ulfconsln Electric Pouer Co 49pp 18393:263 24K 

Ficht 30-266,83/04/29.8303060001 


— S305060007 NUREO-0472 D07 R03 

STANDARD RADIOLQOICAL EFFLUENT TECHNICAL SPECIFICATIONS 
FOR PRESSURIZED WATER REACTORS SEPTEMBER 1982 
e NRC - No Detailed Affiliation Olven PWR-ST8-I 82/09/03 
aSpp, 18393 308. 24X FI Che 90-S66. 83/04/25. 6309060001 


8309060017 Poruardt SER re util responses to NURE0-07a7, Items 1 1 F 1 4, 
*'Containffltnt Pressure Monitor. " II F 1 9. "Containment Water 
Level Monitor" & II F 1 6. "Containment Hydrogen Monitor," 

Item* resolved 

CLARK. R A, Operating Reactors Branch 3 B3/04/S1 STEWART, W L 

Virginia Electric L Power Co 8pp 18394:314 24X 

Fiehe' 90-338. 83/04/21. 8309060017 


8309060049 Forwards SER supporting util responses to NURE0-0737r I terns 
II, F. 1.4, "Containment Pressure Monitor." ll F 1 9. 

"Containment Water Level Monitor" 8c tl F 1 6. "Containment 
Hydrogen Monitor " Items resolved 

CLARK,R.A. Operating Reactors Branch 3 83/04/21 LUNDVALL.A E 

Baltimore Oae L Electric Co 9pp 18394 299 24X 

F1 c h e 90-317. 83/04/21. 8309060049 


830306010B Advises that reauirementi of NUREO-0737, TMI Action Plan 
Items II. F 1. 4. II F 1 9 II F. 1, 6 met 8( items resolved 
Criteria reiiuiring #q.ulpment to be environmentally qualified 
will be reviewed under environ qualification program 
CLARK. R. A Operating Reactors Branch 3 83/04/21 MUSDLF. D. M 

Northern States Power Co 9pp 18394 268 24X 

Flchej 90-2B2. 83/04/21, 8309060108 


8309060233 NUREO/CR-3 1 36 

AQUIFER REarORATION AT IN-8ITU LEACH URANIUM MINES EVIDENCE 
FOR NATURAL RESTORATION PROCESSES 

OEUTBGH.W J, . BERNE, R J . BELL, N E Battelle Memorial Institute, 
Pacific Northwest Laboratory FIN B-2379, PNL-4604 83/04/30 

Division of Health, Siting It Waste Management. 96pp Available at 

NRC •9.90. ie399'00l. 


8309060306 Requests that portion of 830422 response to Generic Ltr 
83-02 be withdrawn, portion re Item II. F. 1, "Addl Accident 
Monitoring Instrumentation. " will be reevaluated upon 
receipt of NRC guidance 

OUCWA,L T Georgia Power Go. NED 83-278 83/09/02 STOLZ, J F. 

Operating Reactors Branch 4 Ip 18344 323 24X 

Ficht* 90-321, 83/09/02. 8309060306 


8309060329 Responds to New England Coalition on Nuclear Pollution & 
State of NH submittals subsequent to 830407-06 prehearing 
conference. Objects to word "omission" in reworded 
Coalition Contention I D. 2 

LESSYiR. P. Hearing Branch 3 ISBUANCEB OL 83/09/04. HOVT,H t 
LUEBKEiE. A. / HARBOUR, U. Atomic Safety and Licensing Board Panel, 
4pp. 18344*081. 24X Flche * 90-443, 83/09/04, 8309060329 


8309060347 NUflEO/CR-3229 

EXPLORATORY ASSeSBHENT OF PQBTIRRADIATION HEAT TREATMENT 
VARIABLES IN NOTCH DUCTILITY RECOVERY OF A933-B STEEL 
HAWTHORNE, J. R. Materials Engineering Testing Services, Inc. e 
ENSA, Inc FIN B-8133 83/04/30 Office of Nuclear Regulatory 

Research, Director 20pp Available at NRC. 43 29 18399.097. 


93090603iP5 Forwards response to 820923 Itr re open Items In NUREO-0612, 
"Control of Heavy Loads at Nuclear Power Plante " Dynamic 
load effects, inservlct Insp L exam frequency reviewed Phase 
II results expected by 830601 

CROUSE, R.P Toledo Edison Go 943 83/05/02 8T0LZ. J, F 

Operating Reactors Branch 4 7pp. 18343 167. 24X 

Fiche. 90-346, 83/05/02, 8309060395. 


8309060399 Camments on proposed rule re safety goals evaluation plan 
Milano Natl Nuclear Regulatory Agency presently Involved In 
similar but more re-strictive task Requests to be kept 
informed of proceedings 

GARRIBBAjB Institute di Ingagnerla Nticleare. Milan. Italy 
49FR 10772 83/04/26 Docletlng L Services Branch Ip 

18343 199 


6309060419 Forwards resolution of open Items re NUREQ-0737r I tem II B 3, 
"Post-Accident Bampllng Bys." per S3D219 evaluation & 

830314 telcon No significant radiation effects anticipated. 

LATHAM. W K Sacramento Municipal Utility District 03/05/02 
STOLZ, U F Operating Reactors Branch 4 2pp 18343 279 24X 

Flche 90-31 2. 83/09/02, 03090604 1 S 


6309060431 Forwards application for amend to License DPR-64, c hang 1 ng 
Tech Specs 6 9 1,6 9 1 4. 6 9 1 7. 6 9 i 0.6 9 2 & Tables 
3 6-1 ic A 4-1 to reflect containment isolation valve mods Ic 
NRC Sc util organ! xa tional changes 

BAYNE. J P Power Authority of the State of New York IPN-a3-34 
83/09/03 VARGA, 8 A Operating Reactors Branch 1 3pp 18391 199 
24X Fiche 90-286.83/09/03.8303060431 


— 6305060432 Application for amend to License DPR-64i changing Tech Specs 
6 9 1,6 9 1 4. 6 9 1 7.6 ? 1 8. 6 9 2 & Tables 3 6-i & 4 4-1 
to reflect containment isolation valve mods 6 NRC L util 
organl xa tlonal changes 

BAYNE, J,P Power Authority of the State of New York 83/09/03 
Ip 18391 202 24X Flche 90 -266,83/09/03 . 8309060431 


— 6305060433 Proposed changes to Tech Specs 6 9 1.6 9 1 4.6, 9 1 7. 
69 1 6, 6928( Tables 3 6-1 it 4 4-1 to reflect containment 
isolation valve mods St organizational changes W/one oversize 
drawing Aperture card Is available in PDR 

* Power Authority of the State of New York 63/09/03 I3pp 
18391 203 24X Fiche 90-286, 83/09/03.0309060431 


8309060497 Forwards draft response* to NUREQ-0737. Items I C 1,1 C 6. 
1. Dl,l D2ilGllc III A 1 2 Responses will be incorporated 
Into F8AR by June 1903 

BRADLEY. E vl Philadelphia Electric Co 03/05/04 8CHWENCER. A 
Licensing Branch 2 9pp 16351 160 24X Fiche 90-392,83/09/04. 

6305060457 


6309060962 Forwards BER (NUREO-09791 re application for final design 
approval for GEBSAR 1 1 L FR notice W/o NUREG 

THOMAS, C O Standard 1 Titi on & Special Projects Branch 63/04/28 
SHERWOOD, O 0 General Electric Co 2pp 10399 210 24X 

Fiche 90-447,83/04/28,0305060562 


--8309060560 Notice of availability of SER (NURED-097?} on proposed final 
design approval for GEBSAR II 

BRINKMAN. D B Standardization & Special Projects Branch. 

83/04/26. Ip lB399*2ia 24X FUhe 90-4 47.03/04/28.8309060962 


8309060645 Advises that Class III fee appropriate for each listed 
application filed -w/NRR for review Request of 830331 for 
exemption from ord t r, conf 1 rmlng commitment to implement 
NUREQ-0737. not exempt from fee* 

HILLER, W D License Fee Management Drench 83/09/02 
RODRIGUEZ, R. J Sacramento Municipal Utility District 2pp 
18338.362. 24X Fiche: 90-312. 83/09/02. 8309060649 


8309060698 Forwards safety evaluation re NURE0-O737. Items 1 1 F 1 4. 
1 1 F 1 3 l( II F 1. 6 on containment pressure, water level & 
hydrogen monitors util B01210 submittal it 830218 rev 
acceptable Environ qua I if 1 cation to be reviewed separately 
VAROA, 8 A Operating Reac ton Branch 1 83/04/22 STEWART, W L 

Virginia Electric l< Power Co 2pp 18397 3 5 7 34X 

Flche 90-260,83/04/22,8309060696 


'0309060663 Safety evaluation re TMI Action Plan Item* (NLlREO-0737) 
II. F I 4. "Containment Pressure Monitor." II F 1 9, 

"Cantainment Water Level Monitor" Ic II.F I 5, "Containment 
Hydrogen Monitor " Designs acceptable. 

• Office of Nucl ear Reactor Regulation. Director 03/04/22 9pp 
18397:399, 84X FI c he* 50-280. 83/04/22. 8303060690 


8309060674 NUREG /CR- 2924 

RADON DIFFUSION IN CANDIDATE SOILS FOR COVERING URANIUM 
MILL TA1L1NG6 

BILKER. W B , KALKNARF.D.R Battelle Memorial Institute. Pacific 
Northwest Laboratory. FIN 0-2269 PNL-4434 03/04/30 Division 

of Health. Siting it Waste Management 92pp Available at NRC 
•9 00 18398 200. 


0309060679 NURE0/CR~-2009 ROl ; 

CHECKLIST FOR EVALUATING EMERGENCY OPERATING PROCEDURES USED I 

IN NUCLEAR POWER PLANTS , 

BRUNEiR L , WEINSTEIN, M HPT, Inc » Sandla Liboratorles FIN 
8-3098 9AND01-7O74 03/04/30 Division of Safeguards it 

Inspection Program* (Post 830103} 39pp Available at NRC. $4 90 j 

18398.268 1 
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e3050<b0^»a0 NUftEe-O405 VOS K03 

systematic evaluation PBOffRAM STATUS SUMMARY REPT Data A« OP 
Ka^c^ 31.1963 Ifluff Dooli ) 

» Office of Besaurce Mana^ententr Director B3/03/31 63pp 
10330 S93 


6309090013 Foruardi 0ER (NUR £0-0^60. Sup p 1 1> Including addl info 
received from applicant & ACRS comments 

■OBACEi J N Clinch River Breeder Reactor Program Office £i3/03/02 
LQI^OEiN'ECKERi J Enorgg. Oepb oft Clinch River Breeder Reactor Plant 
3&PP 103A9 322 24)1 Fiche 30' S37i ©3/03/02. 8303090013 


6305090035 NUfiEO/BR-OOOA BOl CR 

IMSTRUCTIQNS FOR COMPLETING NUCLEAR MATERIAL TRANSACTION 
REPORTS Forms DaE/MRC-741» 741A And 740M 

* Office ef Nuclear Material Safety & Safeguardsi Director 
63/09/04 ip 18381 199 


B309090040 NUREO/BR-OOOA ROl 

INSTRUCT IONS FOR COMPLETINO NUCLEAR MATERIAL TRANSACTION 
REPORTS Forms 00E/NRC-74t. 741A And 740M 

e Office of Nuclear Material Safety & Safeguards. Director. 
S3/04/30 lOapp 10300 a7i 


8309090046 NUREO-O7aa ROl 
NRC INCIDENT RESPONSE PLAN 

* Director's Office. Office af Inspection and Enforcement 
63/04/30 37pp Available at NRC >3 75 18381 042 


B305D9Q144 Bummarlics review of completed Generic Item 8-24 re 
containment purge 6 vent TKl Action Plan Item II E 4 2 
0ER "Override tc Rent of Control Circuitry In 
Vent llatl on/Purge Isolation tt Other ESF Sg« <B-24). " end 
CLARK. R A Operating Reactors Branch 3 63/04/20 STEWART. W L 

Virginia Electric & Power Co 3pp 16367 072 24X 

Fiche 90-336.63/04/20.6303090144 


—8303090147 Safety eveluatlon approving containment purging/venting 
during normal operations & ovorride b reset of control 
circuitry In vent 1 latlon/purg e Isolation t. other E6F sys 
e Office of Nuclear Reactor Regulation. Director 03/04/20 6pp 
16367 0 7 3 24X Flch* 90-338.63/04/20.8303090144 


6309090162 NVRE0/CR-3i 17 

SeifiKlClTY AND TECTONIC RELATIONSHIPS OF THE NEMAHA UPLIFT 
and MIDCONTINENT geophysical anomaly Final Project Summery 
BURCKETT.R R Nebratla. State of LUZAi K V Oklahoma. State of 
VAN E-CKiO V laua Geological Survey FIN A-S774 83/02/26 

Division of Health. Siting i. Waste Management 42pp Availeble at 
NRC. *12 00 18367 179 


8303090200 Forwards response to NUftEO-0737 Item 11 K 3 13. *'RCIC 
Automatic Restart '* RCIC syt modified Such that reactor high 
water level signal bJill automatically close RCIC turbine 
steam supply Valve, should valve be open. 

HARRINGTON. W D Boston Edison Co 63-108 83/04/29 VA8BALU0, D. B 

Operating Reactors Branch 2 Ip 18363 361 24X 

FI Che' 90-293. 03/04/29. 6309090200 


8308090380 Act receipt of 030131 Itr requesting addl info re 
NVREQ'Oys/. Item II K □ 28. ''Qual i f icatton of ADS Accumulator 
8ys, '* Info requested from OE Response will be submitted by 
830630- 

ZIMMERMAN. 9 R Carolina Peiner & Light Co LAP-03-U9 03/09/09 

VA&8ALL0.D B. Operating Reactors Branch 2 Ip 18363 340 24X 

F i c h e : 90-324. 03/09/09. 8309090300 


8309090462 Foruerds ''Bounding Analytical Assessment of NUREO-0630 
on LOCA b Operating kW/Ft Limits.'' per 630331 commitment 
WESTAFER.O, R. Florida Power Corp. 3F'0483-32 03/04/29 

STOLZ. J. F Operating Reactors Branch 4 Ip 18362 193 24X 

FiChe 90-302.83/04/29.8303090462 


—8303090464 77-1140699-01 

"Bounding Analytical Assesement of NUREO-06GO on LOCA b 
Operating kW/Ft Limits, '' 

« Babcock Wilcos Co 63/04/29 29pp 18362 194 24X 

F I c h e 30-302. 83/04 /29. 83090 90462 


6309090466 Forwards response to Suppl 3 ef BER lNUREO-0928) . 
Section 3 10. **Selsnic & Dynamic Qualification of Seismic 
Category 1 Mechanical b Electrical Equipment " 

FLYNWiJ D Cincinnati Gas b Electric co 63/09/09, DENTON. H 
Office of Nuclaer Reactor RegulatLon. Director 4pp 10360’ 223 
24 X FI Che 90-398103/09/09.0303090406 


6309090993 Requests remittance of fee due for review of 630217 amend 
application ra implementation of NUREO-0737 items, providing 
justification for Imposition of fees in response to 030401 
Itr contesting fee 

MILLER. N 0 License Fie Management Branch 03/05/02, 

ROORIOQEZ.R Sacramento Municipal Utility District Ip 
18367 360 24X Fi Che. 90-312, 03/05/02. B309090953 


0309100108 Application to amend Licenses DPR-32 b DPR-37. revising 
radiological effluent Tech Specs in accordance w/Rev 3 to 
NUREO-0472 ''Offsite Dose Calculation Manual'' also end 
STEWART. M L Virginia Electric b Power Co 179 03/09/04 

DENTDN.H R Office of Nuclear Reactor Regulation. Director 
VARGA. B A Operating Reactors Branch j 3pp 16371 346 24X 

Flche 90-280.83/09/04. 6309100108 


—0309100111 proposed revs to radiological effluent Tech Specs. In 
accordance w/Hev 3 to NVREO-0472 

a Virginia Electric b Power Co 03/09/04 87pp 10371 349. 24X 

rich# 90-260.83/09/04.8309100100 


8309100110 Responds to 030413 Itr re TMl Action Item II K 3 18. ''Hods 
to ADS Sys Logic *' On* of two options (2 or 4> will be 
implemented Choice based on benefit to design impact on 
schidute. availability of hardware b analysle b total cost 
BOUCHEY. O 0 Washington Public Power Supply System G02-B3-40B 
83/09/04 SCHWENCER, A Licensing Branch 2 Ip 18379*032 24X 

Flche 90-397.03/09/04.0309100110 


8309100114 Forwards review of existing Specs re containment cooling tys 
operability No mods required Revised Bectlon 3 3. "ESF b 
Auxiliary Sys.*' will be consistent w/NUR£0-0452 b will be 
submitted as part of Amend 99 

0I68LER. C W Wisconsin Public Service Corp. NRC-83-102 03/09/06. 

VARGA. 8 A Operating Reactors Branch 1 6pp 18379 020 24X 

Flche 90-309.03/09/06.0309100114 


8309100160 Forwards 8ER. Suppl 3 <NUREO-O087) W/o end. 

CUTCHIN. J M Hearing Branch 4 ISSUANCES OL 83/09/08 
BLOCH.P D I bright. 0 D . KLINE. J R. Atomic Safety and Licensing 
Board Panel Ip 10374 273 24X FlChe 90-440.83/09/09.8305100168 


6303100179 Forwards addl info re Instrument accuracy b related data for 
containment pressure monl tors, containment water leyel 
monitors b containment hydrogen monitors <NURE0-0737. Items 
II F 1 4.II F 1 9 b II F 1 61. per 021116 request. 

O'TOOLE. J D Consolidated Edison Co. of New York, inc. 63/04/89 
VARGA. a fit Operating Reactors Branch 1 14pp 10374 274. 24X 

Flche 30-247,63/04/29.0309100179 


8309100197 Forwards comments re proposed NURE0-07a7 Tech Specs. per 
630321 Itr request Comments should not be interpreted as 
formal position or commitment to specific course of action. 

DENTE, T J dWR Owners Group flMRQO-8313 63/09/06 EIBENHUT. 0 0. 
Division of Licensing 4pp. 10374 3tl 


0309100229 Forwards response to questions raised during 830422 telcon 
re util plans concerning NUflEG-0737. Item ll F I. 

"Containment Instrumentation Upgrades •' Dedicated recorder 
for hydrogen concentration will be provided 

RODRIGUEZ. R O Secromento Municipal Utility District. 63/09/06. 
0TOLZ,J F Operating Reactors Branch 4 3pp 16374:188 24X 

Fi Che: 90-312. 03/09/06, 8305100229. 


8309100344 Submits Info re NUREO-0737, Item II E 1.1. ''Auxiliary 
Feedwater Bys Upgrade Review." per 830407 request info 
resolves protection of sys from internal mlisUet b add! 
protection required for condensate storage tank 

RODRIOl^Z.R J Secramento Municipal Utility District. 63/09/02. 
ST0L2.U F, Operating Reactors Branch 4 2pp 16378' 231 24X 

Flche 90-312,83/09/02.0309100344 


8309100347 Forwards addl justification supporting adequacy of test of 
electrical loed to satisfy License Condition 2, C b 
WCAP-B921. "Setpoint Study, Duke Power, Wi 11 lam D McGUlre 
Nuclear Plant. Units 1 b 2 " Rept withheld <ref 10CFR2 790>. 

TUCKER.H B. Duke Power Co 83/09/05 DENTON, H R, Office of 
Nuclear Reactor Regulation. Director ADEN9AM. E. o. Licensing Brenth 
4 2pp 18370 329 24X Flche 50-369.83/09/09.0309100347. 


63O51O0356 Forwards responses to New England Coalition on Nuclear 
Pollution fourth, sixth, eighth. twelfth, fourteenth b fifteenth 
motions for summery disposition 

LESBYiR P. Hearing Branch 3 ISSUANCES OL 83/03/21. HOYT/H , 
LUEBKEj E A » HARBOUR. J Atomic Safety and Licensing Board Panel 
2pp 18421.001 24X Flche* 90-443. 83/03/21 1 8309100396, 


-0305100419 Affidavit of RO LaOrange on util commitment to qualify 
wide-range pressure trensmltters per NURE0-09aB 
requirements, Commitment acceptable 

LAORANQE.R, 0, Equipment Qualification Branch IBBUANCES OL, 
83/03/18, 3pp 18411*047 24X Flcha 90-443.83/03/21.8309100396. 


—0305100429 Affidavit of UT Wiggins on util proposed alternatives to 
NUREO-0737. Item I. A 1 1 requirements re shift technical 
advisor position Propoeal acceptable. 

HIGGINS. J,T Division of Project b Resident Programs, ISeUANCEfi 
OL, 83/03/17. 2pp lB411,097. 24X Flche, 50-443, 83/03/21. 

6305100356 
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— 9305100434 Affidavit af RO LflOrangs an qualification nf Cta«i IE 
■lactrlc valve oparatort Initallad ihtlde containment Util 
coauftlttad to qualification par NUREO-OSSB 

LAGRANGE. R.O Equipment Qualification Branch ISSUANCES QL 
83/03/lB 3pp 18411.064 84X Flche 50-443.83/03/21.8309100356 


0309100368 Advltat that u/axcaptlon of Item II K 3 31 on compltanca 
hi/10GFR90 96.830324 commanti applicable to 830321 draft 
ganaric Itr Ravlau of 830324 lubmittal ra commantc on draft 
NUflEO-0737 BMR Tach 8pac« raquattad 

COUNBILiU 0 Northaaft Nuclaar Energy Co (tubs of Northeast 
Utllltiet) COUNeiL. N 0 Northaait Utllitias 810783 83/05/05 

E18ENHUT. D G Division of Licensing 2pp 18378 212 24X 

Flche 90''245. 83/09/09. 0309 1 00368 


8309110003 Forward! avaluatlon of lots of dlschargi back prasaura on 
pUMp oparabUltg ra NUREO-0737. Itam II E 1 1 & 830131 SEN. 
par IE Bullatln G0'-04, Gperabl 1 1 tg of auxiliary faadwatar 
puapi aftar axtandad operation at runout flow addrassad 
(}IEBLERiC W. U1 icons In Public Service Corp NRC-83-103 63/09/06 

VAROArS A Operating Raactori Branch 1. 9pp 18408:260 24X 

Fi c he . 90-309. 83/09/06. 83091 10003 


0309110009 CoAmants on adaquacg of imp lamantat ion of NURE0-0737r 1 tarn 
III, A 2 1. ''Emargancg Preperadnaii. Upgrade Emergency Plant 
to App Et 10CFR50. '* Qffilta b onsite emergency preparadnaas 
adaquata. 

CRUTCHFIELD. D Oparatlng Reactors Branch 5 Le09-B3-05-023 

63/09/09, FIEDLER. P B Oanaral Public UtillbUf - GPU 9iryica Corp 
3pp 18409' 023 24X Flche' 90-219. 83/09/09. 83091 10009 


8309110026 Revised statement of P Vacca on 830419 re 8ECY 63-62 
concerning rev to 10CFR35. '^Human Use of Byproduct Hatl ” 
VACCArP C Assistant Director for Material Safety 6 Licensing 
83/04/19. 7pp. 18412 338 


— 8309110029 Supports J Dalmcdlco 830226 atatemsnt of differing prof 
opinion rt SECY 63-62 (proposed rev to iOCFRSD) 

VACCA. P C, Assistant Dlrsctor for Material Safatg & Licensing 
63/03/02. PALLADINO.N . 01LIN9KV.V. . AHEARNE, J Commissioners 
10pp. 16412 349. 


—8309110030 Testimony of J Delmsdlco on 630419 in opposition to 8ECY 
63-62 (proposed rev to 10CFR39K 

DELHEDICO. J Assistant Director for Material Safety 6 Llcaniing 
83/04/19 4pp 1B41S’399. 


6309110027 NUREO/CR-ailG VOi 

NUCLEAR POWER SAFETY REPORTING SYSTEM FEASIBILITY ANALY8IG 
FINLAYSONi F, . IMS, J Aerospace Corp FIN B-8299. 63/04/30 

Olviiion of FaclHty Oparatloni. 39pp Available at NRC. 44 90 
18419:24<f. 


6309UC04Y CoeMents on Implemintatlon of MUREQ-07a7r Item III A 2 1. 
*'E«ergendg Preparedness. Upgrede Emergency Plans to App E. 

XOCFROO, ” Onsite ti offsite amarganeg preparadnaas adequate. 
CRUTCHFIELD. D, Operating Reectors Branch 5. L809-83-09-024 

63/09/10. KAY.J A. Yantaa Atomic Electric Co 3pp. 18409.014. 
S4X Fi ch » . 90-029. 03/09/ 1 0. 6309 1 1 0049 


8309110099 Advises that onsite U offsite emergency preparedness 
ad eq,uete. Emergency plans upgradad par NUREO-0737, I tem 
III A.2. li ‘'Emargancg Preparednatt, Upgrada Emargineg Plans 
to App E, 1 {X;fR 90. " Itam complete 

CRUTCHFIELD. D Operating Reactors Branch 9 LSG9-83-09-022 

63/03/09. DIETCH. R. Southern California Edison Co 3pp. 
16408. 106. 24X Ficha: 90-206. 83/03/09. 8309110099- 


8309110114 NURE0-0B71 V02 N02 

SUfSHARY information REPORT, Data As Of April 30.1983. 

(Brown Book] 

a Managemant Information Branch 83/04/30, 99pp 18419: 199 


8309110118 NUREO-0969 

REFORT OF THE EVALUATION TEAM ON THE QUALITY OF CONSTRUCTION 
AT THE ZIMMER NUCLEAR POWER STATION, 

a NRC - No Data! led Affiliation Given 83/04/30, 3Vlpp 
18418.001. 24X Flche 90-396163/04/30.6309110116 


B309U0119 NUREO/GP-0035 

THE MAN-MACHINE INTERFACE AND HUMAN RELIABILITY AN 
ASSESSMENT AND PROJECTION. 

HALLfR.E t PRAODLA. J. R, . LUCHAS. W J Institute of Electrical b 
Electronic Engine or a. FIN A-3217 BNL’'NUflEO-91979, 63/04/30 
Office of Nuclear Ragulatorg Research. Director 269pp. 16416.001. 


6309110120 NUREO/GR-2069 ROl 

SUMMARY REPORT ON A OURVEY OF L I GHT-WATER '‘REACTOR SAFETY 
BY8TEM8, 

HEDDLESONt F. A. Oak Ridge National Laboratorv. FIN B-0431, 
O«NL/N8IC-*10i/R, 83/09/31 Division cf Risk Analysis 396pp, 

16417:001. 


6309110126 NUREO/CR-3013 

REVIEW OF THE RANCKO BECO NUCLEAR GENERATINO STATION UNIT 
NO 1 AUXILIARY FEEDWATER SYSTEM RELIADILITY ANALYSIS Docket 
No 90-312 (Sacramento Municipal Utility District) 

ILBERO, D . YOUNGBLOOD. R . PAPA20CLDU. I A Brookheven National 
Laboratory FIN A-3393 BNL-NUReO-5t620 83/04/30 Division of 
Safety Technology 49pp Available at NRC 44 79 18416 266 24X 

Ficha. 90-3 1 2. 63/04/30. 8309 110126 


6309110127 NURE0/CR“3ie7 

CREVICE CORROSION OF TITANIUM ALLOY T I CODE- 1 2 IN SIMULATED 

ROCK SALT BRINE AT 190 CENTIGRADE Topical Report 

ANN. T, M . LEE. B B . BOO. P Brookheven National Laboratory FIN 

A-3237 DNL-NUREO-31693 63/04/30 Division of Health. Siting «« 

Watte Managoment 2 Bpp 16416 317 


6305110131 NURE0/C8-3073 

CONSTITUTIVE RELATIONS IN TRAC-POa 

HOHATOI.U 6 . JO.J . NEYMOTIN, L drookhavan National Laboratory 
FIN A-32i9 DNL-NUREG-31616 03/04/30 Division of Accident 
Evaluation 43pp 16412 294 


8309110148 NUPEO/CR-2774 V04 

PHY6IC6 OF REACTOR SAFETY Quarter ly Report. Qc tober - 
December 1962 

* Argonne National Laboratory FIN A-2019 ANL-62-24 63/04/30 

Division of Accident Evaluation 31pp 16412 l?S 


6309110194 Foruiards supplementary response ta 620223 6-month response 
to Generic Ltr 81-07. NUREO-06 12. "Control of Heavy Load*," 
to confirm B. clarify items ditcusted In 620804 telcon 
LIDEN. £ A, Public Service Electric U Oa» Co of New Jertsy 
OL-Bl-07 63/04/27 VARGA. B A Operating Reactors Branch I Bpp 
16399 007 24X Flche 90-272,83/04/27.6309110194 


— 6309110196 PSe-OIOe. "Mainfc Procedures " 

a public Service Electric Jr Oas Co of New Jersey OL-81-07 
83/04/27 1.317pp. 18399 101 24X Flche SO -272i 03/04/27. 

8309110194 


8309110162 NUREO/CR-3220 

mechanistic aspects of stress- corrosion cracking of type 304 
STAINLESS STEEL IN LWR SYSTEMS 

NICHOLS. F A Argonne National Laboratory FIN A-2212 ANL-B3-19 
63/04/30 Division of Engineering Technology 67pp 16412 227 


6305110174 NUREO-0940 V02 NOl 

ENFORCEMENT ACTIONS SI<3NIFICANT ACTIONS RESOLVED Quarterly 
Progress Report. Jsnuary-March 1963 

e 01rector''s Office, Office of Inspection and Enforcement 
83/04/30 2B&PP 16411' 066 


8309110196 MUREG/Cft- 296 e 

BWR REF ILL -REFLOOD PROORAM TASK 4 4 - CCFL/REFILL SYSTEM 
EFFECTS TESTS (30 F SECTOR) 58TF SYSTEM RESPONSE TEST 
RESULTS 

SCHUMACHER. D. O . ECKERT. T. . FINDLAY. J A General Electric Co. PIN 
8-9877 GEAP-22046 63/04/30 Division of Accident Evaluation 

130pp. Available at NRC *6,00 16412 069 


8305110206 NUREO/CR-2716 V04 

REACTOR SAFETY RESEARCH PROGRAMS Quarterly Report, October - 
December 1962. 

EDLERj 8 K Battelle Memorial Institute. Pacific Northuest 
Laboratory FIN 8-2101 PNL-427S-4. 83/04/30 Division of 

Accident Evaluation ^9pp. Avallabla at NRC 49,00 16412 001 


6309110223 Rasponds to 611031,620702 it 630104 requests for exception 
from Table 1 of NURE0-O737 j Bupp 1 1 r equ Iremeuts re locetlon 
of emergency operations facility Exception granted, 

EI8ENHUT, D Q Division of Licensing 83/04/29 UHRIO.R E Florida 
Power it Light Co 2pp. 18434:334 24X Flche 50-290.63/04/29, 

6309110223 


8309110227 NURE0/CR-3D74 

APPLICATION OF REDUCTION METHODS TO NUCLEAR POWER PLANT 
STRUCTURES. 

MILLER, C A , PHILIPPACDPGULD Brookheven National Laboratory FIN 
A-32t6 BNL-NUREO- 51623 83/04/30. Division of Engineering 

Technology. GBpp 16413 006 


6309110237 NURE0/GR-233t V02 N3 

SAFETY RESEARCH PROGRAMS SPONSORED BY OFFICE OF NUCLEAR 
REGULATORY RESEARCH. Quar ter ly Progress Report, July I - 
September 30. 1982 

KOUTSrH J i BARI.R A . CERBONE. R J Brookheven National Laboratory 
FIN A-3011, DNL-NUR6G-91494 63/04/30. D1 vli ion of Acc 1 dent 

Evaluation. 163pp 18419-032. 


0309110240 NUREG-074B V03 N03 

□PERATINO REACTORS LICENSING ACTIONS SUMMARY Data As Of 
April 30.1963 (Orange Book} 

e Management Information Branch. 63/04/30, 317pp 10420 001. 
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930311O30B Application far amentf to OLs re-viaing Tech Sp-ecs 3/A G 2 3< 
3/4 B 2 4 & 3/4 8 2 9 to Increase confidence a# battery 
operability & provide time to correct battery coni^itlons 
CLAVTDN.F L Alabama Pouter Co 83/05/03 VAROA. S A Office of 
Nuclear Reactor Reyulatloni Director 3pp 1Q39-3 190 JAX 
Flche 90-348. B3/05/03, 0303110303 


8305110374 Foruiards addl info re NUREO-0737* Items il F 1 4«II F 1 9 & 
II F I 6 concerning containment pres a ure< luater level & 
hydrogen moni tars< respective ly. p er G301D-6 request Mo 
obstructions uowld prevent hydrogen from escaping from core 
FIEDLER. P B Oeneral Public Utilities - GPU Service Corp 83/09/0A 
CRUTCHFIELD. D Operating Reactors Drancb 3 8pp 1G406 279 24X 

Flche 30-219, 83/09/06, 8303110374 


8305110383 Foruards response to open item on safe load paths contained 
In NRC 820923 technical evaluation rept ot util 820201 
lubmlttal re control of heavy loads INUREO-Odi 1 2)’ 

CROUSE, R P Toledo Edison Co 946 33/05/06 STOLZ* J F 

Operating Reactors Branch 4 llpp 13406 201 24X 

Flche 50-346.33/09/06.3305110385 


8309110415 Notification of CROR Meeting 38 on 030518 in Dethesda.MD 
to discuss proposed rule. "Analysis of Potential Pressurized 
Thermal Shock Events." prioritization of generic safety 
Issues & operator r equal i flcation program nevieu matl end 
STELLO.V Regional Operations & Generic Requirements 83/05/10 
EISENHUTrD 0 Office of Nuclear Reactor Regulation^ Director 
UORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINOHAM.R £ Office of Nuclear Material Safety & 

Safeguards* Director 2pp 10394 221 


—83031 10428 Forwards proposed Commission paper discussing prioritization 
of generic safety Issues 6 transml feting draft NUREO-0933i 
*’Pr lor itl latlon of Generic Safety Issues “ Procedures for 
identifying b managing Issues enc 1 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
03/09/02 0IRCK3.M J Office of the Ezecutlv© Director for 
Operations 771pp 18394 23? 


6305110437 Forward* "Sounding Analytical Assessment af NUREO-0630 on 
LOCA Sc Operating kW/FT Limits," per G30405 Itr 
CROUSE, R P Toledo Edison Co ?43 83/05/06 STOLl* J F, 

Operabing Reactors Branch 4 Ip 13404 320 24X 

Flche 80-346,03/05/06,8305110437 


-'•0305110443 77-1142162-00 

"Bounding Analytical Assessment of NUREQ-0630 on LOCA It 
Operating kH/FT Limits " 

« Babcock L Wilcox Co 83/09/06 2app 1B404 321 24X 

Flche 50-346, 83/05/06.8309110437 


03051 10457 NUREO/CR-2767 

COMPARISON OF F lELD-MEASURED RADON DIFFUSION COEFFICIENTS 
WITH LADORATORV-MEASURED COEFFICIENTS 

LEPEL.E A . SiLKERrW 0 . THOMAS. W V BatfeelU Memorial Institute. 
Pacific Northwest Laboratory FIN B-2269 PNL-4414 83/04/30 

Division of Health. Siting 6 Waste Management 36pp Available at 

NfiC S4 SO 18413 214 


3305110467 NUREO/CR-321 6 

HEI8SDAMPFREAKTDR (HDR) STEEL CONTAINMENT VESSEL AND FLOOD 
MATER STORAGE TANK STRUCTURAL OVNAMICQ TEST 

OORMAN.V W ARENDTSiJ 0 . THINNES»0 L EGAO, Inc FIN A-6306 
£60-2249 83/04/30 Division of Engineering Technology lOGpp 

\BA13 106 


Q3051 10476 NUREO/CR'3299 

ANALYSIS OF REINFORCED CONCRETE CONTAINMENT VESSELS HITN 
NONLINEAR SHEARING STIFFNESS 

CONLEY. C H , WHITE. R N . QERGELY. P Cornell Vnlv FIN 0-9680 
83/04/30 Olvljiion of Engineering Technology Illpp, Available 
at NRC $9 90 18413 252 


8305110492 NUREO/CR-01 69 VOl 

LOFT EXPERIMENTAL MEASUREMENTS UNCERTAINTY ANALYSES 
METHODOLOOV AND SUMMARY 

LASSAHM, G D E06G. Int FIN A-6043 EGO-2037 0D/O4/3O 

Division of Accident Evaluation 4ipp 18419 02D 


0305110491 NUfiEO/CR-2744 U02 

HUMAN n EH ABILITY DATA BANK FOR NUCLEAR POWER PLAMT 
OPERATIONS Volume 2 A Data Dank Concept And System 
Descrip tlon 

COMER, M K I KOSlNSKViE J . ECKEL. J. S General Physics Corp FIM 
A-Iiaa SANDB2-7097. 83/04/30 Division of Facility Operations 

I77pp 18414 001 


8305110501 Forwards IE Insp Rept 30-332/83-07 on 330325-31 No 
noncompliance noted 

STAROSTECKI. R Division of Project it Resident Programa, 03/04/26 
MCNEILL, C A Power Authority of the State of New York 2pp. 

18393 3 50 24 X Ficha 90-333.83/04/26,0305110501 


—8309110508 IE Insp Rept 90-333/03-07 on 83032G”31 No noncofflp Manet 
noted Major areas inspected licensee actions taken to comply 
w/req^otrementf described in NUREO-0737, Item II fl 2. "Design 
Review of Plant Shielding " 

BBIOOS, L . HAVERKAMP. 0 . EAPEN, P Region 1. Office of Director, 
83/04/22 Bpp 18393 352 24X Flche 90-333. 83/04/26, 3309 11 0901 


8305110912 NUREO/CR-3261 

COOPERATIVE TEST PROGRAM ON CRACK ARREST TOUGHNESB 
MEASUREMENT Final Report 

FOURNEV.W L , HAHN, 0 T . HDAOLAND, R 0 Maryland, Unlv of fin 
0-0119 63/04/30 Division of Engineering Technology 202pp 

Available at NRC «7 00 18414 178 


8305110318 NUReQ/CR-3195 

ANALYSIS OF SEMISCALE MDD-2A SYSTEM UHI/SBLOCA EXPERIMENTS 
&HIMECK, D J EO«tO, Inc FIN A-6030 EOO-2246 03/04/30 
Divlilan of Accident Evaluation 42pp 18415 184 


0305110923 NURC0/CR-31B4 

PBF LOCA TEST LaC-6 FUEL BEHAVIOR REPORT 

UnOUGHTON.J M , VINJAMURMK , HAORMAN, D L E0«<0. Inc FIN A-6041 
£00-2244 83/04/30 Division of Accident Evaluation 6epp 

tG4l5 115 


8305110928 NUREO/CR-2743 

PROCEDURES FOR USING EXPERT JUDGMENT TO ESTIMATE HUMAN 

ERROR PROOAD2LITIES IN NUCLEAR POWER PLANT OPERATIONS 

SGAVER, D A . STILLWELL, W 0 Decision Science Consortium, Inc » 

aandia Laboratories FIN A-U08 SAND02-7O94 83/04/30 

Division of Facility Operations I27pp 18419’237 


6305130003 Responds to 830316 Itr requesting review of RCIC cys 
automatic restart per TMI Action Item II K 3 13 Acceptance 
criteria Identified in Itr satisfied 

ZIMMERMAN. 8 R Carolina Power 6 Light Co LAP-83-124 03/09/0?. 

VA88ALL0, D B Operating Reactors Branch 2 Ip 18423'076 24X 

Flche 90-324,83/05/09.8305120003 


6305120088 Requests revltw schedule for applicant response tn Ocnirlc 
Ltr 02-33 re NUnEO-0737. Supp I I concerning emergency 
response capability W/o end 

YOUNOBLOao, B J Licensing Branch 1 OL-82-33 83/04/2? MOORE, V 

Human Engineering Section R08A, P Instrumentation L Control 
Branch FAGANO,F Emergency Preparedness Licensing Br (after BOili? 
tea ILE> 2pp 10443.191 24X Flche 50-000,83/04/29.8309120088 


8309120116 Advises that onsltc & offsite emergency preparedness 
adequate per 10CFR90. App E Emergency plans upgraded par 
NUREG-0737, Item III A 2 1 Item complete 

CRVTCHFIELD. D Operating Reactors Branch 9 L809-83-09-026, 

83/09/11 FARRAR, DL Commonwealth Edison Co 3pp 18423' 040 
24X Flche 90-010,03/05/11.8309180116 


030912010? Informs that post-imp lamentation review info on NUftEG-0737, 
Items It F I 4,11 F 1 5 6 11 F 1 6 will not be provided 
until 830701 due to higher priority poat-TMI work 
KRIEOERfR W Southern California Edison Co 83/05/10 
CRUTCHFIELD. D Operating Reactors Branch 5. Ip 18427' 192. 24X 

Flche 90-906,03/09/10,0305120189 


830912-0325 Forwards respcinse to NUREO-O612i "Control of Heavy Loads * 
Ack of receipt of matl requested 

CRANE, P A Pacific Gas & Electric Co 83/09/09 KNIGHTON, 0. W 
Licensing Branch 3 222pp 18432 042 24X Fiche 90-275,03/05/09. 

8309120329 


3309120370 Forwards Accident Evaluation Branch 8ER input re NtlREO-0737. 
Item III D 3 4. "Control Room Habitability " Syt acceptable 
CRUTCHFIELD, D Operating Reactors Branch 9 LS09~83“05-027 

03/09/11 FARRAR. D. L Commonwealth Edison Co 6pp 10432 295 
R4X Fiche; 50-237,33/09/11,3309120370 


— 8309120374 Advises that licensee proposed program re NUREO-OTST, I tta 
III D 3 4, "Control Room Habitability." acceptable 
MURPHY, D W Dattelle Memorial Institute. Pacific Northwest 
Laboratory FIN B-2323 02/03/23 HULMAN, L G Accident 

Evaluation Branch 2pp 18432 3D1 24X Fiche. 90-237, 33/09/1 I j 

0309120370 


63091203B9 Forwards RCS pressure temp (P-T> curves requested In 
Section 9 3 2 of 8ER <NUREG-0a97} P-T curves will be 
submitted as part of final Tech 6pec submission Submittal 
resolves iisue 

VAN BRUNT, E E Arizona Public Service Co ANPP^23714-HFQ/ 
03/09/09 KNIGHTON, 0 Licensing Branch 3 4pp. 18433' 120 24X 

Flche, 50-926, 03/09/0?, 8309120335 


8309120440 Forwards IE Insp Rept 50-237/03-03 on 330111-0324 fc notice 
■of vlolatloi\ 

LITTLE, M.S Region 3, Office of Director. 83/04/29 REED, C 
Commonwealth Edison Co 2pp 10431, 0?1 24X Flche. 50-237, 83/04/29, 

6309120440 
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— &3CI712044? IE Imp Rept 50-237/93-03 on B301 11-0324 Noncompl leaner 
not«d failure to control recirculation riser pipe ueld rod 
i.tud<i unused rod 8< unuied rolls of E30BL-16 stainless steel 
ulr« 

KEV*W J t DANIELSON. D H Region 3, Office of Director ieB-fl2-03 
B3/04/21 Upp 16431 094 24X Flche 50-237.03/04/25. 

3309120440 


63051205^2 Su/ftntary of 269th ACRS meeting on 820909-1 i re safety godlft 
for nuclear power plants 

« ACRS - Advisory Committee on Reactor Safeguards 63/05/05. 

ACRS — Advisory Committee on Reactor Safeguards 239pp 16442 211 


8309130006 Informs that emergency offsite facility (EOF) operational 
w/esception of issuance of Procedure 1212 & installation of 
dedicated phone lines at near-sIte support ctr 6 EOF. per 
Generic Ltr 02-33 

UNRIG. R E Florida Power tt Light Co QL -82-33 83/05/09 

EISENHUT. D 0 Division of Licensing Ip 1B436 326 24X 

Flche* 50-290. 83/05/09. 8309130008 


6309130009 Updates progress in meeting schedular commitments per NRC 
630314 order ri implementation of post-TMI Action Item 
II F 1. "Addl Accident Monitoring Instrumentation " 

FAY. C W Wisconsin Electric Power Co 03/05/06 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Dpereting Reactors Branch 3 3pp 10436 341 24X 

Ficiie 50-266.83/05/06.6305130009 


0309130020 Forwards addl justification required by SER (NUREO-0647> 
thawing that research it test results in area of hydrogen 
control capabilities Independent of containment spray 
conditions or boundary pressure retaining capabilities 
MILLS. L M Tennessee Valley Authority 03/09/10 ADEN8AM. E. 
Licensing Branch 4 4pp 18437 129 24X Flche 90-390,83/05/10. 

8309130020 


8309130038 Responds to 830316 request for addl info re NUREO-0737. Item 
11. K. 3 20. "Verify Goal 1 f ieation of Accumulators on 
Automatic Depretsuri latlon Syt Valves " Environ U seismic 
qualification will be in accordance w/lE Bulletin 79-OID 
RVBAK. B Commonwealth Edison Co IED-79-OiO 83/09/10 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
18436' 339 24X Fiche 50-000.63/05/10.0305130030 


Q309130D39 Forwards supplemental info to 821012 response re NUR£0-O737i 
Item II 0 3. "Post-Accident Sampling 8ys " Response to 
NRC Question 9(b> not presently available Info will be 
cubmibted by 830619 

BAYNE. J P Power Authority of the State of New York IPN-03-30 
83/09/10 E18ENHUT. D 0. Division of Licenelng 16pp 18437 010 
24X Fich# 90-286.63/09/10.0309130039 


6309130094 Ac k receipt of 821103 ltr r« intention to complete Phase II 
control of heavy loads issue (NURE0-0612> Final technical 
evaluation rept b NRC safety evaluation to ensure no 
outstanding deficiencies remain requested 

GARRITYiJ. H. Maine Yankee Atomic Power Co NN-03-94 B3/05/10. 

CLARK. R A Operating Reactors Branch 3 Spp 16437 031 24X 

Flche. 90-309. 83/09/ 10. 8309130094 


8309130067 Advises that util endorses Rev 3 to BAW-10092P U BAW-I0154P 
as response to NUREO -0737. Item 11 H 3 30. "Revised Small 
Break LOCA Methods to Show Compliance N/10CFR50, App K " Work 
on item will not commence until repts approved by NRC 
HESTAFER.G R Florida Power Corp 3F-05B3-07 03/05/09 

STDLZi J F Operating Reactors Branch 4 Ip 18436 249 24X 

Flche 50-302. 03/09/09. 8305130067 


830*9130099 Forwards licensee 630426 ltr re emergency feedwater 
Inetrumentation it control <EFIC) sys 1 upgraded auxiliary 
feedwater eye. NURE0-0737i I terns II E 1. 2 «< 11 K, 2 10 Ltr 
provides new info on mod completion schedule W/svc list 
BAXTER, T. A Bhaw. Pittman. Potts 6 Trowbridge BAXTER* T A 
flacramento Municipal Utility District 83/09/11 ROSENTHAL. A 8 ♦ 
BUCK. J. H, KOHLiC, N Atomic Safsty and Licensing Appeal Panel 3pp 
16437-223 24X Flche, 50-312. 83/05/11. 8309130099 


8309130116 Advises that mods to purge sys not required Sufficient 
margin exists to allow chtek valve to perform intended 
safety function. 1 tem closes out 9X of rated thermel power 
portion of License Condition 2 C. 8 

UhiRIO. R E Florida Power it Light Co, L-e3-286. 83/05/10 

EI6ENHUT,D 0. Division of Licensing 2pp 16438.097 24X 

Ficha* 50-3B9. 83/09/10, 83091301 18 


8305130146 Lists documentation to be provided re 0ER Outstanding Issue 
3 fNURE0-0B93), "Beismic Analysis,*' per NRC request at 
630428 meeting W/6argtnt it Lundy in Bethesda, MD. satisfying 
site-specific spectrum concerns 

MULLER 1 0 E Illinois Power Co. M-0636 03/05/10 BCHWENCER, A 
Licensing Branch 2. 3pp 104385 1 24 24X Flche 90-461 * 83/05/10, 
8305130146, 


8309130294 Forwards safety evaluation & Franklin Research Ctr technical 
•valuation repfc. "Control of Heavy Loads (C-10 >. Oconee 
Nuclear Pouier Stat ion. Uni ts ip2 & 3 “ Phase I actions 
acceptable per NUREG-06f2 

srOLZ.JF Oparating Reactors Branch 4 83/04/20 TUCKER. H D 

Duke Power Co 3pp 10497 179 24X Flche 50-269.83/04/20, 

S309 130294 


— B305130296 Safety evaluation supporting Phase I actions re control of 
heavy loads (NUREG-0612) 

• Office of Nuclear Reactor Regulation. Director B3/04/2D Ip 
10457 182 a4X Flche 90-269.03/04/20,8305130294 


— 0304070286 TER -C 5506-374/379/37 

"Centrol of Heavy Loads (C-10), Oconee Nuclear Power Station 

Units 1. 2 & 3." technical evaluation rept 

ROBERTS, S Franklin I ns 1 1 tute /Fra nk 1 1 n Research Center 

NRC-03-B1-130 TAG 08069 03/03/31 CLEMENSQN. F NRC - No 

Detailed Affiliation Given SBpp 18497 183 24X 

Fiche 50-269. 03/04/20.0305130294 


8309130326 Comments on NURE0/CR-33S4 items Unprotected transient 
overpnwer accident L unprotected loss-of-flou accident 
should be reviewed at ACR8 full committee meeting 
KASTENBERG.W E ACRS - Advisory CnirfnitteB on Reactor safeguards 
83/03/28 CARBON, M ACRS - Advisory Committee on Reactor 
Safeguards 4pp 18497 303 


0303130341 NUREO/CR-3114 ERR 

PROCEEDINGS OF WORKSHOP ON COGNITIVE MODELING OF NUCLEAR 
PLANT CONTROL ROOM OPERATORS August 1 5-18. 1902. Dedham. 

Massachusetts 

» Oak Ridge National Laboratory ORNL/TK-B614 83/03/10 Office 
of Nuclear Regulatory Research, Director Ip 10443 352 


8309160015 Submits schedule for providing Infa re NUREG-0737. I tem 
II 0 3t "Post-Accident Sampling Capability " Formal 
procedure for relating radionuclide concentrations to core 
damage expected by startup from 1984 refueling outage 
MANOAN, C V Niagara Mohawk Power Corp 03/05/11 EIBENHUT.D 0 
Division of Licensing Ip 1B493 162 24X Fiche 50-230. 03/09/11. 

6305160015 


6309160022 Advises that onsite U offsite emergency preparedness 
adequate L emergency plans upgraded per NURE0-D737. Item 
III A 2 1 Item complete 

CRUTCHFIELD. D Operating Reactors Branch 5 iLSa5-83-05-033 

83/09/13 COUNSIL. W 0 Connecticut Yankee Atomic Power Co 4pp 
10492 349 a4X Fiche 90-000.83/05/13.0305160022 


0309160041 Forwards marked-up FSAR pages describing equipment for 
sampling t< monitoring process it effluent streams during 
postulated accidents Submittal closes out commitment In 
esctlon U 9 2 IPage ll-14> nf SER, NUnEG-0892 

BOUCHEYiG 0 Washington Public Power Supply System 003-83-417 
83/09/10 BCHWENCER* A Licensing Branch 2 20pp 10444-009 24X 

Fiche 90-397.63/05/10.6309160041 


8305160099 Clarifies commitments ro timing for completion of 
preopvratlona 1 testing of auxiliary bldg ventilation sys 
Review of SER. NURCG-0876, indi cates ml sunderstsnd Ing may 
« X is t 

TRAMMi T R Commonwealth Edison Co 6554N 83/05/11 DENTON. H R 

Office of Nuclear Reactor Regulation, Director 2pp 16493 116 
24X FlCho 90-454.83/05/11.8305160059 


8305160199 Add! response to FOIA request for all documents dtd 620101 
detailing or referring tn 8ALP for facility Forwards 
documents listed in App A Further search for documents In 
progress 

FELTON. J M Division of Rules and Records 83/03/31 CLARK. R A 
Bait Francisco Examiner Spp, 18462 191 24X Flche 90-312,83/03/31. 

6305160195 


— 8305160204 Forwards SALP evaluation of IAEA safeguards licensing 
activities for facility 

gibbon. U Standard 1 X at ion tt Special Projects Branch 02/10/18 
MINERrS Operating Reactors Branch 4 8pp 16462 194 24X 

Flche- 50-312. 83/03/31, 8309160195 


6309170048 Advises that NUREO-0737, Item III A 2 1, "Amend lOCFRSO L 
App E, " considered complete following comprehensive 2-wk 
onsite emergency preparedness appraisal 

VARGA, 6 A Operating Reactors Branch I 83/09/11 UTLEY, E E 
Carolina Powor & Light Co 3pp 18494 101 24X 

Flche 90-261.83/05/11.0309170040 


6305170037 NUHEO-0960 SOI 

SAFETY EVALUATION REPORT RELATED TO THE CONSTRUCTION OF THE 
CLINCH RIVER BREEDER REACTOR PLANT Docket No 90-537, {U 8 
Department of Energy. Tennessee Valley Authority And Projscfc 
Management Corporation) 

# Clinch River Breeder Reactor Program Office 03/0-9/31 36pp 
18493,197 a4X Flchei 50-937. 83/09/31. 8309170097 
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B3Q317O0&4 to S304iS pfrtitian fc D4i6 amondi r eciueitlnj} that 

NRC order PSEliO to ehou caute whq facility restart should 
not t)» rettralned Petition denied based on enc 1 Director'i 
Oeci s 1 on 

OENTCMi H P Office of Nuclear Reactor Hegulafcioni Director 
B3/04/S? RODRIQUEZrJ H Neu Jersegr State of 3p p 1Q494 164 
a4X Ftche 50'272> 63/04/29, 63051700^4 


'’•'6303170095 Safety evaluation re restart of facilities Licensee 
acceptably revised & expanded sur V'el 1 1 anc« testing program 
to address reactor trip issue 

a Office of Nuclear Reactor Regulation, Director DD-63''06 
63/04/28 45pp 10494 193 24X PI the 50-272 , 03/04/29, 030 3 1 700A4 


030517009^ NUREO/CR-2240 

COMPARISON OF CRBR DESIGN DAS IS EVENTS WITH THQSe OF 
FOREIDM LMPDR PLANTS 

AGHAWALiA K Orookhavtn National Laboratory FIN A-3364 
BNL-NUflEO-31663 63/04/30 Clinch River Breeder Reactor Program 

Office B9pp Available at NRC *5 00 1B493' 193 34X 

FI Che 30-537, 03/04/30, 03051 700B& 


6305170088 NUREG-OSeo Vt2 ND4 

REGULATORY LICENSING STATUS SUMMARY REPORT Data As Of April 
30,1983 IBlue Bool) 

» Management Information Branch QO/05/31 6Bpp 10493 S77 


6305170092 NUREG-OflOO fi04 

STANDARD REVIEW PLAN Proposed Revision 4 To 6 2 2, 

Containment Heat Removal Systems 

e Office of Nuclear Reactor Regulatloni Director PSRP-6 2 2 R4 
B3/03/ld, lopp 1B493 308 


S30S1 70093 Doard Notification 93-&2 foruards NRC evaluation tejm 
Independent assessment of installed saf ety^rela ted 
• HUlp/Bsnt W/o rept 

NOVAK, T M Division of Licensing B3/OS/10 Atomic Safety and 
Licensing Appeal Panel 7pp iB495 317 S4X Fiche 50-398r 83/05/10, 
0305170093 


— B305170096 Foruards NRC evaluation team rept (NURE0-O9&91 re onsite 
hartfuare evaluation conducted 030124-0304 W/o end 
DIRCKSi W J Office of the Executive Director for Operations 
83/05/04 PALLADINO. N . QILINSKY, U . AHEARNE, J Commissioners 
Ip, 10495 323 SAX FKlie 50-356.83/05/10,3305170093 


9303170096 NUR £0-0037 S03 

SAFETY EVALUATION REPORT RELATED TO OPERATION OF THE PERRY 
NUCLEAR POWER PLANT, UNITS 1 AND 2 Docket No* 30-440 And 
50-441 (Cleveland Electric Illuminating Company! 

e Office of Nuclear Reactor Regulatloni Director 83/04/30 75pp 
10492 303 24X Fiche 50-44 0,03 / 04/33,8303170^96 


0305 1 70101 NURE(9/CR-24B2 V02 

REVIEW OF DDE WASTE PACKAGE PROGRAM Sub task 1 1 - National 
Waste Package Program Parts 1 And 2 

SISKIND, B » H61EH, D r 8HAD* -J Braothaven National Laboratory FIN 
A-3164 BNL-NURBG-31494 83/04/30 Division Of Waste Hanage-ment 
IS9pp Available at NRC 46 OD 1B477 087 


8305170116 NUR£G-0a97 FC 

CONTAINMENT ENEROENCY SUMP PgRFORMANCE Technical Findings 
Rela^ted To Unresolved Safety Issue A-43 

SERKIZiA W Division of Safety Technology 83/04/30 I2?pp 
1B493 007 


8305170121 NaREO/CR-3173 

NEW MADRID SEIEKOTECTONIC STUDY Summary Of Activities 
1977-1981 

BUSCHaACHiT C, St Lduls UniV , St Loulsi MD 83/03/31, 

Division of Health, Siting & Waste Management 2Mpp Available at 
NRC «7 00 10400 209 


B305170122 NUREO/CR-SSSS VOl 

TECHNICAL ASSISTANCE FOR REGULATORY DEVELOPMENT REVIEW AND 
EVALUATION OF THE DRAFT EPA STANDARD 40C FR 191 FOR DISPOSAL 
OF HIGH-LEVEL WASTE 

ORTIZ, N R Sandle LabDratorlet WAHliK K Science Applications. 
Inc FIN A-1165 BAND02-1557 83/04/00 Division of Waste 

Management 22pp Available at NRC 43 25 18493 136 


8305170123 NUflEO-0969 FC 

UBI A-43 RESOLUTION POSITIONS 

8£RKIZ,A W Division of Safety Technology 83/04/30 74pp 
16496 023 


8309170126 NUREO-0020 V07 NOl 

LICENSED OPERATING REACTORS STATUS SUMMARY REPORT Data As Of 
December 31 i 1962 (Orey Book) 

e Management Information Branch. 83/01/31 391 pp IB47S 07A. 


0305170132 NUREG/CR-323d V02-04 

TECHNICAL ASS I STANCE FOR REGULATORY DEVELOPMENT REVIEW AND 
EVALUATION OF THE DRAFT EPA STANDARD 40CFR19I FOR DiSPOaAL 
OF HIGH-LEVEL WASTE 

# Sandia Laboratories FIN A-n6S 8ANDQ2-13S7 83/04/30 

Division of Waste Management 3l6pp Available at NRC $9 00. 
18479 253 


0305170135 NUREO/CR-3235 V05-06 

TECHNICAL ASSISTANCE FOR REGULATORY DEVELOPMENT REVIEW AND 
EVALUATION OF THE DRAFT EPA STANDARD 40CFRl9i FOR DISPOSAL 
OF HIGH-LEVEL WASTE 

a Sandia Laboratories FIN A-1165 SAND82-1557 83/04/30 

Division of Waste Management 146pp Available at NRC •6,50, 
10479 107 


0305170137 NUREO/BR-0025 V09 N4 

INFORMATION REPORT ON STATE LEGISLATION 

KERR, G W Office of State Programs, Director 83/05/31 14pp. 

10494. 001 


0305170149 NUREO-0972 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
SHEAR ON HARRIS NUCLEAR POWER PLANT UNITS 1 AND 2 Docket Nos 
9TN 50-400 And 9TN 50-401 (Carolina Power And Light Company! 

* Office of Nuclear Reactor Regulation, Director. 83/04/30 220pp, 

18477:216 24X Fiche 50-400,83/04/30,0305170149 


0305170150 Forwards addl Info requested in 830502 itr re PDRV/SV 
failures it challenge* Further ref should be made to 820625 
rtsponie to NURE0-O737 t I tem II D 1 

OIESLER, C W Wisconsin Public Bervice Corp NRC-83-108 03/05/13 

VAROAr S A Operating Reactor* Branch I 3pp 18466*291. 24X 

Fiche 50-305.03/05/13,0305170130 


0303170210 Forwards rsiponic to 030206 it 0317 request* for addl 
info r# NUREO-O737i Item* II F 1 4, "Containment Priiiure 
Monitor, ■' 11 F 1 5, "Containment Water Level Monitor" it 
n F 1.6, "Containment Hydrogen Monitor " 

LENTINE,F Q Commonwealth Edison Co 6566N 83/03/13 DENTON. H R. 

Office of Nuclear fteector Regulation, Director Spp 10466 332. 

24X Fiche 50-295,63/03/13,8303170816 


0305170232 8ECY-B3-15B 

Inform* Commission of finding* of Seism ATMS generic 
implications task force ri overall mgt capability & 
performance & reactor trip syi reliability 

DIRGK8, W J. Office of the Executive Director for Operationi. 
03/05/02 i59pp 10476 104 24X Fi che * 30-872, 03/05/02, 03031 70832 


0303170346 Forward* IE Insp Rept 30-397/03-13 on 030404-08 No 
noncompliance noted 

0TERN9ERO, D M Region 5, Office of Director, 83/04/19 
CARLISLE, G 8 Washington Public Power Supply System 2pp 
10465 260 24X Fiche 30-397, 03/04/19, 03031 ^034 l, 


— S303170349 IE tnsp Rept 50-397/03-13 on 030404-00 No noncompl lane* 
noted Major areas Inspected preoperetlonel test progrem, open 
items, IE bulletin/c Irculer response, THI <NURE0-0737) 
activities «( Independent insp 

WILLETT, D U , DODDS, R T Region 5, Office of Director IEB-B2-04 
03/04/19 Spp 10465.270 84 X Fiche 50-397,03/04/19,0305170346 


0305170369 Comment* on NUREO-0 737, Item III A 2. 1, "Emergency 
Preperedne**, upgrade Emergency Plan* to App E, 10CFR50 " 

Onsits Ic offsite emergency preparedness adequate. I tem 
complete 

CRUTCHFIELD. D Operating Reactor* Branch 3 L 80 3-0 3 -03 -036. 

03/05/16 VANDEWALLE, D J. Consumer* Power Co. 5pp 10466*077. 
24X Flch* 50-155,03/03/16.0303170369 


0305170416 Notifies that onsite it offilte emergency preparedness 
adequate. NUREG-0737, 1 tem III, A 2.1, "Emergency Preparednesc, 

Upgrade Emergency Plan* to App E, 10CFR50, " complete 
CRUTCHFIELD* D Operating Reactors Branch 3, L803-83-03-037 

03/05/16 LiNDERi F Dairy land Power Cooperative Spp 10469*250. 
24X Fiche. 50-409, 83/05/16, 0303170416 


0305170439 Forwards proposed schedule for resolution of SEP integrated 
assessment open item* identified in NUREO-0025, "Integrated 
Plant 0afetu Assessment " NRC will be informed immediately 
of any scheduler difficulties 

KAYrJ A Yankee Atomic Electric Co FyR03-4a 03/03/02 
CRUTCHFIELD, D. Operating Reactor* Branch 3. Spp. 18469,381 SAX 
Fiche 50-029,83/05/02,0305170439 


8305170471 Responds to Generic Ltr 02-33 (NUREG-0737i Bupp 1 I! r* 
emergency response capability requirements, Progress in areas 
of safety parameter display «ys, detailed control room daslgn 
reviews & emergency response facilities summarised 
RASKIN, K P Southern California Edison Co GL-88-33. 03/03/13. 

£I8ENHUr, D G, dfflce of Nuclear Reactor Regulation, Diractor Spp 
10470 077 24X F I c h a * 30-36 1 , 83/03/ 1 3, 8305 1 7047 1 
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B309t7049& Forward* IE Imp R«pt 50-275/83-09 on 03O222’'39 0314-18 No 

r-DTicompl lano notad 

fiOQKiH E Rofflan 5i Office of Dirac tor 83/04/22 CRANE* P A 
Pacific Oak & Electric Co 2pp 10470 049 24K 

FI chi' 90-275i 03/04/22* 0309170498 


—8305170501 IE ln«p Rapt 50-279/03-09 on 830222-25 & 0314-10 No 
noncomp llanca noted Major ariai inapictad Imp i etninta tion of 
NURE0-0737i Itam 11 F Ir “Addl Accident Monitoring 
Inttrumentation “ 

0ARCIA*E M , NENSLAWSKIrF A , BOOK* H E Raglan 5* Office of 
Director 03/04/22 7pp 18470 047 24X Flche 50-275*03/04/22, 

0305170498 


B305L70S15 Poruardt IE Intp Raptt 90-361/03-14 U 90-382/G3-14 on 
830321-30 S< notice of violation 

eCARANOiR A. Dlvleion of Radiological Safatg 6 Safeguards Program 
83/04/18. PAPAy*L T Southern California Edison Co 2pp 
18487 280 24X Fiche 90-381*83/04/10,8305170919 


—8309170930 IE Intp Repts 90-381/83-14 & 50-362/83-14 on B30321-30 
Nnneomp Uanc# noted failure to perform lurveys* Inform 
workers S* proparlg monitor liquid radioactive effluent 

releist 

YUHASiO P < WENSLAWSKIjF A * BOOK* H E Region 9, Office of 
Director 90-382/03-14 03/04/14 lOpp 10487 264 24X 

Flche* 90-3811 03/04/10*0309170915 


8305170998 Forwards SER Suppl 1 (NIIRE0-09S4) U/o and 

JOHNSON*© E Hearing Branch 4 03/09/18 KELLEY* J L * FOSTERER F * 

CALLIHAN*0. Atomic Safetg and Llcenelng Board Panel Ip 
18489. 180 24X Fiche* 90-413* 03/09/ 16* 0305170996 


83D9 170979 NUREO-OB37 V02 NOSER 

NRG TLD DIRECT RADIATION MONITORINO NETWORK Progret* Report* 

Julg - September 1902. 

♦ DlVltion of Technical Information S< Document Control. 03/04/20 
Ip. 19498.115 


0309170880 NUREO-0898 SOI 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEABROOK STATION* UNITS 1 AND 2 Docket Nos 50-443 And 
90-444. (Publ ic Service Company of Neui Hampshire* et al 1 
a Division of Licensing. 63/04/30 33pp Available at NRC 
*4. 90 10401 332. 24X rich# 90-443*83/04/3010309170688 


0303170874 NURBO-IOOO VOl 

OENERIC IMPLICATIONS OF ATN0 EVENTS AT THE SALEM NUCLEAR 
POWER PLANT Oeneric Implications 

« Office of Nuclear Reactor Regulationi Director 03/04/30 M9pp. 

Availahlw at NRC. *8 90 10401.183 24X Fiche* 90-272* 83/04/30, 

0309170874 


B309l7tr7tS« NUREO-0954 SOI 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UNITS I AND 2 Docket Nos 90-413 And 90-414 
CDuke Pourcr Company* et al > 

a Division of Licensing. 83/04/30 96pp Available at NRC 
*4.79. 18481.128 24X Fiche 90-413* 83/04/30* 8309170712 


S3D91800B1 Forwards Amend 90 to License DPR-49 tn notice of Issuance l< 
availability Amend deletes requirements for shift technical 
advisor to be on duty during refueling per TNI Action Item 
I.A 1 1 

VASSALLDiD B. Operating Reactors Branch 2 83/09/03. ARNOLD* D 

toua Electric Light W Power Co. 3pp. 18903; 270 24X 

Fiche; 90-331* 83/09/03* 0309100001 


— 8309100091 Amend 90 to License DPR-49* deleting requirement for shift 
technical advisor to ba on duty during refualing par TNI 
Action Item I.A 1. 1 

VASSALLOp D B. Operating Reactors Branch 2. 03/09/03. 4pp 

18903; 273 24X Fiche 90-331* 83/09/03* 0305100001. 


S309180181 informs that NUREO-0737, 1 tern I II, A 2 1* ‘^Emergency 
Preparednise* Upgrada Emergency Plans to App E* 10CFR90f ” 
comp late. 

STOLZiJ F Operating Reactors Branch 4. CLARK* R A, Dparating 
Rtaetors Branch 3 03/09/il 0RIFFIN*U M. Arkansas Power * Light 

Co. 3pp 18902 348 24X Fiche 90-313, 03/09/1 1* 8309180181 


8305180189 Informe that emergency plan upgrade to meet 10CFR90 App E* 
NUREO-0737* Item III A 2 1 requirements complete. 

UAROAtS A, Operating Reactors Branch 1, 83/09/13 BTEWARTiW, L. 

Ulrglnle Electric h Power Go 3pp 10902:391 24X 

Fiche ; 90-280* 03/09/13* 0309180189 


0305180385 Forwards ''Preliminary Design Aseessment of Byron/Braidwood 
Oanerating Station a* Control Room Human Factors Engineering 
Review* '* Supple I b 1 1 

eWARTZ*E. D Commonwealth Cdtion Go. 8546N 83/05/09 DENTON* H R 

Office of Nuclear Reactor Regulation* Director Ip 10487:001 24X 

Fiche* 90-000* 03/09/09* 8309100389. 


— 8309180397 "Preliminary Design Assessment of Oyr on/Dra i duood Generating 
Station Control Room Human Factors Engineering Review*" 

Sup pis I b( 1 1 

e Commonwealth Edison Co 83/04/30 221pp 10407 002 24X 

Fiche 90-000,83/09/09*0305100389 


0309180433 Forwards safety evaluation re BWR Owners Group B01S30 
response to NUREG-0737, Item II K □ 49. "Dopressurl za 1 1 an 
td/ather Tfian Automatic Depressurization 8ys ” No mods 
required 

CRUTCHFIELD. D Operating Reactors Branch 5 LSD9-B3-05-041 

83/09/17 FIEDLER. P. D General Public Utilities - GPU Service Corp 
2pp 10496 199 S4X Fiche 90-219103/09/17*830 3100433 


— 6309100440 0afetv evaluation of BUR Owners Group generic response to 
NUREd-0737j I tern II K 3 45, "Depressurization U/Dther Than 
Automatic Depressurization Sys ■' No mods required 
» Operating Reactors Branch 9 03/09/17 4pp 18406 197 24X 

Flcha SO-219. 03/09/17, 8309180433. 


0309100480 Forwards responses to NRC concerns raised at 830218 neeting 
u/utll to close out open 1 tarns re emergency feedwater 
control sys, per NUREO-O707i Sup p 1 1 N/23 oversize drawings 
Aperture cards are available In PDR 

NAUR IN* L V Louisiana Power & Light Co M3PB3-14B4 03/09/13 

KNIGHTON, 0 U Licensing Branch 3 31pp 18403 131 24X 

Fiche 90-302*03/09/13*0309180480 


03D91OO947 Forwards order extending completion date for installation of 
plant mods needed to comply u/NURED-0861 Extension granted 
until 90 days after start of Fuel Cycle 9 11983 refueling 
outag el 

VA88ALLQ*D B Operating Reactors Branch 2 83/09/09 PILANT* J M 

Nabraslia Public Power District 2pp 1B909 064 24X 

Fiche 90-290.03/05/09*8305100547 


— 0309160948 Order modifying 8J0L13 Sc 820919 orders* ex tending completion 
date For installation of plant mods needed to comply 
w/NUREG-0881 Extension granted until 90 days after start of 
Fuel Cycle 9 (1983 refueling outage) 

PURPLE. R A Division of Licensing. 83/09/09 Nebrasiia Public 
Power District 4pp 10909 086 24X Fiche 90-290163/09/05* 

0309100947 


0309100983 Forwards revised order establishing 630930 completion dete 
for Implementing NUREO-07 37* Items II 0 3 re post-accident 
sampling b 1 1 F 1 t & 1 1 F I 9 re accident monitoring 
VAaSALLO, D B Operating Reactors Branch 2 03/05/05 UTLEY* E E 

Carolina Power k Light Co, 2pp 1B904 394 24X 

Fiche 90-324,83/09/09*0309180963 


— 8309100986 Revised order confirming licensee commitments to implement 
NUREG-0737* Items 11 B. 3 re post-accident sampling b 1 1 F, 1 I 
b II F 1 9 re accident mom 1 tor ing, fa y 030930 

PURPtE*R A Division of Licensing. 83/09/09 Carolina Power k 
Light Co 9pp 10904 396 24X F 1 che. 50-324 * 63/09/05. 03091 80983 


8309100980 Informs that emergency plan upgrade to meet lOCFftSO App E* 
NUREG-0737* Item lit. A 2 1* comp let# Item closed 
VAROA*S. A Operating Reactors Branch 1 63/09/13. UHRIO* R E 

Florida Power b Light Co 3pp 10909 295 24X 

Fiche 90-290*83/09/13*0309100988 


0309100973 Forwards 5ER supporting licensee responses to hlUnEO-0737* 
Items II F 1 4. "Containment Preseure Monitor.*' II F f 9* 
"Containment Hater Level Monitor*'* b 11 F 1 8, "Containment 
Hydrogen Monitor *' 

VARGA* 8 A Operating Reactors Branch 1 63/09/02 0IE8LER* C W 

Uisconsln Public Service Corp 2pp 18909 300 24X 

Fiche 90-309* 63/09/02, 03O91BO973. 


— 8309100960 Safety evaluation supporting licensee responses to 
NUREO-07 37* Items II, F 1 4, "Containment Pressure Monitor*" 

II F 1 9i "Containment Hater Level Monitor," b 11 F. 1.8, 
"Containment Hydrogen Monitor, " 

# Office of Nuclear Reactor Regulfttion* Director, 83/05/02 8pp 
10909:310 24X Fiche 90-309, 03/09/02* 0309100973 


8309iB08?l Forwards revised order modifying completion dates for 
NUREO-0737, Items U 0 2* "Plant Shielding," II 6 3* "Post 
Accident Sampling" b II F 1 2, "Accident Monitoring 
Instrumentation " 

VARGA, 6. A Operating Reactors Branch 1 03/04/20 FARRAR, D L 

Commonwftelth Edison Co 2pp. 18909 101 24X FIc he: 90-2R9* 03/04/26* 

8309180691. 


— 6309180702^ Revised order modifying completion dates for NUREO-O737r 
Items II 6.2* "Plant ShitUing, " II B 3, "Post-Accident 
Sampling" b It F I 2* "Accident Monitoring Instrumentat ion* " 
per Generic Ltrs 02-09 b 62-10 

EIBENHUT, D O Division of Licensing OL-82-09 83/04/26, 

Comaionwealth Edison Co 9pp 16909.103 24X 

Fiche 90-299*63/04/28,0309100891 
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aa05ia0745 Infoms that NUREG-0737i I tem HI A 2 1, ''Emargencg 
Pt e ne LPp grat5 e Emergenicy Plans to App E« 10CFR30. " 
completed Item closed 

« Operdtlng Reactors Qranch 1 S3/03/13 DDLANi J Indiana & 

Michigan Electric Co 2pp 18506 0^5 24X FtChe 30-31 9* 03/03/13. 

B305ie0745 


B305le07B3 NUREO/CR-301 6 

EVALUATION DF THE SPLIT-H APPROACH TO MODELING NON-BUOVANT 
RELEASES FROM VENT STACKS 

RAMSDELL. V V Battel I e Memorial Institute, Pacific Northwest 
Laboratory FIN B-2314 PNL-4SI& 03/04/30 division of S'yBtoms 

Integration fpott 011003}. 49pp Available at NRC *4 73 
1B502 377 


0303100796 NUREO-0941 

THE NEC'S LIMIT ON INTAKE OF URANIUM ORE DUST 

{1C0UIftE*S A D1 vision of Facility Operation* 03/04/30 30pp 
Available at NRC 30 10504 327 


03O5iaoa34 Forwards safety evaluation of util submittals re NURG0-0737i 
Items 11 F 1 4/ 11 F 1 5 1 1 F 1 6 on containment praisore* 

ii/a ter level & hydrogen monitors RequlTemen ti resolved 
Equipment environ qual i f 1 cati on to be reviewed aeperately 
VARGA.S a Operating Reactors Branch 1 03/03/03 UHRIO. R E 

Florida Power tt LlJjht Co 2pp 10506 031 24X 

F 1 c h e 50-250. 03/05 / 03i 8305 1 00 Q 34 


— S3OSf0O056 Safety evaluation of util submittals re NURE6-0737. I terns 
n F 1 4 re containment pressure Monitor. It F J 5 on 
containment water level mDultor & II F I 6 re containment 
hydrogsn mon 1 tor Licensee design acceptable 

a Office of Nuclear Reactor Regulation. Director 63/05/03 3pp. 
10906 033 a4X Flche- 50-230. 03/03/02. 0303100054 


eaosi'yooai Forwards IE Imp Rapt 90-323/03-09 on 030412-15 No 
noncompj lance noted 

STAROSTECKI. R Division of Project <c Resident Programs 63/09/09 
POLLOCK. M € Long Island Lighting Co 2pp 10502 043 24X 

Fiche 50-322.03/03/03.0305190031 


— 0305190030 IE Insp Rept 50-322/63-09 on 0304X2-13 No noncomp I tance 
noted Major areas inspected NUREG-0737 i terns* fol louup on 
previous insp findings b review of licensee controls over 
portable radio transmissions in plant areas 

NIGOfNS. J T . GALLO.R M Region 1> Office of Director 03/05/03 
13pp 10302 045 a4X Fichi 50-322. 03/05/05. 0303190031 


0305190032 Forwards resporiie to outstanding environ qualification items 
identified in Section 7 6 of Suppl 6 to SER b tecAnical 
evaluation rept Info supports full power Licensing 
TUCKERrH B Duke Power Co 03/05/12 DENTON. H R Office of 
Nuclear Reactor Regulation. Director A DENS AN. E. 0 Licensing Dratich 

4 3pp 10502 09B 24X Fiche 50-370. B3/05/ 12. 0309X90032 


6305190096 Advises of NRC evaluation findings of automatic 
depressur 1 2 ation sys logic mod options in response to TNI 
Action Item If K 3 10 Util should advise NRC of which action 
will be i/np 1 emented (U furnish necessarif design b info 
TOUNG BLOOD. D J Licensing Branch 1 03/04/27. EDELMAN. M R 

Cleveland Electric II 1 umina ting Co 2pp 10523 194 24X 

Fiche 50-440.03/04/27.0305190096 


0303190099 Forwards safety evaluation for TMI Action Item* 1 A 2 l 4. 
"Opgrading of Reactor Operator & Senior Reactor aperator 
Training"' & JI B 4. '^Tratning for Nitigating Core Damage ** 

Training b requali f 1 cat 1 on programs acceptable 

VASSALLO. D B Operating Reactors Branch 2 03/04/29 UTLEy, E E 

Carolina Power b Light Co Opp 10523 175. 24X 

Fiche- 50-324. 03/04/29. B3D3190O99. 


0305190147 Discusses issuance of revised policy statement re util 
position on NUReO-0737. I tern I. C 6. "Verify Performance of 
Operating Experience " Policy will be Integrated into 
eiistlng operations procedure by 830912 

HARRINGTON. H D Boston Edison Co B3-126 03/05/13 VAfiSALLO* D 5 

Operating Reactors Branch 2 Ip 10502 070 24X 

Fiche 50-2901 63/05/13. 03031 90147 


0303190199 Motion to amend petition to Intervene by adding Contention 
6APL Suppi 7. “ Instrumenta 1 1 on for Detection of Inadequate 

Core Coaliny ** Good cause exists for late filing Certificate 
of Svc end 

BACKUSiR A Beacoast Ant i-Fol lu 1 1 on League BACKUB.R A Backu*. 
Shea ir Meyer ISSUANCES OL 83/03/16 Atomic Safety and 
Licensing Board Panel 5pp 10502 203 24X Fiche 50-443,63/05/16, 

&30519G199 


0305190233 Informs of status of NUReG-0737. I tem 11 F 1 3 r# 
containment high-range radiation rnonltors Qualified 
In-containment electrical terminations iiflll be made per 
IE Bulletin 79-010 it NUREO-O5a0 schedule 

STEWART. W L Virginia Electric fc Power Co lEB~79-01fl 03/05/13 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
CLARK. R A Operating Reactors Branch 3 Ip 1B501 203 24X 

Fiche 50-339.03/05/12,0305190233 


0303190343 Forwards Rev I to NURE0-O72Br "NRC Incident Response Plan." 
in response to 030429 Itr requesting updated Itr of 
agreement W/o encl 

RIND. J A Division of Radiological «, Materials 9afety Programs. 
03/05/13 LARSON. C E Northern States Power Co 2pp 10500-225. 
24X Fiche 30-000,83/03/13.0305190343 


0305200021 Notifies that NUREO-0737, I tem III A 2 1. "Emergency 
Preparedness. Upgrade Emergency Plans to App E. iOCFROO, " 
completed Item closed 

CLARK, R A Operating Reactors Branch 3 03/05/12 FAV. C H 

Wisconsin Electric Power Co 3pp 10340 114 24X 

Fiche 30-266,03/05/12,0305200021 


0305200023 Notifies that NURE0-0737r I tern HI A 2 t. "Emergency 
Preparedness, Upgrade Emergency Plana to App E.lOCFftSO, " 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 03/03/13, MUSOLF, D. M 

Northern States Power Co 3pp 18540 H7 24X 
Fiche 50-282.03/03/13,0305200023 


0305200030 Notifies that NUREO-0737, Item III A 2 1, "Emergency 
Preparedness. Upgrade Emergency Plan* to App E. 10CFR30, " 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 03/05/12 WITHERS. B 0. 

Portland General Electric Co 3pp 18540 120. 24X 

Fiche 50-344,03/03/12.6305200030 


0305200060 Informs that onsite & offsite emergency preparedness 
adequate 6 emergency plans upgraded per NUREG-0737, 

Item HI A 2 1 Item closed 

CLARK, R A Operating Reactors Branch 3 03/OS/II JONES. W,C 
Omaha Public Power District 3pp 10540 123 24X 

Fiche 30-203. 03/05/ 1 1 . 0303200060 


0305200068 Informs that 630405 methodology submittal re radiation 
environ for equipment qualification inside containment 
acceptable, per NUREG-0308 Submittal also provides ref for 
radiation levels outside containment 

CLARK. R A Operating Reactors Branch 3 03/03/13. OARRITV. J H 

Maine Yanicee Atomic Power Co 2pp 10340 128 24X 

Fiche 30-309.03/05/13.0305200060 


0303200090 Notifies that NUREO-0737. Item III A 2 1. "Emergency 
Preparedness. Upgrade Emergency Plans to App B. 10CFR30. " 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 63/05/11 UHRIG.R E 

Florida Power & Light Co 3pp 10341 001 24X 

Fiche 30-335.03/03/11,0303200090 


0305200094 Notifies that NUREO-0737. Item III A 2 1. "Emergency 
Preparedness.Upgrade Emergency Plants to App E, lOCFRSO. " 
completed Item closed 

CLARK.R A Operating Reactors Branch 3 B3/03/10 STEWART. H L 

Virginia Electric 6 power Co 3pp. 10340 333 24X 

Fiche 30-330. 83/05/10, 0303800094 


0303200122 Forwards DEB U FR notice W/o DES 

KNIGHTON. G W Licensing Branch 3 03/05/12 UTLEY. E, E Carolina 

Power L Light Co. 2pp 1B520 346 24X Fiche. 50-400. 03/05/12. 

0305200122 


— B3D520012S Notice of availability of DES 

KNIGHTON. O W Licensing Branch 3 83/03/12 2pp 10520 340 

24X Fiche 30-400. 03/05/12, 0305200122 


8305200195 Supports util onsite emergency preparedness & upgraded plan 
per NUHEG-0737, Item HI A 2 1, "Emergency Preparedness. 

Upgrade Emergency Plan* to App E. 10CFR30 " Item complete 
VARGA. 0 A Operating Reactors Branch 1 83/05/11 CAREY, J J. 

Duquesne Light Co 3pp 10540 222 24X Fiche 30-334,83/05/11, 

8305200195 


63O32OO19'0 Draft Commission paper re NRG intention to publish 
NUREG-O906 j "Guidance for Implementation of 10CFR50 34{gi," 
rule requiring applicants to evaluate differences from 8RP. 
DIRCKSf W J Office of the Executive Director for Operations 
03/05/02 21 pp 18540 247 
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— 9309200204 Forward* draft Cotn(nla*ior> papsr advising of NRC intent to 
publiih NUREO-0?0^f "Guidance for Implementation of 
I0CFR90 34<g) “ 

DEN TON j H R Office of Nuclear Reactor Regulation* Director 

93/04/21 DIRCK8. M J Office of the Executive Director for 
Operations 3pp tS940 266 


9305230037 Comments on NUREO-oaso* "Safetij Goals for Nuclear Power 
Plants Discussion Paperj" Feb 1962 Proposed pollcg does not 
contain independent numerical guideline for earlg fatalltg 
societal risk 

LES/INE, S NUS Corp C0~SL*'3a-82 02/09/26 REMICK* F J Office 

of Policg Evaluations 9p p 18346 263 


Q309200246 Forwards safety evatiratlon of util submittal re procedure 
verification St design mod per NUREO^OyS?! Item 1 1 It 3 22* 

**Automatlc Switchover of RCIC Suction “ Item resolved 
VASS^CUOi D B Operating Reactor* Branch 2 63/05/09 BAYNE* J P 

Power Authority of the State of New York 3pp 19340 206 24X 

F 1 c h * 90-333< 03/09/03. 0309200246 


0309200439 Forwards revised tt reformatted comprehensive list of 
NUReO“0737 licensing lisues containing statu* &i priority 
assigned for open Items 

irMMERMANr3 R Carolina Power Light Co LAP“-B3-1Q0 83/03/17 

VARGAiS A Operating Reactors Branch 1 llpp 19317 134 24X 

Fiche 90-261.03/09/1710303200439 


— G3O5230O<47 Advises that S Levine directed to provide followup 
discussion & advice on safety goals re 020526 written rept 
& 920719 meeting u/F Remick providing advice on use of PRA. 
per Article f of Contract NnC-19-82-493 

MONTGOMERY. J M Office of Policy Evaluations NRC-19-B2-493 
02/07/19 Office of Policy Evaluations ip 10346 274 


— 83O5230O-37 Forwards mail from 0 Kaiser re calculation off individual & 
societal risks for comparison u/safety goals ftaquests 
meeting u/O Kaiser i> R Bland to discuss differences In 
predictions of weighted Individual risk requested 
LEVINE. S NUB Corp CO-SL-90'-02 82/11/10 ZERBE- J E Office 

Df Policg Evaluation* ESpp 18946 275 


8309200902 Forward* master lists tt sys component evaluation worksheets 
far NlfREO-0737 environ qualification of electrical equipment 
mads installed In harsh area 

HUKILL. H D General PuhHc Utilities - GPU gervice Corp 
92tl'*6a-076 93/09/16 STOLZ. J F Operating Reactors Branch 4 

aspp 19913 . 0 B 2 24X Flch* 90-209103/09/16.9309200902 


9309230115 Forward* safety evaluation of util submittal re procedure 
verification & design mod per NUREQ-0737. I tern 11 K 3 22. 

^'Automatic Switchover of RCIC Buctlon " Item resolved 
VASSALLOj D 0 Dperating Reactors Branch 2 83/09/05 SINCLAIR. J a 

Vermont Yankee Nuclear Power Corp 9pp 10346 344 24X 

Fiche 90-271.03/09/09.0309230113 


0309200916 Forward* order confirming util commitments on post-TMJ- 
related Issues Order based on commitments in util 9S0317 & 

0909 itr* responding to Generic Ltrs 92-09 it 82-10 
HAOSEMiO L Region 4. Office of Director GL-a2-09 03/04/27 

LEEiO R Public Service Co of Colorado 4pp 19916 049 24X 

Fiche 90-267.03/04/27.0309200316 


8309230127 Forwards emergency operating procedures generation package, 
per NUREG-07374 8opp 1 1 (Generic Ltr 02-33) "Requirement* for 
Emargencii Response Capability " 

OARRITY. J H Maine Yankac Atomic Power Co 0L-B2-33 83/09/17 

CLARK.R a Operating Reactors Branch 3 3pp 10531 263 24X 

Fiche 90-309.03/09/17.0309230127 


—0309200928 Order confirming licensee commitments on post-Tttl -related 
issues Schedule changes acceptable for TMI items 1 A 3 1. 

11. B. 2. II B 3. II 6. 4 Si II F 1 

OAGLtARPO. J. E. Division of Resident. Reactor Project Si Engineering 
Programs 83/04/27 Public Service Co of Colorado llpp 
18916 049 24X Flchej 90-267. 03/04/27. 9309200916 


8309230120 Forward* SER supper ting licensee compliance w/NUREO-0737. 
Item II D 2 S. "Required Plant Mods. " & design review of 
plant shielding requirements for access to vital areas 
CLARK.R A Operating Reactors Branch 3 STOLZ. F Operating 
Reactors Branch 4 83/09/11 GRIFFIN. J « Arkansas Power it Light 

Co 2pp 18946 349 24X F i Che 90-313.83/09/11.0309230120 


0309200917 Forward* U*t of addition* S. deletions of saf ety-rela ted 
shock suppressors installed to conform w/acceptance criteria 
In NUREG-0661, Proposed change to Tech Specs will be 
submitted by 830601 

SINCLAIR. J.B Vermont Yankee Nuclear Power Corp FVY 83-37 
03/09/17, VA99ALL0. 0 8 Operating Reactors Branch 2 3pp 
10916:000 24X Flch* 90-271.83/09/1710309200917 


0309200969 Forwards amended Table 3-1 of Section 11 F. 2. App B 
reflecting clarification of addressing TMl Action Item 
II F 2 re Inadequate core cooling detection Instrumentation. 

Open Item 4 of CE90AR*-F 8ER 

SCHERER. A E Combustion Engineering. Inc, LD-83-046 03/09/13 

EI6ENHUT. D 0, Olvislon Of Licensing 4pp 10514 279 24X 

Flche: 90-470. 83/09/13. 0309200968 


0309200621 Documents review of procedures 6 practices used in control 
of design 6 const of Byron Station 6 highlights important 
findings Const of Byron meets requirements of F9AR U BER 
<N'UHeo-0876), Supporting documentation encl 

REEDiC. Commonwealth Edison Co 6434N 83/09/11 DENTON. H R 

□fflca of Nuclear Reactor Regulation. Director lOpp 18921 099 
24X FI the 90-000.03/09/11,8305200621 


— a30320<)699 Rept of 010927-30 audit to verify Sargent it Lundy 
conformance to NURE0-O9B9 re environ qual 1 f Icat Ion of Class 
IE electrical equipment. 

MARCVBrO. F Commonwealth Edison Co 81/10/06 6pp. 10922 190 
24X Flche 30-000.83/09/11.9305200621 


—8309230145 Safety evaluation supporting licensee compliance 
w/NUREG-0737i Item 11 0 2. “Design Review of Plant Shielding 
Access to Vital Areas ” 

* Office of Nuclear Reactor Regulation. Director 83/09/11 2pp 
10946 391 84X Fi ch e ♦ 90-313, 83/09/1 1 . 8309230 1 28 


0305230230 Advises that Tech Specs fram Amends 47 4* 36 re auxiliary 
feedwater syo surveillance satisfy open Item noted in 820702 
SER on NUREO-0737i Item II E 12. "Auxiliary Feedwater Sys 
Automatic Initiation 6 Flow Indication " 

VARGA, 9 A Operating Reactors Branch 1 GL-02-16 83/05/16 

CARFY, vf J Ouquesn* Light Co 2 pp 18943 1S2 24X 

Flche 90-334, 03/09/16.8309230230. 


8309230242 Forwards safety evaluation off util 020831 submittal re 
procedure verification it design mod per NUREO-O737i I tern 
II. K 3 22. ‘*Automatlc Switchover of RCIC Suction " 

Requirements met 

VABSALLOrD B Operating Reactors Branch 2 83/09/05 PILANT.J M 

Nebraska Public Pouer District 5pp 18943232 24X 

Flche 90-290.03/09/09.0305230242 


8309230240 Forward* safety evaluation supporting resolution of 
NUftEO-0737. Item II K 3 22. “Automatic Switchover of RCIC 
Suction.** based on review of utn 911231 & 05O9D8 submittals 
re procedure verification U design mod 

VASSALLD. 0 D Operating Reactors Branch 2 83/09/09 MU80LF, 0 M 

Northern States Power Co. 3pp 19943 244 24X 

Flche 90-263.03/05/05.9305230248 


0309200707 Forward* request for addl info on NVRE0~0737i Item It K 3 20 
r* qualification of automatic depressurl latlon sys 
accumulators Response requeeted within 49 days 

VASSALLOr D B Operating Reactors Branch 2 83/09/1 i. FARRAR. 0 L 

Commonwealth Edison Co. 9pp 19920 350 24X Fi c he: 90-000. 03/09/1 1 , 

8305200707. 


0309230005 FOIA request for all correspondence U rept* re NRC Contract 
NRC“17-a2-473, "Expert Opinion on Use of PRA it Safety 
Goals." between NRC Ofe of Policy Evaluation fi NU8 Corp 
6H0LLY, 8 C Union of Concerned Scientists FIN Q''8i7B 
N«C-1 ^-82-473. 83/03/11 FELTON, J. M Division of Rula* and 

Records. ip. 18946.262 


0309230020 Respond* to FOIA request for all corresp ond *nca li rtpts re 
NfliC Contract NRC-17-e2“473, "Expert Opinion on Use of PRA 6 
Safaty Goals." between NRC Ofc of Policy Evaluation 6 NU8 
Corp. Forward* App A documents 

FELTON.J M Division of Rules and Records FIN B-817B. 

NRC- 1'7-82-473 83/03/31. BHOLLY. 8. C Onion of Concerned 

ectentlsts 2pp. 10946 263 


0309230276 Forwards "Control of Heavy Load* (C-lO) Haddem Neck Plant," 
draft technical evaluation rept Response within 60 days of 
receipt of ltr requested 

CRUTCHFIELD, D Operating Reactors Branch 9 L9Q5-a3-0 9-044 

93/09/17. GDUNSIL.N O Connecticut Yankee Atomic Power Co 2pp 
18937 006. 24X Flche 50-213.93/09/19.0309230276 


—8309230204 TeR-C95O6-390 DRFT 

"Control of Heavy Loads (C-10> Haddam Nock Plant,*' draft 
technical evaluation rept 

BOMBEROER.C . AHMED. N Franklin Ins tltu te/Frankl In Research 
Center NRC-03-81-1 30 03/02/19 CLEMENSQNp F. NRC - No Detailed 

Affiliation Given 35pp 10937 008 24X Flche 90-213.03/05/17. 

0309230276 


8309230279 Forwards safety evaluation of plant mods U design review of 
shielding for vital areas per NURE0-O737. Item II B 2 2 
RSquired mods completed it acceptable. 

VA5BALL0.D B Operating Reactors Branch 2 93/09/09 BINClAIRiJ B 

Vermont Yankee Nuclear Power Corp 6pp 10943 269 24X 

Ftch* 90-271.03/09/09,0305230279 
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a303<2303l2 f^oru;ardi request far a<Jqi info needed to complete r«vtow Qf 
util 010313 response to NURE0~0737, T t em II K 3 20* 

<’au4l if Icatlon of ADS Accumulator* " Rosponite requested 
ulthtn 43 days of receipt of Itr 

VASeALLa*D D Operatlnq Reactors Branch 3 03/05/11 SINCLAIR. JQ 

V^ern\ont Yankee Nuclear Pouer Corp 3pp 18943 301 S4X 
Fiche 30-271.83/03/11*8305230312 


0309230323 Formards emerpency procedures generation package containing 
procedure quidel Ines* urriters guide fc training program in 
response to NUREO-0737* 8upp 1 1 ( Generic Ltr 82-33), 

"Requirements for Emergency Response Capability " 

CQUNSlLi N O Northeast Nuclear Energy Co fsubs of Northeast 
Utilities) C0UN5lL*i4 0 Northeast Utilities A02999 83/09/13 

CRUTCHFIELD* D Operating Reactors Branch 9 Ip 16330 S6A 24X 
Fiche 90-249.03/05/13.6309230323 


0309230303 Summery of CROR Meeting 39 on 630429 re Salem O-eneric 
Implications Task Force findings, per NUR:EO-10OO 
STELLOi V Committee to Revieui Generic Requlremients 83/09/13 
DIRCKS. W J Office of the Executive Director for Operations 4pp 
18337 164 


0309230541 Advises that util endorses Oujners Group rept NEDQ-S209, 

"Analysis of Scram Discharge S/o 1 Sys Piping Integrity " 

Proposed amend to License NPF-14 mill bo submitted to 
reflect position 

CURTIS. N W Pennsylvania Power & Light Co PLA-1669 83/03/19 

8CHWENCER. A Licensing Branch 2 2pp 18 937 335 24X 

Fiche 90-387.03/09/19.0305230941 


8309230383 Forwards backfit cost Info In response to 830208 ltr Two 
3*300 kU standby diesel generator s* dies* 1 generator bldg* 
aurlliary bldg add 1 tion* assoc iated electrical equipment tt 
new computer sys added per NUReO-0737 

MATHMOE. J J Sacramento Municipal Utility District 03/03/16 
TQURrELLOTTE.O Regulatory Reform Task Force 4pp 18941 316 24^ 

Fiche 30-312*83/03/16*8305230 383 


6309230384 Submits editorial rev to Bpeciftc Action 10 per 021226 
response to Generic Ltr 81-04 re measures to mlnloklre 
intergranular stress corrosion cracking General !< specific 
corrective actions discussed NUREO-0313 compliance achieved 
aCHROEDER* C W Commonuealth Edison Co OL-01-04 03/05/19 

LAINAS.O C Licensing Branch 2 4pp 18937 313 S4X 
Fiche 30-373. 83/05/ 1 9. 6305230964 


G309230639 Advises that NRC has considered & reviewed constituent 
HD Turner comments on B30226 New Vorker magazine article 
on safety goal program Misleading impressions corrected 
DIRCKS. M J Office of the Ezecutive Director for Operations 
03/03/03 JACKSON. H M Senate 22pp 1 0376 336 


0309230645 Forwards NUREO-OB87. Sup p 1 3 to 6GR H/o end 

YCUNOBLOOD* 0 J Licensing Branch L 83/09/09 EDELMAN.W R 
Cleveland Electric Illuminating Co 3pp 18942 360 24X 

Fleha 90-440*83/03/091 03O323O64S 


630 5240015 NUREO/C R-3230 

EFFECTS OF TEMPERATURE CN FATIGUE CRACK OROMTH OF A908-2 
STEEL IN LHR ENVIRONMENT 

CULUENiW H Materials Engineering Testing Services* Inc 
TORRONEN. K . DEMPPAINEN. M Finland FIN B-ai33 hEA-2013 
03/04/30 Division of Engineering Technology 3Bpp Available at 
NRC 44 90 10394 172 


8309240022 Forwards Buppl 2 to SER {NURE0-096a) re evaluation of addl 
info on previously identified outstanding review items 
grace* J N Clinch River Breeder Reactor Program office 03/09/20, 
LONOENECKER. J Energy* Dept of, Clinch River Breeder Reactor Plant 
16pp 18577 314 24X Fiche 90-937*83/09/20,0305240022. 


6303240036 Forwards request for OHO review & supporting statement re 
NUREO-07371 TMl action plan 

NQRRY.PG, Office of Administration 83/09/19 SCURRY* N Office 
of Management ^ Budget Ip 16994 260 


8303240097 Informs that License Condition 2 C ilUg on NUREO-0737* 

Item II K 3 10* "Anticipatory Reactor Trip*” satisfied 
Safety evaluation end 

NOVAK* T M Assistant Director for Licensing 03/03/17 TUCKGR*H B. 

Duke Power Co 6pp 10394 125 24X Fiche 30-369,83/03/17* 

S303240097 


8305240195 Forwards summery of NUREO-0737 Tech apec review tp determine 
consistency u/guldanc» criteria provided In 830110 Generic 
Ltr 03-02 

SINCLAIR* J B Vermont Yankee Nuclear Power Corp OL-03-02. 

03/05/17 VAsSALLOi D B Operating Reactors Dranch 2 Spo 
18548 032 24X Fiche 50-271*83/05/17*8309240193 


0305240190 Provides Info re emergency operations facility in rtisanse 
to NRC request Uhen control room HVAC is upgraded as result 
of NUfiEG~0737. Item III D 3 4* technical support ctr HVAC will 
be reviewed to ensure uniformity of design 
BASKIN* K P Southern California Edison Co 83/09/20 
CRUTCHFIELD* D Operating Reactors Branch 9 2pp 19340 DIO 24X 
Fiche 50-206,03/09/20,8303240190 


0303240246 Advises that requirements of NUREO-0737* Item III A, 2 1* 
“Emargency Preparedness, upgrade Emergency Plans to Meet 
App E to lOCFRSO* " satisfied 

VARGA# S A Operating Reactors Dranch 1 83/09/16 FARRAR. D L 

Commonwealth Edison Co 3pp 18393 303 24X Fiche 30-299.93/03/16. 

0305240246 


0303240249 FOIA request for three categories of documents re Reactor 
Safety Study Methodology Application Program 
(NUREG/CR-1699, Voli 1-4) 6 Interim Reliability Evaluation 
Program <NURE0/CR-2313* 2707 6 2002) 

SHOLLY.SC Union of Concerned Scientists B3/03/U FELTON. J.H. 
Division of Rules and Records Ip 10993 170 24X 

Fiche 30-000.83/03/11*8309240249 


8309240254 Partial response to FOIA request for three categcrles qf 
documents re Reactor Safety Study Methodology Application h 
Interlfli Reliability Evaluation Program repts Forwards 
App A documents flearch for addl documents In progrtti, 

FELTON, Jrt Division of Rules and Records. 03/03/31 BHOLLY* B. C 
Union of Concerned 9cl*ntliti 2pp 18593 179 24X 

Fiche 30-000* 63/03/3 t* 8309240234 


0305240204 Forwards IE Insp Rept 50-331/63-03 on 830321-25 No 
noncompliance noted 

PAPERIELLO# C -J Region 3. Office of Director 83/05/16, LIU.L 
Iowa Electric Light 6 Power Co 2pp 16548 088 24X 

Fiche 90“331i 63/05/18* 8305240284 


—0305240292 IE Insp Rept 50-331/83-09 on 830321-25 No noncoaip llance 
noted Major areas Inspected radiation protection program for 
operation 8* refueling, including organization U staffing* 
staff qual 1 f icatlons* training & outage planning. 

HUEter.L j . PAUL.R A * GREOER.L R Region 3* Office Of Dlrictor, 
83/05/17 I7pp 18348 090 24X Fiche 90-331*83/03/18,03(19240204 


0303240320 Forwards* "Identification 6 Listing of Electrical Equlpmaoi 
Important to Safety per 10CFR90. 49 " Nonsafety-related 
electric equipment w/fallure that would prohibit 
accomplishment of safety functions not Identified 
BAYNE, J P Power Authority of the State of New York IPN-B3-49 
63/05/20 VARGA* S A Operating Reactors Branch 1 36pp. 

16349239 24X Fiche 30-206,83/09/20*8303240328 


0309240343 Mlthdraus commitment re NUREO-0737* 1 tem I A I 3. "L|ciniln| 
Exam Criteria » Recommendations to delete requirement for 
use of simulator exam as part of operator license exam 
program approved per 821012 Generic Ltr 82-18 6 SECY 02-232 
HElDERiL H Vermont Yankee Nuclear Power Corp 2 C 2 1. 03/05/19 
VASQALLOiD B Operating Reactors Dranch 2 2pp 18572; 359 24X 

Fiche 50-271*83/05/19*8309240343 


0303240360 Informs that response to NUREG-0737i Item 11. E, I 2, 
"Emergency Feedwater Bys Automatic Initiation 6 Flow 
Indication." per 830411 request. will be provided by 630614. 
Change discussed w/E Tourigny 

MARSHALL. J R Arkansas Power 6 Light Co 2CAN03B306 03/03/17 

CLARK.R A Operating Reactors Branch 3 Ip. 18374’ 002 24X 

Fiche 90-368.83/03/17*8303240360 


0309240372 Forwards responsei to NRC 830118 request for info ra 
accident monl torlng* to aid in post-implementation review qf 
NUREG-0737* Items 1 1 F 1 4. 1 1 F, 1 3 8* tl F 1.6. 

UHRIOiR E Florida Power it Light Co L-03-10 83/03/19. 

CLARK, R. A Operating Reactors Branch 3 I7pp 10375 078 24^ 

Fiche 90-333*83/05/19*8305240372 


0303240399 Discusses 630315 commitment to provide results of BWI 
fupplernental ECC8 calculations addressing Impact of cladding 
models presented in NUREO~0630. "Results of Bounding 
Analysis '■* Revised NUREO-0630 being prepared by DBtN 
NARSNALL. J R Arkansas Power 6 Light Co. lCAN03e304 83/05/16 
ST0L7.J F Operating Reactors Dranch 4. 2pp 16571,042. 24X 

Fiche* 50-313, 83/05/18* 8305240399 


6303240447 Provides status of implementation of SER recommendation! 
re NUREG-0737, Item II, K 3 16. "Feasabl 1 tty Study - 
Challetigem It Valve Failures " Preventive melnt program wilt 
be available for site review in 2 months, 

SMITH* J L Long Island Lighting Co 5NRC-B93 63/09/20 
OENTON.H R> Office of Nuclear Reactor Regulation* Director. 3pp. 
18372 338 24X Fiche 30-322*03/03/20*8305240447 
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a309a404IJa Forward* *tatu» of environ <iual 1 f icat 1 on of electrical 
•qulpmant per tOCFRSO 49<g) All equipmenti eice pt duxlllary 
feedwater pump motorii meets NUREG-OSSB guidelines for 
Category II plant 

BA9KIN«K P Southern California ETdison Co 83/03/20 KNIQHTON. G U 
LKinilng Branch 3 3pp 1834? 206 24X Fiche 30-361,83/03/20. 

8303240438 


8303240537 Informs that NUREQ-0737, Item II K 3 43, "Depreesurl lation 
w/Other than Automatic Depressur 1 ration Ggs, " completed 
Item closed Safety evaluation end 

VA99AtLO, D Q Operating Reactors Branch 2 83/03/ iB MUSOLF. 0 M 

fforthern States Power Co 7pp 18393 290 24X 

Fiche S0-263i 83/03/18. 8303240357 


83(IS240<360 Informs that NUREG-0737, Item It F t. "Containment High 
Range Radiation nonitor." completed Item closed Safety 
evaluation end 

VASSALLOr D D Operating Reactors Branch 2 83/03/13 MQRISI.A V 

Boston Edison Co 4pp 18393 336 24X Fiche 30-293.03/05/13. 

8303240360 


8303240564 Informs that NURE0~0737. Item III A 2 1, "Emergency 
Praparadness. Upgrade Emergency Plans to App E. 10CFR3O. " 
completed Item closed 

VASSALLDiD B Operating Reactors Branch 2 83/03/18 LIU, L Iowa 

Electric Light 6 Power Co 3pp 18393 348 24X 

Fiche 30-331,83/03/10,8303240364 


8305230143 Informs that NUREG~0737, I tern III A 2 1 re emergency plan 
upgrade to meet 10CFR5O App E requirements complete for 
facility Item closed 

VASSALLO.D B Operating Reactors Branch 2 B3/05/18 PILANT. U h 

Mehraska Public Power District 3pp 18396 J93 24X 

Fiche 30-293,03/03/10.8305230143 


8305250166 Forwards Suppl i to SER <NURE0-096B) ro evaluation of addl 
Info on previously IdontlPled as outstanding review items 
since preparation of SER Response to comments for ACRS 
030419 rept to Commission also encl U/o ends 

GRACE.iJ N Clinch River Breeder Reactor Program Office 83/03/19 
LQNOENECKER. J Energy. Dept of, Clinch River Breeder Reactor Plant 
2pp 18596 140 24 X Fiche 50- 537 , 03/03/19.8305250166 


8303250103 Forwards IE Insp Rept 50-209/03-10 on 830420-22 6 25-20 
Joint he-adquartors/Reg Ion I insp initiated to evaluate 
effectiveness of GPU actions to en-sure adherence to 
procedures since issuance of NTUREO-OOSO. Supp I J 
REHM, T A Office of the Executive Director for Operations 
83/03/10 PALLADINO. N J . GILINSKV.V. AHEARNE, J Commissioners 
ip 18596 001 24X Flcho 50-209,03/05/10.0305250183 


8303250226 Forwards IE Insp Rept 30-206/83-03 on 830323-31 No 
noncomp I ianc 0 noted 

STAROSTECKl , R Division of Project Resident Programs 03/05/13 
BRONS, J C Power Authority of the 8tate of New Vorh 2pp 
18627 017 24X Fiche 30-206,03/03/13.8303250226 


0303240371 Notifies that NUREG-0737. Item III A 2 1, "Eraorgeneg 
PraparadnetSi Upgrade Emergency Plant to App E. tOCFRSO. " 
completed Item closed 

7AS3ALLD. D D Operating Reactors Branch 2. 83/03/18 

HARRINGTON, W D Boston Edison Co 3pp 1Q394 217 24X 

Fiche 90-293, 83/03/10, 8303840371 


B30384O578 Informs that NUREO-0737, J tem III A 2 1. "Emergency 
Preparedness, Upgrade Emergency Plans to App E. iOCFRSO, " 
completed Item closed 

VASSALLOiD B Operating Reactors Branch 2 03/03/18 MUSOLF. D M 

Northern States Power Co 3pp 10993 345 24X 

Fiche. 30-263, 83/03/ 1 6, 8305240572 


— 0303230230 IE Insp Rept 30-286/03-05 nn 030320-31 No noncompliance 
noted Major areas inspected licensee actions taken to comply 
u/requirements of iNURE0-O73 7. I tem II B 2, "Design Review of 
Plant Shielding " 

HAVERKAMP.D R , KENNV, T J , EAPEW, P K Region 1. Office of 
Director 83/03/12 12pp 18627 019 24X Fiche 50-206103/03/13. 

0309250226 


8305230231 Summary of Power Sys Branch 030405-09 site audit re power 
supply for auKlIlary foeduiater eys per SER Confirmatory 
Issues 13.17 &t 23 (Section 1 7 of NURE0-0B30) 

EDISON, O E , HOLONICH. J J Licensing Branch 1 B3/05/12 

YOUNOBLDOD. B J Licensing Branch 1 7pp 1B627 iOD 24X 
Fiche 30-000.03/09/12.930 5250231 


0309240373 Notifies that NUREO-0737, Item tl K 3 49. "Depressur 1 lati on 
u/Qther than Automatic Oapressur 1 xation Sys," completed 
Item closed Safety evaluation encl 

VASSALLO.D D Operating Reactors Branch 2 83/05/16 FARRAR, D L 

Commonwealth Edison Co. 7pp 1G993 338 24X Fiche 90-294,83/05/10, 

8309240573 


8305240576 Informs that NUREO-0737, 1 tem III A 2 li "Emergency 
Preparedness, Upgrade Emergency Plans to App E, 10CFR90<" 
completed Item closed 

VA86ALL0, D B Operating Reactors Branch 2 03/09/16 RHODE, 0 K 

Niagara Mohawk Power Corp 3pp 18994 214 24X 

Fiche 90-220,83/09/18.0309240976 


0305240991 Informs that NUREO-0737, Item III, A 2 t, "Emergency 
Preparedness, Upgrade Energency Plans to App E, 10CFR90i " 
completed Item closed 

VAaSALLD, D D Operating Reactors Branch 2 83/05/18 SINCLAIR, J 0 

Vermont Yankee Nuclear Power Corp 3pp 18594 211 24X 

Fiche, 90-271 , 83/03/18, 830924099 1 


0305290082 Forwards Suppl 3 to SER (NUREO-0892) H/o end 

BCHWENCERrA Llcanslng Branch 2 03/09/19 FEROUBON, R L. 

Washington Public Power Supply System 2pp 18996 307 24X 

Fiche, 90-397, 83/09/19, 0303290002 


0309290136 Forwards request for addl Info re NUREO-0737, I tem II K 3 20, 
"Qualification of AD8 Accumulators " Info requested within 
45 days. 

VASSALLO.D B Operating Reactors Branch 2 83/09/11 PARRia.H 0 

Tennesiae Valley Authority 3pp 18996 204 24X 

Fiche; 90-299, 03/09/11 , 8309290136 


8305290366 Forwards Draft 7 of Rev 3 to NUREO-0742, "Std Radiological 
Effluent Tech Specs for PMRs, " as guidance in developing 
final submission of radiological effluent Tech Specs Tech 
Specs requested within 60> days U/o encl 

VASSALLO.D D Operating Reactors Branch 2 B3/09/1B PILANT.JM 

Nebraska Public Power District 2pp 10399 336 24X 

Fiche 90-298.83/09/10.8309250266 


8309290289 Forwards response to 830304 SERs 2, NRC 030412 Itr re environ 
qua 1 1 f i c ati on of safety-related electrical equipment Util 
plans to address remaining outstanding action items 
included 

CLAYTON. F L Alabama Power Co 03/05/20 VAROA, B A Office of 
Nuclear Reactor Regulation. Director 110 p 10696 251 24X 

Fiche 50-340. 03/09/20. □305290289 


8309290294 tiemorafidum of law supporting motions for summarij disposition 
af emergency planning issues Hearing time should not be 
spent on baseless allegations Notice of appearance encl 
BAXTER, T A Union Electric Co BAXTER, T A Shaw, Pittman. Potts & 
Trowbridge ISSUANCES DL 83/09/20 Atomic Safety and Licensing 
Board Panel 14pp 18503 OOt 24X Fiche 30-403.03/09/20, 
0309230294 


— 8309230907 Affidavit of UM Clark re Reed Contention 20 on author 1 lation 
of excess exposures to workers U spec of decontamination 
action levels Planning need for author 1 latlon per 
NUREO-0634. Section Hi E 3. met Prof qualifications encl 
CLARK, U M Union Electric Co CLARK. U M Callaway County, HD 

ISSUANCES OL 03/05/ J0 7pp 10597 273 24 X 

Fiche 50-403.83/09/20,0309230294 


0309290137 Informs that NUREO-0737 Item III A 2, 1 re emergency plan 
upgrade to meet 10CFR90 App E requirements complete for 
fac 1 1 Ity. Item closed 

VASSALLO.D B Operating Reactors Branch 2 03/09/18 BAYNE, J,P 

Power Authority of the State of New York 3pp 18996 201. 24X 

Fiche- 90-333, 83/05/10, 8309290137 


0309290377 Forwards "OE-NEDS Electrical Penetration Assembly 
Qualification Program," Vols i 6 2 to "Response to IE 
Bulletin 79-010 Quad Cities Nuclear Power Station Units 1 L 
2" 4, Vols I 8f 2 to "Response to IE Dullstin 77-010 
RYBAK, D Commonwealth Edison Co IEIl-79-010 83/03/19 

OENTONfH R Office of Nuclear Reactor Regulation, Director. 
2. 118pp 18578 OOJ 24X Fiche 30-000,03/03/19.8309290377 


0305290141 informs that NURE0-07a7, Item III A 2 I re emergency plan 
upgrade to meet iOCFR90 App E requirements complete for 
fecility Item closed. 

VASSALLO.D B Operetlng Reectors Branch 2 03/05/19 FARRAR, D L 

Commonwealth Edison Co 3pp IS996 190 24X Fiche 90-294,93/09/18, 

8309290141. 


8305290437 Forwards IE Insp Rept SC-249/B3-D7 on 830411-14 No 
noncompliance noted 

STAROSTECKl, R Division of Project St Resident Programs 03/03/11 
COUNSIU.W 0 Niortheast Nuclear Energy Co (subs of Northeast 
Utilities} 2pp 10988 075 24X Fiche 90-249. 83/09/ 11 . 0309230437 
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— B305230443 IE insp Rept 3O-243/03''O7 an e3£)<}ll-!4 No none omp I lance 
noted I1a>nr areas Inspected actions taken to co<7iplV 
uJ/NUREG-0737« Item II B Sr "Design Review of Plant 
Shielding " 

BRIGGS.L , EAPENrP . PLISCO. 1_ Region 1, Office of Director 
03/05/0^ *pp iaSB8 077 34X Fiche 50-245.83/09/11.8303330437 


6303250459 Fo^rujards IE Insp Rept 50-336/83-09 on 8304U-14 No 
none onpl ianc e noted 

9TARDSTECKI , R Division nf Project «* Resident Programs 83/09/lt 
CQUNSILj 1.1 G Northeast Nuclear Energi^ Co (subs of Northeast 
Utilities) 2pp 18388 096 24XFiche SO- 336> 83/09/1 1. 8305290459 


— B30525046S IE Jnsp Rept 50-336/83-09 on 830411-14 No noncompl lance 
noted Major areas Inspected licensee actions taken to complij 
(J/retiuirerrtents discussed In NUR0''O737. Item 1 1 B 2 re design 
review of plant shielding 

LAZARUS.'M J « HAVERKAMP. D R ^ EAPEN. P K Region 1. Office of 
Director 83/05/09 6pp 10588 098 24X Flche 90-336, 83/09/ U i 

8303290459 


0309290472 Forwards "St Lucie Units 1 & S 8* Turkeg Point Units 3 4 

Detailed Control Room Design Reviews Program Plan." per 
8304 15 comnltment re Sup pi 1 to NUREO-0737 
UHRIO. R E Florida Power & Light Co L-a3-3l3 63/05/20 

EISENHUT. D 0 Division of Licensing Ip 1S580 333 24X 

Flche 50-000. 83/05/20< 8309230472 


8305230479 Faruiards respcinsee to B30411 1 tr re environ qualification 
of saf etg-rela ted electrical equipment Justification for 
continued operationj p er NUREO-0737. TMI Action Item 11 D 4 
provided Response to IE Qulletln 79-OlD uitll be revised 
TUCKER. H D Duke Power Co IEB-79-01B 83/05/19 DENTON* H H 

Office of Nuclear Reactor Regulation. Director 27pp 18589 005 
24X Flche 50-269.83/03/19.8309250479 


8309250497 Forwards IE Insp Rept 90-213/83-12 on 830411-14 No 
noncompl lance noted 

STAROSTECKI. R Division oF Project (< Resident Programs 03/03/11 
CQUN&lLiN 0 Connecticut Tankee Atomic Power Co 2pp 18508 295 
24X Fiche 30-213.83/05/11.8305290497 


— 830S25DS04 IE Insp Rept 50-213/03-12 on 930411-14 No noncompl lance 
noted Major areas inspected licensee actions taken to 
complg ui/requir ements described in NUREO-0737. 1 tern II B 2. 

"Design Review of Plant Ehieldlng " 

BAUNACK, N N , EAPEN. P K . PLISCO.L R Region 1, Office of 
Director 83/09/10 9pp 18580 257 24X Fiche 90-213*03/05/11. 

B3052 50497 


8305250914 Fortuards safetq evaluation re QNR Owners Group response to 
NUREO-0737. Itsm II K 3 45. "Depressurl *afc i on W/Other Than 
Automatic Depressurization dgs *' Action an item coinplete 
VABBALLO. D D Operating Reactors Branch 2 63/05/ I B RNODE. O K 

Niagara ilohawk Power Corp 2pp 16993 310 24X 

Flche 30-220.83/05/10*8305290914 


—8309250523 Sa f e tg evaluation supporting BUR Owners Group generic 
response to Item 1 1 K 3 49 of NUREG-0737. "Depressurl lation 
W/OthcT Than Automatic Depr essurl zati on 3gs> 

« WRC - No Detailed Affiliation Given 83/05/18 5pp 
18995 312 24X Fiche 50-220,83/05/10,8303290914 


8305290996 Notifies that noble gas monitor-stack high-orange radiation 
monitor (NUREO-0737 j I tem II F 111}) reported as being 
operable in 030310 order. became inoperable on 830426 Caused 
bg moisture contamination New monitors ordered 

TUCKER. H D Duke Power Co €3/05/19 DENTON. H R Office of 
Nuclear Reactor Regulationi Director 2pp 18980 189 24X 

Flche SO-269. 83 /09/ i 9. 830 3250 936 


83052600DB Comments on recent work proposed programs re accident 
sequence precurso-r study tc use of operational exp er ience. at 
2766h 6 277th ACR5 meetings on 030414-16 8< 0912-14 
respec t Ive 1 y 

EDERBOLEi J C ACR8 - Advisory Committee on Reactor Safeguards 
83/05/18 DIRCKS, W J Office of the Executive Director for 
Operations 7pp IB649 098 


6205260037 Forwards supplemental responses to Power Sys Branch 
questions re GE5SAR-I I ac/dc power sys/ba lance-of-p lant 
interfaces Responses will be Included w/Amend 13 to SER 
SHERWDDD. G 0 Oftneral Electric Cp MFN 091-83 83/09/24 

EISEMHUT. D 0. Division of Licensing lOpp 18622 310 24X 

Flche. 90-447, 83/05/24* 8305260037 


— 8305260048 Forwards draft A^end 13 to GE68AR-It Amend resolves selected 
outstanding & conf iritator y issues identified in SER 
(NUREG-0979) tc completes Subsection 1 9 1 on GESSAR-II/FSAR 
Interfaces 

SHERUOOD, 0 G General Electric Co MFN 090-83 83/05/24 

ElSENHDT. D O Division of Licensing 446pp 18622 320 24X 

Flche 90-447.03/05/24,8305260037 


8305260094 Provides info identifying electrical equipment Importatit 
to safety within scope of 10CFR90 49(g) already qualified 
Bchedules for qualification of post-accident instrumentat ion 
end 

HUKILL.H 0 General Public Utilities - GPU Service Corp 
9211-03-137 83/03/20 DENTON. H R Office of Nuclear Reactor 

Regulation. Director 3pp, 18599 314 24X Fiche 50-289,83/03/20. 

8309260094 


0309260114 Informs that response to NUREO-0737, I tem 1 1 K 3 13 r* fiClC 
restart complete for f acl 1 i ty, based on 830415 commitment 
to follow GE Owners Group conceptual design 

VASgALLO*D B Operating Reactors Branch 2 03/09/20 SINCLAIR*../ a 

Vermont Yankee Nuclear Power Corp 2pp 18649 069 24X 

Flche 50-271.83/03/20.8305260114 


B305260130 Informs that NUREO-0737. Item II K 3 45 re depreitur I cation 
u/other than automatic deppresiorl latlon sys would not 
contribute to plant safety tc no plant design or opereation 
mod required Safety evaluation end 

VASBALLO, D B Operating Reactors Branch 2 03/05/10 

HARRINGTON. N D Boston Edison Co 2pp 10649 052 24X 

Flche 50-293,83/05/10.8305260130 


0309260134 Informs that NUREG-0737. I tem III A 2 1 re emergency plan 
upgrade to meat lOCFRSO.App E requirements complete for 
facility Item closed 

VA&BALLO. 0 D Operating Reactors Branch 2 83/05/18 UTLEY* E E 

Carolina Power 6 Light Co 3pp 10649 049 24X 

Fiche 90-324, 03/05/18. 0303260134 


0305260167 Forwards request for addl info re NUREG-0737. Item II K 3.80 
on qualification of automatic depressuri zatl on sys 
accumulators Response within 45 days requested 

VAB8ALL0. D Q Operating Reactors Branch 2 83/05/11 LIU. L Iowa 

ElOCtric Light 6 Power Co 3pp 18648 117 24X 

Fiche 50-331.83/05/11/8305260167 


8305260170 Forwards request for add! Info re NUREO-0737, I tem II K.fl 80 
on qual 1 f icatlon of automatic depressurization sys 
accumulators Response requested within 49 days 

VASSALLO. D D Operating Reactors Branch 2 03/05/11 PlLANT, J,N 

Nebraska Public Power District 4pp 18640 113 24X 

Fiche 90-298.03/05/11,8305260170 


8305260175 Forwards request for addl Info re NUREO-0737, Item II K. 3 29 
on qua lif Icatlon of automatic depressuri zation sqs 
accumulators Response within 49 days requested 

VA6BALL0.D Q Operating Reactors Branch 2 83/05/11 KORIBt.A V. 

Boston Edison Co 3pp 18648 110 24X Fiche 50-293,03/05/11, 

0305260175 


0305260177 Informs of NRC determination that onsite 8t offsltd 
emergency preparedness adequate 6 emergency plans upgraded 
par NUflEO-0737, Item HI A 2 1. 

VASSALLO. D D Operating Reactors Branch 2 03/05/18 PARR 18, H 0. 

Tennessee Valley Authority 3pp 1064B 107 24X 

Flche 30-259,03/05/18,0305260177 


8303260187 Forwards safety evaluation re BNR Owners Group response to 
NUREO-0737, Item 11 K 3 45, "Depressurization H/Other Than 
Automatic Depressurization Sys " Action complete 

VASSALLO, D B operating Reactors Branch 2 03/05/18. PARRIBiKO 

Tennessee Valley Authority 2pp 10648 099 24X 

Flche 50-259,83/05/10,0305260187 


8305260192 Forwards safety evaluation re BWR Owners Group response to 
NUREG-0737. Item II K 3 45, "Deprtssur 1 ration W/Other Than 
Automatic Depreisur 1 latlon Sys “ Action complete 

VASSALLO, D B Operating Reactors Branch 2 83/05/18 LIU* L loua 

Electric Light U Power Co, 2pp 18648 089 24X 

Flche 50-331, 03/05/10, 8305260192 


8305260201 Forwards request for addl info re 811231 response to 
NURE0-0737» Item 11 K 3 28, "dual if teat ion of Accumulators on 
Automatic Depretiur 1 zat ion 9ys " Reply requested within 30 
days of Itr receipt 

VASBALLO, D,B Operating Reactors Branch 2 83/05/11 MU3DLF, D PJ 

Northern States Power Co 3pp 10646 067 24X 

Flche 50-263, 83/05/11,8305260201 


8305260207 Forwards revised order confirming licensee commitments on 
NUREG-0737, Item II F.li "Post-Accident Monitoring*" per 
830331 <« 0411 1 trs. Ex tended completion schedule to 840515 
acceptable, 

VARGA, 8 A Operating Reactors Branch 1 OL-82-05 83/05/11. 

UHRIG.R £ Florida Power k Light Co 3pp. 18629 340. 24X 

Fiche 50-250, 83/05/11 , 0305260207 


— 8305260211 Revised order confirming licensee commitments on poit-TH| 
related issues 

EISENHUT, 0 0 Division of Licensing OL-82-05. 83/05/11. 

Florida Power k Light Co 9pp 18629 343 24X 

Flche 50-290,83/05/11,8305260207 
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e3-03SA0209 Forward* request for addl Info re 820^01 response to 
NtWE0“0737* Item II K 3 SBi ''Qualification of Accumulators 
on Automatic Oepressuri ration Sijs " Reply requested within 
49 days of Itr receipt 

VASSALLOi D D Operating Reactors Branch 2 83/05/11 BAVMEj J P 

Power Authority of the State of New York 3pp 18629 354 24X 

FlChe 50-333i 83/03/1 li 3305260209 


8309260285 Forwards request for addl Info re 810123 response to 
NUfREO“0737i Item II K 3 ZBt "Qualification of Accumulators on 
Automatic Depressuri ration Sys Reply requested within 30 
days of Itr receipt 

VASBALLOr D B Operating Reactors Branch 2 03/05/11 UTLEY, E E 

Carolina Power 8* Light Co 3pp 18629 337 24X 

F I C n e 50-324, 83/05/ 1 1 . 3305260205 


0303260290 Commit* to resolution of three open items re NUnE0-O6t2. 
"Control of Heavy Loads," using Quad Cities guidelines Quad 
Cities analysis to verify stress design factors for 
dryer/ieparator lifting rig applicable 

RV0AK., B Commonwealth Edison Co 661 IN 03/03/19 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 18623*334 24X 

Ficft e 30-237, 83/03/19, 8303260290 


0303260294 Forwards response to B30409 draft technical evaluation rept 
re control of heavy loads Phase I review complete Util 
position accepted per 830518 telcon 

ABHi8 E. Baltimore Oas Electric Co 03/05/24 EISENHUT«D 0 
Division of Licensing 2pp 18625 161 24X Fiche 30-317,83/05/24, 

8303260294 


03D326O296 Forwards safety evaluation of BVJR Qwnors Group generic 
reeponse to NUREO-0737, Item 11 K 3 43, ‘'Depresaor i lat ion 
H/Other Than Automatic Depressuri latlon Byi '* No mod to 
plant design or operations required Action complete 

VA88ALL0, D D Operating Reactors Branch 2 03/09/18 SINCLAIR, J B 

Uarmont Yankee Nuclear Power Corp 2pp 1B629 330 24X 

FI e h e 30-271 , 03/03/ 1 B, 0305260296 


0305260297 Forward* safety evaluation of DWR Owners Group generic 
reiponss to NUREO-0737, Item 11 K 3 45, "Depressurization 
W/Qther Than Automatic Deprassurl lat ion Sys " No mod to 
plant design or operations required Action complete 
UASSALLO, D D Operating Reactors Branch 2 B3/05/IB BAYNE, J P 

Powar Authority of the State of New York 2pp 18629 323 24X 

Fiche 50-333,83/03/18,0305260297 


8305260300 Forwards safety evaluation of BWR Owners Croup generic 
response to NUREO-0737, Item 11 K 3 45, "Depressuri latlon 
N/Other Than Automatic Depresiur i zatlon Sys " Alternative 
modes would not contribute to plant safety No mods required 
VABSALLOrD B Operating Reactors Branch 2 B3/09/18 P1LANT«J H 

Nebraska Public Power District 2pp 10629 316 24X 

Flchd 30-298,03/03/18,0305260300 


8303260322 Response to A0LB 830316 scheduling order Addl statement re 
NRC use of PRA & rept on NUREO-0737, Item II K 3 IS end 
Schecfules for NRC issuance of documents discussed at second 
special prehearing conference valid U/Certi f icate of Sve 
HODODON, A P Hearing Branch 2 03/05/24 9pp 10625 019 24X 

Fiche 30-352, 03/03/24 , 8303260322 


— 0309260327 Forwards evaluation of DWR Owners Croup generic response to 
NUREC-0737, Item 11 K 3 18, “Mod of Automatic 
Depressurization By* Logic - Feasibility for Increased 
Diversity of Some Event 0#qgencBS '' Response requested 
SCHMENCER,A Licensing Branch 2 83/03/23 BAUER, E C 

PhlUdalphla Electric Co 9pp 10623 028 24X 

Fiche 50-352,03/03/24,8309260322 


— 03D414O161 Forward* safety evaluation of mod* proposed by DWR Owners 
Croup re NUREO-0737, I tarn 11 K 3 18, "Mod of ADS Logic " 

Two option* proposed acceptable W/o end 

HOUSTON, R W Assistant Diractor for Reactor Safaty 83/04/01 
LAINA8, C C Assistant Diractor for Safety Assessment 2pp 
18623 037 24X Fiche 30-352,03/03/24,0303260322 


8303270003 Forward* proposad Tech Spec* In form of marked-up Rev 4 to 
NVREO-O452r “ST8 for Mestinghouse PWRs, " 

TUCKER, H.D Duke Power Co 83/03/20 DENTON, H R Office of 
Nuclear Reactor Ragolatlon, Director ADEN SAM, E C Licensing Branch 
4 741 pp 10630*001 24 X Fiche* 30-413, 03/05/20, 0305270005 


8305270026 Provides clarification of util position on NUREO-0737, Items 
J A 1.3, "Min Shift Craw" & III A 1,2, "Staffing Level for 
Emergency Situations " 

MAMOAN, C V Niagara Mohawk Powar Corp 83/03/24 VA88ALL0, D B 
Oparetlng Raactor* Branch 2 2pp 10638 304. S4X 
Fiche* 50-220, 83/05/24, 6305270026 


8303270030 Forwards response to- 830316 request to document compliance 
w/acceptance criteria 8, schedule for NURE<i-0737( 1 1 em 
11 K 3 13, "Separate HPC I h RCIC Initiation Levels " 

Criteria will be met 

HILLS, L M Tennessee Valley Authority 83/05/24 DENTON, M R 
Office of Nuclear Reactor Regulation. Dit ector 2pp 1B63B 306 
24X Fiche 30-239,83/03/24, 03 03270030 


8305270039 Forwards request for addl snfn re personnel training as part 
of NRC review of application for OL 

8CHUENCER,A Licensing Branch 2 83/03/23 CAHILL, N J Oulf 

States Utilities Co 9pp 18662 097 24X Fiche 50-458,83/05/23, 

8303270039 


8305270058 Advises that fuel load scheduled for B40B15 5 commercial 
Operation planned on 8S02IS NURE0-O737 Suppl I (Generic 
Ltr 02-33) requirements re emergency plans will be met 
CAOMAW,W K Kansas Oas L Electric Co GL-B2-33 83/09/23 

OENTONtH R Office of Nuclear Reactor Regulation, Director 2pp 

18638 290 24X Fiche 30-402,83/03/23,830 5270058 


6303270060 Forwards safety evaluation of util response to SER, 
NUREO— 0916, Item 3 re effluent rad ( oa c t i v i ty monitoring 
sys alarm setpoints L surveillance requirements monitoring 
sys acceptable 

CRUTCHFIELD, D Operating Reactors Branch 5 LSD5-a3-03-03e 

83/03/26 HAlEn,J E Rochester Gas V Electric Corp 4pp 
10638 333 24X Fiche 50-24 4,83/09/26,8305270060 


8309270077 Advises that NUREO-0737, I tern HI A 2 I, "Emargency 
Preparedne ss, Upgrade Emergency Plans to App E, lOCFRSO, " 
c omp 1 ete 

CRUTCHFIELD, D Operating Reactors Branch 5 LS05-83-O9-0S4 

83/03/25 MAIERiJ E Rochester Gas L Electric Corp 3pp 
10638 153 24X Fiche 90-24 4,83/05/2 5,0303270077 


8309270000 Requests extension to 831015 to provide schedule for 
accomplishing proposed actions to close outstanding issue re 
IE Bulletin 79-OlD items Exemptions from I0CFR50 49 & Rev 8 
to Reg Guide t 97. 

RODRIQUEZ, R J Sacramento Municipal Utility District IEB-79-01D 
03/03/20 STOLZiJ F Operating Reactors Branch 4 2pp 10638 291 
24X Fiche 30-312,83/09/20, 0305270080 


9305270002 Updates 830415 ltr re installation U operability of post- 
accident sampling sys per NUREG-0737, Item II B 3 Items 
agreed upo-n at 030912 meeting listed Installation work will 
be completed during current refueling outage 

FIEDLER, P 0 General Public Utllitlea - GPU Service Corp 83/05/20 
EISENHUT.D 0 Division of Licensing 2pp 10630 209 24X 

Fiche 30-219,83/09/20, 0303270082 


0305270109 Nuneo/cp-oo4a 

JOINT NRC/AN8 MEETING ON BASIC THERMAL HYDRAULIC MECHANISMS 
IN LWR ANALYSIS 

HSU. Y Y , LEE. R American Nuclear Society 03/04/30 Office of 
Nuclear Regulatory Research, Director 6i2pp 1064? 112 


9303270128 Advises that updating inservlce insp program will be delayed 
until Aug 1983 Commitment to examine control rod drive scram 
discharge vol piping uelds will be met tc unaffected by delay 
In update of inservlce Insp program 

OUCHA. L r Georgia Power Co NED-83-296 03/09/19 BTOLZ, J F 

Operating Reactors Drench 4 Ip 18630 217 24X 

Fiche 90-321.03/05/19,0305270128 


0309270144 Advises that QA program descrlbeiJ in NEDO-1 1209-04A being 
Implemented satisfactorily Results of Insp published 
quarterly in NUREQ-0040 

COLLEN0. J T Division of Vendor U Technical Programs 83/03/24 
ORUGGEMAN. W H General Electric Co 2pp 1 0638 203 


8309270170 Forward* "Bt Lucie 1 8. 2 6 Turkey Point 3 L 4 Detailed 
Control Room Design Reviews Program Plan," fulfilling 830413 
cddimltment per NURE0~0737, Supp 1 1 

UHRI(J, R E Florida Power L Light Co L-e3-323 83/09/14 

EIBENHUT, D O Division of Licensing tp 18630 072 24X 

Fiche 50-335,93/03/14,0309270170 


8305270210 Forwards dlv Input td emergency planning for suppl to SER 
Hatl updates Info contained In Section 13 3# "Emergency 
Planning of Wolf Creek Generating Station SER," (NUREG-0801, 

Apr 19821 

PAOANO, F 0 Division of Emergency Preparedness Engineering 
Response iPost 03O1O3K 83/05/23 YOUNG BL 03 D, B J Licensing Branch 

1 43pp 10637 261 24X Fiche 30-402, 83/03/25, 8305270210 


8305270219 Forwards IE Insp Repts 30-250/03-09 it 50-25 1/G3-05 on 
830U3-0225 No none omp J lance ndted 

DANCErH C. Division of Project & Resident Programs 83/05/06 

UHRIOiR E Florida Power L Light Co 2pp 18637 329. 24X 

Fiche: 50-230, 83/03/06, 8305270213 
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— 0303270319 IE In«p Rept» 50-250/^3-03 U 50-231/03-03 on 030113-0225 No 
noncomp 1 lan>c e not^d Nador -areas inspected fol louup an 
previous Insp flndingSflE bul 1< 1 1 ns • p oat-TMl imp loDientation. 
surveillance testing ^ malnt activities 

VOOr-LOWEUL< R , AGLES. J A Region 2, Office Of Director 
JULIAN.,0 Division of Project Resident Programs 30-251/83-03 

83/05/05 8pp 18637 331 2AX FlcAe 50-250., 83/03/06, 030527021 S 


8303270220 Requests eitenslo-n until 830620 for carnpietion of special 
lifting rig analqsls per NUREO-0612 Estonslon required due 
to late receipt of tiestingh ouss rept 

BTEMARTiW L Virginia Electric & Power Co 32S 83/05/20 

DENTOM.hr Office of Nuclear Reactor Regulation, Director 
CLARK, R A Operating Reactors Brancn 3 Ip 18637 325 2AX 
F 1 c h e 30-330, 83/05/20 1 B30 5270220 


830 5 2702 74 Ack receipt of 030401 Ur informing NRC of steps taken to 
correct violations noted in tE Insp Rapt 50-333/82-24 
Required actions to Improve QA program listed 

MARTINjT T Division of Engineering U Technical Programs 83/05/23 
MCNEILL, C A Power Authority of the Stake of Neu Vork 2pp 
18643 131 24X Fiche 50-333.83/03/23,8305270274 


—0305270284 Responds to NRC 030120 Ur re violations noted In 18 Insp 
Rept 30-333/02-24 Corrective actions design verification 
supervisors in Design & Analysis Frocedure 3 11 ie 3 18 
revised per insp rept Rev to Oe completed by Apr 1903 
BAyNEi J P Pduist Authority of the State oF N«w Vork JPN-83-2a 

83/04/01 HAYNES. R C Region I. Office of Director iSpp 

10643 133 24X Fiche 30-333.83/05/23.8305270274 


8305270432 Discusses DleVf Owners Oroup emergency procedure guidelines 
{Abnormal transient aperating guidelines - ATOQl.per 030505 
Itr Detailed schedule for eipanslon of technical bases for 
procedure mill be submitted by end of «/une 

WHITNEy.D D Babcock b Hllcox Operating Plants Owners Group 
HMITNEY.D D Sacramento Municipal Utility District 0L-e2-33 
03/05/21 EISENHUT, D C Division of Licensing 2pp 18642 2B9 


8305270479 Act receipt of 030325 Itr informing NRC of steps taken to 
correct vlalatiens noted in IE Insp Rept 50-261/83-02 

C Division of Project b Resident Programs 03/04/07 
UTLEY^R E Carolina Power b Light Co 2pp 18644 032 24X 

Fiche 50-261, 83/04/07* 8303270479 


—0303270506 IB Imp Rept 50-261/83-02 on 030110-0210 Moncomp 1 ianee 
noted failure to implement equipment control procedures, 
to Initiate prompt corrective action b to maintain 
annunciator procedures 

HEISE.S Region 2, Office of Director BEHIS, P Division of 

Project b Resident Programs 83/08/22 I2pp 18644.042 84X 

fiche 50-26 1 , 03/0 4/07 . 93052 70479 


8305270497 For wards I£ Insp Repts 50-269/83-09. 50-270/83-09 b 
50-287/03-09 on 030308-11 No noncomp liaTvce noted. 

DANCE. H C Division of Project b Resident Progra/ns 50-207/83-09 
83/04/05 TUCKER. H B Duke Power Co 2pp 18646 192 24X 

FI Che 50-269.83/04/05.8303270497 


—0305270510 IE Insp Repts 50-269/03-09,50-270/83-09 b 50-287/83-09 on 
030308-11 No Yioncompl lance noted Major areas Inspected 
NUREG-0737, Items II 8 2. "Plant Shielding Mods*' b If 8 3. 

'*Post-Ac c 1 dent Sampling Sys " 

COLLINS, T R Region 2, Office of Director 30-270/83-09 
03/04/01 7pp 18646 194 24X Fiche 50-269,83/04/05,0305270497 


0305270561 Forwards IE Insp Repts 30-335/03-10 b 50-389/03-25 on 
830316-18 No rton-comp 1 1 ante noted 

DAMCEiH C Division of Project b Resident Programs 03/04/06 

UHRIO.R E Florida Pouer b Light Co 2pp 1B645 321 24X 

Fiche* 50-335* 03/04/06, 030527056 1 


—8305270576 IE Insp Repts 50-335/03-10 b 50-389/83-25 on 030316-18 No 
noncomp 1 lance noted Major areas inspected Unit ( plant tours 
during refueling outage b Unit 2 followup of licensee 
actions on incpector identified items 

HRAY.J R I DARR.K P Region 2. Office of Director 50-309/03-25 
83/04/05 0pp 18645 323 a4X Fiche 50-335, 83/04/06* 0305270561 


0305310020 Advises that requirements of NOREO- 0737* t tern 11 F t 4, 
"Containment Pressure Monitor, " fl F 1,5. ''Containment Mater 
Level Monitor" b 11 F I 6, ‘'Containment Hydrogen Konitor'-* 
resolved, per 821220 b 801215 submittals 

CRUTCHFIELD, D Operating Reactors Branch S LSO5-83-Od-06O 
83/05/27 FARRAR.D L Cammonwealth Edison Co 7pp 18653 213 
24X Fiche 50-000,83/05/27.8305310020 


0305310039 Forwards info re schedule for steam generator mods. per SER 
<NUREa-O047) design changes 

MILLS* L M Tennaiiae Valley Authority 03/05/27 ADENSAM, E 
Licensing Branch 4 2pp 18653 307. 24X Fiche 50-390.03/05/27, 

0305310039 


8305310046 Informs of MRC determination that onsite b offsite 
emergency preparedness adequate b emergency plans upgraded 
per NUREO-0737, Item III A 2 1 Item complete 

CRUTCHFIELD, D Operating Reactors Branch 5 LSO5-03~O5-O65. 

03/05/27 UANDEWALLE, D U Consumers Power Co 3pp 10653: 147, 
24X Fiche 50-255.03/05/27,0305310046 


8305310073 Submits Info re analyses b repairs of large-dlami ter 
stainless steel piping welds per Inscrvice Insp conducted 
during 1983 maint/refuel ing outage identifying unacceptable 
ultraaonic indications in rec Irculation b RHR lys 
BECKHAM, J T Georgia Power Co IED-03-02 83/05/26 BT0L2,U F 

□pirating Reactors Branch 4 9pp 18655 345 24X 

Fiche 50-366.83/05/26,8305310073 


— 0305310084 Provides response to IE Bulletin 03-02 re stress corrosion 
cracking In large-diameter stainless steel recirculation lyi 
piping at BWR plants 

BECKHAH.J T Georgia Power Co lCB-03-02 83/05/26 

O'REILLY, J P Region 2, Office of Director 39pp 18655 354 
24X Fiche 50-366,83/05/26,8305310073 


— 8305310092 Discusses possible Imposition of augmented leak detection 
requirements for RC8 due to discovery of unacceptable pipe 
flaw indications In recirculation b RHR sgs Util commitments 
to incorporate NUREO-0313, Rev 1, Section lU B 1 a 2 
BECKHAM. J T Georgia Power Co NED-83-322 83/05/25 STOLZj U F 

Operating Reactors Branch 4 2pp iB656 032 24X 

Fiche 50-366,83/05/26, 0305310073 


8305310088 Discusses plant-specific evaluation of relief b safety 
valves b related discharge piping analysis per 820709 Itr 
Telfldyne analysis revealed that discharge piping sys will ha 
overloaded b supports stressed beyond allowable limits, 

HUNTER. R 8 Indiana b Michigan Electric Co AEP NRC 05B5F 
03/05/27 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 18650 065 24X Fiche 50-315,83/05/27,0305310089 


0305310094 Forwards revised description of NUREO-0737, Item II. F 2, 
"Inedequate Gore Cooling Instrumentation, " providing 
sufficient info to close item b corresponding requirement 
in. SER 

DRUMMOMD.F j Louisiana Power b Light Co. H3P83-1S42 03/05/23, 

KNIGHTON. G W Licensing Branch 3 34pp 10655 039 24X 

Fiche- 50-382, 03/05/23, 0305310094 


8305310147 Response to 8APL motion to amend petition to Intervena ra 
8£R open 1 temi Motion should be denied on grounds of 
timallnesi. Certificate of 0vc end. 

DIGNAN. T G Public Service Co of New Hampshire. DIGNAN, T G Ref»« 
b Gray ISSUANCES OL 83/05/24 Atomic Safety and Licensing 
Board Panel Bpp 10651 209 24X Fiche 50-443,03/05/24.8305310147 


0305310170 Advises that table of contents b table of crost-refa to 
NUREG-0654 planning stdf /evaluation criteria adequate to 
locate portions relevant to contentions Referenced portions 
of plans listed 

BAXTER T A Shaw. Pittman, Potts b Trowbridge. ISSUANCES OL 
03/05/26 REED, U 0, Affiliation Unknown 7pp 18652 326 24X 

Fiche 50-483,03/05/26,8305310170 


0305310175 Forward Rev 1 to “Rept of Independent Review of Environ 
Quallf Icatlon Programs to NURE0-05a9 “ 

PETRICK, N A atandordUed Nuclear Unit Power Plant Bystem 83-0030 
83/05/27 DENTON, H R Office of Nuclear Reactor Ragulatto»« 
Director 344pp. 10659 144 BAX Fiche 50-000,83/05/27,9309310175 


0305310200 Informs of plans to perform mods to Hestlnghouse Model 
D2/D3 iteam generators per SER <NURE-0?66> issued on 
030316 Plant-specific mod detail* end 

TUCKER, H 0 Duke Power Co 83/05/18 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 7pp. 18651-014 24X Fiche- 50-413, 83/05/18, 8305310200. 


8305310205 Advises that ln*tallatten of two Controlotron sonic flow 
devices on each flow path to onca-through steam generators 
satisfies requirements of restart 0ER (NUREG-0680}| 81 1214 
partial initial decision b NUREO-0737, I tern II E. t 
HUKILL.H D General Public Utilities - GPU Service Corp 
5211-83-156 83/05/24 8T0LZ, U. F Operating Reactors Branch 4. 

Ip 10658 159 24X Fiche. 50-289, 83/05/24, 0305310205. 


0305310200 Fowards check in payment of review re nonconf ormanea w/ 
NUREG-0737. Item II, E 4, 2,pBr 830427 request 

CURTIS, N W Pennsylvania Power b Light Co. PLA-1683 83/05/25 

flCHHENCER.A Licensing Branch 2 Ip 18650.133 24X 

Fiche 50-387, 83/05/25, 83O531O2D0 


830531020? NUREG/CR-3100 

RELAP5 ASSESSMENT PKL NATURAL CIRCULATION TESTS 
THOMPaONi 0. L, , KMETYK,L N. Sandla Laboratorie* FIN A-1205 
8AND02-29O2 83/04/30. Dlvleion of Accldant Evaluation 60pp, 

10663- 152 



NONDOCKETED ITEMS 


0303310210 ^URE0/CR-2^26 

CALCULATIONa OF REACTOR ACCIDE^^T CONSEQUENCES VERSION 2 
CRACa COMPUTER CODE Uatn Ouldij 

RlTCHlEiL T r JOHNSON. J 0 . OLQnD. R M Sand ia Laboratoritis FIN 
A-1042 8AND01'‘1974 83/04/30 Division of Risk Analgtlfl 

146PP 18663 2lt 


B303310213 Foruardt «af«tv evaluation of <ifcil 830328 response to 
NUREO”0737. Item II K 3 21. "Coro Spray LPCI Sys Lou Level 
Initiation Proposed mod designs acceptable 
CRUTCHFIELDi D Operating Reactors Branch 3 L SO 3 "83 -03^^06 2 

&3/03/27 FIEDLER. P B Oeneral Public Utilities - GPU Service Corp 
4pp. 18638 142 24X Flcbe 30-219,83/03/27.8305310313 


6309310231 Advises that responses to NUREO-OTa?. I tern III 0 3 4. 

"Control Roo/n Hab itabi 1 Ity . “ acceptab 1 e . comp let Ing action on 
Item Safety evaluation end 

VASBALLO. D S Licensing Branch 2 03/03/17 FARRAR, D L 

Commonwealth Edison Co 4pp 18663 235 a4X Fiche 30-234,83/03/17. 
0309310231, 


B30931i0234 Bummary of 830411 meeting u/util in Bethesda.MD re schedule 
for completing items in Generic Ltr B2-33iSuppl 1 to 
NUREO''0737 requirements for emergency response capability 
LAZO, L Licensing Branch 3 OL-02-33 03/09/11 Licensing 

Branch 3 12pp 18662 234 24X Fiche 50-412,83/09/11,8303310234 


B30931O237 NUR£i3/CR-2000 V02 N4 

LICENSEE EVENT REPORT <LER1 COMPILATION For Month of April 
1983 

» Oak Ridge National Laboratory FIN A-9133 OnNL/NSlC-200 
03/09/31 Director's Office, 114pp 18^83 118 


G309310240 Requests addl Info for control of heavy loads review. 
Including info open items for updated "Control of Heavy 
Laads " 

CLARK.fi A Operating Reactors Branch 3 83/09/17 JONES. W C 

□naha Public Power District 5pp 18662.180 24X 

rich* 90-203,83/03/17,0303310240 


■0309310241 TER-C 9906-3 36 DRFT 

"Control of Heavy Loads (C-lO), Omaha Public Power District, 

Fort Calhoun Station." updated draft technical evaluation 
rep t 

VOSBURY.F , BOMBEROER.C , SARGENT, I H Franklin Instl tote/Frank Un 
Research Center NRC-03-81-130 TAC 07991 02/11/29 

CLEMENSON.F NRC - No Detailed Affiliation Given 32pp 
18662 102 24X FlChe 90-209.03/09/17.8309310240 


ORO CORRESPONDENCE WITH OTHER ORGANI 2 ATIONS 


8212060335 IE Info Notice 03-14. "Dewatered Spent Ian Exchange Resin 
Bute eptlb 1 1 ity to Exothermic Chemical Reaction " Sve list 
anc 1 

TAYLOR. J M Division of Safeguards I. inspection Programs (Post 
930103). 83/03/21 Consolidated Edison Co of New York, Inc 

£t2pp 1S30S 319 24X Fiche 90-000, 83/03/21, 8212060383 


6303040021 lE Info Notice 93-21. "Defective Emergency Use Respirator " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Inc 126pp 18439 195 24X Fiche 30-000,83/04/13.8303040021 


8303040023 IE Info Notice 83-22, "BWR Safety/Relief Valve Failures 
Bve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (post 030103) 83/04/22 Consolidated Edison Co of Mew 

York. Inc lt2pp. I0303*O09. 24X Fiche 30-000.83/04/22,8303040023 


B303040029 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys " 8vc list end 

JORDAN. E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

York, Inc. 119pp. 1B3B1 291 24X Fiche 30-000.83/04/29,8303040029. 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PNRt " Sve list end 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/28 Contolldated Edison Co. of New 

Yorlif Inc. 119pp iS3B2 047. 24X Fiche 90-000,83/04/20.0303040026, 


B3030400S7 IE Info Notice 03-23. "Stendby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " 8vc list end 
JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response (Post 930103) 83/04/20 Consolidated Edison Co, of New 

York, Inc llBpp 10382.169 24X Fiche 90-000.83/04/28, 8303040027 


6303040028 IE Info Notice 03-26. “Failure of Ba f rtg /Re 1 i e f Valve 
Discharge Line Vacuum Breakers “ Sve list anc 1 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) B3/05/D3 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24X Fiche 50-000.03/05/03.8303040028 


0303040030 IE Info Notice 83-27. '’Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment ” Sve list end 

J'ORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co of New 

York. Inc 1 i2pp 18302 282 24X Fiche 90-000,83/03/04,0303040030 


0303040031 IE Info Notice 83-20. '"Criteria for Protective Action 
Recommendations for General Emprgencies •" Sve list end 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York. Inc 119pp 10441 OOl 24X Fiche 30-000,93/09/04,0303040031 


0303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation ’’ 8vc list end 

JQRDAN.E L Division of Emergency Preparedness 8« Engineering 
Response (Poet 830103) 03/09/06 Consolidated Edison Co of New 

York. Inc llSpp 10523 240 24X Fiche 90-000.63/09/06.8303040033 


8303040034 IE Info Notice 03-30, "Mi aapp 1 Icat ion of Generic Emergency 
Operating Procedures <EOP) Guidelines " 8vc list end 
JQRDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/09/11 Consolidated Edison Co of New 

York. Inc ll4pp 10924 003 24X Fiche 90-000.03/03/11,8303040034 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
8vc 1 1st end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York. Inc 114pp 10697 009 24X Fiche 50-000. a3/0fl/ 19. B303040040 


8303040046 IE Info Notice 03-33, "Nonr epres enta t 1 ve Rampling of 
Contatnlna t ed Dll " Sve list end 

JORDAM.E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York. Inc ll4pp 18647 007 24X Fiche 90-000.83/09/26,8303040046 


8309020403 Discusses DOE agreement re Region IV equipment qual if 1 cation 
Insp program $< consultant sve provided from 021001-830328 
Areas needing greater emphasis or improvement listed 
PKILLIPS.H s Region 4. Office of Director FIN D-3101 83/04/28 

BANGART.R L Division of Vendor Sc Technical Programs 2pp 
18273 073 


8309020419 Forwards "Indian Point Plans Verification Analysis" re 
emergency planning, for info Certificate of Sve end Related 
< orre spond one e 

GLASS. a M Federal Emergency Management Agency ISSUANCES SP 
63/04/29 OLCASON. J P Atomic Safety and Licensing Board Panel 
62pp 18273- 120 24X Fiche 90-247.83/04/29,0303020417 


8309040001 Responds to approval request for Info collection re 1DCFR73 
concerning physical protection of plants t, metis Request 
approved through 851031 under OMR Number 3190-0002, per 
Paperwork Reduction Act 

acuRRY.N Office of Menagetnent & Budget DMD 3190-0002 83/04/29 

SCOTT, 8 Document Management Branch 2pp 10336 319 


6309040003 Responds to approval request for Info collection re 
10CFR70 32(E) concerning changes in physical security plans 
Request approved through 831231 under 0MB Number 3130-000?. 
per Paperwork Reduction Act 

SCURRY. N Office of Management & Budget 0M8 3130-000? 83/04/26 

SCOTT. 8 Document Management Branch 2pp 10336 321 


9309060906 Responds to 830426 Hr re Westchester County. NY bus driver 
issue. Roc kland County. NY plan issue & questions raised re 
FEMA briefing l< status rapt on offsite emergency 
preparedness 

KRIMM, R W Federal Emergency Management Agency 83/09/04 
CHILK, 8 J Office of the Secretary of the Commission i6pp 
18340 331 24X Fiche 90-247.83/03/04,8309060306 


— 0309060629 Responds to request for c lari f Icafclo-n of issue on whether 
state emergency plan can substitute for county which does 
not have emergency plan State can substitute plan but 
NUREG-0654 places heavy resource burden on state 
OIUFFRtDA.L O Federal Emergency Management Agtncy 83/04/15 
PALLADIND.N J Commissioners 2pp 10340 347 24X 

Fiche 90-2+7, 83/09/04. 6309060306 


8303090006 Responds to approval request for info collection re NRC 
Forte 9. '*Current Occupatlonel External Radiation Exposure " 

Request approved through 860430 under OMD Number 3190-0006, 
per Paperwork Reduction Act 

0CURRY,N Office of Management *, Budget 0MB 3130-0006 03/04/23 

SCOTT. 8 Document Management Branch 2pp 1036? 394 
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8303090209 Foruarrfa aurvag of QA procedures applied bg INEL to computer 
cade activities for NRC-funded programs 

BANOiARTiff L Division, of Vendor & Technical programs B3/0S/04 
NATTS0^4l R J Division of Bgstems Integration (post 011009} 3pp 
18364 041 


030909065? Generic Ltr 03-20 ta all operating reactor i iceniaes tc 
liDlders of CPs re integrated scheduling for imp 1 ementati on 
of plant mods 8vc list end 

EiaENHVTiD O Division of Licensing GL-B3'-20 03/09/0? 

Consolidated Edison Co of Nei^r Yort^ Inc I6pp 16627 153 24X 

Fiche 30-000, B3/O3/O9.03O9O9O63? 


0305100152 Foruards past-exercise evaluation far 81072? axerc Ise ■ f Ina 1 
repfc of reeiercisc on B1 1007 final exercise repfc of 030110 
exercise Mo significant deficiencies cited 

KRiHMiB U Federal Emergencg Manag^ement Agencg 03/O4/OB 
JDRBANjE L Division of Emergency Preparedness ■& Engineering 
fiesponse (Post B30103K 2pp 1B37S 040 24X Fiche 90-2? 9, 03/04/00. 

3305100152 


—6305100126 "Zion Nuclear Generating Station Small-Scale Joint Emergency 
Exerci se. 0301 10. final rept 

e Federal Emergency Management Agency 03/03/04 7lpp 
16373 090 24X Fiche 30-299.63/04/00.0303100122 


— 03O3IOO131 "Zldn Nuclear Power Station Reeterc i se. WI /Kenosha County 
fSmall-ficale) 611007,” final rept 

» Federal Emergency Management Agency B2/04/30 32pp 
1B375 121 24X Fiche 50-295.63/04/00.8305100125 


— 0309100136 "Posk-Ejcercl SB Evaluation, Ecerc i se of State & Local 
Radlolaglcal Emergencyt Response Plans for IL it WI INear Zion 
Nuclear Poiner Station) '' 

* Federal Emergency Management Agency 31/07/2? 44pp 
18379 153 24X Ftche 30-29S. 03/04/00. S305100 122 


6309100143 Subinits status of offsite emergency preparedness Issues re 
FEMA regional verifications through 030304 t data received 
through 630331 concerning schedule for completion of Issues 
at facilities 

KRIMM, R W Federal Emergency Management Agency 03/04/26 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post S30103) ?pp 1B37!9 001 24X Fiche 30-26?. 03/04/26. 

0309100143 


6303120421 ACk receipt Of FEMA 030421 ltr it ’'Final Exercise Rept - 
Joint State it Local Radiological Emergency Response 
Exercise '* Emergency preparedness does not provide 
reasonable assurance that protective measures ulli be taken 
ALLAN. J M Region 1. Office of Dirac tor 83/03/04 RANDAZZA. J. D 

Maine Yankee Atomic Pouer Co app. 1B433 153 24X 

Fiche 90-309, 83/0 5/04 . 6303 1 204 2 1 


— 6305120426 Foruards "Final Exercise Rept — Joint State it Local 
Radiological Emergency Response Exercise for Maine Yankee 
Atomic Power Plant. *' conducted on B21211 

MCLOl/GMLIN. D Federal Emergency Management Agency 83/04/21 
OfRCKSr N J Office of the Executive Director For Operations ip 
19433 135 24X Flchs 30-30?, 03/03/04, 0309120421 


— 03O512O4S7 'Tinal Exercise Rept - Joint State St Local Radiological 
Emergency Response Exercise for Maine Yankee Atomic Pouier 
Plant " 

• Federal Emergency Management Agency 83/03/31 63pp 
18433 156 S4X Fiche:9 0-309 , 03/03/04 , 03091 20421 


6303200498 Forwards FEMA evaluation of prompt notification sy« proposed 
for Narren Dunes State Park Proposed sys adequate to warn 
lOO?! of surrounding population Sys will be examined by 
NRC during next emergency preparedness Insp 

HlND.J A Division of Radiological U Materials Safety Programs. 
63/05/20 EOUTHMOOD. R J Michigan, State of Ip 10513:001 24X 

Fiche 90-315.03/05/20.0303200430 


— 3303200465 Responds to 821213 ltr re potential inadettuac 1 es of public 
notification sys at Harren Dunes State Park in event of 
nuclear emergency Based on info provided, proposed sys would 
be adequate to warn surrounding population 

ANDERSON. J T Federal Emergency Wanage/nent Agency BJ/OA/OI 
KEPPLER,. J, >0 Region 3, Office af Director 3pp 10513 00^ 24X 

Fiche 50-3 1 5, 03 /03/20, 8309200458 


0309230465 Responds to 030322 ltr discussing activities of ANB Special 
Committee on Source Terms Jnfo meeting to present work of 
committee ueicomed 

PALLADIND. NJ Commissioners 83/05/02 STRATTON/M It American 
Nuclear Society Ip 16542 191. 


*8305230469 Discusses activities of ANB Special Committee on Bovrci 
Terms Meeting to discuss source term issue & present work of 
committee proposed 

STRATTON. W R American Nuclear Society 03/03/22 PALLADiNOiM J 

Commisslpners 2pp 10342 192 


6303230474 Forwards "NRC/FEMA Joint Quarterly Rept to Congress on 
Emergency Preparedness. Jan-Mar 1983 ” 

PALLADIND. N J Commissioners OIUFFRIDA, L 0 Federal Emergency 
Management Agency 83/03/03 SIMPSON, A K Senate, Environment i 
Public Norks 2pp 10342 134 


•6305230479 "NRC/FEMA Joint Quarterly Rept to Congress on Emergencu 
Preparedness, Jan-Mar 1903 •' 

* hfRC - No Detailed Affiliation Given * Federal Emergency 
Management Agency 63/03/31 39pp 10342 136 


0309240036 Forwards request for OMfl review & supportino statement re 
NURE0-0737i TMl action plan 

NORRY. P 0 Office of Administration 03/09/19 SCURRY. M Office 
of Management it Dudget Ip 10394 260 


8309240400 Forwards INPO "Evaluation of Oyster Creek Nuclear Oenerating 
Station, 1982 " Evaluation conducted 821029-1101 
nftUNNER. E J Division of Project 8, Resident Programs 03/03/06 
TAYLOR, JM Division of Reactor Programs <pro 830103). Ip 
10971 313 24X Fiche 90“219 j 83/03/06, 8303240409 


0303240476 "Evaluation of Oyster Creek Nuclear Oenerating Station. 
1902 " 

a Institute of Nuclear Power Operations 83/03/31 44pp 
18571 316 24X Fiche; 90-219. 83/03/06. B3D32404BS 


8309240910 Forwards *'R£ Oinna Nuclear Power Plant. 1902 Evaluation " 
BRi/NNER. E J Division of Engineering it Technical Programs 
83/03/06 TAYLOR, J M Division Of Safeguards 6 Inspection Prqgrami 
(Post 830103} CASE. E o Office of Nuclear Raactor Regulation, 
Director Ip 18571 274 24X Fiche 30-244.83/09/06.0309240910. 


—8305240519 "RE Oinna Nuclear Power Plant 1902 Evaluation. " conducted 
during wks of B2033I it 0607 

a Institute of Nuclear Power Operations 03/05/06 41pp 
18371 275 24X Fiche 30-244,83/05/06,8305240310 


B30526037S Speech entitled "NRC Looks Ahead." presented «t 030523 INPO 
meeting ef plant managers In Atlanta.GA 

STELLD, V Regional Operation* 8c Generic Requirements 03/05/23 
6pg 18647 270 


0303270107 NUREO/CP-0043 

JOINT NHC/AN8 MEETING ON BASIC THERMAL HYDRAULIC MECHANISMS 
IN LWR ANALYSIS 

HSLT. Y Y. . LEE. R American Nuclear Society 83/04/30 Office pf 
Nuclear Regulatory Research. Director 612pp 10649 118. 


0303310049 Responds to 830323 ltr outlining specific proposals for 
ameliorating facility offsite preparedness situation it views 
on emergency preparedness regulation FEMA will assist in 
improving federal laws re emergency preparedness 
OtUFFRIDAiL 0 Federal Emergency Management Agency 03/09/29 
CUOMO, M H Hew York. State of 4pp 10633 204 24X 

Ficha 50-247,03/09/23.0303310049 


PR PROPOSED RULE 


0304270179 Advises of rev in due date for submittal of proposed final 
rule on Tech Specs to CROR 6 AEOD, Final package will be due 
at CROH on 030731 t, at AEOD on 830030 

THOMASrC 0 Standard! zatlon & Special Projects Branch 03/04/19 
EISENHUT, D 0 Division of Licensing 2pp 18244 16? 


8304200121 Package of two comments opposing proposed rule re NRC policy 
statement on regional i xatlon 

NAY. DC. TREXLER.R C Affiliation Unknown 4BFR 12619 83/04/22 

Office of the Secretary of the Commission 2pp 18231; 893 


0305020422 Notion to allow Citltens Assoc for Sound Energy to file 
written argument on issue In lieu of presenting oral 
argument at B30H9 hearing Citizens do not have finances to 
come to Bethesda.MD for 46-mlnute argument. 

ELLIG. J Cltlieni Association for Bound Energy 83/Ol/lL Atofllc 

Safety and Licensing Appeal Panel 2pp 10203 001 24X 

Ficha* 30-443. 83/01/11, 8303020422 


— 8305020430 Written argumsnt on issues to be argued orally on 63011? in 
BetheidaiMO Citizens Assoc for Sound Energy uneble to attend 
or find representative Whistleblower protection discussed 
ELLIS, J Citizens Association for Sound Energy 03/01/11. 

Atomic Safety and Licensing Appeal Panel 69pp 18203 003. 24X 

Fiche 90-443,03/01/11,8303020422 
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’8309020437 Forward* Gitiien* Assoc for Sound Energy witness J Doyle 
affidavit re blacklisting due to testimony at hearing* 

ELLlSiJ Citiiens Association for Sound Energy 83/01/18 
ROSENTHAt-i A 8 Atomic Safety and Licensing Appeal Panel Ip 
iaSG3 068 24X Flche 90-449.03/01/11.8303020423 


-'0309020444 Affidavit of J Doyle re blacklisting due to testimony at 
hearings NEC should take immediate & stringent measures to 
stop Insidious practice NEC current protection for 
whistleblowers is farce & charade Certificate of Svc end 
DOVUE. J Affiliation Unknown 83/01/17 4pp 18283069 24X 

Flche 30-443. 03/01/1 1 , 8309020422 


0309030069 Comments on 030415 final tOCFRSO 73 rulemaking package re 
UERt Concerns listed 

MARTIN. J a Region 9. Office of Director 83/04/27 HELTEMES. C J 
Director's Office 2pp 18300 398 


8309030416 Package of two comments supporting proposed rule 10CFRD5 re 
group licensing for certain Group W medical devices 
ROB1N90N.R 0 American College of Nuclear Physicians STRAUBS^ R J 
Affiliation Unknown 4BFR13109 83/04/29 Docketing & Services 

Branch 4pp 16306 316 


8309030418 Comment* on proposed rules 10CFR2 4 90 re granting temporary 
OLt Opposes rule 

LEMISi M I Lewis. M 40FR14926 002 83/04/22 Office of the 

Secratary of the Commission Ip 1B306 247 


6309030430 Comments on proposed rule re alternative programs for 
improving QA & QC In const of nuclear power plants NEC 
considerations should be to assure that regulatory 
framsbiork combines activities of licensee h NEC 

OFREA.O W Houston Lighting Power Co 48FE9106 013 03/04/22 

CH1LK.8 J Office of the Secretary of the Commission 9pp 
18292 194 


0309030437 Comments on proposed rule re QA programs for const of 
nuclear power plants Supports improvement of QA program 
CQHPTQN. N Affiliation Unknown 4aFR9lQ6 014 83/04/25 Office 

of th* Secretary of the Commission 4pp 18306 320 


03Q9030461 Package of three comments on proposed rule re planned 
studies of QA programs for const of nuclear power plants 
KELLY. R 6 Stone ^ Hebster Engineering Corp UHEIO. R E Florida 
Power U Light Co AlLEN. R E Power Engineering 4BFn9l06 
93/04/29 Docketing & Services Branch 13pp 18306 280 


6309030472 Comments on proposed rule re NRC policy statement on 
reg tonal 1 zation Supports rule Special attention should be 
given to areas of staf f Ing. regional ofes i< mechanisms to 
assura uniformity in program administration 
QlESe. D U Minnesota. State of 4eFR12619 028 83/04/26 

CHILK. 3 J Office of the Secretary of the Commission Ip 
19306 214. 


6309030480 Comments on proposed rule tOCFR39 adding Croup IV medical 
device for instantaneous Imaging w/l-125 sealed source 
(lizieeope) Supports rule 

TANSEYjW j Downers Orove Orthopedic Associates. Downers Drove. IL 
48FR13189 007 83/04/22 Docketing Ik Services Sranch tp 

18292 174 


8309030407 Comments on proposed rule re policy statement on 
regionalization Opposes rule 

MORTHENiM Affiliation Unknown 4BFR 12619 026 83/04/20 Office 

of the Secretary of the Commission ip 18308 890 


6309030590 Comments on proposed rule re policy statement on 
regionalization Bupporti rule 

TEDFORDiG F Arizona, State of 40FR12619 027 83/04/22 

Docketing 4t Services Branch 2pp 10306 089 


8309060236 Comments on proposed rule re d ecentra 1 1 zation of NRC 
headituarter functions Opposes rule 

FREYtD o Sassafras Audubon Society 40FR12619 031 03/09/02 

NRC - No Detailed Affiliation Given 2pp 18349 191 


8305060244 Comments on proposed rule 10CFR50 re changes to regulations 
on Tach Specs for nuclear power reactors Endorses concepts 
embodied in rule Urges Commission to implement rule on 
schedule reflecting priority 

CQUNSiLiU 0 Northeast Utilities Service Co C0UN8IL. H 0 
Northeast Utilities 47FR13369 032 03/04/25 CHILK. 9 J Office 

of the Secretary of the Commission 3pp 10349 193 


0309060294 Comments on proposed rule 10CFEi40 re removal of Apps A 
through H from financial protection requirernient* 8< 
indemnity agreements Opposes rule 

OUCMA.L T. Georgia power Co 4BFE9304 018 83/04/28 Docketing 

S( Service* Branch 2pp 18349 222 


8305060209 CommentB on proposed rule re draft NRC policy statement on 
r ag lonal 1 tati on Supports rule 

E^tCHQAUM. W M Maryland. State of 40FR12619 029 83/04/20 

DIECKSi N J Office of the Executive Director for Operations Ip 
18344 324 


Q3-0906O294 Comments on proposed rule re decentralization of NEC 
licensing functions Requests maintaining centralized 
licensing function for radiopharm business to enhance 
safety of emp I oyees. cu s tomers V public 

WHITE. L M 0yncor Interna t innal 48FRi2619 030 83/04/29 

Docketing & Services Branch 2pp 18344 320 


0309060302 Package of three comments on proposed rule re planned 
studies of QA programs for const of nuclear poiuer plants 
OUSTAFSON. L D Affiliation Unknown HENRY. W O Duke Power Co 
WElfiS.E R Union of Concerned acientists 4BFR9106 83/05/02 

Docketing L Services Branch 29pp 16344 108 


0303060436 Commeitts on proposed rule 10CFE35 re group licensing for 
certain Group iv medical devices Supports rule 
GARCIA. M J Affiliation Unknoun 4aFRl3ie9 OIG 83/09/02 
Docketing tr Services Branch 2pp 10343 149 


0303060437 Comments on proposed rule re QA/QC for const of nuclear 
power plants prepared by D Hubbard on behalf of NRDC 
Supports rulp 

O'NEILL. J Affiliation Unknown 4BFR9106 022 83/05/03 

Comml s Stoners tp 18343 14S 


0305060430 Comments on proposed rule re planned studies of QA programs 
for const of nuclear power plants 

TIEENAN. J A Baltimore Oas Electric Cq 48FE9106 02 J 83/04/29 
Docketing Sc Services Branch 3pp 18343 151 


0303060573 Comments on proposed role lOCFRSO re environ qual i f ic ation 
Hany operating plants operating w/unqua 1 i f i ed equipment U 
w/o justification NRC made finding that justifications 
adequate NRC should be obligated to enforce requ irements 
WEI8S.E R Harmon 8« Weiss 47FR2876 087 83/04/19 

PALLADINO. N vJ , ASSELSTINE. J , AHEARNC. J F Commissioners 2pp 
18348 349 


0305110012 Comments on methods for improving quality of nuclear power 
plant const, per B3032B request Focus of NRC QA/QG programs 
should be shifted away from program content & more towards 
actual program performance 

MARIANt.L P « CARNEY. J American Nuclear Insurers 4eFR9l06 031 
83/09/03 DEYOUNG. R C Director's Office. Office of Inspection and 
Enforcement 3pp 18409 020 


8305100266 Comments on proposed rule re NRC policy statement on 
r eg tonal i latl on Supports rula 

WITHERS. D 0 Portland General Electric Co 48FR12619 039 
83/09/02 Docketing Services Branch 2pp 18490 060 


03D510O2'72 Comments on proposed rule re NRC policy statement on 
regionalization Opposes rule 

ELLIS. J Citiiens Association for Sound Energy 48FRi2619 033 
83/09/02 BTello. Y Reglenal Operations A Generic Requirements 
7pp 10490 062 


8305100306 Comments on proposed rule re planned studies of QA programs 
for const of nuclear power plants Opposes rule Present QA 
programs adequate Implementation & timeliness of programs 
require more active part ic 1 pat 1 on 

ECKERT. R f1 Atomic Industrial Forum 4BFn9106 D23 83/05/06 

Docketing & Dervlces Branch 3pp 18486 014 


*'-6303100313 "Positive Experience in Designing €» Constructing Nuclear 
Power Planks " 

« Atomic Industrial Forum 03/01/31 GBpp 16406 017 


8305180330 Comments ot» proposed rule re planned studies of QA/QC 
programs for const of nuclear power plants Extension of 
deadline for public comments requested so public input will 
be considered in studies 

FREY. D 0 Sassafras Audubon Society 48FR9I06 024 83/05/05 

HARP8TER. T L QA Branch 2pp 18486 055 


03Q5taO334 Package of three comments opposing NRC policy statement on 
regionalization 

PENNER.P S lUinoiSi State of RUZICKa.W 0 Union Carbide Corp 
RUBLIiNQ. D H IntertoTi Dept of. Geological Survey 4eFftl26l9 
83/09/t3 D'QCketing N Services Branch 9pp 18486 289 


8309100341 Package of two comments opposing proposed rules 10CFR2 8< 50 
re issuance of temporary DL & significant hazards 
ci>ns id eration 

DOUGHERTVi J 0 Dougherty* J D LANPHER.L C Kirkpatrick. Lockhart. 
Hill. Christopher Phillips 40FR14926 03/05/06 Office of the 

Secretary of the Commission i9pp 10486 269 
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B3051B0342 Comments on proposed rule 10CFR50 re stds for determining 
whether license amends involve no slgnlflcent haiards 
considerations Supports rule Changes to current Commission 
practices con be achieved ur/o compromising public s-afetg 
HELFRICH. R E Yankee Atomic Electric Co 4eFRl4B64 016 83/05/06 

Oocketing & Services Branch 6pp 18482 001 


8303160347 Package of two comments opposing proposed rules 10CFR2 & 30 
r« Issuance of tempnrarg OL & significant hazards 
consld eraklons 

H1ATT«S L Ohio Cltitens for Responsible Energy TIEPKE< J H 
League of Women Vote^rs of Suffolk Co . NY 4eFRl4726 03/03/09 

Docketing Services Branch 3pp 10483 291 


8303180331 Comments on proposed rule re NRC policy statement on 
reg lonel 1 latlon Policy has potential to improve quality of 
nuclear regulation If definitive policies & proper mgt 
controls are developed in advance of Implementation 
□WEN,M H Atomic Industrial Forum 4eFR126l9 032 B3/05/04 

Docketing & Services Branch 4pp 104B5 276 


03O31GO333 Package of three comments opposing NRC policy statement re 
reg ianal i xatlon 

LEVINE^S H Pennsylvania State l/nlv RICHARDS/W J American 
Nuclear Society BUDNITZ^R j Future Resources AssociateSj Inc 
4eFftl26l9 83/03/09 Docketing U Services Branch 6pp 
18483 362 


8303160336 Comments on proposed rule 10CFR30 re stds for determining 
whether license amend involves no significant hazards 
considerations Rule does not meet Congressional mandate 
WE158>£ R / BISHOP. L L Onion of Concerned Scientists 48FR14S64 
D03 83/05/06 Commissioners 17pp 1S483 243 


63051603S8 Package of five comments on proposed rule tOCFRSO re stds 
for determining whether license amends involve no 
significant hazards considerations 

KEARNEY. J J Edison Electric Institute TIERNAN. J A Baltimore Oas 
& Electric Co a LeBoeuf. Lamb. Leiby I. HacRae 48FR14864 
83/85/09 Docketing & Services Branch i9pp 18489 226 


8303180363 Comments on proposed rule 10CFR30 re environ qual 1 f Ication 
NRC shirking responsibility to enforce environ qualification 
rule promulgated on 830106 

CURRANiD . t^ElSS.E R Harmon St Weiss 47FR3e76 0GB 03/05/04 
PALLADINO.N J . ASSELSTtNE. J . AHEARNE. J F Commissioners 3pp 
18483 S14 


B3O5180364 Comments on proposed rule lOCFRSO re stds for determining 
whether license amends Involve no significant hazards 
considerations Rule vague & unsatisfactory 
OOUOHTYi J Seacoast Anti-Pollution League 4SFRi4864 Oil 
83/03/06 Docketing It Services Branch ip IB490 334 


8305180369 Package of two comments opposing lOCFRSO re stds for 
determining whether license amends Involve no significant 
safety hazards consideration 

PREY.D 0 Basiafras Audubon Society ODROSKOW. J Three Mile Island 
Alert 48FRH864 83/05/07 Docketing & Services Branch 4pp 

18490 330 


8309180378 Comments on proposed rules 10CFR2 St 50 re significant 
hatardi consideration Sc issuance of temporary OL Supports 
rules 

CONUAYi D Atomic Industrial Forum 48FR14926 83/03/06 

Docteting & Services Branch 4pp 18482 039 


8305160383 Comments on proposed rule lOCFRSO re notification 
consultation u/itate In emergency situation Situation should 
exist when plant already in shutdown could be prevented 
from startup because NRC failed to act In timely manner 
BRADBURY. R B Stone & Webster Engineering Cnrp 4BFR14664 004 
&3/05/04 Docketing S' Services Dranch ip 18490 343 


8309180404 Package of two comments opposing proposed rule lOCFRSO re 
ftd« for determining whether license amend involves no 
significant hazards considerations & notification of & 
coneultation w/states 

AXELRAO. M Lowensteln. Newman. Rais. Axelrad I. Toll HIATT. S L 
Ohio Citizens for Responsible Energy 4eFRl4864 83/09/03 

CHILK.S J Office of the Secretary of the Commission Spp 
19406 001 


0309180425 Comments on proposed rule 10CFR33 re adding device to 
Schedule A. Group VI used for Instantaneous imaging w/I-l23 
seeled source Supports rule 

DEYE.xJ A American Association of Physicists in Medicine 4BFR131S9 
012 03/03/05 PALLADINO.N J Commissioners 2pp 184B3 300 


8305180436 Comments on proposed rule 10CFR35 re adding device to 
Schedule A. Group VI used for instantaneous Imag i ng. w/I-125 
sealed source (Llxlscope) Supports rule 

SDNDAO.T J Good Samaritan Hosp Downers Grove. IL AGFRlSia? Oil 
03/03/03 Docketing Services Branch Ip I84S6 194 


8303180449 Package of two comments opposing proposed rules lOCFRS k 
30 re Issuance of temporary DLs 

LATHAM. S p Twomey, Latham & Shea REYNOLDS. N 8 . MORIN, k A 
Debevoise St Liberman 48FRi4926 83/03/09 CHILK. 8 J Office Of 

the Secretary of the Commission lOpp 16486 184 


83031B04S4 Comments on proposed rules 10CFR2 8< 50 re issuance of 
temporary DLs 

BRADBURY, R 8 Stone U Webster Engineering Corp 48FR14926 007 
83/03/04 Docketing & Services Branch Ip 18466 183 


6303180460 Package of two comments opposing proposed rule lOCFRSO ri 
significant hazards considerations 

TIERNEY, je , AHRENS, P . BTERN. P Minnesota. State of 48FR14864 
83/03/10 Docketing t* Services Branch 13pp 18463 101 


6309200216 Package of two comments apposing proposed rule re NRC 
policy statement on regionalization 

DEWITT.R B Consumers Power Co GAGE. K Nuclear Information & 
Resources Services 48FR1261? 83/09/16 Docketing Services 

Branch 3pp 10317 093 


0309200222 Comments on proposed rule re studies of QA/QC programs 
at nuclear power plants Supports rule 

CAMPBELL. 8 E Slnnlsflppl Alliance for the Environment (SAFE) 
48FR9106 029 83/03/12 Office Of the Secretary of the 

Commission 2pp 18317 100 


0303200296 Comments on proposed rule re NRG policy statement on 
regionalization Supports regionalization concept 
ROBINSON.R 0 American College of Nuclear Physicians 40FR186£9 
044 83/09/16 Docketing & Services Branch ip. 10316 272 


0303200304 Comments on proposed rule re NRC policy statement on 
regionalization Opposes rule Potential problem re handling 
generic Issues as result of occurrences in plants under 
const foreseen 

RAHE.E P Westinghoufi Electric Corp 48FRI2619 043 63/09/12 

CHtLKi 8 J Office of the Secretary of the Commission 2pp 
18917 021 


6309200441 Package of two comments opposing proposed rule lOCFRSO r* 
notice 6 state consultation stdi for determining whether 
license emends involve no significant hazards 
considaratlons 

C0UN8IL. W G Northeast Utilities LEWIS. H I Lewis. H 40FR14a64. 
03/09/16 CHILK. B Office of the Secretary of the Commission 

I3pp 18316 120 


8303200436 Requests comment period for proposed rule on OA programs be 
extended until full Impact of QA breakdown leading to ATWS 
at Salem fully assessed 6 reported 

LEWIS. M 1 Lewis. M 48FR9106 026 83/05/12 Docketing tt 

Services Branch 2pp 10312 360 


0303200461 Comments on proposed rules 10CFR2 & 50 re issuance of 
temporary OL Supports rule 

PATTERSON. J D Middle South Utilities, Inc > Middle South Energy. 
Inc 4BFR14926 010 83/09/06 Docketing 8( Services Branch Spp 

10913 021 


8303200470 Submits UCS comments on proposed role re NRC policy 
statement on rtg tonal i zation Opposes rule 
WEISS. E R Harmon & Weiss 40FR12619 046 83/09/17 

Commissioners 6pp 10913 013 


8303230324 Revised procedures for processing license amends for power 
reactor testing facilities (Sholly leg 1 slatlon ), Inter im 
final rules for notice Ir state consideration & stds for 
determining whether amends Involve no hazards end 

EI8ENHUT, D 0. Division Of Licensing 83/09/06 17pp 1897AM79. 


-'8309230333 Interim final rule for 10CFR2 & 10CFR50 re revised 
procedures far processing license amends b notice t. state 
consul tatl on 

CHILK. S Office of the Secretary of the Commission DL0P-22B, 
03/04/04 34 pp 18376 196 


■0303110301 “Btrfs for Determining Whether License Amends Involve No 
Significant Hazards Considerations " Interim final rule 
Dissenting views of Commissioners Asselstlne & Olllnsky rt 
use of Sholly amend end 

CHILKi 8 J, Office of the Secretary of the Commission DLDP-^220^ 
83/04/04 4Spp 10376 230 
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S3092-304S0 Retpondf to 030314 Itr gaging implementation of spent fuel 
proviiion* of Nuclear Waste Pollcg Act <P L 97’'423J 
Propota<f rule 10CPR93i "Criteria for Determining Adec^uacg 
o# Available Spent Nuclear Fuel Storage Capacity" end 
PALLADINO^N J Commissioners 83/04/S7 RILEY, R W South 
Carolina, State of 2pp 10342 027 


‘8305230425 Proposed rule 10CFR33, “Criteria Procedures for 
Ditarmlnlng Adequacy of Available Spent Nuclear Fuel 
Storage Capacity " 

CHILKj S J Office of the Secretary of the Commission 83/04/26 
20 pp 1B342 029 


S30524019S Ac k receipt of 830315 Itr expressing concern re Commission 
treatment of license amend request concerning reracking of 
spent fuel storage pools In interim final rule License 
amend requests examined on case^by-case basis 

PALiADINOiN J Commissioners 03/04/22 8INP80N, A K House of 
Rep t Environment 4c Public Works 2pp 10594 001 


■830S240167 Ac k receipt of 030315 Itr expressing concern re Commission 
treatment of license amend request concerning reracking of 
spant fuel storage pools In interim final rule License 
amend requests examined on case'-by-case basis 

PALLADINOjN Commissioners 03/04/22 HART, 0 House of Rep . 
Environment & Public Works 2pp 13594 003 


— B309S4017? Ack receipt of 030313 24 Itrs expressing concern re 

Commission treatment of license amend requests concerning 
rtracking of spent fuel storage pools in interim final rule 
Amend requests examined on case'^by-case basis 

PALLADINO^N J Commissioners 83/04/22 HITCHELUQ J House of 
Rtp I Environment U Public Works 2pp 18594 005 


”~8305240190 "Gtds for Determining Whether License Amends Involve No 
Significant Hazards Cons 1 derations. " 10CFR5O interim final 
rule, Amends regulation to specify stds for determining if 
requested amend to OL involves significant hazards 
CHILK. 0. J Office of the Secretary of the Commission 83/04/04 
44pp. 18994 007 


930925037S Comments on proposed rule re planned studies of OA programs 
for const of nuclear pouer p lants, Supper ts program 
* Affiliation Unknouin 4GFR9106 020 03/05/14 Docketing «< 

Services Branch ip 18592 100 


93052503G1 Comments on proposed rule re planned studies of QA programs 
for const of nuclear power p lants, Supports INPO const b 
evaluation program. Further use of thlrd'-party sves may 
result in reduction of util responsibility 

EDELMAN. M R Cleveland Electric Illuminating Co 48FR9106 027 
S3/09/16 Docketing ^ Services Branch Ip 18992 101 


8309250406 Package of two comments supporting proposed rule re MRC 
policy statement on regionalization 

RETNOLEkS.N S, Dcbevolse 6 Liberman BRADOURYi R B Stone 6 Webster 
Engineering Corp 46PR12619 03/09/19 CHILK. S J Office of the 

Stcretary of the Commission 7pp, 18992 084 


8305290409 Comments on proposed rule re NRC policy statement on 
regionalization Supports rule 

MUSOLFtD, Northern States Power Co 4BFR12619 090 83/09/16 

Docketing 6 Services Branch 2pp 10909 330 


0309290419 Package of two comments opposing proposed rule re NRC policy 
statement on regionalization 

UHRIOjR E Florida Pouer U Light Co a Affiliation Unknown 
4BFRI2619, 83/09/20 Docketing 6 Services Branch 7pp 

16989 274. 


9309290420 Comments on proposed rule re NRC policy statement on 
regionalization Supports rule 

KEARNEYi J Edison Electric Institute 4BFR126J9 047 83/09/16 

CHlLKtS J Office of the Secretary of the Commission 2pp 
16989:281, 


8309290422 Comments on proposed rule i0CFR90 re license amends 
Involving no significant hazards consideration NRC proposal 
vague Jk open to interpretation 

e Affiliation Unknown 4BFRl4a64 019 83/09/14 Docketing I. 

Services Brench Ip 18503 398 


6305290409 Forwards comments on proposed rule 10CFR90 re stds for 
determining whether license amends involve no significant 
hazards considerations. 

FLYNNiB F. Carolina Power k Light Co 48FRl4e64 010 83/09/16 

GHILK«6 0 Office of the Secretary of the Commission ip 

18988-299. 


— 8305290493 Comnxints on propos&d rule 10CFR50 re atds for determining 
whether licence amends involve no significant hazards 
cons I d erat Ions 

HURFORD. W xJ Carolina Power & Light Co 48FRI4S64 010 83/05/16 

CHILK, 5 J Office of the Secretary of the Commission 3pp 
18508 300 


B3O9250517 Package of two comments on proposed rule re QA program for 
const of nuclear power plants 

HILKINSGN, E P Institute of Nuclear Power Operations MARIANI, L P . 
CARNEY, American Nuclear Society 4BFR9I06 83/09/23 
DEVOUNO, R C Director's Office, Office of Inspection and 
Enfarcement 9p p 18988 268 


Q309250S29 Forwards J Jackson comments on proposed rule re QA programs 
for const of nuc 1 ear power plants 

STINSON, R C Management Analysis Co 48FR9106 029 03/04/25 

OlRCKStW J Office of the Executive Director for Operations Ip 
10988 230 


-‘-Q305290935 Comments on proposed rule re QA programs for const of 
nuclear power plants Recommends strong emphasis on QA mg t 
o X per i ence 

JACKSON. J Management Analysis Co 40FR91O6 029 83/04/22 

TAYLOR, J M Division of Safeguards 6 Inspection Programs (Post 
830103 > 3pp 10908 231 


830SS70003 Comments on proposed role re NRC policy statement on 
reg 1 ona 1 k lotion Major technical activities re plant 
licensing should remain ulthln NRR jur isdi cat i on 
BRADBURY, R B Stone 4- Waboter Engineering Corp 4BFRia6l9 049 
03/09/16 Docketing 6 Services Branch tp 18630 329 


PROJ PROJECTS - PREDOCKET LICENSING 


B3090306Q8 Clarifies definitions of plant 6 project low level radwastos 
to be used in developing West Valley Demonstration Project 
mgt plan 1. subsequent environ assessment dacumanta tlon 
HANNUH. WH Energy. Dept of 22197 03/04/01 CLARK, A T 

Advanced Fuel !< Spent Fuel Licensing Branch 2pp 10309 I3B 24X 
Flche 90-201.83/04/01.8309030688 


0309040092 Forwards comments on 030224 topical ropt, "Topical 8AR for 
Castor Cask Type ISFSl (Dry Storage) '' Revised rept still 
lacks adequate definition re design requirements 6 
ob J ec tl ves 

ROUSE. L C Advanced Fuel 6 Spent Fuel Licensing Branch 83/04/22 
ROLLINS. J D Oesellschaft fuer Nuklear Service. mbH 33pp 
18320 187 


0309060261 Forwards Vol 2 to "Annual Environ Rep t. Rad lological. 1982 
81EBER.J D Ouquesne Light Co NDIMSL 2463 83/04/25 

WIGQINTON. 0 Operating Reactors Branch 1 Ip 18344 193 24)f 

Fiche 90-334.83/04/29.8309060261 


—0305060269 Vol 2 to "Annual Environ Rept. Rad i olog i cal, 1902 ' 
♦ Duquesne tight Co 83/04/25 I26pp 18344 194 24X 

riche 90-334.93/04/29.8305060261 


0309090212 Forwards proprloterij "West i nghouse Advanced PMR Prstendering 
Module 9 - Chemical 6 Vol Control Sys " Application for 
withholding 6 affidavit end Rept withheld (ref 10CFR2 790) 

RAHE.E P Westlnghouse Electric Corp NS-EPR-2799 83/04/29 

EISENHUT, 0 0 Division of t.£censlng 2pp 10362 342 


—0309090202 Application for withholding proprietary “Westinghouse 
Advanced PWR Pretendering Module 5 - Chemical tt Vol Control 
Syi " Affidavit end 

UlESEMANNi R A Westlnghouse Electric Carp AH-B3-36 83/04/29 

EIBENHUT. D 0 Division of Licensing 9pp 18362 344 


0305100339 Notifies of applicant request for leave to withdraw appeal 
In instant matter 

ADRAONA. J M Bp leg el 4c McDlarmld ADRAONA.J M Pacific Oas 6 

Electric Co ISSUANCES A 83/09/09 ROSENTHAL. A 8 , MOORE. T 8 . 
EDLE8. 0 J Atomic Safety and Licensing Appeal Panel Ip 
18370 399, 


0309100346 Advises that author will present 830918 oral argument on 
behalf of util re intervenor Northern California Power 
Agency appeal from 830119 memorandum 6 order 

FALLIN. J F Pacific Oas «< Electric Co I5SUANCE6 A 83/09/04 
SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel Ip 
18379 018 


0305110349 Order granting Northern California Pouer Agency motion for 
leave to withdraw appeal from 830119 memoranilum L order In 
antitrust proceeding Order scheduling appeal from B3051G 
oral argument vacated 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel ISSUANCES 
A 03/09/09 Pacific Gas Electric Co Ip 1B406 106 
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e30Sl3037A Reaueit* Jdcll info re 030201 aFfidavit requesting Apps 1,3p 
3,6 tx 10 of Rev 1 to "ro;ical SAR for Castor Cask Type 
ISFSI fDry Storage),” lie ulthfteld (ref lOCFf59 5 ft, 2 790) 

ROUSE, I- C Advanced Fuel & Spent Fuel Licensing Branch 03/05/03 
ROLLINS-J D C-esei 1 scliaf t fuar Nuklear Service, (nbH Ip 
1BA56 226 


0303160363 Foruiarda nonproprietary i, proprietary versions of "Topical 
Rept for REA 2023 Dry Storage Cask far DWR Spent Fuel," per 
10CFR72 Affidavit to withhold proprietary info enct W/o 
proprietary version 

PARKER. PE Ridihalgh. Cggars ft. Associates 22161 03/04/14 

ROUSE, L C Advanced Fuel h Spent Fuel Licensing Branch 4pp 
19473 021 


— 8305160365 "Topical Rept for REA 2023 Dry Storage Cask for BUR Spent 
Fuel " 

» Ridihaigh, Eggers & Associates 22161 03/04/06 574pp 

18473 023 


B303iaoeo5 Responds to 030329 Itr requesting records of former NRC- 
Hcensed burial area Arrangement should be made u/DOE for 
site access 

UNITE, I L New York, State of. Energy Research & Development 
Administration 22RJ3 03/04/12 CUNNINGHAM, R E Division of Fuel 

Cycle ftr Material d^afety Ip 18305 350 


0305180810 Responds to B30307 Itr advising of continued monitoring of 
Series 1980 Sr C982 wells by DOE Ultimate disposition of 
uells uiil be determined by OQE t* EROA prior to completion 
of project 

DEEQERjT K New York, State of. Energy Research ft. Development 
Administration 22214 83/04/13- CUNNINGHAM, R E Division of Fuel 

Cycle h Material Safety Ip J6505 352 


8305230015 Forwards Rev 1 to "Functional i' Operational Requirements 
foT Component Test Stand,” for comments by 030515 
HUNMUM,W H Energy, Dept of, Idaho Operations -Ofc 83/04/10 
CLARK, A T Advanced Fuel ft< Spent Fuel Licensing Branch Ip 
18542 232 24X Ficfie 30-201.83/04/10,8303230013 


— 8305230020 Rev 1 to "Functional ft. Operational Requirements for 
Component Test Stand *' 

e West Valley Nuclear Services Co , Jnc B3/03/23 S2pp 
18342 233 24X Fiche 50-201,03/04/18.9303230015 


8305230041 Forwards '‘Topical Rept for REA 2023 Dry Storage Cask for OWR 
Spent Fuel, " for review 

PARKER, P E Ridihalgh, Eygers U Associates 1098/83/57 03/04/14 

RQUSEj L C Advanced Fuel fti Spent Fuel Licensing Branch Ip 
18343 132 


■8305830056 Forwards affidavit requesting withholding of proprietary 
info included in "Topical Rapt for REA 2023 Dry Storage Cask 
for Spent Fuel,*' (ref 10CFR2 7901 

PARKER, P E Ridlhalgh, Eggors U Associates 1090/83/58 
03/04/14 ROUSE. L C Advanced Fuel ft, Spent Fuel Licensing Branch 
app 10343 133 


8305240614 Requests comments on "'Gealagical Recommenda tians for 
Investigation of NRC Disposal Area.** by 830527 
HANNUH. W H Energy. Dept of. Idaho Operations Ofc 22219 
83/04/21 CLARK, A T Advanced Fuel ftc Spent Fuel Licensing Branch 
Ip 18393 142 24X FJehe 50-201,03/04/21,8303240614 


— 8305240618 "OdDlogiCal Recommendations for Investigation of NRC 
Disposal Area " 

tt West Valley Nuclear Services Co , Inc 22219 93/03/16 21pp 

10593 143 H4X Fiche 30-201,83/04/21,8305240614 


6305260393 Responds to Itrs requesting comment re disposal of law 
level radua-ste DDE plan for disposal acceptable Detailed 
waste packaging info, per 10CFR61, requested C-ontments end 
CLARK, A T Advanced Fuel L Spent Fuel Licensing Branch 03/05/16 
HANNUM, W H Energy. Dept of I4pp 10647 193 


PT2i NDNCaWPLlANCE REPORTS AND RELATED CORRESPONDENCE 


03O413D354 Part 21 Rept U-48 P interim deficiency rept re CE ARR-30 ft, 
AKH-30- circuit breakers Initially reported on 030211 
Aisessment of safety implications ft, corrective actions 
requBitod of AE Final rept expected by B30429 
SCHNELt, D F. Union Electric Co lOCFR 030 55E 83/04/07 

8RESSARD, R L Division df Project ft^ Resident Programs ip 
17992 120 24X Fiche. 50-000, 83/04/07.8304130354, 


8303020133 Supplemental Part 2i Rept 6 re possible th ermotta t Ic 
valve malfunction fail-safe to full cooling position Lower 
overrun assemblies In Robertshaw valves on diesel generator 
sets replaced w/assombl i es using cotter pins 

MORIArtv, J M Colt Industries, Inc 03/04/21 KEPPLER, J Q. Region 
3. Office of Director ip 18370 219 24X Fiche 30-463,03/04/21, 

8303020133 


8305030291 Supplemental response to Part 21 rept re postulated pips 
crack In HPCl, RCIC, rcac tor water cleanup sys ft, main steam 
line drains Required mods will be Installed to meet 
requirements of environ qualification program 

DIETZ, C R Carolina Power ft. Light Co D8EP/e3-i260 83/04/26 

O'REILLY, J P Region 2, Office of Director Ip 18300 06 1 24)( 

Fiche 30-324,83/04/26.8305030291 


8303030300 Part 21 rept re linear indications identified In BA 106 
grade pipe Initially reported on G30413 Caused by mfg 
process error ft, ultrasonic exam Inadequacies All leamlett 
pipe put on hold ft, magnetic particle examined 

CARLISLE, C 9 Washington Public Power Supply System 002-83-349 
03/04/15 martin. J B Region 5, Office of Director 18pp 
1D297 070 24X Fiche 50-397,03/04/15,0305030300 


0303030370 Seventh interim deficiency rept re failure of bolts t, nuti 
to meet ASTM specs Initially reported on 810924 Results of 
analysis of bolting matl will be evaluated Next rept will be 
submitted by 030707 Also reported per lOCFRSl 

MILL8/L M Tennessee Valley Authority lOCFR 030 5SE 03/04/23 
O'REILLY, J P Region 2, Office of Director 2pp 16306' S17 24X 

Fiche 30-430,03/04/25,0303030370 


0305030387 Part 21 rept re pipe clamps for snubber/struts orlantad in 
off-axis direction Initially reported on 030224 ft, by IE 
Info Notice 03-13 Clamps will be replaced by end of Fall 
1903 refueling outage 

DIETZ, C R Carolina Power ft, Light Co 08EP/83-122O 83/04/22 

O'REIULY, J P Region 2, Office of Director 2pp 10292 316 a4}( 

Fiche 50-324,83/04/22.0305030387 


8309040486 Interim deficiency rept re nonconforming condition on 
Class IE low voltage switchgear mfg by Broun Dover! 

Electric Initially reported on 821222 Welding fix planned 
for cubicle EF2C09 Final rept will be submitted by 831130 
GDELMAN, M R Cleveland Electric Illuminating Co tOCFR 050 35E 
83/04/27 KEPPLER.J 0 Region 3, Office of Director 2pp 
IB3I9 353 24X Fiche 90-440,03/04/27,0305040406 


0305040496 Final deficiency rept re potential breach of seal integrity 
of hydrogen igniter Model 6043 glow plug component supplied 
by Power Sys Initially reported on 830207 Igniters repairtd 
Also reportable per Part 21 

EOELMAN, K R Cleveland Electric Illuminating Co lOCFR 090 55E 
03/04/27 KEPPLER, J Q Region 3, Office of Director 2pp 
10319 356 24X Fiche 50-440.03/04/27,8305040496 


G30S050122 Second interim deficiency rept re unqualified flex-host 
connections Initially reported on 021027 Problems 
reanalyied ft, flex-hose qual 1 f ications performed Also 
reportable per Part 21 

MILLS, L M Tennessee Valley Authority lOCFR 050 9SE 83/04/20 
O'REILLY, J P Region 2, Office of Director 2pp 18342 190 84X 

Fiche 90-438,03/04/28,8305090122 


8303090124 Final deficiency ft, Part 21 repts re pressure boundary fflsU 
supplied by Tube Line Corp failing to meet Tech Specs, 

Item 123 Initially reported pn 030330 Items rcturnad to 
vendor New fittings purchased 

PARSONS. R M Carolina Power 8, Light Co lOCFR 050 59E 83/04/20 

Q'REILLY, J P Region 2, Office of Director 4pp 18341*343 241f 

Fiche 50-400,83/04/28,8305090124 


0309050103 Interim deficiency ft, Part 21 repts re base metal defect In 
spool piece supplied by Southwest Fabricating ft. Welding Co, 

Initially reported on 830126 Vendor directed to shew 
preventive measures Final rept by 030801 

PARSONS, R t1 Carolina Power ft, Light Co lOCFR 030 59E 03/01/29 

O'REILLY, V P Region 2, Office of Director 4pp 18342' 240 24X 

Fiche' 90-400, 03/04/29, 03O5O3OIB5 


0305090299 Final deficiency ft. Part 21 repts re 480-volt switchgear 
design defect In secondary disconnects Initially reported on 
021 102 Brown-Boveri completed change-out of all old style 
stationary secondary disconnects 

PARSONS, R M Carolina Power ft, Light Co lOCFR 090 59E. 03/04/29 

O'REILLY, J P, Region 2, Office of Director 4pp 10338*016. aiX 
Fiche 90-400,03/04/29,8309050259 


0309110292 Third interim deficiency rept r« linear indications Ir Natl 
Valve ft, Mfg Co spool pieces initially reported on 820924. 

Vendor requested to supply list of spool pieces w/Heat Cods 
L636a7 Util awaiting reply Also reportable per Part 21 
MILLS, L M Tennessee Valley Authority lOCFR 090 99E 03/09/02 

O'REILLY, J P Region 2, Office of Director 2pp 10393.254 
Fiche 90-439,03/03/02,8305110292 
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8303110313 Part SI rapt ra hloti^-out panel in east tf ueat penetration 
araaa rnltlallg reported on B30S06 Structural framing sgs 
designed to protect flou transmitter & related instrument 
tubing 

BARHEiRfN R Oi 1 b er t/C ommonuea 1 th Cos 03/05/09 OEVOUNO.R C 

Director's Qfficei Office of Inspection and Enforcement Spp 
18393 19& 24X Fiche 30- 39Si 03/05/09. 03031 10313 


8303110322 Part 21 rept re ring duct stiffener failure Initially 
reported on 830306 Design change to eliminate alrflou- 
Induced vibration 8< redesign of ring stiffener submitted 
to util 

BARKER. N R Oi 1 b *r t/C ommonuea 1 th Cos 03/05/09 DBVOUNO. R C 
Director's Office. Office of Inspection and Enforcement 2pp 
18393 177 SAX Fiche 50-393. 03/05/09. 83051 10322 


8309110324 Part 21 rept re Tgpe 6A-1 Class IE relays Silicon controlled 
rectifier (BCR) in trip output circuit mag cause random trip 
output l>festlnghouse corrective action includes replacing SCR 
Wburti-in SCR 

DU^/ALLiD. 0 Broun Doverl Corp (subs Broun Ooveri i. Co , Ltd ) 

PT21 e3“S07“000 03/04/27 STELLO. V Director's Office. Office of 

Inspection and Enforcement Spp 16393 276 24X 

riche SO-000. 83/04/27, 83031 1 0324 


6305110427 Part 21 (c deficiency repts re misoperatlon of DS-4i& reactor 
trip undervoltage devices Initially reported on 830420 
Attachments uill be replaced u/devlces u/utdened grooves 
to accommodate new retaining rings Mfg drauings revised 
RAHE.E, P Uestlnghouse Electric Corp Na-EPR-2753 03/04/21 

DEVOUWO. R C Director's Office, Office of Inspection and 
Enforcement 3pp, 10403 093 24X Fiche 50-000. 83/04/21. B30SU0427 


03O'3tlO44l Final deficiency rept re faulty relays mfg by Broun Doveri 
Electric in auxiliary pouer distribution sgs Initially 
reported on 820320 Four relays returned to vendor for 
repair ti reinstalled at facility Also reported per 10CFR21 
KILLS. L H Tennessee Valley Authority lOCFR 090 5SE 83/09/02 
O'REILLYr J P Region 2. Office of Director 2pp 10393 340 24X 

FI Che 90-439. 03/03/02. 03051 1044 1 


0309120392 Interim deficiency rept re misapplication of ITE Oould 
circuit breakers in post-LOCA hydrogen recombiners supplied 
by Rockuell Inti Initially reported on 830320 Hatter under 
investigation Final rept by 030000 Reported per Part 21 
HAKNIOrS F Niagara Hohawk Pouer Corp 6409 83/04/26 

6TAR06TECKI.R Region 1. Office of Director 2p p 18433 072 24X 

Fiche: 90-000. 83/04/2fi. 8309120392 


—6309120404 Part 21 rept re failure of post-LOCA hydrogen recomblner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EHPEYiDC Rockuell International Corp B3ES0-14B3 83/03/11 

COLLINS. J T Region 4. Office of Director 3pp 10433 074 24X 

Fiche 90-000. 83/04/26. 8309 120392 


E309120479 Part 21 rept re defect in shielded multi conduc tor cable 
installed in HVAC control panels KCC Pouers personnel 
attached hold tags to 13 HVAC control panels u/defect 
Evaluation being conducted 

HALLiO P Illinois Power Co 1606-L 03/03/04 KEPPLER. J 0 

Region 3. office of Director 2pp 18431 049 24X 

Fiche, 90-000. 83/03/04. 8303120479 


—0309120484 Part 21 rept re defect in shielded multiconductor cable 
installed in HVAC control panels All suspect panels 
inspected tt nonconformance rept uill be issued for 
applicable sites 

FAUCONNEAU. 0 Mark Controls Corp 83/04/10 Director's Office, 
Office of Inspection and Enforcement 2pp 10431 051 24X 

Fiche. 30-000, 03/O5/O4i 0303120475 


S309130027 Part 21 It final deficiency repts (Item 106) re incorrect 
design of 4BO-volt switchgear on secondary disconnects 
Disconnects Installed In breaker cradle will be replaced 
PARaOKS. R M Carolina Power It Light Co lOCFR 050 53E 63/04/27 

Q'REILLV. J P Region 2. Office of Director 4pp 18437 129 24X 

Ficha: 90-400. 83/04/29.8303130027 


B3O9L3OO0O Deficiency rept re Class IE motor control ctrs from ITT 
Oould containing weld defects Initially reported on 
830406 Vendor evaluation to be completed by Jul 1983 
Extension until 830713 requested Also reported per Part 21, 
PARaONS. R M. Carolina Power It Light Co lOCFR 030 33E 83/09/06 

a'REILLY. 0 P Region 2. Office of Director Ip 18436:264. 24X 

Fiche: 90-400. 83/09/06. 8303130080 


8303130107 Final Deficiency Rept DER 83-2 re valve operators 
accidentally interchanged by Potl-8eel on inside I. outside 
containment valves Initially reported on 030125 Operators to 
be replaced Also reported per Part 21 by Posi-8eal 

VAN BRUNT. E E. Arlxona Public Bervlce Co lOCFR 090 95E. 83/09/03 

STERNBERG. D M, Region 9. Office of Director 4pp 18437 219 24X 

Plehi' 90-928,83/09/03, 8305130107 


8305130113 Part 21 rept re low natural frequency of counterbalance 
asa embi y j resul t 1 ng In unacceptable stresses on backdraft 
damper counterbalance ar^ Seismic qualification criteria not 
fully met Investigation 1) testing underuay 

HILL.T D Ruskin Hanufac tun ng Co 03/09/10 Director's Office. 

Office of Inspection and Enforcement 7pp (0438 001 24X 

Flchfl 30-400.03/05/10.0309130113 


0305130148 Revised interim Ueficxency Rept DER 82-76 re Target Rock 
valves not meeting Tech Spec requirements Initially reported 
on 021124 ncvleed test plan revie-wed by Dechtel Final rept 
expected by 030823 Also reported per Part 21 

VAN BRUNT. E E Ariiona Public Service Co DER 02-76 03/05/03 

6TERNDERC.D M Region 5, Office of Director 4pp 10439 1 17 24X 

Flthe 30-520.83/03/03.0303130140 


8205130194 First interim deficiency rept re defects In pipe clamps mfg 
by ITT OnnneLl Initially reported on 030406 Util requested 
vendor to provide response re action taken to prevent 
recurrence of problems Also reportable under Part 21 
MILLS. L H Tennessee Valley Authority lOCFR 090 3SE 03/05/06 
□ 'REILLY. J P Region 2. Office of Director 3pp 1B437 182 24X 

Fiche 50-438.03/05/06.8305130154 


0309130109 Final Deficiency Rept DER 03-12 re malfunction of OE add-on 
electric interlocks used u/Class lE.Slie 2. starters in 
4BO-volt motor control ctrs Initially reported on 830309 
Design change packages issued Also reportable per Part 21 
VAN BRUNT. E E Ariiona Public Bervlce Co lOCFR 090 5SE 83/05/03 

STERNBERG. J> M Region 5. Office of Director Spp 18439 340 24X 

Fiche 50-328.83/03/03.0305130109 


0305130222 Part 21 rept re potential ASliE Section 111 fa V violation 
Initially reported on 030412 Scope & condition of 
nonconformance under investigation 

WHEATON. WR Dorg-Warner Corp Q-B3-007/WRW 03/04/15 

MARTIN, J B Region 5. Office of Director 4gp 1043? 336 24X 

Fiche 50-440.03/04/15,0309130222 


0305130240 Interim Deficiency Rept RDC 70(03) re restart of control 
complex chiller following Loss of offsite power or LQCA 
Initially reported on 030407 Final rept expected by 830015 
Also reported per Part 2i 

EDELHAN.MR Cleveland Electric Illuminating Co lOCFR 050 S5E 
03/03/06 KEPPLEfl. J 0 Region 3. Office of Director 2pp 
10439 212 24X Fiche 90-440.03/05/06.0303130248 


8305130264 Interim Deficiency Rept DER 83-16 re failure of diesel 
generator governor & voltage regulator to automatical ly 
reset from manua 1/test mode upon loss of power Initially 
reported on 030318 Also reportable per 10CFR21 

VAN BRUNT. E E Arliona Public Service Co DER 03-16 SSE 83/05/03 

STERNBERG. D M Region 5. Office of Director 4pp 18439,238 24X 

Fiche 50-528.83/09/03.0309130264 


6305190005 Final response to FOIA request for documents re Zac k Co &/ot 
work performed by Zack in const of Facilities Forwards App A 
documents Documents denoted u/asterisk available in PDR App 
D.C.D & E documents withheld (ref FQIA Exemption 7) 

FELTON. J H Division of Rules and Records 83/03/11 
PHENDEROASTi n Prendergast, R J t7pp 18506 059 24X 

Fiche 50-000.03/03/11,0309190009 


— 8305190112 Doficieney rept re errors 6 discrepancies contained an HVAC 
matl certifications Procurement documentation will be 
revalidatodi document t, records mg t program will be developed 
fic OA/OC personnel will be added Also reportable per Part 21 
CALKINS. D E Zack Co lOCFR 090 55E 01/10/23 SlOpp 

18506 215 24X Fiche 50-000.03/03/11.0305190005 


8305200489 Final Significant Deficiency Rept 02-06 re failed stieared 
pinion keys in Llmltorque motor operators supplied by 
Westinghouse All deficient keys replaced Also reportable 
per Part 21 

WOOLBVER.E J Duquesne Light Co lOCFR 050 59E 03/03/10, 

ALLAN.J Region 1. Office of Director 9pp LB317 143 24X 

Fiche 30-412.03/03/10.030 9200429 


B305200493 Supp 1 ementary Part 21 rept re adequacy of sve water cooling 
tower structure Transverse shear design adequate No defects 
exist Design of structure mods expected to be completed by 
830630 

SARSTENp O E United Engineers & Constructors, Inc (subs of 
Raytheon Co ) 83/04/29 Region 1. Office of Director Spp 

10314 033 24X Fiche 30-443.03/04/29,0309200493 


0309230985 Final deficiency rept ro Hestlnghouse reactor trip 
switchgear undervoltage attachments u/design discrepancy 
Initially reported on 630422 Attachments replaced Hfg 
dratiilngs Ic OC procedures modified Also reported per Part 21 
PFREA.O M Mnuston Lighting 6 Power Co lOCFR 050 53E 83/05/10 

COLLINStJ T Region 4. Office of Director 4pp 10536 319 24X 

Fiche 30-49B. 03/03/18. 8309230929 
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6305230545 Secant} tnteriri) rept re generic deficiencies at Consolidated 
Controls Corp Initially reported on B309J6 Evaluation 
Indicates QC problems corrected & equipment failures random 
Also reported per Part 31 Next rept by 831117 

MlLLSiL M Tennessee t'alley Authority lOCFR 030 33E 03/03/10 

O'REILLV- J P Region 2m Office of tJirector 2pp 1BS37 003 34X 

Fi ch e 30-430. 83/03/10. 0305330343 


6305340356 Part 31 rept re boltinj parts for ASME III NF Class 1 pipe 
supports on rigid struts or pipe clamps for struts or 
inubbers Initially reported on 930513 Qolting ports greater 
than 2~inch slje not examined 

HOVfjL NPS Indus triesr Inc PT21 03-876-000 03/05/16 

DEVOUMO. F? C Director's QfficBi Office of Inspection and 
Enforcement Ip 10374 OOi S4X Fiche 30-000.03/05/16.0305240356 


B30S240405 Ret^ommends consideration be afforded to contacting listed 
utils to determine revleu & mod status of deficient vertical 
lift metal-clad suitchgoar mfg by OE 

POTAPOVS. U Division of Vendor 6 Technical Programs 03/05/19 
PAER.R L Engineering b Generic Communications Qranch 3pp 
18374 379 


0305250433 Final rept re iSe f i c i efic 1 es in Ameron cement mortar lining 
Initially reported on 020331 Corrections to each deviation 
listed Also reportable per tOCFRSl 

HILLS. L H Tennessee Valley Authority lOCPR 050 55E 83/05/20 

Q'REILLy. J P Region 2. Office of Director 6pp 10505 293 24X 

Fiche 50-390.03/05/2010303230435 


0305270625 Part 31 rept re potential problem w/3-phas6 rectifier 
assembly In exciter not connected in parallel which could 
cause premature failure Initially reported on 030520 Utils 
ulll measure vibration 

HAISLERiR K Litton Industr ies. Inc 83/05/20 KEPPLER. J 0 Region 
3. Office oP Director 3pp 10646 212 24X Fiche 30-000. 03/05/20. 

0305270625 


0303310130 Seventh interim deficiency rept re Inconsistency between 
assumptions far pipe break in LOCA & structural analyses 
far connecting pipes In affected loop Initially reported on 
001121 Next rept fay 031110 Also reported per Part 21 
H1LL0.L n Tennessee Valley Authority lOCFR 030 55E 03/05/23 

O'REILLY. J P Region 2. Office of Director 2pp 10656 125 24X 

Fiche 50-430.03/05/23.0303310130 


0303310214 Eighth interim deficiency rept re 8&U nonconservetlve 
analysis of neutron flux Initially reported on 801103 Alto 
reportable per Part 21 Util auaiting results of B6W 
analysis Next rept will be submitted by 831024 

MILLS. L M Tennessee Valley Authority lOCFR 030 33E 83/03/23 

0 'REILLY.jp Region 2, Office of Director 2pp 18630 146 24X 

Fiche 30-430.83/05/23.0305310214 


OA999 OVALITY ASSURANCE INSPECTIONS 


8303020234 Confirms OA program insp on 030524-27 at Radiation 
Technology. Rackawayj NJ plant.per 030423 teUon 
POTAPOVS. U Region 4. Office of Director 83/04/28 WELT.M A 
Radiation Technology Ip JB20S 290 


0305020261 Act receipt of 630308 Itr informing NRC of steps taken to 
correct nonconPormance noted in QA Program Insp Rept 
99900913/82-02 

POTAPOVS. U Region 4, Office of Director 03/04/20 DIETZ. 0 R 
Isomedix. Inc <subs of Masefield Enterprises. Inc ) ip 
18277 251 


— 0305020268 Responds to NRC 030207 Itr re nonconformance noted In QA 
Program Insp Rept 99900913/02-02 Corrective actions 
operators given formal Instructions re calculation of dose 
rate 6 QC manuals revised 

TYMPANICK.L Isomtdii. Inc isubs of Masefield Enterprises. 

Inc ) 03/03/09 POTAPOVS. U Region 4. Office of Director 

t2pp 10277 232 


0305020209 Forwards QA Program Insp Rep* 99900403/82-03 on 820620-0701 
b 0713-13 6 notice Of notsconf orrfiance 

POTAPOVS. U Division of Vendor it Technical Programs 83/02/02 
BRUGOEKAN.N H General Electric Co 2pp 18277 176 


— 0303020295 Notice of nonconformance from insp on 020620-0701 6 0713- J 9 
♦ Region 4. Office of Director 83/02/02 Ip 10277 170 


—8303020307 QA Program Imp Rept 99900403/82-03 on 820628-0701 i< 
0713-15 Nancompl iance noted documented Instructions or 
procedures not wbiliied to communicate quality requirements 
re dlspof Ulonlng of potential design action items 
CHAMBERLAIN. D . HALE, C J Region 4. Office of Director 82/00/19 
17pp 18277 179. 


0303020316 Forwards OA Program Insp Rept 99900403/02-04 on *120628-0719. 
No noncomp 1 lance noted 

POTAPOVS. U Region 4, Office of Director 83/02/02 DRUOOEMAN. W H 
General Electric Co 2pp 18277 140 


—8305020319 QA Program Insp Rept 99900403/82-04 on 820620-0719 NO 
noncompliance noted Major areas Inspected Interview of 
former employee re number of Mark HI containment unresolved 
issues per Part 21 requirements 

UILLIANSON. E L . BURCH. R H . ALDER0QN. C E Region 4. Office of 
Director 82/00/20 4pp 10277 142 


B305020346 Confirms OA program insp at Tustin.CA plant on 630902-06. per 
030415 telcon 

POTAPOVS. U Region 4. Office of Director 83/04/20 CHIN. A 
Radiation Sterl 1 1 xers. Inc Ip 18277 064 


0303020364 Act receipt of 030228 b 0407 Itrs Informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rapt 99900403/02-03 

POTAPOVS. U Region 4. Office of Director 83/04/20 BRUGOEMAN. M M 
General Electric Co Ip 10204 025 


—8303020365 Responds to NRC 030317 Itr requesting addl Info re 
nonconformance noted in QA Program Insp Rept 99900403/82-03 
Requirements for design actions formally documented in 
engineering operation procedures 

BOHL. L 6 General Electric Co. 03/04/07 POTAPOVS. U. Region 4. 
Office of Director 2pp 18204 026 


— 0305020366 Ack receipt of 030220 Itr informing NRC of stept taken to 
correct nonconformance noted In QA Program Insp Rept 
99900403/02-03 Addl info needed re actions on design action 
Item list 

POTAPOVS. U Region 4. Office of Director 83/03/17 
8RUGGEMAN.UH General Electric Co Ip 10284.020 


— 030302036? Poruards response to NRC 030202 Itr re nonconformance note# 
in QA Program Insp Rept 99900403/02-03 Corrective actions: 
Engineering Operating Procedure 53-4 00. "Change Control 
Board. " revised on 820714 

BOHL. U S General Electric Go 03/02/20 POTAPOVS. U Region 4> 
Office of Director 2pp 18204 029 


8303020420 Summary of 830422 meeting lu/Hestlnghouse in East Plttib-ur^^j 
PA re reector trip breaker problems Changes In mfg controls 
it OA program planned Attendance list end 

POTAPOVS.U Division of Vendor & Technical Programs 03/04/29 
Division of Vendor h Technical Programs 4pp 10273 124 


8303020440 Confirms QA program insp at Cherry Hlll.N'd ofc on 030502-06 
per 030420 telcon 

POTAPOVS. U Region 4. Office of Director. 03/04/20 KELLVrR 0 
Stone & Webster Engineering Corp Ip 18283 179. 


0305030330 Forwards QA Program Insp ftepts 99900373/83-01 l< 
99900296/82-01 re Ages tat GPOC-740 relay defects Amerac* 

Corp should be contacted to detenmlne likely customers of 
grade relays W/o end 

POTAPOVS. U Division of Vendor & Technical Programs 03/04/29. 

BAER. R L Division of Emergency Preparedness & Engineering Raiponse 
(Post 830103) 2pp 10297 161 


8305030349 Forwards QA Program Insp Rept 99900759/03-01 on 021139-1203 
POTAPOVS.!/ Region 4. Office of Director 83/04/19. SUNOaTEDTiJ E 
Woodward Governor Co 2pp 18297 118 


—8305030351 OA Program Imp Rept 99900759/03-01 on 021 129-1203. No 
noncompliance noted Major areas inspected’ defective governor 
furnished to Palisades & deficient EGB-13P actuator 
furnished to Stewart & Stevenson Svci. Inc. 

FQSTER.W E , BARNES. I Region 4r Office of Director 03/03/31. 
13pp 18297. 120 


0305030350 Forwards QA Program Insp Rept 99900769/03-01 on 030207-10 Ir 
notice of nonconformance, 

POTAPOVS, U Region 4. Office of Director 03/04/15 HE88,L. R, 

Pacific Air Products Co 2pp 18291 342 


— 8303030362 Notice of nonconformance from insp on 030207-10. 

* Region 4, Office of Director 83/04/15. Ip. 18291.344. 


—0303030366 QA Program Insp Rept 99900769/03-01 on 830207-10 
Noncomp I lance noted: records not maintained to indicate 
evaluation made for rtpor tab t I ity of def ecti vely-mountcd 
blade locks in safety-related fire dampers. 

OLLER.R E , BARNES, 1. Region 4, Office of Director. 93/04/13. 
16pp 1S291 345 
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9309030363 Toruardt QA Progi'am ln«p Rept 97700093/B3-01 an 030129-23 
Followup on fallur* to ptrforfli varlficatlon a# torq.uo 
^dcqurocy roauetttd U/o «nci 

POTAPaVS«U Otvlslon of Vendor & Technical Programs 03/04/28 
NORELItJS.c £ Division of Enpiiieering Ip 10306 297 


— 0303090090 Notice of violation from 
a Region 4. Office of Director 


insp on B302 28-0304 
B3/04/SI Ip 10342 03l 


--830S090091 Notice of nartcanf araiance 
» Region 4* Office of Director 


from insp on 830220-0304 
03/04/21 3pp 19342 032 


0309030377 Faruardi OA Program Insp Rept 99900769/03-01 on 030207-10 
Identifying potential loose locics on fire dampers at 
McOulre station W/o end 

POTAPOVSjU Division Of Vendor l< Technical Programs 03/04/29 
LEif 101 R L Division of Project & Resident Programs Ip 10306 293 


0309030413 Recommends actions be taken to verify uhsther tueldlng in 
place has been accomplished & impact of mounting on seismic 
qua 1 if ication re vendor Insp at En-Tronic Controls of 
diesel generator high voltage cubicles Sc foundations 
PQTAPQVSiU Division of Vendor St Technical Programs 03/04/29 
CREUSiJ L. Division of Res Identi Reactor Project h Engineering 
Programs Ip 10306 319 


0309030427 Informs that AITS F030346B2 re defective diesel generator 
governor at Palisades closed follouing insp at Engine b 
Turbine Controls Dlv of Woodward Governor Co W/o QA Pragram 
Insp Rept 99900799/02-01 

POTAPOVS. U Division of Vendor St Technical Programs. VIT0 82-294 
03/04/29 BPESSARDfR L Division of Project it Resident Programs 
ip 10306 276 


8309030466 Forwards OA Program Insp Rept 99900093/83-01 on 03O129-2B 
& notice of nonconformance 

POTAPOVSiO Region A, Office of Director. 03/04/12 CAROD. A E 
Anchor /Darling Valve Isubs Anchor/Darll ng Industries) 2pp 
10294: 192 


—8305090093 QA Program Insp Rept 99900017/03-01 on B30228-0304 
None omp 1 lance noted failure to post r egu 1 a t ion s/procedures 
in either of two fabricatian shop bldgs 6 failure to 
generate nonconf ormance ropts for five rejected fittings 
CONMAV, J T ♦ BARNES, I Region 4. Office of Director 83/04/20 
9pp 10342 035 


0309050094 Faruards OA Program Insp Rept 99900401/03-01 on 83030-8-10 
No noncomp t iance noted 

POTAPOVS. U Region 4, Office of Director 83/04/19 ETHERIDGE, « R 
Combustion Engineering, Inc 2pp 18342 012 


— 0305050097 QA Program Insp Rept 99900401/93-01 on Q3030a-I0 No 
noncomp 1 ianc 9 noted Major areas inspected «tatue of previous 
insp findings re shoulder gap problems at five facilities 
MCNEELL,W H , BARNES, I Region 4. Office of Director 83/04/19 
6pp 10342 014 


0305050102 Forwards QA Program Insp Rept 99900002/03-01 on 830300-10 S< 
notice of nonconformance 

POTAPOVS, 0 Region 4, Office af Director B3/04/2i 
LICHENQERGER. H Csmbustlon Engineering, Inc 3pp 10341 319 


— 0305030104 Notice of nonconformance from insp on 830308-10 

« Region 4, Office of Director 03/04/21 ip 10341 322 


— 0305030471 Notice Of nonconformance from Imp on 830125-20 

* Region 4. Office of Director 03/04/12. 2pp 10294 194 


—8309030479 OA Program Imp Rept 99900093/83-01 on 030125-20 
Noncompl lance noted design rept for 900-lb feedwater 
liolatton valves furnished to Waterford Unit 3 did not 
address validitg of valve closing design 

KELLEV.W D. , BARNES,! Region 4. Office of Director 03/04/07 
lOpp 18294 196 


0309030509 Forwards QA Program Insp Rept 99900373/83-01 on 030214-10 & 
notlcac of nonconformance violation 

POTAPOVS, U Region 4, Office of Director 83/04/12 DEKKER, H A 
Entronic Co 3pp 16293 309 


— 8309030311 Notice of violation from imp on 830214-10 

• Raglon 4. Office of Director 63/04/12. 2pp 10299,300 


— 8305030916 Notict of nonconf ormance front insp on 630214-10 

a Region 4, Office of Director. 63/04/12 2pp 18295 310 


--8305030923 OA Program Insp Rept 99900373/83-01 on 830214-18 
Noncofftpl ianct noted current copies of Section 206 of Energy 
Reorganl lation Act not potted it procedures not adopted to 
provide for deviation evaluations 8, informing director 
FOSTER, W E . BARNES. 1 Region 4, Office of Director 83/04/04 
9pp 10299* 312. 


830903D520 Requests guidance for insp of vendor* not committed to App B 
of lOCFRaO or 10CFft21. Insp of Woodward Governor Co 
dlfcussed QA Program Insp Rept 99700799/62-01 not ancl, 

DAHOART«R L Division of Vindor it Technical Programs 03/04/20 
TAVLOR.J. Division of Engineering h Oualitg Assurance (Pre B30103) 
2pp. 16299*321 


8309030944 Forwards QA Program Insp Rept 99900769/03-01 on 630207-10 re 
potential loose locks on fire dampers W/o end 

POTAPOVS, U Division of Vendor 4, Technical Programs 83/04/29 
8TAR09TECKI, R Division of Project & Resident Programs Ip. 

10309 269 


8305050068 Forwards QA Program Imp Rept 99900303/83-01 an 630309-10 
No nancomp 1 lance noted 

PDTAPQVe.U Region A, Office of Director 83/04/21 METTAiS 
Applied Engineering Go 2pp 18339.094 


— 9309050071 OA Program Insp Rept 97900303/63-01 on 830306-10 No 
noncomp 1 lance noted Hajor areas inspected mgt mea ting, « tatvs 
of previous insp findings, 10CFR2i insp, QA program, mfg 
pracasi control, corrective action h audits 

SUTTON, J W , BARNES, I Region 4, Office of Director 83/04/20 
7pp 18339 096 


8309090086 Foruerds QA Program Insp Rept 99900017/03-01 on 630220-0304 
ti notices of nonconformance U violation 

POTAPOVS, U Region 4, Office of Director. 83/04/21 ANDERaON, K 
Ora VO Corp 3pp, 16342^028 


—8305050110 QA Program Insp Rept 99 7000 02 /B3- 01 on 030308-10 
Noncompl lane 0 noted failure to enter release numbar for 
poison pellets tc compression sleeve used for Lot 115-1 & 
trivalar for Lot 128-1 missing release number 

MCNEILL, WW , BARNES, I Region 4, Office of Director. 83/04/1? 
6pp 16341 323 


0309090107 Forwards QA Program Insp Rept 99900340 /a3~0i on 630222-25 
No noncompliance noted 

POTAPOVajU Region 4, Office off Director 03/04/13 O'CONNELL, T J 
NPa Industries, Inc 2pp 10342 167 


—8305050111 OA Program Insp Rept 97700340/63-01 on 830222-29 No 
noncompilance noted Major areas inspected status of 
previous insp f Ind 1 ngs, mf g process c ontrol, equipment celibr 
& procurement document control 

QLLER.R E • BARNES,! Region 4, Office of Director 83/04/04 
ilpp 10342 169 


0305096114 Forwards QA Program Insp Rept 9970071 1 /B3-0J on 030207-11 & 
notice of nonconformance 

POTAPOVS.U Region 4, Of flee of Director 83/04/13 DRUOGEMAN. H H 
General Electric Co 2pp 10342 186 


—0309050119 Notice of nonconformance from insp on 830207—11 

a Region 4, Office of Director 03/04/13 2pp 18342 102 


—8305050117 QA Program Insp Rept 97900911/63-01 on 830207-11 
Noncompilance noted environ qualification testing initiated 
before review approval L issuance of product performance 
qualification Spec PPQ9 22A576e 

AOEE.Kf R , PHILLIPS, H 8 Region 4, Office of Director 03/04/00 
I4pp. 16342:184 


8305090145 Forward t QA Program Insp Rept 79700264/03-01 on 830214-10 
No noncompilance noted 

PQTAPOVS, U Division of Vendor it Tachnical Programs 83/04/17 
HAGGARD, K D Dragon Valves, Inc 2pp 10341 093 


— 0309090149 OA Program Insp Rept 99700264/03-01 on 030214-18 No 
noncompilance noted Major areas inspected GA program 
(organliation) j none on f ormance /c orrect ive action, process 
control, final Insp , essemb 1 v 6 test L audits 

eUTTON, J w . BARNES, I Region 4, Office of Director 63/04/19 
9pp 10341:099 


0305090160 Dlacussts OA Progrecn Insp Rept 99700224/03-01 on 830214-18 
Appropriate corrective action taken N problem re ECCS 
cabinets incorrectly wired detarmlned not generic 
POTAPOVQ, U Division of Vendor U Technical Programs 83/09/02 
8PE6SARDrR, L Division of Project *t Resident Programs Ip 
18341 360 


0305030162 Forwards QA Program Insp Rept 99900799/63-01 on 630314-17 
4c notices of nonconformance L violation 

POTAPOVS, U Region 4, Office of Director 03/04/21 LOTT, J E 
E L Manufacturing Peebles, Inc 3pp 10339 392 
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— 0303030169 f^Dtice of violation from ihsp on a303I.<J‘-17 

■* Ration 4 j Office of Director 03/04/2-1 Ip 18339 335 


— 03O3OSO171 Notice nf nonconformance from ir\sp on 030314-17 

* Rsiglon 4* Office of Director 03/04/21 Ip 10339 356 


— 0305050179 QA Program ln*p R«pfc 99900795/03-01 on 030314-17 
Noncoflip 1 lane « noted ail uti 1 d ont 1 f led electrodes u;ere not 
discarded h current copg of iDCFR21 not posted 

KCNElLLfW M i BARNES* I Region 4i Office of Director 83/04/20 
7pp 18339 337 


0305050177 Forwards QA Program Insp ftept 99900323/03-01 on 030222-23 & 
notices of nonconformance & violation 

POTAPOVS, 0 Region 4, Office of director 03/04/13 ADAM3,J 
ConAx Corp 2pp 10341 039 


— 0305050181 Notice of violation from insp on 030222-25 

* Region 4, Office of Director, 03/04/13 Ip 10341 041 


— 8305050104 Notice of nonconf ormance from insp on 030222-25 

e Region 4. Office of Director 83/04/13 2pp 18341 042 


—0303050192 QA Program Insp Repfe 99900323/83-01 on 830222-23 
Noncortip 1 1 anc e noted records for all lead auditors not 
updated annua 1 lg>- lOCPRSl & procedures not posted & testing 
for Qra-nd-Rei control cables not parformed 

SMITH. A L , PHILLIPS; H & Region 4, Office of Director 03/04/07 
lapp 10341 044 


9305050219 Forwards QA Program Insp Rept 99900525/83-01 on B30S2B-0304 
No noncomp 1 lane e noted 

POTAPOVS. U Region 4. Office of Director 03/04/15 LORENZ, H 
01 lb«r t/Coimmonoxa Ith Cm 2pp, 10338 -076 


— 9305050326 OA Program Insp Rept 999O052S/B3-D1 on 830228-0304 No 
noncomp liance noted Major areas Inspected status of previous 
insp f Ind 1 ng«, i nter-nal audit program 6 review of design 
activities associated w/c lamp -indue ed local pipe stresses 
HARRELL, P H . HALE. C J Region 4. Office of Director 03/04/13 
14pp 10336 079 


0305050237 Forwards QA Program Insp Rept 99900224/03-01 on 030214-18 
No noncompl lane* noted 

POTAPOVS. U Region 4. Office of Director 83/04/15 KEVEfi. M A 
Salleg Controls Co (subs of Dabcock U Nllcox Co ) 3pp 18337 302 


— 030505-0241 QA Program Jnsp Rept 99900224/93-01 on 930214-18 No 
noncomp 1 lance noted Major areas Inspected 1DCFR5D S3e rept 
re wiring errors In emergency core cooling actuation sgs at 
Midland Units 1 tc 2 

PARKER.L 8 . DARNE3i I Region 4. Office of Director 03/04/14 
24pp 10337 3DS 


0305050251 Forwards QA Program Insp Rept 99900905/83-01 on 830tl7“20 
b notices of noncon f ormance b vlolatian 

POTAPOVS. U Region 4* Office of Director 83/04/21 SADLJER, R C 
N-iile Laboratories 3pp 16337 342 


—0303050255 Notice of violation from insp an B3D117-20 

» Region 4, Office of Director 63/04/21 tp 10337 345 


— 0303050258 Notice of nonconformance from insp on 030117-20 

* Region 4, Office of Director 03/04/21 2pp 10337 346 


—8303050262 QA Program Insp Rept 99900905/63-01 an 83OU7-20 
Noncomp I lane e noted. failure to post current regulations. 
Insufficient info In QA manual U failure to conduct mgt 
audit Pf QA program 

AQEE^-J R Region 4. Office of Olrector PHILLIPS, H S Division 

ef Vendor & Technical Programs 83/D4/14 J5pp 10337 346 


8305090001 Ack receipt of 830331 Itr informing NRC of steps taken to 
correct nonconf ormances noted in QA Program Insp Rept 
9990076 1 /83-0 1 

POTAPOVEiU Region 4, Office of Director 83/04/21. MORRQl^tR 
Reliance Electric Co Ip 18364 052 


— 8305090003 Responds to NHC 830225 Itr re nonconformances noted in OA 
program Insp Rept 99900761/83-01 Corrective actions last 
phase of retraining program completed 821130 Evaluation of 
suppliers of caiibr sve util be completed 630520 

MORROtf. R Reliance Electric Co 03/03/31, POTAPOVS. U Region 4. 
Office of Director 2pp 18364 053 


8305090371 Ack receipt of 030418 Itr informing NRC of steps taken to 
correct nonconformance noted In QA Program Insp Rept 
99900512/03-01 

P0TAPnV9;U Region 4, Office of Director 83/03/04 BUPP.L.P 
Quadres Corp Ip 16363 356 


— B3OSO9O300 Responds to NRC 830325 Itr re nonconformance noted in QA 
Program Insp Rept 99900512/83-01 Corrective actions audit 
completed on 821006 QA procedure revised to require 
advisement should any response to external Insp not be met 
eUPP.L P Quadrex Corp LPB-B3-022 03/04/10 PDTAPOVa, U 

Region 4. Office of Director 2pp 10363 357 


9303090386 Forwards QA Program Insp Rept 99900203/03-01 on 030220-0304^ 
notice of violation fc notice of nonconformance 

POTAPOV8, U Region 4. Office of Director 83/04/20 MANCHEOTER. E 
BIN Cable Systems, Inc 2pp 18363 030 


— 0305090393 Notice of violation from insp on 030220-0304 

e Region 4. Office of Director 83/04/20 Ip 10363 040 


— 0305090406 Notice of nonconformance from Insp on 030220-0304 
e Region 4, Office of Director 83/04/20 3pp 10363^041 


—8305090413 OA Program Imp Rept 99900283/83-01 on 030228-0304 
Nancomptiance noted safety-related testing sves procured 
from Associated Testing Labs L lsomedlx,Inc u/o specifying 
eppl Icabl 1 ity of 10CFR21 provisions 

SMITH, A L , PHILLIPS, H 9 Region 4. Office of Director 83/04/15 
lepp 10363 044 


0305090392 Forwards QA Program Imp Rept 99900370/03-01 on 030131-0204 
It notice of nonconformance 

POTAPOVS. D Region 4, Office of Director 03/04/20 KULB.B, 
Oerrett Corp 2pp 18363 026 


— 6305090390 Notice of nonconformance from insp on 030131-0204 
* Region 4, Office of Director. 03/04/20 Ip 10363 028 


—8305090403 OA Program Imp Rept 99900370/03-01 on 830131-0204 
Noneompllance noted NRC not formally notified per Part 21 
that shipped solenoid valves contained defect it QA program 
did not include identification 6 control sys 

SUTTON. J W , HAMILTON, J Region 4, Office of Director 03/04/14, 
9pp 18363 029 


030S0904SO Confirms QA program insp at Process Technology an B3060-7-10, 
per 020425 telcon 

POTAPOVS. 0 Region 4, Office of Director 03/05/04 WELT. M A 
Process Technology, Inc Ip 10362 264 


03D3O9O479 forwards QA Program Insp Rept 999003B7/B3-OI on 830207-10 i 
notice of nonconformance 

COLLINS, J T Region 4, Office of Director 63/04/20 
0IS8ONNETTE. P OA Technologies. Inc /Oemral Atomic Co 3pp 
10362 325 


— 0305090402 Notice of nonconformance from insp on 030207-10. 

« Region 4, Office of Director 03/04/20 3pp 10362 320, 


— 8305090405 QA Program Imp Rept 99900307/83-01 on 830207-10 
Noneompllance noted 020323 Itr to NRC failed to assure 
adherence to stipulated test methods €« series of training 
sessions did not provide clear direction 

MCNEILL, W M , BARNER. I Region 4, Office of Director B3/04/15. 
7pp 18362 331 


0303100336 Ack receipt of 830125 it 0329 Itrs informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900902/82-00 

POTAPOVS, U Region 4. Office of Director 03/05/04 HOLBROOK. W H 
Uyle Laboratories ip 10370 337 


— 0305100343 Requests addl Info re responses to Nonconformances A 3.6 S 4 
C noted in QA Program Insp Rept 99900902/82-00 Info 
requested within 25 days 

POTAPOVS. U Region 4. Office of Director 83/03/14 
HOLBROOK. W W Hyle Laboratories 2pp 18378 339 


— 8305100349 Responds to 030314 request for addl info re Nonconf ormanctl 
A 3. A 2 C QA personnel Instructed In responsib 1 1 Itlei to 
keep approved procedure Hit current 

HOLBROOK. W W Wyle Laboratories 03/03/89 PDTAPOVB.U, Region 
4, Office of Director 3pp 18376*340 
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— GC]09iO0353 Responds to WRC 630104 Itr ro nonconf ormance noted in OA 
Program Inep ftept 99900903/03-00 Corrective actions OA 
prog-ram chsnQtd to eliminate ratiulrement for OA/safety jab 
reqatrementf revieu 

HCH.BRDnK.WH Wyle Laboratories 83/01/23 POTAPOVS,U Region 
4« Office of Director 16pp 10370 343 


—0309200379 OA Program Insp Rapt 99900096/03-01 on 030214-10 

None Dflup 1 lane B noted failure to Implement fully QA program to 
maet training & indoctrination requ l r eflients 

CONWAV. J T , BARNES. I Region 4. Office of Director 83/04/21 
iQpp 10517 357 


0305120305 Confirms QA program insp on 830509-13 at Chicago afe per 
030504 teleon 

POTAPO'/S^U Region A, Office of Director 03/05/06 PATTERSONi R U 
Sargent tt Lundy. Inc Ip 10424 207 


03O912O-394 Faruardi QA Program Insp Rept 99900760/02-02 on 820128-0310 
No noncompl lance noted 

POTAPOVa^U Region 4. Office of Director 03/02/09 KOH. D 
Htttman Nuclear tt Development Corp (subs Hittman Corp ) 2pp 
18432 320 


— 8305120397 QA Program Imp Rept 99900760/82-02 on 020120-0310 No 
noncompl iance noted Major areas inspected allegations bg 
formar employee re quality of HN-100 Series l.HN-1003 6 
HN-200 shipping casts. 

SHEPHGRDiR E . CARLSONi R T Region 1. Office of Director 
82/07/19 6Spp 10432 322 


8305120482 Confirms QA program insp at New Haven. CT plant on 030606-10 
per G30S02 telcon 

PDTAP0V8. U Region 4. Office of Director 83/05/10 REED, E 3 
Roclbistos Co Ip 18431 054 


6305170941 Confirms QA program insp at Culver Cltg,CA plant on 
030523-27, per 830504 telcon Insp will cover equipment 
qualification testing of safety-related equipment 
POTAPOVS, U Region 4, Office of Director 03/05/13 ENOUER, 0 J 
ANCO Engineers, Inc Ip 10460 027 


8305200395 Responds to no-ncanf ormanc as noted in QA Program Insp Rept 
99900743/02-01 on 02LOO6 & 07 Revs to procedures & data 
sheets for TVA units returned for mod or rework will be 
completed by 830130 

DUVALL. D D Drown Doverl Corp (subs Brown Dover 1 6 Co . Ltd > 
03/01/04 POTAPOVS. U Region 4, Office of Director 2pp 

lB3tG 175 


6305200411 Ach receipt of 830104, i S & 0309 1 trs informing NRC of steps 
taken to correct nonconformance noted in OA Program Insp 
Rept 99900743/02-01 

POTAPOVS, U Region 4, Office of Director 83/(35/10 DUVALL. D D 
Drown Boverl Corp (subs Droiun Dover! ti Co . Ltd > Ip 1G517 164 


— 0305200415 Responds to NRC 630215 Itr re nonconformance noted in OA 
Program Insp Rept 99900743/82-0-1 Corrective actions QA 
procedure written to define steps necessary to implement mod 
of relays returned fro-m field 

DUVALL, D D Droun Doverl Corp (subs Drown Boverl b Co . Ltd ) 
83/03/09 POTAPOVS, U Region 4. Office of Director 3pp 
JG5I7 165 


— 8305200418 Ach receipt of 830104 & 11 Itrs Informing NRC of steps taken 
to correct nonconformance noted In QA Program Insp Rept 
99900743/82-01 Understands procedures will be generated to 
prevent recurrence Addl info needed re item C 

POTAPOVS.U Region 4. OPfica of Director 03/0'2/15 DUVALL, D D 
Broun Boverl Corp (subs Brown Boveri & Co . Ltd ) 2pp 
18517 160 


0305170549 Confirms QA program insp at Whlppany.NJ plant on 
830531-0602, per 830509 telcon 

POTAPOVS.U Region 4, Office of Director 83/05/13 DIETZ, O R 
Isomidlx, Inc (subs of Masefield Enterprises, Inc ) Ip 
18469 022 


— 0305200422 Responds to NRC 02120-2 Itr re none enf ormence hated in QA 
Program Insp Rept 99900743/82-01. Corrective actions teat 
procedures 6 data sheets uiill be revised by B30130 
DUVALL. D D Broun Boveri Corp (subs Broun Boveri % Co . Ltd ) 
83/Oi/ll POTAPOVS.U Region 4, Office of Director 3pp 
10517 172 


83(55200308 Ach receipt of 830217 V 0414 Itrs informing NRC of steps 
taken to correct nonconformances noted In OA Program Inap 
Rept 99900005/82-02 

POTAPOVa.U Region 4, Office Of Director 83/05/10 JACODI.WK 
Mestlnghouse Electric Corp ip 18516 200 


—0305200315 Responds to NRC 830322 Ur requesting addl info re 
nonconformances noted in QA Program Insp Rept 
999OOOO5/02-O2 Corrective actions meetings held u/quality 
customer sves engineers to review customer needs 
AUaSO.HL Weitlnghousf Electric Corp PA-83-012. 03/04/14 

POTAPI3V8, U Region 4, Office of Director 2pp. 10516- 201 


—0305200323 Ack receipt of 620217 Ur informing NRC of steps taken to 
correct nonconformances noted in QA Program Insp Rept 
99900005/82-02 Addl info needed confirming that actions 
Implemented re documentation of reviews 

POTAPOVa.U Region 4, Office of Director 03/03/22 JACOBI, W M 
Westlnghouse Electric Corp Ip 10516 283 


— 0305200332 Responds to NRC 830118 Itr re nonconformances noted in OA 
Program Insp Rept 99900005/82-02 Corrective actions 
procedures for order ?, spec review evaluated w/quallty it 
customer sve englnears 

RUaSO, H L Westlnghouse Electric Corp PA-a3-008 83/02/17 

POTAPOVS, U Region 4, Office of Director Opp 18516 205 


0305200333 Forwards QA Program Insp Rept 99900503/83-01 on 030316 No 
noncompl lance noted 

POTAPOVS.U Region 4, Office of Director 03/05/04 HENDRICKSON, T 
Burns it Roe Go 2pp, 18516 220 


—0305200340 OA Program Imp Rept 99900503/03-01 on 030318 No 
noncomp llance noted Mejor areas Inspected piping stress 
analysis in area of pipe clamps mPg by E-Byi it status of 
previous nonconformances 

BEARa, P , HALE, C J Region 4, Office of Director 03/05/04, 6pp 
10516 22S 


0305200370 Forwards QA Program Imp Rept 99900056/83-01 on 830214-18 
it notice of nonconf ormance Response requested within 30 
days, 

POTAPOVSrU Region 4, Office of Director 83/04/28. WILSDN, A K 
Henry Pratt Co 3pp 18517 349 


8305200443 Confirms QA program Insp on 030613-16 at Milford, DH plant, 
per 030427 telcon 

POTAPOVS,U Region 4. Office of Director 83/05/17 FAR WELL, C R 

Faruoli & Handrlx. Inc Ip 10517 118 


0305200446 Ack receipt of 821122 it 830314 itrs informing NRC of steps 
taken to correct non-conformance noted in OA Program Insp 
Rept 99900709/62-01 

POTAPOVSrU Region 4, Office of Director 03/05/10 FLANNERY. E J 
Brunswick Co Ip 13513 045 


—0305200457 Responds to NRC 830131 Itr re nonconformance noted in OA 
Program insp Rept 99900702/82-01 AH procedures will be 
fully operational by B30630 Rev to QA manual defining 
procedure for handling latent defects added 

FLANNERY, E J Brunswick. Co 83/03/14 PDTAPava.U Region 4, 
Office of Director 2pp 10513 046 


—8305200462 Ack receipt of 821122 Itr Informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900782/02-01 Requests addl Info per F Vollmer G3D107 
telcon re audits.tool insp card Initiation 8, labeling 
POTAPOVS.U Region 4, Office of 01 rector 83/01/31 
FLANNERY, E J Brunswick Co 2pp 18513 048 


— 0305200460 Responds to NRC 021105 Hr re noncorvfprmance noted in QA 
Program Insp Rept 99900702/02-01 Corrective acti-ons QA 
procedural changes will be Implemented b Fully opBratlonal 
by 630630 

FLANNERY, E J Brunswick Co 82/11/22 POTAPOVS.U Region 4, 
Office of Director 27pp 10513 050 


8305200589 Ack receipt of 030420 Itr informing NRC of steps taken to 
correct nonconformance noted In QA Program Insp Rept 
99900519/83-01 

POTAPOVS, U Region 4, Office of Director 03/05/13 K0ME8, J M 
Bechtel Corp Ip 10514 041 


— 0305200593 Responds to NRC 030331 Itr ra nonconformance noted in QA 
Program Insp Rspt 99900517/03-01 Corrective actions 
Procedure tDPi 4,62-12 revised to allow review through 
approval process of field change notice 6 request 
K0ME8, J M Bechtel Carp QA5-03/115 03/04/28 POTAPOVS, U 

Region 4. Office of Director 3p p IBS14 042 


— 0305200376 Notice of nonconformance from insp on 83O214'>’10 

* Region 4, Office of Director 83/04/29 5pp 18517 352 
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8309200621 Oocumants review df procedures & practices </sed In control 
of design & const of Dgron Station U highlights idnportsnt 
findings Const of Dgron meets requirements of FEAR & SEA 
(NUREC-0876} Supporting d o-cumenta t i on encl 

REED. C Commonwealth Edison Co 643qN B3/05/11 DENTON* H R 

Office 0# Nuclear Reactor Regulation, Director lOpp 10921 005 
24X Flirhe 30-000.03/05/11.0309200621 


— 0309240363 Responds to NRC B30tl8 Itr re nonconformance noted In OA 
Program Insp Rept 99900209/02-03 Corrective actions list of 
vendors used for callpr tvcs reviewed, updated & added to 
nuclear products approved vendor list 

MILINAZZD. P L Borg-Warner Corp □-03~O49/Nli8 B3/03/02. 

POTAPOVS. U Division of Vendor & Technical Programs 2pp 
10979 076 


— 8303200604 Advises that Uestinghouse QA program imp leimentatlon 
described in NCAP-8370t Rev 9A. sa t i sfactar^ 

SEYFRfT.l^ V Region 4i Dallas. Office of the Director <81/03/0n 
01/04/30 SLEMBER.R J Westlnghouse Electric Corp 2pp 
18382 299 24X Etc ha 30-373.83/09/11,0309200621 


B309240400 Ac k receipt of B309D4 Itr inforinlng NRG of steps taken Ic 
correct nonconformance noted In QA Program Insp Rept 
99900909/03-01 

POTAPOVS, U Region 4. Office of Olrectof 03/09/20 HOUfiTEAU.L 
Uifle Laboratories Ip 18974 192 


8305200668 Forwards QA Program Imp Rept 99900794/83-01 an 830317 
fi( notice of nonconformance 

POTAPOVS. U Division of Vendor Technicai Programs 03/03/04 

EOOERB, P E Ridlhalghi Eggers & Assoclatoe 2pp 18519 099 


— 0303200673 Notice of nonconformance from insp on 030317 

» Region 4. Office of Director 83/09/04 Ip 10519 102 


— 0305200678 QA Program Insp Rept 99900794/83-01 on 830317 
Noncompl lance noted design change failed to eliminate 
formation of void In siption tuba 

HCNEILL. W M . BARNES. I Region 4r Office of Director 03/03/03 
3pp 10519 103 


B309230497 Forwards QA Program Insp Rept 99900036/83-01 on aSOZM-lB 
AITS Items F02700290. F0270030 1 . 302 &< 303 re failed pneumatic 
actuators closed N/o end 

POTAPOVS, U Division of Vendor t< Technical Programs B3/09/19 
LEUIS.R C Division of Project Resident Programs Ip 18937 141 


— 8309240403 Responds to NRC 830421 Itr ra nonconf ormance noted tn QA 
Program Insp Rept 99900909/03-01 Corrective actions 
procedures revlsed.mgt audits purchase orders revlt-wed & 
audits supervised bg lead auditor 

HOVSTEAV. L Wyie Laboratories 83/09/04 POTAPOVS, LT Rig Ion A, 
Office of Director 4pp 10974 193 


0309240411 Ack receipt of 830429 Itr Informing NRC of steps taktn to 
correct nonconformance noted in QA Program Insp Rept 
99900901/93-01 Extension of 30 dags for response granted 
POTAPOVS. U Region 4. Office of Director 83/03/20 WAMLrH.M 
Bechtel Corp Ip 18573 394 


— 8309240419 Responds to NRC 930330 Itr re nonconformance npted in QA 
Program Insp Rept 99900901/83-01 Corrective actions 30-dag 
extension requested to prepare rept re supplier survti 1 lance 
program improvements Drawings will be revised 

WAHLiH W Bechtel Corp 83/04/29 POTAPOVS. U Region At Office 
of Director 2pp 10973 393 


0303230514 Foruiardi QA Program Intp Rapt 99900036/83-01 on 030214-18 
Insp uncovered leakage ic closure problems u/Hanry Pratt 
butterfly valves U/o end 

POTAPOVS. V Division of Vendor it Teclinlcal Programs 83/09/19 
gpESSARDiR L Division of Project U Resident Programs 2pp 
16337 168 


8309240333 Confirms QA program insp at Huntsvl 1 le» AL test facility on 
830627-0701 . per 03Q311 ttlcon Insp Will address electrical 
equipment qualification process for safe ty-re lated Class IE 
equipment 

POTAPOVS. U Region 4. Office of Director 83/09/20 SMITH. E W 
Hyle Laboratories Ip 18972 341 


8309240336 Ack receipt of 830413 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900273/03-01 Vendor not excused from compliance Ectension 
for response granted until 830601 

POTAPfiVSiU Region 4. Office Of Director 03/09/20 BCHMIDT.I# J 
Uestlnghogse Electric Corp Spp 18949 361. 


8309240419 Confirms OA program insp at Richland.NA site on 030606-10. 
per 030224 telcon Insp will address QA program 
Implementation 

POTAPOVS, U Region 4. Office Of Director 83/05/20 VOLWER, C* V 
Exxon Nuclear Co . Inc (subs of Exxon Corp >, Ip 10574 281 


0309240424 Confirms QA program insp at Columbia, 8C site on 830620-24. 
per 830224 telcon Insp will address QA program 
implementation 

POTAPOV0. U Region 4, Office Of Director, 63/05/20 JACOBI. W.M, 
Hestlnghouse Electric Corp Ip 18973 039 


0309240426 Forwards QA Program Insp Rept 99900311/83-01 on 030228-0304, 
notices of violation it nonconformance 

POTAPOVS. U Region 4, Office of Director 83/04/29. QREENE. R 
General Electric Co 3pp 18974. 128 


— 8309240433 Forwards corrected notice of violation for OA Program Inip 
Rept 99900311/83-01 

POTAPOVS. U Region 4, Office of Director 83/09/03 OREGNErR 
General Electric Co Ip 10574*131 


8309240344 Ack receipt of 830413 Itr informing NRC of steps taken to 
correct nonconformance noted In QA Program Insp Rept 
99900900/83-01 

POTAPOVSiU Region 4. Office of Director 83/09/20 SLEHBER*R J 
Uestinghouse Electric Corp ip 18974:079 


— 8305240346 Responds to NRC 830317 Itr re nonconformance noted in QA 
program Insp Rept 99900900/83-01 Corrective actions test it 
execution & test date control procedure manual revised to 
include description it use of route cards 

SLEMBERrR J Westlnghouse Electric: Corp P l»fDA-83-719 83/04/13 

P0TAPDV3*U Region 4. Office of Director 2pp 18574 O0O 


6305240332 Ack receipt of 830302 tc 0422 1 trs informing NRC of steps 
taken to correct nonconformances noted in OA Program Insp 
Rept 99900289/82-03 

POTAPOVS. U Region 4. Office of Director 83/09/80 TE8TWtlIDE*R R 
Borg-Herner Corp ip 18975 073 


— 8309240437 Corrected notice of violation from insp on 830228-0304 
e Region 4, Office of Director, 83/09/03 Ip. 18574, 132 


— 8305240449 Notice of violation from insp on 830228-0304 

« Region 4. Office of Director, 03/09/03 Ip 18974' 133 


— 8309340492 Notice of nonconformance from insp on 830226-0304, 

» Region 4. Office of Director 03/04/29 2pp 10974 134, 


—8309240462 OA Program Insp Rept 99900311/83-01 on 830228-0304, 
Noncompllance noted failure to notify NRC of 4 l6-kV 
vertical lift metal-clad switchgear failure td comply w/ 
momentary current tests per ANSI std C37 20-1974 
FOSTER; w E , BARNES, I Region 4, Office of Director 83/04/21 
tOpp 16974 136 


— 8309240397 Responds to NRC 830329 Itr re none anformaxtce noted in QA 
program Tnsp Rept 999002B9/82-03 Corrective actions; 
personnel Instructed not to utillxe vendors not appearing 
on approved vendor list 

muiNAiZO. P. L Borg-Warner Corp Q-e3-0B3/PLM 03/04/23 
POTAPOVS, U Region 4, Office of Director. Ip 18975 074 


— 0309240361 Ack racept of 830302 Itr Informing NRC of steps taken to 
correct n one onf ormances noted In QA Program Insp Rept 
99900289/62-03 Requests description methods to prevent 
recurrence l. use of vendor not on approved list 
POTAPOVS. U Region 4, Office of Director 83/09/25 
TESTWUIDE.R R Borg-Warner Corp Ip 10575 075 


8309240431 Informs that QA program. per 6WS0AP I-74A, Rev C. 
satisfactorily impl emented. Continuing QA program 
accaptabi 1 Ity contingent upon satisfactory implementation 
verified through Vendor Programs Branch Insps, 

COLLINS. J T Region 4, Office of Director, 83/05/20 KELLY, R B 
Stone it Webster Engineering Corp 2pp 18974.124. 


--8305240435 Advises that SI<W satisfactorily implements QA program per 
SWSQAP 1-74A, Rev C Confirmation recommended. 

CHAMBERLAIN. D Region 4, Office of Director 03/09/18. 

COLLINS, J T Region 4, Office of Director 2pp 18974.126 


0309260291 Forwards 830913 second interim deficiency rept re cable 
tis ting, partial ly raspondlng to enforcement actions from 
Insp of mfg it testing activities Final rept scheduled for 
630630 W/o end 

POTAPOVS.U Region 4. Office of Director 63/05/20 BAER; R, L. 
Engineering St Generic Communications Branch. Ip 18629 160.^ 
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BS0527O144 Advlies that OA program doscrtbed in NEOO'*! 1307-04 A being 
Imp 1 ■m'tnted aatitf actori Ig Results of loep ptibllshed 
(luirterlg in NUREO-0040 

COCLtNSrJ T Division of Vendor & Technical Programs 03/05/24 
BRlPOOEMANiM H General Electric Co 2pp 1B63B 303 


—-8309270149 Discusses corrective actions on nonconf ormances noted In IE 
iTispi since Jan 1980 OE satisfactor l Ig Implemented OA 
program per NEDD-l 1209‘*04A Confirmation of Implementation 
recommended 

CHAMBERLAIN* D Division of Vendor it Technical Programs 83/09/20 
COLLINSj J T Region 4. Office of Director Ip 18638 203 


8305270267 Forwards OA Program Insp Rapt 99900722/03-01 on 830226-0304 
& notices of violation k nonconformance 

POTAPOV8*U Region 4i Office of Director 83/03/13 JOHNSON, I 0 
Robert Bhau Controls Co 3pp 18644 274 


— 6309270272 Notice of violation from insp on 830220-0304 

* Region 4, Office of Director 03/09/13 Ip 18644 277 


— 8309270277 Notice of nonconf ormance from insp on 030228-0304 
a Region 4, Office of Director 03/09/13 ip 1B644 270 


““8309270206 QA Program Imp Repfc 99900722/03-01 on 030220-0304 
None offlp 1 lance noted copies of Part 2t of Energy 
Reorganiialion Act of 1974 posted k procedures adopted per 
regulations not readily available to personnel 
PARKERiL B i BARNES, I Region 4, Office of Director. 03/09/12 
0pp. 10644 279 


0305270271 Forwards QA Program Insp Rapt 99900031/03-01 on 830220-0303 
k notice of nonconformance 

POTAPOVS, U Region 4, Office of Director 83/09/13 PATTY, D F. 

B ingham-Ni 1 lamette Co 3pp. 10644 309 


— 6309270290 Notice of nonconf ormance from insp on 830220-0303 
e Region 4, Office of Director 03/09/13 2pp 18644 309 


— 6309270307 OA Program Imp Rept 99900031/83-01 on 830228-0303 
None amp I lance noted no documented evidence that committed 
training of pump engineering personnel re HX design 
acconp 1 Ished 

KELLEY, N D , BARNES, 1 Region 4, Office of Director 83/09/12 
I2pp 10644 311 


8309270302 Forwards OA Program Insp Rept 99900404/83-01 on 030314-16 
No noncomp 1 lance noted 

POTAPOVS, U Region 4, Office of Director 03/09/10 8LEMB£n,R J 
Nistinghouse Electric Corp 2pp 10642 048 


—0309270311 OA Program Insp Rept 99900404/83-01 on 030314-16 No 
noneomp llance noted, Major areas Intpec ted’ difference between 
post-weld heat treatment on Indian Point Unit 3 steam 
generators Ic generators in other plants 

CONWAY, J T. , BARNES, I Region 4, Office of Director 83/09/04 
6pp 18642 090 


REOOD REGULATOR y OU I DEB 


6309160302 Reg Guide 0 31 Task OH 941-4, "Info ft Ensuring That 
Occupational Radiation Exposures at U Mills Will be ALARA ” 

» Office of Nuclear Regulatory Research, Director 03/09/31 I2pp 
10462 336 


B30920D619 Notification of CROP Meeting 40 on 030601 in Bethesda,HD 
to discuss proposed amend to 10CFR90 re hydrogen control 
requ Iranenti, proposed insider rulemaking package 6 operator 
requa 1 If icatlon program 

8TELL0, V Committee to Review Generic Requirements 03/09/10 
EIBENHUTi D 0. Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director U Offlco, Office of Inspection and Enforcement 
CUNNINGHAM, R E. Office of Nuclear Material Safety 6 
8ef eg uards, Director. 2pp 10920 190 


— 8309200654 Drift Rig Guide 9 XXX, “Std Formet k Content Guide for 
Nuclear Reactor Access Author i *at ion Plan " 
a NRC - No Detailed Affiliation Given 83/05/03 37pp 
16920 289 


— 8309200661 Draft yalue/impact statement of power reactor access 
authorlxation rule Amend to I0CFR73 proposed to astabllsh 
uniform min criteria for granting individuals unescorted 
acceei to protected areas 

* NRC - No Detailed Affiliation Given, 03/09/03 47pp 
16920 326. 


— 8303200671 Draft Beg Guide 5 XXX. “Guidance for Miscellaneous Amends to 
10CFR73 39 " 

a NRC - No Detailed Affiliation Given 03/05/04 26pp 
10521 040 


— 8309200677 Draft value/impact accessment of mi s c e 1 laneous amends re 
physical protection of nuclear poitier plants 
a NRC - Np Detailed Affiliation Given 03/03/03 19pp 
10321 066 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


0206100204 Forwards SAI“l-ie6-03-043-l , "Design Review of Fox-MpwUtt 
Reinforcing Bar Splice Sys,'" technical evaluation rept 
JOHNSON, D W Science App 1 i cat I one, Inc NRC-03-a2~096 02/06/08 

NRC - No Detailed Affiliation Given ip 10683 243 


— B206100210 "Design Review of F o r-Howl e 1 1 Reinforcing Oar BpUce Sgs, 
technical evaluation rept ’* 

♦ Science Applications, Inc NRC-03-B2-096 SAI-1-1B6-03-04 

Q2/O6/O0 62pp 18683 244 


8303000182 "Design Review of Dayton Dar-Orip Reinforcing Bar Splice 
Bys, " technical evaluation rept 

a Science Applications, Inc NRC-03-02-096 SAI-1-106-03-61 

03/02/28 NRC - No Detailed Affiliation Given 60pp 18926 044 


—0303000187 "Design Review of Dayton Bar-Crvp Reinforcing Bar Splice 
Sys, *' technical eveluation rept refs 

* Science Applications, Inc NRC-03-02-096 SAI-1-1B6-03-61 

83/02/20 NRC - No Detailed Affiliation Given 473pp 
10926 104 


8303080194 "Design Review of DyuitSag Threadbar Reinforcing Sgs," 
technical evaluation rept 

* Science Applications, Inc NRC-03-B2-096 8A1-1-1B6-03-61 

83/02/28 NRC - No Detailed Affiliation Given 37pp 18527 219 


— 6303080202 “Design Review of Dywidag Threadbar Reinforcing Sys, “ 
technical evaluation rept refs 

» Science Applications, Inc NRC-O3-B2-096 8AI-l-lB6-03-6t 

83/02/28 NRC - No Detailed Affiliation Given 396pp 

10927 279 


03O3OBO2O9 ’'Design Review of Cadweld Reinforcing Bar Splice Sgs," 
technical evaluation rept 

* Science Ap p I icat i one, Inc NRC-03-02-096 SAl~l-l86-03-61 

63/02/20 NRC - No Detailed Affiliation Given BOpp 18924 170 


— 6303000219 “Design Review of Cadweld Reinforcing Bar Splice 8gs, " 
technical evaluation rept refs 

« Science Applications, Inc NRC-03-82-096 BAI-t- IG6-03-61 
83/02/20 40app 18524 250 


0309030029 "Quorterlg Mgt Rept ORNL Projects for NRC Oft of NRR " 
LOTTS, A L Oelc Ridge National Laboratory 83/04/01 Office of 
Nuclear Regulatory Research, Director I76pp 18336 124 


0309060349 “Definition of Scenarios & Evaluation of Methods for 
Analysing Source Terms of Major Accidents Involving U 
Hexafluoride at NRC Licensed Fuel Cycle Facilities," 
monthly progress rept for Mar 1903 

8IMAN“T0V,M Union Carbide Corp FIN B-0499 83/04/29 

OERNSTEIN.S Transportation i Materials Risk Branch 3pp 
18393 081 


0309110062 "Invsstlgatlon of Ventilation Component Response to Large- 
Pressure Pulses,” monthly progress rept for Fob 1903 
GREGORY, W S Los Alamos Scientific Laboratory FIN A-7028 
83/04/00 SOLDEROr D E Transp orta tlon k Materials Risk Branch 
6pp 10420 318 


0303110003 “Investigation of Ventilation Component Response to Large- 
Pressure Pulse," monthly progress rept for Mar 1983 
GREGORY, W S Lot Alamos Bclentiflc Laboratory FIN A-702B 
03/04/21 SDLBERGi D E Transpor ta tlon 6 Materials Risk Branch 
6pp 10419 394 


0303130292 “Investigation of Accident-Induced Flow Matl Transport In 
Nuclear Facilities,*’ monthly progress rept for Mar 1903 
MARTIN, R A , GREGORY, W S Los Alamos Scientific Laboratory FIN 
A-7029 80/03/10 BERNSTEIN, S Transpor tatlqn 6 Mater lals Ri sif 

Branch 7pp 1S498 003 


0305290199 “OrnBric Study of Recycle of Contaminated Matls,*’ monthly 
progress rept for Apr 1903 

TRAVIS, C C Oak Ridge National Laboratory FIM D-0B24 
NRC-60-10-O1-03 03/03/10 D ICEHOUSE. H J Transportation it 

Materials Risk Branch 3pp. 10396 IBS 



E10 


NONDOCKETED ITEMS 


0303230168 "^Accliffint Aerosol Chorac ter i to 1 1 oi%> " inForma] monthly 
progrems rapt Par Apr 1903 

QWCZARSKI.P C Qattelle Memorial Institute* Pacific Northuest 
Laboratory FIN 8-2287 83/03711 BERNSTEIN, S Division of Risk 

Analysis 3p p 18396 142 


03O323£li74 "Acctdeht Aerosol CAarac teri la tion* informal monthly 
progress rept for Mar 1903 

□WCZARSKI*P C Battelle Memorial Institute, Pacific NortAuiost 
Laboratory FIN 8-2287 03/03/1! BERNSTEIN. B Division of Risk 

Analysis Spp 10596 340 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


D3031G0429 Forwards response to 030200 Itr re backfltting costs of 
tufo nuclear pouer plants All three units have combined 
capability of J . 539 MNE (summerl net 

HADLEY, C 0 Northern States Pouer CQ 03/03/15 TQl/RTELLOTTE, J 
Regulatory Reform Task Force 6pp 18541 041 24X 

Flcbe 30-000,03/03/13,8303180429 


8303040630 Notifies of CRGR Meeting 36 on 030429 to discuss findings 
of Salem Generic Implications Task Force 

STELLO. V Committee to Review Generic Requirements 83/04/27 
EISENHVT.D Q Office of hfuclear Reactor Regulation. Director 
JORDAN. F L Director's Office. Office of Inspection an.d Enforcement 
CUNNINGHAM, R E. Office of Nuclear Material Safety b 
Safeguards. Director 2pp 18336 306 24X Fiche 50-872. B3/04/27. 

8303040630 


0303050334 Summary of 830301 meeting w/Nucloar Util Fire Protection 
G^roup. EPMi Debevoise 6 Liberman* CPC* Bechtel & GPU re 
c lari f icat i-on of fire protection rule.App R to tOCFRSO 
WAKBACH, T V Operating Reactors Branch 3 LS03-83-O4-0i9 

63/04/11 Operating Reactors Branch 9 4pp 1B398 022 


— 8305030722 Requests CROR review of end Commission paper to amend 
10CFII71 re transportation regulations, per 830120 memo 
MINOGUE.R D Office Of Nuclear Regulatory Research. Director> 
03/04/25 STELLOf V Regional Operations b Generic Requirements, 
226 pp 66766 146 


6305120460 Requests info re issue solutions accepted by NRC which have 
b have not been addressed In SER/s up p 1 ementa 1 &ERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO. J J Licensing Branch 1 03/09/02 HOLTZSCHER. D L 

Illinois Power Co 2pp IB443 173 24X Flche 50-000.03/09/02. 

8309120460 


— 8305120470 Requests info re issue solutions accepted by NRC which have 
b have not been addressed in SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

0TEFAND* J J Licensing Branch 1 63/05/02 POWELL. P Washington 

Public Power Supply System Ip 18443 174 24X 

Flche 90-000.03/05/02.8309120460 


— 8305120477 Requests info re Issue solutions accepted by NRC which have 
b have not been addressed In SER/supplemental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO, JJ Licensing Branch 1 83/05/02 REED. W J Gulf 

States Utilities Co Ip 18443 175 24X Fiche 90-000,03/09/02, 

6309120460 


— 8309120409 Requests info re issue solutions accepted by NRC whisb have 
it have not been addressed in SER/supp lemental 8ERs Info 
needed to document evaluation on each Licensing Review Group 
IJ generic issue 

STEFANO, J J Licensing Branch I 03/09/02 RICHARDSON. J D. 
Mississippi Pouer i Light Co Ip 10443 176 24X 

Fiche 50-000.83/05/02.8305120460 


830 5060379 Comments on proposed rule re safety goals evaluation plan 
Milano Nbtl Nuclear Regulatory Agency presently Involved In 
similar but more restrictive task Requests to be kept 
informed of proceedings 

OARRISEAjS fnstituto di Ingegneria Nucleare. Milan, Italy 
48FR10772 83/04/26 Docketing & Services Branch ip 

10343 159 


— 8309120491 Requests Info re issue solutions accepted by NRC which have 
&( have not been addressed in SER/supp lemental 8ERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO* JJ Licensing Branch 1 03/09/02 DUZZELLI.EM 

Cleveland Electric Illuminating Co tp 18443 177 24X 

Flche 96-000.83/09/02.8305120460 


0305110415 Natification of CRGR Meeting 38 on 030518 in Bethesda. MD 
to -discuss proposed rule, "Analysis of Potential Preasuriied 
Thermal Shock Events." prioritization of generic safety 
Issues |< operator requal i f ica tion program Review matl end 
STELLQ. V Regional Operations & Generic Requirements 03/09/10 
EISENHUTiD 0 Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety i 
Safeguards. Dlr«c tor 2pp 1B394 221 


--830S1 10423 Forwards draft FR notice & supporting regulatory assessment 
□n proposed rule re pressurized thermal shock CROR review 
requested within 2 uks 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
63/09/03 STELLOiV Regional Operations Sc Generic Requirements 
36pp 18394 222 


0305120969 Discueses guidelines developed to aid in review of IE 
Bulletin 79-19 re long-term operability of deep draft pumps 
Alternate qual If Icatlon method Incorporating vibration 
monitar-ing & std plant test procedures proposed end 
NOVAK. TM Assistant Director for Licensing IEB-79-15 B3/09/03, 

HDLTZSCHER. D L Licensing Review Group 11 6pp 10440.356 24X 

Flche 90-000.83/05/03,0309120569 


03OS17O279 Notification of CRGR Meeting 37 on 830311 in Bethesda. MD to 
discuss methodology used to prioritize generic safety issues 
i operator requalification program 

STELLO* V Committee to Review Generic Requirements 03/04/27 
ElSENHl/r. D Q Division of Licensing JORDAN, E L Director's 
Office* Office of Inspection and Enforcement CUNNINGHAM, R E 
Office of Nuclear Material 8afety (( Safeguards. Director 2pp 
18493 358 


— B305il04SB Forwards proposed Commission paper discussing prior i tl lat ion 
of generic safety Issues S, transmitting draft NUREG-D933. 
“Prioritization of Generic Safety Issues " Procedures for 
identifying & managing issues encl 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
63/05/02 DIRCKS.W J Office of the Executive Director for 
Operations 771 pp 16394 259 


— 0305110432 Forwards options for operator requo 1 i f ica tion eiams 
Administered requal 1 flea tions option r ecommended 
DENTON.H R Office of Nuclear Reactor Regulation. Director 
83/03/07 DIRCK0.H J Office of the Executive Director for 
Operations 6pp 10376 310 


—83031 10485 Notification of CROR Meeting 39 on 830525 In Bethesda. HD to 
discuss proposed amend to 10CFR71 re transportation 
regulations & to review proposed ATHS rule iOCFRSO 60 
STELLQ.V Regional Dperatlons & Generic Requirements 83/09/10 
ElSENHliT* D 0 Office of Nuclear Reactor Regulation. Director 
JORDAN.E L Director's Office, Office of Inspection and 
Enforcement CUNNINGHAM, R E. Office of Nuclear Material Safety 6 
Safeguard »• Director Spp 18396 314 


--6305110493 Forwards proposed FR notice 
rule 1GCFR50 60 Addl requirements di 
briefing added Expeditious response 
MINQCUE.R B Office of Nuclear Regu 
83/0 5/G6 STELLO, V Regional Opera 

Sapp. 1B376 320 


& regulatory analysis on ATUS 
s cussed at CRGR 030420 
r equa s ted 

latory Research, Director 
tlons 6 Generic Requirements 


63D5170715 Lists agenda items from CROR Meeting 37 postponed until 
830516 Meeting 30 Items re methodology used by NRR to 
prlorltlte generic safety tisuei i briefing on operator 
requalification program among items postponed 

STELLO.V Regional Operations 6 Generic Requirements 83/05/06 
EI6ENHUT.D. G Office of Nuclear Reactor Ragulatian. Director 
JORDAN, E L, Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM* R Office of Nuclear Material Safety & 

Safeguards* Director Spp 10496 253 


8305170718 Summary of 030503 meeting u/NRR & CROR to clarify scope fc 
intont of proposed licensee actions stemming from Salem 
Generic Implications Task Force Rept (NUREO-1000. Vol 2) 

Meeting suggested to discuss recommendations on Item 3 
TAVLOR. M , SCHWINK. W Regional Operations 8< Generic Requirements 
63/05/06 STELLO. V , MURLEV. T Regional Operations & Generic 
Requirements 3pp 18496 197 


93D5190010 Summary of CROR Meeting 34 on 630420 re tschnlcal positions 
concerning waste classification & form, status of proposed 
ATHS & proposed IE bulletin on Hayward Tyler Pump Go 
pumps in spare parts 

STELLQ. V Regional Operations 6 Generic Requirements 03/G5/D4, 
DIRCKS.W J Office of the Executive Director for Operations. 7pp 
18923 213 


8309190G46 Commends representatives of BHR/6 utils participating in 
Licensing Review Group II for efforts In resolving issues 
generic to 0HR/6 OL applicants 

EISENHVr, D O Division of Licensing 83/05/03 E D ELMAN. M R 

Cleveland Electric Illuminating Co 2pp 1B923 178 24X 

Flche 50-000.83/05/03.6305190046 
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-”8305190054 CoinniBnds representatives of QUR/6 utils participating in 
Licensing Revleu Group 11 for efforts in resolving Issues 
generic to IlHR/6 OL applicants 

ErSENHUTiD 0 Division of Licensing S3/03/03 HALE, D P 
Illinois Pouer Co Spp 18523 200 24X Flche 50-000.83/03/03. 

8305190046 


—8305190060 Commends representatives of BUR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to DUR/6 OL applicants 

EISENHUTiD Q Division of Licensing 83/05/03 FERG080M, M R 
Washington Public Power Supply System 2pp 19523 202 24X 

FI Che 50-000,83/03/03,9305190046 


— Q3D519006B Commends representatives of BWR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to BWR/6 OL applicants 

EISENHOTiD O Division of Licensing 83/03/03 MCGAUGHY, J P 
Miselssippi Power & Light Co Spp 10323 204 24X 

Fiche 50-000,83/03/03,8305190046 


— 8305190077 Commends representatives of BWR/6 utils participating in 
Licensing Review Group II for efforts In resolving Issues 
generic to BWR/6 OL applicants 

ElBENHUT, 0 G Division of Licensing 83/05/03 CAHILL, J Gulf 
States Utilities Co 2pp 18523 206 24X Fiche 30-000,83/05/03, 

B305190046 


B305200535 Forwards "Summary of CRGR Activities for Apr 1963 *' 
SCHWINKiW Committee to Review Generic Requirements 03/05/17 
Committee to Review Generic Requirements 4pp 18316 031 


0303230270 “Active Mod Pt o je c t 5, Op erat i ng PWR. 1982 “ 

a Consumers Power Co 62/12/31 4pp 16376 332 24X 

Fiche 50-000.82/12/31,0303230270 


8303230203 Forwards capital cost analysis for backfitting expenditures 
reflecting both actual costs & estimates fot mods planned or 
in progress 

SHITH, B H Carolina Power 6 Light Co 83/03/22 TDURTELLOTTE, J 
Regulatory Reform Task Force 13pp 19343 277 24X 

Fiche 30-000. 03/03/22. B30S230283 


8303230364 Forwards cost info associated w/bac V f i tfcl ng nuclear units, 
per JL Maulden 930224 cammitment 

MARSHALL. J R Arkansas Power 6 Light Co 83/03/11 TOURTELLDTTE, xV 
Regulatory Reform Task Force 1 Lpp 18546 234 24X 

Fiche 50-313. 83/03/11. 8303230364 


8309230360 Forwards “fiept on DC Cook Nuclear Power Plant Backfitting 6 
Regulatory Impact Costs, “ providing cost analysis, per 630200 
request 

WHITE.W S American Electric Power Co . [nc 83/03/30 
TQURTELLOTTE. J Regulatory Reform Task Force 7pp 18544 356 24X 

Fiche 50-315.63/03/30,9305230369 


8305230387 Responds to 830209 request for backflt info Total of tSRI 
million spent on backfltting through Jul 1 982 Addl 450 
million required to complete work on NRC imposed backflts 
ARTHUR, J « Duquesne Light Co 93/03/09 TOURTELOTTE, J 
Regulatory Reform Task Force t7pp 18546 245 SIX 
Fiche 50-334.93/03/09.9305230387 


0305200619 Notification of CROR Meeting 40 on 830601 in Bethesda.MD 
to dlicuse proposed amend to lOCFRSO re hydrogen control 
requ 1 remente, proposed insider rulemaking package St operator 
requj 1 If ication program 

BTELLO, V Committee to Review Generic Requirements, 63/05/18 
EISENHUT, D Q Office of Nuclear Reactor Regulatloni Director 
JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety & 

Bifaguards, Director Spp 1S520 158 


—3305500623 Forwards draft Commission paper on amends to lOCFRSO re 
hydrogen control for review 6 comment 

MINOGUE, R 8 Office Of Nuclear Regulatory Research, Director 
03-033 03/05/12 BTELLO, V Committee to Review Generic 

ftequipements ip 10520 160 


—0305200627 Draft Commission paper requesting approval for FR 
publication of amends to lOCFRSO re hydrogen control 
Recomnendi affirmation at open meeting 

DIRCKS, W J Office of the Executive Director for Operations 
83/05/10 94pp 18520 161 


--Q305S00634 Forwards draft Commission paper re inssder safeguards 
rulemaking package for concurrence List of taf etg/safeguards 
review committee recommendations w/appropr late cross- 
raference to areas changed by CROR also end. 

OAVtB, J 0 Office of Nuclear Material Safety 6 

Saf eguards, Director 03/03/13 8TELL0, V Comailttee to Review 

Generic Requirements 34pp 18S20'25S 


— 8303500654 Draft Reg Guide 5 XXX, "Std Format & Content Guide for 
Nuclear Reactor Access Author i latlon Plan '* 
a NRC - No Detailed Affiliation Given 03/05/03 37pp 
18520 269 


■ — 8305200661 Draft value/impact statement of power reactor access 
authorization rule Amend to tOCFR73 proposed to establish 
uniform min criteria for granting individuals unescorted 
access to protected areas 

.# NRC - No Detailed Affiliation Given 83/05/03 47pp. 

18520 326 


--8305200664 Draft value/impact accessmant of nuclear power reactor 
search procedures rule Amend to 10CFR73 55<d)(l) proposed 
to clarify requirements for searches 

a NRC - No Detailed Affiliation Given 63/03/03 29pp 
19521 011 


8305230393 Forurards analysis of estimated backfltting costs per 
030209 Itr Estimated »174 million spent for backfltting 
Backfltting expenditures will average 407 of annual 
expenditures from 1977 through 1965 

HANCOCK. J A Florida Power Corp NCA93-0145 03/03/25 

TOURTELLOTTE, J Regulatory Reform Task Force 2pp 10543 356 24X 

Fiche 30-302.93/03/33.0305230393 


8305230402 Forwards Info on costs incurred from backfltting & Upgrading 
f ac i 1 1 tie 3. per 930210 request Mods categorized NRC-requlr ed, 
TMl-lessons learned or utl 1- ini t lated 

DlECKAMP.H General Public Utilities - GPU Service Corp 63/03/06 
TOURTELLOTTE, J Regulatory Reform Task Force 9pp 18576 318 24X 

Fiche 30-000.93/03/00.0303230402 


8305230407 Informs that backfltting matl will bo forwarded as soon as 
available, in response to S30200 Itr 

FURDUSH, M H Pacific Gas & Electric Co 03/02/23 TOURTELLOTTE. J 
Regulatory Reform Task Force Ip J8543 337 24X 

Fiche 30-000.93/02/23,9305230407 


8305230503 Summary of CROR Meeting 33 on 830423 re Salem Generic 
Implications T*sk Force findings. per NUREG-IOOO 
STELLOtV Committee to Review Generic Requirements 03/05/13 
DIRCKS, M J Office of the Executive Director for Operations 4pp 
18337 164 


0305230507 Summary of CROR Meeting 36 on 030429 re actions derived from 
Salem generic impllcatlans rept List of attendees end 
BTELLQi V Committee to Review Generic Requirements 63/05/13 
DIRCKStN J Office of the Executive Director for Operations 4pp 
10537 320 


B30523DSB1 Forwards lists of NRC initiated L TMI-related backfit items, 
li> response to 63020B Itr Dackfittlng costs resulting from 
utils own needs also provided 

WITHERS, B D Portland General Electric Co 83/03/24 
TOURTELLOTTE. J Regulatory Reform Task Force 4pp 18541 314 24X 

Fiche 50-344.93/03/24.9305230591 


8305230583 Forwards backfit cost info in response to 830200 Itr Two 
3.500 kM standby diesel generator s. d 1 esel generator bldg. 
auxlllaTy bldg addition, assoc lated electrical equipment L 
new computer sys added per NUREG-0737 

MATTIMOE. J J Bacramentd Municipal Utility District 93/03/16 
TOURTELLOTTE, J Regulatory Reform Task Force 4pp 18341 316 24X 

Fiche 50-312, 93/03/16, 93 D523G593 


— 8305S00671 Draft Reg Guide 5 XXX, "Guidance for Miscellaneous Amends to 
10CFR73 55. " 

« NRC - No Detailed Affiliation Given 83/05/04 26pp 
S85S1 040 


— S305&0T>677 Draft valuc/lmpac 
physical protection of nuc 
* NRC - No Detailed Affil 
18521 066 


t accessment 
lear power p 
latlon Given 


of miscellaneous amends re 
ants 

83/05/03 19pp 


8305230560 Forwards backfltting &< regula 
hardware <c r onfiardware-re lated backfit 
adding one addl senior reactor operate 
shift will cost ^600,000 per yr 
REZNICEK, D U Omaha Public Power Olst 
TOURTELLOTTE, J Regulatory Reform Tas 
24X Fiche 50-295.83/03/0418305230580 


tory impact cost data for 
s Requirement for 
r to each operating 

net 93/03/04 
k Force I6pp 1B341 322 


6305230597 Encourages industry approach to formulation of backfltting 
rule in line u/Regulatory Reform Task Farce effort. per 
621221 Itr 

DYBON, J B. Power Authority of the State of New York 03/03/02 

TOURTELLOTTE, J Regulatory Reform Task Force 2pp 18541 33B 24X 

Fiche 30-000,93/03/02.0305230397 
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Oi3032306Qe Provides 1 urrp sum niimb-ar representing direct cost impact of 
regcriatorv proliferation during appror period from WRC CP to 
low-potuDf 0L» In response to 330208 request re backfitting 
costs 

LUrtteN.O C Mississippi Pouer I, Light Co 83/03/04 

TOURTELLOTTE. J Regulatory Reform Task Force Spp 16541 340 24X 

Fiche 30-416. B3/03/04. 830523060& 


8303230616 Forwards info In response to B3O208 Itr requesting backfit 
cost data for operating nuclear units Cost categor 1 isd 
according to NRC Imposetf.TMl & non-TMI backf 1 ts. ut i 1- 
Inltlated t. hybrid bacleflts 

CDUNSILi Ini O Connecticut Vanipe Atomic Power Co 010721 83/03/21 

TOURTEt-LOTTE. J Regulatorg Reform Task Forte 25pp LBS43 033 
24X FlChe 50-000.83/03/21,8303230616 


6305S30634 AcV receipt of Itr requesting cost analysit of backflttlng 
requirements Imposed by NRC Facilities util require some 
backflt mods Casts util be almost identical to Byron 
Increases 

SHIELDS. S W Public Service Co of Indiana. Inc SV/P-OOBO-GS 
83/03/10 TOURTELLOrre, J Regulatory Reform Task Force app 
16342 352 24)( Fiche 50-346.83/03/10.6305230654 


0305 1 8031 6 
Forwards 
FELTON. J 
KMC; Inc 


Responds to FDIA request for 8ECY-83-i7 & 8ECV-03-19 
documents Documents also available in PDR 
M Division of Rules and Records 83/03/29 BREADV.J c 
Ip 18303 230 24X Fiche 50-237, 83/03/29. 030 31 803 16 


—8303180328 BEcy-GG-on 

Notifies of results of SEP review of facility 

DIRCKB, W J Office of the Executive Director for Operations 

83/01/12 47pp 18305 246 24X Fiche 30-237. 83/03/29. 8303 10(>3|^ 


— G305iB0322 SECY-e3“0l9 

Informs of proposed plan to convert seven remaining 
provisional DLs to full-term OLs after completion of SEP 
Phase II 

DlRCKSiU J Office of the Executive Director for Operations 
83/01/17 iSpp 18305 231 


8305230065 Responds to FOIA request for SECY-02-13D Forwards riquestf^ 
document Document alio available in PDR ^ 

FELTON; si M Division of Rules and Records 83/03/31 PEDRO. J iah, 
Corp Ip 18543 137 ^ 


6305230669 Notifies that operator requa H Pleat ion program postponed 
until CRGR Meeting 40, tentatively scheduled for 030601 CROR 
Meeting 38 scheduled for 830518 In Qethesda<MD 

STELLO, V Regional Operations & -Oeneric Requirements 83/05/17 
EIBENHUT.D 0 Office of Nuclear Reactor Regulation, Director 
JORDAN, e U Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, n E Office of Nuclear Material Safety 6 
Sa feguards. Director Ip 18542 332 


9303230716 Responds to 830208 request for bactfitting expenditures 
Actual cost at QL date was 4583 million Projected addl 
future cost for NRC imposed mods conservatively estimated at 
426. 500, 000 

CROUSE, A P Toledo Edison Co 83/02/18 TOURTELLOTTE* vT 
Regulatory Reform Task Force iOpp 18342 294 84X 

Fiche 50-346.03/02/10. 8305230716 


8305230720 Forwards list of utils responding to requests for cost 
figures on faackfittlng 

TOllRTEL LOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO, N J , OILINSKY, V , AHEARNE, J F Comnl ssloners 2pp 
10342 272 24X Fiche 50-000,93/04/11,0305230720 


8303230724 Forwards estimated annual regulatory |c nonr egul ator y 
expenditures in G30208 Itrs re cost of backfittlng Combined 
capacity of facilities is 994 MNe 

8L/RSTETN;S Wisconsin Electric Power Co 83/02/25 TOURTECLOTTE. J 
Regulatory Reform Task Force 3pp 18542 269 24X 

Fiche 50-266; 83/02/23. 8303230724 


B3D5230723 Forwards listing of r egulatory'^tnduced major plant mods It 
costs Size of nuclear staff nearly doubled since TMI 
accident Total expenditures for IE Bulletins 79-01,79-02 & 

79-14 modi provided 

OlESLER, C W Wisconsin Public Service Corp IED-79-Oi 83/03/23 
TOURTCLLQTTE, J Regulatory Reform Task Fores 6pp 18542 263 2AX 
Ftche 50-303; 03/03/23. 0305230728 


— 03O3&3OO7O 9ECy-02-Ol3D 

Informs Commission of status of imp 1 ementati on of 10CFR30 40 
& App R to lOCFRSO re fire protection rule for Third 
Quarter 1902. per SJ Chllk 801103 request 

DIRCKB. W J Office of the Executive Director for Operatiorvs 
82/12/10 9pp 18343 138 


8305290250 SECY-B3-067 

Provides Commission w/info rept explaining status of 
activities re fraudulent practices of Ray Miller. Inc 
DIRCK8.M J Office of the Executive Director for Operations 
83/03/16 30pp 10627 123 


8305270110 SECY-B3-195 

Requests Commission approval to transmit comments to EPA on 
proposed stds for U 6 thorium mill tailings at licensed 
commercial processing sites Comments re groundwater 
protection U radon stds not supportive of EPA proposed rule 
D1RGK8. W J Office of the Executive Director for Operations 
83/05/20 BBpp 10661 251 


STATE PROO STATE PROGRAMS 


8303040192 PNA-B3-007 on 830303.100 uCl 1-129,3 mCl Tl-201 Ic B mCl 
04-67 stolen from US Priority Transport vehicle near 
Colonit Town. NY Packages not found Press release may be 
1 tsuad 

CAMPBELL, M Region 1. Office of Director 83/04/04 Ip 
18326 353 


0305040201 PNA-03-OO7A on 830303.100 uCi 1-125, 3mCl Tl-201 U 0 mCl 
Oa-67 stolen from US Priority Transport vehicle near Colonte 
TowntNY Package of 1-125 found on 830315 In home of suspect. 
CAMPBELL, M Region 1. Office of Director 83/03/15 Ip 
18326. 394 


6ECV POSITION PAPERS BEFORE THE COMMISSION 


8302280090 SECY- 83-059 

Requests approval to publish encl technical criteria for 
regulating geologic disposal of high level radwaste as final 
amends to 10CFR60 W/draft final rule on l0CFft60 
DIRCKS.U J Office of the Executive Director for Operations 
83/02/09 430pp 18629 001 


8304220093 SECY-a3“059D 

Submits proposed responses to comments of Commissioners 
Ollinsky V Ahearne re 9ECY-B3-59 concerning technical 
criteria It conforming amends to disposal of high level 
radwaites In geologic repositories 

DIRCKS.W J Office of the Executive Dlrectoir for Operations 
83/04/11 26pp 18627 190 


8303020930 SECV-e3-l40 

Prssents NRC review of I, recommendations on util 830131 
revised schedule 6 cost info re recovery 

DiRCKSiW J Office of the Executive Director for Operations 
03/04/15 33pp 18284 261 24 X Fiche 50-320, 83/04/ 15» B 30302 0530 


8305170232 SECY-83- 1 58 

Informs Commission of findings of Salem ATMS generic 
ImpHcatlons task force re overall mgt capability & 
performance h reactor trip sys reliability 

DIRCHSjW j Office of the Executive Director for Operations 
83/03/02 139pp 19476 104 24X Fiche 50-272.83/05/02.0305170232 


830-304Q690 Notification of contract execution, Hod 1 to ^'Establish 
Collaborative Program Between State 6 Commiselon to Provide 
Independent Measurements of Radioactivity in Effluents b 
In Environ '* Contrector State of HI 

aiLVia, R M Technical Assistance Contracts Branch NRC-OS-rS-OH 
83/04/29 Director's Office. Office of Inspection end Enfare««fnt 
ip 18336 269 


— 8303040660 Mod 1. deob ligating funds, to ’*Eitablith Collaborative 
Between State U Commission to Provide Independent 
Meaeuriments of Radioactivity in Effluents !< In Environ 
Around Selected Commission Licensed Activities " 

R£IVIT2;L Wisconelnr State of GUSTAVE, R.P Division of 
Contracts NRC-05-73-OH 83/04/29 Ip 18336 270 


8305060466 Provides technical comments k recommendations on State 6^ 
radiation control program Program for regulation of 
agreement matli adequate! however, outdated radiation control 
regulations prevent compatibility daterminatlan 
COLLINS, J T Region 4. Office of Director 83/03/02 BABDL, B 

Kensas, State of Spp. 1833i 169 

0303100086 Confirms discussion of NRC review k eveluation of State 
LA radiation control program Program adequate. State should 
focus efforts on reducing backlog of Insps Technical 
commenti recommendations end 

COLLINS; J T Region 4. Office of Director 83/03/03 
STMONEAUX; F P Louiclana. State of 4pp 10377’ 226 
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aaosisooio Addl rcsponti to FOIA req^ueti for documents re etploratloni 
fllnlnf) or milling of U In specific arses of NE Foruards 
documents listed on app Revisu of remaining documents subj 
to request in progress 

FELTONiJ K Division of Rules and Records B3/03/?l REID* A 0 
Sroken Plou Lau Office Ip 184^3 2B3 


■03O91SOO41 Requests assistance in arranging meeting in LincolntNE to 
discuss requirements develop KQU defining roles re U or 
solution mining in northwest NE 

DRAlNiD T Nebraska, State of 8S/04/27 COLLINS. T Region 4. 
Office of Director 2pp 18443 293 


'830S120043 Informs that draft HQU read)/ for signature pending revleui I. 
concurrence by QELD Due to changes in location U 
organiiation of U Recoverg Licensing Dranch^hOU should be 
signed bg regional administrator 

COLLlNSiJ T Region 4. Office of Director 82/07/28 DAVIS. J 0 
Office of Nuclear Material Safety It Saf eguards. Director Ip 

1S443 29S 


-"B30912009S Forwards draft hOU re site U mining in NE Draft considers 
all previous NRC ofe comments & is acceptable to State of 
NE Comments should be provided bg B21019 

COLLZNSiJ T Region 4. Office of Director 62/10/01 DIRCKBi U J 
Office of the Executive Director for Operations STELLO. V 
Regional Operations i, generic Requirements KERR. D If Office of 
State Programs. Director 3pp 1B443 296 


■~-S30Si20036 Forwards notice of Issuance & availability of KQU between 
NE Dept of Environ Control U NRC for in situ U mining for 
filing & publication In FR 

COLLINS. J T Region 4. Office of Director 82/12/01 COMBS, T R 
Correspondence it Records Branch Ip 18443 299 


—.8309120062 Notice of issuance availability of MQU between NRC & NE 
Dept of Environ Control re in situ U mining. 

COLLINS. J T Region 4. Office of Director 82/11/30 Ip 
tS443 300 


-"0303120069 HOU between NRC it NE Dept of Environ Control re In situ U 
mining 

CQLLtNB. J T Region 4. Office of Director DRAIN. D T Nebraska. 
State of 02/11/02 2pp 1B443 301 


'0309120014 Comments on Proposed Draft LD 990. per 011210 request Use of 
word ^'mining" may cause some problems NRC does not have 
jurisdiction over conventional mining of source matl or 
other matl 

HONTOOMERV. J L Region 4. Dallas, Office of the Director 
<Bl/03/01> 02/01/19 DRAIN.DT Nebraska. State of. 2pp 

1S443 204 


— 0309120019 Dlscuiiet 820202 telcon ui/J Lange re proposed U In situ 
project in NE by Nyomlng Fuels Co State has licensing U Insp 
juris diction over project until 821108 

HONTOOHERV. J L Region 4. Office of Director 02/02/08 
COLLINS. J T Region 4. Office of Director 2pp 18443 286 


—0305120023 Forwards info rt 810313 meeting w/NE State officials 
concerning state It UMTRCA topics, state will seek amended 
agreement after 011100 Agency ether than E Simmons div 
aesigned to handle u mills 

HONTOOHERV. J. Region 4. Dallas. Office of the Director (81/03/011 
81/03/tB VOONO. F Office of State Programs. Director 4pp 
18443 288. 


— 0309120039 Concurs w/D Drain request for assistance In developing MDU 
to define respective roles in connection w/U or solution 
mining in northwest NE. June 1982 meeting suggested to begin 
formulating HOU 

COLLlNSrJ, T Region 4. Office of Director 02/09/03 DAVIS, J 0 
Office of Nuclear Material Safety It Safeguards. Director KERR.O W 
Office of State Programs. Director Ip 18443 S92 


8309170137 NUREO/BR-0029 V09 N4 

IMFORHATION REPORT ON STATE LEOISLATION 

KERR.Q. N Office of State Programs, Director. 83/03/31 14pp 
18494: 001 


0309190014 Ack receipt of.a304il Itr rt NRC review of Dept of Environ 
Gonetrvation radiation control program on 830909 or 10 
Schedule perml ttlng. author will meet w/representati ves on 
830910 

UILLlAMS. H 0 New York, State of 03/04/28, ALLAN. J M Region 1, 
Office of Director Ip. 18901 339 


6309190864 Forwards responses to specific technical comments 6 
recommendation per 830229 Itr re evaluation of NY City 
radiation control program. 

8£NGERiD J New York, NY. 83/04/22 HAYNES, R C Region 1. Office 
of Director 3pp 18901 242 


0303200320 Confirm* administrative technical review b evaluation 
finding* re State oF ID radiation control program Program 
adequate Technical comm-ent* t. recommendation* enc I 
COLLINB-JT Region 4, Office of Director 83 / 03/13 PURCE- T L 
Idaho, state of 5pp 18317 038 


8309230326 Not i f ication of contract execution "Radiation Mnnitorlhg 
Program Requirement*.*' awarded to State of PA 

MCDERMOTT. D Technical Assistance Contracts Branch FIN 0-0396 
NRC-2e-S3-607 B3/09/12 MCDBCAR.J Region I- Office of Director 

COSTELLO. F NRC - No Detailed Affiliation Given Ip 18977 291 


— 6309230332 Contract "Radiation Monitoring Program Retiui r ements, “ 
awarded to State of PA Cooperative agreement end 
« Pennsylvania. CommonweaLth of. MORTCN. K V Division Of 
Contracts FIN D-03S6 NRC-2B-83-607 83/09/12 16pp 

1BS77 292 


8309260377 Notification of contract e le cut i on. Mod 3 to "Exam of 
Agreement State Program " Contractor Natl Governor* Assoc 
MCLEAREN. T Administrative Contract i Branch NRC -06-01 -293 

83/09/16 KERR,0 U Office of State Programs. Director LUDENAU. J 
NRC - Wo Detailed Affiliation Given Ip 18647 296 


—0309260380 Mod 3. providing consideration to govt far late delivery of 
contract d e i i verab las. to "Exam of Agreement State Program '* 
SCHEPPACHi R C National Governors'' Association SMITH, P A 
Division of Contracts NflC-06-lB-293 03/05/16 Ip 18647 297 


8305270090 Not i Pica t ion of contract e x ecu 1 1 on. Mod 1 to "Radiation 
Monitoring Program Requirements '* Contractor State of NE 
MCDERMOTT. D. Technical Assistance Contract* Branch FIN B-S503 
NRC-3t-03-67O 03/03/16 MEYERS, D M Region 4, Office of Director 

NICHOLAS. J B NRC - No Detailed Affiliation Given Ip 18661 352 


— 8309270093 Mod 1. correcting 88.0 number*, to "Radiation Monitoring 
Program Requirements " 

■* Nebraska. State of MORTON. K V Division of Contracts FIN 
8-0903 NRC-3i -83-670 83/09/16 Ip 18661 393 


8309270130 Ack receipt o-f 830407 Itr accepting results of NRC review Of 
MD Dept of Health b Mental Hygiene radiation control 
program 

BUCK.C R Maryland, State of 83/09/li ALLAN. j M Region 1. 
Office of Director Ip 18638 214 


8309270165 Responds to 030902 lir re RJ Doda evaluation of agreement 
xnatis portion of state of LA radiation control program bt 
concern re overdue intps Staff relatively new & several more 
months of on-tha-job training necessary 

PORTER, B J Louisiana. State of 83/09/10 COLLINS. J T Region 4. 
Office of Director 2pp 18630 062 


TOPREP VENDOR REPORTS AND RELATED CaRRESPONDENCE 


8210190293 Suggests imp I ementatl on of emergency response guideline 
program in three steps. inc 1 ud ing preparation of plant- 
specific procedures List of questions & concern* end 
ElQENHUr. D 0 Division of Licensing 02/09/17 KINSSLEY. 0 D 
Mestlnghouse Operating Plants Owners Oroup LOpp 18300 30? 


8303240036 Discusses review of 620408,0601.1103 & 830216 lubmittaU on 
VAEC-1296P, *‘DN8R Limit Methodology Application to ME 
Yankee Plant " Critical heat flux correlation acceptable for 
application to facility reload w/l4xl4 fuel assemblies 
CLARKrR A Operating Reactors Branch 3 G3/03/09 OARRITY, J H 

Maine Yankee Atomic Power Co 8pp 17690 299 24X 

Ft Che 90-309,83/03/09.8303240026 


—03 0 1 060 1 37 FATE^02- 1 1 4 

"Review of YA£C-ia96P - DNBR Limit Methodology U Application 
to Maine Yankee Plant " 

HE88ON.0 M Battelle Memorial Institute, Pacific Northwest 
Laboratory 82/12/31 NRC - No Detailed Affiliation Given, 

7pp 17690 308 24XflchE 90-309,83/03/09.0303240026 


8304180340 Forwards proprietary WCAP-0200. Rev I, WCAP-0301. WCAP-B30a. 
liifCAP-8821, draf t responses to question* on WCAP-10079 6 
related info ra new small break evaluation model per 
NUrtEO-0737, 1 tem II K 3,30 Enel* withheld (ref lOCFRR 790) 

RAHE, E P Meetinghouse Electric Corp NS-EPR-2746 03/04/12 

THOMAS, C 0 Btendar d i ta t ion 6 Special Projects Branch 2pp. 

17997, 049 


— S30418D998 Requests that draft answers to NRC questions on WCAP-10O79. 
*’NDTRUMP. Node 1 Transient Bmall Break General Network 
Code,*’ be withheld per 10CFR2 790 

MIE0EMANN. R A Hestinghouse Electric Corp AH-a3-27 B3/04/12 

THOMAS, C 0 Standard 1 lat Ion 6 Special Projects Branch Ip 
17997 051 
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a3042000{Jl Fo-rwariJi Endorsements 106 tt 803 to I^EUIA Policies NF-Hl h 
NF-B3., respectively 

DOrHMAH, J McDermotti Inc 03/04/11 DINJTZ. I Division of 
Engineering 3pp 18066 092 


03O3OSO272 Forwards Affidavit AU-BO-27 In support of request to 
ylthhold proprietary Info re effect of radiation on 
Insulating metis in U»stlng^ouse medium motor per 
lOCFRS 790 re end util draft 830413 Itr 

iriESEMANN^ R A Westlnghouse Electric Corp CAW'B3-3a 83/04/13 
THQNAS.C □ Division of Licensing 9pp 10277 196 24X 

ft Che 50-266.83 /04/13.8303 020272 


— 8303020292 7 1 -i C2-RADMC-R I 

fJonpr opri etary version of “Effect of Radiation an 
Insulating Mails Used In l^estl ngh ouse Hedlun Motors " 
BARTKO, J Westlnghouse Electric Corp 71/04/10 39pp 
10277 205 24)( Flche 30-266,03/04/13*8303020272 


0305020201 Forwards results of survey of QA procedures applied by 
HNIWL to computer cade activities for NRC^funded prcvgrams 
8AN0ART. R L Division of Vendor & Technical Programs 83/04/28 

MATTSON R J Division of Systems Integration fpost 011005) 2pp 

18277 171 


B305020384 Forwards response to 821113 request for addl Info re 
Kl/RE0-0737d terns M El 2 fc 11 K 2 10 Schedule for 
Installation of auxiliary feedwater sys confirmed M/Il 
oversize drawings Aperture cards are available in PDR 
RODRIQUEZ, R U Sacramento Municipal Utility District 03/04/20 
STOLZfJ F Operating Reactors Dranch 4 3pp 18203-329 SAX 
Flche 30-312183/04/20.8303020384 


-“0305020392 DWNP-8C004 16-76) R3 

Rev 3 to ''Auxiliary Feeduiater Sys Sys Description 
* Babcocii 6 Wilcox Co 15-1120500-03 83/04/04 54pp 

10283 332 24X Flche 50-312.83/04/20.0305020384 


8305020390 Foruards "DLW 177 Fuel Assembly Owners Group Safe-End Task 
Force Rept on Generic Investigation of HPl/Makeup Noizle 
Component Cracking," in response to SER Open Item 8 on 
cracking In RCS makeup nozzles 

COOK.U W Consumers Power Co 22343 83/04/13 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 3pp 18273 001 
24 X Flche 50-329, 03/04/13, B30502039S 


—0305020404 77-1141514-00 

"QLW 177 Fuel Assembly Owners Croup Safe End Task Force Rept 
on Generic Investigation of HPI/Kakeup Nozzle Component 
Cracking " 

* Babcock te Wilcox Co 83/04/13 61pp 10273 005 24X 

Flche 50-329, 83/04/13, B305020398 


6305020502 Foruards comments on C-E Owners Group calculations re 
daprassurl zat ion & DHR capability of C-E plants u/o 
pressurlier PORVs, tf 1 scussed at 830112 meeting w/C-E Owners 
Group in Bethesda, MD 

NOVAltiT M Assistant Director for Licensing 03/04/19 MAURINjL V 
Louisiana Power 6 Light Co 4p p 102B4 333 24K 

Flche 50-382.83/04/19,8305020502 


03OSO2O524 Notification of B30505 meeting w/QE in Bethesda.MD to 
discuss Improvements in physics methods 6 submittal of 
topical repts 

FIENO. D Core Performance Branch 03/04/20 BERUINCER.C H Core 
Performance Branch 2pp 16284 202 


8309030D13 Forwards NRC comments on C-E Owners Group study re 
depressurization U OHR capability of C-E plants u/o PORVs 
Info re need for PORVs in plants required by 830630 In order 
to be considered in final decision 

NOVAK, T M Assistant Director for Licensing 63/04/20 VAN 
BRUNT, E E Arizona Public Service Co 4pp. £8310 347 24X 
Flche 50-528,83/04/20,8305030013 


0305030292 Forwards proprietary versions of XN-NF-CC-38 8, Suppl 1, 
"Users Manual for PTEPWR2. FORTRAN Program for Simulation of 
FMR Plant Transients Repts withheld 4ref 10CFR2 790) 

RB Stout affidavit end. 

CHANDLER, J.C Exxon Nuclear Co , Inc isubs. of Exxon Carp ) 
1 / 00:061 03 03/04/20 THOMASi 0 □ Standardization & Special 

Projects Branch 4pp 10300 023 


0303030337 Forwards proprietary i nonpropr ietary versions of "Radwaste 
Solidification Sys " Affidavit for withholding document 
end Proprietary version withheld (ref 10CFR2 770) 

POWELL, R H J NUS Corp PS-53-03a7 83/04/27 THOHASrC 0 
Standardization U Special Projects Branch 4pp IB292 318, 


8305030410 Provides further specific Info re ATMS Salem Incident 
implications on BhM plants B&W control rod drive trip sgi 
contains higher degree of diversity than any other trip sys 
in Industry 

ROV.DH Babcock it Ml Uox Co 83/04/20 DENTON, H Office of 
Nuclear Reactor Regulation, Director 2pp 10306 313 


B3DS03D4S6 Forwards proprietary version of WCAP-I0241r "Mestlnghouse 
BMR ECCS Evaluation Model " Computer Codes GOBLIN, DRAGON 6 
CHACHA for GE BWR NS88 designs comply u/requirtments of App 
K to 10CFR50 46 Rept withheld (ref 10CFR2 770) 

RAHE.E P Westinghouse Electric Corp N0-EPR-275O 83/04/20 

THOMAS, C 0 Standard i xat ion it Special Projects Branch 2pp 
18274 170 


— 8305030436 Requests withholding of proprietary version of tfCAP-|D24l, 
“Westinghouse BWR ECCS Evaluation Model,** per 10CFR2 770 it 
10CFR9 5(4) 

MIESEMANN, R A Mestinghouse Electric Corp 83/04/28 THOMAS, C 0 

Standardization it Special Projects Branch Ip 10274 173 


8305040302 Summary of 030422 meeting u/Chem-Nuc lear & FCTC In Bilvir 
Spring, MD re IE Info Notice 03-10, "Clar 1 f Icatlon of Several 
Aspects Re Use of NRG-Certl f led Transport Packages " 

ODEOAARDEN, R H Transportation Branch B3/04/26 Transportation 
Branch 2pp 18326 341 


B305040433 Forwards proprietary vlewgraphs entitled "Probab i 1 ifcy of 
Turbine Overspeed, *' from 03O4OB meeting w/NRC in Bethesda, 
hO Affidavit for withholding end Viewgraphs withheld (ref 
lOCFflS 770) 

TIMO. P P General Electric Co 03/04/28 IPPOLITO, T A Operating 
Reactors Branch 2 lOpp 18319 135 


B30S0404SB Forwards ''Core Bpray Design Methodology Confirmation Tttti. * 
per established procedures 

PFEFFERLENiN C General Electric Co MFN-067-B3 03/04/11 
MIRAOLIA, F J Assistant Director for Safety Assessment Ip 
18320 251 


—8305040466 NED0-24712-A 

"Cor# Spray Design Methodology Confirmation Tests " 
SANDOZ.e A , HVERB. L L , MOOD. J E General Electric Co 
79NE0122R1 03/03/31 2t7pp 10320 252 


6305040S65 Forwards Rev 7 to WPpg8-QA-004, "Operational QA Program 
Description " 

BDUCHEY, 0 D Washington Public Power Supply System 002-03-364 
B3/04/26 GRIMES, D K QA Dranch Ip 18320 159 


— 6305040586 Supports Rev 7 to WPPSS-QA-004, ''Operational QA Program 
Description," reflecting organizational changes Revised rept 
meets criteria of App B to 10CFR50 

HARP8TER, T L QA Branch B3/03/23 BOUCHEY, G D Washington 
Public Power Supply System 2pp 18320 160 


—0305040613 WPSS-QA-004 R07 

Rev 7 to WPP58-QA-004. ''Operational QA Program Description *' 
e Washington Public Power Supply System 83/03/16 B9pp. 
18320 162 


8305050026 Forwards NED8-2220?, "Analy s i s of Seram Discharge Vol Sys 
Piping Integrity " No further action planned re equipment 
qualification 6 sys design mods identified In generic 8ER 
<NUREO-O803} 

BAYNE, J P Power Authority of the State of New York JPN-a3-39, 
83/05/03 VAS8ALL0, 0 B Operating Reactors Branch 2 2pp 
tB337 313 24X Fiche 50-333,03/05/03,0305050026 


B305050034 Forwards correction to Item 5 of B30329 Itr clarifying 
emergency procedure guidelines in C-E Owners Group 821122 
submittal Discrepancies in termination criteria for 
once-through cooling clarified 

WELLS, R W C-£ Operating Plants Owners Group WELLB.R M Northiait 
Utilities RWH-Q3-23 03/04/22 EISENHUT, D 0 Division of 

Licensing 3pp 10339 100 


8305050200 Forwards proprietary version of "Counterf low Preheat Stie* 
Generator Tube Expansion Rept '* Rept withheld 
(ref 10CFR2 790) 

RAHE.E P Mestinghouse Electric Corp NS-EPR-275I 83/04/20 
EIBENHUT, D 0 Division of Licensing tp 1B338 153 


— 63OSOSO2O0 Application for withholding "Counterflow Preheat Steam 
Oanerator Tube Expansion Rept,*' from public disclosure per 
10CFR2 790 

MIESEMANN, R A Mestinghouse Electric Corp AM-83-32 03/04/20 

EISENHUT, D 0 Division of Licensing tp 10338 154 


— 03O3O3Q343 NP-PS-53-0370 RO 

Nonpropr I etary version of "NUS Process Sves Corp Topical 
Rapt on Radwaite Solidification Sys ■' 
e NVIS Corp 83/04/30 33pp 18292 322 
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0303050347 Inform* of foH» due for revleu of Amend 6 to Topical Rept 
DUKE- I “A re OA proaram 

HILLERrU □ Llcente Fee Management Branch 03/04/25 GRIER. G » 
Duke Power Co ip 10352 021 


03OSO6OO6O Application to amend License DPn-49/ revis ing App A Tech 
Specs re max critical power ratio operating limits for 8x6 (r 
8x8R/PBx8R fuel types to allow imp lemontat ion of turbine 
control valve mod 

ROQTrL D loua Electric Light & Power Co NO-BS"! 152 63/05/04 

DENTON. H R Office of Nuclear Reactor Regulation/ Director Ip 
10345 052 24X Fiche 50-331.83/03/04.6303060060 


—8305060076 Y1003J01A46 ROI 

Rev 1 to "9upp 1 eminta 1 Reload Licensing Gubmittal for Duane 
Arnold Atomic Energy Ctr. Reload 6 *' 

WAGNER. ft L , ZAREia. W A . CHARNLEY. J S General Electric Co 
63/03/31 20pp 18345 053 24X Fiche 30-331.83/03/04.8303060060 


6305060204 Summary of 830320 meeting w/CE in Silver Spring. «D re design 
criteria for nodular cast iron casks No objections to basic 
concept expressed, 

QDEOAARDEN. R H Transportation Dranch 83/04/21 Transportation 
Branch Ip 18359 361 


6305060-338 Forwards topical rept evaluation of BAW lDl41<P)i “TACO-2 
Fuel Pin Performance Analysis. Rept acceptable Publication 
of proprietary it nonpropr ietary versions of rept requested 
within 3 months of Itr receipt 

THOMASiC O, Standardl latlon it Special Projects Granch 83/04/13 
TAVLORjJ H Babcock S. Wilcox Co 2pp 18353 112 


--B3O4O0OOO9 Nonproprietary topical rept evaluation of BAM-I0l4ti 
"TACO-2 Fuel Pin Performance Analysis *' Rept acceptable 
« NRC - No Detailed Affiliation Given 83/03/31 51pp 
18353 114 


6305090212 Forwards proprietary "Wet tinghouse Advanced PWR Pretender Ing 
Module 5 - Chemical 6 Vol Control 9ys " Application for 
wlthhaldlng & affidavit end Rept withheld (ref 10CFR2 790) 

RAHE.EP Westlnghouse Electric Corp NS-EPR-2759 83/04/29 

EI6ENHUT. D, 0. Division Of Licensing 2pp 18362 342 


—6305090202 Application for withholding proprietary "Westinghouse 
Advanced PWft Pretendering Module 5 - Chemical it Vol Control 
8ys " Affidavit end 

MIESEMANN.R A Westinghouse Electric Corp AW-e3-36 83/04/29 

EI8ENHIIT. D Q Division of Licensing 9pp 10362 344. 


0305090217 Forwards topical rept evaluation of XN“NF-79~6(P6NP>i "Exxon 
Nuclear Analysis of Power Distribution Measurement 
Uncertainty for Westlnghouse PWfts. '* defining basis for 
acceptance of rept 

THOMAS.C □ Standardliatlon it Special Projects Branch TAC 12026 
83/04/28 CHANDLER. J C Affiliation Unknown 2pp 18381 103 


— 8305090228 Topical rept evaluation of XN-NF-79-6 (P8.NPJ. "Exxon 
Nuclear Analysis of Power Distribution Measurement 
Uncartalnty for Westlnghouse PWRs " Rept acceptable 

Gore Performance Branch TAG 12026 63/02/23 3pp 

16361 105 


6305090467 Forwards Rev 6 to "QA Program. " per NRC 630414 request 
TAYLOR. H a Sargent & Lundy. Inc 0037-00 93/04/29 HAA88. W P 

Division of Engineering fluality Assurance (Pre 630103). Ip 

18360. 154 


—0305090469 SL-TR-IA R06 
"OA Program " 

TAYLOR. H 0 I ACKHANNiL E Sargent St Lundy. Inc 83/04/22 4epp 
19360 155 


8305090512 Responds to 830406 staff requirements memo re briefing on 
DHR studies uri: C-E plants Investigation cji 1) be completed by 
930630 it results of s tudy . c one 1 us i ons 6 rocommendatio-ns will 
be presented to Comrstssion by Aug-Sept 

OIRCKB/M J Office of the Executive Director for Dperatioris 
03/04/23 CHlLK.S J Office of the Secretary of the Commission 
Ip 19381 246 


—8303090516 Staff requirements memo re 830404 briefing an DHR studies an 
C-E plants Commission requested NRC accelerate study & 
solicit & address ACR5 views on issue 

CHfLK.S J Office of the Secretary of the Cojiuni s s J □ n 11830404 
83/04/06 DIRCH.3, W J Office of the Executive Director for 
Operations ip 1B3B1 249 


0305090532 Notlficatian of canceled 830505 meeting w/GE in Gethesda.MD 
to discuss improvements in CE physics methods L submittal of 
topical repts 

FIENO. D Core Performance Branch 93/04/28 DERLINGER.C H Core 
Performance Branch 2pp 18367 336 


9305090551 Advises that branch has requested Oiv of Accounting & 
Finance to bill util for revioiii of ftav 13 to Topical Rept 
CPC-IA. "QA Manual for Midland Nuclear Plant. Vol I *' 

MILLER.W □ License Fee Management Dranch B3/04/2S BYRD. U 
Consumers Power Co Ip 18367 361 24X Fiche 30-029.93/04/25. 

9305090531 


9305090554 Forwards topical rapt evaluation of NEDE-3401 l-P-A-4. 
"Barrier Fuel Amend to QE Std Application for Reactor Fuel " 

Rept acceptable 

THOMAB.C Q Standard i xat i on fc Special Projects Branch 83/04/13 
CHARNLEY. J S General Electric Co 2pp 10381 254 


—0303090557 Topical rept evaluation of NEDE-2401 l-P-A-4i "Barrier Fuel 
Amend to OE Std Application for Reactor Fuel " Rept 
acceptable 

• Core Performance Branch 93/04/13 12pp IB38L 256 


8305090597 Forwards request for addl info re review of Addendum 3 to 
MCAP-072O. "'Improved Analytical Models Used in Westlnghouse 
Fuel Rod Design Computat i ens/Appl i c atlon for BwR Fuel 
Analysis " Response by 630625 requested 

THOMAS, C O Btandardiiatlon S, Special Projects Dranch 83/05/02 
RAHE. E P Westlnghouse Electric Corp 3pp 18367 341 


□305100197 Forwards comments re proposed NUREO-0737 Tech Spec*, par 
930321 Itr request Comments should not be interpreted as 
formal position or commitment to specific course of action 
OENTE. T nWR Owners Ornup DWR0S-B313 83/05/06 EI9ENHUT. D 0 
Division of Licensing 4pp 19374 311 


630510026D Forwards Westlnghouse Rev 1 to Procedure 181-154. 
"Preservice it Inservire Insp of Reactor Vessels " Procedure 
meets intent of Reg Guide 1, ISO. Rev 1 as referenced in 
Generic Ltr 03-15 

CAREY. JJ Duquesne Light Co B3/03/06 VARGA. 8 A Operating 
Reactors Branch 1 Ip 10371 160 24X Fiche 50-334.83/05/06. 

8305100268 


— 9305100273 Rev 1 to Procedure ISl-l54i "Preservice *c Inservlce Insp 
of Reactor Vessels " 

ADAM0N18,D C . L£ FEDVRE. B J . VAND. J A Westlnghouse Electric 
Corp 03/03/16 75pp 18371 161 24X fiche 50-334.83/05/06. 
8305100269 


9305100316 Forwards response to 820830 request far addl info it revised 
pagas to DAVI-10D25iP ) . Rev t, "Reactor Vessel Model Flow 
Tests for 205 Fuel Assembly Core “ Enel withheld (ref 
10CFR2 790) 

TAYLOR. J H Babcock t. Wilcox Co 93/05/02 THOMAS. C □ 
Btandardiiatlon 6 Special Projects Branch 2pp 18370 096 


9305090483 Forwards errata it addenda to NEDQ-2401 1-A-U8. "Licensing 
Topical Rept.OE Std Application for Raactor Fuel (Suppl for 
US}" l< to NED0-24011-A. "Licensing Topical Rept OE Btd 
Application for Reactor Fuel " 

CKARNLEYiJ 8 General Electric Co MFN-070-83 83/05/04 

THOMAGiC 0 Division of Licensing Ip 18360 S63 


9305 100362 Forwards Yt003J0IA53. '*9upp 1 emental Reload Licensing 
aubmlttal for Brunswick Steam Electric Plant. Unit 1. 

Reload 3(W/o Retire ulat 1 on Pump Trip)." Inadvertently 
omitted from 830502 Tech Spec rev request 

ZIMMERMAN, S R Carolina Power it Light Co LAP-a3-l67 83/05/06 
VASBALLO. 0 8 Operating Reactors Dranch 2 Ip 18379 0S9 24X 

Fiche 50-32 5. 93/05/06, 6303100362 


— G305090495 NEDa-240 1 1 -AO 1 1 - A-U3 

Errata t. addenda to "Licensing Topical Rept GE Btd 
Application for Reactor Fool (Suppl for US) " 

SHERWOOD. 0 0 General Electric Co 82NED05e, B2/08/31 72pp 

1 9360* 264 


— 8305090497 NEDO-2401 i-A-5 ERR 

Errata it addenda to "Licensing Topical Rept QE Std 
Application for Reactor Fuel " 

♦ General Electric Co. a2NED057 02/08/31 I51pp 18360'336 


— 0305100370 Y1003J01A53 

"Bupp lementa I Reload Licensing Submittal for Drunswick Steam 
Electric Plant.Unlt 1. Reload 3 (W/o Recirculation Pump 
Trip) " 

ZANARDI.O r HILL. R T , CHARNLEY. J 8 General Electric Co 
83/01/31 2Bpp 10379 060 a4X Fiche 50-325.83/05/06.8305100362 
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9309110360 Foruariii WCAP-I0a32. ronpruprietary version of MCAP'l019&j 
''Second Cycle Performance of Beaver Valley Unit 1 Piial " 
Aj>pllcatton for uithholding MCAP~10196* s^ubmi tted on 630202 
STIC 1 

CAREV, J xJ Duquesne Llg^t Co 03/09/02 VAROA. S A Operating 
Reactors Oranch 1 Ip 1B392 146 24X Piche 50-334. B3/09/02. 

6309110360 


— 8309110377 Application for withholding proprietary WCAP’'I0196. '‘Second 
Cycle Performance of Deaver Valley Unit 1 Fuel." per 
iacFR2 790 Affidavit end 

UIEBEMANNjR a Westlnghouss Electric Corp CAW'-aS-tS B3/04/20 
VAROA.S A Operating Raactors Branch I 6pp 18392 147 24X 

FI Che 90-334.83/05/02.6309110360 


—0303110396 WCAP-1025a 

Monproprl etarg version of. "Second Cycle Performance of 
ffsavtr Valley Unit 1 Fuel '■ 

PRtTCHETT.P A r KUNI8H1.H . ROBERTB. E (fes tlnghouse Electric Corp 
83/05/02 66pp 1B39S 1S6 S4X FiChe 90-334. B3/ 05/02. 
9309110360 


9309110437 Foruards "Bounding Analytical Assessment of NUREO-0630 on 
LOCA & Operating kU/FT Limits. '* per 630403 1 fcr 
CROUSE^R P Toledo Edison Go 949 93/09/06 STOLZi J F 

□peratlng Reactori Branch 4 Ip 16404 320 24X 

F 1 e h e: 90-346. 93/03/06. 0303 1 1 0437 


“-B30 9110443 77-11421 62-00 

"Bounding Analytical Assessment of NUREO-0630 on LOCA 1. 
Operating liH/FT Limits " 

e BabcocI ft Ullcoe Co 83/09/06 28pp 16404 321 24X 

Fiche 90-346.83/03/06,6309110437 


9309120019 Sutmlts organ! lat 1 onal charges within utit power generation 
div Effective 03O4OI. nuclear fuel svc dissolved as business 
segment it integrated Into field technical svc< Organ! lation 
chart end. 

TAILOR. U H Babcock ( Wilcor C« 63/04/22 HAAS. R P Quality 
Assurance Branch 3pp 18423.049 


9309120029 Forwards request for addl info re HCAP-8720. Addendum 2. 
"M«s tlnghouse Revised PAD Code Thermal Safety Model " 

Responses should be received by 630929 

THOMAS»C □ Standard! latlon U Special Projects Branch 83/09/03 
RAHEiE F ties tinghause Electric Corp 21pp 16443 897 


9309120073 Apprises of BtcU Ouners Oroup plans re plant emergency 
procedure technical guidelines Abnormal transient operating 
guidelines program will be enhanced w/hlgher level generic 
document, expand ing emergency operation technical bases 
lyHlTNEY^D D. Babcock Milcos Operating Plants Outiers Oroup 
WHITNEY. 0 D. Sacramento Municipal Utility District 83/05/04 
EISENHUTjD 0. Division of Licensing 2pp 18427 361 


9303120241 Foruards proprietary 4< nonproprie tary responses to NRC 
820919 request for addl info re measurement uncertainties & 

"Shape Annealing Factor Component of Axial Shape Index " 
Proprietary response b rept withheld (ref tOCFR2 790) 

CDUNSlLfW Q I SEARS. C F Northeast Nuclear Energy Co (subs of 
Northeast Utllltlesl CDUNSIU.W.Q Northeast Utilities A02724 
83/09/03 CLARK. R A Operating Reactors Branch 3 16pp 
1G427 191 24X Fiche 90-336.83/05/03.9309120241 


—8305120252 CEN-247 < N) -NP 

"Bhepe Annealing Factor Component of Axial Shape Index 
Uncertainty ** 

« Combustion Engineering. Inc> 83/03/31 4Bpp 16427 167 24X 

Fiche 50-336 . 03/05/03. 6305 120241 


6309130126 Forwards response to questions Included in 830203 Itr re 
Hydrogen Control Owners Group program Questions 869 must 
be addressed on plant-specific basis Tmtatlve arrangements 
made for meeting w/Contelnment 8ys Branch on 830602 
RICHARDSON. J D Hydrogen Control Owners Group. awR-6 Mark HI 
RICHARDSON. J 6 Mississippi Power b Light Co HQN-Olt 83/05/11, 
HaUSTON. R H Division of Systems Integretlon (post 8110091 23pp 
18437 231 24X Fiche 50-416.63/09/11.6309130126 


9309160063 Forwards Endorsement 124 to NELIA Policy NF-l 

ROBBINS. J 0 Marsh fc McLennan, Inc 83/03/2? SALT2MAN,xl 
Assistant Director for State b Licensee Relations 2pp 16491 034 


8309160084 Forwards Endorsement 124 to NELIA Policy NF-34 b Endorsement 
99 to MAELU Policy MF-97 

A8HBURN. D J Hirsh -b McLennan. Inc 83/03/06 SALTZMAN. J 
Assistant Director for State & Licensee Relations 3pp 16490 393 
24 X F 1 qh e • 90-087. 63/0 5/06. 9303 1 6D084 


8303160363 Forwards nonproprietary b proprietary versions of “Topical 
Rept for REA 2023 Dry Storage Cask for BWR Spent Fuel. " per 
10CFB72 Affidavit to withhold proprietary Info end W/o 
proprietary version 

PARKER. P E Rldlhalgh. Eggers b Associates 22161 83/04/14 

ROUSE. L C Advanced Fuel b Spent Fuel Licensing Branch 4pp 
16473 02 t 


•8305160369 "Topical Rept for REA 2023 Dry Storage Cask for BWR Spent 
Fuel " 

« Rldihalgh. Eggers b Associates 22i61 63/04/06 974pp 

18473 029 


0309170302 Requests withholding proprietary version of "Corrections 
to Critical Crack Size." per 10CFR2, 790 Affidavit end 
COLLIER, A R Westlnghouse Electric Corp 8E-B3-01 83/04/13 

SCHiFFQENSi J 0 Materials Engineering Branch 9pp 18463 001 


— 8305170307 Forwards proprietary b nonproprietary versions of 
"Corrections to Critical Crack 81xc " Proprietary version 
withheld (ref 10CFR2 790) 

DICKINSON. J 0 Mestinghouse Electric Corp, 8E-03-O2 83/03/13 

8CHIFFQEN8. U 0 Meter lals Engineering Branch Ip 10463' 010 


'0305170311 CT-25086A 

Nonpropr letary version of "Corrections to Critical Crack 
Site “ 

* Westlnghouse Electric Corp 83/04/19 6pp 10463 011 


0305170954 Clarifies commitment to apply 100% insp to selected 
components of PB-90 b D8-416 undervoltage trip attachments. 

In response to NRC requests New QC procedure will be applied 
to OB-90 attachments 

RAHE.E P Wes ting house Electric Corp N8-EFR-2762, 93/09/06 
DENTON, H Office of Nuclear Reactor Regulation. Director 2pp 
19467 021 


0309180262 Forwards response to 830407 It 28 telcon requests for addl 
Info re Rev t to proprietary WCAP-1002i "Nest inghouse 
Net Annular Burnable Absorber Evaluation Rept " Response 
withheld (ref 10CFR2 790). 

RAHE.E P Wffstlnghouse Electric Corp 83/04/2? THOMAS. C 0 
Standard 1 zation <( Special Projects Branch Ip 18467,223, 


—8305180273 Application for withholding response to request for eddl 
info re Rev I to proprietary NCAP-10021 "Westinghouse Wet 
Annular Burnable Absorber Evaluation Rept." from public 
disclosure 

WIESEMANN.R A Wes ting house Electric Corp AW-03-39. 93/04/27. 

THOMAS.G 0 Standard 1 xatlon b Special Projects Branch, Lp 
18407 224 


9305i?02?B Forwards changes in MPQP-i.Rev 9 re OA eng ineerlng. providing 
Imp plan to dc b removing requirement for reviewing design 
documents NRC opproval of activity requested 

MILLER. D 0 Consumers Power Co C8C-6694 03/09/06 HARRISON. J >f 

Region 3. Office of Director ip, 10501,093 24X 

Fiche 50-329.83/09/0610305190278 


—8305190300 MPQP-1 R06 DRFT 

Draft quality plan for underpinning activities, 

« Consumers Power Co. MPQP-1 63/09/03. 83pp 18901*084, S4X 
Fiche 90-327.83/09/0618305170278 


6309200072 Forwards revised pages to fundamental nuclear matl control 
p Ian. deleting refs to NRC documents l< repts no longer 
appl iceb le. Revs include description of new fuel rod item 
control sys M/o end, 

LICHTENBEROER Combustion Engineering. Inc 83-04 83/05/04 

JACK60N.R NRC - No Detellfd Affiliation Given Ip 16540.130. 


8305200952 Deficiency rept re potential defect in steel spring bands pf 
60 ampere fuseholders. Initially reported on 930904 
Metallurgical testing of broken bands continuing Next rept 
will be submitted within 30 days 

DWYER. P W Oeneral Electric Co, 83/09/10. DEYOUNG. R Director's 
Office, Office of Inspection and Enforcement 9pp 18916 007. 


0309200621 Documents review of procedures b practices used in control 
of design b const of Byron Station b highlight* Important 
findings Const of Byron meets requirements of F9AR b 8ER 
(NURE0-0a76> Supporting documentation end 

REEO.C Commonwtelth Edison Co 6434N 83/05/11 DENTON, H, R. 

Office of Nuclear Reactor Regulation. Director iOpp 16921 089. 
24X Fiche 50-000.83/09/11.8309200621, 


— 83052006B4 Advises that Westlnghouie QA program implementation 
described in WCAP-a370. Rev 7A. satisfactory 

SEYFRIT.K V Region 4. Dallas. Office of the Director (01/D3/O1L 
81/04/30 SLEMBERiR J Westinghouse Electric Corp. 2pp. 

16522 299 24X Fiche 90-373,83/09/11,6309200621 
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83092CK)S&3 info tupporting position tKat poitul 4 t«d plpo 

brtfki In RC9 prlmarv loop piping should be ellrainatad 
froA -st^uetu^«l design basis of all Westlnghouse plants 
Tilting program per Oensrlc Issue A-2 documented 
RAHEiE P Wistinghoute Electric Corp NS-EPR-276a 03/03/U 
VOLLHE-RiR H Division of Engineering 2pp 1B937 139 


8309S3D9D9 Requests addl info to complete revieiii of Rev 12 to QA 
program topical rept Specific questions ulll be provided 
1 ul prior to B30&2& meeting in Framinghami MA> per B3DS12 
telcon 

KARTlWi T T Division of Engineering £< Technical Programs 03/09/13 
JOflNBONiU P Yankee Atomic Electric Co Spp 10937 172 


0309240144 Forwards draft proprietarg Amend 2 to Rev 3 to EDR-l(P)-Ai 
“EdiTirs Nuclear Baf etg''RR lated Extra-Safetg Monitoring 
irX-8AM> Cranes ■' Affidavit dtd 031000 end Rept withheld 
<ref lOCFRS 790) 

HIOLLDRAMiR Vt HolUran U Associates B3/09/t& MORAN. D 

atindardl lation it Bpecial Projects Branch 3pp 10973 12A 


— 3303240184 Forwards draft proprietary Amend 2 to Rev 3 to EDR“1(P)-A. 
"Ederert Nuclear Baf ety-Related Estra-Saf sty it Monitoring 
<X*<8AM> Cranes ** Rept withheld (ref lOCPRS 790) 

HOLLORAN. R M Kollaran Associates 83/09/13 MDRAN. D 

Standard! xation b Special Projects Branch 2pp 10973 IS9 


0309240310 Forwards Endorsement 99 to NELlA Policy NF-193 it Endorsement 
29 to HAELU Policy MF-94 

NtLGON. R. Exxon Nuclear Co . Inc (subs of Exxon Carp ) 03/09/17 

SALTZHANi vJ Office of Nuclear Reactor Regulation. Director 3pp 
18943' 189 


0309240431 Informs that OA program. per 8W9QAP l-74A»Rev C. 
satlefactorily Implemented Continuing OA program 
ac-ceptab 1 lity contingent upon satisfactory Implementation 
veriflod through Vendor Programs Branch Inspi 

COULtNB, J T Region 4. Office of Director 03/09/20 KELLY. R D 
Stona in Uffbster Engineering Corp 2pp 10974 124 


■>•-0309840439 Advises that SAcU satisfac tori Ig Implemente OA program per 
BI4S0AP 1-74A. Rev C Confirmation recommended 
CHAMBERLAIN. D Region 4. Office of Director 83/09/10 
COLLINS. J T Region 4. Office of Director 2pp 10974 I2t 


03O-924O5O5 Forwards Rev 1 to CPC-2A "OA Program Description for 
Operational Nuclear Power Plants “ Changes do not reduce 
conmltnents accepted by NRC on 8301 18. Submitta I serves as 
annual rept 

VANDENALLE. D J Consumers Power Go S3/09/11 KEPPLER.J 9 Region 
Office of Director Spp 10979 116 24X Flche 90-000. 63/09/1 1« 

8309240909, 


—8305840969 CPC-2A ROl 

Rev t to "QA Program Description for Operational Nuclear 
Power Plants *' 

REYffOLDS. J. N. . DENlTT.R.fi . COOK. J. W Consumers Power Co, 

03/01/10 90pp 10979 118 24X Fiche 90-000.83/09/11.8309240909. 


830-9290190 Notification of 030603 meeting w/BNR-Hy drog an Control Owners 
Droup In Bethesda.MD to discuss hydrogen control program it 
amerganiev procedure guidelines 

HOUSTON. D Licensing Branch 8 83/09/17 EC H WENGER. A Licensing 

Branch 8 4pp 18996’ i?t 24X Fiche 90-416,03/09/17,8309290190 


0309290914 Forwards safety evaluation re BVIR Owners Group response to 
NUREO-0737. Item II K 3 49. "Depr essur I latlon W/Other Than 
Automatic Depressuri tatlon Sys " Action on Item complata. 

VA88ALL0, D, 0. aperating Raactori Branch 2 83/09/18 RHODE* 0 K 

Niagara Mohawk Powar Corp, 3pp 16999 310 24X 

Fiche 90-220.83/09/10.8309290914 


—9309290923 Safety evaluation supporting BWR Guinars Group generic 
response to Item II K, 3, 49 of NUftEO-0737. "Depressurl i ati on 
U/ather Than Automatic Depressurl xatlon Sys •• 

* NRC - No Datalled Affiliation Given 83/09/10 9pp, 
19999312 24X Flchei 90-220. 03/09/18. 0309290914 


0309260309 Interim deficiency rept re core support structure bolting 
Initially reported on 030419 Evaluation of corraetive action 
in prograis. Next rept will be sent by 031101, 

COOKi J H Consumers Power Co 83-09 111 83/09/19 KEPPLER.J 0, 

Region 3. Office of Director. 3pp, 18629.200 84X 

Fiche: 90-000. 83/09/19. 8309260309 


—8309860311 Deficiency rept re ultraionic test abnormal indications in 
upper barrel bolting of reactor internals. Ini tial Ig reported 
on 630328. Resul ts of Internal bolt insp discussed Addl Info 
will be forwarded, 

TAYLOR. J H. Babcock & Wilcox Co 03/04/11. DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement 9pp 
1 8689 809 24X Fiche. 90-000. 03/09/ 1 9. 0309260309 


— 0309860313 Updated deficiency rapt re core barrel bolting ultrasonic 
test Indications Bolts visually inspected Hairline crack at 
shank to head junction indicated Repair plans dependent on 
results of lower core barrel Insp 

TAYLOR. JH Babcock 6 Mtlcos Co 03/04/23 DEYOUNG- H C 
Director's Office. Office -of Inspection and Enforcement 3pp 
18629 210 24X Fiche 30-000.83/09/19,8303260309 


8309860320 Forwards NEDQ-249B2. "Mark I Containment Program Plant- 
Unique Load Def i nl tian* Bruns wick Steam Electric Plant Units 
1 a " Attachment detailing pres sur e /temp calculations also 
■nc 1 

ZIMMERMAN. 0 R Carolina Power 8« Light Co LAP-83-170 03/09/24 

VASBALLO. D B Operating Reactors Branch 2 Ip 18629 098 24X 

Fiche 90-324*83709/24-6305260320 


—S 30926032 9 NED0-249B2 ROf 

"Mark I Containment Program Plant-Unique Load Definition. 
Brunswick Steam Electric Plant Units 1 V 2 " 

* General Electric Co aiNEDDO70 81/10/31 61pp 10625 059 
24X Fiche 90-324. BG/OS/SA . B30526D3S0 


8309260396 Requests board notification be issued to boards associated 
u/C-E plants currently w/o PORVs nRC briefed Commlsslan on 
B30404 re statue of DKR studies w/emphasls on need for 
PORVs in current C-E designs 

MATTSON* R J Division of Systems Integration (post 311009) 
03/04/28 EI8ENHUT. 0 9 Division of Licensing ip 18629 360 


0309870006 Forwards proprietary t» nonpropr ietary versions of vlcwgraphs 
presented at 830331 meeting re counter flow preheat steam 
generator program Propr i e fcary version withheld 
Iref 10CFR2 790) 

RAKE.E P Meetinghouse Electric Corp N&-EPR-2747 03/04/11 

ElEENHUT. D Q Division of Licensing HOPKINS. B NRC - No Detailed 
AffUlatfon Given 1? 18630 140 


“8305270012 Submits application for withholding vlewgraphs presented at 
830331 meetlnp re counterflow preheat steam generator 
program from public dleclosure (ref 10CFR8 790) 

Nonproprietary vtewgraphs enc 1 

HIE8EMANN. R A Hestlnghouee Electric Corp AW--83-24 83/04/11 

EI8ENHUT. D O Division ef Licensing I2pp 18638 141 


8309870144 Advises that OA program described in NEDCI-1 1209-O4A being 
implemented sa tlsfactor i ly Results of insp published 
quarterly In NUREG-0040 

COLLINS* J T, Division o# Vendor 6 Technical Programs 83/09/24 
BRUOGEMAN.U H General Electric Co 2pp tB63B 203 


— 8309270149 Discusses corrective actions on nonconformances noted in IE 
intpi sine* Jan 1980 OE satisfactorily Implemented GA 
program per NEOD-1 1 a09-04A Confirmation of implementation 
recommend e 4 

CMAMBERLAIM, 0 Division of Vendor 6 Technical Programs 83/05/20 
CQLLlNS.>f T Region 4. Office of Director Ip 18638 209 


0303270299 AppUcatlon to amend License DPR-30. changing core protection 
safety 1 1ml t«, protec t Ive sys max allouablo setpoints brad 
position Units 

TUCKER* H B Duke Power Co 03/09/19 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ.J F operating Reactors 
Branch 4 4pp 18641 224 24X Fiche 30-369.83/09/19.0309270299 


— 83Q9270309 BAg-1774 

'^Oconee Unit 1 Cycle S Reload Kept " 

# Babcock & Wilcox Co 83/02/28 46pp 1B641 267 24X 

Fiche 90-269.03/09/19.8309270299 


8309S7034O Forwards application to amend License DPR-39 it "Bupplemental 
Reload Licensing Gubmlttal for JA Fltipatrlck Nuclear Power 
Plant.Raload 9 " Amend changes std reload licensing 
submittal for forthcoming Reload 9/Cycls 6 core 
HAVNE. J P Power Authority of the State of New York JPN-a3-47 
83/09/25 VASSALLO. D 0 Operating Reactors Branch 2 2pp 
18643 071 B4X Fiche 90-333*83/09/25*8309270340 


—8309270378 Y1003J01A96 R0( 

Rev O to "Supplemental Reload Licensing Submittal for JA 
Fitxpatrlck Nuclear Power Plant. Reload 9 *’ 

2ARBI9. U A I WAONER.R. L . CHARNLEY* J 8 General Electric Co 
83/03/3i- 2Spp 18643 103 24 X Fiche 50-333.83/05/29.0309270340 


8309370361 Submits topics to be discussed during 030526 meeting re 
need for addl info to complete NRC review of Rev 12 to 
operational QA program topical rept 

MARTIN. T.T Division of Engineering 6 Technical Programs 03/09/20 
JOHNSON.W, P Yankee Atomic Electric Co 2pp 10630 361, 
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0305270432 Discusses B&W Outers Oroirp emergencg procedure guidelines 
(abnorirsl transient operating guidelines - ATOGltper 830303 
Itr Detailed schedule for expansion of technical bases for 
procedure ulll be submitted bg end of June 

MKITNEY/O D Babcock & Wilcoc Operating Plants Ouners Group 
WHirNEY, D D Sacramento Municipal Utility District GL'-02-33 
83/05/21 EISENHUT. D 0 Diulslon of Licensing 2pp 18642 2B9 


03O527O4G1 Poruards proprietary ‘'Vantage S Fuel By St Viest i nghouse 
Presentation to NRC Staff, “ presented at 630510 meeting & 
application for withholding info from public disclosure 
RAKEiEP Westlnghousa Electric Corp N3-EPR-S7&0 B3/05/1B 

RUBEMSTElNiL 5 Assistant Director for Core tt Plant Systems 2pp 
18644 034 


— 8305270483 Submits application for Withholding proprietary Info re 
Uestlnghouse Vantage 5 fuel sys design meeting pTe&entatlon 
from public disclosure iref 10CFR2 7901 

WIESEMANNiR A Weitlnghouse Electric Corp AW-83-37 83/03/18 

RUBENS TE INj L S Assistant Director for Core !< Plant Systems Ip 
18i>44 056 


UASTE HOT NUCLEAR UASTE MANAGEMENT 


8303290536 Forwards proposed schedule for Basalt Uaate r^olatlon 
Project 0J&922 visit 

WRIGHT, R J High Level Waste Technical Development Branch 00196 
81/08/21 GORANSON«R Energy, Dept of Spp 17743 233 


03O329OQ13 Discusses progress made since Jul 1980 site visit re 
regulations for high level raduaste repository 

WRIQHTrR J High Level Waste Technical Development Branch 00266 
81/10/07 LIVINGSTON, V E Washington. State of 2pp 17746 073 


B30'5Q60319 Foruards ‘‘Breathing Zone for Airborne Particulates, Cotter 
Employees for Month of Mar 1983" 6 "Breathing Zone Summary 
for cvea 

CAIN. J Cotter Corp 00232 83/04/13 HAZUE. A J Colorado, State 

of 2pp 18353 064 


"S30506032S "Breathing Zone for Airborne Part i culates, Co t ter Emplogset 
for Month of Mar 1983" & "Breathing Zone Summary for CYa3 '* 

« Cotter Corp 0232 83/04/13 2pp 18393 066 


8305090567 Responds to topical rept on RADMAN computer code to classify 
8( document packaged low level waste per lOCFRAi Program 
shows promise as valid tool for waste generators to use as 
part of compliance u/Part 61 requirements 

ROLES, 0 W Low Lave! Waste Licensing Branch 83/03/28- TUITE. P T 
Waste Management Oroup» Inc Ip 18367 339 


8303090372 Forwards listed publications per code evaluation 
'’Documentation of Computer Codes for High Level Waste Mgt" 
also end No significant changes expected prior to final 
promulgation W/o tncli- 

KNAPP, M R High Level Waste LUenslng Management Branch 83/04/12 
BERHANIS, H L Roy F WestoH, Inc ip 18367 398 


8305090376 Forwards first 11 radiological assessment repts for detected 
areas of residual radioactive matls in EdgemontiSD Addl 
repts will be submitted as ava^ilable W/o ends 

MARTIN. D E L«u Level Waste Licensing Branch 63/04/08- BRICH«R 
South Dakota, state of ip 18367 397 


8305090592 Comments on review of Atlantic Research Corp request to 
allow onsite disposal of soil contaminated u/5r'-90 Potential 
dose commitment limited to leu than 2 mrem to bone provided 
drinking water not within 250 ft of 8r-70 

HIOOINBDTKAM, L LOW Level Waste Licensing Branch 83/04/21 
PAGE. R O Uranium Fuel Licensing Branch 3pp 18367 354 


8305090380 Submits current h projected activities in fuel cycle program 
area Resource estimates ic level of effort may change after 
evaluating 1983 budget 

BROWNING. R E Division Of Waste Management 03/04/15. 

CUNNiNGHAMiR E. Division of Fuel Cycle U Material Safety Spp 
18367 348 


8305090606 Trip rept of 830324 visit to Rio Algom mill In Grand 
Junction* CO 

PENNiFlLLr R A Low Level Waste Licensing Branch 83/04/11 
HIGGINBOTHAM, L Low Level Waste Licensing Branch 3pp- 18381:237 


8305090617 Comment > on Rev 1 to "Select ion o-f West Valley Ofmonstration 
Project Lev Level «« Traniurenic Waste Form " insufficient 
technical data in document to judge adequacy of either 
cement or asphalt for solidification 

HICOJNBOTHAM, L Low Level Waste Licensing Branch 03/04/15 
ROUBEdL C. Advanced Fuel 6 Spent Fuel Licensing Branch 4pp 
18367,332- 


6305090630 Summary of 630316 meeting w/DDE in Silver Spring, MD r# 
UMTRAP vicinity properties 

FLDBY. C A Low Level Waste Licensing Branch 83/04/28 
HIGGINBOTHAM, L Low Level Waste Licensing Branch 2pp 10367 330 


6305090626 Forwards list of docoments within Div of Waste Mgt re 
K Dunn FOIA 83-193 request 

STILL. N Division of Waste Management 63/04/06 BEVERIOOE.G 
Program Support Branch 4pp 16367 323 


0305090643 Forwards NRC comments to DOE on proposed high level waits 
repository siting guidelines W/o end 

browning, R E Division of Waste Management 83/04/18 L€Wf 8 ,N 0 
Washington, State of Ip 16367 306 


0305090647 Trip rept of 030419-21 USDS low level waste research 
meetings in Urbana, IL & at Sheffield site 
8 IEFKEN. D L Low Level Waste Licensing Branch 83/04/27. 

HAWKINS, E F Low Level Waste Licensing Branch 4pp 18301 206- 


6305090653 Trip rept of low level waste compact negotiators 83031S'-16 
meetings in Atlanta, OA 

JACKSON, K Lou Level Waste Licensing Branch 03/04/27 
HIOGINGDTHAM, L Lou Level Waste Llcehslng Branch Spp 10381*279 


8305090656 Forwards, for concurrence revi ew, Commission paper 
recommending publication of proposed suspension of portions 
of APP A to 10CFR40 re U mill tailings regulations 
Telephone response by 830427 requested W/o end 

BROWNING, R E Division of Waste Management 83/04/28 KERRrO W 
Office of State Programs. Director CUNNINGHAM, 0. H Office of the 
Executive Legal Director CUNNINGHAM, ft E Division of Fuel Cycle L 
Material Safety 2pp 10381 277 


8305090661 Ac k receipt of 830308 Itr inviting participation in 
2-day meeting on "WIPP Site Suitability for ftadwaste 
Disposal," on 630512-13 in Carlsbad, NM NRC cannot 
participate in meeting or evaluation 

MILLER. H J High Level Watte Technical Development Branch, 
83/03/31 NEILL. R H New Mexico, State of 2pp 18301 040- 


8305090670 Forward comments on topical rept "Results of Test Program 
for Boldlf Icatlon of Contaminated Waste Lubricating Oils," 

State of WA comments should be addressed separately W/o 
end 

JOHNSON,! C Lou Level Waste Licensing Branch 83/04/27 
IRVING, 0 A Vikem Industries, Inc ip 18369 362 


8305090675 Reviews marked'*up handout on high level waste reflacting 
enactment of Nuclear Waste Policy Act in Jan 1963 W/o end 
BROWNING, R E Division of Waste Management 83/03/29 COOK.J 
Office of Public Affairs 2pp 18381 269 


6305090679 Forwards 24 radiological assessment repts for propertiei 
In Edgemont, 80 re presence of residual radioactive matl 
Repts submitted to DOE for remedial action W/o ends 
MARTIN, D E Low Level Waste Licensing Branch 83/04/28 GEl DT, J H 
Environmental Protection Agency Ip 18301.288 


8305090696 Forwards NRC "Technical Criteria for Disposal of High Level 
Raduaste in Geologic Repos itorlesr " IOCFR 6 O 1 Subpart E, per 
830412 Itr Final version to be released on NRC approval W/o 
■ nc 1 

BALLtM J High Lavcl Waste Licensing Management Branch 83/04/25 
SMITH.G R Michigan, State of ip 16381,287 


6305090705 Forwards response to 830312 request for comment on remedisl 
action concept paper for U mill tailings site at Green 
River. OT 

martin, D E Low Level Waste Licensing Branch 83/04/22 
MARLEYrJ A Energy, Dept of 3pp 16381’ 284 


8305110024 Forwards comments to DDE on 830207 proposed siting 
guidelines < 10CFR960}, estab 1 ished In response to Nuctier 
Watte Policy Act of 1982 requirements NRC comments on DDE 
FR notice also provided W/o end 

DIRCKS.W J Office of Nuclear Reactor Regulation, Director 
83/04/25 MATHE80N, 8 M Utah, State of. Ip 10411.356, 


6305110068 Informs that 830406 Itr St attachments ssnt to M Ball. Copy 
of Reg Guide 4 17 end, W/o end 

WRIGHT, R J High Level Waste Technical Development Branch 
83/04/26 H0VI8, J, B Hovis, Cockrill, Weaver St Bjur Ip. 

18421 237 


8305110130 Forwards info on 20 contaminated properties In vicinity of 
Grand Junction site Remedial action being prepared. W/o end. 
BAUBLITZ, J E Energy, Dept of 83/04/15, HAWKINS, E P Low Level 
Haste Licensing Branch ip 18421 358 
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B30S110142 ForUfard« final draft remedial action concept paper for 
Cunnlton Inactive U mill tailing* alts Commenta Teq.uefited 
030906 »/a end 

MORLEYi ^ Energy/ Dept of 83/04/10 HAVlKtNS. E Lou Level 
l^aite Licensing Branch Ip 16421 330 


S3091 10147 Foruardf J Hayei commenta on draft ANS 16 1 std Vt/o end 
vTOrthtSDN-J C Lou Level Waate Licensing Branch 03/04/07 OODDEE/ H 
Oak Ridge National Laboratory Ip 1G434 111 


6303110196 Foruards separate responses to RADHAN code topical comments 
provided by States of SCi l^A St NV Code ulll reinforce QA 
program & survey acceptabilities 

TVITEfP T Waste Management Groupi Inc 03/04/13 JOHNSON*! NRC 
No Detailed Affiliation Given 6pp 18434 097 


630S110173 Summarlies 030416 meeting u/DQE & Battelle in Gaithersburg. 
MD re siting guidelines (proposed 10CFR96> 

PFLUMf C- O High Level Waste Licensing Management Branch 63/04/22 

BOVLEtR^R High Level Waste Licensing Management Branch 2pp 

16434* 260 


B3031101B3 Foruards 24 radiological assessment repts for properties in 
Edgimontr 8D u/detected presence of residual radioactive 
aatls Addl repts will be submitted W/o er^cl 

MARTlNiD. E Lou Level Waste Licensing Branch B3/04/20 BRITCHrR 
South Dakota. State of Ip 18434 262 


630311021B Foruards comments on proposal for transuranic uaste sorting 
at West Valley per 630409 request Concept acceptable 
HIGGINBOTHAM* L Low Level Waste Licensing Branch 83/04/19 
ROUSE. L C Advanced Fuel tt Spent Fuel Licensing Branch 4pp 
18434 390 


6309260396 '*RADQN-222 Aipts for Feb t< Mar 1963, '• based on TLD chips 
for probes placed on B30211 removed 030409 Replacement 
pTfrbei not availeble during Mar due to procurement of neu 
lab to perform sves. 

CAIN. J Cotter Corp 00267 03/04/29 HAZLE, A J Colorado. State 

Of 3pp 16647 291 


6305260360 ''Breathing Zone Rept for Apr 1963" 6 "Cumulative Breathing 
Zone Summary for CY03 " 

CAINi J Cotter Corp 00277 03/09/13 HAZLE. A J Colorado, Btate 

of. 2pp 10640 021 


0305310211 COS/01 16R029 

•'Geology 6 Hydrology of Yucca Mountain 6 Vicinity, NV Test 
8ittr " final rept W/thrat ovarslia figures Aperture cards 
are available in PDR 

READE*M T , MCKAY, E D COS, Inc 83/03/31 7Ipp 18691 230 


0305310217 Confirms 630601 meeting W/J Baublltz (DOE) in Bethesda«MD 
to diecuss Implementation of UMTRCA for Cannonsburg sit*. 

PAOE.R/O Uranium Fual Licensing Branch 03/03/23 HIOOINBQTHAM, L 
High Level Waete Licensing Management Branch FONNER,R Office of 
the Eiacutive Legal Director CROW. W T NRC » No Detailed 
Affiliation Given Ip 10662 260 


XPORTLIC EXPORT AND IMPORT LICENSES 


8309020001 License for GE to export 900 pieces of lirconium tubing 
to West Germany 

ZIMMERMAN, J V Assistant Director for Export/Impor t & Internat lonal 
Bafeguards BDW~044-83 B3/04/29 Ip 16300:300 


8305020003 Requests Executive Branch posltian re OA Technologies. Inc 
application to amend license to export* decreasing quantity 
from i. 1 kg U-239 to 290 g U-239 

ZIKMEBKAN.S V. Assistant Director for Export/Import L International 
Bafcguardi 83/04/26 BTQlBER.C R State* Dept Of Ip 
1 0308 ■ 307 


8309020009 Application to amend license to export* adding addl 120 g 
U-239 & addl ultimate consignee 

MARCHAL.J European Communities, Commission of A0/t943 83/04/14 

GRIFFIN, J A. Energy, Dept, of Ip 10308,306 


8309020021 Application to amand licenses for export 8< import, extending 
•xplration date by 1 yr 

BALALIS, C 0. Union Carbide Corp 03/04/10 WRIGHT, B NRC - No 
Detailed Affiliation Given Ip 18308 309. 


8309020096 Ltr of assurance re Westinghousc application to export 
200 g U-239* contained in 9,600 g totil U, to United Kingdom 
MAR C HAL I J European Cammuntties, Gammlision of. 03/04/14 

GRlFFlNi J A Energy, Dept, of Ip 10300 264. 


0309020090 License for Mitsubishi Inti Corp to export 300 mCi Cf'-BSS 
to Japan 

ZIMMERMAN. J V Assistant Director for Export/Import 6 International 
Safeguards 64-'7739-*a3 83/04/26 ip 1 B30B 263 


8305020260 Forwards application to export six depleted U blanks 
to United Kingdom 

ODMER.D Nuclear Metals, Inc 63/04/14 WRIGKT.fi Office of 
Intarnati anal Programs. Director Ip 18306 261 


— 0309020296 Application to export 30 4 kg depleted U. in six depleted 
blanks, to United Kingdom 

• Nuclear Metals, Inc 63/04/14 Ip 18308 262 


0309020953 Forwards application for license to export slightly enriched 
U hexafluoride to Japan 

OSHJMA. S Mitsubishi International Corp (subs of Mitsubishi 
Corp ) HSA-94a3-01 83/04/14 Assistant Director for 

Export/Import tc In terna t Iona 1 Safeguards 3pp 10284 071 


— 0309020557 Application for license to export 00.420 kg slightly 
enriched U hexafluoride to Japan 

SHiMAiS Mitsubishi International Corp (subs of Mitsubishi 
Corp ) H5A-54e3’-01 63/04/14 Ip 16204 074 


BG0503001Q Forwards application for license to export one fission 
coun ter, Model HS-P6-0005'-l34, to West Germany 

BAER,0 Oise Corp C~4422 63/04/11 HEMDY. E Assistant Director 

for Export/Import ?« International Safeguards 2pp 18310 206 


— 8305030056 Application for license to export one fission counter. Model 
RB-P6-oa09-134, to West Germany 

BAER,0 Disc Corp C-4422 83/04/11 Spp 10310 200 


0309030077 Requests Executive Branch position re Transnuc lear, Inc 
application for license to export highly enriched U to 
Denmark W/o end 

ZIMMERMAN, J V Asslstont Director for Ex port /Import It International 
Safeguards 00290 82/10/06 3T0IDER.C R State, Dept of Ip 

10310 398 


0309030250 Application to export 500 liters deuterium to Korea 

HWANG. T Pacific Inter na t i ana 1 455 83/04/10 Ip 16309 339 


0309040395 Addl info re 630229 application to export 1 kg U-235 to 
Indonesia Quantity reduced to 290 g, contained In reactor 
irradiation targets. to allay concerns raised re export 
MOWftY*WR OA Technologies. Inc /General Atomic Co lEL-4069 
03/04/13 ZIMMERMAN. J Assistant Director for Export/Import It 
Internat! anal Safeguards 9pp 16326 301 


0309040998 Forwards applications for licenses to export 500 pieces 
scrap lirconium tubing to West Germany ?< 10 pieces zirconium 
tube shell to Japan 

WILSON* B D General Electric Co BDW-046-B3 03/04/14 HEMOY. E 0 

NRC -No Detailed Affiliation Given ip 10351 239 

—8309040961 Application for license to export 500 pieces scrap zirconium 
tubing to West Germany 

♦ General Electric Co. flDW-044-83 03/04/14 ip 18391 240 


— 0309040567 Application for license to export 10 places zirconium tube 
shell to Japan 

WILSON, D D General Electric Co DDW-045-03 03/04/14 Ip 

18391 241 


6309040637 Application to import zirc clad U/Zlrcaloy & U/Zlrcaloy 6 
metal components tt scrap waste from Canada 

REGAN, N A Dabcdck L WlUoz Co 83/04/19 Assistant Director for 
Export/Import 6 International Safeguards 2pp 10336 201 

8303040639 Informs that Disc Cnrp 030411 application for license to 
export proportional counter to West Germany meets 
requirements of Atomic Energy Act License Issued u/o normal 
19 day waiting period 

ZIMMERMAN* JV Assistant DlrectoT for Export/Import Zt International 
Safeguards 63/04/22 Assistant Director for Export/Import 6 

International Safeguards Ip JB336 280 


0309040644 Notifies that OE 030414 application for license to export 
zirconium tube shells to Japan meets requirements of Atomic 
Energy Act License issued w/o normal 19 day waiting period 
ZIMMERMAN, J V Assistant Director for Export/Import 6 InternatlDnal 
Safeguards 83/04/29 Assistant Director for Export/Import & 

International Safeguards Ip 16336 279 
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B3O9O4O&^0 Amend 3 to Ed 1 ou Inti Co as agent for liicroteC/Inc 
• itport 1 icensci Chang ing name <sf ultimate consignee 
extending expiration date ta 400501 

ZlMMERMANiJ V Aiilstant Director for E x port/ Impor t & International 
Safeguards fl&Q-t 63/04/2^ ip 18336 26Q 


03OSO4O&65 Requests Executive Branch poiitlon re Mitsubishi Inti Corp 
application For license to export enriched U to Japan 
ZIMMERMAN# J V Assiitant Director for Ex port/ Impor t & International 
Safeguards 83/04/36 STOIQERiC R State# Dept of Ip 
1G336 265 


8305090440 Amend 3 to OA TeehnoLog 1 es^ 1 nc export 1 ic enss^ add 1 ng 
ultimate consignea it Increasing quantity of matt to 3 167 
Jtg U^SGS# conta ined In 19 4G9 kg U# for export to Italy 
ZIMMERMAN. JV ASiletanit Director for Ex port/import 8( International 
Safeguards IEL-2013 83/04/28 Ip 18352 228 


8305060006 App 1 1 cat i on to export tuo fission coun tens. Model 
R8-R<?-2403-114i to Argentina 

SKAROPA.J D Reuter-Stokes. rnc A-if/OS 83/04/1? Spp 
18334 30? 


8305060014 Notifies that OE 830414 appUcatian for lUenet to export 
xiTconluin tubing to West Oermany meets requirements of 
Atomic Energy Act< License Issued u/o normal 15 day 
uraiting period 

ZIMMERMAN. J V Assistant Director for Export/ Impor t i< International 
Safeguards 83/04/29 Assistant Director for Export/lmpor t 4c 

International Safeguards Ip 1^354 313 


B3050600S2 Ltr of assurance re amend to license to export 33# 790 kg Ui 
contained In 1# 135 kg U-SSS^ to Suieden 

MACNJSON.U suedan# Oovt of, 83/04/19 GRIFFIN, J A Energy, 

Dept of ip 16334 361 


e3OSO6'O607 Executive Branch position re SWUCOi Inc application to export 
9 kg U'>839i contained in 70 kg U# to Talu/an Uicense should be 
granted 

DEV/IKE. J B State, Pept. of, Bureau of Oceans 6 Inti Environ h 
Scientific Affairs 83/04/29 SHEA# J R Office of f nternat 1 onal 
Programs. Director 3pp 18397*308 


G305060690 App 1 Icat ion for amend to export 1 Ic ense# increas ing SNH bg 
312 39 9 U-23S. contained In 1,973 74 g \J, to Japan 
MOWRV. W R OA Technologies# Inc /Oeneral Atomic Co IGL''4072 
83/04/29 ZIMMERMAN, J Assistant Director for Export/Import U 
International Safeguards. tp 18397 307 


83-09070010 Application to import 26,000 kg U, enriched to 3 30X U-239r 
from France 

KARCHALr J Exxon Nuclear Co » Inc (subs of Exxon Corp ) 

11003109 83/04/29 ZlMMERMAWr J V Aislstant Director for 

Expor t/Import & International Safeguards 2pp t8369 353 


8309090014 App 1 ica tl on for license to export 2# SOS lb Zlrcaloy tresr 
v/pure ilrconluin I Iner# to West Oermany 

AERNI,B L Tsledyne Mah Chang Albany 2629(2) (JFM) 83/04/27 
ip 13369 356 


8309090019 Afp 1 lea tion for license to export one in-core detector 
containing O OOl g U-235 to Welt Germany 

POCHAL Westinghouse Electric Corp ZE10534 83/04/21, Ip 

18369 397 


8309090042 Amend S to Union Carbide Corp Hcenie to Import 10,8 kg U, 
containing up to 10 tg U-239 in 99 MTR plate^type fuel 
« 1 ements# from Franca. 

ZIMMERMANiJ V Assistant Director for Export/Import & International 
Safeguards 83/04/29 Ip I638i 198 


8309090114 Application for llcenie to export 97,000 lb Zircaloy trex 
to West Oermany. 

AERNtiD L Teledgne Wah Chang Albany 2907(JFM) 83/04/21 Ip 

18391: 131 


S30909049B License for GA Co to export miscellaneous specially design 
or prepared replacement parts & components for use in Triga 
ri research reactor to Zelre 

ZIMMERMAN, J V Assistant Director for Export/Import & International 
Bafeguards I el- 3096. 83/04/29 ip 18301 240 


03O5-O7O9OOI License for Westing bouse to export one compensated 
ionixetlon chamber , Mode 1 WL -6377, to Zaire. 

ZIMMERMAN, J. V Assistant Director for Export/Import fc Inter na ti onal 
Safaguards IE 20994. 83/09/02 Ip. lESai 291 


0305090723 Requests reneual of Export Licenses XU-0490 & XLr-0499 
ttrhlch expire on 830601 No change in quantity 9, metis 
expected 

00HER,DA Nuclear Metals, Inc 83/04/29 HEMBY, E Office of 
International Programs, Director Ip 18391 276 


0305090730 Forwards FR notice re applications for licenses to 
Ifliport/export nuclear facilities or metis 

ZIMMERMAN, J U Assistant Director for Export/Import 6 International 
8afeguards 02/09/03 COMBS, T R Gorre spondanci & Records Branch 

ip 18301 273 


— 0305090731 Notice of receipt of applications for llcensss to imporl/ 
export nuclear facllltlii or matls 

ZIMMERMAN, J V Assistant Director for Export/Import l« 
International Safeguards 83/05/03 2pp 18381 274 


8309090733 License for Wsstinghousa to export 200 g U-235, contained in 
9,600 g U, to United Kingdom 

ZIMMERMAN. J U Assistant Director for Export/Import 6 International 
Safeguards KMH-393 83/04/29 2pp 18381 271 


8309090736 Amend 2 to Union Carbide Corp export 1 icense, extending 
expiration date to 840701 

ZIMMERMAN, J V Assistant Director for Export/Import & International 
Safeguards 281 83/04/29 Ip 18301 270, 


8309090779 Amend 1 to Exxon export 1 Icense, increas ing quantity to 
1,139 kg U-239i contained In 33.790 kg U, to Sweden 

ZIMMERMAN, J V Assistant Director for Export/Import ti International 
Safeguards 83/04/29 ip 10381 269 


8309D907B2 Inform* that Amend 1 to Export License X8NM-t9D3 Miy be 
issued No matl changed circumstances since issuance of 
License XaNM-1974 

MOORE, R N Assistant Director for Export/Import fc international 
eafeguards. 03/04/28 Assistant Director for Export/Import It 
International Safeguards ip 18301 269 


9309130294 Application for license to export one component case stud 
lor specially prepared coolant pumps for nuclear sveto 
Spain 

PEARSON, A Borg-Warner Corp 836V3070 B3/09/02 Ip 19497:174 


0309130269 Amend 1 to Nuclear Metals, Inc export 1 Icsnst, ex tend ing 
explretlon date until 060601 

ZIMMERMAN, J V Assistant Director for Export/Import Si Internatipnal 
Safeguards 83/09/09 ip 10497 171 


8309130269 Amend 1 to Nuclear Metals, Inc export license, extending 
expiration date until 860601 

ZIMMERMAN, J V Assistant Director for Export/Import S< International 
Safeguards 03/09/09 Ip 18497 170 


8309130273 Executive Brench position re Edlow Inti Co application lor 
license to export 40 mg Cf-292, In form of cermet wire, to 
United Kingdom License should be amended 

DEVINE, J B State, Dept of 83/09/03 SHEA, J R Office of 
International Programs, Director Ip 10497’ 169 


8305130301 Appllcitlon for license to export 2,002 mCi Cf -2924 In fora 
of cermet wire, to France. 

HANNETT, D Transnuc lear. Inc. TNP“426 83/09/02 2pp 18497.167. 


8309130303 Application for license to export two WX-33396 BFO counter 
tubes & eight MX*‘3339e uncompensated lonixation chamber* to 
West Germany 

POCHAL, W F Westinghouse Electric Corp ZE 1014? 83/09/03 Ip. 

10497 166 


8309130305 Application for license to export primary recirculation puap 
accessories to Spain 

PEARSON, A Borg-Warntr Corp. 823-V-2207 01 83/09/02 Ip. 

18497 169 


0305160294 Forward* application for export license for minor nuclear 
export Ltr of assurance required, W/o end 

ZIMMERMAN, J V Asfistant Director for Export/Import fc Internatipnal 
Safeguards 83/09/11 RAYMOND, J F Energy, Dept of Ip. 

18472 070 


0309160296 Forwards Exxon Nuclear Co, Inc application for amend to 
export licenia increasing quantity of U-239 Ltr of 
assurance required W/o end 

ZIMMERMAN, J. V. Assistant Director for Export/Import b In tarnat lonal 
Safeguards 83/09/11 RAYMOND, J F Energy, Dept, of Ip 
10472 077 
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0309160^298 Application for lic«nsa to vxport 800 guide thtnvble tubei to 
J4p4n. 

YUMOTOfH C Itoh Co tAmtrtce). Inc M31-144 83/09/10 8pp 

10478:079 


&3091^0300 Amend 1 to OA Co export 11 ceneer cheng Ing name of licensee to 
OA Technologletiinc 

ZtMHEJlHAN^J V Aseiitant Director for Export/ Impart 4* International 
SafeSu^rdi I EL-3096 83/05/12 Ip 18472 068 


0305160301 Forwards application for license to export cerium fluoride 
to Canada! Onl ted Klngdoaij Austral ia* Uest Oermangi Japanr France 
U The Metherlands 

BEKNERiR Q M & T Chemicals. Inc 83/05/03 KENLEY* E NRC - No 
Detailed Affiliation Given 2pp 18472 063 


— B309160GD3 Application for license to export cerium fluoride to Canada^ 
United Kingdom! Austral lai West Oermang. Japanr France & The 
Netherlands 

S£NNER»fi 0 M Si r Chemicals! Inc 83/09/03 Ip 10472 069 


--B309160305 Requests Info whether hew license required to export cerium 
fluoride to Canada. Uni ted Kingdom! Austra 1 iai West Oermang! 
Japan«Frence & The Netherlands 

BENNERirR 0 M l< T Chemicals! Inc 83/04/07. NRC - No Detailed 
Affiliation Given 2pp 1B472 066 


B30916G306 Informs that License XSNK-2030 mag be issued No matl changed 
circumstances since Issuance of License X8NM-2O09 
hOOREi R. N Assistant Director for Export/ Import ic International 
Befsguards 83/09/10 Assistant Director for Export/ Import U 
International Safeguards Ip 10472 062, 


3309160307 License for Mitsubishi Inti Corp to export 365 kg U-235! 
contained In iO. 954 kg U! to Japan 

IIiHHERNAN! J V Assistant Director for Export/Import 6 International 
Safeguards H8A-5482~0? 83/05/11 2pp 18472 060 


0309160309 License for Nltstiblshl Inti Gorp to export 602 kg U-SOSi 
c-ontalned In 19.794 kg U. to Japan 

ZIMMBRNANiJ V Assistant Director for Export/Import 6 International 
Safeguards H8A-9482-0B 83/09/11 2pp 18472 098 


G309160310 License for Edloiv Inti Co to export 302 kg U-235. c ontalned 
In I4i410 kg U. to Japan 

EIMNERHAN! J. V Assistant Director for Export/Import 6 International 
Safeguards. 03/05/11 2pp, 10472 056 


8309160313 License for Teledgne Nah Chang Albang to export 2.209 lb 
Zlrealoy to West Germany 

ZlHHCANAN.J V Assistant Director for Expor t/Import Interna tiona 1 
Safeguards 2625(2) <JFM> 83/09/01 ip 10472,055 


8309160315 License for Nuclear Metals! Inc to export 30 4 kg depleted 
Ui contained in 6 U blanks. to United Kingdom 

ZINNERMANiJ V. Assistant Director for Export/Import St international 
Safeguards 1-201-7 03/09/11 Ip 18472 054 


8309170120 Requests Executive Branch position re Nlssho twel American 
Corp application for amend to 1 Icentet! increas ing 
quantltv of hlghlg enriched U for export to Japan 

ZlNHERMAN.J V Assistant Director for Export/Import 6 Intarnattonal 
Safeguards. 83/09/11 8T01BER!C R State! Dept of Ip 
10496-021 


— 8305170129 Application to amend 1 1 censepi chang Ing quantltg to 12.270 
kgx contained In 27 026 kg tc 29.049 kg. contained In 99 174 
k'g.for export to Japan 

YAMANA.K Nlssho-Iual American Corp HPD-0763 B3/09/04 

HQOREiN Assistant Director for Expor t/Impor t 6 International 
Safeguards Ip, 18496 022 


S309170979 Ltr of assurance re export of 382 kg U-239! contained In 
14r 410 kg U. to Japan 

SHIRAKAWAiT Japan. Govt of., 83/05/03 GRIFFIN. J. A Energg. 
Dept, of ip 18496,120 


8309170978 Application for amend to export 1 icense* extending expiration 
date to 660630 

WILSON. a D General Electric Go 6DW-090-B3 83/09/02. 

WRIGHT. 8. L Office of International Programs. Director, Ip 
18496, 116 


9309170900 Ltr of aeeurance re export of 365 kg U“239i contained In 
iOi554 kg U. to Japan. 

BHIRAKAWA,T. Japam Govt of. 83/05/03 GRIFFIN. J A Energg. 
Dept. of. ip. 18496-114, 


8309170582 Ltr of assurance ro export of 403 tg U-233, contained in 
13.418 kg U. to Japan 

SHIRAKAWA. T Japan, Govt of. 83/05/03 GRIFFIN. J A Energg, 
Dept of Ip 18496 113 


8305170504 Application for license to xmport 28.600 Wg U. containing 
1.000 kg U -339. from France 

KIEL,C R Exxon Nuclear Co , Inc (subs of Eixon Corp ) 83/04/29 

ZIMMERMAN. J V Assistant Director for Export/ Import & International 
Safeguards 2pp 18496 109 


830S170994 License for Wes t i nghouse to export 5 It g U~239. con ta 1 n ed in 
150 kg U. to Sweden 

ZIMMERMAN. JV Assistant Director for Ex p ort/ t mpor t S. International 
Safeguards MMH-341 83/05/10 2pp 18499028 


B309170609 Informs that License XSNhl-2023 mag> be issued No matl changed 
circumstances since issuance of License X5NM-200S 
MQORC.R N Assistant Director for E x port/ Import & International 
Safeguards 03/05/10 Assistant Dlrgctor far Export/Import & 

International Safeguards ip 10497 023 


9309170611 Infarms that License X8NM-2017 mag be issued No matl 
changed c IrcumstaniCBi since Issuance of License XSNM^2005 
MOOREiR N Assistant Director for Ex por t/lmport & tnternatio-nal 
Safeguards 83/09/10 Assistant Director for Export/Impnrt It 

International Safeguards ip 18497 022 


8305170616 Forwards applications to export 32.000 kg U. enriched to 
3 89’/, U-235 tc nuclear fuel hardware, to France U/o 
application to export hardware 

KlELi 0 R Exxon Nuclear Co , Inc (subs of Exxon Corp ) 83/09/09 

ZINMERMANiJ V Asslitant Director for Export/Import ?« International 
Safeguards Ip IB497 013 


—0303170621 Application for license to export 52.000 kg U. enriched ta 
3 89Z U-235, to Franco 

KIEL.G R Exxon Nuclear Co . Inc <subs of Exxon Corp ) 

03/05/09 Ip 18497 Ol6 


0309100067 Forwards applications for licenses to axport 52.000 kg U. 
enrlcheil to 3 B3K U-239 I. nuclear fuel hardware to France 
W/o X0NM~2O43 application 

KIELjO R Exxon Nuclear Co ■ Inc Isubs of Exxon Corp ) 83/09/09 

ZIMMERMAN.J V Assistant Director for Ex port/ Import h International 
Safeguards ip 18499 349 


—8309100073 Application for license to export nuclear fuel rod bardiijare 
l< cage assemblies to France 

KIEL.O R Exxon Nuclear Co . Inc, (subs of Exxon Corp ) 

03/09/09 Ip 18499 340 


0305100076 Forwards application for export license for minor huclear 
export Ltr of assurance required W/o end 

ZIMMERMAN. J V Assistant Director for Ex port/ Impor t k International 
Safeguards 83/09/11 RAYMOND. J F Energy* Dept of ip 
10499 399 


0309180006 Amend 3 to OE b GE Technical Svc s Co, Inc export license, 
extending expiration date to 030630 

ZIMNERMANiJ V Assistant Director for gx por t/Impor t 6 International 
Safeguards 0DW-O9O-B3 03/09/12 Ip 18499 360 


0309180090 Amend 9 to OE export 1 Icense. < x tend 1 ng expiration date to 
060630 

ZlMMERMANiJ V Assistant Director for Export/Impart U International 
Safeguards BDW-093-B3 03/09/12 Ip 18499 361 


B3091Q0S91 License for GM Corp to export stainless steel spare parts 
to Canada 

ZlHMERHANrJ U. Assistant Director for Export/ Import b Interna tianal 
Safeguards 04060 03/05/09 ip, 1B904 353 


0309100617 Application to amend export I Icense. e x tend ing expiration 
date to 060630 

WILSON. 0,D General Electric Co, BDW-093-83 83/09/02 

WRtOHTiD L Office of International Programs. Dlreetor ip 
10905 316 


8309180629 Ltr of assurance re export of 297 kg U-239, contained In 
8.601 kg U. t-D Japan 

SHIRAKAWA. T Japan. Govt of. 83/09/03 ORIFFIN.J A Energg' 
Dept of Ip, 18909,328 


0309180703 License for Cerac.Inc to export 11 31 kg thorium, c entained 
in 19 0 kg thorium fluarlde. to Suit xer land, 

ZJHMERHANjJ V Assistant Diractor far Export/Impart b International 
Safeguards 83/09/01 2pp 18306 041 
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9305180709 Application to a/nea\tf Export Licensed XSNM-I77e b XSNrt“l779i 
changing quantities to 12 270 kg it 23 049 kg. respective 1 y 
VAMAWA*K Nissho-Iwai American Corp MP0-O7A3 B3/09/04 MOORE, N 
Assistant Director for Export/lnport & International Safeguards 
Ip t850& 043 


9305180713 Application for license to export 77 kg U OKide pouder to 
Japan 

UlItSOM. Q 0 general Electric Co BDU-OSl-Bd 83/05/02 Ip 
185Q£> 044 


93OS10O818 Ltr of assurance re export of 65,000 kg U, containing 2,652 
kg U“233 h J50- kg U. containing 5 kg 0-23 3, to Bueden 
MAONUSON.L Swadetii Govt of, 03/05/09 RAYMOND, J F Energy, 
Dept of ip 18505 35B 


9305180819 Ltr of asiuran-ce re export of 682 kg U*'239i contained in 
19,734 Ig U, to Japan 

SHlRAKAWAiT Japan, Govt of. 83/03/03 GRIFFIN, J A Energy. 
Dept of Ip 18503 359 


0305180826 Ltr of assurance re export of 341 kg U~235, contained in 
11, 439 kg U, to Japan 

SHIRAKAWA,r Japan, Govt of. 03/05/03 GRIFFIN, J A Energy* 
Dept of Ip. 18905 363 


eSOSlSOB^I Application to amend export Uc ense, increasing quantity 
to 901 325 kg U‘'233 contained in 27,509 kg U 

MANNETT, D A Transnue 1 ear, Inc TNP-39a 83/05/03 MOORE. N 
Office of International Programs, Director Ip 1 B 906 000 


8305160833 Application to amend export license, increasing quantity 
to 2,330 kg U-835 

KIELiG^ R Exxon Nuclear Co , Inc Csubs of Exxon Corp 1 03/05/05 

ZIMMERMAN, J V Assistant Director for Expor t/tmp art <t International 
Safeguards Ip 16506 009 


8305180635 Forwards application to amend license to export 625 62 g 
i;-235. to japan 

ZIMMERMAN, J V Assistant Director for Ex port/import It InteTnatlonal 
Safeguards 83/05/10. GRIFFIN, J A Energy, Dapt of ip 
18506 011 


—8305180939 Application to amend license bo export 625 62 g 
U'‘23S, to Japan 

MONRY, N R. GA Techno I og les, Inc /Oenera.1 Atomic Co 1EL'’4072 
03/04/25 ZIMMERMAN, J Assistant Director for Eipor t/tmport fc 
International Safeguards Ip 18506 012 


8305190053 Requests Executive Dranch. position re Safety Light Corp 
application for license to export dispersed tritium, 
contained In self-luminous devices, gas chroma kograph 
detector foils ^ accelerator target devices 

ZIMMERMAN, J V. Assistant Director for Export/Import << International 
Safeguards 83/05/09 ST0IDER,C R State, Dept of« Bureau of 
Oceans 6 Inti Environ, if Scientific Affairs ip 10323 196, 


—8305190057 Application for license to export 120, ODD Cl tritium to 
various countries 

MILLER* J Safety Light Corp 83/04/22 HEMBRY.E Assistant 
Director for Eiport/lmport it Xnternatliinal Safeguards. ip 
18523 197 


8305190452 Ifithdraws 830 SD 3 ,'«i;.uest for amend to export license 
MANNETT. B A Transnuc 1 ear, Inc TNP-39B 63/05/iO MOQRE.N 
Office of Inter national Programs, Director Ip 18523*167 


B30520DJ29 Forwards notice of receipt of applications for licenses to 
export/import nuclear matl Request for hearing or petition 
for leave to intervene may be filed within 30 days of FR 
notice publication 

ZIMMERMAN. J V Assistant Director for Exp ort/ Import 1* Internettonal 
Safeguards 83/05/11 COMBS, T R Correspondence & Records Branch 
Ip. 16520 343 


— 8305200137 Notice of receipt of applications For licenses to export/ 
import nuclear mail 

ZIMMERMAN, J V Assistant Director for Export/Import t 
International Safeguards 83/05/11. 2pp 18528 344 


8305250165 Forwards updated rep t of export licensing actions 6 summary 
of pending export applications as of 830430 

ZIMMERMAN, J V Assistant Director for Etport/Import V International 
aafeguardi 83/05/13 Assistant Director for Etpor t/Intiport i» 
International Safeguards. 40pp 16596 147 


8305260016 Requests Executive Branch position re Exxon Nuclear 
application for license to export U to Taiwan 

ZIMMERMAN, J V. Assistant Director far Export/Import I< International 
Safeguards 83/05/17 &TOIBER. C R State, Dept of Ip 
18649 097 


8305260018 Application to amend license increasing dollar amount of 
export to Meet Germany 

KIEL, 0 R Exxon Nuclear Co , tnc (subs of Exxon Corp ) 83/05/10 

ZIMMERMAN, J V Assistant Director for Ex p ort/ Import & International 
Safeguards Ip 18649 096 


8305260027 License for C Itoh b Go lAmcrlca) Inc to export 200 guide 
thimble tubes to Japan 

ZIMMERMAN, J V Assistant Director for Export/Import l« International 
Safeguards HOl-144 83/05/13 Ip 10649 095 


8305260029 License for Byron Jackson Pump Div to export case Stud for 
use in coolant pump to Spain 

ZIMMERMAN, J V Assistant Director for Export/Import & Internet lonal 
Safeguards S36V3070 63/05/20 Ip 1B649 094 


0305260034 License for Reactor Experiments, Inc to export 11 5 mg 
Pu-239,as metal disc, encapsulated on nickel, to Japan 
ZIMMERMAN. J 7 Assistant Director for Export/Import & International 
Safeguards 1046 83/05/20 2pp 18649 092 


S30S2600S5 Requests Executive Branch position ra Nestinghouse 
application for amend to license increasing quantity of 
U-235 for export to Yugoslavia 

ZIMMERMAN. J V Assistant Director for Export/Import & International 
Safeguards 03/05/18 STOZDER, C R State, Dept of. Bureau of 
Oceans I. Inti Environ it Scientific Affairs Ip 18649 006 


— 8305260057 Application to amend license increasing quantity of U-235 
for export to Yugoslavia 

HEflaCH,M M Westlnghouse Electric Corp MMH-373 83/05/ 11. 

ZIMMERMAN, J V Assistant Director for Export/Import fc 
International Safeguards Ip 1S649 0G7 


S305260060 Ltr of assurance re Cdlow Inti Co export of 75.000 kg U, 
containing 3,037 5 kg U-235 & Transnuc lear. Inc export of 
19 735 kg U. containing 593 2 kg U-235 to Sweden. 

MAGNUSON.L Sweden, Govt of, . 93/05/12 RAYMOND, J F Energy, 

Dept of Ip 1664? 005 


6305260064 Application to amend license to import 23.000 kg li, 
containing 782 kg U-835, from France 

KIELiO R Exxon Nuclear Co . Inc Isubs of Exxon Corp ) 63/05/13 

ZIMMERMAN, d V Assistant Director for Export/Import St International 
Safeguards 2pp 16649 0B3 


6305260067 License for Pacific Inti to export 90 g deuterium to South 
Korea 

ZIMMERMAN, J V Assistant Director for Export/Import St International 
Safeguards 455 83/05/13 tp 1864? 082 


8305260070 Application to amend license to export addl 3.210 kg U. 
contained In 90.420 kg U-235i to Yugoslavia 

MER 8 CH.MM Westinghouti Electric Corp MMH-373 63/05/11, 

ZIMMERMAN, J V Assistant Director for Export/Import 6 International 
Safeguards Ip 16649 081 


6305260075 Application for Amend 1 to license increasing dollar 
amount of export 

HILSON. 0 D General Electric Co DDN-056-B3 63/05/10. KEMBY. E 0 

NRC - No Detailed Affiliation Given Ip 10649.060 


6305260090 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/o end 

ZIMMERMAN, JV Assistant Director for Export/Import it International 
Safeguards 83/05/1? HART, T Energy. Dept of. Ip. 18649 075 


6305260097 Responds to 830503 request for confirmation of end U*e of 
matl for export license application End use statment end 
HANNETT, B A Transnuc lear. Inc TNP-426 83/05/16 HEMBY, E. 

Office of Internationa 1 Programs, Director 8 pp. 16649.073 


6305260113 Forwards application for export licanse for minor nuclear 
export Ltr of assurance required W/o encl 

ZIMMERMAN, J V Assistant Director for Export/Import 8 f Interne tlotial 
Safeguards 63/05/17 RAYMOND, J J Energy, Dept of tp 
1664? G67 
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30-483 

0 

BAXTER,! A 

0305250359* 

30-493 

0 

BAXTER. T A 

0305230383* 

30-483 

0 

BAXTER,! A 

0305250383* 

50-403 

0 

BAXTER,! A 

0305250368* 

50-493 

0 

BAXTER.! A 

0305250308* 

50-403 

0 

BAXTER.! A 

8305250401* 

50-403 

0 

BAXTER,! A 

0303250401* 

50-493 

0 

BAXTER.! A 

8305230403* 

50-403 

0 

BAXTER.! A 

9305250403* 

50-403 

0 

BAXTER.! A 

9305250412* 

30-403 

G 

BAXTER.! A 

0305250412* 

30-403 

G 

BAXTER.! A 

B 3052304 19* 

30-483 

0 

BAXTER,! A 

0305230419* 

30-483 

0 

BAXTER.! A 

0303250440* 

50-403 

0 

BAXTER.! A 

0305250440* 

50-483 

G 

BAXTER. T A 

0303230444* 

30-483 

G 

BAXTER.! A 

0305230444* 

30-493 

0 

BAXTER.! A 

9305250406* 

50-493 

Q 

BAXTER.! A 

9305250406* 

30-403 

0 

BAXTER. T. A 

8305230490* 

30-403 

0 

BAXTER.! A 

9305230490* 

30-403 

0 

BAXTER. T, A 

9305250502* 

30-493 

0 

BAXTER.! A 

9305230502* 

50-403 

Q 

BAXTER.! A 

03O52SOSO6* 

50-403 

0 

BAXTER. T. A 

9305230506* 

50-403 

0 

BAXTER.! A 

0305250515* 

50-403 

0 

BAXTER. T. A 

0305250515* 

50-403 

G 

BAXTER.! A 

8305230521* 

50-403 

G 

BAXTER.! A 

8305250521* 

50-403 

0 

BAXTER.! A 

8305250524* 

30-403 

0 

BAXTER.! A 

0305250524* 

50-403 

0 

BAXTER.! A 

0305250331* 

50-403 

0 

BAXTER.! A 

0305250540* 

30-403 

Q 

BAXTER, T, A 

B3O52S0S40* 

30-403 

0 

BAXTER.!. A 

9305230542* 

30-493 

Q 

BAXTER.! A 

0305250543* 

30-403 

0 

BAXTER,!. A 

0305250553* 

30-403 

G 


AUTHOR 

ACCEBB1QN 

NUMBER 

SUBJECT 

CATEGORY 

BAXTER. T A 

8303230333* 

30-403 

G 

BAXTER.! A 

0303230337* 

30-483 

G 

BAXTER. T A 

93032SD337* 

50-403 

G 

BAXTER. T A 

8303230339* 

50-403 

G 

BAXTER. T A 

8305230339* 

50-483 

Q 

BAXTER.! A 

8305250362* 

50-403 

Q 

BAXTER. T A 

8305230562* 

50-403 

0 

BAXTER,! A 

8305230303* 

30-403 

Q 

BAXTER,! A 

0305230803* 

50-4 B3 

Q 

BAXTER. ! A 

0303230304* 

50-403 

0 

BAXTER. T A 

8305230334# 

50-4Q3 

0 

BAXTER, T A 

0303260164 

50-403 

Q 

BAXTER. T A 

9305260164 

50-403 

0 

BAXTER. T A 

8305260169 

50-4 B3 

0 

BAXTER.! A 

8305260169 

50-4B3 

G 

BAXTER,! A 

B30S260173* 

30-493 

2 

BAXTER T A 

9305310170 

50-483 

2 

BAY. J H 

0308050041 

30-142 

H 

BAYNARDiP Y 

030324035? 

30-302 

P 

DAVNARD. P Y 

9305270092 

50-302 

P 

BAYNARD. P Y 

9303270295 

50-302 

0 

BAYNE, J D 

0305240329 

S0-2B6 

P 

BAYNE. J P 

030302020? 

30-333 

P 

BAYNE. U P 

9303020301 

50-206 

P 

BAYNE, J P 

0303030400 

50-296 

P 

BAYNE. J P 

8305040311 

30-333 

P 

BAYNE. J P 

0305040424 

bo-333 

P 

BAYNE. J P 

8303040434* 

30-333 

P 

BAYNE. J P 

B30S030026 

30-333 

P 

BAYNE. J P 

0303050037 

30-247 

G 

BAYNE. J P 

8303060397 

50-2Q6 

P 

BAYNE. J P 

0303060427 

50-206 

P 

BAYNE. J P 

8303060431 

50-296 

P 

BAYNE. J P 

0303060432 « 

50-296 

P 

BAYNE. J P 

0303060439 

30-296 

P 

BAYNE. J P 

8305060446* 

90-296 

P 

BAYNE. U P 

8303060496 

30-247 

0 

BAYNE, J P 

9303060500 

50-296 

9 

BAYNE, J P 

8303100360 

30-333 

6 

BAYNE. J P 

8303110033 

30-296 

P 

BAYNE, J P, 

8303110050* 

50-296 

P 

BAYNE. J F 

8305110167 

50-296 

a 

BAYNE. J P 

0305130039 

50-296 

p 

BAYNE. J P 

8305130117 

30-206 

p 

BAYNE. J P 

9303160106 

30-333 

p 

BAYNE. J P 

0303200265 

30-333 

F 

BAYNE. J P 

9303200260* 

30-333 

F 

BAYNE. J P 

9305200405 

30-206 

P 

BAYNE. J P 

0305230373 

80-333 

f 

BAYNE, J P 

8305240090 

30-286 

P 

BAYNE. J. P 

8303240099 

50-206 

F 

BAYNE. J P 

8303240234 

30-296 

F 

BAYNE. J P 

8303240329 

50-296 

F 

BAYNE. J P 

B30324033B 

30-206 

F 

BAYNE. J P 

8303240349 

30-296 

P 

BAYNE. J. P 

8308240442 

30-333 

P 

BAYNE. J P 

0303240463 

30-333 

P 

BAYNE. ^J P 

8305240492 

80-333 

F 

BAYNE. J P 

8303270294* 

50-333 

3 

BAYNE. J P 

0303270340 

80-333 

F 

BAYNE. J P 

BAZIN. J 

BAZIN. J 

BAZIN. J 

9303270332* 

6303120142 

0308230245 

6303230236 

30-333 

CONTRACT 

CONTRACT 

CONTRACT 

P 

BEACH. A B 

6303090660* 

30-445 

G 

BEACH. A. B 

6305120133* 

30-445 

G 

BEACH. A 6 

BEACH. 0 

BEACH. G, 

BEACH. G 

9303130021* 

B30S06D226 

6303160211 

9305160274 

30-445 

40-8300 

40-8504 

40-9300 

G 

BEAVER. J R. 

8303040390* 

50-320 

F 

BECHHQEFER. C 

9303130043 

30-498 

G 

DECHHOEFER, C. 

6305200511 

30-498 

G 

BECHHQEFER, C 

8303240472 

30-32? 

G 

BECHHQEFER, C 

6303270606 

30-329 

« 

BECK, J. W. 

6303200573* 

30-32? 

A 

BECKER, B 0. 

8305110213 

30-454 

« 

BECKER. B 0 

9303110213 

30-454 

« 

DECKHAti, D H 

821 1030191* 

50-312 

4 

BECKHAM, J T 

8305030634 

30-321 

P 

BECKHAM, J, T 

8305270336* 

80-321 

4 

BECKHAM, J T, 

9305310073 

30-366 

4 

BECKHAM, U T 

6305310094* 

30-366 

4 

BECKHAM, J. T 

6305310092* 

30-366 

4 

BEHAN. J L 

6305100260* 

30-322 

V 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BELA^MERr J L 

830S020397* 

90'-299 

0 

BCLAN<3Eft. d. L 

030906041 8« 

90-295 

0 

6ELtBLE<0 A 

8309270396* 

90-321 

Q 

BELBBLEiO A 

8305270442* 

90-330 

0 

eE:t.IBLE.O A 

8305270594* 

90-339 

Q 

BEi.L«N 

B305 100263 

90-460 

0 

GELt>.N 

8309240347 

90-460 

G 

BELl., N 

8309310009 

8305060233 

90-460 

NUREQ 

0 

BfiLLAHY.R R 

8305020340 

90-317 

0 

BE1J_AKY»R-R 

8309290960 

90-213 

Q 

BEUTZf I L, 

8305 100369* 

90-438 

A 

BESilBi P 

8309270308* 

90-400 

Q 

BEMtai P 

8309270401* 

90-261 

Q 

BEHZfli P. 

0309270906* 

90-261 

Q 

BB1I8<P 

8309270631* 

90-400 

0 

BEMIS-P. 

B>EHAlTi H. R 
BEhMERrR Q 
SEWCRiR Q 

BE>4NeR« R. 0 
BENOITiW n 

8309270639* 

8309020929* 

8303160301 

8309160303* 

8309160309* 

8103130267* 

50-324 

FOtA 

XPORTLIC 

XPORTLIC 

XPORTLIC 

FOIA 

Q 

BEHTOHr J 

BCR^DOLL. T. E. 
SERODOLLi T. E 

8309090992* 

8309120190* 

8305200134* 

90-443 

CONTRACT 

CONTRACT 

G 

BERDIN. J.K 

8305270239 

50-336 

8 

BERL[H< K. 

8309160032 

90-929 

0 

BERLIN^ K. 

8309160034 

90-529 

G 

BERLIN. K 

8305160000 

90-529 

0 

BERLIN. K 

8309160080 

90-529 

0 

SERLINrK 

8309160086 

90-529 

Q 

BERLZNrK 

BERHANrP O 
BERHAN^P.O 
BERHANfP.O 

8305160086 

8309030087* 

0309040674* 

8309040696* 

90-929 

FOIA 

70-378 

70-370 

Q 

BERNABEI^L 

0305190216 

90-329 

Q 

BERNABEI..L 

8309190216 

90-329 

0 

BERNABCl^L 

8309260166 

90-329 

0 

BERNABEl^L 

8309260166 

90-329 

0 

BERNARDi H 

8309170100 

50-229 

p 

BERNARD* H 

8309170114 

90-112 

p 

BERNHOFT* S. L 

8309100397# 

90-309 

8 

BEHNHOFT^a L 

8309270198 

90-309 

6 

BERRY. Z.E 

8309100253* 

90-291 

8 

BERRY. Z E> 

8305110496* 

90-290 

6 

BEa&l. J.E. 

8305230314* 

90-458 

Q 

BEVERLY rK 

8309310149 

90-237 

8 

BEVERLY rX P 

8305310198 

90-237 

8 

BEYER* B R 

StDArO. T 

BXDXNCERiO H 
BlDlNOERi 0. R 

8309060702* 

8305020547 

8305030077* 

0305290607* 

90-346 

NUREO 

70-1297 

70-371 

F 

BIEl-AHSKIi A P 

8309060461 

90-599 

G 

BIELAUSKI.A F 

8309060461 

90-597 

G 

BlELANGKl.A P 

8309170297 

90-494 

G 

BIELAN3KE. A P 

8305170297 

90-434 

Q 

BlELAHBKIiA P 

8309170965 

90-454 

0 

B]EUAWSK.I*A P 

0309170565 

90-494 

G 

BlERid 

0305040542* 

90-199 

Q 

BTERid 

8309040543* 

90-199 

0 

BTOBEEiD 

8305200691* 

90-373 

P 

BtLANlRi A.d 

8309130104* 

50-271 

P 

StMBERrR H 

0305170464 

90-440 

0 

aiRCHrH L. 

8305200440* 

90-369 

P 

BIRKELiR A 

8303300370 

90-369 

P 

BIRKELiR A 

0305030675 

50-369 

8 

BIBCHOFF. C A 

8305240482 

90-529 

G 

BISHOP* L L. 

8305030541 

30-443 

G 

BISHOP. L L 

8305030541 

90-443 

G 

BISHOP. U. L 

8305040449 

30-329 

0 

BlSHOPiL L 
BISHOP. L.L 
BISHOP. L.L 

8305040449 

8309060382 

8309180356 

90-329 

PR 

PR 

Q 

BISHOP. R.W 

8309020093 

90-249 

1 

aimiop. T u 

0309020103 

90-361 

0 

BISHOP. T.W 

8305170332 

50-273 

Q 

SfBHOPrT.«l 

8305170399 

90-361 

0 

BISHOPrT. W. 

8309170363 

50-206 

Q 

BISHOP* T,W. 

8305170417 

90-361 

0 

BISHOP* T. W 

8305170474 

90-361 

0 

BISHOP,! H 

8309240393* 

90-279 

Q 

BlSHOPtT H 

8309260297 

90-279 

Q 

BtSBETTiP. 

8309290909* 

50-289 

Q 

BLACKMON. T 0 

8305130199* 

90-373 

F 

BLAKE* E L 

0305100277 

30-289 

G 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BLAKE. E L 


03051 B0277 

50-289 

G 

BLAKE. J J. 


8305200980 

50-259 

B 

BLAKE. J d 


8305270094* 

50- 393 

G 

BLAKE, d J 


8305270244* 

50-338 

G 

BLAKE, d d 


8305270269* 

90-302 

Q 

BLAKE, d d 


S3O5270276* 

50-324 

0 

BLAKE, d d 


8305270315* 

50-389 

Q 

BLAKE. d d 


0305270339* 

50-339 

Q 

BLAKE. J d 


0305270342* 

30-324 

Q 

BLAKE, d d 


0309270389* 

50-261 

Q 

BLAKE. J d 


8309270402* 

30 - 369 

Q 

BLAKE. J d 


8309270406* 

50-400 

Q 

SLAKE, d d 


830527C47S* 

90-395 

Q 

BLAKE, d d 


8305270492* 

30-400 

Q 

BLAKE, d d 


8303270937* 

50-43B 

0 

BLAKE. J d 


8303270974* 

30-280 

Q 

BLAKE. d d. 


8305270699* 

50-390 

Q 

BLOCH. P B 


8303090960 

50-443 

0 

BLOCK. J. 0 
BLOND. R, H 

BLQ680hi d N 


0305240927 

8309310210 

0305020363 

30-247 

NUREO 

40-8432 

G 

BLQUOH 


8309020337 

90-270 

S 

BLOUOK 


8303030110 

50-270 

8 

BLOUOH 

BLOUNT. 0 H 

BLUBAUOH.R E 
BODOEN. 0 


8303120412 

8303260341* 

8305130362 

8309230175 

30-277 

CONTRACT 

40-3453 

40-1162 

B 

fiOEROERS. M 


8305180439* 

30-170 

U 

BOGARDUS.R H 


8305240930 

90-247 

c 

BOGART. D 

BOGDEN. 0 


8305130047* 

8305020407 

90-302 

40-1162 

R 

BOGER. a. A 
BOHL.L 8 
aOHL.L 8 


8305170094* 

8303020369* 

8303020369* 

90-289 

QA999 

0A999 

0 

BOHM.M P 


8309130355 

90-937 

0 

aOHM.M P 


B305130359 

50-537 

0 

BOLIN. R 


8309270048* 

50-320 

p 

BOLDN.A e 


8309030379 

30-123 

R 

DOLON.A E 


8309310006 

90-123 

P 

DONBERGER. C 


8309230284* 

90-213 

P 

OOMBEftOER.C 


8305310241* 

90-2B9 

P 

BOOK.H E 


8303100416* 

90-237 

0 

BOOK.H e 
BOOK.H E 
BOOK.H E 


8305160029 

8305160067 

8305160078* 

90-142 

70-794 

70-794 

G 

BOOK.H E. 


8303170339 

50-397 

Q 

BOOK.H E 


8303170343* 

50-397 

0 

BOOK, H E 


8309170496 

30-275 

Q 

BDOK.H E 


8309170901* 

30-279 

0 

BOOK.H £ 


8309 1 70530* 

30-361 

0 

BOOKiH E 


8309170962 

30-344 

0 

BOOK.H £ 
BOOKiH E 
BOOK.H £ 


8305(70967* 

8309260269 

8309260273* 

50-344 

40-0137 

40-0137 

0 

BOOKER, d, E 


8305030422 

30-498 

8 

BOOKER, d E 


8309060435 

90-498 

S 

BOOKER, d. E 


8309060475 

90-458 

s 

BOOKER, d E. 


8309100198 

50-438 

A 

BOOKER, d E 


8309120321 

90-459 

S 

BOOKER, d E 


8305120343 

30-4 5B 

Q 

BOOKER, d E 


8303120367 

90-498 

S 

BOOKER, d E 


8305120409 

30-438 

s 

BOOKER, d E 


8303120413 

90-458 

S 

BOOKER, d E 


8303120424 

50-498 

3 

BOOKER, d E 


B309I702B1 

30-438 

s 

BOOKER, d E 


8305170383 

50-498 

3 

BOOKER, d E 


8305 1 70479 

90-498 

3 

BOOKER, d E 


0303200151 

90-498 

3 

BOOKER, d E 


8305200264 

30-498 

8 

BOOKER, d E 


8305200390 

90-498 

3 

BOOKER, d E 


8305230009* 

90-498 

F 

BOOKER. J. E 


8305230436 

90-498 

8 

BOOKER, d. E 


8305230462 

90-490 

S 

BOOKER, d. E 


8305240468 

30-450 

3 

BOOKER. d> E 


8305260268 

90-490 

3 

BOOKER, d E, 


8305260299 

90-458 

S 

BOOKER, d E 


8305260310 

30-438 

8 

BOOKER. J. E 


8305310042 

30-438 

5 

BOOKER, d. E 
BOOTH. L, F 


8309310102 

8309110509* 

30-49B 

CONTRACT 

I 

BORDENICK. B 

M 

8305030408 

30-322 

Q 

BORDENICK. B 

N 

8309090129 

30-322 

Q 

BORDENICK. B 

M 

8303090136* 

90-322 

Q 

BORDENICK. B 

M 

8305100196 

30-322 

0 

BORDENICK. B 

M 

8309100222 

90-322 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BORDENICK. E M 

8305100223 

90-322 

G 

BORDENICK.fi M 

8305100224 

30-322 

G 

BORDENICK. B M 

8305100230 

50-322 

0 

BORDENICK. B M 

8305100239* 

90-322 

0 

BORDENICK. B M 

8305100299 

90-32S 

0 

BORDENICK. B H 

8305100380 

90-322 

0 

BORDENICK. B H 

8305100398 

30-322 

0 

BORDENICK. B M 

8305200590 

30-322 

Q 

BORDENICK. B M 

03O323D373 

30-322 

G 

BORDlNEi T C 

8305020294 

90-193 

P 

BORDINE, T C 

0305130215 

30-195 

Q 

BORDIKE. T C 

8305190317 

30-153 

a 

BORDINE. T. C 

8303230044 

50-153 

Q 

SOROHANN. E A 

8305030528 

50-358 

K 

DGRGMANN. E A 

8305170494# 

50-350 

Q 

BORGMANN. E A 

8305170333* 

50-358 

A 

DORGMANNi E A 

8309190168 

50-358 

A 

B GROM ANN. E A 

8305190278 

30-330 

A 

BORGMANN. E A 

8305190314* 

50-350 

A 

BORGMANN. E A 

8305240012* 

50-350 

Q 

BORGMANN. E A 

8309240016* 

50-350 

Q 

BORN. C L 

8305090510* 

50-445 

T 

BOBNAK.R d 

8305130040* 

50-445 

0 

BDTHMAN. J 

BOUCHEY. 0 D 

8304200001 

8305030166 

TOPREP 

30-460 

K 

D0UCH5Y. 0 D 
BOUCHEY. 0 D 

8305040565 

8305050159 

TQPREP 

50-397 

a 

flOUCHEY. 0. D 

8305100097 

30-900 

A 

BOUCMEY. 0, D 

8305 1 00110 

90-397 

A 

BOUCHEY, 0. D 

0305 1 00246 

50-460 

K 

BOUCHEY. 0. D 

8305100304 

50-500 

A 

BOUCHEY, 0. D 

0305 1 20233 

50-397 

K 

BOUCHEY. 0 D 

0303160041 

30-397 

E 

BOUCHEY. 0. D 

0305170156 

30-397 

A 

BOUKNlGHT.ft d 

8305200633* 

90-395 

S 

BOUKNIGHT.R d 

8305390347 

50-395 

8 

BOUQUARD.M L 

6305230664* 

COMMISSION 

BOURN I A. A 

BOUDEN. T J 

8305190299* 

8305240481 

FOIA 

50-340 

I 

BOHMAN. M E 

8305030388* 

90-318 

S 

BOYD, D C 

03O5O2O34B* 

50-315 

Q 

BOYD. D C 

8305100271* 

30-293 

G 

BOYD, D C 

0305170174* 

30-153 

Q 

BOYDi D C 

0305200247* 

50-255 

Q 

BOYD, D C 

8305240037* 

50-253 

Q 

BOYDiD C 

8305240309* 

30-315 

Q 

BOYER. V 8 

8305060913 

30-277 

Q 

BOYER. V 8 

8305 1 00399 

30-277 

F 

BRADBURY, R D 
BRADBURY. R 0 

BRADBURY, R D 
BRADBURY. R 8 
□RADFORD, L 

6305 1 60393 
8305180494 

8305290406 

B30S270003 

0305100212 

PR 

PR 

PR 

PR 

50-269 

0 

BRADFORD, P A 

8006090443* 

50-498 

A 

BRADFORD. P A 

8305180121* 

50-498 

A 

□RADFORD, P A 

6305180175* 

50-498 

G- 

BRADFORD, H 

B30527037D* 

90-349 

Q 

BRABHAM, A 8 

0303090321 * 

50-395 

F 

hradley.e j 

8301310260 

50-392 

K 

BRADLEY, E d 

0303020253 

50-352 

E 

BRADLEY, E J 

8309020454 

50-352 

E 

BRADLEY, E d 

8305030299 

30-352 

A 

□RADLEY. E d 

8309030307* 

30-352 

A 

BRADLEY, E d 

8309050021 

90-277 

P 

□RADLEY, E d 

8305050027* 

50-277 

P 

□RADLEY, E d 

6305060437 

90-332 

A 

BRADLEY, £ J 

8305120320 

30-352 

A 

□RADLEY, E J 

8309130096 

30-353 

A 

BRADLEY, E d 

8305170187 

30-392 

A 

BRADLEY, £ d 

8303170226 

50-392 

E 

BRADLEY, E d 

6305180343 

30-392 

A 

BRADLEY, £ d 

8309180369 

30-392 

E 

BRADLEY, £ J 

8305180402 

30-352 

A 

BRAT>LEY.E J 

B305IB0414 

50-332 

E 

BRADLEY, E J 

8305180419 

30-332 

A 

BRAOLEY, E J 

8305180432 

90-332 

A 

BRADLEY, E d 

63051B043I 

30-392 

E 

BRADLEY, E J 

8305190399 

50-392 

C 

BRADLEY, E d 

8309200615 

30-352 

£ 

BRADLEY. E d 

8309230496 

50-332 

A 

□RADLEY, E d 

8309240307 

30-277 

d 

BRADLEY. E d 

8309230133 

50-332 

A 

□RADLEY, E J. 

8305270373 

30-332 

A 

BRADLEY. E J 

9309310009 

50-332 

E 

BRADLEY. E d 

8309310043 

SO-332 

E 
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ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEGORY 

BRAECER.C S 


aGG9SG06ea« 

90-373 

P 

ORANDEN9URO. 

B 

8305020420 

90-247 

G 

BRANDEN9URO. B 

S3050305B3 

90-247 

G 

BRANDENBURO. 

B 

8305040SOS 

90-247 

G 

BRANDENBURG. 

B 

8305100208 

30-247 

0 

BRANDENBURG. 

B 

S3G5130064 

30-247 

0 

BRANDENBURG. 

a 

0305130071 

50-247 

0 

BRANDENBURG. 

0 

S3O5240527 

90-247 

G 

BRANDI. V A 


0305200549 

50-322 

0 

ORANNENi J 


0305180499# 

30-322 

M 

BRANNEN. J 


8305180461* 

30-322 

H 

DRANNIN, J P 


8309170250# 

S 0-333 

0 

BRANSCOMEi J 

M 

8305170601 

40-3433 


BREADY.J C 


8309180300 

FOIA 


BREAKEY. T 


8309260100 

38-153 

G 

BRENIZER. J S 

0303230540 

50-396 

P 

BRENIZER.J S 


0305270226# 

50-62 

Q 

BRENNAN. P J 


0303240517 

50-247 

H 

BRENNER. L 


0305020390 

50-322 

G 

BRENNER. L 


0303040429 

50-322 

0 

BRENNER. L 


0309060499 

50-322 

G 

BRENNER, L 


0303090303 

50-322 

G 

BRENNER. L 


0303170530 

50-332 

0 

BRENNER. L 


8303180136 

50-352 

G 

BRENNER. L 


8305240432 

50-322 

G 

BRENNER. L 


8305240460 

50-322 

0 

BRENNER. L 


0305250334 

50-322 

0 

BRENNER. L 


0305270963 

50-322 

0 

BRENNER. L 


0303270595 

50-322 

T 

DREUSTER. A 


8305190201# 

50-195 

P 

EREV.H L 


0309020462 

90-267 

P 

DREV.H L 


8305160048 

50-267 

P 

BREV. H L 


0303160093 

90-267 

P 

DREV.H L 


8303170300 

90-267 

P 

BREV.H L 


0309240477 

90-267 

P 

BRICKS. G 


0309130006# 

50-244 

P 

SRIDEN. D it 


B30S060702# 

50-346 

F 

BRIGGS. L 


8305110308# 

50-333 

Q 

BRIGGS. L 


8305290443# 

90-243 

Q 

BRIGHT. 0 0 


8305030982 

30-142 

G 

BRIGHT. 0 0 


0305060320 

50-142 

G 

BRIGHT. G 0 


0309100330 

90-142 

G 

BRIGHT. G 0 


0305130076 

90-142 

G 

BRIGHT. 0 0 


0305130079 

50-142 

G 

BRIGHT. 0 0 


8309130150 

50-142 

0 

BRIGHT. 0 0 


8305160163 

50-142 

G 

BRIMKMAN.D S 


8305060968# 

90-447 

E 

8R 1 XEY, P 


8309190101# 

90-293 

8 

BROBST. 0 E 


8305190290# 

50-317 

9 

BROCK. B L 


8309160070# 

70-794 


BROMBERG. B. 


8305030389 

CONTRACT 


BROMET.E J. 


8305270022 

50-320 

P 

BROMET.E J. 


8305270027# 

90-320 

P 

BROOK8.E H 


8309270306# 

90-416 

Q 

BROOKS. U 


8309230693# 

COMM 188 ION 

BROPHY. J J 


03DS19O349 

90-407 

P 

BROUGHTON. J. M 

8309110323 

NUREO 


BROUN. C. H 


0305200611# 

90-263 

Q 

BROUN. E. J 


0309050341 

90-269 

8 

BROUN. £. J 


0305030393# 

90-269 

0 

BRONNiE J. 


0309230973 

90-237 

S 

BROUN. E. U 


8305230619# 

90-237 

0 

BROUN. 0 D 


0309030297 

70-046 


BROUN. G. D 


830903049? 

40-299 


BROUN. G. D 


8305120479 

40-0027 


BROUN. H H 


0305060518 

30-322 

0 

BROUN. H H 


8303060918 

90-322 

G 

BROUN. K. H 


8305120300# 

90-322 

G 

BROUN. H H 


8309120300# 

30-322 

0 

BROUN. J. M 


S30303025S# 

70-370 


BROWN. R*L. 


0305050163# 

30-498 

Q 

BROWN. S D. 


8305290271# 

30-289 

P 

BROWNE. W G 


8305120291# 

40-672 


BRQUNE. W 0 


8305120274# 

40-672 


BROWNING. R E 


03O9O9O8BB 

WASTE HGT 

BROWNING. R E 


8309090643 

WASTE MOT 

BROWNING. R £ 


8309090656 

WASTE MOT 

BROWNING. R E 


8309090679 

WASTE MOT 

BROWNLEE. V L 


8309270328# 

30-424 

Q 

BROWNLEE. V L. 


8305270337# 

90-424 

Q 

BROWNLEE, U L 


8309270338# 

90-269 

Q 

BROWNLEE. U L 


0309270462# 

90-393 

G 

BROWNLEE. U L 


8309270482# 

90-937 

0 

BROWNLEE. V L 


8309270329# 

90-302 

0 

BROWNLEE. V L 


8309270930# 

90-366 

a 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BROYHILL. J T 

8309230703 

30-209 

U 

8RUNE. R L 

8305060673 

NUREG 


BRUNNER. £ J 

8303240480 

90-219 

R 

BRUNNER. E J 

6303240510 

30-244 

R 

BRUNNER. J E 

6303240322 

90-329 

0 

BRUT8CH.M A 

0305100309 

90-213 

F 

BRYANT. D 

6309200656 

90-440 

G 

BRYANT. J 

0303270338# 

90-269 

0 

BRYANT. J 

03032704)1# 

30-269 

Q 

BRYANT. J C 

0109040024 

30-269 

8 

BUCK.C R 

0309270130 

8t#t# Prog 

BUCKLES. J 

0309160026 

30-319 

J 

BUCKLEY. B 

8303060312* 

90-309 

P 

BUDNirZ.R J 

8309180353 

PR 


flUDWANl.R N 

8305170701 

90-461 

A 

BUDZiKiO M 

0303240137 

30-329 

K 

EUFE.U L 

0303050023# 

30-302 

8 

DUFE, J L 

0305170402# 

30-302 

S 

BULLIMGTON.R L 

0303040284# 

CONTRACT 


BUPP.L P 

0303090380# 

OA999 


BURCH. R H 

8305020319# 

QA999 


BURCHETT, R R 

8303090162 

NUREG 


SURDOIN. J 

8303170564* 

90-928 

0 

BURDOIN. J F 

8303170390* 

30-900 

0 

BURDOIN. J F 

83051 709G7# 

90-920 

0 

BURGE. C A 

8305130309# 

90-272 

F 

BURGER, F -J 

0309170007* 

90-271 

R 

BURKE. A R 

0303040423# 

FOIA 


BURKE. D J 

8305270439# 

30-2BO 

0 

BURKE. D J 

0309270490# 

50-200 

0 

BURKE. 8 

0303290023 

FOIA 


BURKE. T J. 

0303060164# 

FOIA 


BURNETT. P, T 

0309270470# 

90-416 

Q 

BURNETT, P. T 

0309270521# 

90-369 

0 

BURNS. S 0 

8303100319# 

30-499 

A 

BURSTS IN. 0 

8303060400 

30-266 

P 

BURSTEIN. 6. 

8305110079 

90-266 

P 

BURSTEIN.S 

0309110101 

30-266 

P 

BURSTEIN. 8 

0309110201 

30-266 

P 

BURSTEIN. 5 

0309120400 

30-266 

0 

BUR5TEIN. S 

0309170144# 

30-266 

0 

fiURSTEIN.S 

B309230724 

50-266 

p 

BURTON. J W 

8309310034 

30-296 

a 

BURWELL. a. 

0303090970# 

30-443 

0 

BURWELLi 8. B 

8309090600# 

30-443 

0 

BURWELL. 0. B 

0305130109 

50-443 

A 

BURWELL. 8. B 

8309160244# 

90-443 

Q 

BU8CHBACH. T C 

8309170131 

NUREG 


BUSK. M U 

8309160174 

30-332 

0 

BUSH. M. W 

8309240316 

50-332 

H 

BUSK. 8 H 

8305130359 

30-337 

0 

BUSH. 8. H 

8305130359 

30-337 

0 

BUSHNELL.T E 

8309130232# 

50-344 

0 

BUTCHER. R C 

8309110399 

30-393 

s 

BUTCHER. R C 

8309200 98B 

30-239 

8 

BYRD, R, 

8305050178# 

30-416 

8 

BYRD. R- 

8309130200# 

90-416 

B 

BYRD. R. 

0309170 4 31* 

30-416 

0 

BYRD. R. 

0309170433# 

30-416 

B 

BYRD. R. 

0309200206# 

30-416 

0 

BYRD, R 

8309250979 

50-416 

8 

BYRD. R 

8309310204 

90-416 

8 

BYRON. P M 

8309020205# 

90-341 

0 

CADMAN.U K 

8305230970# 

90-402 

I 

CADMAN«W K 

8309270098 

90-402 

A 

CAHILL. W J 

8309170469 

90-438 

K 

CAIN. J 

8309060319 

WASTE MOT 

CAIN, J, 

8303260356 

WASTE MOT 

CAIN. J. 

0309260360 

WASTE MOT 

CALDWELL. R A 

0309030308# 

70-046 


CALKINS. D E 

03091901 12# 

30-329 

9 

CALLAN.L J 

0304190194# 

30-313 

0 

CALL I SON. R L 

0309020070# 

FOIA 


CAMP.H J 

8309240370# 

30-313 

8 

CAMPAONA.J H 

8305020019# 

FOIA 


CAMPAONAi J H 

8309020967# 

FOIA 


CAMPAGNAi J H 

0309040211# 

FOIA 


CAMPAGNA. J. H. 

8309040224# 

FOIA 


CAMPBELL, E 

8309190361# 

MISC 


CAMPBELL. M 

8309040192 

16E 


CAMPBELL. M 

8309040201 

I6E 


CAMPBELL. 8 E 

8303200222 

PR 


CANTER. H L 

8309170421# 

90-361 

Q 

CANTRELL. F S 

8303110399 

30-393 

8 

CANTRELL. F 8 

8305270370* 

30-340 

Q 


ACCESSION SUB^/EGT 
AUTHOR NUMBER CATEOORV 


CANTRELL, F 8 

0309270361# 

30-299 

a 

CANTRELL. F S 

8303270430# 

30-416 

Q 

CANTRELL, F S 

8303270496# 

30-519 

a 

CANTRELL. F 8 

8303270932* 

90-399 

0 

CANTWELL. P F 

8309060972# 

90-299 

6 

CANTWELL, P F 

B303310160 

30-304 

B 

CAPHTON, D L 

S309230460# 

30-289 

G 

CAPHTON. D L 

8303290306# 

30-277 

0 

CAREY. J J 

8303020339 

30-334 

P 

CAREY. J J 

8305060604 

90-334 

P 

CAREY. J J 

8309060609# 

30-334 

P 

CAREY. J J 

8303100268 

30-334 

Q 

CAREY, J J 

0303100337 

50-334 

P 

CAREY, J. J 

0303110360 

30-334 

P 

CAREY, J J 

8309110424 

50-334 

R 

CAREY. J. J 

8305200439# 

30-334 

Q 

CAREY, J J 

6309240401 

90-334 

P 

CAREY. J J 

0309240404 

30-334 

Q 

CAREY. J J 

0309290916 

90-334 

P 

CAREY. J J, 

8303270187 

30-334 

P 

CARFAONO, P 

6209210332# 

90-336 

P 

CARLISLE. C. a 

8305030300 

90-397 

6 

CARLISLE. C a 

6305030324 

90-397 

A 

CARLISLE, C S 

8305030500 

90-397 

8 

CARLISLE, C S 

8305030907 

50-397 

8 

CARLISLE. C S 

6309130106 

90-397 

a 

CARLIBLE.C B 

6305130245 

30-397 

R 

CARLISLE, R W 

8305310002 

30-247 

T 

CARLSON. J 

8309240393# 

30-279 

Q 

CARLSON, J D 

6303170339# 

50-279 

Q 

CARLSON. J. D 

8309260262# 

90-275 

3 

CARLSON. R T 

8305120397* 

0A999 


CARLSON. R T 

6309120636* 

70-925 


CARNEY, J 

8305110012 

PR 


CARNEY. J 

9303230317 

PR 


CARR, A U 

6303090466 

90-413 

G 

CARR, A V 

6305100282 

90-413 

G 

CARR, A V 

8309100342 

90-413 

G 

CARR, A V. 

8305100419 

90-413 

G 

CARR. A V 

8309310023 

30-413 

G 

CARROWi H, 

0303040479 

50-400 

0 

CARROW. H 

0309040489* 

30-400 

0 

CARROWr H. 

8305040492* 

30-400 

Q 

CARROW. H 

8305040496* 

90-400 

0 

CARROW, H 

6303060471 

30-400 

0 

CARROW. H 

8303130079 

50-400 

0 

CARROW. H 

8309130000 

90-400 

0 

CARROW. H. 

8309240446 

30-400 

G 

CARROW. H 

6303240991 

90-400 

0 

CARTEAUX. P. 

8303120399* 

90-315 

a 

CARTEAUX, P 

9305170444* 

90-319 

a 

CARTEAUX. P 

6305170491* 

30-316 

9 

CARUSO. R. 

8309020961 

30-322 

R 

CARUSO. R 

6309 1 90491 

30-322 

A 

CARVER, A M 

8303030979* 

30-327 

8 

CARVER, A. M 

8303090126* 

90-327 

3 

CARVER. A. M. 

8309090217# 

30-329 

3 

CA8E.E 0 

8309170110# 

30-272 

3 

CASELLI.A E 

8305230176# 

71-4*76 


CASSELL, A 

8309200720# 

30-330 

P 

CATTONi I 

6303130321 

ACR0 


CAUDLE. R. E 

03O31BO6B4 

71-9190 


CAVANAOH. R. 

8303170272 

90-522 

0 

CAVANAGHi R 

8309170272 

30-522 

0 

CAVANAQH. R 

8309170272 

90-922 

G 

CAVANAOH, R, 

8309170272 

90-522 

0 

CAVANAGHi R 

6309170272 

90-522 

Q 

CAVANAGHi R 

8305170279 

30-522 

G 

CAVANAOH, R 

8309170347 

50-522 

G 

CAVANAUGH, H 

8309170290 

30-302 

H 

CAVANAUGH. W 

8309800491* 

30-313 

8 

CERBONEiR J 

8309110237 

NUREG 


CERNE, A 

8303110299 

30-443 

B 

CERNE. A. C 

8303030119# 

30-443 

Q 

CESARE. 0. 

8309240260# 

90-416 

P 

CHACKE8.K h 

6309100297 

30-403 

G 

CHAFFEE. A E. 

6309170421# 

90-361 

0 

CHAMBERLAIN, D 

8309020307# 

0A999 


CHAMBERLAIN. D 

8309030474# 

90-403 

Q 

CHAMBERLAIN. D 

6309240433# 

0A999 


CHAMBERLAIN, D. 

8309270149* 

QA999 


CHAN, E. I 

8309160146 

30-546 

0 

CHAN. E. I. 

8309160196 

30-546 

0 

CHAN. E 1. 

8309170003 

30-546 

0 

CHANDLER, J. C. 

8303030292 

TOPREP 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 

CHANDLER, L J 

830910019? 

90-361 

G 

CHANDLER, L J 

03091 00S20 

90-361 

0 

CHANDLER, L J 

93091^0 1S7 

90-279 

0 

CHANDRA, U 

8309S30a92« 

90-937 

A 

CHANO, 0 

8303S0099B 

90-440 

0 

CHAPLIN, 8 D 

B309030939» 

90-320 

8 

CHAPLIN, 6 D 

B3091 10378* 

90-320 

8 

CHAPLIN, 0 D 

B3093 1 0004# 

90-320 

8 

CHAPLIN, B D 

93093 10007# 

90-320 

8 

CHAPLIN, 9 D 

8309310010# 

30-320 

8 

CHAPLIN, 8 D 

8309310014# 

90-320 

9 

CHAPLIN, 8 D 

0309310019# 

90-320 

8 

CHAPLIN, 9 D 

B3093 10024# 

90-320 

8 

CHAPLIN, 6 D 

8309310030# 

90-320 

3 

CHAPLIN, 8 0 

8309310036# 

90-320 

8 

CHAPLIN, 8 D 

8309310041# 

90-320 

9 

CHAPLIN, 6 D 

0309310047# 

90-320 

9 

CHAPLIN, 8 D 

8309310096# 

30-320 

9 

CHAPLIN, B D 

8309310066# 

90-320 

9 

CHAPLIN, B D 

9309310072# 

90-320 

8 

CHAPLIN, 8 D 

8309310097# 

90-320 

9 

CHAPLIN, a 0 

9309310091# 

90-320 

8 

CHAPLIN, 8 D 

9309310096# 

90-320 

9 

CHAPLIN, 8 D 

8309310101# 

90-320 

8 

CHAPLIN, 9 0 

6309310107# 

90-320 

9 

CHAPLIN, 9 D 

8309310114# 

90-320 

8 

CHARNLEY, J. E 

8309060099# 

90-321 

P 

CHARNLEY, J 9 

8309060076# 

90-331 

P 

CHARNLEY, J B, 
CHARNLEY, J B 

8309070483 

9309100370# 

TOPREP 

90-329 

P 

CHARNLEY, U. 9 

9309270370# 

90-333 

P 

CHEATHAM, J. R 
CHEN,C 

9309040286# 

8309060277# 

FOIA 

90-244 

P 

CHEN, 8 

8309200720# 

90-338 

P 

CHEN, N. P 

8309090978# 

90-449 

0 

CHEN,M P 

8309230449# 

90-449 

Q 

CHI AND I, N U 

8309030601 

90-400 

8 

CHIANOI,N. J 

8309110292 

90-400 

a 

CHICK, D E 

8309020482 

90-443 

0 

CHICK, D E 

8309020496# 

90-443 

0 

GHiLKrS 

CHILKrB J, 

8309230333# 

8304040470 

PR 

90-277 

0 

CHILKr 9. U, 

8309030922 

90-449 

Q 

CHiLKr S. J. 

8309030932 

90-70 

0 

GH1LK,8 J 

8309040060# 

90-209 

0 

CHlLKi 9. J. 

8309040436 

90-398 

0 

CHILK, 8. J. 

8309090019 

90-449 

0 

CHILKiS J 

9309060274 

90-490 

0 

CHILK, 8 J 

CHILK, 8. J. 

CHILK, 8 J 

8309060696 

9303090916# 

9309100299 

lOCFR 

lOCFR 

90-299 

0 

CHILK, 8, J 

CHILK, 8. J. 

0309110981# 

8309120309 

PR 

90-247 

0 

CHILK, 8, J, 

CHILK, 8. J, 

8309130099 

8309130061 

70-143 

90-277 

0 

CHILK, 8. J. 

8309130068 

90-322 

0 

CHILK, 6, J, 

8309160130 

90-209 

0 

CHILK, 8 U, 

8309160167 

90-247 

0 

CHILK, e J. 

CHILK, S. J. 

8309170488 

8309170493 

40-2061 

90-272 

0 

CHILK, 8 J 

8309180148# 

90-498 

A 

CHILK, 8. J. 

8309180167# 

90-498 

0 

CHILKrB. J 

9309180189# 

90-498 

0 

CHILKrB, J 

6309200481, 

90-373 

0 

CHILK, 9 U. 

6309200488 

90-929 

0 

CHILK, 8. J. 

8309200929 

90-398 

0 

CHILK, 8. J. 

8309200948 

90-199 

0 

CHILK, 8. 0, 

6309200994 

90-449 

0 

CHILK, 8. U, 

8309200960 

90-277 

Q 

CHILK, 8. J 

CHILK, 8. ^}, 

8309200970 

9309230429# 

40-2061 

COMM 1881 ON 

CHILK, 8. J. 

8309240190# 

C0MMIB8I0N 

CHILK, 8 J. 

8309240922 

90-361 

0 

CHILK, 8 J. 

8309240923 

90-247 

0 

CHILK, a. U. 

8309240966 

90-3 

T 

CHILK, 8, J. 

CHILK, B, J. 

0309290296 

0309290308# 

lOCFR 
OEN TEC 

IB 

CHILK, 8. U. 

8309290324 

90-209 

0 

CHILK, 8, J, 

8309290990# 

90-209 

P 

CHILK, 9 J. 

8309260174 

90-397 

0 

CHILK, 8. J. 

8309260176 

90-498 

0 

CHILK, 8. J. 

6309260178 

90-996 

0 

CHILK, 8. J. 

8309310008 

90-272 

0 

CHILK, 8, J. 

8309310011 

90-449 

0 

CHILK, 8. J, 

8308310019 

90-490 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CHILK, 8 J 

0305310017 

50-277 

G 

CHILK, 8 J 

8309310018 

30-3SS 

G 

CHILK, 9 J 

8309310021 

90- 1 55 

G 

CHIRAMAL. M 

CHO. F L 

S309230931# 
B303 190303* 

MISC 

30-373 

P 

CH0ULE8, N C 

8309260334# 

30-373 

G 

CHRI680TIM0S,N 

03093101 12# 

50-294 

Q 

CHRISTA-MARIA 

8309040942# 

30- 1 59 

0 

CHRI8TEL. B 

8309310169 

90-237 

S 

CHRISTIANSON, M 

930926023 1« 

90-338 

0 

CHRISTMAN, J N 

0309040461 

30-322 

G 

CHRISTMAN. J N 

8309040461 

90-322 

G 

CHRISTMAN, J N 

8309130077 

30-322 

0 

CHRISTMAN. J N 

8309130077 

50-322 

G 

CHRISTMAN, J N 

B309 160006 

30-322 

Q 

CHRISTMAN. J N 

8309160006 

90-382 

Q 

CHRI8T0FFER, 0 

9309020397# 

90-259 

Q 

CHRISTOFFER.O 

0309040449 

90-331 

3 

CHURCHILL, e N 

8309020439 

50-266 

0 

CHURCHILL, S U 

6309020430 

90-266 

0 

CHURCHILL, D H 

0309170291 

90-266 

Q 

CHURCHILL, a W 

6309170291 

90-266 

0 

CHMA9TVK, J J 

8309120323# 

90-320 

T 

CILIMHERO.R L 

0304190364* 

90-440 

Q 

CtLIMBERO.Ft L 

6309120420# 

90-373 

Q 

CILLI8.H 

0305170567# 

90-344 

Q 

CtNGUEHANI, D 

0309240537 

30-847 

H 

CINTULArT C 

6309040146 

90-318 

B 

CiNTULAi T C 

8309040150# 

90-310 

8 

CLARDY.L 8 

0309100218# 

30-331 

0 

CLARK, A T 

CLARK. D 0 

8309260393 

8309030333* 

PROJ 

50-294 

S 

CLARK, L 

CLARK, L 

6309090315# 

6305160043 

MISC 

90-20 

8 

CLARK, R. 

6309160192 

50-312 

0 

CLARK, R- A 

0303240026 

30-309 

P 

CLARK, R. A. 

0309020600 

30-309 

P 

CLARK, R A 

6309020602 

90-335 

P 

CLARK, R A 

8309040769* 

90-317 

P 

CLARK, R A 

9309040795# 

30-317 

P 

CLARK, R A 

8309060001 

90-266 

P 

CLARK, R, A 

0309060013 

90-202 

P 

CLARK, R A 

8309060017 

00-33B 

P 

CLARK, R A 

8309060023 

90-202 

P 

CLARK, R A. 

8309060039 

90-335 

P 

CLARK, R A 

0305060042 

90-309 

P 

CLARK, R A 

6309060049 

90-3 1 7 

P 

CLARK, R. A 

0309060096 

50-3 36 

P 

CLARK, R A 

8309060069 

90-330 

P 

CLARK, R. A. 

0309060077 

50-317 

F 

CLARK, R, A 

8309060108 

90-262 

P 

CLARK, R A. 

8309060120# 

90-338 

P 

CLARK, R. A 

8309060140# 

90-338 

P 

CLARK, ft. A 

0309060666 

90-344 

P 

CLARK, R A 

8309060669# 

30-344 

P 

CLARK, R. A 

8309060670# 

90-344 

P 

CLARK, R A 

0309(^90144 

90-338 

P 

CLARK, R A 

8305090460# 

90-245 

P 

CLARK, R. A 

8309090546 

90-266 

P 

CLARK, R A 

8309110120 

90-339 

P 

CLARK, R A 

0309110169# 

30-368 

P 

CLARK, R A 

8309110193 

90-313 

P 

CLARK, R. A 

03O9HO199# 

90-313 

P 

CLARK, R. A. 

0309110209# 

90-313 

P 

CLARK, R, A, 

0309110224# 

90-336 

P 

CLARK, R A. 

8309110940 

90-266 

F 

CLARK, R A, 

9305110629 

90-313 

P 

CLARK, R, A. 

8309120 11 93# 

90-335 

P 

CLARK, R A 

0309120498# 

90-266 

P 

CLARK, R. A. 

8309120504 

90-313 

P 

CLARK, R. A 

9309120506# 

90-313 

P 

CLARK, R. A 

0309130010 

90-336 

P 

CLARK, R. A 

0309130017#^ 

90-338 

P 

CLARK, R A. 

8309160188 

90-213 

P 

CLARK, R. A. 

B309160201 

90-30^ 

P 

CLARK, R A, 

0309170299# 

50-317 

P 

CLARK, R. A. 

8309170618 

90-309 

P 

CLARK, R. A. 

8309170619 

90-301 

P 

CLARK, R A 

6303170622 

90-313 

P 

CLARK, R, A 

6309170697 

90-202 

F 

CLARK, R. A, 

6309100036# 

90-369 

P 

CLARK, R A. 

83091S0161 

90-313 

F 

CLARK, n. A. 

B3091B0967 

90-335 

P 

CLARK, R, A. 

0309180979# 

90-317 

P 

CLARK, R, A. 

0309180849 

90-313 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CLARK*}]; A 

830920002 1 

90-266 

, 

CLARK, R A 

8305200023 

50-202 

, 

CLARK* R A 

8305200030 

90-344 

. 

CLARK* R A 

8309200060 

90-209 

f 

CLARK* R A 

8309200066 

90-309 

y 

CLARK. R A 

830920007B 

90-317 

, 

CLARK. R A 

B3D92 00081 

90-336 

« 

CLARK, R A 

9309200090 

30-335 

r 

CLARK, R A 

9309200094 

30-339 

, 

CLARK, R A 

9309200710* 

50-333 

' 

CLARK, R A 

93D923012S 

90-313 

, 

CLARK. R A 

0309310240 

90-205 

f 

CLARK. R J 

0303300387 

90-260 

• 

CLARK. W M 

0309290304# 

90-403 

C 

CLARK. W M 

8309250304# 

90-403 


CLARK. W M 

8309250304# 

90-403 

r 

CLARK, H M 

0309250394# 

90- <103 

,: 

CLARK, W M 

8309250394# 

50-403 

r 

CLARK, H M 

8309250394# 

50-483 

(. 

CLARK, W M 

9309250336# 

50-483 

r_ 

CLARK, H M 

8303250536* 

50-493 

c 

CLARK, W M 

83092S0536# 

50-403 

L 

CLARK, W M 

8309250587# 

50-493 


CLARK, W H 

0309250567# 

50-403 


CLAY, E L 

830527019?# 

70-1113 


CLAYTON. F L 

8303020496 

50-349 

, 

CLAYTON. F L 

6309030580 

50-364 


CLAYTON, F L 

83090501 48 

30-348 


CLAYTON, F L 

0309050195 

50-34 B 


CLAYTON, F L 

8309100132 

50-364 


CLAYTON, F L 

8309110257 

50-364 


CLAYTON, F L 

8309110309 

30-340 

, 

CLAYTON, F L 

8309160094 

30-340 


CLAYTON, F L 

8309200306 

30-340 

, 

CLAYTON, F L 

0305200357 

30-364 


CLAYTON, F L 

830920097? 

30-340 

, 

CLAYTON, F L 

9309230540 

30-340 


CLAYTON. F L 

0309240191 

30-349 


CLAYTON. F L 

8305240440 

50-340 

1 

CLAYTON. F L 

9305250285 

30-340 

? 

CLAYTON* F L 

9305250353 

30-348 


CLAYTON. F L 

030 52903?! 

50-348 

, 

CLAYTON. F, L 

8305250991 

30-349 

. 

CLAYTON* F. L 

8305310201 

30-349 


CLEMONS. P 

8305110320# 

30-30? 

1 

CLEMONS* P 

8305190191# 

30-271 

t 

CLINE. N* E 

8303270427# 

30-416 

< 

CLINE, H E 

B303B70446# 

30-379 

1 

COCHRAN,? B 

0309100276 

30-937 


COEN, R* 

0305240366 

30-24? 


COFFEY, A 

9305030501 

30-29? 


COFFEY. J A. 

8305250402 

30-29? 


COFFMAN, F. D 

8305090607# 

50-443 

* 

COCAN, N 

0309290305# 

30-20? 

* 

COOANi N J 

8305230460# 

30-20? 


COHEN, L A 

6309090429 

30-247 


COHEN, N 8 

6309310239# 

30-309 

r 

COLBURN, T Q 

6305120499 

50-266 

f 

COLEMAN, R 

6309090291 

CONTRACT 


COLEMAN, R 

63091 10229 

CONTRACT 


COLEMAN, R C 

6305260001 

CONTRACT 


COLEY, J L 

8309270179# 

30-39? 

[ 

COLEY, J L 

8309270276# 

30-324 

r 

COLEY, J. L 

8309270342# 

30-324 

[ 

COLEY, U U 

8309270657# 

30-370 

,1 

COLLIER, A R 

6309170302 

TOPREP 


COLLINB, D, ^ 

8305110267# 

50-277 


COLLINS, D. L 

8309270039# 

SO-320 


COLLINS, J T 

0309030439# 

30-203 


COLLINS, J T. 

0309060466 

8tat« Pro 

COLLINS, J. T 

Bi309090477 

QA977 

\ 

COLLINS, J. T. 

9309 1 00066 

8i;#tre Pr6 

COLLINS, J. T 

9305 1 00303 

30-402 

1 

COLLINS, J T 

8305 120039# 

FOIA 

1 

COLLINS, J T 

8305120049# 

FOIA 

J 

COLLINS, J T 

9305120092# 

FOIA 


CDLLlNSi J* T 

6305120056# 

FOIA 

j 

COLLINS, J- T 

9309120062# 

FOIA 


COLLINS, J, T 

9305120069# 

FOIA 


COLLINS, J* T 

0305 190374# 

FQIA 

1 

COLLINS, U* T 

9305200289 

90-302 

[ 

COLLINB, J, T 

8305200320 

8t«U Prt* 

COLLINS, J. T> 

0305240431 

QA77? 


COLLINS, J. T 

0309270144 

OA??? 

i 

COLLINS, B. 

9305200497 

50-272 

r 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRY 

AUTHOR 

COLLI NS j S J 
COLLtNB, T R 
COLLINS. T R 
COLLINS, T ft 

COLL INS r T ft 

030329043 U 
0305270322* 
0309270420* 
83052709 IB* 
0305270666* 

50-29 Q 

30-327 Q 

30-369 Q 

30-269 Q 

30-259 Q 

COOPER, w e 
COPELAND. V 0 
CORKIER, N 
CORKIER, W H 
CORKIER, H H 

COLLINS, u e 
COLOMBO, R 
COLOMBO, R W 
COLOMBO, R W 
COLOMBO, R H 

8305260306 

8305240326 

0309030290* 

0303030561* 

8303130231* 

30-129 U 

30-312 R 

30-312 8 

90-312 8 

50-312 B 

CORMIER, W H 
CORMIER, W H 
CORMIER, W H 
CORMIER, W H 
CORREN, D 

COMBS. F 

COMBS. F 

COMBSrF 

CONBB^F 

COMBS. F 

0303020191* 

8303030249* 

B3030306B4* 

8303040310* 

8303030393* 

FOIA 

70-370 

FOIA 

FOIA 

FOIA 

CORYELL, 0 P 
CORYELL. 0 P 
CORYELL, 0 P 
CORYELL, 0 P 
CORYELL, 0 P 

COMBS. F C 

COMBS. F C 

CCHBSrF C 

CDMBBrF C 

COMER. M K 

8305020306* 

0305020318* 

a30303020i» 

83 05040 4B4* 
0305110491 

FOIA 

FOIA 

70-370 

FOIA 

NUREO 

CDSa, B U 
COSTELLO, F M 
COTTA. R E 
COTTER. B P 
COTTER. B P 

COMPTON, N 
CDNLEV.C H 
CONLON, T E- 
CONLON* T E 
CONLON, T E 

0303030437 

0303110476 

0303260243* 

0303270101* 

0305270200* 

PR 

NUREO 

90-440 Q 

50-389 Q 
50-337 Q 

COTTER. B P 
COTTER, K H 
COTTER. K. H 
COTTER, K H 
COTTER, K H 

CONtON.T E, 
CONLONrT E 
CONLONt T E 
CONLQN. T E 
CONLON, T E 

8305270236* 

8305270293* 

0309270348* 

8305270379* 

8309270404* 

90-3B9 0 
30-3Q9 0 
50-400 0 
30-309 0 
50-413 Q 

COUCH. M J 
COUfVaiL.W 0 
COUNSIL.W Q 
CQUN3lLtW 0 
COUNSIL.H 0 

CONLON. T E 
CONLOM. T E 
CONLON, T E 
CGNLONrT E 
CQNLON. T e 

8309270415* 

0309270420* 

8309270942* 

8305270391* 

0305270610* 

30-430 Q 
80-390 0 
30-389 Q 
50-400 Q 
90-438 0 

COUNSlLiW 0 
COUNaiL, W 0 
COUNSIL, U 0 
COUNSIL.W 0 
COUNSIL.W 0 

CONLQN, T E 
CDNNAUOHTON, K 
CONNER 

CONNER* E, L 
CONRAN. J 

6305270632* 

8305100176* 

8309I9D072 

8303090078 

8303030299* 

30-400 Q 
30-454 0 
30-219 a 
50-269 P 
90-247 P 

CQUNaiLi W 0 
COUNBlLiW Q 
COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 

CONTE. R. 

CONTEi ft 

CONTE* R. 

CONTE* R J 

CONWAY, B. 

0309030094 

0309030934 

0303160199* 

0309230460* 

8309180370 

90-289 e 
30-289 a 
90-289 Q 
30-289 Q 

PR 

CQUNBIL4U 0 
COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W. G 

CONWAYrJ r 
CONWAY, J T 
CONWAY* J T 
CONHAY, J. T 
CO(!)K*a 8, 

0305020466 

0305090093* 

0303200379* 

8303270311* 

0305160122 

30-929 0 

QA999 

flA999 

QA999 

30-44*0 0 

COUNaiLiW 0 
CQUNaiL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 

COOK, J 

COOK,J W 

COOK. J W 

CODKrJ W 

COOK, J W 

8303130134* 

8309020398 

0303030111 

83090604B3 

8309090052 

50-333 R 
90-329 E 
50-329 R 
30-329 A 
30-329 R 

COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL. W. 0 
COUNSIL.W 0 

COOKiJ W 

COOK. J W 

COOKiJ W 

COOKrJ W 

COCIK*J W 

8309110305 

8309130162* 

8309170203 

0303170391 

8303170409 

50-329 E 
30-329 Q 
50-329 8 
30-329 8 
30-329 5 

COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 
COUNSIL.W 0 

COOK. J W 

COOK, J W 

COOK, J W 

COOK. J W 

COOK. J W 

8303170440 

B3O317O409 

0303170939 

0303200349 

8303200660 

90-329 5 
90-329 6 
50-329 A 
50-329 S 
50-329 8 

COUNSIL.W G 
COUNSIL.W 0 
COUNBIL. W 0 
CDUNSIL. U, 0 
COUNSIL.W, Q 

COOK, J U 

COOKjJ w 

COOK, J W 

CQOKiJ W 

COOK, J W 

8303240008* 

8303240010 

8303240S65* 

8305260210 

8303260235 

50-329 0 
50-329 8 
50-135 P 
30-329 a 
30-329 8 

C0UN81L.W 0 
COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W 0 
COUNSIL.W G 

COOK, J W 

COOK. J W 

CDOK,*^ W 

COOK, J W 

COOK, Ft J 

8309260309 

0309260324 

0309270057 

0309270063* 

0309100217 

30-330 8 
30-327 8 
30-329 K 
30-329 K 
30-329 T 

COUNSIL.W G 
COUNSIL.W Q 
COUNSIL.W 0 
CDUNSIL. W 0 
COUNSIL.W G 

COONEY* M J 
COONEY, M J 
COONEY* M J 
COONEY, M J 
COONEY* M J 

0305110316 

0305110340 

0309110349* 

0303120339 

0309120473 

30-277 8 
90-270 a 
50-278 8 
90-277 8 
30-277 a 

C0UNS1L.W 0 
CDUNSIL, W G 
CQUNSIU.W Q 
COUNSIL.W 0 
COUNSIL.W G 

COOPER* W E 
COOPER* W. E 
COOPER. W E 
COOPER* W E 
COOPER . W E 

0305050299 

0305100399 

0305200398 

0305270296 

0309270303* 

30-279 R 
30-273 R 
30-275 R 
30-279 P 
30-273 P 

COUNSIL.W 0 
COUNSIL.W 0. 
COUNSIL.W, G 
CQUNSIL.U G 
COUNSIL. W 0 






ACCEBSION 

ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

NUMBER 

CATEGORY 


-i ™r-rr-x-._L 





COUNSIL.W 0 

8309250969* 

8309270317 

90-275 

P 

COUNSIL.W G 

6309270036 

Q3091 10141 

90-135 

G 

COUNBIL. W 0 

8309270036 

0303170067* 

90-142 

G 

COUNSIL.W G 

8309270037* 

8309030324 

90-142 

G 

COUNSIL.W G 

8309270037* 

6303030560 

90-142 

0 






COUNSIL.W 0 

8305270074 

8309030974 

90-142 

0 

COUNSIL.W G 

0309270074 

0309090473 

90-142 

0 

COUNSIL.W G 

8309270114 

0309240479 

90-142 

G 

COUNSIL.W G 

8309270114 

0309240499 

90-142 

G 

COUNTS. M 

0303090321* 

0309230223 

90-247 

0 






COWGILL, C 

8305190266* 

8303130173 

70-143 


COX.H T 

8309110256* 

0309270304* 

90-332 

0 

COX.H T 

0309290423 

8303270400* 

70-1191 


COYLE. L n 

0309060994* 

8303270936* 

70-27 


COYLE. L M 

8303060611* 

8309270648* 

70-143 







CRAOIN. J a 

8303270317 

0305190002 

70-2932 


CRANE. P A 

0309020100 

0309120623* 

40-672 


CRANE. P A 

0309030100* 

8309120074* 

90-398 

Q 

CRANE. P A 

8309030910 

8303030948 

90-458 

0 

CRANE. P. A, 

0305040320 

8309130090 

90-322 

0 






CRANE, P A 

0309040320* 

8309130110 

90-908 

G 

CRANE. P A. 

0309090198 

8309030412* 

90-206 

P 

CRANE. P A 

0309060299 

0309060407* 

90-206 

P 

CRANE. P. A 

0309120042 

B309060417* 

90-286 

P 

CRANE. P A. 

6309120329 

8305200412* 

50-286 

P 






CRANE. P A 

0309120333 

0309160316* 

50-247 

0 

GRANE.P A 

0309160172 

0304110696 

50-213 

a 

CRANE. P, A 

0309190197 

8309030399* 

50-213 

a 

CRANE. P A 

8309240230 

8309030404 

50-249 

p 

CRANE. P A. 

0309240379 

8309030404 

90-249 

p 






CRANE. P A 

0309260274* 

9309030620 

90-249 

p 

CRANE. P A 

8309270622 

8303030620 

50-249 

p 

CRANE. P A 

8309310130 

8303040034* 

90-249 

F 

CRANE. P A 

0309310139* 

0309040447 

90-336 

P 

CRAWFORD. V A 

B309030394 

B309040447 

50-336 

P 






CRAWFORD. V, A 

8309030994 

8309090094 

50-213 

P 

CREED. J 

0309040449 

6309090094 

50-213 

P 

CREED. J 

0309270192 

0309090094 

90-213 

P 

GREED. J R 

0309020397* 

0309090112 

90-213 

P 

CREED. J R 

6309030921 » 

0309090229 

90-243 

P 






CREED. J, R 

8309060416* 

8309090229 

90-249 

P 

CREED. J. R 

9309100369* 

0303060213 

90-213 

F 

CREED. J R 

B309 100371* 

8303060213 

90-213 

F 

GREED. J R 

8309130234* 

0303060244 

PR 


CREED. J. R 

B309200462* 

0303060244 

PR 







CREWS. U L 

8309030079 

8303060424 

90-336 

Q 

CREWa.J L 

8309030200* 

0303060424 

90-336 

a 

CREWS. J. L. 

6309160089 

8303060439 

90-423 

a 

CREW8.J L 

8309170931 

0309060499 

90-4^3 

a 

CRLENJAK.'R V 

8303270990* 

8309090404 

90-213 

p 






CROCKER. H W. 

0309090191* 

8309090469 

90-213 

p 

CROCKER, H W 

0309120493* 

0303090469 

30-213 

p 

CROCKER. H. W 

8309120900* 

8309090469 

30-213 

p 

CROCKER. H W. 

8309240232* 

8309090471 

30-249 

p 

CROCKER. L P 

0309170044* 

8309090471 

90-245 

p 






CROCKER, L. P 

8309230460* 

0309100331 

90-213 

p 

CRO8BIE1K L 

8309230026 

0309100368 

90-249 

p 

CR08BXE. K. U 

8309230039* 

0309100360 

90-249 

p 

CROSS. R, W. 

8309120290* 

8309100309 

90-213 

p 

CR0S8HAN. W A. 

8309090163* 

8309110069 

90-213 

F 






CROSSHAN. W. A 

0309100142* 

0309110974* 

90-213 

F 

CROSSMAN. W. A 

0309170009* 

0309110974* 

90-213 

F 

CROSaMAN. W A 

6309170224* 

8309110974* 

90-213 

F 

CRO86HAN1W A 

0309230314* 

8309120241 

90-336 

P 

CR0U8E.R P. 

8309040305 

0309120241 

90-336 

P 






CROUSE. R P. 

0309040472 

0305160183 

50-213 

P 

CROUSE. R, P. 

0309040491 

8309170213 

90-213 

F 

CROUSE. R. P. 

0309040497# 

8309180260 

90-249 

P 

CR0U8E.R. P, 

8309060399 

8309180268 

90-249 

P 

CROUSE. R P 

830906D919 

8309180304 

90-249 

P 






CROUSE. R P. 

8309110389 

8309100304 

90-249 

P 

GROUBE. R P 

8309110437 

0309190309 

30-213 

a 

CROUSE. R. P. 

8309130032 

8305200441 

PR 


CROUSE. R, P 

8309170462 

8309200333 

50-423 

8 

CROUSE. R P 

8309180411 

G30S200933 

90-423 

8 






CROUSE. R. P. 

0309200337* 

8309200507 

30-423 

A 

CROUSE. R, P. 

8309200914* 

8309230323 

30-243 

F 

CROUSE. R. P. 

8309200920* 

8309230323 

90-249 

F 

CROUSE. R, P. 

8309200927* 

0309230900 

30-336 

P 

CROUSE. R P. 

8309200992 

0303230908 

90-336 

P 






CROUSE. R. P 

8309230716 

8309230616 

90-213 

P 

CROUSE. R. P, 

8309240072* 

8309830616 

90-213 

P 

CROUSE. R. P, 

8309240291 

8303230616 

90-213 

P 

CROUSE. R P. 

8309240351 

8303290910 

90-213 

P 

CROUSE. R P 

8309240423 

8309290510 

90-213 

P 




SUBJECT 

CATEGORY 


3 Q 
90-A&3 8 

so-Aas a 

90-A23 Q 
30-423 0 

SO-336 0 

30-336 0 

S0-24S P 
90-S49 P 
30-395 F 

30-219 Q 
30-S6 I 6 
30-261 8 

90-249 8 

90-237 8 

90-275 P 
90-133 F 
90-275 F 
90-275 P 
30-275 P 

90-275 P 
90-275 P 
90-323 0 

30-275 P 
90-275 P 

90-275 P 
90-275 P 
90-279 F 
90-275 fl 
90-279 P 

90-279 Q 
90-279 0 

90-279 P 
90-279 P 
90-529 0 

90-929 0 

90-331 B 
90-259 a 
90-299 a 
90-264 a 

90-299 Q 
90-196 0 

90-196 a 
70-1308 
70-929 

90-3^1 a 

90-279 P 
90-928 0 

90-928 ^ 

90-366 <1 

90-293 0 

40-672 
40-672 
90-29 a 
90-289 0 

90-289 fl 
70-1359 
70-1359 
90-281 P 
90-498 0 

90-498 a 
90-352 Q 
90-498 Q 
90-498 Q 
90-346 P 

90-346 P 
90-346 P 
90-346 P 
90-346 P 
90-346 0 

90-346 P 
90-346 P 
90-346 P 
90-346 P 
90-346 P 

90-346 0 

90-346 d 
90-346 a 
90-346 0 

30-346 F 

90-346 P 
90-346 a 
90-346 P 
30-346 P 
30-346 P 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CROUSE, R P 

B3092&OS41 

90-346 

P 

CROUGE.R P 

0303260849* 

90-346 

P 

CROUSE, R P 

CROUrU T 

CROWiH T 

8309260003 

S309030074 

8309110117 

90-346 

70-1257 

40-8035 

0 

CROHOERi J D 

8309190029* 

50-293 

9 

GROHE, J 

8303230372* 

90-483 

0 

CROgE, J 

8309290372* 

90-483 

o 

CROWLEY, a, R 

8305270339* 

50-339 

0 

CRUTGHrtELD, 0 

G30S020060 

90-244 

p 

CRUTCHFIELD, D 

B3O302OO66 

30-259 

p 

CRUTCHFIELD, D 

B3090S0121 

90-243 

p 

CRUTCHFIELD, D 

B303020499 

90-244 

p 

CRUTCHFIELD, D 

B309040166 

90-199 

p 

CRUTCHFIELD, D 

0303040312 

90-259 

p 

CRUTCHFIELD, D 

B30S040474 

90-219 

p 

CRUTCHFIELD. D 

B3090404BB 

90-237 

p 

CRUTCHFIELD, D 

B303040S26 

90-29 

p 

CRUTCHFIELD, D 

6303040337* 

90-159 

0 

CRUTCHFIELD, D 

8309040340* 

90-193 

0 

CRUTCHFIELD. D 

830906022B* 

30-206 

p 

CRUTCHFIELD, D 

8303060234* 

90-206 

p 

CRUTCHFIELD, D 

8303060372 

90-206 

p 

CRUTCHFIELD, D 

8309060301* 

90-206 

p 

CRUTCHFIELD, D 

8303060309* 

90-206 

p 

CRUTCHFIELD, D 

B309090426 

90-249 

p 

CRUTCHFIELD, D 

8303090436* 

90-249 

p 

CRUTCHFIELD, D 

830S090463* 

90-249 

p 

CRUTCHFIELD, D 

8309090466 

30-213 

p 

CRUTCHFIELD, D 

B309090491* 

90-813 

p 

CRUTCHFIELD, D 

B303090492* 

90-213 

p 

CRUTCHFIELD, D 

8303110009 

90-219 

F 

CRUTCHFIELD, D 

0309110049 

90-29 

F 

CRUTCHFIELD, D 

0309110099 

90-206 

F 

CRUTCHFIELD, D 

0309110067 

90-159 

F 

CRUTCHFIELD, D. 

03O9UOO74 

30-259 

F 

CRUTCHFIELD, D 

8309120116 

90-10 

F 

CRUTCHFIELD, 0 

8309120370 

90-237 

P 

CRUTCHFIELD, D 

8309160022 

90-213 

F 

CRUTCHFIELD, D 

8309160290 

90-159 

0 

CRUTCHFIELD, D 

8309170369 

90-159 

F 

CRUTCHFIELD, D 

8309170416 

90-409 

F 

CRUTCHFIELD, D 

0309100292 

90-199 

P 

CRUTCHFIELD, D 

8309100433 

90-219 

P 

CRUTCHFIELD, D 

0309190016 

30-409 

F 

CRUTCHFIELD, D 

8309200200 

90-259 

Q 

CRUTCHFIELD, D 

8309200432 

90-409 

G 

CRUTCHFIELD, D 

6309230276 

90-213 

P 

CRUTCHFIELpr D 

S303240490 

90-29 

P 

CRUTCHFIELD, D 

03O926OOB2 

90-409 

P 

CRUTCHFIELD, D 

0309270002 

90-409 

P 

CRUTCHFIELD. 0 

0309270007 

90-259 

F 

CRUTCHFIELD, D 

0309270060 

90-244 

P 

CRUTCHFIELD. D. 

0309270077 

90-244 

F 

CRUTCHFIELD, D 

0309310028 

90-237 

P 

CRUTCHFIELD, D 

8309310046 

90-259 

F 

CRUTCHFIELD, D. 

8309310108 

90-219 

P 

CRUTCHFIELD, D 

8309310190 

90-206 

8 

CRUTCHFIELD, D 
CULLEN, W. H, 

8309310213 

8309240019 

90-219 

NUREG 

P 

CULVER, « H 

8309 130047* 

90-302 

R 

CUM! NOS, E 

8309200998 

90-440 

0 

cum: NOS, u. 

0309240267* 

90-330 

0 

CUliHlNOS, J, u. 
CUHHZNOSi J, U. 

B108290739* 

8309190178* 

COMMISSION 

FOIA 

CUMHlHOa, u. J. 

8309240263* 

90-350 

Q 

CUHHXN8, U. E. 

8304190194* 

90-313 

Q 

CUNNZNOHAH, A L. 

0309270394* 

90-302 

0 

CUNNINOHAMr A L, 
CUNNINGHAM,© E. 

CUNNINGHAM, 0 E 

8309270928* 

B309020090 

B309020920 

90-299 

70-1007 

70-754 

0 

CUNNINGHAM,© H, 
CUNNINGHAM, R, 

8309100214 

0309020027* 

90-409 

FOIA 

Q 

CUOMO, M. M. 

8309130204* 

90-322 

0 

CUOMO, ti. M 

8309310070* 

90-247 

u 

CURRAN, 0. 

8309030841 

90-443 

0 

CURRAN, D. 

0309160002 

90-443 

G 

CURRAN, D 

8309160002 

90-443 

G 

CURRAN, D. 

8309160019 

90-443 

G 

CURRAN, 0. 

CURRAN, D 

0309160019 

8309100363 

90-443 

PR 

G 

CURRAN, R. N 

8309200637* 

90-373 

P 

CURRAN, R. N 

8309200691* 

90-373 

P 

CURTIS. N. W 

B309020387 

90-387 

P 

CURTIS, N. W. 

0309030144 

90-307 

P 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CURTIS. N W 

0305030193* 

30-387 

P 

CURTIS, N W 

630 5060943 

90-387 

Q 

CURTIS. N W 

830510030B 

90-387 

P 

CURTI8.N W 

8309110097 

50-387 

K 

CURTiBiN W 

8305130114 

90-387 

P 

CURTIS, N W 
CURTIS, N g 

8305180646 

8305190285 

70-2903 

50-387 

P 

CURTIS, N W 

8305190295 

30-387 

P 

CURTIS, N U 

8305190319 

50-387 

S 

CURTIS, N U 

8305230941 

30-387 

P 

CURTIS, N g 

8305270064 

30-387 

P 

CURTIS, N W 

0305310208 

30-307 

P 

CUTCHIN.J M 

8305020477 

50-440 

0 

CUTCHIN.J M 

8305030926 

30-440 

T 

CUTCHIN.J M 

0305090487 

30-440 

0 

CUTCHIN.J M 

8305100168 

50-440 

Q 

D'AMORE.M 

D 'AMOURS, N E 

0305270499* 

8305130087 

70-1191 

30-443 

0 

DALE.L F 

B30419037B 

90-416 

P 

OALE.L F, 

0355110275 

50-416 

9 

DALE.L F. 

8355110410 

50-416 

8 

DALE.L F. 

8355190015 

30-416 

J 

DALE, t, F, 

0305240143 

90-416 

P 

DALE.L F. 

B30524026S* 

90-416 

P 

DALE.L F, 

8355240496 

90-416 

P 

DALTR0FF,8 L 

8355020099 

SO-277 

P 

DALTROFF, 8. L 

8359090027* 

30-277 

P 

DALTR0FF.8 U 

0355170401 

50-277 

P 

DALTROFFtS L 

0355240428 

50-277 

P 

DALZELLiO M 

8355240917 

30-247 

H 

DANCE. K C 

0355030374 

30-491 

3 

DANCE. H C 

6355130138 

SO-321 

8 

DANCE, K C 

8355200430 

90-335 

S 

DANCE. H C 

0355200996 

90-369 

0 

DANCE, H C 

8355270098 

90-389 

0 

DANCE. K C 

8355270112 

50-302 

Q 

DANCE. K C 

8359270146 

50-369 

G 

DANCE, K.C 

0355270194 

90-369 

Q 

DANCE, H C 

0355270176 

90-399 

Q 

DANCE, H C 

0355270197 

30-937 

0 

DANCE, H C 

0305270209 

50-302 

0 

DANCE, a C, 

0305270215 

90-250 

0 

DANCE, H C 

8305270232 

80-389 

0 

DANCE, H C 

0359270238 

30-338 

Q 

DANCE, H. C 

8305270240 

50-389 

Q 

DANCE, H C 

8305270242 

50-280 

Q 

DANCE, H C 

0309270247 

50-302 

0 

DANCE, H C 

0305270292* 

50-280 

0 

DANCE, H C 

0309270260* 

50-302 

0 

DANCE, H C 

8305270273 

50-537 

0 

DANCE, H.C. 

0305270207 

50-339 

G 

DANCE, H.C. 

8309270289 

50-389 

Q 

DANCE, K C 

0309270310 

50-309 

0 

DANCE. H C 

0303270314 

50-937 

Q 

DANCE. H C 

8309270320 

50-424 

Q 

DANCE, H C 

8309270324 

50-413 

0 

DANCE, H C 

8309270326 

50-269 

Q 

DANCE, H C. 

8309270327 

30-369 

a 

DANCE, H. C. 

0309270329 

9 0-335 

0 

DANCE, H C 

8309270330 

90-424 

G 

DANCE, K. C. 

0309270332 

50-321 

Q 

DANCE. H C. 

0309270343* 

50-321 

Q 

DANCE. H. C 

8309270347 

30-302 

Q 

DANCE. H. C. 

8309270390 

30-321 

Q 

DANCE, H C. 

8309270399 

30-339 

a 

DANCE, H C 

8309270374 

30-269 

Q 

DANCE, H. C. 

0309270376 

50-290 

0 

DANCE, H 0 

B309270382* 

30-369 

0 

DANCE, H C 

0305270309 

90-369 

Q 

DANCE, H. 0. 

0305270393 

90-413 

G 

DANCE, H C 

0309270403 

30-269 

Q 

DANCE. H C. 

8309270414 

30-338 

0 

DANCE. H C 

0305270423 

30-280 

0 

DANCE. H C 

8305270435* 

90-269 

G 

DANCE. H C 

0305270447 

90-389 

G 

DANCE. H C. 

8309270449* 

30-399 

Q 

DANCE, H, C 

8305270496 

30-302 

G 

DANCE. H. C 

8303270472 

90-537 

0 

DANCE. H. C. 

8305270403 

50-260 

0 

DANCE. H C 

0309270491 

90-366 

0 

DANCE, H C 

0309270497 

50-269 

Q 

DANCE, H C. 

830527091 1 

30-369 

0 

DANCE, H C. 

0309270917 

50-330 

Q 

DANCE, H C, 

8309270923* 

50-366 

0 

DANCE, H C 

8309270930 

50-330 

0 


s 




ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEOGR' 

DANCE, H C 


0305270561 

90-33 S 

DANCE, H C 


8305270569 

90-280 

DANCE, a C 


8309270560 

50-251 

DANCE. H C 


8305270570 

30-321 

DANCE, H C 


8303270590 

30-413 

DANIELS, R 0 


8305020031* 

FOIA 

DANIELS, R 0 


8305020042* 

FOIA 

DANIELS, R 0 


0305030125* 

FOIA 

DANIELS, R 0 


8305030142* 

FOIA 

DANIELS, R G 


0305030147* 

FOIA 

DANIELS. R. 0 


0305030194* 

FOIA 

DANIELS. R. 0 


8309030174* 

FOIA 

DANIELS. R. 0 


0309030179* 

FOIA 

DANIELS. R 0 


0309040279* 

FOIA 

DANIELS. R O 


0309040954* 

FOIA 

DANIELS, R G 


8305040962* 

FOIA 

DANIELS, R G 


8309050297* 

70-370 

DANIELS, R 0 


8309050306* 

70-378 

DANIELS, R 0 


8305090316* 

70-370 

DANIELS, R 0 


8305090322* 

70-370 

DANIELS. R. 0 


8309090330* 

70-37B 

DANIELSON. D 

H 

B304190364-* 

30-440 ■ 

DANlELBONi D 

H 

8309020360* 

30-331 

DANIELSON. D 

H 

B30912034B* 

90-461 

DANIELSON, D 

H 

8305120420* 

90-373 

DANIELSON, D 

H 

8309120449* 

90-237 

DANIELSON, D 

H 

8309190027* 

50-454 

DANIELSON. D 

H 

9309190-183* 

50-299 

DANIELSON. D 

H 

9309190233 

90-494 

DAVIS, A 0 


83091901 B4» 

90-373 - 

DAVIS. A 8 


8305190232* 

FOIA 

DAVIS. A 6 


8309190276* 

FOIA 

DAVIS. A B 


8309190399* 

50-373 . 

DAVIS. F X- 


0309170314 

30-494 

DAVIS, F X 


0309170319 

90-494 

DAVIS, F X 


0309170334 

50-494 

DAVIS. F X 


6305170522 

90-4 94 

DAVIS, J G 


8309200634* 

REVIEW 0 

DAVIS. M J 


8305270439* 

90-2B0 

DAVIS. M J 


8309270490* 

90-2 BO 

DAVIS, P R 


8309160246 

50-299 

DAVIS, P R 


0309160246 

90-299 

DAVISBOH. M T. 

0309160332* 

50-367 

DE AGAZID, A 

U 

B309170669 

90-346 

OEANDA, L 


B30 52006 96 

30-4 40 

DED.A K 


8305170116 

o 

0 
n 

1 

o 

,r 

DESBAGE.A 0 


8305270356* 

90-321 

DEBOER. T K 


8305100810 

PRQJ 

DEBS, B. T. 


8305270384* 

90-230 

DEB9.B T 


0305270668* 

50-259 

DEIOLrH J 


8305 180626 

71-5607 

DEIGLrH J 


e3052306<77 

71-5607 

DELANEY, J C 


B30 5030301* 

70-378 

DELANEY, J C 


8305050335* 

70-370 

DELGAIZO, T ^ 

J 

8206300177* 

90-309 

DELMEDICOi J, 


8309110030* 

NUREG 

OELMEDICO, J 


0309180253* 

FOIA 

DELDATCH, V 


B305090007 

CONTRACT 

DELOATGHi V 


8309090122 

CONTRACT 

DEMPPAINEN, M 

8309240015 

NUREG 

DENISON, E 


9305030573 

90-275 

DENISON, E 


a30SD309Bl* 

90-279 

DENISON, E 


8305180417 

90-275 

DENISON, E 


9305230224* 

90-279 

DENNIS, N 


8304110196 

I8(E 

DENTE, T. J 


8305100197 

TDPREP 

DENTON, H 


8309120607 

MI8C 

DENTON, H R. 


8203 1 80052* 

90-206 

DENTON, H R 


8204190027* 

90-206 

DENTON, H R 


0309020573 

90-447 

DENTON, H R 


8309030019* 

90-3B7 

DENTON, H R 


B3050 40096 

90-146 

DENTO-N, H R 


8309040130 

90-289 

DENTON, H- R 


8305040934 

90-159 

DENTON, H R 


8309040936* 

50-199 

DENTON, H R 


8309040625 

90-159 

DENTON, M. R. 


8309040727 

90-317 ■ 

DENTON, H R 


8305090244 

90-272 ' 

DENTON, H R 


8309090295 

MIEC 1 

DENTON, H R 


8309110423* 

REVIEW OR 

DENTON, H R 


8309110428* 

REVIEW OR 

DENTON, H R. 


8309110432* 

REVIEW ORI 

DENTON, H R 


8309 1 70064 

50-272 ' 

DENTON, H R 


83091700B9* 

50-272 • 

DENTON. H R 


8305200204 * 

NUREG ' 



PERSONAL AUTHOR INDEX 


532 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AC CEB SION 
NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DENTON. H R 

8305230189 

50-320 

T 

METZ.C R 

6303030613 

50-324 

6 

DIXON. 0 W 

0305270441* 

50-395 

0 

DENTON. H R 

8305240216 

50-209 

Q 

6 IETZ.C R 

8305030143 

30-325 

S 

DOeELiH F 

0303270539 

50-356 

d 

DENTON* H R 

8305240220* 

50-289 

Q 

DIETZiC R 

saosoBosoi 

50-323 

8 

DODDS. R T 

0305170349* 

50-397 

G 

DEUTSCHj U J 

B30S060233 

NUREO 


DIETZiC R 

830505>024S 

50-324 

0 

DODDS. R T 

0305170381* 

50-397 

G 

DEVlENCEr A 

8305090205 

50-366 

A 

DIETZiC R 

8303050263 

50-324 

8 

DODDB. R T 

0305170367* 

50-508 

G 

DEV INC ENT IS. J 

8305050006 

50-443 

F 

DIETZiC R. 

83051004IS 

50-324 

R 

DODDSiR r 

8305170390* 

50-508 

Q 

DEVINCENTTS. J 

9305050006 

30-443 

F 

DIETZiC B, 

6305110282 

90-325 

S 

DODDS. R T 

8305170439* 

50-397 

G 

DEVINCENTTS. J 

8305160039 

30-443 

8 

DIETZiC R. 

8305130108 

50-325 

8 

DODDS. R T 

8305170490* 

50-506 

Q 

OEVlNCENirs. J 

8305190164 

30-443 

8 

DIETZiC R. 

8305130167 

50-324 

0 

DOERFLEIN. L T 

6305110391* 

50-333 

Q 

DEVINCENTIS. J 

8305190164 

SO-443 

e 

DIETZiC R. 

8305130170 

50—324 

8 

DOIRDN. D 0 

0305060251* 

CONTRACT 


DEVINCENTIS. J 

B3052003S3 

30-443 

s 

DIETZ. C R 

0305130177 

30-324 

8 

DDMENICI.P V 

0305180123* 

FOIA 


DEVINCENTTS. J 

B3 052003 53 

30-443 

6 

DIETZ. C R 

8303200338 

50-324 

6 

DONAHUE. J F 

0305230134* 

70-1193 


□EVINCENTIS. J 

8305200402 

30-443 

B 

DIETZiC R, 

8303270256* 

50-324 

0 

DONAHUE. J F 

0305230139* 

70-1193 


DEVINCENTIS. J 

8305200402 

30-443 

3 

DIETZiC R* 

6305270331 

50-324 

Q 

DONAHUE. J F 

0305230179* 

70-1193 


□EVINCENTIS. J 

8305250244 

30-443 

a 

DIETZiC R. 

8305270388# 

50-324 

Q 

DONAHUE. J F 

B30S230166* 

70-1193 


□EVINCENTIS. J 

B30S2S0244 

30-443 

a 

DIETZiC R 

6305270399# 

50-324 

0 

DONNELLY. P M 

8305270451* 

50-331 

a 

DEVINCENTia. J 

B30 52700 19 

30-443 

A 

DIETZiC R 

6305270610* 

50-324 

Q 

DONNELLY. P H 

8305270460* 

50-331 

a 

□EVINCENTIS. J 

B30 52700 19 

30-443 

A 

DIETZiC R 

8305270617* 

30-324 

0 

DOOLITTLE. E L 

8305250105 

50-423 

A 

DEVINE* A 

8305200598 

30-440 

0 

DTOOS. R M 

0305030014 

30-395 

P 

D0RO8H0W. J 

8305180369 

PR 


DEVINE.H F 

0305230029 

30-409 

J 

DIOOS. R H 

8305040084 

50-328 

P 

DOROSHOW. J 

8305200669 

50-289 

G 

DEVINE* J B 

6305060687 

XP0RTL3C 


DIOQB. R M 

0305040546 

50-307 

P 

D0RO8H0W. J 

8305240444 

50-289 

G 

DEVINE. J B 

0305130273 

XPORTLIC 


DIOOBi R H 

0305040547 

50-244 

0 

DOROBHOW. J 

8305240449 

50-289 

0 

DEVINE* T 

8305190097# 

30-329 

Q 

OIOOB. R H 

0305060638 

30-312 

P 

DORSEY. H 

8305200062 

CONTRACT 


DEVINE. T 

03051901 24» 

30-373 

Q 

DIOQB. R H 

B30 5090339 

50-313 

P 

DORSEY. M 

8305230024 

CONTRACT 


DEVINE* T 

0305190292# 

30-373 

0 

DIOOSiR H 

0305100791 

50-369 

P 

DORSEY. H 

8305230287 

CONTRACT 


DEVINE. T 

0305190304* 

30-373 

Q 

DIOOS.R M 

8305200106 

50-237 

P 

DOUGHERTY. D J 

B305250034* 

FOIA 


DEUEY. L S 

8305030490 

30-529 

0 

DI008.R H 

8305260379 

50-293 

P 

DOUGHERTY. J 0 

8305130072 

50-322 

G 

□ENEYiL S 

8305110260 

50-329 

0 

DIOOS.R M 

0305260301 

30-3B9 

P 

DOUGHERTY. J 0 

0305130072 

50-322 

G 

□EIJCY.L a 

8305270024 

50-329 

Q 

DIOOS.R M 

6305310224 

30-393 

P 

DOUGHERTY. J 0 

B3051B0341 

PR 


□EUEV.L 8 

83O3310074 

30-529 

0 

DIONANi T 0 

8305040300 

50-443 

0 

DOUGHTY. U 

8305100364 

PR 


DEMITT. R B 

0305020079 

50-255 

F 

DlONANiT 0 

8305040300 

50-443 

0 

DOULOSi N 

8305030260* 

70-378 


DEtfITT.R B 

0305100267* 

30-255 

P 

DIONANi T 0 

8305040316 

30-443 

0 

DOYLE. A J 

8305230572* 

50-482 

I 

DEWITT* R B 

0305200210 

PR 


DIQNAN. T 0 

8305040533 

30-309 

0 

DOYLE. J. 

8305020444* 

50-445 

G 

DEWITT. R B 

6305240565* 

30-153 

P 

DIONANi T 0 

8305040533 

30-309 

0 

DOYLEi J 

6305040515* 

50-445 

T 

DEYE.J A 

0305100425 

PR 


DIONANi T 0 

0305310147 

50-443 

0 

DOYLE. J, 

0305040535 

50-445 

T 

DEVOUNO.R C 

8305030469 

50-403 

0 

DIONAN. T. Q 

0305310147 

50-443 

0 

DOYLE. J, 

8305110354 

50-445 

T 

OSVOUND.R C 

0305120145 

30-443 

0 

DlHEOLIQi A F 

8305240334 

30-193 

a 

DOYLE. J 

8305130157 

50-445 

T 

DEZVTELrC Z 

83051901 12* 

30-329 

3 

DINEOLlQiA P 

0305250445 

30-193 

8 

DRAGONETTEiK S 

8305120527* 

40-672 


D1 OIACOHOrC 0 

8305240554 

50-247 

T 

DtRCKS. H 

0305090290* 

HI SC 


DRAIN. D. T 

8305120041* 

FOIA 


OlABi S 

8305090618# 

30-443 

0 

DIRCK 8 . W, J 

8302200090 

SECV 


DRAIN. D. T, 

8305120065* 

FOIA 


DICEVrB B 

03031 BOO 10* 

FQIA 


DIRCKS.W J 

8304220003 

6 ECV 


DREY. K 

8304180420* 

Miac 


oicEVrS a 

0305100052* 

FOIA 


DIRCK 8 .U J 

8303020530 

30-320 

p 

DRZ 8 KILL 1 O, D 

8305200256* 

50-332 

G 

OICEYrB S 

0305180159* 

FOIA 


D1RCK6.W J 

0305040054 

30-289 

0 

DRUOA.R J 

8305030316* 

50-334 

B 

OICK.O F 

0303110426 

30-244 

P 

OIRCKSiW J 

0303060700* 

lOCFR 


DRUOA. R. U 

8305110353* 

50-334 

S 

DICK.D P 

0305100340 

30-244 

P 

DIRCKB.M J. 

0303090279 

MI 8 C 


DRUOAi R. d. 

6305120411* 

50-334 

S 

DlCKrO F 

8305180361 

50-244 

F 

D1RCK6«U J. 

0303090504 

30-289 

0 

DRUOA.R d 

8305160064* 

50-334 

S 

DlCKrO F 

8305260237 

50-244 

P 

D3RCK04U J. 

0303090512 

lOCFR 


□RUGA. R. d 

8305190309* 

50-334 

s 

DICKEYi F 

0304160513# 

30-311 

a 

D1RCK6.W J, 

B30S110024 

WASTE MOT 

DRUMHDNOi F. d 

8305200542 

50-382 

s 

DiCKKONERr W H 

0305190190 

30-330 

A 

DIRCKSfU J 

0303170090* 

50-350 

A 

DRUMMOND. F d 

8305270130 

50-3^2 

s 

DICKINSON. A C 

8303030447# 

30-219 

S 

DlRCKSi U. J. 

8303170232 

50-272 

8 

DRUMMOND. F d 

8305270147 

50*382 

i 

DICKINSON. J D 

B308 170307* 

TQPREP 


DlRCKSiU J. 

8305100153* 

FOIA 


DRUMMOND. F d 

6305270194 

50-382 

s 

DIECKAMP.H 

6305020465* 

50-219 

I 

DlRCKSiW J 

0305160322* 

FOIA 


DRUMMOND. F d 

8305270373 

50-302 

s 

JTtECKAHP.H 

6305230402 

50-219 

P 

DIRCKSiW J. 

8303100320* 

30-237 

p 

DRUMMOND, F J 

8305310094 

50-302 

c 

t>lEDERICH.-D J 

6305240310 

50-373 

B 

DlRCKSiM J 

8303200 1 98 

nureo 


DUBOIS. D. 

6305200344 

50-298 

s 

DIEDERlCHr<^ J 

8305020086 

50-373 

8 

OIRCKSiM J. 

8303200627* 

REVIEW 

ORP 

DUBRV. N 

0305020348* 

50-315 

G 

DlEDERLCHra J 

8305020109 

50-373 

8 

DIRCKS.M J 

8303230070* 

FOIA 


DUBRYiN. E 

8305240309* 

50-315 

0 

DIEOERICH. a J 

8305020205 

50-373 

S 

DinCKSiM J 

0303230639 

NUREO 


DUCK. d. R, 

6305030379 

50-309 

J 

DTEPERICH. J 

6305020241 

50-373 

8 

DIRCKSiW. J 

0303240019 

30-337 

u 

DUGKid R 

0305040180 

50-340 

J 

DIEDERICH, G J 

6305020351 

50-373 

8 

DIRCKSiW J 

6305240073 

COHMISSION 

DUCK, d R 

6305040186 

50-335 

J 

DIEDERICHrO J 

6305040365 

50-373 

R 

OIRCKSfW J. 

6303240213 

90-275 

F 

DUCK. d. R, 

8305040202 

50-32 1 

J 

DIEDERICH. J 

6305060398 

50-373 

S 

DIRCKSiM J. 

8305240457* 

50-289 

0 

DUCK. J R 

0305040204 

50-302 

J 

DIEOERICH. 0 J 

6305060493 

50-373 

8 

OlRCKSi U 

8303250162 

30-358 

R 

DUCK, d.R. 

8305040200 

50-230 

J 

DlEDERICHiO J 

6305110447 

50-373 

R 

OIRCKSiN J, 

0303250220* 

30-361 

P 

OUCKid R 

6305040243 

50-327 

J 

BIEDERrCHiO J 

6305170374 

50-373 

8 

DIRCKB.M J. 

0305250250 

SECY 


DUGKiJ R 

8305160005 

50-239 

J 

DIEOERlCNiD J 

6305170383 

30-373 

B 

DIRCKSiM J. 

0305250311 

C0HHI88I0N 

DUCK, J.R 

8305190022 

50-302 

J 

DlEDERICHiO J 

8305240007 

30-373 

8 

OlRCKSiW J 

8305250380 

50-289 

P 

DUCK* d, R 

0305200270 

50-321 

J 

DIEOERICHiO J 

6305240 OS 5 

30-373 

3 

DIRCKSiW. J 

83052701 10 

SECY 


DUCK.d R 

8305230027 

50-321 

J 

DlEDERICHiO J 

6305240073 

30-373 

6 

DIRCKSiW J 

8305310230 

30-309 

H 

DUOOANid 0. 

0305160004 

40-7380 


DlEDERICHiO vJ 

830S2402S9 

30-373 

S 

DlXONi 0, \4 

0305030627 

30-393 

a 

DUOOAN. d 0 

0305160258 

40-7380 


DIEDERICH. 0 J 

6305240334 

30-373 

6 

DIXON. 0 . W 

0305050057 

30*395 

8 

DUGOAN, d. 0 

8305160261* 

40-7380 


DlEDERICHiO J 

6305240354 

50-373 

6 

OlXONi 0, W 

8303050233 

50-393 

6 

DUO 8 TAD 1 D 

8305160076* 

50-202 

R 

DlEDERICHiO J 

6305240381 

50-373 

6 

DIXON. 0 . W 

8303050317* 

30-395 

F 

DUNAWAY, F R 

8305100271* 

50-295 

0 

DlEDERICHiO J 

6305240425 

50-373 

S 

DIXON. 0, N 

8303060619 

30-375 

P 

DUNCAN. P. 8 . 

8305060536* 

50-332 

A 

DlEDERICHiO J 

6305270195 

50-373 

B 

DIXON. 0. W 

8305100089 

50-393 

6 

DUNLAP. d M. 

8305190313* 

50-27 1 

Q 

DlEDERICHiO U 

6305270237 

30-373 

8 

DIXONr a. W 

8305100301 

30-393 

P 

DUNNiW L 

8305310157* 

50-244 

P 

DIETZiC R 

6305030291 

50-324 

8 

DIXON. D W 

8303180373 

50-395 

F 

DUNNING. T. 0. 

0305090625* 

50-445 

0 

DIETZiC R 

6305030355 

50-324 

8 

DlXQNi D W 

0305180442 

50-395 

P 

DUNNING. T 0 

0305090646* 

50-445 

G 

DIETZiC R 

6305030367 

30-324 

8 

DlXONi 0 , W 

8305180465 

30-395 

Q 

DUPONT. S 0 

8305170403* 

50-373 

Q 

DIETZiC R 

63050304 1 1 

30-324 

8 

DlXONiO W 

0305200311 

50-395 

Q 

DUPREE. D, 

8305240323 

30-327 

R 

DIETZrC.R 

8305030465 

30-325 

6 

DlXQNi 0, W 

0305200310 

50-393 

8 

DURDEL. R 

6305060600* 

50-346 

F 

DIETZiC R 

6305030497 

50-324 

8 

DIXON. 0 W 

8303200513 

30-395 

E 

DURR. d. 

8305050147* 

50-277 

Q 

DIETZiC R 

8305030505 

30-325 

8 

DIXON. O.W 

0305200626 

50-395 

8 

DURR* d. 

8305250509* 

50-206 

Q 

DIETZi C, R 

8305030512 

30-324 

6 

DIXON. 0 W 

8305250349 

50-395 

S 

DURR, d, P, 

6305110336* 

50-209 

0 

DIETZIC R 

8305030530 

30-324 

6 

OIXON. 0 W 

8305250492 

50-395 

P 

DURRid, P 

8305250295* 

50-219 

Q 

DtETZi G. R 

6305030540 

30-324 

6 

DIXON. 0 W 

8305270422* 

50-395 

Q 

DURR, d. P 

8305250575* 

50-307 

G 


} 


1 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DUTTON, D £ 

83050900B6. 

50-424 

A 

DUUALLi 0 D 

BOOS 1 10324 

50-269 

8 

DUVALL, D D 

DUVALL, D D 

DUVALL 1 D D 

DI^YER.P U 
DYNNERiA R 

8305200393 

8305200415* 

9305200422* 

8305200552 

8305030005* 

QA999 

QA999 

QA999 

TDPREP 

50-322 

0 

DYNNeR,A R 

B3050SOO0S* 

50-322 

0 

DyNN£RiA R 

03050 90 13£,« 

50-322 

0 

DYNNER,A R 

8305240540 

50-322 

0 

DYNNERrA R 

8305240548 

50-322 

0 

DVNNER.A R 

B30S3100&3 

50-322 

0 

DYNNERiA ft 

8305310063 

50-322 

Q 

DYEONiJ B 

0305230597 

50-286 

P 

£AP£N, P 

83051 losoa* 

50-333 

Q 

EAPEN, P 

8305230443* 

50-243 

Q 

EAPENiP K 

830S25023Q* 

30-286 

Q 

EAPEN, P K 

8305230314* 

30-309 

Q 

EAPENiP K 

8305230465* 

50-336 

Q 

EAPEN, P K 

8303250304* 

30-813 

Q 

EARLEY, A. F 

8305030537 

50-382 

0 

EARLEY, A F 

8305030024 

50-322 

T 

EARLEY, A F 

8305030024 

50-322 

T 

EARLEY, A F 

8305030029* 

50-322 

T 

EARLEY, A F 

8305030029* 

50-322 

T 

EARLEY, A. F. 

0305090136* 

50-322 

0 

EARLEY, A F 

8305100239* 

30-322 

0 

EARLEY, A F 

8305190378 

50-322 

G 

EARLEY, A F 

8305190378 

50-382 

G 

EARLEY/A F 

8305190382* 

50-322 

0 

EARLEY, A. F 

03O519O3B2* 

50-322 

G 

EARLEY, A F 

8305200651 

30-322 

0 

EARLEY, A F 

8305310031 

50-322 

G 

EARLEY, A F 

8303310031 

50-382 

0 

EA80N, T. 0 

8305180466* 

50-393 

Q 

EABTUOaD, D 
EBERBOLE, J C 
EBER80LE, J C 

8305020547 

8305090366 

8305130339* 

NUREO 

ACR0 

50-443 

A 

EBER8{]LE,J C 
EBERSOLE, J C 

EBERBOLEiO C 
EBERSOLE, J. C 
EBERBOLE, J C 
EBNETER, 6 

8305240033 

8305280074 

8305250070 

8305260008 

8305260104 

8305230505* 

AGRS 

AGRS 

ACRS 

ACR8 

ACRS 

50-289 

0 

EGCLEBTON, K T 

8305040295 

50-293 

P 

ECCLEBTON, K. T 

8305060266 

30-293 

P 

ECCLE8T0N,K T 

8305120163 

50-293 

P 

ECCLESTONrK T 

8305180197 

50-293 

P 

ECKART, D E 

830517P437 

50-440 

0 

ECKEL, J, 8 

ECKERT, R M. 
ECKERT, T. 
ECKHARDTi J H 

8305110491 

8305IB0306 

6305110196 

8305170361* 

NUREO 

PR 

NUREO 

30-361 

Q 

ECKHARDT, J H 

8305170537* 

50-S8B 

0 

ECONOHOS, N 

8305270244* 

50-330 

Q 

ECONOHOSrN 

0305270269* 

50-302 

Q 

EDDLEHAN, U 

B305060483 

50-400 

0 

EDDLEHAN, W. 

0305110143 

50-400 

G 

EDDLEHAN, U 

8305110222 

30-400 

G 

EDDLEHAN, U 

0305110361 

50-400 

0 

EDDLEHAN, U. 

8305110366 

50-400 

0 

EDDLEHAN, N. 

83051 2028 B 

50-400 

G 

EDDLEHAN, W 

8305170S2B 

30-400 

0 

EDELNAN, K. R. 

8303280059 

30-440 

A 

EDELHAN, H. R. 

S305020308 

30-440 

8 

EDELHAN, H. R 

B305O20SOO 

50-440 

8 

EDELHAN, H. R 

0305040465 

30-440 

6 

EDELHAN, H R. 

8305D404B6 

50-440 

S 

EDELHAN, M R 

8305040496 

50-440 

8 

EDELHAN, H R 

0305040516* 

50-440 

T 

EDELHAN, H. R 

8305090490* 

50-440 

0 

EDELHAN, H, R 

0305100013 

50-440 

6 

EDELHAN, H. R 

8305100333 

50-440 

B 

EDELHAN, M. R. 

8305100394 

30-440 

a 

EDELHAN, H R 

8305110300 

30-440 

E 

EDELHAN, M. R 

8305130236 

50-440 

8 

EDELHAN, M. R 

8305130248 

30-440 

8 

EDELHAN, H. H. 

8305170203 

30-440 

Q 

EDELHAN, H, ft 

8305230106 

50-440 

£ 

EDELHAN, H. ft. 

8305230143 

50-440 

A 

EDELHAN, H. ft. 

0305230290 

50-440 

A 

EDELHAN, H. R. 
EDELHAN, H. R 

0305250301 

8305260267 

PR 

30-440 

E 

EDGAR, £. C> 

B30S 110328* 

50-244 

S 

EDGAR, G L. 

8303240390 

30-537 

G 


AUTHOR 

ACCESSION 

number 

SUBJECT 

CATEGORY 

EDGAR, 0 L 

8303240394* 

30-337 

G 

EDGAR, 0 L 

83051 10220 

30-937 

0 

EDGAR, 0 L 

0305120313 

30-937 

G 

EDGAR, G L 

0305190339 

30-337 

0 

EDGAR, 0 L 

8305200636 

50-937 

0 

EDGAR, G L 

0305200648* 

50-937 

0 

EDGAR, G. L 

8305240+73 

50-937 

0 

EDGAR, 0 L 

8305240460 

90-337 

G 

EDGAR. G L 

8305240903 

30-937 

G 

EDGAR. G L 

B30531O1BB 

50-537 

G 

EDOEUORTK, P 
EDISON, G E 

0305 12051 3 
6309290231 

CONTRACT 

50-402 

E 

EDLER.S K 

EOER.K J 

EOLE, D H 

83051 10200 
6305S40034 
8305290470 

NUREO 

70-1301 

50-112 

H 

eichdaum.w H 

EICKENHOLZ.H 

8305060289 

0305160142* 

PR 

90-293 

0 

EICH9TAEDT,C L 

B30919O112* 

50-329 

S 

EINSEL. D U 

EINSEL, D U 

eiBENHUT.D 0 
EIBENKUT. D G 

0305040175* 

03OSO4OI89* 

8210190253 

B303040044 

FOIA 

FOIA 

TQPflEP 

50-279 

P 

EIBENHUT.D 0 

0305020455 

50-3 

P 

EIBENHUT.D G 

0305030010 

50-393 

F 

EIBENHUT.D 0 

0305030016 

50-309 

P 

EIBENHUT.D 0 

0305030191 

90-275 

P 

EIBENHUT.D. 0 

0305030977 

90-312 

P 

EIBENHUT.D 0 

8305040323 

50-247 

P 

EIBENHUT.D 0 

8305040949 

50-329 

H 

EIBENHUT.D G 

8305040990 

90-329 

H 

EIBENHUT.D 0 

8305060084* 

50-317 

F 

EIBENHUT.D G 

8305060993* 

50-333 

F 

EIBENHUT.D 0 

8305060660 

90-407 

P 

EIBENHUTiO G 

0305060694* 

50-361 

P 

EIBENHUT.D 0 

0309090197* 

90-331 

F 

EIBENHUTrD 0 
EIBENHUT.D G 

0305090204 

B3OSO9O202 

MISC 

30-279 

P 

EIBENHUT.D 0 

0305090659 

90-3 

P 

EIBENHUT.D 0 

8305 U 0034 

90-3 

F 

EIBENHUT.D 0 

83051 10037 

50-331 

P 

EIBENHUTiD.O 

0305110223 

90-290 

F 

E18ENHUT.D G 

B30S1 10913 

50-289 

P 

EIBENHUTrD G 

B3091 10942* 

90-266 

F 

EIBENKUT, D 0 

6305120005 

90-279 

P 

EIBENHUT.D G 

0309120534 

90-128 

P 

EIBENKUT, D 0 

8305120532* 

90-128 

P 

EIBENHUT.D 0 

8305120944* 

90-12B 

P 

EIBENHUT.D 0 

8305120989* 

50-373 

P 

EIBENKUT, D. 0. 

8305120611 

50-279 

P 

EIBENHUT.D 0 

0309130343 

90-302 

A 

EIBENHUT.D 0. 

8309160185 

50-279 

R 

EIBENHUT.D 0 

S 309 160331 

50-331 

P 

EIBENHUT.D 0 

B305 170233* 

50-361 

P 

EIBENKUT, D 0 

0305170649 

90-369 

8 

EIBENHUT, 0. G, 

S305 170666* 

50-282 

F 

EIBENHUT.D Q 

8305170689* 

90-313 

F 

EIBENHUT.D 0 

8309180019* 

30-395 

P 

EI8ENHUT, D. 0 

8309180034 

90-269 

P 

EIBENHUTrD 0 

8305100056* 

50-369 

P 

EIBENHUT.D G 

8305180097 

90-146 

P 

EIBENHUT.D 0 

8309180224* 

90-327 

P 

EIBENHUT, D. 0 

8305180977* 

50-333 

F 

EIBENHUTrD G 

8305180622 

90-279 

K 

EIBENHUT.D, G 

8309180702* 

90-295 

P 

EIBENHUT, D G 

8305180790 

90-361 

B 

EIBENHUT.D 0 

8309180830 

90-272 

B 

EIBENHUT, D 0 

8309180836* 

50-272 

0 

EIBENHUT, D 0 

8309190046 

50-397 

A 

EIBENHUT, D. 0 

8309190094# 

50-397 

A 

EIBENHUT.D G 

0309190060* 

50-397 

A 

EIBENHUT, D.G 

8309190068* 

50-397 

A 

EIBENHUT.D G 

8309190077* 

50-397 

A 

EIBENHUT.D 0. 

8309200190 

50-302 

0 

EIBENHUT, D, G 

8309200266 

50-273 

P 

EIBENHUT, D G 

0305230206 

50-279 

ft 

EIBENHUTrD G 

8309230216 

50-279 

R 

ElBENHUTr D. 0. 
EIBENHUT, D. 0 

8309230324 

0309230381 

PR 

90-309 

P 

EIBENHUT, D 0 

0309230704 

90-470 

A 

EIBENHUT, D G. 

0309290066 

90-279 

ft 

EIBENHUT, D 0. 
EISENHUT.D G 

0309260149 

8305260211* 

MISC 

90-290 

P 

EL-ABHRY, M. T 

0305260307 

90-327 

B 

ELDRINGHOFF. V 

0309250976* 

90-403 

0 

ELDRINOHOFF, V 

0309250976* 

90-483 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ELINu J 0 

ELLIOTT. C H 
ELLIOTT. N R 
ELLIOTT, N ft 
ELLIOTT, N ft 

8309170937* 

0305090478 

8305240541 

B309240546 

03O927OS83 

50-928 

S0-3S2 

50-247 

90-247 

90-247 

ELLIS, J 

ELLIS, J 

ELLIS, J 

ELLIS, J 

ELLIS, J 

0212300009 

0309020422 

8309020430* 

0305020437* 

0305040296 

90-449 

90-449 

90-449 

30-445 

30-445 

ELLIS. J 

ELLIS, J 

ELL I Sr J 

ELL 1 Sr J 

ELLISr J 

0309040499 
0309040907 
6309040313 
8309090443 
83091 10137 

30-445 

^0-445 

50-445 

50-445 

50-449 

ELLIS. J 

ELLIS, J 

ELL 1 3, J 

ELLIS, J 

ELL 1 8, J 

03051 10332 
03051 10347 
03091 10397 
03051 10368 
83051 10397 

50-445 

50-449 

50-449 

90-449 

50-449 

ELL 1 8, J 

ELLIS. J 

ELL 1 3, J 

ELLIS. J 

ELLIS. J 

8309130066 

B305130179 

8305170207 

B305170513 

6305180272 

90-445 

30-449 

30-445 

30-449 

PR 

ELLISr J 

ELSASBER. T 
ELSAS8ER. T 
ELSASBER, T C 
ELSASBER, T C 

0305200904 

B309160142* 

0309250443# 

8309020332# 

8309050236# 

30-449 

90-293 

30-249 

90-97 

90-?7 

ELSASBER, T C 
ELBASSERi T C 
ELBABBEfti T C 
ELSASBER, T C 
ELBABSEft, T C 

8309060029 
B3031 10395* 
0305290309* 
0309290456* 
0305290465* 

90-2 ?3 
30-229 
30-213 
90-184 
90-336 

ELSASBER, T C 
ELBASBER, T C 
ELSEN, M J 

EMCHrft L 

EMChIrft L 

B305250504* 

0305270208* 

0305100416* 

0309040196 

0305090484 

50-2 iJ 
90-184 
90-237 
90-159 
90-159 

EMCH.R L 

EHCHrft L 

EMERSON. H 

EMPEY.D C 
EM8HM1LLER.J R 

0309160031 

0305310149 

0309090069 

0305120404* 

0305100003 

90-159 

50-159 

90-423 

90-410 

FOIA 

ENGBLDM. M. R 
ENGELKENrft H 
ENGELMANN. R 
ENGLE. L B 

ENGLE. L B 

0309230104 

8309160200* 

8309040008 

830906010? 

0305200709 

71-?139 
90-312 
40-B584 
90-33B 
30-338 , 

EPLER.E P 

EPPLE. 0 

EPPLE. 0 

EPSTEIN, E 
EPBTEtN, E 

8305090259* 

0305290573* 

0309290573* 

0305120494* 

8309120462* 

90-272 

90-403 

90-403 

40-672 

40-672 

EPSTEIN, E 
EPSTEIN, R B 
ERICKSON, K T 
ERiCKBONrK T 
ERICKSON.K T 

0309120466* 

8309270966 

8309030646* 

8309030646* 

8309030646* 

40-672 

90-247 

90-247 

90-247 

90-247 

ERNST. H L 

EBTEY. H P. 

EURY. L W 

EUftV. L N 

EURY, L U 

8305170996 

8309030719 

0309020453 

0309200009 

0309290249 

OEN TEC 
40-8064 
90-261 ' 
90-261 , 
90-261 

EVANS, C. A 

EVANS, C D 

EVANS, J H 
EVERETT, R J 
EVERETT, R* J 

0309260304* 

0309270036* 

8309260004* 

830412058S 

0309030308* 

9O-2?0 
90-399 
71-9992 
IlcE > 

70-046 ' 

EVERETT, R, J 
EVERBOLEiR E 
FAIR, J ft- 
FALCDNER, D 
FALCONER. D 

0309060462 

0309260004* 

0309030474* 

8309270336* 

8309270411* 

40-8004 
71-9992 
90-483 
90-269 , 
90-269 1 

FALCONER, U C 
FALCONER, J C 
FALLIN, J F 

FARI0, J. A, 
FARLEY. J M 

0305020425 

9309020429# 

0309100346 

03O9O6O6OB* 

0309240404* 

30-443 1 
30-443 
PROJ 
90-346 1 
90-348 

FARMANrR. F 
FARRAR, D. L 
FARRAR, D L 
FARRAR, 0 U 
FARRAR, D L 

0305200691* 

8309020106* 

0305020119# 

0305060184 

0309130144* 

90-373 f 
90-10 
90-496 t 
30-494 [ 
30-373 1 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORV 

FARRARi 0 L 

0305170331 » 

50^374 

0 

FARRARr D L 

03031 70425» 

30-373 

Q 

FARRAR, D L 

B305200522* 

30-454 

Q 

FARRAR, D L 

8305200540» 

30-454 

0 

FARRARi D L 

0305240300# 

50-373 

Q 

FARRAR, D L 

0303340315# 

50-373 

Q 

FARRAR. D L 

0305260282* 

50-454 

Q 

FARRAR , 0 L 

0303270193* 

30-456 

a 

FARRAR. D L 

8305270409* 

50-434 

Q 

FARRAR. D L 

0303310095 

30-293 

Q 

FARRAR, D L. 

0303310117-# 

50-237 

Q 

FARRELL- R E 

0305260334* 

30-373 

a 

FARHELLV, T J 

0303030531 

30-247 

0 

FARANO. A 

0303030164# 

30-320 

0 

FALPCONNEAU. 0 

0305120484* 

30-461 

e 

FAUL»^ENi]ERRV. Q 

0305240390 

50-273 

Q 

FAULKENDERRV. D 

0305240393* 

50-275 

Q 

FAY, C M 

8305030275 

30-301 

0 

FAV. C W 

8305030280* 

50-301 

S 

FAY.C H 

0305030376 

50-266 

S 

FAY. C W 

8305030382* 

50-266 

S 

FAYrC W 

0305030523 

50-266 

F 

FAY. C W 

0305130009 

50-266 

P 

FAY.C W 

0305130034 

50-266 

S 

FAV, C W 

0305160169 

50-266 

R 

FAV.C M 

03O3J6O17J* 

50-266 

R 

FAV, C M 

8305170252* 

50-266 

Q 

FAV. C M 

0305170263* 

30-266 

Q 

FAV, C W 

8305190226 

50-266 

S 

FAV. C » 

0305200229 

30-266 

Q 

FAV. C W 

0305240131 

50-266 

P 

FAY. C H 

8305240331 

30-301 

8 

FAY.C W 

0305840350 

50-301 

6 

FAY, C W 

0305240379 

50-266 

8 

FAV, C W 

8305240412 

50-301 

8 

FAY.C W 

6305240497 

50-266 

P 

FAY.C W 

8305270241 

50-266 

Q 

FAY.C W 

0305270558 

50-266 

0 

FEIERABEND.C D 

8305240061 * 

30-282 

a 

FEIL.H A 

6305170439# 

50-397 

Q 

FEITKNECHT.C 

6305030593 

50-334 

R 

FEUCH.F B 

6305020425 

50-443 

0 

FELCH.F B 

8305020429* 

30-443 

G 

FELTON. J M 

6304270424 

50-313 

F 

FELTON. J K 

0303020007 

70-378 


FELTON. J M 

0303030076 

50-295 

F 

FELTON. J rt 

0305030104 

50-295 

F 

FELTON. 0 K 

6305030180 

50-275 

F 

FELTONrJ ti 

0305030214 

50-202 

F 

FELTONi J M 

6305030231 

50-399 

F 

FELTON. J H 

6305030695 

50-321 

F 

FELTOM, J W 

0305030693 

50-289 

F 

FELTON. J M 

0305040007 

30-303 

F 

FELTON, J H 

6305040022 

50-245 

F 

FELTON. J H 

8305040069 

50-454 

F 

FELTON, a M 

8305040333 

50-3 

F 

FELTON. J H 

8305040259 

50-315 

F 

FELTON. J M 

0305040575 

50-320 

F 

FELTON. J M 

8305040504 

50-369 

F 

FELTON, U H 

8305040614 

50-285 

F 

FELTON, xJ n 

0303040620 

30-259 

F 

FELTON. wl N 

030 50406 40 

50-321 

F 

FELTON, U H 

6305050205 

50-387 

F 

FELTON. J N 

830S05O30O 

50-209 

F 

FELTON. J M 

0305050311 

50-395 

F 

FELTOM. J a 

0305030377 

30-320 

F 

FELTOM. J. h 

0305060073 

50-206 

P 

FELTON/ U M 

8305060112 

FOIA 


FELTOM. J H 

0305060123 

FOIA 


FELTON, J M 

8305040135 

40-672 


FELTON. J M 

8305060144 

FOIA 


FELTON. J » 

03O5O6O33B 

30-402 

F 

FELTON. J M 

8305060575 

50-313 

F 

FELTON. J 

8305060595 

30-346 

F 

FELTON. J M 

0305060616 

30-340 

F 

FELTON. J M 

0305060627 

50-317 

F 

FELTON. J M 

8305060673 

50-295 

F 

FELTON. J M 

8305060692 

30-346 

f 

FELTON. vF M 

0305090024 

50-206 

H 

FELTON. J n 

8303090241 

FOIA 


FELTON/ J H 

8305090292 

50-566 

A 

FELTON. J ti 

8305090306 

50-373 

0 

FELTON, xj. M 

8305090329 

30-443 

F 

FELTON, J iM 

8305090542 

50-358 

T 

FELTON, J H 

8305110569 

30-213 

F 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

FELTON. J K 

8305120007 

FOIA 


FELTON, J M 

0303120010 

FOIA 


FELTON, J M 

0305120070 

50-358 

0 

FELTOM. J H 

8305120095 

FOIA 


FELTON, J M 

0305120224 

40-672 


FELTON. J 11 

8305180480 

50-271 

0 

FELTON. J M 

0305120566 

50-267 

F 

FELTON. J H 

8305120576 

FOIA 


FELTON. J M 

0305120594 

50-285 

F 

FELTON. J M 

0305130307 

50-272 

F 

FELTON. J M 

0305130310 

50-307 

F 

FELTON, J M 

0305160195 

50-312 

Q 

FELTON. J M 

6305160255 

50-312 

0 

FELTON. J M 

0305160279 

50-389 

F 

FELTON, J M 

0305160203 

50-369 

F 

FELTON. J H 

8305160200 

50-313 

F 

FELTON, J N 

0305160292 

50-413 

F 

FELTON. J, H 

8305180001 

50-490 

A 

FELTON, J M 

0305100003 

FOIA 


FELTON, J M 

0305180316 

50-237 

P 

FELTON/ J M 

8305190005 

50-329 

0 

FELTON, J M 

0305200007 

50-320 

P 

FELTON, J M 

0305230007 

50-450 

F 

FELTON. J M 

8305230028 

FOIA 


FELTON, J 11 

0305230065 

FOIA 


FELTON, J M 

0305230112 

40-1470 


FELTON. J M 

0305230215 

FOIA 


FELTON. J K 

8305230223 

FOIA 


FELTON, J N 

0305230232 

FOIA 


FELTON, J « 

B30S230246 

FOIA 


FELTON/ J M 

0305240087 

50-373 

Q 

FELTON, J M 

0305240254 

50-245 

P 

FELTON, J M 

0305240365 

FOIA 


FELTON, J ti 

8305250029 

FOIA 


FELTON, J H 

0305260397 

50-350 

A 

FELTZiD E 

0305050252 

50-120 

P 

FERO, 0 A 

8305030171 

50-341 

A 

FERO. D A 

0305030178# 

50-341 

A 

FERO, 0 A 

0305050004 

50-341 

A 

FEROUSON.R N 

8305200637# 

50-373 

P 

FERNANDEZ. C 

8209210332# 

50-336 

P 

FIATARONE.J V 

0305060220# 

40-672 


FIATARONE. J V, 

0305120474# 

FOIA 


FIEDLER, P B 

0305020362 

50-219 

P 

FIEDLER, P B 

0305030365 

50-219 

F 

FIEDLER. P B 

0305030441 

50-219 

S 

FIEOLER-P a 

0305050022 

50-219 

F 

FIEDLER.P B 

0305110374 

50-219 

P 

FIEDLER. P B 

8305160023* 

50-2^9 

Q 

FIEDLER/P B. 

8305170550 

50-219 

P 

FIEDLER.P B 

8305200500 

50-219 

0 

FIEDLER.P B 

0305230436 

50-219 

R 

FIEDLER.P 0 

8305270082 

50-219 

P 

FIELD, J A 

0305200002 

CONTRACT 


FIELDS, K C 

8305030637* 

50-395 

a 

FIELDS, H C 

8305050061* 

50-395 

0 

FIELDS. J A 

0305050400 

CONTRACT 


FIELDS, J A 

8305060341 

CONTRACT 


FIELDS, J A 

0305060379 

30-329 

A 

FIELDS. J A 

8305110233 

CONTRACT 


FIELDS, J A 

0305160316 

30-367 

A 

FIELDS. J A 

0305190506 

CONTRACT 


fieno.d 

0305020524 

TOFREP 


FIENO. D 

8305090532 

TOPREP 


FINAHORC, a A 

0305030502 

50-337 

0 

FINAHQRE.B A 

0305100210 

50-337 

0 

FINAKORE/B A 

8305100350 

50-337 

0 

FiNAMOHEiB A 

0305100350 

30-337 

0 

FINAHORE.B A 

0305120291 

50-537 

0 

FINAMORE.B A 

8305120291 

50-537 

0 

FINAhORE. B A 

830516014? 

30-537 

0 

FINANORE.B A 

0305160181 

50-337 

0 

FINANORE, 8 A 

8305190221 

30-337 

0 

FINANORE.B A 

0305240553 

50-537 

0 

FINDLAY, J A 

0305050426 

NUREG 


FINDLAY, J A 

0305110196 

NUREO 


FINK, J 

0305240544 

30-440 

0 

FINLAYSON.F 

0305110027 

NUREO 


FINN/ J A 

8305230139* 

70-1193 


FINNERAN, J C 

0305090525* 

50-445 

T 

FiORELUl. 0 

B3051703B2* 

30-320 

0 

FIORELLI,© 

8305170564* 

50-528 

Q 

FIQRCLU.O. 

8305190045* 

50-329 

Q 

FIORELLI. 0 

8305230139* 

FOIA 


FIREBAUGH.L 

0305040246* 

50-369 

B 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FIREBAUOH,L 

8303040260* 

50-369 

B 

FiaCHER. D 

8305170015 

50-311 

F 

FI8GHER, 0 

0303170079 

50-272 

P 

FIBCHEft/0 

Q305170117 

50-272 

P 

FITZGERALD. J A 

8304040391 

30-322 

U 

FITZGERALD, J A 

8305100252 

30-322 

U 

FITZGERALD. J A 

8305180366 

50-322 

H 

FITZGERALD, J A 

8305180430 

50-322 

H 

FITZGERALD. J A 

3305180437 

50-170 

0 

FITZOERALD,J A 

8305180445 

30-322 

H 

FITZPATRICK. B 

0305120460* 

90-266 

0 

FLACK, E 

8305030405 

50-250 

a 

FLACK. E 

8305030468 

licE 


FLACK/ E 

8305090224 

50-290 

a 

FLAGG, D. H 

6303240544 

30-440 

0 

FLANAGAN, D 0 

8303190208 

30-322 

0 

FLANAGAN, D 0 

B3051 90208 

50“<J22 

G 

FLANNERY. E J 

0303200437* 

0A999 


FLANNERY, e J 

9305200468* 

0A999 


FLEENOR, C 

0305060174 

CONTRACT 


FLEENOR/ C 

0305 110031 

CONTRACT 


FLEENORiC 

83051 10504 

CONTRACT 


FLEENOR/ C 

6305120513 

CONTRACT 


FLEENOR, C. 

6305170606 

CONTRACT 


FLEI 8 CHAKER 1 0. 

0303060451 

30-273 

0 

FLEiaCHAKER, D 

6303090439 

50-273 

G 

FLEZ8CHAKER. 0 

8303090430 

50-275 

0 

FLEiaCHAKER, 0 

6305200273* 

50-275 

P 

FLEI 8 CHAKER 1 0 

0303200273* 

30-273 

f 

FLEIBCHNANN, R 

63052701 17 

50-278 

6 

FLEZ8CHHANN. R 

6303270104 

30-277 

a 

FLEI8CHMANN, R 

6303270235 

30-277 

s 

FLEXBHER,Z 8 

8305050035 

50-247 

0 

FLei8HER,Z 8 

0303200603 

50-247 

Q 

FLEURY/E R, 

6305050337* 

70-376 


FLORY. C A 

0305090620 

HASTE MOT 

FLYNN, J, 0. 

8305090486 

30-358 

c 

FLYNN, rt. 

8305110539 

CONTRACT 


FLYNN, M 

6305200145 

CONTRACT 


FLYNN. R M 

9305020022* 

FOIA 


FLYNN. R M 

8305030000* 

FOIA 


FLYNN, R M 

0305030027* 

FOIA 


FLYNN, R.M 

6305030063* 

FOXA 


FLYNN, R. M 

8303030073* 

FOIA 


FLYNN, R H 

6305030169* 

FOIA 


FLYNN.R M 

0305030333* 

70-378 


FLYNN. R. M 

8303040239* 

FOIA 


FLYNN/ R M 

8305040573* 

FOIA 


FLYNN, R. rt. 

0303040583# 

70-376 


FLYNN, S F. 

8305240446 

50-^00 

a 

FLYNN, 8. F. 

8305240551 

30-400 

0 

FLYNN, 8. F 

930525046? 

PR 


FOLEY. T 

6305100433* 

50-247 

0 

FORO/J 7. 

8305030001 

71-6294 


FORD, J. T 

8305050100 

70-1201 


FORD,J T 

6305050205 

70-1201 


FORD, J T 

6305260376 

70-1201 


FORErtAN, H 

6305270634 

50-3B2 

0 

FOR TUNA. R. A 

8303100233* 

FOIA 


FORTUNA/R A 

6305160263* 

FOIA 


FORTUNA. R A, 

0303180265* 

FOIA 


FORTUNA, R A 

0305160291* 

FOIA 


FOSTER, D 0 

6305100161 

50-424 

a 

FOSTER, D 0 

6305230432 

30-424 

B 

FOSTER, E R. 

6305270089 

50-336 

6 

FOSTER, J.E 

0305190306* 

FOIA 


FOSTER. W. E. 

8305030351* 

QA999 


FOSTER, W E 

0305030525* 

QA999 


FOSTER, H E 

8305240462* 

0A999 


FOURNEYi W L 

03031 10312 

NUREO 


FO)t,R. R 

8305040553* 

CONTRACT 


FRAOOLAi J, R 

6305110119 

NUREO 


FRAHM, R 

0305060402* 

30-272 

8 

FRAHMiR. 

0305060469* 

50-31 1 

8 

FRAHH, ft. 

8305110274* 

30-311 

8 

FRAHM. R 

6305160057* 

50-311 

8 

FRAHrtiR. 

0305160102* 

50-311 

6 

FRAHM, R 

8305160123* 

30-311 

8 

FRAHM, n 

6305170370* 

50-311 

a 

FRAHM. R 

0305200397* 

30-272 

s 

FRAHM. R 

8305200546* 

30-311 

B 

FRAHM, R. 

6305250501 

50-31 1 

6 

FRANCIS, E, 

6305030233 

40-0720 


FRANCIS, E. 

0303030262* 

40-6728 


frank, l. 

0303190440 

50-244 

Q 


PERSONAL AUTHOR INDEX 53B 



ACCESSION 

SUBJECT 



AUTHOR 

number 

CATEGORY 

AUTHOR 

PRANK. L 

8303190462 

50-369 

Q 

OARRITY.J H 

FRANKLIN. E H 

B3OS23O0B6» 

71-5607 


OARRITY.J H 

FREDRICKSON. P 

B303a70629» 

50-438 

Q 

OARRITY.J H 

FREEMAN. M D 

0305260404 

4O-0760 


OARRITY.J H 

FRENCH. J F 

0305240517 

50-247 

H 

OARRITY.J H 

FRENCH. L D 

B305030597t 

50-29 

0 

OARRITY.J H 

FREUDENTHAL. N 

0305030273# 

40-0720 


OARRITY; J H 

FREUDENTHALi N 

0305130363 

40-0064 


OARRITY.J H 

FREUDENTHAL. N 

0305170242 

40-0064 


OARRITY.J H 

FREUDENTHAL. N 

0305250195 

40-0102 


OARRITY.J H 

FREUDENTHAL. N 

03O526O3B9 

40-299 


OARRITY.J H 

FREV. 0 Q 

0305060236 

PR 


OARRITY.J H 

FREY. D 0 

0305180330 

PR 


OARRITY.J H 

FREY. D 0 

0305100369 

PR 


OARRITY.J H 

frizzle. C D 

0305130128 

50-309 

P 

OARRITY.J H 

FROUNFELKER.R 

03OS24O2BO 

50-155 

J 

OARY.R J 

frounfelker. r 

8305240290 

50-255 

J 

OARY.R J 

FRYE. J H 

8305030582 

50-142 

0 

OARY.R, J 

FRYE. J H 

8305060520 

50-142 

0 

GARY. R, J 

FRYE. J H 

0305100330 

50-142 

0 

OARY. R, J 

FRYEtJ H 

0305130035 

50-70 

0 

ODANSKIiS 

FRYE. J. H 

0305130076 

50-142 

0 

GEARS. 0 

FRYE. J, H 

0305130079 

50-142 

0 

GEARS. 0, 

FRYE. J H 

0305130150 

50-142 

0 

GEARS. 0 

FRVE.J H 

8305160163 

50-142 

0 

GEARS. 0 E 

FRVE.J H. 

0305260171 

50-358 

0 

GEARS. 0, £ 

FRYLINO.R 

0305200067 

50-272 

I 

GEARS. 0 E 

FUHRMAN, 0 R 

8305020509 

50-317 

0 

OEHR.A C 

FUHB. A 

8305260206 

50-265 

8 

OEHR.A C 

FULLERiG H 

0305230427# 

50-267 

R 

OEHR.A C 

fuller. E D 

0305060160* 

FDIA 


OELMAN.M R 

FULTON. J F 

0305060277# 

50-244 

P 

OELMAN. rf R 

PUNCHES. J L 

8305250305 

OEN TEC 

18 

OELMAN.M R 

FURBUSH.M H 

8305230407 

50-133 

P 

OERDEKAN.F W 

OAD. R. K 

0305040300 

50-443 

0 

OERDEKAN. F W 

OAD. R K 

0305040300 

50-443 

0 

OERETY. H, F 

OAD.R K 

8305040316 

50-443 

0 

OEROELY. P 

OAD. R. K 

9305040533 

50-309 

0 

OETTYr B. C, 

OAD.R.K 

8305040533 

50-309 

0 

GIBBONS. T D 

OAOE. J 

8305190209 

50-440 

0 

OIDBON8. T D 

OAQE. K. 

0305200218 

PR 


OIBBON.A 

OAOLIARDO. J E 

0305020229 

50-402 

A 

OXBBONiA F 

OAOLIARDO. J E 

8305100093 

50-445 

Q 

OIBSON.A F 

OAOLIARDOiJ E 

9305200520# 

50-267 

0 

OXGBON.A F 

OALEF. S. R. 

8305190342 

60-247 

0 

GIBSON. J 

OALLAOHER.P J 

B30S240454 

50-247 

Q 

0I08ON. J 

OALLO. J 

8305060495 

50-155 

0 

GIBBON. R U 

OALLO. J, 

0305060495 

50-155 

0 

OIBBON.R L. 

OALLO. J 

830512029,9 

50-454 

0 

OIESEr D. J 

OALLO. J 

8305120299 

50-454 

0 

OXEBLER.C, U 

OALLO. U. 

0305130105 

50-155 

0 

OIEBLER.C N 

OALLO. J 

0305130105 

50-155 

0 

0IEBLE8.C W 

OALLO. J 

0305200610 

50-155 

0 

OIEBLER.C U 

OALLO. J 

0305200610 

50-155 

0 

OIEBLER.C W 

OALLO. J 

0305240438 

50-155 

0 

OIEBLER.C U 

OALLO. J, 

8305240438 

50-155 

0 

OIEBLER.C U 

OALLO. R 

0305030353* 

50-309 

0 

OIEBLER.C U 

OALLO. R 

8305110299 

50-443 

s 

0IE8LER. C W 

OALLO. R M 

0305050119* 

50-443 

Q 

OIEBLER.C U 

OALLO. R. H 

0305190030* 

50-322 

Q 

OIEBLERiC N 

OALLO. R M 

8305250431* 

50-29 

Q 

01E8LERiC,U 

OALLO. R M 

8305250450* 

50-271 

Q 

OIEBLER.C H 

OALM. D T 

8305020075 

70-690 


OIESLER.C, N 

OAMBLE. D H 

8305100013# 

FOX A 


OIEBLER.C W 

GAMBLE. D H 

8305100016# 

FOX A 


OIEBLER.C W 

oahsle. D. H. 

8305100106* 

FOIA 


OlOOEY.C A 

OAHMIE. 0. B 

8305260302 

50-31 7 

J 

GILBERT. L D. 

OARGXA.E K 

8305170501# 

50-275 

a 

GILBERT. R A 

OARCXA.H J 

8305060436 

PR 


OILDENHORN. A J. 

OARGXA.F. J. 

0305120496 

40-3453 


OILDENHORN. A J 

OARCIA. P J. 

8305130297 

40-3453 


OILDENHORN. A. J 

OARDE. G 

8305190097# 

50-329 

Q 

OILDNER.M, L 

OAROE.B.P. 

8305190124# 

50-373 

a 

OrLlNBKY. V 

GARDNER 1 R. N 

8305100217 

50-329 

r 

OILINSKV.U 

GARLAND. H U, 

8305260363 

40-299 


GILLEN. D li 

GARLAND. W L 

8305260368 

40-299 


GILLEN. D.M 

GARNER. L. 

8305270635# 

50-324 

0 

GILLEN. D. N. 

OARRXBBAi 8. 

0305060399 

NUREO 


GILLEN. J. 

OARRlTYi J. H 

8305020393# 

50-309 

a 

OlLLMANi D. 

OARRITY.J H 

8305050220 

50-309 

p 

OILMAN. A R 

OARRITYi J. a 

8305060494 

50-309 

8 

GILMAN. A. R. 

OARRITY. J. a 

0305060538 

50-309 

8 

OILMAN. A R 

OARRITY. J H. 

8305110429 

50-309 

6 

GILMAN. A R 

OARRXTY.J H 

8305130054 

50-309 

P 

GILMAN. A R 

OARRITY.J H 

8305130078 

50-309 

P 

OILRAY. J W 






ACCESSION 

SUDJECT 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

number 

CATEGORY 







- 

GINSBERG, T 

B305 110237 

NUREG 


0303160065 

50-309 

S 

GIRARD. E H 

8305270374* 

30-200 

Q 

0305190308 

50-309 

P 

OIUFFRIOA. U D 

8305060629* 

30-247 

G 

0305200341 

50-309 

F 

OIUFFRIDA, L D 

0305230474 

COMMISSION 

03O52OD36O 

50-309 

6 

GIUFFRIDA. L 0 

0305230670 

SO-3 

F 

0305200467 

30-309 

6 








QIUFFRIOA.L 0 

8305310049 

50-247 

F 

0305200469 

50-309 

P 

glass. S M 

0305020419 

30-247 

0 

0305200527 

50-309 

8 

GLASS? JEGEL, H 

8305040506 

50-440 

T 

0305200578 

50-309 

1 

GLEASON. J P 

8305040464 

30-247 

Q 

0303230127 

50-309 

F 

GLEASON. J P 

8305160133 

50-247 

G 

03O523O3B3 

50-309 

P 








GLEASON. J P 

8305190143 

50-247 

Q 

0305230472 

50-309 

8 

OLE IBSEN. A 

8303160153 

30-440 

0 

0305240266 

50-309 

P 

GLENN, J 

8303030109 

IlcE 


0305240270 

50-309 

P 

GLENN. J 

8305120510# 

40-672 


0305250429 

50-309 

0 

GLENN. J £ 

0305060193# 

40-672 


0305310067 

50-309 

0 








GLENN. J E 

8305120507# 

40-672 


B30516013B 

50-445 

K 

GLPERSEN. H D 

8305270614* 

30-346 

Q 

0305170029 

70-2932 


OLCJVEH.M S 

8305040606# 

50-369 

F 

0305200290 

50-445 

8 

GODDARD, R J 

8305100404 

30-155 

0 

0305200419* 

50-445 

Q 

GODDARD. R J 

0305120336 

30-461 

0 

0305200674* 

50-445 

0 








GODDARD. R, J 

0303170592 

30-309 

0 

0305180424 

50-247 

0 

OODY 

0309100004 

50-272 

8 

0305060604 

50-270 

P 

OODV 

8305110439 

30-286 

8 

0305190522 

50-277 

F 

OODYi A T 

0304110196 

r6£ 


0305230310 

50-277 

P 

GQPY. A T 

8304100554# 

70-U43 


0303040704 

50-277 

P 








ODDY. A T 

030502045? 

50-219 

8 

0305040716 

50-277 

F 

ODDY.A T 

0305030294 

50-206 

S 

0305180007 

50-278 

P 

GODY.A T, 

0305050190# 

50-247 

0 

0305240482 

50-529 

0 

ODDY, A T 

0305120434 

50-272 

s 

0305310215 

50-528 

0 

ODDY.A T, 

0305190313* 

50-271 

a 

0305310215 

50-528 

Q 








GOLDBERG, J H 

0305250056 

50-498 

K 

0305030555 

50-330 

0 

GOLDBERG. J H 

0305250058# 

30-490 

K 

6305030555 

50-33G 

0 

GOLDBERG. J H 

0305310177 

50-498 

A 

8305190219 

ao-33B 

0 

GOLDBERG. J R 

8305050053 

50-289 

0 

8305040047 

40-7869 


GOLDBERG. J R 

830509048' 1 

50-209 

0 

8305260410 

40-6698 









OOUDBERO. J R 

8303100231 

50-289 

0 

8305230037 

50-219 

J 

OOUDBEROt J R 

0305170039 

50-209 

G 

8305110476 

NUREO 


GOLDBERG. J R 

0305200632 

50-209 

G 

8305170342# 

50-133 

8 

GOLDBERG. -J R 

9305240525 

50-209 

G 

0305270420# 

50-390 

Q 

GOLDBERG. H L 

8305250337 

50-247 

0 

8305270542* 

50-309 

Q 








GOLDEN. D M 

83051 10523 

NUREG 


8304200139 

I t.E 


GOLDEN. H P 

8305120206 

50-206 

J 

6305130173 

70-143 


GOLDEN. M P 

0305160105 

50-346 

J 

8305230537 

70-143 


GOLDEN. M P 

B30S160157 

50-272 

J 

0305310174 

50-369 

8 

OOLDHANN. K 

8305230107 

71-9015 


8305160204* 

50-312 

a 








OOLDMANNf K 

0305230110* 

71-9015 


0305170014* 

50-336 

R 

GOLDSTEIN. 8 L 

0305040599* 

70-370 


8305040455 

50—4 13 

H 

ODLOBTEIN. 8 L 

0305040670# 

70-370 


0305310035 

50-413 

0 

GOLDSTEIN. 0 B 

8303170557 

50-522 

0 

0305030472 

PR 


gomer.o 

8305020200 

XPDRTLIC 


0305030314 

50-305 

0 








OOMERiD A 

8305090723 

XPORTLIC 


B305030600 

50-305 

P 

GOaOIErJ 8 

0305190379# 

50-373 

P 

0305040009* 

30-305 

F 

GOODMAN. L S 

0305020170* 

50-409 

s 

0305050106 

50-305 

R 

GOODMAN. L B 

0305020182* 

50-409 

s 

0305100102 

50-305 

P 

GOODMAN. M J 

0305170225* 

30-520 

A 

0305100114 

30-305 

P 








OQDDNINxC R 

a30502009S» 

FOIA 


0305100307 

50-305 

8 

GOODWIN. C R 

0305030239* 

70-370 


0305110003 

50-305 

P 

GOODWIN. C R 

0305040060* 

70-378 


0305130250 

50-305 

R 

GOODWIN. C R 

0305040470* 

FOIA 


0305 170 150 

50-305 

P 

GDRELICK. M S 

0305230203 

FOIA 


0305170267 

50-305 

S 








GORMAN. V W 

8305110467 

NUREG 


0305170323 

50-305 

0 

GONER rG, C 

03O512O15S* 

50-445 

Q 

0305230300 

50-305 

P 

OQNERrO. C 

0305180096* 

FOIA 


0305230720 

50-305 

P 

GRACE. J, N 

0305090013 

30-537 

E 

0305270009 

50-305 

P 

GRACE. J N 

0005240022 

30-337 

E 

8305270190 

50-305 

s 








GRACE. J N 

0305250166 

30-537 

E 

0305200473* 

50-309 

p 

GRACE. J N 

8305260001 

50-337 

L 

0305230314* 

50-458 

0 

GRACE. J N 

0305260002* 

50-337 

l 

8305310086 

50-237 

p 

0RAE3SER. K L 

8305030440 

50-304 

S 

8305110159 

CONTRACT 

oraebser. k l 

8305060443 

30-295 

0 

8305200131 

CONTRACT 








0RAES8ER. H U 

0305060528 

50-293 

0 

0305260081 

CONTRACT 

0RAE88ER.K U. 

0305060567 

50-295 

8 

0305030537* 

50-440 

T 

ORAESBER. K U 

03O512QO13 

30-293 

R 

8305230209* 

50-320 

T 

ORAESSER. K L 

0305130196 

50-304 

a 

8305230440* 

50-209 

U 

GRAESSER.K U 

0305240214 

30-304 

s 

8305130325* 

40-0732 









graesber.k u 

830524031 1 

50-295 

s 

8305130337 

40-0768 


ORAESSERi K L 

0305310160 

30-304 

s 

0305160257* 

40-0675 


graham, e t 

0305160145 

50-293 

0 

0305130123* 

50-206 

P 

graham, e t 

0305230530* 

30-293 

8 

0305110290 

50-358 

0 

GRAMM. R. A 

8305050119* 

50-443 

G 

0305060141* 

40-672 









GRANNI8.A B 

0305240541 

50-247 

H 

0305060101* 

40-672 


GRAVES. R H 

0305200608 

30-213 

8 

0305120290# 

40-672 


GRAVES. R H 

0305270224 

50-213 

Q 

8305120301* 

70-02 


GRAY. E 

0305110330* 

50-209 

Q 

8305120627* 

40-672 


GREEN. 0, W 

0305190132* 

FOIA 


8305100261 

50-329 

T 







PERSONAL AUTHOR INDEX 




ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEGORY 

OREEN. D H 


8505190153* 

FDIA 


OREENi 0 U 


8305190337* 

FOIA 


OREEN. P W 


8305190341* 

POIA 


OREEN. H J 


8304 190499 

90-327 

S 

OREENi H J 


8309030176 

50-327 

s 

OREEN^H J 


8305030266 

50-296 

5 

OHEENi H J 


8305030569 

50-327 

S 

OREENi H J 


8305050123 

50-327 

8 

OREENi H J 


B305090183 

50-327 

S 

OREENr H J 


830S0502U 

30-320 

8 

QREENi H J 


8305050210 

50-328 

6 

OREENi H J 


B3O5OSO230 

30-260 

8 

OREEN. H J 


8309050266 

50-259 

0 

OREEN.H J 


8303100012 

30-259 

8 

OREENiH J 


8305100031 

90-260 

8 

OREEN,H J 


8305100061 

50-259 

8 

GREEN, H J 


6305100107 

SO-296 

6 

GREEN. H J 


B3OSIOD209 

SO-260 

8 

OflEENiH J 


8305111)329 

30-327 

8 

OREENiH J 


8309110339 

30-259 

S 

GREEN, H J 


8305110373 

50-327 

6 

GREEN, H J 


830 9 J 10409 

30-326 

8 

GREEN, H J 


8305130085 

30-239 

6 

GREEN, H J 


8305130131 

90-260 

S 

GREEN, H J 


8305170030 

SO-296 

6 

GREEN, H J 


8309170330 

90-260 

8 

GREEN, H J 


8308200280 

90-260 

8 

GREEN, H J 


6305200420 

90-260 

8 

GREEN, H J 


6303200427 

50-327 

S 

GREEN, H U 


8303200977 

50-327 

8 

GREEN, H J 


6309230930 

30-327 

S 

GREEN, H J 


8305250342 

80-326 

8 

GREEN, H J 


6309230397 

90-260 

B 

GREEN, H J 


0309250300 

90-328 

S 

GREEN, H U 


8305280400 

90-326 

6 

GREEN, H J 


0309290433 

90-328 

8 

GREEN, N J 


8309250926 

90-327 

8 

GREEN, H J 


8309250832 

90-327 

8 

GREEN, H J 


0309310084 

90-296 

8 

QREENSAUM, R 


0305160448* 

90-322 

H 

OREENBAUM,R 

L 

0309190209 

90-440 

0 

GR0ENE,G A 


6309110237 

NUREO 


GREENE, K J 


0305280808 

90-296 

s 

GREENKORN, R 

A 

8309060103* 

CONTRACT 

OREENMAN, E 


6308230236 

50-272 

0 

GREGER,L R 


0305060634* 

40-8202 


GREGER,L R 


0308100402* 

90-237 

Q 

OREOERxi;. R 


0305120393* 

50-374 

0 

OREGER,L R 


0308170353* 

50-299 

0 

OREGER,L R 


83081 9016 J 

70-6 


GREOER,L R 


0309240026* 

50-295 

Q 

GREGERi L R 


8305240292* 

80-331 

Q 

OREGER, L R 


0305240340* 

40-3392 


GREGG, H 


63082S0SOS* 

90-289 

Q 

GREGORY, E 


0309 1804 99* 

80-322 

H 

GREGORY, W 8 


6308110062 

RES 


GREGORY, U S 


6308110063 

RES 


GREGORY, N 8 


6303 130292 

RES 


OR ELLA, A W 


8305120251* 

40-673 


ORELLA. A U 


8305120614* 

FOIA 


GRIER, B H 


6309120819* 

40-672 


GRIER, B H 


6308120823* 

40-672 


ORl£ft,B H 


6308120840* 

40-672 


GRIFFIN, H B 


6305100307* 

80-462 

Q 

GRIFFIN, J 


8309260260 

80-313 

S 

GRIIIESrB K 


0208190070* 

90-443 

F 

ORIWEB, B K 


8305030474* 

80-483 

0 

GRIMES, 8 K 


6305100414* 

50-195 

G 

GROSCUPiO N 


6305030496 

50-247 

P 

QROSBMAN, H 


0305260172 

80-460 

0 

0RDTENHUI8,M 


03081 10030 

90-303 

P 

GRUCCli T. B 


8305030023* 

FOIA 


ORUCCI, T. B 


0305030092* 

FOIA 


ORUCCI,T fi 


6308040244* 

FOIA 


ORUCCI, T. fi 


6309040923* 

FOIA 


ORUCCI, T B 


6303040576* 

FDIA 


OUCHAxL T 


6308030261 

30-321 

H 

OUC^AxL T 


8305060091 

50-321 

P 

OUC^Mx L. T 


0308060294 

PR 


OUCWAuL T 


8309060306 

80-321 

P 

gik:ha»l. T 


0308060469 

90-321 

F 

GOCHAiL T 


0309160144 

90-321 

Q 

GUCWAi L. T 


0303160199 

80-366 

P 

GUGWAi L, T. 


0305200483 

80-321 

P 

GUCUA« L. T 


6308240290 

80-366 

P 
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OUCUA,L T 

8305230830 

GUCUA. L T 

0305260298 

OUCWA, L T 

6305270120 

GUERRY,J E 

6308060577 

GUILD. R 

6305060252 

GUILD, R 

B305060SS2 

GUILD, R 

6309310193 

GUINN, P 

6305020 107* 

GUINN, P R 

8008230310* 

GUINN, P R 

8008230337* 

GUINN. P R 

0OOB29O463* 

GUINN, P R 

6104030770* 

GUINN, P R 

8303020010* 

QUINN, P R 

0305020220* 

GUINN, P R 

0305030193* 

GUINN, P R 

6308040061* 

GULDEMONO. U G 

830S240S47* 

0UMME8QN,P U 

0308120279* 

OUMMO, R 

0308120326* 

GUPPY, J G 

8305110237 

0U8TAF60N. L D 

0305060382 

GUSTAVE, R P 

0303030707 

GUSTAVE, R P 

B305040660* 

OUBTAVE, R. P 

0303050404* 

GUSTAVE, R. P 

0305060183* 

OUBTAVE, R P 

8303060304* 

GUSTAVE. R. P 

8309090012* 

GUSTAVE, R. P 

0309090050* 

OUBTAVE. R P 

6308090117* 

OUBTAVE.R P 

6305090131* 

OUBTAVE, R. P 

8309110041* 

OUSTAVErR P 

0308110236* 

GUSTAVE, R P 

0308110509* 

OUBTAVE, R P 

0305110548* 

OUSTAVErR P 

8309160332* 

OUBTAVE, R P 

6309170607* 

OUSTAVErR P 

0309170614* 

GUSTAVE, R. P 

8309170693* 

GUSTAVE, R P 

0309190914* 

OUSTAVErR P 

6309200004* 

OUBTAVE, R P 

0309200147* 

OUSTAVErR P 

6309230209* 

OUSTAVErR P 

0309270100* 

GUSTAVE, R P 

8309270110* 

GUBTIN.H L 

0309310097* 

OUTMAM, D, 

8309030619* 

OUTMANr D 

6309030619* 

GUTMAN, 0 

0309030619* 

GHVNN, T P. 

6309260231* 

HAAS.C F 

0309030312* 

KAAS.C F 

0305040217* 

HAASSj N P, 

6309090632* 

HAAS8, W P 

6309230004* 

HADLEY, C D 

8303180429 

HAGAN, T F 

8305060391 » 

HAGAN, T F. 

0308110163* 

HAGAN, T F 

8303200134* 

HAGAN. T F 

0309260222* 

HAORMAN, 0 L 

0309110823 

HAGUE, R L 

8309120468* 

HAHN. 0 T, 

0309110912 

HAIRSTON, H G 

0309030909* 

HAIRSTON, M 0 

8309050194* 

HAIRSTON, (4 0 

6309050150* 

HAIRSTON) H O 

0309050203* 

HAIRSTON, M 0 

0309100139* 

HAIRSTON, U G 

6309110260* 

HAIRBTON.H O 

6309200327* 

HAIRSTON.W 0 

8309200362* 

HAIRSTON, M 0 

0309230944* 

HAIRSTON, M Q 

0309230980* 

HAIRSTON, H 0 

6309290393 

HAIRSTON, W, 0. 

6309250961 

HAIBLER, R K 

0309270625 

KAI8T, D P. 

0309170390* 

HALErC J 

0309020307* 

HALE.C J 

0309090226* 

HALErC J 

0305200340* 

HALL, B. 

0305100109* 

KALLifi L. 

6304200299 

HALL, D, P 

0304050243 

HALL, D P. 

0308020111 

HALL, D P 

030 8 040296 

HAIL. D. P, 

8309060976 

HALL, D, P, 

0305120479 


SUBJECT 


CATEGORY 

AUTHOR 

50-321 F 

HALL, D P 

80-366 P 

HALL, D P 

50-321 Q 

HALL.D P 

50-230 R 

HALL, D P 

50-413 Q 

HALL, D P 

50-413 G 

HALL, D P 

50-413 0 

MALLrR E 

FDIA 

HALL.R E 

FOIA 

HAMILTON, J 

FOIA 

HAMMOND, W J 

FOIA 

HANCOCK, J A 

FOIA 

HANDBOY, L 

FOIA 

MANNER Z, K 

FOIA 

HANNETTi B 

70-370 

HANNETT, B A 

FOIA 

HANNETTrB A 

50-373 0 

HANNETT, B, A 

40-672 

HANNUM, M H 

50-320 T 

HANNUM, W H 

NUREO 

HANSON, G P 

PR 

HANSON, H A 

CONTRACT 

HARDIN, A K 

CONTRACT 

HARDIN. A K 

CONTRACT 

HARDING, M R 

CONTRACT 

HARDING, M R 

50-329 A 

HARDING, M R 

CONTRACT 

HARDING, M. n 

CONTRACT 

HARDING, M R 

CONTRACT 

HARDING, M R, 

CONTRACT 

HARDING, M R 

CONTRACT 

HARDING, M R 

CONTRACT 

HARDING, (1. R 

CONTRACT 

HARDING, H R 

CONTRACT 

HARDING. M R 

50-367 A 

HARDING, M R 

CONTRACT 

HARDING, M R 

CONTRACT 

HARDING, H R 

CONTRACT 

HARDING, M R 

CONTRACT 

HARDING, N R, 

CONTRACT 

HARDING, H R 

CONTRACT 

HARDING, M R 

CONTRACT 

HARDING, M R 

CONTRACT 

HARP0TER, T L 

CONTRACT 

HARRELL, E U 

50-366 0 

HARRELL, E N 

80-247 G 

HARRELL, E. H 

80-247 0 

HARRELL, E U 

50-247 0 

HARRELL, E. H 

30-338 Q 

HAfJRELL.E U 

70-370 

HARRBLLrE 

FOIA 

HARRELL, E H 

80-445 G 

HARRELL, E N 

50-520 A 

HARRELL, E U 

50-263 P 

HARRELL, E. W 

CONTRACT 

HARRELL, £ H 

CONTRACT 

HARRELL, E. N 

CONTRACT 

HARRELL, E N 

CONTRACT 

HARRELL, E M 

NUREO 

HARRELL, E. U 

50-266 Q 

HARRELL, E. W 

NUREO 

HARRELL, E. U 

50-364 B 

HARRELL, E N 

30-340 8 

HARRELL, E N 

50-340 8 

HARRELL, E N 

50-346 8 

HARRELL, E U 

50-364 8 

HARRELL, E N 

30-364 8 

HARRELL, E W 

50-340 R 

HARRELL, E N 

80-364 R 

HARRELL, E N 

80-340 0 

HARRELL, E N 

80-348 e 

HARRELL, E U 

80-340 8 

HARRELL, E, N 

50-340 8 

HARRELL, E N 

50-321 8 

HARRELL, E M 

50-500 Q 

HARRELL, E W 

0A999 

HARRELL, E. U 

06999 

HARRELL, E N 

0A999 

HARRELL, E H 

30-324 0 

HARRELL, E. N 

80-400 a 

HARRELL, E N 

80-461 K 

HARRELL, E. W 

80-461 0 

HARRELL, P, H 

80-461 8 

HARRINGTON, U. D. 

30-461 q 

HARRINOTON,W, D 

50-461 8 

HARRINGTON, H D. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0305240413* 

80-461 

4 

S308240421* 

30-461 

4 

8309260247* 

50-461 

A 

8305270017 

30-461 

4 

6308310129 

30-461 

S 

0305310103 

50-461 

B 

6308110119 

NUREO 


8308110237 

NUREO 


6305090403* 

0A999 


8308100099 

80-312 

F 

0308230393 

80-302 

p 

0308200686 

80-440 

G 

6308230284* 

FOIA 


0305130301 

XPORTLIC 


0308160031 

XPORTLIC 


8308190482 

XPORTLIC 


0308260097 

XPORTLIC 


6305030608 

30-201 

p 

0308240614 

80-201 

P 

8308090310* 

70-370 


0308120135* 

80-445 

q 

8305030296 

80-261 

8 

8308270401* 

80-261 

(k 

0304 1 90937* 

30-327 

9 

0305030183* 

80-327 

a 

8309030979* 

30-327 

9 

0308030128* 

30-327 

a 

6308050206* 

80-327 

8 

8308080217* 

80-328 

a 

8305030224* 

30-320 

a 


S309M0329* 50-327 B 
830311 0302* 30-327 B 
8309110419* 30-328 a 

0309200432* 80-327 S 

0309200381* 90-327 0 

8308230336* 80-327 8 

0305230342 90-328 8 

0309850380 30-320 fi 

8309290400 50-328 8 

0305250433 90-328 6 

0303290526 50-327 0 

0305290532 90-327 8 

0305040580* TOPREP 

03090301 98 90-330 0 

0309030169* 90-338 8 

0309030279 90-339 8 

8309030203* 30-339 8 

0303030337 80-339 0 

8308030364* 30-3^9 8 

0303030611 80-330 8 

0303030619* 90-330 8 

0303030633 90-339 8 

8309030640* 90-339 0 

0309090106 90-330 B 

8309090191* 90-338 S 

0305090210 30-337 fi 

0305090213* 30-339 0 

8305090271 30-339 8 

0305030276* 50-339 0 

0309100023 50-339 0 

0309100029* 30-339 0 

0309100299 90-339 8 

8309100269* 30-339 0 

0303110205 90-338 8 

8305110200* 90-330 8 

0309110330 30-339 8 

83091 10336* 90-339 8 

8309 U 04 93 90-339 8 

0309110469* 90-339 8 

03051 70406 80-330 8 

0309170412* 90-330 8 

0309200146 90-330 8 

0309200279 90-339 8 

6309200204* 90-339 8 

0309200974 90-338 8 

8309200903* 30-330 8 

0309290206 30-333 8 

0303230304 90-339 8 

0309290417 90-330 6 

0308270323 90-330 0 

8309270339 90-339 8 

0309090226* QA999 

9304100990 90-293 P 

8309020134 90-273 R 

0309090290 90-293 0 


PERSONAL AUTHOR INDEX 
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AUTHOR 

NUMBER 

CATEGORY 

author 

HARRlNOTONiU D 

6303090200 

30-293 

P 

HELTEMEStC J 

HARRINOTON<N D 

BOGS 100 133 

30-293 

R 

HELTEHES. C J 

HARRINOTONiW 0 

03031 10334 

30-293 

8 

HELTEHES. C J 

HARRlNOTONiH D 

S3031 10336 

30-293 

0 

HENRY. L G 

HARRINOTON.U D 

03031 103B4 

30-293 

0 

HENRY, P.C 

HARRINGTON. W D 

0303130133 

90-293 

H 

HENRY. W, 0 

HARRINGTON. U D 

6303160044 

90-293 

P 

HENSLEVi K D 

HARRINGTON. W D 

0303160061 

90-293 

P 

HENSLEYtK 0 

HARRINGTON. H 0 

6305160134 

90-293 

R 

HERDTi A R 

hfARRINOTON. U D 

B30S170173 

30-293 

F 

HERINO. R F 

HARRINGTON. N D 

B305 170345 

30-293 

P 

MERINO, R F 

HARRINGTON. U D 

9305170410 

50-293 

P 

HERINO. R F 

HARRINGTON, U D 

0305170929 

30-293 

R 

HERINO. R F 

HARRINGTON. U D 

8303190024 

90-293 

6 

HFRING'R f 

HARRINGTON. M 0 

6303190147 

30-293 

P 

HERMANN. R 

HARRINGTON. U D 

8303190176 

30-293 

8 

HERNAN, r u 

HARRINGTON. N D 

0303 190326 

30-293 

8 

HERNANDEZ. G H 

HARRINGTON. W D 

S303200259 

30-293 

P 


HARRINGTON. M D 

0303200447 

30-293 

P 

HERR. R K 

HARRINGTON. W D 

B30d230434» 

30-293 

Q 

HERRINGTON, F A 

HARRINGTON. N D 

B3032304SO 

30-293 

F 

HERBCHi H H 

hiARRINOTON. H, D 

B30S230309 

30-293 

9 

HERSCKp h M 

HARRINGTON. N D 

S303230916 

30-293 

8 

HESSON.G ti. 

HARRINGTON. N D 

6303230933 

30-293 

8 

HIATT. S L 

MAftRINGTON. U D 

8303270073 

30-293 

Q 

HIATT, a L 

HARRIS. G L 

0303230311* 

CONTRACT 


HIATT. 9 L 

HARR to. D. 

0303170466 

90-223 

F 

HIATT, S L 

HARRIS. J.R 

6303270200* 

90-937 

Q 

HIATT, S L 

HARRIS. J R 

8303270419* 

90-438 

Q 

HIATT. 8 L 

HARRIS. J R 

0303270391* 

90-400 

Q 

HIATT. S L 

HARRIS. R J. 

0303200637* 

90-373 

P 

HIATT, 8 L 

HARRIS. S 

0303230436* 

90-403 

0 

HICKEY. J W 

HARRISON. F. 

8303100417* 

90-324 

R 

HICKEY. J M. 

HART. 0, 

0303110964* 

COHMISaiON 

HICKEY. J H. 

HARTMAN. B L 

0303240469 

50-460 

G 

HICKEY. J W 

HARTMAN. 8. L, 

0305240469 

50-460 

G 

HICKEY. ^ H. 

HARTMANN. P. L 

8309100271* 

50-293 

Q 

HICKEY. J H 

HARTZHAN. R H 

8309160024 

90-247 

G 

HICKIN. R A 

HARTZMAN.R M 

8303160024 

90-247 

0 

H1CK9. H M 

HARVEY. R V 

8303240332 

71-6990 


HIOOINDOTHAK. U 

HA88E. R. 

0309120447* 

50-373 

0 

HIGGINBOTHAM. L. 

HASSErR A. 

0309260290* 

90-461 

0 

HIGOlNSaTHAM. L 

BASSE. R. A. 

0309260334* 

50-373 

at 

HILL, D W 

HAUGHEY.M F, 

0309180094 

50-410 

A 

HILL) R T 

KAS/ERKAMP. D 

8303110906* 

50-333 

a 

HILL, T. 0. 

HAVERKAMP. D, R. 

8303290230* 

50-206 

Q 

HILL. T K 

HAVERKAMP. D R 

0309290469* 

50-336 

a 

HILL. T K 

HAWKINS. E F 

0309170971* 

70-0 


HILL. W H 

HAWKINS. F Pi 

8309170193* 

50-546 

0 

HIND. J 

HAWKINS. F. C, 

0309170319* 

50-346 

0 

HIND. J A. 

HAWKINS. F. C, 

8309190236* 

50-331 

Q 

HIND. J A 

HAWKINS. F. C. 

S303260290* 

50-461 

Q 

HIND. J A 

HAWKINS. F. C 

0309260290* 

50-409 

0 

HZNO. J. A. 

HAWKINS. F C 

8309260334* 

90-373 

Q 

HIND. J. A 

HANTHORNE. J. R 

0309060347 

NUREG 


HIND. J. A 

HAYES. D> W. 

0309020339* 

50-461 

a 

HIND. J A 

HAYES. D, W 

0303100176* 

50-434 

G 

H IND. J. A 

HAYES. 0 W. 

0309170022* 

50-461 

0 

HIND, A 

HAYES. 0 W 

0303100094* 

90-490 

Q 

HINDS. J M, 

HAYES. D. W. 

0303190030* 

50-329 

0 

HINHAN. H. 8 

HAYES. D W. 

B309240266* 

90-496 

Q 

HINRICHS. G 

HAYNES, R, G. 

0201070110* 

40-672 


HINR1CH9. 0 

HAZEUTINE. J 

0303110069* 

90-373 

P 

HINRICHS. G 

HfAD.G F 

8309270308* 

90-366 

a 

H1P6HER.W M 

HEALEY. J. A 

6309240917 

90-247 

K 

KIPBHERiW M 

HEATHERLY. T. L. 

8309270303* 

90-390 

Q 

HIRSCH, D 

HE BEL. C 

0309130220* 

90-234 

a 

HtRSCHi D 

NEDOLE60N. F. A 

0309110120 

NUREG 


HIRSCH. D. 

HCISER. L. H. 

8309240343 

90-271 

V 

HOAGLAND. R 0, 

HEIOER.L H, 

0309240338 

50-29 

p 

HODGDQN.A P 

HEIDER.L, H. 

8309290969 

90-271 

p 

HODQDONiA P 

HEIMBACH.L, 

8303240312 

90-247 

F 

kodges. H, 

HEI8HMAN.R. F. 

8309120195* 

50-443 

0 

KOGAN) C. F. 

HEI8HMAN.R.F. 

8309260299* 

50-397 

0 

HOGAN. J. J 

HELD. J, T. 

8303310020* 

90-333 

P 

HOLBROOK, W M 

HELD. J T 

0303310020* 

90-333 

P 

HOLBROOK. W. U. 

HELFRZGH. R. E 

0309100342 

PR 


HOLCOMBE. J. C 

MELGE60N. K. A. 

0309260371 

70-820 


HOLDEN. C. F 

HELLER. J 

6309020340* 

90-313 

a 

HOLDER. E T 

HELLER. J K 

0303200247* 

90-235 

0 

HOLDER. E T. 

KELLER. J. K, 

0309240037* 

90-233 

0 

HOLDER. E T. 

HELTEMES.C, J, 

8304010159* 

MISO 


HOLDER. E, T. 

HELTEMES.C, J. 

8304040971* 

MIBC 


HOLLAND. 8 A 

HELTEHES. C, J 

0304140320* 

MI SC 


HQLLQRAN. R W. 

HELTEMES.C. J. 

0309040730 

90-299 

P 

HOLLORANi R.W 
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CATEGORY 

NUMBER 

rATE'QDRV' 





- 

HOUMDECK.P 

8303170369* 

90-494 

030923051 1 

MI SC 


HOLMDECKrP 

0305170369* 

50-434 

B 30323 05 19* 

MI SC 


MOLM0ECK.P 

S305 170369* 

90-434 

0309230924* 

msc 


HOLMES -RAY. P 

8305270390* 

50-366 

8303100292 

50-57 

S 

HOLODV, 0 J 

0303130223* 

50-271 

03051 10300 

50-302 

B 







HOLONICH. J J 

8309250193 

50-483 

0305060302 

PR 


HDLONICH. J J 

8305250231 

50-483 

8303030099 

70-143 


HOLT, R R 

8305030629* 

50-247 

0305200650 

70-143 


HOLT, R R 

0305030629* 

50-247 

0303270179* 

50-309 

Q 

HOLT.R R 

8305030629* 

50-247 

0303030257 

30-319 

P 







HOLWAY.F I 

8309250331 

50-443 

0305090363 

30-315 

R 

HOLYPAK. R H 

8303190004* 

50-373 

0303160034 

30-3 £9 

R 

HOLYOAK, R H 

B303190145* 

90-373 

0305160121 

50-319 

P 

HOLZMER) M 

B30302034B* 

50-3 1 5 

8305260281 

30-319 

P 

HQPCRAFT, C P 

8303240031 

71-9163 

8303170027 

50-220 

P 







HOPPER, A 

8305130299 

CONTRACT 

8303040336 

50-329 

E 

HOPPER. A 

8305180705 

CONTRACT 

8305260262* 

30-275 

Q 

HORIN, M A 

8305090018 

50-445 

B303060277* 

50-244 

P 

HORIN, M A. 

8305050013 

90-445 

0303100307* 

50-482 

Q 

HORIN. M A 

8305100267 

50-445 

8303060303* 

30-298 

t 







HQRIN, Vf A 

6305100267 

50-445 , 

8305260057* 

XPORTLIC 


HCRIN, W A 

8305130260 

50-445 

8303260070 

XPORTLIC 


HORIN, M A 

8305130260 

50-445 

9301060137* 

50-309 

P 

HORIN, N A 

6305160449 

PB 

0309040520 

30-440 

0 

HORTON, B M 

6305040207* 

FOIA 

0309040541 

50-440 

0 







H03EY. C H 

8305270265* 

50-280 

8303040544 

50-440 

0 

H08EV, C M 

8305270304* 

50-250 

0305090234 

FOIA 


HOUSTEAU, L 

B3052404O3* 

QA999 

0305170305 

50-440 

G 

HOUSTON. 0 

B309S5DI90 

50-416 

9305170341 

50-440 

0 

HOUSTON, R W 

8304140161* 

50-392 

0305100347 

PR 








HOUSTON. R W 

B30902Q090* 

50-373 

0305100404 

PR 


HOUSTON) R. W 

63031 70378* 

50-373 

0305020201* 

FOIA 


HOUSTON) R W 

6303170368* 

90-373 

8305040297* 

FOIA 


H0UT8. P 5 

0303270040* 

50-320 

8305040408* 

FOIA 


Hours. P S 

0303270046* 

50-320 

0305130006* 

40-672 








HDVI,L 

B305240336 

50-449 

8305130016* 

40-672 


HOWARD. A T 

6303190108* 

50-329 

0305130093* 

40-672 


HOWARD. A T 

8303190179* 

90-373 

0305270109* 

CONTRACT 


HOWARD. A T 

8309190207* 

FQIA 

0305240454 

50-247 

0 

HOWARD. T R 

8305030705 

40-0934 

8305090982 

WASTE MOT 







HOWE.P W 

8309030268 

50-324 

8309090617 

WASTE MOT 

HOWE.P M 

8305030463 

50-324 

83091 1021B 

WASTE MGT 

HOWE, P W 

0309060176 

90-329 

0309060303* 

90-298 

t 

HOME, P W 

6309200597 

50-324 

0309100370* 

50-325 

p 

HOME. P W 

6309200625 

50-324 , 

8309130113 

50-400 

s 







HOME. P W 

B30924043 4 

90-324 

0305200598 

50-440 

o 

HOME. R. 8 

8309200314 

50-30? 

0305200696 

90-440 

0 

HOYLE, A 

63D9040992 

CONTRACT 

0309170224* 

90-490 

0 

HOYLE, A. 

6309060246 

CONTRACT 

8309270192 

90-255 

a 

HOYLE. A 

6309110190 

CONtRACT 

8303280177 

40-2061 








HOYLE. A 

0309110194 

CONTRACT 

8309100379 

90-237 

Q 

HOYLE. A 

6309130396 

CONTRACT 

B305 100387* 

90-237 

Q 

HOYLE, A 

63091 BDD38 

50-247 . 

0305100409* 

90-155 

o 

HOYLE, J 

6309060460 

50-247 

0309170130 

90-266 

8 

HOYLE, J C 

8309060290 

50-277 

0305190343 

90-263 

F 







HOYLE, J C 

6309060250 

50-28? 

0309200458 

50-3 i 5 

F 

HOYLE, J C 

B3DS090499 

50-937 

8309270486 

50-309 

G 

HDYTfH F 

830425024 1 

50-443 

0305270493* 

50-305 

Q 

HOYTrH. F 

8309030570 

50-443 ' 

0309240268* 

50-456 

Q 

HOYT.H F 

6309060463 

50-443 

0309020158* 

FOIA 








HOYT.H F 

8309090500 

50-443 

0309030380* 

90-247 

8 

HOYT.H F 

0309100200 

50-443 

0309030407* 

50-247 

B 

HOYT.H F 

e305[30lBl 

50-443 ' 

0305160025* 

50-247 

8 

HOYT.H F, 

8309170470 

50-443 

0309110134 

27-48 


HOYT.H F 

6309240491 

50-443 

0305110155 

27-40 








HOYT.H F 

0309270590 

50-443 

0309170325 

50-142 

G 

H3IEH. D 

0309170101 

NUREO 

0309200496 

50-142 

G 

HSU. Y Y 

0309270109 

NUREO 

S309200652 

90-142 

G 

HUi C. K 

8309100201* 

50-392 

8305110512 

NUREQ 


HUANG. A Y 

8303100281* 

90-352 

0305060339 

50-392 

0 







HUSACEK, W G 

8305180075* 

50-4?a . 

0305260322 

50-352 

0 

HUBBARD, K. 8 

8309190209 

50-440 

0103300276* 

50-416 

A 

HUBBARD. M J 

B309200696 

90-440 

0305190209 

90-440 

0 

HUBBARD. R B 

6303260 103* 

50-279 

0305240517 

90-247 

H 

HUDSON, 5. D 

6303200392* 

90-220 

8309100349* 

QA999 








HUDSPETH, J B 

030306062 1 » 

90-346 

8305100355* 

06999 


KUEGNERrL G 

0309030992* 

30-461 

0305120170 

90-206 

H 

KUETER r L. J 

9309240292* 

90-331 

8305250450* 

90-27 1 

0 

HUFFMAN. 0 N 

830 927029 7* 

90-339 , 

8309050245* 

50-260 

a 

HUFFMAN. 0 M 

8309270387* 

90-269 

8309090272* 

50-299 

s 



• 




HUFFMAN, 0 M 

6309270466* 

90-302 

0305100014* 

90-299 

8 

HUGHES. J 

6309030916* 

90-4 54 P 

0305170034* 

90-296 

8 

HUGHES, d 

8309030916* 

90-454 : 

0305290271* 

90-209 

P 

HUGHES. J 

6309030916* 

90-494 . 

8305240144 

TOPREP 


HUGHES. J 

6309030916* 

90-454 f 

8305240194* 

TOPREP 




» 


B38 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEOaRY 

KUOHEBjP 0 

B3091 10G90* 

90-303 

8 

HUSHEBiP 0 

S3051301SB» 

30-302 

S 

KUKiLLiH D 

6303020232* 

30-289 

Q 

Kl/KlLLiH 0 

G305030095 

30-289 

S 

KUKILLiH D 

0303030102 

30-289 

S 

D 

B305030436 

30-289 

s 

HlMILLiH 0 

BGOSO^OS^A 

30-289 

p 

KliKlLLiH D 

B3050&04SB 

30-289 

R 

KliKlLCiH D 

0305060649 

30-289 

R 

KUKtLl.iH 0 

0303090433 

50-289 

P 

KUKILLiH D 

B3031 10236 

90-289 

S 

KUKILI. 1 H D 

aaosi 10333 

90-289 

8 

KUKILL. H D 

83051 10346 

50-289 

S 

HUKILLiH D 

8303120033 

50-289 

P 

HUKILL, H D 

8305130063 

90-289 

P 

KUrtlLL.H D 

03031 30070* 

50-209 

P 

HUKlLLrH D 

6303130160 

90-289 

F 

HUKILL, H D 

8303190138 

50-269 

P 

HUKILL, H D 

8303190240 

50-289 

R 

HUKILL, K D 

8305200173 

50-289 

P 

HUKILL, H D 

8305200502 

50-289 

P 

HUKILL, H D 

8305200347 

30-289 

8 

HUKILL, H 0 

8303230269 

30-289 

P 

HUKILL, H- D 

0305260083 

50-289 

Q 

HUKILL, H D 

0303260094 

90-289 

P 

HUKILLiH 0 

8305270203 

50-209 

R 

HUKILL. H D 

8305310205 

30-289 

P 

HULMAN', L 0 

8303100248* 

30-329 

T 

HUNNICUTT, D M 

8303100009* 

30-192 

Q 

HUNNICUTTrD M 

8303100142* 

30-458 

0 

HUNNICUTTi D M 

8305 100249* 

50-443 

Q 

HUMNICUTT, D M 

8303230314* 

30-450 

0 

HUMNICUTT, D M 

8305230449* 

30-443 

0 

HONNUM, M H 

8305230013 

50-201 

P 

HUNSTAD,A A 

0305240153 

30-306 

6 

HUHSTADiA A 

8305240166 

50-262 

S 

Hl/WT, M D 

8303270101* 

90-309 

Q 

HUNTER,!) a 

8303260231* 

50-330 

Q 

HUNTER.R S 

0303160104 

50-313 

P 

HUNTER, R 8 

8303240086* 

30-313 

Q 

HUNTER, R 8 

8303310009 

50-319 

P 

HURFORO,^ J 

8303040362 

50-261 

P 

HURFORDtH J 

8305240004 

30-324 

P 

HURFORD. U J 

0303250493* 

PR 


HURSHi J S 

6305060200* 

40-672 


HWANO, T 

8303030230 

XPORTHC 


HVLKA. R 

0303060317* 

30-237 

8 

lAVEWDITTI, A 

8303270073 

50-220 

8 

IBEN, C A 

8303020 1 34* 

50-254 

8 

IDEKEft, R L 

8305030694 

70-143 


IDEKER. R L 

8305190033 

70-143 


IONATONI8, A 

8303030374 

50-491 

5 

10NATOf41B, A 

8305110262 

50-370 

6 

lONATQNIStA 

B303130IB6 

50-370 

8 

lOMATOMlS, A 

8303270160* 

50-369 

Q 

IONATONI8, A 

8305310174 

30-369 

8 

IONATDrJig,A J 

8305270334* 

30-413 

Q 

rONATOHie,A J 

830527041 1* 

50-269 

a 

IONATONIS,A J 

8305270402* 

90-537 

0 

rONAT£>MIS,A J 

8305270602* 

30-413 

Q 

I LBEH&j D 

B3051 10126 

90-312 

P 

IHS, J 

8305110027 

NUREO 


IPPOLITO, T. A 

B30S030704 

HISC 


tflBY.fi U 

6303030272* 

30-296 

8 

IRUlNtO R 

8305110512 

NUREO 


IRHINiR B 

B305240517 

50-247 

H 

1 6 LEV, r 

8305130203* 

50-346 

8 

ISLEY, r 

8305240341 

50-346 

S 

IBBERQI^, 8 

8305120268* 

40-672 


JAaBaUiR,K N 

6303020028 

50-413 

E 

JABBDUR,K N 

8303240021 

50-413 

E 

JABBOUR 1 K N 

0303230211 

50-4 13 

Q 

UACKIVf, I N. 

8303020336* 

50-305 

Q 

JACKIH, I N 

6303120468* 

50-266 

0 

JACKIH, 1 H 

6303240061* 

50-202 

Q 

JACKSON, 0 

830906D134* 

71-9173 


JACKSON. J 

8309230335* 

PR 


JACKSON, K 

8305090653 

WASTE MOT 

JACKSON, L 

8303270270* 

30-537 

Q 

JACKSON, L H 

6303270442* 

50-338 

Q 

JACOBS. R 

8303250238 

50-272 

8 

JACQUES, P 

8303020078* 

50-316 

8 

JACQUES, P 

8303020151* 

30-313 

8 

JACQUES, P H 

8309130101* 

30-315 

8 

JAFFE.D H 

8305040763 

50-317 

P 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

JAFFEiD H 

0303170246 

30-317 

P 

JAPFE, D H 

0303100336 

30-317 

P 

JAPFE, D H 

83091B0768 

30-317 

P 

JAFFE. H 

JAIN. K 

0305240441 

8305020347 

90-247 

NUREO 

H 

JAKUBAlTISiT C 

8305060544* 

90-299 

9 

JAKUBAITIS. T C 

8303240214 

30-304 

8 

JANO. J C 

8309110277* 

30-317 

Q 

JAPE. F 

8309270131* 

30-369 

Q 

JAPE. F 

8305270243* 

30-309 

Q 

JAPE. F 

6303270306* 

90-416 

a 

JAPE. F 

8309270367* 

30-333 

0 

JAPE. F 

6303270433* 

30-389 

0 

JAPE, F 

8303270470* 

90-416 

Q 

JAPE, F 

0303270321* 

30-369 

Q 

JAPE, F 

8309270526* 

90-239 

0 

JAPE, F 

8305270562* 

90-390 

Q 

JAPE, F 

JARBOE.E D 

0303270397* 

8305180103 

30-291 

40-0033 

0 

JAUDONrJ P 

8305100361* 

30-313 

Q 

JAUDQN.J P 

8309230348* 

90-313 

G 

JEN I SON, K H 
JENKINS, 0 R 

B303130142 

0309270116* 

90-280 

70-1113 

8 

JENKINS.O R 

0305270297* 

50-335 

G 

JENKINS. 0 R 

0305270307* 

50-269 

Q 

JENKINS.O R 

8309270427* 

90-416 

Q 

JENKINS.O R 

0309270446* 

30-393 

G 

JENKINS.O R 

0309270466* 

90-302 

G 

JENNINGS. F 
JERHANrP C 

JERMAN.P C 
JERMAN.P C 

JO. J 

8309090257* 

8303120303* 

0309120310* 

0305120372* 

0303110131 

90-128 

40-672 

40-672 

40-672 

NUREO 

P 

JOHNSON. A 

0305170964* 

90-320 

Q 

JOHNSON, a D 

0309020138 

90-293 

S 

JOHNSON. B 0 

8309020173 

90-239 

8 

JOHNSON, B D 

0309040475 

90-299 

Q 

JOHNSON, B D 

0309060368 

90-299 

8 

JOHNSON, B D 

0309100076 

90-259 

R 

JOHNSON, a D 

0309100170 

50-233 

P 

JOHNSON, a D 

8309100370 

90-259 

6 

JOHNSON, B 0 

8309100396 

90-299 

8 

JOHNSON, 6 D 

8309130140 

90-298 

8 

JOHNSON, B D 

0303130200 

30-239 

8 

JOHNSON, a D 

0305130229 

90-299 

8 

JOHNSON, a D 

0309240011 

50-295 

S 

JOHNSON, a D 

0309240043 

90-295 

G 

JOHNSONiB 0 

0305240371* 

90-299 

G 

JOHNSON, a D 

8305240410 

90-293 

R 

JOHNSON, a D 

830931016B 

90-299 

S 

JOHNSON. 8 D 

8309310197 

90-239 

8 

JOHNBON.fi D 
JOHNSON, 0 U 

8309310202 

8206100204 

90-239 

RES 

8 

JOHNSON, C E 

8309100142* 

30-438 

Q 

JOHNSON, C E 

8309230314* 

50-430 

Q 

JOHNSON, E H 

0305200236* 

90-362 

Q 

JOHNSON. F 

8309110089* 

50-373 

P 

JOHNSON. 0 E 

9309030904 

30-413 

0 

JOHNSON,© E 

8303030976 

30-413 

0 

JOHNSON. 0 E 

0309090080 

30-413 

0 

JOHNSON, 0 E 

0309100232 

90-413 

0 

JOHNSON, 0. E 

8309110462 

30-413 

0 

JOHNSON, 0 E 

8309130096 

30-413 

0 

JOHNSON, 0 E 

0309170396 

90-413 

0 

JOHNSON. 0 E 

8309230093 

30-413 

0 

JOHNSON. J 

0303160142* 

90-293 

Q 

JOHNSON, J. C 
JOHNSON, J D 
JOHNSON, L 
JOHNSON, L 

JOHNSON, L 
JOHNSON, L 

8309110147 

0303310210 

0303030213* 

0309030278* 

8309030206* 

0309030323* 

WASTE MOT 
NUREO 
70-378 
70-378 

70-370 

70-370 

JOHNSON. P K 

0303170437* 

90-09 

G 

JOHNSON, T C 
JOHNSON, T L 

JOHNSON,! L 
JOHNSON, T L 
JOHNSON, T. L 

8303090670 

8309030006 

0309230199 

0303290270 

0309290993 

WASTE MOT 
40-1341 

40-7069 

40-8786 

40-8786 

JOHNSON, U 

0309230479* 

90-283 

Q 

JOHNSON, V D 

8304150194* 

30-313 

Q 

JOHNSON, W D 

8309100116* 

30-482 

Q 

JOHNSON, W D 

8309100160* 

30-402 

G 

JOHNSON, W 0 

0303100244* 

90-203 

Q 

JOHNSON, N. D 

8309100362* 

90-313 

G 

JOHNSON, U 0 

0309230348* 

90-313 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

JOHNSON, W D 

0309230400* 

90-482 

G 

JOHNSON, W K 

0309290948* 

90-483 

0 

JOHNSON, W K 

0309290946* 

90-483 

G 

JOHNSTON, 0 

JONES, D W 

JONES, D W 

8309170302* 

8309270167* 

0309310022* 

90-928 

70-143 

70-1201 

G 

JONES, W C 

0309030196 

90-289 

P 

JONES, W C 

0309030489* 

90-289 

F 

JONES, W C 

0309040619* 

90-289 

F 

JONES, W C 

0309060069 

90-289 

I 

JONEB, W C 

8309060186 

90-289 

P 

JONES, W C 

8309180603* 

90-289 

F 

JONEe, W C 

8309160027 

90-289 

P 

JONES, W. C. 

8309160111 

50-283 

R 

JONES, W C 

8309170469 

50-289 

R 

JONES, W C 
JONESONiB J 
J0NE8ON, B J 

0309240474 

0309120471* 

0309120476* 

90-209 
40-21 9 
40-219 

P 

JORDAN, E L 

0303040021 

30-3 

G 

JORDAN, E L 

0303040023 

90-3 

Q 

JORDAN, E, L 

8303040029 

30-a 

0 

JORDAN, E L 

8303040026 

50-3 

G 

JORDAN, E L 

8303040027 

90-3 

a 

JORDAN, E L. 

8303040020 

50-3 

G 

JORDAN, E L 

8303040030 

90-3 

Q 

JORDAN, E L 

8303040031 

30-3 

Q 

JORDAN, E, L, 

8303040033 

90-3 

Q 

JORDAN, E L 

8303040034 

30-3 

0 

JORDAN, E L 

8303040040 

90-3 

Q 

JORDAN, E L 

8303040046 

50-3 

G 

JORDAN, H 

0305270011* 

90-261 

P 

JORDAN, N. 

8309020911 

90-331 

8 

JORDAN,M J 

8309020460* 

90-10 

Q 

JORDAN, M J 

0309100218* 

90-331 

0 

JORDAN. W. H 

0309270634 

90-382 

0 

JORDAN, W 8 

0309160002 

90-443 

0 

JORDAN, H 8 

8309160002 

90-443 

0 

JORDAN, W S 

8309160019 

90-443 

0 

JORDAN, W 0 

8309160019 

90-443 

0 

JORGENSEN, a L 

8309200247* 

90-299 

Q 

JORGENSEN, 6 L 

0309240037* 

90-299 

0 

JOSHUA, G 

0309240917 

90-247 

H 

JOY, J 

0309240494 

90-247 

0 

JOYNER 

6309100004 

90-278 

0 

JOYNER, J. 

8309030499 

90-394 

0 

JOYNER, J 

0309120434 

90-272 

8 

JOYNER, J H 

0309020499 

90-219 

8 

JOYNER, J, H. 

6309030294 

90-286 

3 

JULIAN, C 

0309270219* 

90-290 

Q 

JULIAN, G 

8309270439* 

90-28'0 

a 

JULIAN, C 

8309270944* 

90-330 

Q 

JULIAN, C. A. 

0309100098 

90-290 

8 

JULIAN, C A. 

6309130142 

90-280 

8 

JULIAN, C. A. 

8309270495* 

90-338 

G 

JULIAN, C A 

8309270490* 

90-280 

G 

JUNOE,M A 

8309110363* 

90-317 

3 

JUNOE, h A 

8309190392* 

90-318 

3 

JUNGE, M. A. 

KANLE, J B. 

8309230960* 

8309290937 

90-317 

70-143 

3 

KAHLE, J B 

8309270121* 

90-302 

Q 

KAHLE, J B 

0309270469* 

90-111 

Q 

KALIVIANAKI8, N 

8309020142 

90-294 

0 

KALIVIANAKI8, N 

6309030321 

90-294 

8 

KALIVIANAKtS, N 
KALiVtANAKiS, N. 

0309060390 

8309090231 

90-294 

71-6346 

8 

KALIVIANAKIS, N 

8309130212 

90-294 

3 

HALXVIANAKIS, N. 

8309170372 

90-294 

A 

KALIVIANAKIS, N 

8309240317 

30-294 

B 

KALIVIANAKIS, N 

8309240321 

30-294 

S 

KALIVIANAKIS, N. 

8309260206 

90-269 

8 

KALIVIANAKIS, N 

0309310142 

90-254 

e 

KALIVIANAKIS. N. 
KALKWARF, D. R 
KALKWARF, 0. R 
KALMAN, K L 

9303310192 

0309060674 

0309110497 

0309290203 

90-263 

NUREO 

NUREO 

40-86^7 

0 

KALN1N8, A 

8309290271* 

90-287 

p 

KAMHCR. D S 

8309030943 

90-390 

E 

KAMMER, D, 8 

8309040633* 

90-259 

F 

KAMMER, D 8 

8309130029 

90-327 

P 

KAMMER, D & 

0309130041 

90-327 

F 

KAMMER, D 8 

8309240394 

90-327 

P 

KAMMER, D. 8. 

8309290473 

90-259 

P 

KAMMER, D. 8. 

8309270233* 

50-390 

G 

KAMMER, D. 5. 

0309270992* 

90-438 

Q 

KAMKERER, C 

0309180221* 

90-498 

A 
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ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

AUTHOR 

NUMBER 

CATEOORy 

AUTHOR 
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KAMHERER^ C 

B305S3019<?» 

30^320 

T 

KELLY, H J 

B303270249 

30-275 

S 

KIRSCH, D F 

8305170339* 

30-273 

0 

KAMMEREftrC 

B3052A0401 « 

30-338 

A 

KEMPER. J 8 

8303020335 

50-352 

A 

KlflSCH. D F 

0305170361* 

30-361 

0 

KANOAi B K 

S30903046B 

30-320 

R 

KEMPER. J a 

8303030202 

50-332 

Q 

KIRSCH. D F 

0303170365* 

90-206 

Q 

KANOAi Q K 

8303030327 

30-320 

B 

KEMPER. J 8 

8303060S07 

50-352 

A 

KIRSCH. D F 

8305170420* 

50-361 

0 

KANOA«B K 

8303060082 

50-320 

F 

KEMPER. J S 

8303100275 

50-352 

A 

KlftSCH. D F 

8305170421* 

50-361 

0 

KANOAiB K 

8303110321 

30-320 

S 

KEMPIAK. A J 

83031 90332* 

30-373 

P 

KIRBCHi D F 

8305170432* 

50-09 

0 

KAMOA. B K 

B3031 10370 

30-320 

a 

KEMP I AK. A J 

8303190363* 

30-373 

P 

KIRSCH. D F 

0305170437* 

50-87 

0 

KANOA.fi K 

8303120013 

30-320 

» 

KENDALL. R 

8212070092* 

MISC 


KIRSCH. D F 

8303170400* 

50-361 

0 

KANOAiB K 

8305120312 

50-320 

T 

KENNEDY. D M 

8303110396 

30-233 

R 

KIRSCH. D F 

0305260262* 

50-275 

0 

KANOA. B K 

8303170435 

30-320 

P 

KENNEDY. R P 

0303170344* 

30-3-29 

A 

KIRSCH, D F 

8305260272* 

30-275 

0 

KANOA. B K 

8303170448 

30-320 

P 

KENNEDY, R T 

7909180214* 

30-498 

B 

KIRSLIS, S 8 

0305100166* 

50-443 

Q 

KANOAiB K 

8303200363 

30-320 

F 

KENNY. T J 

8303100410* 

50-206 

Q 

KISH. J N 

0305170153* 

50-S46 

0 

KANOA. B K 

8303240348 

30-320 

R 

KENNY, r J 

8303230230* 

30-206 

Q 

KISISEL. 1 T 

0305 190303* 

50-373 

P 

kanoa. b. k 

8303230233 

30-320 

P 

KENYON. 8 D 

8303100016 

30-307 

P 

KISTER. H 

0303100410* 

50-206 

G 

KANOAiB K 

8303230385 

30-320 

R 

KENYON, B 0 

8303100019* 

30-307 

P 

KISTER. H 8 

0305100433* 

50-247 

G 

KANOA. B K 

8305310001 

30-320 

8 

KENYON. B D 

8303270255 

50-387 

Q 

KISTER.H B 

8305 1 1 039 1 * 

50-333 

0 

KANOA. D K 

8303310038 

30-320 

P 

KENYON. T J 

0303240660 

50-390 

A 

KISTER.H 8 

0305110500* 

50-333 

0 

KANOAiB K 

8303310118 

30-320 

P 

KEPPLER, J 0 

7911150353* 

FOIA 


K28TER.H B 

0305190334* 

50-410 

0 

KANOAiB K 

8305310136 

30-320 

P 

KEPPLER, J 0 

8303020336 

50-461 

Q 

KISTER.H B 

8305200392* 

50-220 

Q 

KANTORi r. 

83031 70038* 

30-289 

O 

KEPPLER. J 0 

0303020339* 

50-461 

Q 

KJSTER.H 0 

8305250230* 

50-286 

0 

KAPLAN. C 

8303030608 

50-247 

Q 

KEPPLER, J 0 

0303060410 

30-295 

0 

KI8TER. H B 

0303250453* 

30-844 

0 

KAPLAN. C 

8303240332 

30-247 

Q 

KEPPLER. J 0 

8303090549* 

30-358 

T 

KIBTER. H B 

0305250538 

50-286 

0 

KAPLAN. C 

8305240332 

30-247 

Q 

KEPPLER, J 0 

0303100124 

50-329 

r 

HITLER. E J 

0305120330* 

50-320 

T 

KARMAN. M 

8305170002 

30-482 

O 

KEPPLER. J 0 

8305130258 

30-409 

a 

KLEIN, D 

0305100009 

30-192 

P 

KARHAN. h 

8303170333 

30-261 

Q 

KEPPLER, J 0 

0305170392 

50-329 

H 

KLEINSOROE.W P 

0305270402* 

30-369 

0 

KARSCHiR. □ 

8303030474* 

30-483 

Q 

KEPPLER, J 0 

0303170458 

30-454 

a 

KLEINSQROE.frl P 

0305270406* 

50-400 

0 

KA8TENBER0.W E, 

8303130326 

ACR8 


KEPPLER. J Q 

8305190269 

30-338 

Q 

KLEINSOROE.M P 

03O527O47B* 

90-393 

0 

KAUFMAN. P H 

8303260182 

30-27S 

Q 

KEPPLER. J 0 

8305190329* 

30-373 

Q 

KLEVIN.P D 

0303120234* 

40-672 


KAUFMANNi J, E 

8303130361* 

CONTRACT 


KEPPLER. J 0 

0305190384* 

30-373 

Q 

KLiMArD L 

0305 1 1 0296 

50-410 

0 

KAVANAUOH.P F 

8303060331* 

CONTRACT 


KEPPLER, J 0 

830S200454 

50-358 

A 

KLINOLER. 0 

0305090397 

50-272 

0 

KARACHI. M. 

8303170738 

71-9033 


KEPPLER. J 0 

0303200538 

50-358 

A 

KLINQLER. 0 

8305240439 

ILE 


KAY. J A 

8305060192 

30-29 

F 

KEPPLER. J O 

8303240080 

40-2061 


KMETYK.L N 

030531 0209 

NUREG 


KAYtJ A 

8303060213 

30-29 

F 

KEPPLER. J 0 

0303240380 

50-266 

a 

KNAPP. M R 

0305090572 

WASTE MOT 

KAY. J. A. 

8305100228 

50-29 

P 

KEPPLER. J 0 

8305240406 

50-461 

A 

KNAPP. P J 

0305120310* 

40-672 


KAYi J A 

S303I 10010 

30-29 

F 

KEPPLER, J 0 

8305240407 

30-461 

A 

KNAPP. P J 

0303120372* 

40-672 


KAY. J. A. 

8303170439 

50-29 

P 

KEPPLER. J Q 

8305250144* 

50-373 

F 

KNEPPEL. D S 

0305 120269* 

70-82 


KAY. J A 

8303240364 

30-29 

P 

KEPPLER. J.O 

8305260246 

50-461 

A 

KNICELEY. J- R 

B305030921* 

90-264 

0 

KEABNEY. fl 

8303030711 

40-2239 


KEPPLER. J 0 

8305260310 

50-329 

Q 

KNICELEY. J R 

0305100365* 

90-156 

G 

KEARNEY. B. 

8308060222 

40-8340 


KEPPLER, J 0 

830 5260405k 

50-358 

T 

KNICELEY. J R 

0305200482* 

70-925 


KEARNEY. B 

8303160276 

40-299 


KERCH, H 

8305230373* 

50-307 

0 

KNIEL. K, 

0303060153* 

FOIA 


KEARNEY. J. J 

83031B03SB 

PR 


KERN. P 

8305100439* 

50-322 

H 

KNIOHT.M ft 

0305260233 

80-546 

F 

KEARNEY. J J 

8305230420 

PR 


KERN8. M 

8305130120* 

50-206 

P 

KNlOHTONrO W 

0305020306 

90-400 

A 

KEARNY. B. 

8303130312 

40-2239 


KERR.G W 

8305170137 

NUREO 


KNIOHTQN.G W 

0305020990 

90-309 

E 

KEATINO. D. E 

8303120348* 

50-461 

0 

KESHISHIAN.P I 

8305120133* 

50-443 

O 

KNIGHTON. 0 W 

B3050 30022 « 

90-309 

P 

KEATINO. 0 E 

8303120420* 

50-373 

Q 

KE8BLER.P J 

8305240517 

30-247 

H 

KNIGHTON. G U 

830506 0290 

30-309 

P 

KEATINO.D E. 

8303190183* 

30-233 

Q 

KETZLACH.N 

8305240559 

70-2983 


KNIGHTON. 0 U 

0305060303 » 

90-309 

P 

KEATINO. D E 

8303260231* 

30-350 

0 

KETZLACH.N 

8303240563 

70-2903 


KNIGHTON. 0 N 

0305060683 

90-361 

P 

KEATINO. L A 

8303100223* 

30-322 

0 

KEUPER. J 8 

8305230133* 

50-352 

A 

KNIGHTON. 0 W 

B3051 10179 

50-361 

P 

KEIMIO 

8303060338 

30-277 

s 

KEY, W J 

8303020360* 

50-331 

Q 

KNIGHTON, 0 W 

0305110102* 

90-361 

P 

KEtHIO.R 

8363030094 

30-289 

8 

KEY, N J 

8303120449* 

50-237 

Q 

KNIGHTON. 0 N 

0303110108* 

30-361 

P 

KEIMIO. R 

8305030450 

30-272 

a 

KHLAFALLAH.M Z 

8305100281* 

50-352 

A 

KNIGHTON. G W 

0305130332 

90-443 

A 

KEIMXO.R 

8305030334 

50-289 

8 

KIBLER. 0 R 

8303240221 

50-331 

B 

KNIGHTON. G M 

0305130335 

90-443 

A 

KEIMIO. R. 

8303060387 

80-277 

8 

KIBLER. D R. 

8303270429 

50-331 

8 

KNIGHTON. G N 

0305170229 

30-361 

P 

KEIMIO. R 

8303100238 

30-272 

8 

KIELiO R. 

8303170304 

XPORTLIC 


KNIGHTON,© N 

0305170236* 

30-361 

P 

KEIMIO. R. 

8303160199* 

50-289 

0 

KlELiO R. 

8303170616 

XPORTLIC 


KNIGHTON. G N. 

B305I 70377 

50-400 

A 

KEIMIO. R. R 

8303170031* 

30-289 

0 

KIEL. 0 R 

8303170621* 

XPORTLIC 


KNIGHTON.© W 

8305180024 

S0-27S 

P 

KEIMIO, R R 

83051 70266* 

30-219 

Q 

KIEL.© fl 

8303160067 

XPORTLIC 


KNIGHTON. O N 

0303100023* 

50-275 

P 

KEI8ER.M N 

8303030334 

30-387 

8 

KIEL.O fl 

8303180073* 

XPORTLIC 


KNIGHTON. G W 

8305180032* 

30-S75 

P 

KE15ER.H N 

8303060442 

30-307 

8 

KIEL.O fl 

8303180833 

XPORTLIC 


KNIGHTON, 0 N 

8305200122 

30-400 

D 

KEiaER.H. U 

8303060392 

30-307 

3 

KIEL.O. R 

8303260018 

XPORTLIC 


KNIGHTON. G N 

8303200123* 

30-400 

D 

KEIBER.H N, 

8303110241 

30-387 

B 

KIEL.O R 

8303260064 

XPORTLIC 


KNIGHTON. 0 W 

0303200197 

30-400 

D 

KEI6ER. H. W 

8303110348 

30-307 

5 

KIMBRELL.M 

8303270011* 

50-26 1 

P 

KNIGHTON. 0 N 

0305200205 

30-400 

D 

KEIfiER.H N 

8303110421 

30-307 

8 

KINCAID. R H 

8303170344* 

50-329 

A 

KNIGHTON. 0 W 

8303200209 

30-400 

D 

KEIBERiH U 

8303120422 

30-387 

B 

KiNOiJ P. 

8303240042 

50-322 

A 

KNIGHTON. 0 W 

0305230003 

90-920 

A 

KEIBER.H M 

8303160124 

30-307 

0 

KINNEMAN. J. 

8303030189 

lIcE 


KNIGHTON. G N 

0305230263 

90-412 

A 

KEIBER.H N. 

8303160132 

30-307 

8 

KINNEMAN. J. 

8303030193 

lltE 


KNXOKTON. G N 

0303230273 

50-328 

E 

KEIBER.H W 

8303160140 

30-307 

B 

KINNEMAN. J. D 

8112160239* 

40-672 


KNIGHTON. 0. W 

0303230296 

50-400 

E 

KEISERi H. W. 

8303200353 

30-307 

6 

KINNEMAN. J. D 

8305050166* 

40-3079 


KNIGHTON. 0. W 

0309240038 

90-528 

A 

KEI6ER. H H. 

8303200640 

30-307 

8 

KINNEMAN, J. P 

8303060189* 

40-672 


KNIGHTON. 0 N 

0303260038 

50-443 

E 

KEIBERiH N. 

8303230471 

30-307 

8 

KINNEMAN. J. D 

8303060214* 

40-672 


KNOP. R C 

0303020339* 

S0-46t 

Q 

KEITH. H. N, 

8305110264* 

30-333 

8 

KINNEMAN. J. D 

8303120330* 

40-672 


KNOP, R C 

0303170013 

90-461 

Q 

KEITH. H N 

8303110408* 

30-333 

6 

KINNEMAN. J. 0 

8303120630* 

40-672 


KNOP. R C. 

0303240264 

30-496 

0 

KEITH. H N 

0303110416* 

30-333 

6 

KINNEMAN. J. D 

0303 I 30031* 

40-672 


KDESTER.G L 

0309020421 

90-402 

F' 

KELLEY. D. L, 

8303170318* 

30-443 

a 

KINNEMAN. J, 0 

8305130037* 

40-672 


KOEBTER.G L 

8309030334 

50-402 

8 

KELLEY. J L. 

8305040412 

30-400 

0 

KINNEY, W W 

8303020332* 

30-57 

Q 

KOeSTER.G U 

0303030378 

30-402 

8 

KELLEY. J. L 

8303170472 

30-413 

0 

KINNEY. N U. 

8305030236* 

50-97 

Q 

K0E9TER. 0 L 

0303030492 

50-402 

8 

KELLEY. W, D. 

8303030473* 

QA999 


KINNEY. U. W 

83051 10393* 

30-225 

0 

KOESTER. 0 L 

0305030622* 

50-402 

0 

KELLEY. H D. 

8303040200* 

FOIA 


KINNEY. U, H. 

8303230436* 

3O-t04 

O 

K0E8TER. Q L 

0305060346* 

50-482 

Pf 

KELLEY. H, D 

8303270307* 

QA999 


KINNEY. N H 

8305270208* 

SO-&04 

Q 

KOESTER, G L 

0303200339 

50-482 

8 

KELLY. E M. 

8303030333* 

50-309 

Q 

KINTNER.L L 

8305120022 

50-358 

A 

KOESTER. 0 L 

0305230409* 

50-402 

Q 

KELLY. J A 

8303020436 

30-313 

Q 

KlRKrW F. 

8303250382* 

70-37 1 


KQESTER. 0 , L 

0305230567 

90-482 

1/ 

KELLY. J. A 

8303030308* 

70-846 


KXRKKAN.R H 

8303120237* 

40-672 


KOESTER. G L 

8305310110* 

50-402 

0 

KELLY. J. A 

8305260304* 

30-290 

0 

KIR8CH, 0 F 

8303060380 

30-275 

a 

KOESTER. 0 L 

0305310140 

50-4S2 

6 

KELLY. R, B, 

8303030461 

PR 


KIRSCK. D F 

8303130187 

30-273 

3 

KOLTAY. P 

0305100433* 

90-247 

Q 

KELLY. W J 

8303240397 

30-273 

8 

KlflSCH. 0 F, 

8303160009 

50-275 

8 

KOMESi J N 

0303200593* 

QA999 

f 
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KQNKLlNi J E 

Bsodos-oses* 

30-341 

0 

LANK 8 BURY 1 R D 

8305260224# 

30-440 

0 

LEVl.R P 

8309230006 

ADVCM 


KONKLIN. J- E 

a305030S37« 

30-440 

T 

LAMPHER.L C 

6305030001 

50-322 

0 

LEVr.R P 

0309230010* 

ADVCM 


K09INSKY. E J 

0305110491 

NUREO 


UANPHER.L C 

0303030001 

50-322 

0 

LEVZ.R P. 

8309230017# 

ADVCM 


K.05LA. B 

0305120129 

40-3392 


lanpher,l C 

0305100157 

30-322 

0 

LEVI.R P 

0309230029# 

ADVCM 


KOSLA. D 

9305170724 

40-3392 


LANPHER.L C 

6303100137 

90-322 

0 

LEVl.R P 

8309230032# 

ADVCM 


KOSMANiH D 

B3O5O4>O303* 

30-298 

I 

LANPHER.L C 

8305100341 

PR 


LEVl.R P 

0309230040# 

ADVCM 


KOUTS.H J 

9303110237 

NUREO 


LARIZZA.O F 

0305230364# 

90-244 

s 

LEVl.R P 

8309230040# 

ADVCM 


KRAFTiD C, 

9305200 19A» 

30-140 

0 

LARSON, C E 

8303100332 

90-263 

Q 

LEVIN, H 

8309200993 

90-329 


KRAULiC U 

0305020169# 

FQIA 


LASSAHN.O D 

0303110482 

NUREO 


LEVIN. H A 

8304220919 

90-329 


KRAULiC W 

0303040294# 

FQIA 


LATHAM. S B 

6303100201 

90-322 

0 

LEVIN. H A 

8309200979# 

50-329 


KRAULIC 14 

0303050333* 

70-378 


LATHAM. S a 

8305100449 

PR 


LEVIN, H A 

B309310199 

90-329 


KRAULiC M 

8305030339# 

70-378 


LATHAM, W K 

8303060413 

90-312 

P 

LEVIN, H A 

8309310203# 

90-329 

F 

KRAUSEiD F 

0305060414# 

30-313 

8 

LATHAM, W K 

8305060429 

90-312 

P 

LEVINE, D L 

8309260004# 

71-9992 


KRAUSEiD F 

0305240374* 

50-313 

S 

LATHAK. W K 

8303130160 

30-312 

5 

LEVINE, J M 

0309060991# 

90-313 

F 

KRAUSEiR U 

0305120439# 

50-298 

s 

LAUREM60N. J A 

0303090496 

S0-4B2 

0 

LEVINE, J M 

8309260249 

30-368 

E 

KRAVITSi D L 

0303170070* 

CONTRACT 


LAUREN 8 QN. J A 

0303090303 

30-4B2 

0 

LEVINE . 8 

0309230039# 

FOIA 


KRECHTINO.J E 

8303030271 

50-273 

R 

LAUREMSON. J A 

0303160131 

90-322 

0 

LEVINE , 8 

8309230097# 

FOIA 


KRSCHTINOiJ E 

8303030338 

30-273 

R 

LAWSON, L T 

0303260261 

90-269 

J 

LEVINE, a H 

0309100393 

PR 


KRECHTINO.J E 

0305100173 

50-273 

R 

LAYFIELD.R L 

0303030207# 

70-378 


LEWIS, H 

0309100678# 

ACR 8 


KRECHTINO.J E 

8303120203 

30-275 

R 

LAYFIELD, R L 

9303030212* 

70-378 


LEWIS, J P 

8309180047# 

90-247 

P 

KRECHTINO. J E 

9303170311 

50-273 

R 

LAYFIELD.R L 

8305030264# 

70-370 


LEWIS, K. 6 

0305160177 

90-352 

G 

KRECHTINO.J E 

9303100377 

50-273 

R 

LAYFIELD. R L 

8303030304* 

70-370 


LEWIS, H I 

8309030418 

PR 


KRECHTINO.J E 

0305230213 

30-273 

R 

LAYFIELD.R L 

0303030309# 

70-370 


LEWIS, M I 

0309200441 

PR 


KRECHTINO.J E 

0303230336 

50-273 

R 

LAYFIELD.R L 

8305030332# 

70-370 


LEWIS, M 1 

8309200496 

PR 


KRECHTINO.J E 

0305230466 

50-273 

R 

LAYFIELD.R L 

0303040587* 

70-370 


LEWIS, M I 

0309240916 

90-352 

0 

KRECHTINO.J E 

0303310186 

30-273 

R 

LAZARUS, W 

B305O304S0 

90-272 

8 

LEWIS, N. D 

0305310076 

50-460 

0 

KRiCHiR M- 

9305030153 

50-255 

8 

LAZARUS, W J 

0303230463# 

50-336 

Q 

LEWIS, R C 

8309100098 

90-290 

a 

KRiCHiR li 

8303030642 

30-233 

8 

LAZO. L 

0303170186 

50-412 

F 

LEWIS, R G. 

8309270202 

90-259 

0 

KRICHiR M. 

0303100306 

30-235 

8 

LAZO. L 

8305170199 

90-412 

C 

LEWIS, R C 

8309270280 

90-302 

a 

KftlEOERiR M 

9303100377 

30-206 

P 

LAZO. L 

8303310234 

90-412 

F 

LEWIS, R C 

0309270345 

90-299 

a 

KRiEOERi R M 

0305120166 

50-206 

P 

LE FEBVRE.B J 

8305100273# 

90-334 

0 

LEWIS, R C 

8309270349 

50-389 

0 

KRtEOER.R H 

0303120189 

50-206 

P 

LE.N 8 

6309120153# 

90-449 

0 

LEWIS. R C 

8309270362# 

90-299 

(t 

KRIMH. R H 

0303060306 

50-247 

0 

LEAVEftTON, W 

B305240317 

90-294 

8 

LEWia.R. c, 

0309270369# 

90-389 

0 

KRIHM.R W 

0303100122 

30-293 

F 

LEDDICK.R S 

0305030489 

90-900 

8 

LEWIS, R C 

8309270394 

90-330 

0 

KRlMHiR H 

8305100143 

30-289 

F 

LEDDICK.R 8 

8305160049 

50-900 

8 

LEWIS, R C 

0309270412 

50-395 

Q 

KRDNZEKi A L 

0303120373 

FOIA 


LEE.B S 

8305110127 

NUREO 


LEWIS, R C 

8309270421# 

90-330 

0 

KRUG. H E 

0303270307* 

50-231 

0 

LEE.H R 

8305120264# 

40-672 


LEWIS, R C 

0309270433# 

90-393 

a 

KUCZYNSKI.L A 

0303030338* 

50-387 

S 

LEE.K R 

6305310102 

90-490 

I 

LEWIS, R C 

8309270437# 

90-338 

0 

KUCZYNSKIiL A 

8303060398* 

50-387 

s 

LEE.O R 

0305030214 

90-267 

P 

LEWIS, R C 

0309270474# 

90-261 

0 

KUCZVNSKI.L A 

8303110247* 

30-307 

s 

LEE.O R 

6305030222* 

90-267 

P 

LEWIS, R C 

8309270479 

90-261 

0 

KUCZYNSKI.L A 

8303110330* 

50-387 

8 

LEE.R 

8305270109 

NUREO 


LEWIS, R G 

8309270494# 

80-261 

0 

Kl/CZYNBKl.L A 

8303160151# 

50-387 

8 

LEE.T D 

8305200318# 

70-143 


LEWIS, R C 

830927049? 

90-302 

<1 

Kl/CZYNSKI.L A 

8305200646# 

30-307 

s 

LEEiT D 

8305270613* 

70-143 


LEWIS, R C 

0309270907 

90-36? 

0 

KUHffe.H 0 

8303020463# 

50-219 

1 

LEECH, P H 

8305110219 

90-336 

P 

LEWIS, R C 

0309270909# 

50-302 

0 

KUNDER.O A 

8303120333# 

30-320 

T 

LBFAVE.W T 

8305100166# 

90-443 

0 

LEWIS, R C 

0309270912 

90-395 

0 

KUNISHI.H 

0305110398# 

30-334 

P 

LEIDICH.O R. 

8305040516* 

90-440 

T 

LEWIS, R G 

8305270919# 

90-399 

<1 

KUNKEL. T C 

8305270378 

30-247 

H 

LEMON. C e 

0305200575* 

90-329 

A 

LEWIS, R. G 

6309270927# 

90-260 

Q 

KUSHNERi H 

8303030439 

50-334 

8 

LEMPOES.T E 

0304110516 

90-220 

R 

LEWIS, R C 

8305270929# 

90-389 

<1 

KUZOrO B 

0303270354# 

30-302 

0 

LEMPOE0, T e 

8305060426 

90-220 

8 

LEWIS, R C 

830927055? 

50-339 

a 

KW0K*K 

0303160043 

50-20 

8 

LEMPOE0, T E 

8305060533 

90-220 

8 

LEWIS, R. C 

8309270579# 

90-339 

0 

LABATi V 

8303200134# 

CONTRACT 


LEMPOES. T E 

0305160097 

50-220 

R 

LEWIS, R C 

8305270580 

90-324 

Q 

LACEY. U 9 

8305030311 

30-334 

8 

LEMPOES.T E 

0305170393 

50-220 

R 

LEWIS. R. C 

8309270996# 

90-416 

Q 

LACEY. H & 

0303110343 

30-334 

8 

LEMPOES, T. E 

8303200203 

90-220 

B 

LEWIS, R C 

8309270621# 

90-324 

0 

LACEY. M S 

0303120402 

30-334 

8 

LEMPOES.T e 

8309200303* 

90-220 

0 

HANO,C Y 

8305100166# 

90-443 

0 

LACEYiU 8 

8303160058 

50-334 

8 

LENAHAN, J J 

8309270236* 

90-389 

0 

LICHTENBEROER 

0305200072 

TOPREP 


LACEYi U, 8 

0303190103 

30-334 

s 

LENAHAN.J J 

8309270348* 

90-400 

0 

LXCITRA, E A 

8309110022 

90-520 

A 

LACEY. W 8 

8303230320 

30-334 

8 

LENAHAN. J J 

8309270379# 

90-309 

0 

LICtTRA, E A 

8305170219 

90-920 

A 

LAOUN.R 

8303030193 

I6E 


LENAHAN.J J 

0309270632* 

90-400 

Q 

LICITRA,E. A 

8305240293 

90-920 

A 

LAFLAMME. 9 J 

0303230483# 

30-309 

8 

LENTINE.F 0 

0309040317 

50-299 

P 

LIDEN.E A 

8309090013 

90-272 

p 

LAFLEUR. J D 

8303230231# 

FOIA 


LENTINE.F 0 

8309 1702 1 8 

90-299 

P 

LIDEN. E. A 

8309090497 

90-272 

P 

LAQRANOEiR 0 

8305100419* 

30-443 

0 

LENTINE.F 0 

8305200351 

90-299 

0 

LIDEN.E A 

8309110007 

90-311 

P 

LAORANOE. R 0 

9303100424# 

30-443 

0 

LENTINE.F 0 

0305240473 

90-299 

p 

LIDEN, E. A 

8309110194 

90-272 

P 

LAINA8. 9 C 

0303060333 

30-247 

P 

LENTINE.F <3 

8309240506 

90-299 

p 

LIDEN, E A. 

8309170328 

90-272 

P 

LALK^ K 

8303230363# 

30-483 

0 

LENTINE.F 0 

6309250077 

90-299 

p 

LIDEN, E. A. 

8309230094 

90-311 

P 

LALKr H 

0303230363* 

30-403 

0 

LEONARD. J R 

8305160286* 

90-369 

F 

LIDEN, E. A 

6309230904 

90-272 

P 

LAH8.C 

8303170301# 

30-434 

0 

LEPEL, E A 

8309110457 

NUREO 


LIEBERMAN. J. 

8305040949# 

90-199 

0 

LAMB. C 

B3051703B1# 

30-434 

0 

LES8V. R P 

8305030517 

27-39 


LZEBLER. 0. H 

8309040247# 

50-3 

F 

LAMB.C 

6303170301# 

30-434 

0 

LES8Y. R. P 

8305060329 

90-443 

0 

LIN, D L 

8309110492# 

90-373 

R 

LAMBERT, N E 

0303160129 

30-262 

p 

LE69Y,R P 

0305100158 

90-443 

0 

L INDELL. M 

8309270046# 

90-3S0 

P 

LANDERS, D F 

0305270001 

30-322 

A 

LE88Y, R P 

9309100219 

90-443 

0 

LINDER, F 

8309020146 

90-409 

a 

LANDORAF, L C 

6305090480 

30-341 

F 

LE88Y, R P 

8309100221# 

90-443 

0 

LINDER, F 

8309100025 

90-409 

p 

LANDORAF, L.C 

8305090480 

30-34 1 

F 

LES8Y, R. P 

8305100334 

90-443 

0 

LINDER, F. 

8305120066 

90-409 

p 

LANDtS.K D 

8303200430 

50-333 

8 

LESSY.R P 

8309100356 

90-443 

0 

LINDER. F 

8309130112* 

90-409 

Q 

LANDRiEUiP R H 

8303250387 

50-354 

R 

LESaV, R P 

0305100379# 

90-443 

0 

LINDER. F 

0309160090 

90-409 

F 

LANDBMAN, R B 

8303100217 

30-329 

T 

LESSY, R. P 

8309100392# 

90-443 

0 

LINDER, F. 

0309230398 

90-409 

P 

LANDSMAN, R B 

8303100261 

30-329 

T 

LESSy, R P. 

8305100411# 

50-443 

0 

LINDER, F, 

8305240327 

90-409 

a 

LANEj V H 

8303270333 

30-322 

0 

LESSY. R. P 

8309100425# 

90-443 

0 

LINDER, F, 

8309310169 

90-409 

F 

LANIK. 0 

8303040743* 

30-259 

P 

LE 8 SY 1 R. P 

0309100430# 

90-443 

0 

LINDSAY, F J 

8309130211# 

90-304 

6 

LANK FORD 1 J 

8303090461# 

30-395 

0 

LESSY, R. P 

0309 100432# 

90-443 

0 

LINDSAY, I D 

8309100328 

90-498 

0 

LANKFORD, J Q 

8303270167# 

70-143 


LETaCHE,K J 

0309120297 

90-322 

0 

LINEMAN, J J 

8309030086 

40-1341 


LANKFORD, J B 

8305310022* 

70-1201 


LET8CHE, K. J 

8309120297 

90-322 

0 

LINEHAN.J J 

8309060369# 

40-8763 


LANKFORD, J. B 

8303310134# 

70-1113 


LET8CHE, K J 

8309120329 

90-322 

0 

LINEMAN, J. J 

8309130319 

40-4492 


LANKSBURY, R D 

8303090313# 

80-373 

Q 

LETSCHE.K J 

030912032? 

90-322 

0 

LINEHAN.J J 

8309130333# 

40-0703 


LANK9BURY, R D 

9305170403# 

30-373 

Q 

LEVI, I 

8309160020# 

90-247 

0 

LINEHAN.J J 

8309130336 

40-0663 


LANKGBURY, R D 

B30S240247# 

50-373 

0 

LEVI, I 

8309160028# 

90-247 

0 

LINEHAN.J. J. 

8309170989 

40-0004 




PERSONAL AUTHOR INDEX 


AUTHOR 
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NUMBER 
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ACCESS I ON 
NUMBER 
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ACCESSION 

NU-MDEP 

SUBJECT 

CATEODf 

LlNEHANiJ J 

03031 70S ?5 

40-0064 


LUEBKE. E ^ 


8309 1601 63 

90-142 

0 

MACDONALD, C 

E 

0303240996* 

71-6550 

LINEHAN. J J 

03OS2SO179 

40-7869 


LUKZiiF J 


83092701 00 « 

CONTRACT 


MACDONALD. C 

E 

0309260390 

7 1 -9'l 51 

LINEKAN, J J 

0303230270 

40-8706 


UUNDVALL. / 

E 

8303020344 « 

30-317 

Q 

MACDONALD, P 

E 

03051 10923 

NUrtGO 

LlNEHANfJ J 

83032S0273 

40-8706 


LUNDVALL.A E 

8309060402 

30-317 

P 

MACKAY, 6 D 


0305100040 

9-0-324 

LlNEHANiJ J 

0305230279 

40-8786 


LUNDUALL.A E 

0309060412 

50-317 

0 

MADDEN, H 


03090204 99 

90-2 1 9 

LINEHAN,J J 

0305230283 

40-8697 


LUMDVALL.A E 

03O31*?O293 

30-317 

P 

MADEDA.T J 


0309030921 » 

50-264 

LINEHAM«J J 

9305230393 

40-0786 


LUNDUALL.A E 

83 0520 0620 

50-317 

Q 

MAOEDA,T J 


0309060418* 

90-279 

LINNEHANH<R E 

8303230 42B» 

90-483 

0 

LUNOVALL. / 

E 

B3032D0628* 

50-317 

Q 

MADEDA,T J 


0309130234* 

70- 1 300 

LINNEMANN.R E 

030323042a* 

90-483 

Q 

LUNOVALL. / 

E 

B3 0520 0631 

50-317 

R 

MADEDA.T J 


B3092004B2* 

70-929 

LJNNEHANN. R E 

03O323O4SB* 

90-403 

0 

LUTK8N. D. C 


8309230600 

50-4 lA 

P 

MADBEN, 0 L 


0309090197 

90-4 90 

LINNEHANN.R E 

8303230 4SB«- 

90-483 

Q 

LUTKIN.H ^ 


8305260308 

40-22? 


MADBEN. Q L 


B3O9090066 

5o-isa 

LlNf^hlANN^R E 

830928 0468* 

50-483 

Q 

LUZA, K U 


8309040162 

NUREO 


MADSEN, 0 L 


8309100137 

90-4 an 

LINNEMANH^R £ 

B30923046G* 

30-403 

0 

LYNCH. M D 


8309110620 

50-341 

F 

MADSEN, 0 L 


0309100247 

50-449 

LlNNEMANNrR E 

830S2S0482* 

90-403 

Q 

LYNCH. M D 


8309120231 

50-341 

A 

MADSEN, 0 L 


B309 120373 

50-449 

LlNNEMANNrR E 

83O3230462* 

90-403 

Q 

LYNCH. M D 


8309230207 

50-341 

A 

MADSEN, 0 L 


0305170004 

50-302 

LINUILLE. J C 

83031 1039 i« 

30-333 

0 

LYNCH. M D 


830523021<? 

50-341 

¥ 

MADSEN. 0 L 


8303170212 

90-498 

LIPINSKIj w.c 

8309130340 

ACRS 


LYNCH. 0. D 


8309180030 

50-369 

P 

MADSEN. 0 L 


8309170309 

90-449 

LIPlN8Kr<U C 

B309I3034O 

ACR8 


LYNCH. 0 0 


8309180041* 

90-368 

P 

MADSEN. 0 L 


830917032? 

90-270 

LIPINEKItU c 

8309130349 

90-937 

□ 

LYNN.D L 


6309110232* 

CONTRACT 


MADSEN. 0 L 


8309200192 

90-140 

L1PIM8K1-W C 

8303130349 

90-337 

a 

LVONa. J E 


83091 10214 

30-2? 

P 

MADSEN. C L 


8309200291 

90-302 

LISEKOiR T 

83031103144 

90-333 

B 

LY0N3. P. J 


8309260386 

40-2?? 


MADSEN. 0 L 


B309200320 

80-270 

LITTLE. B H 

83090202894 

90-341 

G 

LYONS. P J 


0305260395 

40-299 


MADSEN. 0 L 


8309200416 

30-443 

LiTTLEi 0. V 

83091301414 

90-260 

8 

LYONS. P J 


030926039?* 

40-2 ?9 


MADSEN. 0 L. 


8309200916 

50-267 

LITTLE. H. S. 

8304120409 

90-373 

a 

MA.<./ 8, 


6305030474* 

90-403 

0 

MADSEN, 0 L 


0309200666 

30-449 

LITTLE. W 9 

83041 3Q3&2 

30-440 

Q 

NAi J. 8. 


0309270301* 

30-434 

a 

MADSEN. 0 L 


8309230305 

90-490 

LITTLE. W.8 

8303020350 

30-331 

o 

MAC DONALD. 

C 

8305090214 

71-6700 


MADBEN. 0, L 


0309230445 

90-449 

LITTLE. H 8 

8305040918 

90-309 

o 

MACDONALD. 

C E 

0309020002 

71-9177 


MADSEN. 0. L 


8309230966 

90-267 

LITTLE. U e 

8309120343 

90-461 

0 

MACDONALD. 

C E 

8309020004* 

71-9177 


MADSEN, 0 L 


B30524C003 

90-449 

LITTLE. H a 

83091 203 frl 

90-374 

0 

MACDONALD. 

c e 

3309020008* 

71-9177 


MADSEN. 0 L 


0305260301 

30-278 

LITTLE. W. a 

83091 203 M4 

90-374 

0 

MACDONALD. 

C E 

3309030716 

71-9109 


MADSEN, 0. L 


8309310090 

90-267 

LITTLE. W. 9 

8303120419 

30-373 

0 

MACDONALD. 

C E 

3309030720* 

71-9109 


MADSEN, 0 L 


0309310229 

90-267 

LITTLE. W 9 

8303120440 

30-237 

0 

MACDONALD. 

c.e 

3309040096 

71-9181 


HAONUSON. L 


8303060092 

JIPOflTUIt 

LITTLE. H 8 

83091204444 

90-237 

o 

MACDONALD. 

C.E 

0309040147 

71-9079 


MAONUSOM, L 


0309100818 

XPORTLIC 

LITTLE. U. 8 

8303190019 

90-494 

0 

MACDONALD. 

C E 

0309040700 

71-1 


MAONUSON. L 


0305260060 

XPOflTLlv 

LITTLE. M 8 

8309190178 

90-295 

o 

MACDONALD. 

C, E. 

0309040772 

71-9106 


MAIER. J E 


8309030021 

90-244 

LITTLE. M 6 

8309190233 

90-454 

a 

MACDONALD. 

C. E 

0305040782 

71-5332 


MAIER. J £ 


8309030392 

30-244 

LITTLE. U 6 

8309260236 

90-440 

Q 

MACDONALD. 

C £ 

3309040706 

71-9901 


haier.j e 


8303090240* 

30-244 

LITTLE. U 6 

83032602394 

90-440 

0 

MACDONALD. 

C E 

8309040791 

71-6953 


KAIER.J £. 


8309060271 

90-244 

LITTLE. M 8 

8305310113 

90-237 

a 

MACDONALD. 

C E 

8309050436 

71-9139 


MAIER. J E 


8309060404 

50-244 

LIU.W C 

83092704924 

90-400 

Q 

MACDONALD. 

C E 

3309060133 

71-9179 


MAIER. J E 


G 3091 10069 

50-244 

LIU. U.C 

83092703374 

90-430 

Q 

MACDONALD. 

C E 

0309060107 

71-6294 


MAIER, J E 


8309110318 

30-244 

LIVERHORE.H H 

8303 1 700224 

90-461 

a 

MACDONALD. 

C E 

0309060190* 

71-6294 


MAIER. J E 


8309130084 

50-244 

LLOVD. M 

83092400234 

90-937 

u 

MACDONALOt 

C E 

0305060200 

71-9979 


MAIER, J £ 


8309160114 

50-244 

LOCHBAUK. D A. 

0309 1000834 

90-299 

8 

MACDONALD. 

C E 

8305060212* 

71-5979 


MAIER. J E 


B309190170 

30-244 

LOCHBAUHj 0. A 

0309250337 

90-260 

a 

MACDONALD. 

C E 

0305090040 

71-9014 


MAIER, J E 


B309190234 

30-244 

LONOENECKER. J 

0309060324 

90-937 

E 

MACDONALD. 

C E. 

8305090056* 

71-3014 


MAIER. J E 


6309230492 

30-244 

LONOENECKER. J 

0303170449 

90-937 

A 

MACDONALD* 

C E 

83050901 13 

71-9980 


MAIER, J. £. 


0309230961 

30-244 

LONOENECKER . J 

0303200439 

90-937 

a 

MACDONALD. 

C E. 

8305090121* 

71-9980 


MAIER. J.E 


8309270978* 

90-244 

LONOENECKER. U. 

03032301 13 

90-937 

A 

MACDONALD, 

C E 

8305090133 

71-9879 


MAIER. J E 


63003 10020 

30-244. 

LONOENECKER. J 

0309230289 

90-937 

A 

MACDONALD, 

C E 

8305090140* 

71-987S1 


MAIilR.J £ 


B30931O089 

30-244 

LDOKABAUOHi A 

03090903924 

50-449 

0 

MACOOHALD. 

C E 

0305090149 

71-9074 


MAIER. J.E 


8309310129 

30-244 

LOT I TO. E. 

03032009044 

90-317 

R 

MACDONALD. 

C E 

0305090190* 

71-9074 


MAIER, J.E 


8009310218 

30-244 

LOTITO.E, N 

8309200964 

90-317 

R 

MACDONALD. 

C E 

8305110011 

71-9103 


MAIER. J, E 


BODS 3 10232 

30-244 

LOTT0I A. L 

8303030023 

RES 


MACDONALD. 

C E 

0305110013* 

71-9103 


MALLETT.R H 


8309230272* 

30-537 

LOODERBACK. T E. 

0303160232 

40-0714 


MACDONALD. 

C E 

8305110019 

71-4906 


MALLORY. C H 


8309040199* 

71-7077 

LOODERBACK. T E 

0303260303 

40-8714 


MACDONALD. 

C.E 

83051 10017 

71-9111 


MALLORY. C N 


5309230730 

71-7131 

LOVEjR. 9, 

03091204284 

90-546 

Q 

MACDONALD. 

C E 

8305110019 

71-9000 


MALLORY. C W 


8309260399* 

71-9131 

LOVENDALE.P. 

0309240002 

90-266 

8 

MACDONALD. 

C E 

03O5UOO21 

71-9049 


MALLOY. E A 


B3092403I7 

90-247 

LDVENOALE. P c 

83091004024 

90-237 

0 

MACDONALD. 

C E 

8305110023 

71-6717 


MALODY.C M 


03091001 78 

70- 1237 

LOVENDALE.P G. 

030 9 1703934 

90-299 

Q 

MACDONALD, 

C E. 

0305110033 

71-9901 


MALODY.C W 


0309100184 

70-1257 

UOVENOALE, P C. 

83092400264 

90-299 

3 

MACDONALD, 

C. E 

8309110039* 

71-9901 


MALODY.C M 


8309180642 

70“ 1 237 

LOWRET. A. 

83090209904 

FOIA 


MACDONALD, 

C. E 

0309110143 

71-9044 


MALONEY, M 


0309170976* 

30-454 

COWREY, A 

03030403014 

FOIA 


MACDONALD. 

G E 

8309110190 

71-9100 


HALDNEYiJ M 


8309170976* 

30-454 

LUCK.N 0. 

0303240390 

90-937 

0 

MACDONALD. 

C E 

0309110191* 

71-9100 


MALONEY. U M 


8309170976* 

30-454 

LUCK. W, D 

0303110220 

90-937 

0 

HAGDONALD. 

C E 

8305110211 

71-9079 


MANOAN. C U 


8304210238 

90-410 

LUCK.W. D 

0303190337 

90-937 

0 

MACDONALD. 

C. E. 

8309110612 

71-9789 


MANOAMiC V 


8309030519 

30-410 

LUCK . ». D. 

9303200636 

90-937 

0 

MACDONALD, 

C E 

8305110614* 

71-9780 


MANOAN. C V 


8309040403 

30-220 

LUCK. N. D. 

83092006404 

90-937 

0 

MACDONALD. 

C E 

8309130256 

71-495 


MANOAN. C V. 


8309040493* 

30-220 

LUCK.N 0, 

0303240479 

90-937 

0 

MACDONALD. 

C E 

8309130261* 

71-495 


MANOAN, C V 


8309050020 

30-220 

luck. W. D, 

0303240480 

90-937 

0 

MACDONALD, 

C E 

8309160278 

71-6495 


MANOAN. C V 


8309090031* 

30-220 

LUCKiU, D 

8309240903 

90-937 

o 

MACDONALD. 

C E. 

B3091602B0 

71-9096 


MANGAN. C U, 


8309100272 

30-220 

LUCK. W. D. 

8303310180 

90-937 

0 

MACDONALD, 

C E 

8305170097 

71-4906 


MANOAN, C, V 


8309110319 

30-410 

LUCKA8.W J 

8309110119 

NUREO 


MACDONALD, 

C,E 

6309170102* 

71-4906 


MANOAN, C. V 


8309130028 

30-410 

LUDHIO. N. G. 

83031103294 

90-327 

8 

MACDONALD, 

C.E 

8305170108 

71-9010 


MANOAN, C* V 


8309160019 

30-220 

LUONIOiN.C 

83031103824 

90-327 

8 

MACDONALD, 

C.E 

03091701 13* 

71-9010 


MANOAN, C. V 


0309200345 

30-220 

LUDNIO.N, G 

83092004324 

90-327 

a 

MACDONALD. 

C E 

8309170249 

71-9015 


MANOAN. C. V 


8305230974 

30-410 

luonio.n. C. 

83092303364 

90-327 

a 

MACDONALD. 

c,e 

8309170291* 

71-9013 


MANOAN. C, V 


0309240402 

30-220 

LUOUIO.N, C 

8309290300 

90-329 

a 

MACDONALD, 

C. E 

0309170295 

71-9151 


MANOAN. C. V 


8309240498 

30 - 4 1 0 

LUDWIO.H C 

8303290932 

90-327 

3 

MACDONALD, 

C. E 

0309170260* 

71-9151 


MANOAN. C, V 


0309260086 

30— 410 

luebke. e. a 

8309030302 

90-142 

0 

MACDONALD. 

C. E. 

0309170986 

71-6346 


MANOAN. C V. 


B30 5270026 

30-220 ! 

luebke. e. a 

0303060320 

90-142 

0 

MACDONALD. 

C E. 

3309170987 

71-9091 


MANOAN, C. V 


8309270079 

3 0— 220 f 

LUEBKE. E. A 

8309100330 

90-142 

0 

MACDONALD. 

C E, 

0309170989 

71-6601 


MANLEY, J 


8309130086* 

3 0— 24 4 

LUEBKE. E. A, 

8309130076 

90-142 

0 

MACDONALD. 

C« E, 

0309170991 

71-9191 


MANNOi 8. F 


B3091S0334 

30-410 

LUEBKE. E. A, 

8309130079 

30-142 

0 

MACDONALD. 

C. E 

B309 170992 

71-9140 


MANNO, 8. F 


B3091 20392 

3 0~' 4 1 0 

LUEBKE. E. A, 

8309130190 

30-142 

0 

MACDONALD. 

G. E. 

0305180630* 

71-9607 


MANNO, s F, 


83051^0093 

30-410 ' 


PERSONAL AUTHOR INDEX 
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ACCES'SION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

NANNQ. S F 

5309250400 

50-410 

8 

nANHO. B F 

S 303270645* 

30-410 

Q 

MANSER. H C 

0303030699 

70-143 


MANSER. \4 C 

8303180932 

70-143 


MANSER. U C 

8303190003 

70-143 


MANSER. W C 

0303240031 

71-143 


MAR CHAU 1 J 

9305020003 

XPOftTLIC 

MARCHAL. J 

B305020096 

XPDRTLIC 

HARCHAL. J 

9305090010 

XPORTLIC 

ftARCONNET, J 

B3052700I1* 

30-26 1 

P 

MARCUS. 0 F 

9303200655* 

30-373 

P 

MARCUS. F 

B30S20066S* 

30-373 

P 

MARCUS.^ F 

9303200675* 

50-373 

P 

MARCUSOM. W F 

9303110041* 

CONTRACT 

MARCUSON. Vi F 

9305170607* 

CONTRACT 

MARELLD.S L 

9303190102* 

30-329 

Q 

MARELLO.S L 

9305190296* 

30-373 

Q 

MARCULIES. M B 

9303100413 

50-261 

0 

MAR&ULIES. M G 

0303170493 

30-308 

0 

MAROULies. M B 

9303270014 

30-261 

0 

MARIANl.L P 

9303110012 

PR 


MARIANI.L P 

9303230517 

PR 


MARKEY. E J 

0303220289* 

50-289 

U 

MARKEV. E J 

9305230735* 

COMMISSION 

MARSHALL, J ft 

9303240480 

50-313 

P 

MARSHALL . J R 

9304270426* 

50-313 

F 

MARSHALL. J R 

0305020373 

S0-36B 

S 

MARSHALL. U R 

9305020416 

30-360 

P 

MARSHALL , J R 

8305030331* 

50-313 

a 

MARSHALL . J R 

8305030385 

30-313 

s 

MARSHALL, J R 

8305040453 

30-313 

R 

MARSHALL. U R 

8305050125 

30-313 

p 

MARSHALL. 0 R 

8305050216 

30-313 

p 

MARSHALL. J R 

830SD604S2 

50-313 

s 

MARSHALL, J R 

0305090333 

50-313 

p 

MARSHALL. J R 

□305090421 

30-313 

J 

MARSHALL. J R 

0305090440 

50-313 

p 

MARSHALL. J ft 

□303100351 

30-313 

p 

MARSHALL. J R 

□303120414 

50-313 

s 

MARSHALL. J R 

8305120451* 

50-313 

Q 

MARSHALL. J R 

03051 60290 » 

30-313 

F 

MARSHALL, J ft 

□305170551 

30-313 

Q 

MARSHALL. J R 

6305190363 

50-313 

J 

MARSHALL. U R 

8305200319* 

30-313 

Q 

MARSHALL. J R 

8303200326 

30-313 

F 

MARSHALL, U ft 

8305200445 

30-313 

S 

MARSHALL, J ft 

6305200490 

30-313 

6 

MARSHALL. J R 

8305200341 

30-313 

P 

MARSHALL. J R 

0303200573 

30-369 

R 

MARSHALL. J R 

8303200590 

50-368 

P 

MARSHALL. J R 

6305220364 

50-313 

P 

MARSHALL. J R 

8305230723 

30-360 

P 

MARSHALL. J R 

0305340034* 

50-313 

Q 

MAR G HALL, J R 

8303240139 

30-313 

H 

MARSHALL . J R 

8305240360 

30-368 

P 

MARSHALL, J R 

0305240399 

30-313 

P 

MARSHALL, J R 

6303260260 

30-313 

s 

MARSHALL, J R 

8305270065 

30-313 

P 

MARSHALL , J R 

8305310199* 

30-313 

Q 

MARSHALL. J S 

0303090517* 

30-445 

T 

MARSHALL, H H 

8305120005 

FOIA 


MARSHALL, W J 

8305120338* 

50-320 

T 

MARSTON. R R 

8305270116* 

70-1113 


MARTIN 

0305120384 

30-334 

S 

MARTIH, D E 

0305090576 

WASTE MOT 

MARTIN. D E 

8305090679 

WASTE MOT 

MARTIN. D. E 

8305090703 

WASTE MGT 

MARTIN. D E 

8305110183 

WASTE MOT 

MARTIN. 0. E 

8305170599 

40-299 


MARTIN, 0 E 

0305250597 

40-299 


MARTIN. J 

□305050164* 

30-397 

Q 

MARTIN. J B 

6305030069 

PR 


MARTIN. U B 

□30510001 1 

50-346 

F 

MARTIN. J G 

8305260264 

50-361 

0 

MARTIN, J S 

8305260270 

50-275 

0 

MARTIN. R A 

□305130292 

RES 


MARTIN, R E 

83051 10072 

50-332 

F 

MARTIN, R E 

03051 10079 

50-352 

A 

MARTIN. R E 

8305130026 

30-332 

A 

MARTIN. R E 

8305190012 

30-332 

A 

MARTIN. R E. 

8305200170 

30-352 

A 

MARTIN. T J. 

6305060470 

50-354 

s 

MARTIN. T, J. 

83051 10255 

30-334 

S 

MARTIN, T J 

8305170490* 

50-334 

0 

. J J 

8304180541 

70-1143 



ACCESSION SUOJECT 


AUTHOR 

NUMBER 

CATEOOftV 

MARTIN. T T 
MARTIN. T T 

0304250132 

6303020258 

70-2953 

50-272 

0 

MARTIN. T r 

8305020386 

50-309 

Q 

MARTIN. T T 

0305020395 

50-213 

Q 

MARTIN,! T 

MARTIN. T T 
MARTIN. T T 

0303050132 

8305030134 

B305030141 

70-466 

70-1402 

50-277 

G 

MARTIN, T T 

8303030144 

50-293 

Q 

MARTIN. T T 

MARTIN. T T 

MARTIN.! T 

8303030161 

8305050176 

8303050187 

40-3079 

70-1224 

50-247 

G 

MARTIN.! T 

0303030246 

50-244 

G 

MARTIN,! T 

83031(0261 

50-277 

G 

MARTIN,! T 

6303110276 

50-317 

Q 

MARTIN,! T 

6303110314 

50-309 

G 

MARTIN.! T 

B30S 110331 

50-289 

Q 

MARTIN. T T 

6303120378 

50-322 

G 

MARTIN, T T 

6303160018 

50-219 

G 

MARTIN. T T 

8303190163 

50-272 

G 

MARTIN, T T 

8303190187 

50-271 

0 

MARTIN. T T 

8305190310 

50-271 

G 

MARTIN, T T 

MARTIN, T T 

8303190350 

8303200362 

70-371 

50-220 

G 

MARTIN, T T 

8303200436 

50-334 

G 

MARTIN, T T 

0303230435 

50-209 

G 

MARTIN,! T 

MARTIN. T T 

8305230505 

8305230571 

TOPREP 

50-309 

P 

MARTIN. T T 

8305240227 

50-29 

G 

MARTIN,! T 

8305240285 

50-272 

G 

MARTIN, T T 

0305250291 

50-219 

0 

MARTIN, T T 

8303230299 

50-277 

G 

MARTIN. T T 

8303230310 

50-309 

G 

MARTIN.! T 

8305230314* 

50-309 

Q 

MARTIN. T T 

8305250480 

50-271 

G 

MARTIN. T T 

8305230406 

50-412 

Q 

MARTIN. T T 

8305230495 

50-209 

G 

MARTIN, T T 

8303250503 

50-286 

Q 

MARTIN, T T 

8305250571 

50-387 

0 

MARTIN, T T 

8305270033 

50-423 

Q 

MARTIN, T T 

8305270274 

50-333 

Q 

MARTIN,! T 
MARTIN,! T 

8305270361 

8305270392 

TOPREP 

50-333 

Q 

MARTIN, W J 
MARTINOVICH. M 

6305060233 

8305020114* 

NUREO 

50-373 

6 

MARUCUT.C R 

8305030592* 

50-461 

R 

MASON. C C 

8305240323 

50-327 

H 

MA86AR0. 8 A 

MAST, L 

8305040740 

8305200390 

NUREO 

50-440 

0 

MASTERSON. V 

□305240381 

50-373 

8 

MASTER80N, V 

8305270195 

50-373' 

8 

MASTERSON, V V 

8305060509* 

50-373 

8 

MATHENY, D C 

8305130193* 

50-346 

8 

MATHEWS. T, P 

0303170470* 

50-285 

R 

MATHIS, C J. 

8304110696 

50-293 

6 

MATHIS. C U 

8303230333 

50-293 

R 

MATH IS, C J 

6305230537* 

50-293 

R 

MATHIS, J 

8305270367* 

50-335 

G 

MATHIS. J L 

8305270562* 

50-390 

G 

MATTHEWS. B A 

8305030477 

50-261 

H 

MATTHEWS. B A 

8305030406 

00-261 

0 

MATTHEWS, 0 A 

0305030493 

50-261 

0 

MATTHEWS. B A 

8303180299 

50-261 

0 

MATTHEWS, B A 

8305180452 

50-261 

0 

MATTHEWS. H 

8305230580* 

50-483 

0 

MATTHEWB, H 

8305350580* 

50-483 

0 

MATTIA. M J 
MATTIA.M J 

MATTIA, M J 
MATTIA.M J 

8305090300* 

8305110232* 

8305(20150* 

8305160312* 

CONTRACT 

CONTRACT 

CONTRACT 

50-247 

0 

MATTIA.M J 

8305160316* 

50-247 

0 

MATTIA.M J 

MATTIA.M J 

MATTIA.M J 

MATTIA.M J 

MATTIA.M J 

MATTIA.M J 
MATTIMOE, J J 

B3DS10OS6O* 

8305180562* 

8305330249* 

830S230274* 

6305240369* 

8305260067* 

6305230583 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FOIA 

CONTRACT 

50-312 

p 

MATTSON, R J 

8305030587* 

50-312 

p 

MATTSON, fi J 

8305250221* 

50-361 

p 

MATTSON, R J 

MAURArF A 

8305260396 

8304120412* 

TOPREP 

50-373 

Q 

MAURIN.L V 

8305020341 

50-382 

A 

MAURIN.L V 

8305020411 

50-302 

8 

MAURIN.L V 

8305020450 

50-382 

6 

MAURIN.L V 

6305020479 

50-382 

8 



ACCESSION 

aUDJECT 

AUTHOR 

NUMBER 

CATEODRY 

MAURIN.L V 

0305050017 

50-302 

R 

MAURIN.L V 

8305060367 

50-302 

B 

MAURIN.L V 

8305060425 

50-302 

B 

MAURIN. L U 

0305060566 

50-302 

B 

MAURIN.L V, 

8305060507 

50-302 

& 

MAURIN.L U 

8305130019 

50-302 

B 

MAURIN.L V 

8305170223 

50-302 

B 

MAURIN, L V 

6305170265 

50-302 

B 

MAURIN.L V 

6305170327 

50-3D2 

B 

MAURIN.L V 

8305170351 

50-382 

8 

MAURIN.L U 

9305170404 

50-302 

B 

MAURIN.L V 

8305170492 

50-302 

a 

MAUR IN. L V 

0305170500 

50-302 

a 

MAURIN.L V 

6305160469 

50-302 

A 

MAXWELL. 0 F 

0305030537* 

50-440 

T 

MAXWELL. 0 F 

9305270308* 

50-400 

a 

MAXWELL. 0 F 

0305270631* 

50-400 

Q 

MAXWELL, J C 

B3051 30347 

50-443 

o 

MAXWELL, J C 

0305130347 

50-443 

o 

MAY, D C 

Q3042B0121 

PR 


MAYWEATHERi L 

0304150372* 

50-361 

Ft 

MGALPINE. E J 

8305200318* 

70-143 


MCALPINE. E J 

6305270145* 

70-1151 


MCALPINE. E J. 

8305270159* 

70-1113 


MCALPINE.E J 

0305270167* 

70-143 


MCALPINE. E J 

6305270254* 

70-1201 


MCALPINE.E J 

8305270304* 

50-332 

a 

MCALPINE.E U 

6300270490* 

70-1151 


MCALPINE, E J 

8305270556* 

70-27 


MCALPINE.E J 

8305270613* 

70-143 


MCALPINE.E J 

8305270646* 

70-143 


MCALPINE.E J 

9305310022* 

70-lfi0i 


MCALPINE.E J 

9305310134* 

70-ni3 


MCBREARTY. R A 

0305250295* 

50-219 

Q 

MCBRIDE. L H 

6305050146 

50-267 

F 

MCCABE 

8305030118 

50-278 

8 

MCCABE 

8305060530 

50-317 

8 

MCCABE 

8305060558 

50-277 

8 

HCCASE 

83051 1025B 

5O-30B 

0 

MCCABE 

9305120412 

50-277 

8 

MCCABE r E 

8305020337 

50-270 

8 

MCCABE. E. 

8305060387 

50-277 

8 

HCGAOE. E. G 

9305030206* 

50-317 

a 

MCCABE. E. C. 

9305110149 

50-307 

8 

MCCANN 

9305110258 

50-308 

8 

MCCARTY. C L. 

0305030709 

40-9728 


MCGLINTOGK. R 

9305120454* 

40-672 


MCCLINTOCK. R 

8305120507* 

40-672 


MCCLINTQCK, R 

0305120516* 

40-^72 


MCCLINTOCK. R 0 

6305060156* 

40-672 


MCCLINTOCK. R Q 

8305120462* 

40-672 


MCCLINTOCK, R. 0 

6305120472* 

FOIA 


MCCLUSKEY. 0 

6305160156 

50-440 

0 

MCCOLLUM, W 

6305030628* 

50-245 

p 

MCCOLLUM. W. 

6305030628* 

50-245 

p 

MCCONNELL. T 

6305160286* 

50-369 

F 

MCCORKLE. 0 W 

6305160222* 

50-312 

0 

MCCDSKEY.R.E 

6305020035* 

FOIA 


MCC08KEY.R E 

6305040290* 

FOIA 


MCCOSKEYrR E 

6305000328* 

70-378 


MCCR0RY.8 L 

8305170318* 

50-445 

3 

MCCRQRY. 8 L. 

6305230475* 

50-205 

01 

MCDERMOTT. D 

8305230296 

CONTRACT 


MCDERMOTT, D 

0305230326 

CONTRACT 


MCDERMOTT, D 

9305260340 

CONTRACT 


MCDERMOTT. D 

8305270090 

CONTRACT 


MCDONALD. D 0 

0305090545* 

50-358 

A 

MCDONALD. D 0 

6305170104 

50-250 

F 

MCDONALD, D 0. 

6305160541 

50-250 

P 

MCDONALD. D. J 

B30S090561* 

50-358 

A 

MCDONNELL. L J 

6305310154 

50-305 

R 

MCDUFFIE, M A 

6305020124 

50-400 

E 

MCDUFFIE. M A. 

6305060555 

50-400 

E 

MCDUFFIE. M A 

6305110248 

50-400 

E 

MCDUFFIE, M, A 

9305110294 

50-400 

E 

MCDUFFIE, M, A 

6305120467 

50-400 

A 

MCDUFFIE. M, A 

8305160017 

50-400 

E 

MCDUFFIE. M A 

8305160021 

50-400 

E 

MCDUFFIE. M A. 

8305160109 

50-400 

E 

MCDUFFIE, M A 

6305170282 

50-400 

A 

MCDUFFIE. M A 

63051B0400 

50-400 

t 

MCDUFFIE, M A 

8305200329 

50-400 

E 

MCDUFFIE, M A 

6305200384 

50-400 

C 

MCDUFFIE. M A 

6305200442 

50-400 

E 

MCDUFFIE, M A 

6305200676 

50-400 ^ 

H 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESS I ON 
NUMBER 

8UEJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGOR Y 

AUTHOR 

ACCESSION 

NUMBER 

BU8JEC 

CATEOQR 

MCDUFFIE. M A 
MCDUFFIE. M A 
MCEVOY. R W 
HCEVQY. R H 
MCEVOYrR W 

93052S049A 

8303260234 

8303030163* 

8305040Z7S* 

8305040336* 

30“400 

30-400 

FOIA 

FOIA 

FQIA 

E 

E 

HCLOUOKLIN. D 
MCNEILL. C A 
MCNEILL. C A 
MCNEILL. C A 
MCNEILL. C A 

8305 120426* 

0305110259 

9305110400 

0305110403 

0305110510 

30-309 

50-333 

50-333 

50-333 

50-333 

F 

5 

S 

s 

s 

MILLER. J R 
MILLER. J R 
MILLER. J R 
MILLER. K V 
MILLER. K V 

03O5L3O257 

03031704^3 

0305200472 

8305250424* 

B305250424* 

70-1300 

50-373 

70-925 

50-4B3 

50-483 

MCEVOY.R U 
MCFARLAND. G R 
MCOARRY. J M 
MCDARRYiJ M 
MGOARRY. J M 

8303040359* 

G30S270319* 

8303040338 

8303040538 

83050903U 

FOIA 

30-537 

30-413 

30-413 

30-413 

0 

0 

0 

0 

MCNEILL. C A 
MCNEILL. C A 
MCNEILL. C A 
MCNEILL, C A 
MCNEILL. W M 

0305130132 

0305230434 

0305270109 

0305270399* 

8305030097* 

50-333 

50-333 

50-333 

50-333 

aA999 

R 

8 

R 

Q 

MILLER. K V 
MILLER. K Y 
MILLER. L F 
MILLER. L K 
MILLER. L K 

B305250544* 
B305250544* 
8305 1 7042 1 » 
8305 1 7002 1 * 
8305 1701 47* 

50-403 
50-483 
50-361 
50-272 
50-31 1 

MCOARRY. U M 
MCOARRY, J M 
MCOARRYi J. M 
MCOARRY.J M 
MCOARRYi J M 

8305100289* 

a3O31OO209» 

8303100297* 

8303100297* 

8305100303* 

30-413 

30-413 

30-413 

30-413 

30-413 

0 

0 

Q 

G 

0 

MCNEILL. W M 
MCNEILL. M M 
MCNEILL. W M 
MCNEILL. W M 
MCPHERSON. D M 

0305030110* 

8305030179* 

8305090403* 

8305200670* 

8305190209 

QA999 

aA999 

QA999 

QA999 

50-440 

0 

MILLER. M A 
MILLER, n E 
MILLER. K E 
MILLER. M I 
MILLER. M. 1 

S3D51 10122 
8305110337 
8305 1 90204 
8305120273 
8305120273 

50-329 

50-537 

50-537 

50-329 

50-329 

MCOARRYi J M 
MCOARRYi J M 
MCOARRYi J M 
MCOARRY.J M 
MCOAUOHYi J 

8303100303* 

8303100338 

B303S40483 

8303240483 

8303110291 

30-413 

PR 

30-413 

30-413 

30-416 

0 

0 

0 

s 

MCQUEEN. A D 
MCQUEEN. A D 
MCOUIRE. D R 
HCBPEDON, T 0 
MEIBENHEIMER. J 

0305030313 

8305240393* 

8305200363* 

8305240317 

0305190201* 

50-275 

50-275 

50-369 

50-247 

30-155 

0 

a 

Q 

H 

P 

MILLER. M S 
MILLER.M a 
MlLLER.h S 
MILLER.M 8 
MILLER.M T 

8305030007 

0305030007 

8305130069 

8305130069 

B30S0301S1* 

50-322 

50-322 

50-322 

50-322 

50-293 

HCOAUOHYiJ P 
MCOAUOHY. J. P. 
MCOAUOHYi J P 
MCOAUOHY. J P 
MCOAUOHYi J P 

8304110321 

8304110328* 

8304280037 

B30S030333 

8303030362 

50-416 

30-416 

30-416 

30-416 

30-416 

p 

p 

p 

8 

E 

MEI8ENHEIHER. J 
MEISTER.J R 
MELIOIiA J 

MELLO.R M 
MENCZER.W B 

0305190204* 

0305200688* 

0305190303* 

9305230292* 

0305160202 

50-329 

50-373 

50-373 

50-537 

50-358 

A 

P 

P 

A 

H 

MILLER. M.T 
MILLER. R L 
MILLER. R W 
MILLER. W 

MILLER. W H 

B305240232* 

8303020036 

0305270046* 

8305100349* 

8305270293* 

50-29 

71-9510 

50-320 

50-331 

50-389 

MCOAUOHYi J P 
MCOAUOHY. J P 
MCOAUOHYi J. P 
MCOAUOHY. J P 
MCOAUOHY. J P 

B305030073 

8305030077 

8308030131 

0303030167 

8303030227 

SO-416 

30-416 

30-416 

30-416 

50-416 

F 

F 

a 

s 

8 

MENDELSONr I N 
MENDEZ. R 

MENDONCA. M M 
MENDONCA. M M 
MENDONCA. N M 

0305040343* 

0305120428*, 

0305170339*'. 

8305170480* 

0305260262* 

CONTRACT 
50 -546 
50-273 
50-361 
50-275 

0 

G 

Q 

0 

MILLER. W H 
MILLER. W 0 
MILLER. W, Q 
MILLER. W 0 
MILLER. D 

83051Z70404* 

8305020513 

830503067^ 

8305050347 

8305060643 

50-413 

50-219 

50-269 

TDPREP 

50-312 

MCOAUOHY. J. P 
MCOAUOHY. J P 
MCOAUOHY. J P. 
MCOAUOHY. d P 
MCOAUOHYi J, P 

8303130194 
B303 170424 
8303170427 
8303170430 
8303200280 

30-416 

30-416 

30-416 

50-416 

30-416 

s 

8 

8 

8 

8 

MERRITT. S 

MERRITT, a 

MERRITT, 8 

MERRITT. 8 

HER R I WEATHER. N 

0305060571* 

0305170140* 

0305240335 

0305240494 

03052601^43* 

50 -249 
50-237 
30-237 
50-237 
50-440 

B 

6 

5 

6 

Q 

MILLER. W 0 

M I LLER . W 0 
MILLER. W 0 
MILLER. W. 0 
MILLER, W □ 

0305090551 
83050 90553 
8305 1 1 0020 
8305110144 
8305100053 

50-329 

50-312 

50-266 

50-295 

50-213 

MCOAUOHYi J. P 
MCOAUOHY. J P 
MCOAUOHY. J P 
MCOAUOHY. J P 
MCOAUOHYiJ P. 

8303200484 

8303200323 

8303200604 

8303230072 

8303230363 

30-416 

30-416 

30-416 

30-416 

30-416 

6 

a 

8 

R 

8 

MERR I WEATHER. N 
MEYER. 0 

MEYER. 0 W 

MEYER. 0 W 

MEYER.T A 

0305270342* 

8305230314* 

0305230460* 

0305230306* 

0305160119* 

30-339 

30-309 

50-289 

50-277 

50-244 

Q 

G 

Q 

G 

8 

MILLER, W 0 
MILLER, W 0 
MILLER. W 0 
MILLER, U 0 
MILLER. M □ 

8305200073 

8305200172 

8305200170 

8305260372 

8305310227 

50-320 
50-33 1 
50-267 
50-259 
50-206 

MCOAUOHYi J P 
MCOAUOHYiJ P 
MCOAUOHYi J, P 
MCOAUOHYiJ P 
MCOAUOHYi J P 

8303230403 

8305230434 

8303230487 

8303230313 

8303230579 

30-416 

30-416 

30-416 

30-416 

30-416 

8 

8 

8 

6 

8 

MIDDENDORF.W D 
MIDURA.H J 

MI DURA. H j 

MlL£9i E B. 

MILEfliE e. 

0305060536* 

0304180491 

8305130309* 

0305160304 

0305180537 

50-352 

50-311 

50 -272 

50 -247 
CONTRACT 

A 

8 

F 

0 

MlLLIOANiM H 
MlLLlOANiM H 
MILLS, L M 

MILLS, L. M 

MILLS, L M 

B30S030274 

8305200594* 

8305030041 

8305030072 

8305030002 

50-322 

50-323 

50-390 

50-390 

50-390 

MCOAUOHYi J P, 
MCOAUOHYi J P 
MCOAUOHYi J P 
MCOAUOHYi J. P. 
MCOAUOHYi J. P. 

8303270400* 

8303270410* 

8303270473 

8303270313 

8303270393* 

30-416 

30-416 

30-416 

30-416 

30-416 

Q 

0 

8 

8 

8 

MILINAZZO.P L 
MILINAZZOiP L 
MILLER. G A 

MILLER. D 

MILLER, D 

0305240337* 

0305240363* 

0305110227 

8303170590* 

0303170590* 

QA999 

QA999 

NUREO 

50-454 

50-454 

Q 

Q 

MILLS, L K 

MILLS, L M 

MILLS, L M 

MILLS, L- M. 

MILLS, L. M 

8305030121 

8305030252 

8305030370 

8305030434 

8305030530 

50-390 
50-430 
50-430 
50-390 
50-430 ' 

MCOAUOHYi J P 
MCOAUOHYi J. P. 
MCOAUOHYi J. P. 
MCOAUOHYi J. P 
MCOAUOHYi J, P, 

8303310063 

8303310069 

8303310146 

8303310196 

8303310204 

30-416 

50-416 

30-416 

30-416 

30-416 

a 

8 

a 

a 

8 

HILLER. D 

MILLER. 0 0< 
MILLER. 0 0 

HILLER. D. B 

MILLER. D B 

0305170590* 

G30S170I31 

0303170373 

0305170397 

8305170422 

50-454 

50-329 

50-329 

50-329 

30-329 

0 

A 

R 

A 

A 

MILLS, L M 

MILLS. L. M 

MILLS. L M 

MILLS. L M 

MILLS. L M 

8305030578 
8305030606 
830S030625 
0305040253 
830504051 1 

50-390 

50-390 

50-259 

50-390 

50-259 

MCOAUOHYi J. P 
MCORATH. R. 

MCORAWi T. U 
HCOREOOR. T. 
MCOREOQR. T. 

8303310207 

8303200374* 

8303020016* 

8303020308* 

8303040138* 

30-416 

30-309 

FOIA 

FOIA 

FOIA 

a 

8 

MILLER lO.B 

MILLER, D E 

MILLER, D B 

HILLER. D B 

MILLER. D B. 

8305170467 

8305190063 

0305190280 

0305190298 

0305200309 

30-329 

50-329 

50-329 

50-329 

30-329 

A 

A 

A 

G 

A 

MILLS. L. M 

MILLS. L. M 

MILLS. L M 

MILLS. L M 

MILLS. L M 

8305050047 

8305050067 

0305050078 

0305050120 

B30S050122 

50-390 

50-390 

50-390 

50-438 

50-438 

MCOREOOR. T. 
MCOREOOR. T, 
MCOUIRE. D 

HCOUIRE. D, R. 
MCOUIRE, D, R 

6303040310* 

8303030361* 

8304280299 

8303030371* 

8303090418* 

roiA 

FOIA 

30-400 

70-27 

30-390 

8 

Q 

MILLER. 0 6 

MILLER. D B< 

MILLER iD.B 

MILLER, D E 

MILLER. D E 

0303240333 

0303240427 

0303310190 

0305120333* 

0303170333* 

30-329 

50-329 

30-329 

50-374 

50-295 

A 

A 

A 

Q 

Q 

MILLS. L M 

MILLS. L M 

MILLS. L* M 

MILLS. L* K 

MILLS. L. M 

8305050152 

8305050188 

8305050232 

8305050243 

8305100101 

50-320 

50-390 

50-390 

50-390 

50-327 

MCOUIRE. D R. 
MCOUIRE. D. R. 
HCOUIRE, D, R 
MCOUIRE, S, A 
MCOURREN. H J 

8303090461* 

8303100109* 

B303270212* 

8303180796 

8303190223 

30-395 

90-324 

30-302 

NUREO 

30-338 

Q 

Q 

Q 

G 

MILLER, D.E 

MILLER, D.E 

MILLER. D P 

MILLER. D S, 
MILLER, D 8. 

0305190161 

0305240340* 

0305110491 

8303160099 

830316009? 

70-0 

40-3391^ 

NUREG 

50-309 

50-309 

0 

0 

MILLS. L M 

MILLS. L M 

MILLS. L M 

MILLS. L M 

MILLS. L M 

0305100109 
8305 100234 
8305100240 
8305100358 
8305110292 

50-518 
50-259 
50-430 , 

50-439 
50-43? : 

MCINTOSH. M. D. 
MCKAY* E. D, 

MCKEENi C. H 
MCKEOHN 

MCKEOUN 

8303200440* 
830331021 1 
8303020371* 
8303100004 
8303110439 

30-369 P 

WASTE MOT 

FQIA 

30-272 8 

30-206 8 

MILLER, D 6 

HILLER. 0 6. 
MILLER, D 8 

MILLER, D. 8. 
MILLER, D 8 

0305190255 

8303190235 

0303240483 

0305240493 

8305240493 

50-309 

50-309 

50-309 

50-309 

50-309 

0 

0 

O 

0 

0 

MILLS. L M 

MILLS. L M 

MILLS. L M 
MILLB.L M 

MILLS. L M 

8305 1 10304 
8305110317 
03051 £0319 
8305110406 
B305U0441 

50-438 
50-390 , 

50-390 ! 

S0-43B , 

50-43? [ 

MCKEOWNr L 

NCHEOWN, L 

MCKEOHN. L. 
MCKINNEYi C. J 
MCKINNEY. C J. 

8303030294 

8303030439 

0303120434 

0305030239* 

8303100091* 

30-206 

50-334 

30-272 

30-393 

30-393 

8 

a 

8 

a 

8 

MILLER, H j 

MILLER, J. 

MILLER. J 

MILLER. J 

MILLER. J 

0305090661 

8305020271 

0305040445 

0305130165 

0303170559 

WASTE MOT 

I6E 

50-331 8 

I&E 

HrE 

MILLS. L h 

MILLS. L M 

MILLS. L M 

MILLS, L M 

MILLS. L M 

83051 10505 
0305130003 
8305130020 
8305 1 3000? 
8305130133 

go-391 ' 

50-259 1 

50-390 [ 

50-43? 
50-390 ' 

MCKINNEY. C J 
MCLAUGHLIN, L 
MGLEARENi T. 
MGLEARENi T. 
MCLEAREN. T. 

8305200513* 

B30S2S0302 

0305170648 

0305260206 

0305260377 

30-395 

30-333 

CONTRACT 

CONTRACT 

CONTRACT 

8 

6 

MILLER, J. 

MILLER, J.R 

MILLER, J R 

MILLER. J R 

MILLER. J R 

0305190037* 

0303020389 

0303030513 

0303100323 

0303100363 

XPQRTLIC 

30-235 

50-264 

30-156 

30-136 

Q 

G 

Q 

Q 

KILLS. L, M 

MILLS. L M 

MILLS. L M 

KILLS. L M 

MILLS. L M 

8305130147 
8305 1301 54 
8305130217 
8305170145 
0305170237 

50-430 ' 

50-430 1 

50-390 1 

50-327 ' 

50-566 1 


\ 


I 


I 
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PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATECORV 

MANNO. S F 

8305230400 

SO'410 

8 

HANNO. 8 P 

8305270645* 

50-410 

0 

MANSER rH C 

830503069? 

70-143 


HANSER.H C 

8305180852 

70-143 


MANSER C 

8305190003 

70-143 


MANSER, C 

8303240051 

71-143 


MARC HAL. J 

8305020005 

XPORTLZC 

MARC HAL. J 

Q30SD20096 

XPORTLIC 

MARCHALi J 

8305090010 

XPORTLIC 

MARCONNET, J 

a3032700H« 

50-261 

P 

MARCLPSiO F 

8305200655* 

50-373 

P 

MARCUSiO F 

8305200665* 

50-373 

P 

MARCUSi 0 F 

B30S20067S* 

50-373 

P 

MARCUSON.M F 

B3051 10041* 

CONTRACT 

«ARCUSON,M F 

8305170607* 

CONTRACT 

MARELLOrS L 

8305190102* 

30-329 

Q 

MARELLO, 8 L 

0305190296* 

30-373 

Q 

MAROULlCSrtI □ 

8303 1004 13 

50-261 

0 

MAROULIES. M Q 

8305170483 

30-508 

0 

MARQULIES, M B 

8305270014 

50-261 

0 

MARIAN!, L P 

8305110012 

PR 


MARIAN!, L P 

8305230517 

PR 


MARKET, E J 

8305230388* 

50-289 

U 

HARKEYrE J 

0305230733* 

COMMISSION 

MARSHALL, J R 

8303240480 

50-313 

P 

MARSHALL, J R 

8304270426* 

50-313 

F 

MARSHALL, J R 

0305020373 

50-360 

S 

MARSHALL, J R 

8305020416 

50-368 

P 

MARSHALL, J. ft 

S305030331# 

30-313 

0 

MARSHALL. J R 

8303030383 

50-313 

s 

MARSHALL, J R 

8305040453 

50-313 

R 

MARSHALL, J ft 

8305050125 

30-313 

P 

MARSHALL. J R 

8303050216 

50-313 

P 

MARSHALL, J R 

8305060452 

50-313 

S 

MARSHALL, J R. 

0305090333 

50-313 

P 

MARSHALL, J R 

6305090421 

30-313 

u 

MARSHALL, J.R 

8305090440 

50-313 

p 

MARSHALL, J R 

8305100351 

30-313 

p 

MARSHALL, J R 

8305120414 

50-313 

s 

MARSHALL, J R 

8305120451* 

50-313 

a 

MARSHALL, J R 

8305160290* 

50-313 

F 

MARSHALL, J R 

0305170551 

50-313 

Q 

MARSHALL, J R 

8305190363 

50-313 

J 

MARSHALL, J R 

8305200319* 

30-313 

Q 

MARSHALL, J R 

8305200326 

30-313 

F 

MARSHALL. J R 

8305200445 

50-313 

8 

MARSHALL, J R 

8305200490 

50-313 

S 

MARSHALL, J R 

0305200541 

50-313 

P 

MARSHALL, J R 

03Q52OO573 

50-368 

R 

MARSHALL, J R 

8305200580 

50-360 

P 

MARSHALL. J R 

8305230364 

50-313 

P 

MARSHALL, J R 

8305230723 

50-368 

P 

MARSHALL, J R 

8305240054* 

50-313 

0 

MARSHALL, J R 

8305240139 

50-313 

H 

MARSHALL, U R 

630S240360 

50-360 

P 

MARSHALL, J R 

0305240399 

30-313 

P 

MARSHALL. J R 

6305260260 

30-313 

6 

MARSHALL, J R 

6305270065 

30-313 

P 

MARSHALL, J R 

6305310199* 

30-313 

0 

MARSHALL, J 5 

6305090517* 

50-443 

T 

MARSHALL, W H 

6305120005 

FOIA 


MARSHALL, W J 

8305120338* 

50-320 

T 

MARSTONtR ft 

83052701 16* 

70-1113 


MARTIN 

8305120384 

50-354 

6 

MARTIN, D E 

8305090576 

WASTE MOT 

HARTlNr D E 

0305090679 

WASTE MOT 

MARTIN, D e 

8305090705 

HASTE MOT 

MARTIN, D E 

8305110183 

HASTE MOT 

MARTIN, D E 

8305170599 

40-299 


MARTIN, D E 

8305250597 

40-299 


MARTIN, J 

8305050164* 

30-397 

Q 

MARTIN, J 0 

8305030069 

PR 


MARTIN, J a 

8305100011 

50-346 

F 

MARTIN, J 0 

8305260264 

50-361 

Q 

MARTIN, J n 

8305260270 

50-275 

Q 


Q30S130292 

RES 



8305110072 

50-332 

F 


8305110079 

30-332 

A 


8305130026 

30-332 

A 


8305190012 

30-352 

A 


8305200170 

30-332 

A 


8305060470 

30-334 

8 


8305110255 

50-334 

S 


8305 170490* 

50-334 

Q 


8304100541 

70-1143 



ACCESSION 8110 JECT 


AUTHOR 

NUMBER 

CATEGORY 

MARTIN, T T 

8304230152 

70-2933 


MARTIN. T T 

8303020258 

50-272 

Q 

MARTIN, T T 

8303020306 

30-309 

Q 

MARTIN, T T 

8303020375 

50-213 

Q 

MARTIN, T T 

6305050132 

70-466 


MARTIN,! T 

8305050134 

70-1402 


MARTIN,! T 

0303030141 

30-277 

Q 

MARTIN,! T 

8305030144 

30-293 

0 

MARTIN,! T 

8303050161 

40-3077 


MARTIN,! T 

8305050176 

70-1224 


MARTIN,! T 

83030S01B7 

30-247 

Q 

MARTIN. T T 

0305050346 

30-244 

0 

MARTIN,! T 

8305110361 

30-277 

Q 

MARTIN,! T 

8305110276 

30-317 

0 

MARTIN,! T 

0303110314 

30-307 

0 

MARTIN,! T 

83051 10331 

30-289 

0 

MARTIN, T T 

8303120370 

30-322 

Q 

MARTIN,! T 

0305160018 

30-219 

Q 

MARTIN,! T 

8305190163 

50-272 

Q 

MARTIN,! T 

8305190187 

30-271 

Q 

MARTIN,! T 

8305190310 

50-271 

0 

MARTIN,! T 

8305190330 

70-371 


MARTIN,! T 

8303200382 

50-220 

Q 

MARTIN,! T 

0305200436 

50-334 

0 

martin, T T 

0303230433 

50-289 

0 

MARTIN,! T 

8305230505 

TOPREP 


MARTIN,! T 

8305230571 

50-309 

p 

MARTIN,! T 

8303240227 

50-29 

8 

MARTIN,! T 

8305240205 

50-272 

8 

MARTIN,! T 

8305250271 

50-219 

0 

MARTIN,! T 

0305250277 

30-277 

0 

MARTIN,! T 

8305230310 

30-309 

0 

MARTIN,! T 

8303250314* 

50-309 

0 

MARTIN,! T 

8303250480 

30-271 

0 

MARTIN,! T 

8303250488 

50-412 

Q 

MARTIN,! T 

8305250495 

50-289 

0 

MARTIN, r T 

8305250503 

50-286 

0 

MARTIN,! T 

8305250571 

50-387 

0 

MARTIN,! T 

8305270033 

50-423 

0 

MARTIN,! T 

8305270274 

50-333 

a 

MARTIN.! T 

8305270361 

TOPREP 


MARTIN,! r 

8305270372 

30-333 

Q 

MARTIN, H J 

8305060233 

NUREQ 


MARTINOVICH. M 

8305020114* 

50-373 

8 

MARUCUT.C R 

0305030592* 

30-461 

R 

MASON, C C 

8305240323 

50-327 

R 

MASSARO.S A 

8303040740 

NUREQ 


MAST, L 

8305200598 

50-440 

0 

MASTERSON, V 

S30S240381 

50-373 

8 

MASTEH80N, V 

8305270193 

50-373 

8 

MASTERSON, V V 

830 5060309* 

50-373 

8 

MATHENY, D C 

8305130195* 

30-346 

8 

MATHEWS, T P 

8303170470* 

50-283 

R 

MATHIS, C J 

8304110676 

30-293 

6 

MATHIS, C J 

6305230333 

50-293 

R 

MATHIS, C U 

0303230537* 

50-293 

R 

MATHIS, J 

0305270367* 

30-335 

Q 

MATHIS, U L 

8305270362* 

30-390 

Q 

MATTHEWS, 0 A 

8305030477 

50-261 

H 

MATTHEWS. B A 

8303030406 

30-261 

0 

MATTHEWS, B A 

8305030493 

50-261 

0 

MATTHEWS, B A 

8305180299 

30-261 

0 

MATTHEWS, B A 

8305180452 

50-261 

G 

MATTHEWS. H 

8305250580* 

30-483 

G 

MATTHEWS, H 

03OS25DSBO* 

30-483 

G 

MATTIA.M J 

8305090300* 

CONTRACT 


MATTIArM J 

63051 10232* 

CONTRACT 


MATTIA.M J 

0305120150* 

CONTRACT 


MATTIArM J 

8305160312* 

50-247 

0 

MATTIA.M J 

8303160316* 

30-247 

Q 

MATTIA.M J 

8305100560* 

CONTRACT 


MATTIA.M J 

03O51BO562* 

CONTRACT 


MATTIA.M J 

8305230247* 

CONTRACT 


MATT I A. K J 

8305230274* 

CONTRACT 


MATTIA.M J 

8305240367* 

FOIA 


MATTIA.M J 

03O526OOB7* 

CONTRACT 


MATTIMOE, J J 

8305230583 

30-312 

P 

MATTSON, R J 

8305030587* 

30-312 

P 

MATTSON, R J 

8305250221* 

30-361 

P 

MATTSON, ft J 

8303260396 

TOPREP 


MAURA, F A. 

8304120412* 

50-373 

Q 

MAUftiN.U V 

8305020341 

50-382 

A 

MAURTN.L V 

B30 50204 11 

30-382 

8 

MAURIN.L V 

8305020450 

30-382 

8 

MAURIN.L V 

8305020477 

30-302 

8 


AUTHOR 

ACCE6BI0N 

NUMBER 

SUBJECT 

CATEGORY 

MAURIN.L V 

8305050017 

50-382 

R 

MAURIN.L V 

8305060367 

50-302 

8 

MAURIN.L V 

8303060423 

50-302 

a 

MAURIN.L V 

8305060566 

50-302 

s 

MAURIN.L V 

8305060387 

50-302 

0 

MAURIN.L V 

8303 1300 19 

50-382 

B 

MAURIN.L U 

8303170223 

50-382 

B 

MAURIN.L V 

8303170263 

50-302 

B 

MAURIN.L V 

8303170327 

50-302 

B 

MAURIN.L V 

0303170351 

50-302 

B 

MAURIN.L V 

8305 170484 

50-382 

B 

MAURIN.L V 

8305170492 

50-302 

S 

MAURIN.L V 

8305170500 

50-382 

a 

MAURIN.L V 

8303180468 

50-382 

A 

MAXWELL, G F 

0305030537* 

50-440 

T 

MAXWELL, 0 F 

B30527030B* 

50-400 

Q 

MAXWELL, G F 

B303270631* 

50-400 

a 

MAXWELL, J C 

8305130347 

50-443 

o 

MAXWELL, U C 

8305130347 

50-443 

□ 

MAY, D C 

8304280121 

PR 


MAYWEATHER.L 

8304150372* 

50-361 

R 

MCALPINE.E J 

8305200318* 

70- 1 43 


MCALPINE.E J 

8305270145* 

70-1151 


HC ALPINE, E . J 

0305270159* 

70-1113 


MCALPINE.E J 

8305270167* 

70-143 


MCALPINE.E J 

8303270254* 

70-1201 


MCALPINE.E J 

8305270304* 

50-332 

Q 

MCALPINE.E J 

8305270480* 

70-1151 


MCALPINE.E J 

8305270536* 

70-;Z7 


MCALPINErE J 

8303270613* 

70-143 


MCALPINE.E J 

8305270648* 

70-143 


MCALPINE.E J 

0303310022* 

70-1201 


HCALPZNE, E J 

8305310134* 

70-1113 


HCBRBARTY, R A 

8303250295* 

50-219 

0 

MCBRIDE, L M 

8305050146 

50-267 

F 

MCCABE 

8305030118 

50-278 

a 

MCCABE 

8305060530 

50-317 

a 

MCCABE 

8305060558 

50-277 

a 

MCCABE 

8305110258 

50-388 

B 

MCCABE 

8305120412 

50-277 

B 

MCCABE, E 

B30S020337 

50-270 

B 

MCCABE, E 

8305060387 

50-277 

B 

MCCABE. E C 

8305030208* 

50-3 1 7 

Q 

MCCABE. E.G 

8305110149 

50-367 

Q 

MCCANN 

8305110239 

50-3BB 

B 

MCCARTY, C L 

8305030709 

40-0728 


MCCLINTQCK.R, 

8305120454# 

40-672 


HCCLINTOCK.R 

8305 120307* 

40-672 


MCCLINTOCKi ft 

8305120518* 

40-^72 


MCCLINTOCK.R 0 

8305060156* 

40-672' 


HCCLINTOCK.R 0 

8305120462* 

40-672 


MCCLINTOCK.R 0 

8305120472* 

FOIA 


MCCLUSKEYi 0 

0305160156 

50-440 

0 

MCCOLLUM, W 

030S03Q628* 

50-245 

P 

MCCOLLUM, W 

8305030628* 

50-245 

P 

MCCONNELL, T 

8305160286* 

50-369 

F 

MCCORKLE, G W 

8305160222* 

50-312 

a 

MCCOaKEY.R E 

8305020035* 

FOIA 


MCCOSKEY.R E 

8305040290* 

FOIA 


MGC08KEY.R E 

8303050328* 

70-378 


MCCRORY, 8 L 

8305170318* 

50-445 

a 

MCCRORY, 8 L 

8305230475* 

50-285 

Cl 

MCDERMOTT, D 

8305230298 

CONTRACT 


MCDERMOTT, D 

8305230326 

CONTRAC r 


MCDERMOTT, D 

8305260340 

CONTRACT 


MCDERMOTT, D 

8305270090 

CONTRACT 


MCDONALD, D 0 

8305090545* 

50-358 

A 

MCDONALD, D. 0. 

8305170104 

50-250 

F 

MCDONALD, D 0. 

8305180541 

50-250 

P 

MCDONALD, D J 

8305090561* 

50-358 

A 

MCDONNELL, L, J. 

8305310154 

50-305 

R 

MCDUFFIE, M A 

8305020124 

50-400 

E 

MCDUFFIE, M, A 

8305060555 

50-400 

E 

MCDUFFIE, M A 

8305110248 

50-400 

E 

MCDUFFIE, M A 

8305110294 

50-400 

E 

MCDUFFIE, M. A 

8305 120467 

50-400 

A 

MCDUFFIE, M. A 

8305160017 

50-400 

E 

MCDUFFIE, M A 

8305160021 

50-400 

E 

MCDUFFIE, M. A 

8305160109 

50-400 

E 

MCDUFFIE, M, A 

8305170282 

50-400 

A 

MCDUFFIE. M A 

8305180400 

50-400 

E 

MCDLFFIE, M. A 

8305200329 

50-400 

E 

MCDUFFIE, M, A. 

8305200384 

50-400 

E 

MCDUFFIE, M A 

8305200442 

50-400 

E 

MCDUFFIE, M A 

8305200676 

50-400 — 

K 
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SUBJECT 



ACCESSION 

SUBJECT 
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AUTHOR 

NUMBER 
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AUTHOR 


rATmnnv 











- 

MCLOUOHUIN.D 

0305120426# 

50-309 

F 

MILLER. J R 

0309130227 

70-1300 


MCDUFFIE. M A 

0305250494 

50-400 

E 

MCNEILL. C A 

0305110259 

50-333 

S 

MILLER. J R 

B305I70423 

50-373 

Q 

MCDUFFIE. M A 

0305260234 

50-400 

E 

MCNEILL. C A 

830511 O'! 00 

50-333 

8 

MILLER. J R 

0305200472 

70-923 


MCEVOY. R W 

0305030 163« 

FOIA 


MCNEILL. C A 

03051 10403 

50-333 

S 

MILLER, K V 

0305250424* 

50-403 

Q 

MCEUQYiR U 

0305040272# 

FOIA 


MCNEILL. C A 

0305110510 

30-333 

8 

MILLER. K V 

0309250424* 

50-483 

0 

MCESraY. R w 

B305040556# 

FOIA 














MCNEILL, C A 

8305130132 

30-333 

R 

MILLER. K V 

0309250544* 

50-403 

0 

HCEVOYiR M 

0305040559# 

FOIA 


MCNEILL. C. A 

0305230454 

30-333 

S 

MILLER, K V 

8309250544* 

50-403 

0 

MCFARLAND. C R 

0305270319* 

50-537 

<1 

MCNEILL. C A 

0305270109 

50-333 

R 

HILLER, L F 

0305170421* 

50-361 

Q 

MCOARRYr J M 

0305040530 

50-413 

0 

MCNEILL. C A 

0305270399# 

90-333 

0 

MILLER, L K 

0305170021* 

50-27S 

R 

MCOARRY. J H 

0305040530 

50-413 

0 

MCNEILL. W M 

S305050097* 

0A999 


MILLER. L K 

0309170147* 

50-31 1 

R 

MCOARRY. J M 

03050905 11 

50-413 

0 













MCNEILL. W M 

0305050110* 

GA999 


MILLER. M A 

S3051 10122 

50-329 

Q 

HCOARRV.J H 

0305100209# 

50-413 

Q 

MCNEILL, H M 

B303050179* 

aA999 


MILLER. M E 

0305110337 

50-337 

O 

MCOARRY. J. M 

8305100209* 

50-413 

0 

MCNEILL. H M 

0305090485* 

QA999 


MILLER. M E 

0305190204 

50-337 

0 

MCOARRV. J M 

0305100297* 

50-413 

0 

MCNEILL. W M 

0305200670* 

GA999 


MILLER rM I 

0305120273 

30-329 

o 

MCOARRYr U M 

8305100297* 

50-413 

0 

MCPHERSON. D M 

0305190209 

50-440 

Q 

MILLER. M I 

0305120273 

50-329 

Q 

MCOARRYr U M 

0305100305* 

50-413 

0 













MCQUEEN. A. D 

8303030313 

50-275 

S 

MILLER. M 8 

0309050007 

30-322 

G 

MCOARRYr U H 

B30S1 00305* 

50-413 

0 

MCQUEEN. A 0 

0305240393* 

50-275 

Q 

MILLER. M 8 

8309050007 

50-322 

G 

MCOARRV. J M 

0305100350 

PR 


MCQUIRE. D R 

0305200565* 

90-369 

Q 

MILLER. M S 

8305130069 

30-322 

Q 

MCOARRYiJ M 

0305240485 

50-413 

0 

MCSPEDON. T 0 

8305240517 

50-247 

H 

HILLER. M S 

8305130069 

50-322 

Q 

MCOARAYiU M 

8305240405 

50-413 

0 

MEI8ENHEIHER. J 

8305190201* 

50-455 

P 

MILLERi M T 

0303090191# 

30-293 

Q 

MCOAUOHYr J 

8305110291 

50-416 

8 













MElBENHElMERr J 

6303190284# 

50-329 

A 

MILLER. M T 

0305240232# 

SO-29 

Q 

MCOAUOHVrU P 

B304 110321 

50-416 

P 

MEISTER. J R 

0305300660# 

30-373 

P 

MILLERi R L 

0303020036 

71-9310 


MCOAUOHYr J P 

8304110320# 

50-416 

P 

MELIOI.A V 

0305190303# 

90-373 

P 

MILLER. R W 

8303270046* 

50-320 

P 

MCOAUOHY. J P 

8304280037 

50-416 

P 

MELLOrR M. 

0305230292# 

90-537 

A 

MILLER rW 

030913034?# 

50-331 

R 

MCOAUOHYr J P 

0305030553 

50-416 

8 

MENCZERr W. B 

0305160202 

50-350 

H 

MILLER. W K 

8305270293# 

50-309 

a 

MCOAUOHYr J P 

8305030562 

50-416 

0 













HENDELSQN. I N 

8305040345# 

CONTRACT 


HILLER. W H 

0305270404# 

50-4 1 3 

O 

MCOAUOHYr U P 

0305050075 

50-416 

F 

MENDEZ, R 

0305120420#, 

50-546 

Q 

MILLER. H 0 

0303020513 

50-219 

P 

MCOAUOHYr J P 

B305050077 

50-416 

F 

MENDQNCA. M M 

03051 70339# ^ 

90-275 

Q 

MILLER. W. 0 

0305030679 

30-259 

X 

MCOAUOHYr J P 

8305050131 

50-416 

8 

MENDONCA. M M 

8305170400# 

50-361 

Q 

HILLER. W D 

8303050347 

rOPREP 


MCOAUOHYr J P 

0305050167 

50-416 

8 

mendonca.m m 

0305260262* 

90-275 

0 

HILLER. W 0 

8303060649 

30-312 

p 

MCOAUOHYr J. P 

0305050227 

50-416 

a 













MERRITT. 8 

8305060571* 

90-249 

S 

HILLER. W Q 

8303090351 

30-329 

A 

MCOAUOHY. J P 

8305130194 

50-416 

6 

MERRITT. 8 

0305170140# 

90-237 

s 

HILLER. W 0 

0305090353 

50-312 

P 

MCOAUOHY. J. P 

0305170424 

50-416 

8 

MERRITT, 8 

0305240335 

90-237 

8 

MILLER. W 0 

03051 10020 

30-266 

P 

MCOAUOHY. J P 

8305170427 

50-416 

0 

HERRITTi Q 

8305240494 

50-237 

6 

MILLER. W Q 

B3051 10144 

30-295 

P 

MCOAUOHY. J P 

0305170430 

50-416 

8 

M ERR I WEATHER. N 

8305260243# 

50-440 

0 

MILLER, W 0 

0303180033 

50-213 

F 

MCOAUOHY. J P 

0305200200 

50-416 

8 













MERRl WEATHER. N 

0305270542# 

50-389 

Q 

MILLER. W □ 

0305200073 

30-320 

P 

MCOAUOHYr J. P 

03OS2OO4B4 

50-416 

a 

MEYER. 0 

030 5290314# 

90-309 

0 

MILLER, W □ 

0305200172 

30-331 

F 

MCOAUOHViJ P 

0305200523 

50-416 

s 

MEYER. 0 W 

8305230460# 

50-209 

0 

MILLER. M 0 

8305200178 

30-267 

P 

MCOAUOHYr J. P 

0305200604 

50-416 

8 

MEYER. 0 N 

0305250306* 

50-277 

0 

MILLER, W 0 

0305260372 

30-259 

P 

MCOAUOHYr U P 

8305250072 

50-416 

R 

MEYER. T A 

03051601 19* 

50-244 

a 

MILLER, W 0 

8305310227 

30-206 

P 

MCOAUOHYr J P 

0305250365 

50-416 

S 













MlDDENDORFrW B 

0305060536# 

50-352 

A 

MILLIOAN.M H 

8309030274 

30-322 

8 

MCOAUOHY. J P 

8305250405 

50-416 

8 

HlDURAiH J 

8304100491 

50-31 1 

8 

MILLIGAN. M H 

8305200394* 

30-322 

G 

MCOAUOHY. J. P 

0305250434 

50-416 

8 

H2DURA.H J 

0305130309* 

30-272 

F 

MILLS, L K 

8309030041 

30-390 

A 

MCOAUOHY. J P 

0305250407 

50-416 

8 

MILES. E. S 

0305160304 

90-247 

0 

MILLS. L M 

8309030072 

50-390 

0 

MCOAUOHY. J P 

0305250513 

50-416 

8 

MILES. E.fi. 

0305100557 

CONTRACT 

MILLS. L K 

8309030082 

50-390 

9 

MCOAUOHY. J. P 

0305250579 

50-416 

8 













MILINAZZO.P L 

8305240357* 

0A999 


MILLS. L M 

8303030121 

50-390 

A 

MCOAUOHY. J. P 

0305270400* 

50-416 

0 

MILINAZZOrP L 

0305240363* 

QA999 


HILLS. L M 

0303030232 

30-430 

8 

MCOAUOHYr J P 

8305270410# 

50-416 

Q 

MILLER, C A. 

0305110227 

NUREO 


MILLS. L M 

8305030370 

50-436 

0 

MCOAUOHY. U. P 

0305270473 

50-416 

8 

MILLER. 0 

8305170590* 

90-454 

0 

MILLS. L M 

8303030434 

30-390 

A 

MCOAUOHY. J P 

0305270515 

50-416 

8 

MILLER. 0. 

0305 170590* 

50-454 

0 

MILLS. L M 

0303030338 

30-430 

A 

MCOAUOHY. J. P. 

8305270593# 

50-416 

Q 













HILLER. T>. 

8305170590# 

30-494 

0 

MILLS. L M 

0309030578 

90-390 

8 

MCOAUOHY. J P 

8305310065 

50-416 

B 

MILLER. 0 B 

8305170131 

50-329 

A 

MILLS. L M 

8305030606 

30-390 

A 

MCOAUOHY. J P 

0305310069 

50-416 

0 

HILLER. 0 B 

0305170373 

90-329 

R 

MILLS. L M 

03OSO3O623 

30-289 

Q 

MCOAUOHY. J P 

0305310146 

50-416 

8 

MILLER. D B. 

0305 170397 

90-329 

A 

MILLS. L M 

0305040293 

90-390 

A 

MCOAUOHY. J P, 

0305310196 

50-416 

8 

KILLER. 0 B 

0305170422 

30-329 

A 

MILLS. L M 

0305040511 

90-239 

P 

MCOAUOHY. J P 

0305310204 

50-416 

8 













HILLER. D B 

8305170467 

50-329 

A 

MILLS, L M 

B3050S0047 

30-390 

S 

MCOAUOHY. J. P 

0305310207 

50-416 

8 

HILLER. D B. 

0309190065 

30-329 

A 

HILLS. L M 

0305050067 

50-390 

8 

KCORATH. R 

0305200374# 

50-309 

8 

HILLER. 0 a 

0309190200 

50-329 

A 

MILLS. L M 

0303050070 

30-390 

a 

mcorau.t l 

0305020016# 

FOIA 


HILLER. D B 

0305190290 

50-329 

Q 

MILLS. L M 

0303050120 

30-430 

8 

MCOREOOR. T 

8305020558# 

FOIA 


MILLER. 0 B 

0309200309 

50-329 

A 

HILLS. L M 

0303050122 

30-438 

8 

MCOREOORr T 

8305040150# 

FOIA 














HILLER. D. B 

0309240053 

90-329 

A 

MILLS. L M 

B3050S0192 

30-328 

8 

MCOREOOR 1 T. 

0305040510# 

FOIA 


MILLER. D B 

0309240427 

50-329 

A 

MILLS, L M 

0303050 10S 

50-390 

8 

HCOREOQRi T. 

0305050361# 

FOIA 


MILLER. D. B 

8305310190 

50-329 

A 

MILLS. L M 

0305050232 

50-390 

a 

MCOUIRE.O 

8304200299 

50-400 

8 

MILLER. D. E 

0305120353* 

50-374 

Q 

MILLS. L. M 

8305050243 

50-390 

a 

MCOUlRErD R 

0305030371# 

70-27 


HILLER. D. E 

0309170393# 

50-293 

Q 

MILLS. L M 

8305100101 

50-327 

F 

HCOUtRE. D R. 

0305090418# 

50-390 

a 













MILLER. D. E 

8305190161 

70-9 


MILLS. L M 

9305100189 

50-510 

A 

MCOUIRE. D. R 

0305090461# 

50-395 

Q 

MILLER. 0, E 

B3OS24O340# 

40-3392 


MILLS. L M 

0303100234 

50-239 

F 

MCOUlRErD R. 

0305100109# 

50-324 

Q 

MILLER. D, P 

8309110491 

NUREO 


HILLS. L M 

0303100240 

30-430 

A 

MCOUIRE. D. R. 

0305270212* 

50-302 

G 

HILLER. D 8 

0309160099 

50-309 

0 

HILLS. L M 

8305100339 

50-43S 

A 

MCOUIRE. 8, A 

8305100796 

NUREO 


HILLER. D 8 

8309160099 

50-309 

0 

MILLS, L M 

8305110292 

50-439 

8 

MCOURRENi H J 

0305190223 

50-338 

0 













MILLER. D 8. 

0305190255 

50-309 

0 

MILLS, L H 

8303110304 

50-430 

8 

MCINTOSH. M D 

0305200440* 

50-369 

P 

MILLER. D a 

B3Q5190255 

50-309 

o 

HILLS. L. M 

0303110317 

50-390 

8 

MCKAY. E. D. 

0305310211 

WASTE MOT 

HILLER. 0 8 

8305240403 

50-309 

0 

MILLS. L M 

0303110319 

50-390 

8 

MCHEEN.C M 

0305020571* 

FOIA 


HILLER. D, 8 

0305240493 

50-309 

0 

MILLS. L M 

0305110406 

90—438 

8 

MCKEOHN 

0305100004 

50-272 

8 

MILLER.. D 8 

0305240493 

50-309 

0 

MILLS. L M 

03051 10441 

90-439 

a 

MCKEOWN 

8305110439 

50-206 

8 













MILLERi H, J 

8305090661 

WASTE MOT 

MILLS. L M 

8305110503 

50-391 

S 

MCKEOHN. L. 

0305030294 

50-206 

8 

HILLERtiJ 
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8305020316 

0A999 


POTAPOVS. U 

6305020346 

0A999 



40-3453 

40-8594 

40-6622 

40-8675 

40-0432 

40-9452 
40-0550 
50-270 S 
50-269 S 
30-269 S 

40-6659 
TOPREP 
WASTE MOT 
NUREO 
FOIA 

50-440 G 

ORO 

QA799 

QA999 

QA999 

QA999 
50-445 Q 
50-346 0 

50-373 P 
CONTRACT 

ACRS 

ACR8 

50-315 8 

50-307 S 
50-307 S 

50-247 0 

CONTRACT 
50-310 8 

50-310 S 
50-361 0 

50-361 0 

30-361 0 

50-361 0 

50-361 0 

50-278 P 


POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS, U 
POTAPOVS. V 

POTAPOVS, U 
POTAPOVS, U, 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U. 

POTAPOVS, U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS, U 
POTAPOVS. U 

POTAPOVS, U 
POTAPOVS. U 
POTAPOVS, U 
POTAPOVS. U 
POTAPOVS. U 

POTAPOVS, U 
POTAPOVS. U. 
POTAPOVS. U. 
POTAPOVS. U 
POTAPOVS, U 

POTAPOVS, U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS, U 
POTAPOVS. U. 

POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS. U 
POTAPOVS. U 


6305020364 

QA999 

6305020366* 

0A999 

8305020420 

QA999 

8305020446 

QA999 

6305030330 

0A999 

8305030349 

QA999 

6305030358 

<1A999 

6305030363 

0A999 

8305030377 

QA999 

6303030413 

0A999 

0305030427 

0A999 

8305030466 

0A999 

8305030509 

QA999 

0305030544 

QA999 

8305050068 

QA999 

8305050088 

0A999 

8305050094 

0A999 

6305050102 

0A999 

0305050107 

0A999 

8305050114 

aA999‘ 

0305050145 

QA999 

8305050160 

0A999 

8305050162 

QA999 

6305050177 

QA999 

0305050219 

0A999 

6305050237 

QA999 

0305050251 

0A999 

0305090001 

0A999 

0305090371 

QA999 

8305090306 

QA999 

0305090392 

QA999 

8305090450 

0A999 

8305100336 

QA999 

6305100343* 

QA999 

0305120305 

0A999 

0305120394 

QA999 

0305120402 

0A999 

0305170541 

QA999 

8305170549 

0A999 

6305200306 

QA999 


30-298 P 
30-290 P 
50-296 P 
50-298 I 
50-296 P 


POTAPOVS. U 
POTAPOVS. U 
POTAPOVS, U 
POTAPOVS. U 
POTAPOVS. U 


8305200323* QA999 
6305200333 0A999 
B3O5200370 QA999 
0305200411 QA999 
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50-298 P 
50-289 G 
50-289 U 
30-529 O 
50-295 r 


POTAPOVS, U. 
POTAPOVS, U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS, U. 


8305200443 QA999 
8305200446 04999 
8305200462* QA999 
8303200509 (iA999 
8305200668 QA999 


30-295 F 
50-295 F 
50-333 Q 
30-245 0 
50-269 0 


POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS. U 
POTAPOVS. U 
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6305230514 0A999 
8305240333 0A999 
0305240336 GA999 
0305240344 0A999 
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POTAPOVS. U 
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POTAPOVS. U 
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POTAPOVS. U 

B3052404L9 
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POTAPOVS. U 

9305240454 

QA779 


POTAPOVS. U 

9305240426 

QA797 


POTAPOVS. U 

9303240433* 

QA999 


POTAPOVS. U 

9305260291 

QA999 


POTAPOVS. U 

0305270267 

QA979 


POTAPOVS. U 

9303270291 

0A999 


POTAPOVS, U 

9303270302 

0A979 


POTTERFIELD. A 

8303030608 

50-247 

G 

PDTTERFIELD. A 

B3OSO3O6O0 

50-247 

0 

POTTERFIELD. A 

B30S03060Q 

50-247 

G 

POTTERFIELD. A 

9305030641* 

50-247 

0 

POTTERFIELD. A 

9303030641* 

50-247 

0 

POTTERFIELD. A 

9303030652* 

50-247 

0 

POULK. R M 

9305130176* 

50-324 

8 

PDVLKifi M 

8303200543* 

50-324 

8 
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9303060384* 

30-329 

A 
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TDPREP 
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50-537 

0 
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9303120556 

30-537 

0 
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83032S0306* 

50-277 

Q 
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9305190210 
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PRICHARD, R P 

9305240064 
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8305110398* 

50-334 

P 
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0 
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0 
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0 
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70-370 
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70-370 
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0 
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8 
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T 
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9305270006 
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RAHE.E P 

0305270481 

TOPREP 


RAJAN 

0305170413* 

50-454 

T 
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0305090578* 

50-445 

0 

RAJRI ,8 

0305170452 

50-440 

0 

RAMSDELLrJ V 

8305190792 

NUREO 


RAHSDEN. J J 

0305040093* 

FOIA 


RAH 8 DEN. J. J 

0305040114# 

FOIA 


RAHSDEN. J J 

0305050342* 

FOIA 


RAHSDEN. J J 

8305050351* 

FOIA 


RAHSEV. C. 

8305120447* 

30-373 

Q 

RANDALL. R 0 

830S06042D* 

50-220 

a 

RANDALL. R 0 

8305060540* 

50-220 

0 

RANDALL. R 0 

8305200290* 

50-220 

0 

RANDALL. W. I 

8305020425 

50-443 

0 

RANDALL. W I 

8305020427* 

30-443 

0 

RANDAZZAi J, B 

9305030491 

30-309 

p 

RATCLIFF. R H 

9305040165* 

FOIA 


RAW80N. R. J, 

9305170545 

30-322 

Q 

RAW80N. R. J, 

0305250367 

30-322 

Q 

RAY.H, B 

8305030356 

50-361 

8 

RAY.H B 

8305030357* 

50-361 

8 

RAYiH. B 

8305030360 

50-361 

a 

RAY.H B 

8305030432 

50-361 

8 
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8305060448 
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8303060450* 
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S 

RAY.H B 
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8305060305 

50-361 

3 

RAY.H B 

9305060314* 

50-361 

S 

RAY.H B 

9305160011 

50-361 

B 

RAY. H. B 

0305160014* 

50-361 

5 

RAY.H B 

9305160047 

50-362 

B 

RAY.H B 

0305160051* 

50-362 

3 

RAY.H B 

9305160055 

50-361 

B 

RAY.H B 

0305160069* 

50-361 

B 

RAY.H B 

0305160101* 

50-36 1 

3 

RAY.H a 

0305160110 

50-362 

3 

RAY.H B 
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50-362 

S 

RAY.H B 

B305160120 

50-362 

s 

RAY.H B 
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50-362 

3 

RAY.H B 

8305270131 

50-361 

8 

RAY.H B 

B305270157 

50-362 

3 

RAY.H B 
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50-361 

8 

RAY.H B 
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50-361 

3 

RAY.H S 

9305270408 

50-36 1 

S 

READE. M T 

0305310211 

WASTE MOT 

REAVI 8 . J A 

0305170460* 

50-269 

R 

REAVI 8 .J A 

REAVI9. J H 

RE BELLO. J E 

REBELLO. J E 

RE BELLO. J E 
REBELLO. J E 
REBELLO. J e 
REBELLO. J E 

REBELLO. J E 
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REBELLO. J E 

0305170540* 

0305180063* 

0305040553* 
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0305110000* 
0305110152* 
9305110192* 
03051 10190* 

0305120560* 

0305130300* 

0305130361* 

50-369 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

R 

REBELLO. J E 
REBELLO. J E 

0305180047* 

0305180792* 

50-247 

CONTRACT 

P 

REBEL0W6KI.T H 

0305250309* 

50-213 

O 

REDANO.R T 
REDHONDtR F 

0305170333* 

0305110192* 

50-299 

CONTRACT 

o 

REDWANZ.F J 

0305160284* 

50-321 

R 

REED.C 

0305020234* 

50-456 

iGf 

REED.C 

0305060554* 

50-373 

0 

REED. C 

0305170167 

50-254 

Q 

REED. C 

0305170184* 

50-254 

0 

REED. C 

0305200621 

50-373 

P 

REED.J R 

8305240544 

50-440 

O 

REEDY, R F 

8305180427 

50-275 

R 

REEaiDE. D. 

9305040260* 

50-369 

8 

REG 8 IDE.W Q 

0305040246* 

50-369 

B 

REEVES. E A 

REOANtN A 

0305090016 

8305040637 

50-340 

XPORTLIC 

P 

REHH. T 

0305020565 

50-329 

A 

REHH.T A 

8305040777 

COMMISSION 

REHH. T A 

9305110135 

C0MMI88I0M 

REHM.T A 

8305170717 

COMMISSION 

REHMrT A 

8305100236* 

50-490 

A 

REHM.T A 

8305230121 

COMMISSION 

REHM.T A 

REHRIO. A W 
REHRIO.A W 

REHRIO. A W 

8305250103 

8303020560* 

0305030260* 

0305040103* 

50-289 

FOIA 

70-378 

FOIA 

Q 

REIHANN. F W 

8305170304* 

50-34 1 

a 

REIMANN. F W 

8305260224* 

50-440 

Q 

RE1MER8. 0 A 

8305030396* 

50-331 

B 

REINERS. 0 A 

8305240236 

50-331 

B 

RE1NMUTH,0 VI 

8305100083* 

50-490 

<k 

REI 8 ,M P 

REIVITZ.L 

RENICK.F J 
REMLEY.N E 
REMLEY.M E 

8305160176* 

0305040660* 

8111030653* 

8305310219 

0305310220* 

50-275 

CONTRACT 

FOIA 

70-25 

70-25 

P 

RENNER. A E 

8305120304 

30-440 

0 

REFKA.O A 

9305100222 

50-322 

0 

REPKA. D. A 

8305170563 

30-322 

0 

REPKA.D A 

8305200590 

30-322 

0 

REPKA.D A 

8305260271 

30-322 

0 

REQUA. 0 

8305060378 

30-261 

p 

REOUA. 0 

9305060678 

30-261 

p 

REQUAi 0 

9305110618 

30-261 

F 

REQUAr 0 

8305160346 

50-261 

P 

REBETAR, J 

9305270454 

50-336 

8 

REBSLER.N C. 

9305020210 

30-209 

R 

REVELEY. W T 

0305100391 

30-322 

0 

REYES. L A. 

8304 120412* 

30-373 

Q 

REVES.L A 

0305020357* 

30-403 

Q 

REYES, L A 

9305170304* 

30-341 

Q 
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REVES.L A 

03051 704 D3* 

50-373 

REVES.L A 

0305260224* 

30-440 

REYNOLDS. J R 

03031 10212 

30-273 

REYNOLDS. J R 

8305110383 

30-273 

REYNOLDS. J R 

0305120283 

50-273 

REYNOLDS. J R 

0303 1 2028 5 

30-273 

REYNOLDS, J W 

0305240365* 

30-153 

REYNOLDS. N S 

0303290382 

50-397 

REYNOLDS. N S 

0303290302 

50-397 

REYNOLDS, N S 

B305020473 

50-460 

REYNOLDS. N S 

0305020473 

50-460 

REVNOLD5.N S 

0303030009 

50-460 

REYNOLDS. N S 

0305030009 

50-460 

REVNOLDa.N S 

0305030019 

50-445 

REYNOLDS.N 5 

0305050018 

30-445 

REYNOLDS. N S 

0305050019 

30-460 

REYNOLDS, N S 

0305050019 

30-460 

REYNOLDS, N S 

030306049 1 

50-308 

REYNOLDS, N S 

9303060491 

30-508 

REYNOLDS, N S 

3305090507 

30-443 

REYNOLDS. N S 

0305090507 

30-443 

REYNDLOa. N S 

83051D0270 

50-443 

REYNOLDS. N S 

9305100270 

50-443 

REYNOLDS. N S 

8305100295 

30-443 

REYNOLDS, N S 

8303100S93 

30-445 

REYNOLDS. N 8 

9305100321 

50-445 

REYNOLDS. N 8 

83031 0032 1 

50-443 

REYNOLDS. N S 

9305130260 

50-443 

REYNOLDS, N S 

8305130260 

50-443 

REYNOLDS, N S 

8305170516 

50-460 

REYNOLDS. N S 

0305170516 

50-460 

REYNOLDS. N 3 

8305190449 

PR 

REYNOLDS. N 9 

0305250406 

PR 
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0305110330* 

50-209 

REYNOLDS , 8 

8303240321 

50-234 

REYNOLDS, S D 

0305050147* 

50-277 

REYNOLDS. S D 

0305250309* 

50-206 
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8303230500 

50-505 

RHEE. S 

8303240207 

30-237 

RHODE. 0 K 

0305060043 

50-220 

RHODE, Q. K 

B30S060046* 

50-220 

RHODE. Q K 

0305230592* 

50-410 

RHODES, H 

830S030246* 

40-8027 

RICCARDELLA, P 

830506005S* 

30-321 

RICE. D A 

0303050263* 

50-29 

RICHARDS, D L 

8303270167* 

70-143 

R rCHARDS, D L 

8303310022* 

70-1201 

RICHARDS. J 

0303050236 

30-416 

RICHARD 8 .S 

0303250503* 

50-209 

RICHARD5.V/ J 

0303180353 

PR 

RICHARDSON. J D 

3303130126 

SO-4 1 6 

RICHARDSON. J D 

0305130126 

30-416 

RICHARDSON. J D 

0305290072 

50-4 1 6 

RlCHMaNDivT 8 

0305310164 

30-303 

RICHTER, L 

0305130095* 

30-346 

RICHTER. L. 

8303170171* 

50-346 

RIDDLE, D H 

0304270399 

71-9135 

RIDGWAYi D 

8303 1 2039 1 

3Q-402 

R 1 DOVfAY. D 

0303 1 2039 1 

50-482 

R J DGUAY. D A 

0305060483 

50-482 

RIDOVIAY, D A 

0303130137 

30-261 

RIDOWAY, 0 A 

0305180429 

50-382 

R I DO WAY. D, A 

0305180429 

50-302 

R I DOWAY. D. A 

B3052 40487 

50-2B9 

RIDOWAYi K R 

0303230139* 

70-1193 

RILEY, E J 

8303060145* 

FOIA 

RILEY. J L 

9303060292 

30-413 

RILEY, J L 

8305060252 

30-413 

RILEY, R VI 

9303230429* 

COMMJBSrOI 

RINOrM A 

9303020357* 

30-403 

RIFLING, E J 

83051 10512 

NUREQ 

RISSO.R, P 

9305180562* 

CONTRACT 

RITCHIE, L T 

8303310210 

NUREO 

RITTER. D 

8305230703 

30-289 ' 

RIVENBARI^.O W 

930304071 1 

30-366 

RIVENBARK,0 W 

8303040749 

50-321 , 

RDBBINS, J.O 

9305160063 

TOPREP J 

ROBERDS.H W 

8305100116* 

30-482 

ROBCRDS.H W 

9305230400* 

30-402 
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30-269 

RQBERT 81 Vi 

03 05 I 10009* 

30-373 

ROB IN80N, D 

0305020171* 

30-316 

ROBINSON. D. 

0303020312* 

50-313 


648 


PERSONAL AUTHOR INDEX 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 
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0305030514 

30-445 

0 
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50-445 

0 
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0 
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30-445 

0 
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0 
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P 
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P 
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H 
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RUFF, A B. 
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0 

RUITER.D. H. 
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50-303 

R 
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8305270370# 

30-340 

0 

RUNCO. F 

8305180459# 

50-322 

H 

RUNCO. F 

8305100461* 

30-322 

H 

RUNKLE. J 
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50-400 

0 

RUNKLE. J 

0305060532 

50-400 

0 

RUNKLE. J. 

0305090475 

30-400 

0 

RUSLINO.D H 

0305180334 

PR 


RUSSELL. L B. 

8305030303 

50-318 

s 

RUSSELL. L B 

8305060635# 

50-317 

F 

RUSSELL. L B 

03051 10352 

50-317 

8 

RUSSELL. L B 

0305160001 

50-310 

8 

RUSSELL. L B 

0305190287 

50-317 

8 

RUSSELL. L B 

0305190340 

30-310 

8 

RUSSELL. L B 

0305230510 

30-317 

8 

RUSSELL. L B 

0305230522 

30-310 

0 

RUSSELL. L B. 

0305230555 

30-317 

8 

RUSSELL. L B. 

8305270072 

50-317 

8 

RUSSELL. L B 

8305270603 

50-317 

B 

RUSSO. H L 

0305200315# 
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RUS6Q. K L 

0305200332# 

(1A999 


RUTLEDGE. C 

0305260144 

40-8302 


RUTTENBERO. J I 

8305120296 

50-352 

0 

RUZICKA.W 0. 

8305170504# 

30-54 

Q 

RUZICKA.H 0 

0305170500* 

50-54 

Q 

RUZtCKA. H 0 

0305180334 

PR 


RYAH.R F 

0305120344# 

50-320 

T 

RYBAK. B 

B30404026B 

30-237 

0 

RYBAK. B 

0305020450 

30-234 

P 

RYBAK. B, 

8305040446 

30-237 

P 

RVGAK. B 

0305040520 

50-237 

P 

RYBAK. B 

0305040551 

30-237 

P 

RYBAK. B 

0305050043 

30-234 

P 

RYBAK. B 

0305100092 

50-237 

Q 

RYBAK. B 

0305100190# 

50-10 

Q 

RYBAK. 9 

0305130038 

30-237 

P 

RYBAK. B 

0305130209 

30-237 

P 

RYBAK. B 

8305180376 

50-237 

P 

RYBAK. 8 

8305200295 

30-237 

B 

RYBAK. 8 

0305240245 

50-237 

F 

RYBAK. B 

0305250377 

50-237 

0 

RYBAK. B 

0305260890 

30-237 

P 

RYBAK. 8. 

8305270395 

50-237 

Q 

RYBAK. B 

8303270419 

30-237 

P 

RYBAK. 8. 

8305310037 

50-237 

P 

SALTZHANr U 

0305100707 

70-2973 


SAHPiR A 

8305090537 

30-358 

T 

SANCHEZ. R. L 

8305180056# 

FOIA 


SANDERS. H. F 

8305270328# 

30-424 

Q 

SANDERS. H F 

8305270337# 

50-424 

Q 

SANDOZiS A 

9305040466# 

TOPREP 


SANDQUIST.D 

0305190380# 

50-407 

P 

SANTORO. M P 

8305180194 

71-9180 


SARDENTi A. U 

8305090501 

50-443 

0 

SARDENT. A V 

8305090502# 

30-443 

0 

S ARDENT. I 

8208060249# 

50-330 

p 

SAROENTr I K 

0305310241# 

50-285 

P 

8AR87EN..D E 

8305200495 

30-443 

s 

fiAUBERHAN. A 

0305240517 

50-247 

H 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODftV 

8AWICKI. J 

0304040394* 

50-322 

U 

8CALETTI.D C 

0305120070# 

50-70 

P 

SCARANO.R A 

B303170513 

50-361 

8 

8CARAN0.R A 

0305240393# 

50-275 

D 

SCHAEFER. D W 

0305270115 

50-318 

8 

SCHAEFFER. M A 

0305270033# 

50-320 

P 

8CHAPKER. J F 

0305270496# 

50-510 

0 

8CHEPPACH. R C 
SCHERER. A E 

8305260300# 

0305020400 

CONTRACT 

50-470 

E 

SCHERER. A E 

0305090330 

50-470 

E 

9CHERER.A E 

0305120120 

50-470 

B 

SCHERER. A E 

0305120105 

50-470 

E 

SCHERER. A E 

03O513OOB1 

90-470 

E 

SCHERER. A E 

8305170326 

50-470 

A 

SCHERER. A E 

0305170527 

50-335 

a 

SCHERER. A E 

0303200560 

90-470 

E 

BCHHIDT.H C 

0305100123 

50-445 

A 

SCHMIDT. H C 

8305100130 

50-445 

R 

SCHMIDT. H C 

8305310151 

50-445 

A 

SCHMIDT. W H 

SCHMITT. H 
8GHMITTDIEL.P 
8CHMUTZ. T. A 

9303050432 

0305100116# 

8305060651 

8309110445 

NUREO 

FOIA 

40-8697 

50-537 

Q 

SCHNAUTZ.C E 
6CHNELL. D F 

8305260330 

8303240307 

KPORTLIC 

50-463 

A 

8CHNELL, D F 

9304150354 

50-402 

a 

SCHNELL. D F 

0305030263* 

50-483 

a 

8CHNELL. D F 

0305060293# 

50-403 

3 

SCHNELL. D F 

8305170136* 

50-403 

Q 

SCHNELL. D F 

8305170100* 

SO-4B3 

0 

SCHNELL, D F 

0305170227# 

50-483 

Q 

SCHNELL. D F 

0305200518# 

50-483 

Q 

8CHR0CK.C A 

0305170271* 

50-305 

S 

BCHROEDER.B A 

0305130202# 

50-237 

R 

6CHR0EDER.C W 

0304290034 

50-373 

P 

SCHROEDERrC VJ 

8305030161 

50-373 

P 

8CHRDEDER.G W 

8305060569# 

50-373 

0 

SCHROEDERrC. W, 

8305100352 

50-374 

s 

SCHROEDERrC W 

8305110092 

90-373 

p 

SCHROEDERrC W 

8305190353# 

90-373 

p 

SCHROEDERrC W 

8305230504 

90-373 

p 

SCHROEDER.G W 

83DS240110 

50-373 

p 

aCHROEOER.G W 

8305240111 

50-374 

A 

SCHULERi R, T. 

8305240517 

50-247 

H 

SCHULER. R T 

8305240517 

50-247 

H 

SCHULER, T.R 

8305190175# 

50-244 

B 

SCHULER. T R 

0305190230# 

50-244 

a 

SCHULLKEr D. A 

8305030226# 

90-282 

F 

SCHULTZ. C 

0305060444# 

90-2«i5 , 


SCHULZ. R. D. 

8305190334# 

50-410 

0 

BCHUM. H 8 

0305100160# 

50-4B2 

Q 

SCHUMACHER. D 0 
SCHUMACHER. M 

B3D5110196 

0305270270# 

NUREO 
50-34 1 

□ 

SCHUMACHER. M C 
SCHUMACHER. M C 

0303200102# 

0305170240# 

40-2061 

90-454 

Q 

SCHUMACHER. M C 

0305270502# 

50-305 

O 

SCHUYLER, J D 

0305020300 

90-275 

P 

SCHUYLER. J 0 

0305040320* 

90-279 

P 

SCHUYLER. J 0 

0305310135# 

90-275 

P 

SGHWENCERr A. 

6303300772 

50-387 

P 

SCHWENGER.A 

0304290013 

50-352 

F 

SGHWENCERr A 

8305030106 

90-498 

E 

6CKWENCER, A 

8305040527 

50-352 

A 

SCHWENCER.A, 

8305040616 

50-387 

P 

8GHWENCER. A 

8305040669 

50-307 

P 

SCHWENCER.A 

9305040677 

90-49S 

A 

SGHWENCERr A 

9305050366 

90-387 

0 

SGHWENCERr A 

8305050402 

50-373 

F 

SGHWENCERr A 

6305090602 

90-498 

A 

SCHWENCER. A 

8305090633 

50-410 

A 

SCHWENCER.A 

0305090640# 

50-410 

A 

SCHWENCER. A 

0305110171 

50-373 

P 

SCHWENCER. A 

8305110616 

50-498 

E 

SCHWENCER. A, 

8305120580 

90-373 

P 

SCHWENCER, A 

8305120593# 

50-373 

P 

SCHWENCER. A 

0305170604 

90-499 

E 

SCHWENCER.A 

0305170705# 

90-461 

A 

SCHWENCER.A 

0305200091 

50-3B7 

F 

SCHWENCER. A 

8305200176 

90-387 

P 

SCHWENCER. A 

9305250082 

90-397 

E 

SCHWENCER.A, 

8305260327# 

90-392 

O 

SCHWENCER. A 

8305260348 

90-498 

E 

SCHWENCER. A 

8309270028 

90-416 

F 

SCHWENCER. A 

8305270039 

90-498 

A 

8CHHINK.W 

8309170718 

REVIEW OAP 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SHERWOOD. G> Q 
SHERWOOD. O G 
SHERWOOD. <? G 
SHERWOOD. D G 
SHERWOOD. G G 

83030203^9 
6303 030403 
B3030904‘?3» 
83091002*^8 
0309200197 

90-447 E 
90-447 A 
TOPREP 

90-447 E 
30-447 A 

SHERWOOD. 0 G 
SHERWOOD. 0 Q 
SHEWHAKER.R E 
SHIELDS. 3 W 
SHIELDS. 8 W 

8309260037 
83092600434 
83090304744 
63042901-67 
830302011 3~ 

90-447 E 
90-447 E 
30-483 Q 
50-546 A 
90-946 a 

SHIELDS. S W 
SHIELDS. S W 
SHIELDS. 3 W 
SHIELDS. S U 
SHIELDS. S U 

0305020291 
8305040494 
0303120437 
83051301 19 
8305130207 

90-346 8 
50-946 a 
30-546 A 
50-946 A 
50-946 S 

SHIELDS. S U 
SHIELDS. 3 M 
SHIELDS. S y 
SHIELDS. S U 
SHIELDS. 3 W 

8305170306 

0305170306 

8305200239 

8305200239 

8303230654 

90-546 A 
50-546 A 
50-546 F 
50-546 F 
50-546 A 

SHIELDS. 5 W 
SHIELDS. S U 
BHIFFER . J D 
BHIFFER. J D 
BHIFFER . J D 

8303240400 

8305260332 

0303170336 

0305240397 

0305270249 

50-546 8 
90-546 S 
30-133 8 
30-279 S 
30-273 3 

6HIMA. 8 

SHIMECK. D J 

SHINE. C 

SHINE. C 

SHINOLETON.E D 

8305020537* 
83031 lOSlB 
8303030634* 
B305030624* 
B305090361* 

XPORTLIC 

NURE8 

30-243 P 

90-243 P 

90-416 S 

6HIN0LET0N.E □ 
SHINOLETON.E 0 
BHINOLETON. E D 
8HINOLETON. E Q 
BHIRAKAWA. T 

8305110279* 

0305170426* 

8305310065 

8305310207 

8305170573 

30-416 8 
50-416 S 
50-416 8 
50-416 8 
XPORTLIC 

SHlRAKAWAr T 
SHIRAKAWAt T 
8HIRAKAWA. T 
SHlRAKAWAr T 
SHIRAKAWA. T 

8305170500 

8305170592 

830518062? 

8305180819 

8305180026 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTL I C 
XPORTL 1 C 

SHIVELY. C 
8H0EHAKER.C J 
SHOEMAKER. C J 
SHOEMAKER. C J 
SHOEMAKER* C J 

8305180467 

8305030550 

8305040504 

8305110345 

8305110350 

90-368 P 
50-352 Q 
90-358 0 
PROJ 

50-338 0 

SHOEMAKER. C J 
SHOEMAKER. C J 
SHOEMAKER. C J 
SHOEMAKER. € J 
SHOEMAKER. C J 

S30S120314 

8305120319 

0309130093 

0305200657 

0305240520 

90-483 0 
30-289 0 
50-483 Q 
30-279 0 
50-159 0 

SHOEMAKER. C J 
BHOLLY. 3 C 

SHOLLVi S C 

SHDLLY. 3 C 

SHDNiF J 

8305270604 

8305230009 

8305230243 

030524024? 

0309040464 

50-289 0 

FOIA 

FOIA 

90-249 P 

50-247 0 

SHONiF J 

SHQTWELL. J A 
SHREVE. D. B 
SHYliLOCK.tl D 
SHYMLOCK.M D 

0305130030 

03O5O?O523 

8305090131* 

8305270455* 

8305270544* 

50-247 0 

30-443 F 

CONTRACT 
50-338 a 

50-330 Q 

SIEBERr J D 
BtEfiERLINDi J 
SIEDLER*0 

8IEFKEN. D L 
SlEOELi B. 

8305060261 

8305240275* 

8305040593* 

8309090647 

8309160337 

90-334 R 
30-390 0 
70-378 

WASTE MOT 
90-290 P 

31LBER0. J E 
SILBERO. V E 
BILBERO*^ E 
8ILBERQf^l e 
9ILBERO.J £ 

8305020470 

8305020470 

83050403'07 

0309040307 

0309040506 

30-440 0 
90-440 0 
50-440 0 
50-440 0 
50-440 T 

SILEERQ* J E 
8ILBER0. J E 
SILBERT. E J 
SILBERT.E, 8 
SILKER.W a 

0309240313 
8309240313 
8309120960* 
030923001 2* 
9305060674 

90-4B2 0 

30-482 0 

CONTRACT 
ADVCM 

NUREO 

SiLKERiW a 

SILVER* K 

SILVER* K 

8ILVI8»R 

81LVIS.R M 

0305110457 

0305170105 

0305240020 

8305170603 

8305040690 

NURE8 

30-289 P 

50-20? P 

CONTRACT 
CONTRAC T 

SILVlSiR M 
SIMAN-TOV. M 
SIMPSON. A K 
SIMPSON. C 
SIMPSON. G H 

0305270108 

0305060349 

0305110904* 

8305020006 

8309230220 

CONTRACT 

RES 

COMMISSION 

FOIA 

FOIA 
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AUTHOR 

ACCESSION 

numqsr 

SUBJECT 

CATEGORY 

SIMPSON- J H 

asosiBOSsa 

90-482 

G 

SIMPSON- J M 

83091 QOSSG 

50-482 

G 

SINCLAIR. J G 

8303130103 

30'271 

P 

SINCLAIR. J 0 

0305200917 

50-271 

P 

SINCLAlRi J B 

6309240193 

90-271 

P 

SINCLAIR. J 0 

G3052701A1 

50-271 

P 

SINCLAIR. J D 

8305310212 

30-271 

F 

SINCLAIR. J R 

SGOSieOlOO* 

FOIA 


SINCLAIR. L W 

6305160038 

50''2B6 

P 

SINCLAIR- H 

8305250213 

30-329 

0 

SINCLAIR- M 

83032601 69 

50-329 

0 

SlNJSlrJ H 

S305 120006 

50-213 

J 

51NISI. J N 

8305120059 

30-293 

J 

SINISI. J H 

B305120I 10 

50-244 

J 

SlNISr-J N 

8305120196 

50-245 

J 

siNisr. J H 

B305120200 

50-29 

J 

S18CQ-H U 

030 50200 19» 

FOIA 


SISCO- H N 

8305030020# 

FOIA 


SISCO- H M 

83OS03OO35# 

FDIA 


SISCO. H U 

8305030055# 

FOIA 


SlSCdiH W 

0305030105# 

FOIA 


SISCO. H H 

0303030105# 

FDIA 


SISCO- H W 

0303040234* 

FOIA 


SISCO. H » 

03OSO4O2SO# 

FOIA 


SISCO- H Vi 

03030 ;0569# 

FOIA 


SISKIND. B 

8303020947 

NUREG 


SISKIND- B 

03O5I7OIO1 

NUREG 


SKARUPA-J D 

0305060006 

XPORTUIC 


SKfUESi L J 

0305090310* 

30-443 

T 

SKINNER- P H 

0303270442* 

30-338 

0 

SKINNER. P H 

830 5270394# 

50-333 

0 

SKQLD8. J U 

S30S270462* 

30-395 

a 

SKOLDSiJ L 

0305270332# 

50-393 

Q 

SKOV/D 0 

B30 5260273* 

40-8137 


SLA TEN- N 0 

6303250432# 

50-483 

0 

SLA TEN. N 0 

8309250952* 

50-483 

0 

SLENDER- R J 

8309240346# 

0A999 


SMITH. A 

8305040349* 

CONTRACT 


SMITH- A L 

0305030192# 

QA999 


SMITH. A L 

8309090413# 

0A999 


SMITH- D Q 

B303 130390* 

50-320 

T 

SMITH. C F 

8309310143 

30-329 

A 

SMITH. 0 C 

8304160954* 

70-1143 


SMITH. 0 C 

8309190313* 

50-2; 1 

Q 

SMITH. I W 

8305040409 

50-454 

G 

SMITH. I W 

8309160-162 

50-454 

0 

SMITHf I M 

0309200921 

50-434 

0 

SMITH- J A 

8309120395# 

50-320 

T 

SMITH- J C 

0309020410 

40-6622 


SMITH. J C 

8309030277 

40-6622 


SMITH- J L 

0303040303 

50-322 

£ 

SMITH- J L 

B30904090e 

90-322 

£ 

SMITH- J L 

8309120328 

90-322 

6 

SMITH- J L 

8309160070 

50-322 

£ 

SMITH- J L 

8309160075 

90-322 

A 

SMITH. J L 

0305240447 

50-322 

A 

SMITH. J L 

03052700 1 3 

50-322 

£ 

SMITH- J L 

8305310090 

50-322 

A 

SMITH- M 

8309170242 

40-8064 


SMITH. N A 

0309130250# 

90-281 

P 

SMITH- P 

8309230293# 

CONTRACT 


SMITHrP A 

0305040200 

CONTRACT 


SMITH. P A 

03O5O4O2S4# 

CONTRACT 


SMITH- P. A 

B3OSO4034 1 

CONTRACT 


SMITH-P A 

8305050389# 

CONTRACT 


SMITH- P- A 

8303060235 

50-206 

P 

SMITH-P A 

8309060239* 

50-206 

P 

SMITH-P A 

8309170661* 

CONTRACT 


SMITH. P A 

0309160421* 

CONTRACT 


SMITH-P. A 

8309200071# 

CONTRACT 


SMITH. P A 

0309230031# 

CONTRACT 


SMITH-P. A 

8309260380# 

CONTRACT 


SMITH, R 

8303030191* 

50-293 

G 

SMITH. R D 

0309060363 

40-8703 


SMITH- R C 

0305130322 

40-8792 


smith- R D 

8305130330 

40-0703 


SMITH. R D 

0309160291 

40-8693 


SMITH- R D 

8305160292 

40-8743 


SMITH- R D 

8309 1 60256 

40-0675 


SMITH- R D 

8305240396 

40-8663 


SMITH. R, H 

B30S 120260# 

40-672 


SrilTHiS H 

8305120284# 

40-672 


SMITH- R. H 

8309120289# 

40-672 


SMITH- R H 

8309120294* 

4'0'672 


SMITH, S H 

8309230283 

50-261 

P 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SMITH. W <7 


S3D3280126 

90-313 

S 

SMITH- M G 


8309020072 

90-316 

B 

SMITH- W 0 


0305020141 

90''3I3 

B 

SMITH. W C 


8305020161 

90-316 

S 

SMITH. W O 


8309020192 

90-316 

S 

SMITH- W D 


8305020299 

90-319 

8 

SMITH. H 0 


8309020317 

90-313 

8 

SMITH. M 0 


0305020440 

90-315 

6 

SMITH. U 0 


0305060400 

50-315 

S 

SMITH- H 0 


8305120318 

30-316 

a 

SMITH. M O 


9305120396 

90-315 

a 

SMITH- H 0 


0305130097 

50-315 

a 

SMITH- W Q 


0305130166 

30-316 

a 

SMITH- W 0 


83O513DI70 

90-313 

a 

SMITH. W G 


0309130206 

90-315 

0 

SMITH- W 0 


8309170441 

50-315 

6 

SMITH. M G 


0305170446 

90-316 

8 

SMITH- W 0 


8305240149 

90-316 

8 

SMITH- H G 


8305240329 

90-319 

8 

SMITH. M Q 


0305240330 

90-315 

8 

SMITH- W 0 


9305240345 

90-319 

8 

SMITH, W Q 


9305240362 

90-315 

8 

SMITH- M G 


8305270087 

50-319 

8 

SMITH- W 0 


8309270107 

90-319 

S 

SMITH, W G 


0305270223 

90-316 

6 

SMITH, W G 


0309270444 

90-315 

8 

SMITH, M 0 


8303310179 

50-316 

8 

flMVTH, C W 


8303190247* 

90-289 

R 

SNELL- H 0 


03OS31O181# 

90-331 

0 

SNOH-B A 


0303230526 

90-244 

8 

SNYDER. B J 


0305180230 

30-320 

P 

SNYDER- B J 


0305100245* 

50-320 

P 

SNYDER- B vT 
SNYDER. H L 
SOBON. L J 


8309100253* 

0305060309 

0305060171* 

90-320 

40-8904 

FOIA 

P 

8DDBR8TR0M, 

J 

0305270040* 

50-320 

P 

SOLLENBERGER- D 

0305170599 

40-299 


SOLLENBERCeR. D 

9303250997 

40-299 


SOLNIT-A J 


0303030646* 

50-247 

G 

SOLNIT-A J 


8309030646# 

90-247 

0 

SOLTIS- K S 
SONDAO-T J 
SQO.P 

8D0.P 

SOO.P 


0305190209 

8309100436 

0305020947 

8305110127 

0305170101 

90-440 

PR 

NUREG 

NUREO 

NUREG 

G 

SORENSEN- J 


8309270040* 

90-320 

P 

SOUDER-J L 


0309020963 

50-146 

H 

SOUTHARD- R 

0 

8309230031* 

CONTRACT 


SPECTOR.S t 

1 

8309230499# 

30^244 

8 

SPENCE- G P 


0309060091# 

50-289 

I 

SPENCER- D 


6309020236* 

50-373 

8 

SPENCER- D 


9309020291* 

50-373 

8 

SPENCER-D A 

0309240310 

50-373 

8 

SPENCER. D A 

8309240425 

50-373 

8 

8PES8ARD, R 

L 

0309020390 

90-483 

0 

SPESSARD- R 

L 

0305020394* 

50-403 

0 

6PES8ARD, R 

L 

0309030258 

30-483 

Q 

SPESSARD. R 

L 

8309060284 

30-403 

0 

SPESSARD, R 

L 

8309060542 

90-373 

Q 

8PEBSARD.R 

L 

0309060947 

90-456 

Q 

SPESSARD. R 

U 

8305100388 

30-341 

Q 

SPESSARD- R 

U 

8309120419 

50-346 

Q 

SPESSARD- R 

u 

8305120423* 

30-346 

Q 

SPESSARD, R 

L 

83051 20438 

50-373 

Q 

SPESSARD. R 

U 

0309120443* 

50-373 

0 

SPESSARD- R 

L 

8305130129 

50-454 

Q 

SPESSARD- R 

U 

8309130139 

50-373 

0 

SPESSARD- R 

L 

8305170130 

90-483 

Q 

SPESSARD- R 

L 

0309170182 

30-483 

Q 

SPESSARD- R 

L 

0305170222 

50-483 

Q 

SPESSARD- R 

L 

8305170241 

30-266 

Q 

SPESSARD. R 

L 

8309170294 

30-341 

Q 

SPESSARD- R 

L 

8305170298# 

90-341 

Q 

SPESSARD- R 

L 

0305170322 

50-374 

0 

SPESSARD- R 

L 

8309190289# 

30-373 

0 

SPESSARD. R 

L 

8309200330 

50-346 

Q 

SPESSARD- R 

L 

8305200407 

50-293 

8 

SPESSARD, R 

t. 

8305200421 

50-237 

0 

SPESSARD. R 

L 

8305200900 

30-454 

0 

SPESSARD- R 

L 

8305200909 

50-346 

G 

SPESSARD- R 

L 

8309200986 

50-434 

Q 

SPES8AR0-R 

L 

8305340125# 

30-373 

Q 

SPEB8ARD- R 

L 

8305260259 

30-153 

G 

SPESSARD- R 

L 

8305270191 

30-436 

G 

SPESSARD- R 

L 

8305270476 

30-494 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BPlELESrP. R 
SPIELES-P R 
SPITZBERO-D B 
6PRA0UE, R L 

B3052S0171 

0309260364 

8303020476 

8303030474* 

40“8697 

4O-8B0D 

40-8492 

90-483 

Ct 

8RENIAH0K1- D 

STACHNIAK.R 

B305020271 

9305170163* 

l&E 

50-237 

0 

8TAMBAU0H, P 
STANFILL-O Vt 

0305110236* 

8305250341* 

CONTRACT 

50-403 

9 

STANFILL-G W 

8303250341* 

90-4B3 

9 

8TANFILL-0 W 

8305250336* 

50-483 

9 

STANFILL.O W 

8303290356* 

90-403 

9 

8TAN0E- 0 J 

8305030693* 

50-209 

F 

STANGE-8 J 

8305050307* 

30-209 

F 

fiTANOe-S J 

03O9O9O3B1* 

90-320 

F 

STANSBERRY- H Vi 

0305270446* 

90-393 

G 

STAPLETON, B Vi 

0305100371* 

90-196 

Q 

STAPLETON, fl H 
STARK- R H 

8305130234* 

0309110590 

70-1300 

50-537 

A 

STARKEY. R B 

0305030399 

50-261 

B 

STARKEY- R B 

0303050249 

90-261 

8 

STARKEY, R B 

B309 110231 

90-261 

3 

STARKEY, R D 

8305290423 

50-261 

B 

STARKEY- R B 

0305270487* 

90-261 

0 

8TAR0STECKI- R 

8303020226 

90-209 

Q 

STAROSTECKI- R 

0305020322 

90-57 

Q 

STAROSTECKI- R 

0305020343 

90-277 

Q 

STAROSTECKI - R 

0309030139 

90-277 

Q 

STAROSTECKI - R 

8303030191 

90-520 

Q 

STAROSTECKI- R 

0305030190 

90-317 

G 

STAROSTECKI- R 

0309030350 

50-309 

0 

STAROSTECKI - R 

8303090116 

50-443 

4 

STAROSTECKI - R 

0305050172 

50-334 

G 

STAROSTECKI - R 

0303090223 

90-97 

D 

BTARO0TECKI.R 

6309100403 

90-286 

Q 

STAROSTECKI - R 

0305100427 

50-247 

0 

STAROSTECKI - R 

0309 110369 

50-333 

Q 

STARQSTECKl-R 

8309110386 

90-225 

Q 

STAROSTECKI- R 

0305 1 10501 

90-333 

9 

STAROSTECKI- R 

03091 2030 J 

50-322 

0 

STAROSTECKI - R 

8309160083 

90-394 

0 

STAROSTECKI - R 

8309160137 

90-293 

G 

STAROSTECKI. R 

6305160194 

50-269 

a 

STAROSTCCKI-R 

0305170487 

90-394 

G 

STAROSTECKI- R 

0309170495 

50-54 

0 

STAROSTECKI- R 

8305190017 

50-29 

0 

STAROSTECKI - R 

8305190031 

50-322 

0 

STAROSTECKI- R 

0305190260 

50-219 

a 

STAROSTECKI - R 

8309190331 

90-4 1 0 

0 

STAROSTECKI -R 

0309200386 

50r2i{0 


STAROSTECKI- R 

63052304S9 

90-293 

0 

STAROSTECKI -R 

930923052? 

90-410 

a 

STAROSTECKI- R 

8303250226 

50-286 

Q 

STAROSTECKI- R 

8305250307 

90-213 

G 

STAROSTECKI- R 

S305230427 

50-29 

G 

BTAR08TECKI- R 

0303250437 

90-245 

G 

STAROSTECKI- R 

S30S25043S 

90-244 

0 

8TAR08TECKI-R 

0305290447 

90-271 

0 

STAROSTECKI - R 

0305290454 

50-184 

0 

STAROSTECKI - R 

0305250499 

90-336 

0 

STAROSTECKI- R 

S305230497 

50-213 

0 

STAROBTECKI-R 
STAROSTECKI, R 

8305290S63 

8309270043 

70-371 

50-272 

0 

BTAROSTECKI, R 

B305270204 

50- 1 84 

Q 

STAROSTECKI - R 

8305270971 

90-244 

D 

STAROSTECKI - R 

8305270638 

90-410 

G 

STAROSTECKI- R 

8305270656 

90'-412 

a 

0TA0EK- 8. 

8309020480* 

50-10 

Q 

8TEFAN0-J J 

8309120130 

50-440 

0 

STEFANO-J J 

8305120460 

50-397 

E 

STEFANO, J J 

8305120470* 

90-397 

E 

STEFANO-J J 

0309120477# 

50-397 

E 

STEFANO-J J 

8309120485* 

90-397 

E 

STEFANO-J J 

8305120491* 

90-397 

E 

STEFANO-J J, 

0309290189 

50-440 

A 

STELLO- V 

8009140296# 

50-498 

A 

STELLO- V. 

B0092S0930# 

50-490 

a 

9TELL0- V- 

8006090238* 

50-498 

0 

STELLO- V, 

8006090440# 

90-498 

0 

STELLO, V. 

8000120773# 

50-498 

A 

STELLO- V. 

8010280978# 

50-324 

P 

STELLO, V 

8305040630 

50-272 

8 

STELLO- V 

0309110419 

REUIEH 

9RP 

STELLO- V 

0309110489# 

REVIEW 

GRP 

STELLO, V 

STELLO- V 

6305120602# 

0309120609# 

40-672 

40-672 




PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

KUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

8TELL0. V 

8303170279 

REVIEW 

GRP 

STOHR* J P 

8309270196 

70-1 1 13 

w-v- 

STftICKLER, L 


B305I70713 

REVIEW 

GRP 

STOHR* J P 

8309270161 

70-143 


STRiCKLERr L 


0303100064* 

50-490 

Q 

STOHR* J P 

0303270174 

70-1201 


STHICKLER, L 


0303180157* 

30-498 

Q 

STOHR. J P 

0303270208 

50-332 

0 

STRiCKLEfti L 

tf 1 l&L*L«U« V 

0303180186* 

FOIA 


STOHR* J P 

B303270450 

70-1151 


STRiCKLERr L 

BTELLO, V 

8303100202* 

50-490 

Q 

STOHR* J P 

0303270467* 

70-1 1 91 


STRiCKLERr L 


8305180211* 

30-490 

Q 

STOHR. J P 

0305270540 

70-27 


BTRICKLER.L 

oTELLIJi V 

0305190230* 

90-490 

A 

STOHR. J P 

0303270600 

70-143 


STftIGKLER. L 

BTELLOi V 

8305100257* 

30-498 

T 

STOHRi J P 

8305270640 

70-143 


STft INGHAM. 3 


0305100326* 

30-498 

A 

STOHR* J P 

0303310016 

70-1201 


STRINOHAMr S 

BTELLO. V 

0305190010 

REVIEW 

GRP 

STOHR, J P 

0303310109 

70-11 13 


STRUMWASSBR , 


0305200619 

REVIEW 

GRP 

STOHR r J P 

0303310120 

70-1 1 31 


8 TRUMWASSER , 


0305230903 

REVIEW 

ORP 

STOHR, J P 

0309310132 

TO— 1 1 13 


STRUMWASgER, 

OTELLOi V 

0305230507 

REVIEW 

GRP 

8T0LZ, J F 

0303280319 

90-302 

p 

STUART* t> L 

BTELLOf V 

830S230669 

REVIEW 

GRP 

STOLZr J F 

0304120027 

50-321 

p 

STUCKY.S W 

STELLOi V 

0305260373 

ORO 


STOLZ. J F 

0305020992 

50-312 

p 

STURKEYrJ J 

9TCLL0> V 

0309260378 

NIBC 


STOLZ, J F 

0309030309 

50-346 

p 

STURKEV* J J 

STEMPLEf P J 

8309200149* 

CONTRACT 

STOLZr J F 

0305040769 

50-321 

p 

SUERNANNr J F 

STEPHENSONr C J 

8309 11 03 42* 

90-209 

S 

BTQLZr J F 

0309060671 

50-321 

p 

SUGAR MAN. R J 

STEPTOEj P 

0309100341 

30-329 

0 

STOLZ. J P 

03030901 11» 

SO -269 

p 

aUOARMANrft J 

8TEPT0E, P 

0309100341 

30-329 

0 

STOLZr J F 

8303090138* 

50-269 

p 

SULLIVAN. M F 

STEP TOE* P P 

8309270347 

50-329 

0 

BTQLZr J F 

8305090147 

50-313 


SUMMER FI ELO, T 

8 TEPTOE 1 P P 

8309270347 

30-329 

0 

STOLZr J F 

0305070154* 

90-313 

p 

BUMMERS, R 

BTERNi P 

0309030563 

30-309 

Q 

BTQLZr J F 

8309090179* 

30-313 

p 

SUMNER, H L 

STERN f P 

0309030567* 

30-309 

Q 

STOLZ. J F 

0303090304 

50-302 

0 

SUMNER , H L 

QTERNj p. 

8303100460 

PR 


STOLZr J F 

8309090909* 

50-302 

Q 

SUNDINrR E 

STERNf P 

0303240306 

30-309 

0 

BTQLZr J F 

8309090600 

90-269 

p 

SUTHERLAND, W 

SrENNSEROrl) M, 

0309160210* 

30-312 

Q 

STOLZr J F 

8305 1 1 0625 

50-313 

p 

BUTPHIN, R N 

STERNBEROr D M 

0303170346 

30-397 

Q 

STOLZr J F 

8305120037 

50-302 

p 

SUTPHINr R N 

STERNBEROi D N 

0309170373 

90-397 

0 

STOLZ, J F 

0303120904 

90-313 

P 

BUTPHIN. R N 

BTERN6ER0, D H 

8303170377 

90-328 

0 

STOLZr J F 

8309120906* 

50-313 

p 

SUTTON* J W 

STERNBEROr D M 

8303170304 

90-300 

Q 

STOLZr J F, 

0305130294 

50-26? 

p 

SUTTON. J W 

STERNBEROr D M 

0309170421* 

30-361 

Q 

STOLZ, J F. 

0305170622 

50-3 1 3 

p 

SUTTON. J W 

STERNBEROr 0 H 

0309170429 

30-09 

0 

STOLZr J F. 

8305170673* 

90-346 

p 

SUWALrO M 

STERNBEROr D M 

0303170436 

30-397 

Q 

STOLZr J F 

0309170677 

50-313 

F 

SWAN, W 

STERNBEROr D H 

B30 31 70494 

30-500 

Q 

STOLZr J F 

0305170602* 

50-346 

p 

SWANSON* E 

STERNBEROr D M 

8303170560 

30-528 

Q 

STOLZ, J F» 

0309180008* 

50-270 

p 

SWANSON, e R 

STERNBEROr D M 

0303170864* 

90-528 

Q 

STOLZ, J F. 

0309180014* 

90-270 

p 

SWARTZ, E D 

STERNBEROr D H 

0303260232 

30-397 

Q 

STOLZr J F 

0305180049* 

50-269 

p 

SWARTZ, B D 

STERNBEROr D h 

0303260319 

30-928 

0 

STOLZr J F 

0305100060* 

90-269 

P 

SWARTZ, E 0 - 

STETKArT F 

0303270325* 

90-302 

Q 

STOLZr J F 

8305100099 

50-209 

P 

SWARTZ, E D 

STEWART r Ji M 

0305200440# 

90-369 

P 

BTQLZr J F 

0305180102 

50-346 

p 

SWARTZ, E 0 

BTEWARTr 8 D 

0303230245 

CONTRACT 

STOLZr J F 

0309180104* 

50-26? 

p 

SWARTZ, E D 

8 TEWART 1 8 0 

0303230236 

CONTRACT 

STOLZr J F. 

0309180114* 

50-346 

p 

SWARTZ, E D 

BTEWARTr W L 

0305040173 

90-338 

P 

STOLZ, J F. 

0309100120* 

90-289 

P 

SWARTZ. £ D 

STEWART, M L 

0303040409 

90-330 

P 

STOLZ, J F 

8309100131 

50-269 

p 

SWARTZUELDERrR 

STEWARTr W L, 

3305050126 

30-200 

F 

STOLZr J F 

0305100161 

50-313 

p 

SWARTZWELDER, R 

BTEWARTr W L 

0305060061 

30-201 

0 

STOLZ, J F 

0309100107* 

90-346 

p 

8 WARTZWELDER, R 

STEWART, W. L 

0305060100 

90-281 

F 

STOLZr %i, F 

0303100694 

50-313 

p 

SWETLAND, P 

STEWART, W L 

B3O5O6O203 

90-339 

P 

8 TOLZ 1 J F 

8305100049 

90-313 

P 

SWEZEVrM 

STEWART, W L 

0305060336 

90-200 

P 

STOLZ, J F 

0303200100 

50-277 

Q 

SWIOERr M A 

STEWART, W L 

8309090139 

90-200 

0 

STOLZ, J F 

0305200103 

90-269 

P 

SWIOER, M A 

STEWART, W L 

8309100108 

90-200 

P 

STOLZ, J F 

0303200238* 

90-277 

Q 

OYLVIA, 9 ft 

STEWART r W. L 

0303100315 

90-200 

Q 

BTOtZr J F 

0309230014 

90-313 

Q 

8 ZCZECH.R A 

STEWART, W. L 

8303120047 

90-339 

0 

STOLZr J F. 

0309230120 

90-313 

P 

SZCZECHrR A 

BTEWARTr W L 

8309120244 

50-281 

P 

STOLZr J F. 

8309310003 

90-269 

P 

SZCZECHrR A 

STEWARTr W L 

0309120306 

90-339 

P 

STONE. J 

8200060249* 

90-330 

P 

SZCZECH, Ft A 

STEWARTr W. L 

8303130038 

50-200 

F 

8T0RR, J F. 

0309230603* 

90-410 

A 

srcZECH, R A 

STEWART, W. L 

0303100372 

30-200 

P 

STOTZ, J, 

8309130199* 

50-346 

s 

SZUKIEWrCZ.A J 

STEWART, W L 

0303190233 

90-339 

P 

8 TOTZ 1 J 

0309310030 

90-346 

8 

TAMrP 3 

STEWARTr W L 

0303200163 

30-200 

P 

8 TRAKA* M 

0309030379 

90-123 

R 

TANG WEE, D. 

STEWARTr W, L 

0303200499 

90-200 

P 

STRATOULYi D C 

0309030202* 

90-275 

R 

TANSEV, W J 

STEWARTr W. L 

8303260232 

90-200 

P 

8TRAT0ULY. D C 

0309030949* 

90-275 

R 

TAPIA. J I 

BTEWARTr W L. 

8305260323 

90-330 

P 

STRATOULYr D C 

0309170917* 

90-273 

R 

TAPIA* J 1 

BTEWARTr W L 

0309270143 

30-33S 

Q 

STRATTON, W R 

0309230469* 

COMHlSSiaN 

TAPIA, J r 

STEWARTr W L 

0303270190 

90-339 

P 

STRAUSS. R, J 

0309030416 

PR 


TARAS, D. 

STEWARTr W, L 

0303270220 

30-330 

P 

STREETER, J F 

0309020392* 

90-305 

0 

TARAS. D N 

STEWARTr W L, 

0303270240* 

90-280 

Q 

STREETER, J F 

8309020467 

50-10 

Q 

TARAS, D M 

STEWART, W. U 

0303270407* 

90-330 

0 

STREETER, J F 

8309100364 

90-331 

Q 

TARAS, 0 . N 

STEWART, W L 

0309270416* 

90-330 

Q 

STREETER, J, F 

0309170140 

90-546 

Q 

TARAS, D. N 

BTEWARTr H. U 

0309270426* 

90-338 

a 

STREETER, J F 

0309170303 

90-346 

Q 

TARAO, D. N 

STEWARTr W L 

0303310099 

90-339 

p 

STREETER, J F 

0309170308* 

50-346 

0 

TARAS, D. N 

STlEDErW L 

0305130139* 

90-434 

a 

STREETER, J F 

0309170390 

90-373 

a 

TARAO, D. W 

BTILESr H 

8305200426* 

30-260 

s 

STREETER, J F 

0309170400* 

90-373 

Q 

TARAS, D N 

STILESr H, A 

0309100113* 

30-296 

9 

STREETER, J F 

0309170291 

90-331 

Q 

TARAB, D N 

STiLLi N. 

0309090626 

WASTE MOT 

STREETER. J F. 

S309260221 

90-440 

Q 

TARAS. D. N 

STILLER, M. A 

0309290408* 

90-403 

0 

STREETER, J F 

8309260244 

90-461 

Q 

TARAS , 0 N 

BTlLLWELLrW 0 

03091 10920 

NUREO 


STREETER, J F 

8309260296 

90-409 

a 

TARAS, D N, 

STINSON, R C 

0309290929 

PR 


BTREETERrJ F 

8309260329 

90-373 

Q 

TARAO, D N 

STOETZELiO A 

0305030317 

90-331 

a 

BTREETERr J F 

8309260331* 

90-373 

Q 

TARABrD N, 

BTOHRrJ P, 

0305030360 

70-27 


STREUTKER, 8 R 

8309040109* 

71-9181 


TARAS* D N 

8T0HR, J P. 

StOHR, J P 

0305200310 

70-143 


STREUTKERr 8 R 

8309060142* 

71-9175 


TAUBER. N 

8303270113 

70-1U3 


STREUTKER, 8 ft 

8309060140* 

71-9175 


TAUBER* H 

STOHR, J p. 

8305270142 

70-1191 


BTRlCKLERrL 

8309130111* 

FOIA 


TAUBER. H 

STOHR, J P. 

0305270195 

70-143 


STftIGKLER, L J 

8309130021* 

FOIA 


TAUBER. H 


ACCESSION 


Q3OSia0031« 
03D^lBOO37i» 
aaoBiaoo'i^a* 
03051 BO 
8303180174* 

8303100207* 
a30Sia0223* 
0305130247* 
9304 1 30034 
8304130042* 

B3031 10212 
8303110217 
8303110303 
G305250327 
8305200638 

83 03240 4 B7* 

B303240495* 

0303230499 

8303310013 

0309310013 

0305090561* 

0303200663* 

8303190336 

0305170443* 

8305170499* 

8305250193 

0305050426 

03051703194 

0305170256* 

0305260258* 

8305030071* 

0305050149* 

0303090403* 

8305130290* 

0309270303* 

0305020348* 
8305240309* 
8309030270 
8309 06055 9* 
0305100237 

0305130001 

8303130091 

8309100305 

8309260267 

0309270079 

8309310061* 

0309310070* 

0309310060* 

8303230314* 

0303240517 

8303240315 
8303240513 
0303190273* 
03090301 12* 
8303030127# 

03051 10287* 
8305 110391* 
8309200951* 
8305090646* 
B30904D621 

0309240202 

8309030480 

8309070970* 

8309100009* 

8305230449* 

8104060999* 

8006180378* 

0309020204* 

0309020549* 

0305030225* 

0309030233* 

0305030251* 

8309040009* 

0309040103* 

0305040127* 

0303040387* 

0309040430* 

0305040467* 

0309040902* 

0309050346* 

0309050349* 
0309020370 
03091001 19 
8309170662 
8309230992 


SUBJECT 

CATEGOflV 


FOIA 

FOIA 

FOTA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

71-494 

71-194 

50-279 0 

50-273 0 

90-279 O 
50-443 0 

50-193 G 

50-313 p 
50-313 P 
30-269 P 
30-352 G 
50-332 0 

50-356 A 
50-373 P 
50-272 S 
30-321 S 
30-366 e 

40-8102 

NURGO 

50-346 Q 
50-331 Q 
50-409 Q 

QA799 

0A99? 

QA999 

90-281 P 
50-390 Q 

90-313 0 

90-3 1 3 Q 
90-4 54 0 

90-436 Q 
90-494 A 

90-456 A 
90-494 A 
90-494 A 
90-496 A 
90-496 F 

90-320 a 
90-320 S 
90-320 8 

90-309 0 

30-247 H 

90-440 0 

90-440 0 

50-350 Q 
30-209 8 

90-209 3 

50-209 8- 

50-289 a 
50-289 8 

50-445 0 

30-334 P 

80-237 8 

Prt 

30-443 Q 
90-192 Q 
90-449 Q 

FOIA 

FOIA 

FOIA 

FOIA ; 

70-370 

70-370 

70-378 I 

FOIA I 

FOIA 

FOIA 1 

FOIA 

FOIA ' 

FOIA 

FOIA , 

FOIA I 

raiA I 

30-341 A 
50-341 A I 
70-2926 
90-341 A ' 



562 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

TAYLORrH S 

8305090467 

TO PREP 


TAYLQRrH S 

830<5O9O469« 

TOPREP 


TAYLQRiJ H 

8305100316 

TOPREP 


TAYLORrJ H 

03OStSOO18 

TOPREP 


TAYLOR. sJ H 

030526031 U 

50-330 

8 

TAYLORRJ H 

8305260313* 

50-330 

S 

TAYLOftiJ M 

0212060395 

50-3 

Q 

TAYLORiJ M 

8305160062* 

50-309 

0 

TAYLOR, J H 

0303130267* 

50-409 

Q 

TAYLOR. « 

0303170718 

REV I EM 

GRP 

TAYLOR. P A 

8305270245* 

50-309 

0 

TAYLOR. P A 

8305270453* 

50-389 

0 

TAYLOR. R 

830524022? 

50-373 

S 

TAYLOR. R 0 

83030?037e* 

30-445 

0 

TAYLOR. R 0 

8305090630* 

50-445 

0 

TEDFORD. C F 

0305030578 

PR 


TENMYSONiV H 

8305120099* 

50-275 

P 

TER A Or D 

B305090654* 

50-443 

Q 

THIE3. A C 

0305090435 

30-207 

P 

THI^C^fES. L 

03051 10467 

NUREO 


THOMAS 

0305190072 

50-219 

6 

THOMAS. C 0 

0304270179 

PR 


THOMAS. C 0 

8303050379 

50-447 

E 

THOMAS. C 0 

8305 0603 56 

TOPREP 


THOMAS. C 0 

0305060562 

50-447 

E 

THOMAS, C 0 

0305090217 

TDPfiEP 


THOMAS. C 0 

8303090534 

TOPREP 


THOMAS. C Q 

8303090597 

TOPREP 


THOMAS. C 0 

0305120029 

TOPREP 


THOMAS. C 0 

0305120037 

50-70 

P 

THOMAS. C,0 

8305 120067* 

50-70 

P 

THOMAS. C 0 

0305120009 

50-73 

P 

THOMAS. C 0 

8305120096* 

50-73 

P 

THOMAS. C 0 

0305180017 

50-470 

E 

THOMAS. C 0 

8305100060 

30-447 

A 

THOMAS. C D 

8305260151 

KtSC 


THOMAS. J 

8305190266* 

50-219 

0 

THOMAS. M 

6305270151* 

50-369 

0 

THOMAS. M 

0305270562* 

50-390 

0 

THOMAS, R D 

8305100416* 

30-237 

0 

THOMAS, R D 

8305160076* 

70-754 


THOMAS. R D 

8305260273* 

40-0137 


THOMAS. 8 

6305200590 

50-440 

0 

THOMAS. W V 

0305100011 

50-346 

F 

THOMAS* W V 

03051 1G457 

NUREO 


THOMASON. P V 

8305060374 

50-29B 

a 

THOMASON. P V 

8305120433 

S0-29B 

0 

THOMPSON. D 

7908000036* 

50-490 

Q 

THOMPSON. D, 

01 12290537* 

70-925 


THOMPSON. 0 

6305120620* 

40-672 


THOMPSON. D 

0305170067* 

50-142 

0 

THOMPSON. D 

0305180337* 

50-498 

A 

THOMPSON. D 

0305200590 

50-440 

0 

THOMPSON. H L 

8305030507* 

50-312 

P 

THOMPSON. P 

8305120246* 

40-672 


THOMPSON. S U 

8305310209 

NUREO 


THOMSEN. F T 

0303310029 

50-522 

0 

THOMSEN. F T 

0305310029 

50-522 

0 

THOMSEN. F T 

0305310082 

50-522 

0 

THOMSEN, F T 

8305310002 

50-522 

0 

THONUa. L 

8305030164* 

50-320 

Q 

THONUS, L 

8305160199* 

50-289 

Q 

THOROERSENiU 0 

8303100397* 

50-305 

S 

THOROERSEN. J 0 

03O527O19B 

50-305 

8 

THORMSIVRO. H D 

6009120332* 

50-498 

Q 

THORNBURG. H D 

0010090450* 

50-490 

A 

THORNBURG. H 0 

03O51SO276* 

50-490 

0 

THORS EN.E 0 

8305270506 

50-247 

9 

THULLi r. S 

8305060512* 

50-845 

3 

THULL. T 8 

8305230557* 

50-245 

S 

THURMOND. S. 

0305230406* 

COMMISSION 

TIEDKE, vT K. 

8305180347 

PR 


TlERMANr J A 

8305060396 

50-317 

P 

TIERNAM. J A 

0305060430 

PR 


TJERNAN. J A 

8305100350 

PR 


TIERNAN. J.A 

8305240269* 

30-317 

P 

TIERNEY, J.E 

8305100460 

PR 


TIETZfO 

8305310142 

50-254 

S 

TILLEY. R 

8305020061 

71-6717 


TILLEY. R 

8303040671 

71-495 


TILLEY. R 

8305040679* 

71-495 


TILLMAN. A 

8305030371* 

70-27 


TILLMAN. A. 

8305200565* 

50-369 

Q 

TIMO.P P. 

6305040433 

TOPREP 


TiPPStS B 

8305050040* 

SO-321 

8 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

TIPPB.S B 

8305030067* 

50-321 

8 

TIPPS. 8 B 

8305110272* 

50-321 

8 

TIPPB.S B 

8305110273* 

50-321 

8 

TIPPB.S 0 

B3051 10293* 

50-321 

6 

TIPPS. 8 B 

B3031 10369* 

50-366 

8 

TIPP8, S, B. 

0305110412* 

50-321 

8 

TIPPS. 6 8. 

0305110417* 

50-366 

8 

TIPPS.B 8 

8305110434* 

50-321 

8 

TIPPB.S B 

8305110436* 

50-366 

8 

TIPPSiS 0 

8305130242* 

50-366 

S 

TIPPS.S 0 

0305170262* 

50-321 

8 

TIPPB.S 8. 

8305170284* 

50-366 

8 

TIPPB.S B. 

0303170394* 

50-366 

8 

TIPPS, S 8 

8305170430* 

50-321 

8 

TIPPB.S B 

8305170506* 

50-366 

8 

TIPPS, 8 0 

8305230460* 

50-366 

8 

TIPPB.S B 

8305230490* 

50-366 

8 

TIPPSjS S 

8305230490* 

50-366 

6 

TIPPS.S B 

0305230377* 

50-321 

8 

TIPPS.S D 

0305270123 

50-366 

8 

TIPPS.S B 

0305270234 

50-321 

S 

TIPPS. a 8 

0305310124 

50-366 

S 

TIPPS. 8 B. 

0305310166 

50-321 

8 

TIPPB.S B. 

0305310180 

50-321 

8 

TIPPS. 8 B, 

0305310206 

50-366 

6 

TOBIN. W J. 

0305090461* 

50-395 

Q 

TOBIN. W J. 

0305100109* 

50-324 

0 

TODD.J T. 

0305120430* 

50-307 

8 

TODOt J T. 

8305200361* 

50-307 

8 

TODOROVICH. M H 

8305240453 

50-247 

H 

TOMAN. 0 J 

0305170106* 

50-272 

8 

TOMPKINS* B. A 

0305020394 

50-483 

0 

TOMPKINS* B A, 

0305020405 

50-352 

0 

TONER. K A 

0305020202 

50-155 

P 

TONER. K A 

0305160090 

50-255 

P 

TONER/ K. A 

0305190196 

50-155 

P 

TONOUE/ T, M 

0305020480* 

50-10 

Q 

TORRQNEN. K 

0305240015 

NUREO 


TOSCANt^K 

0305200645 

50-247 

0 

TOTH* A. 0- 

8305170361* 

50-397 

Q 

TOTH.A 0. 

8305170439* 

50-397 

0 

TOURIGNY. E 0. 

8305110165 

50-368 

P 

TOURTELLOTTE* J 

8305230720 

50-313 

P 

TOWNSEND, B 

0305110005 

CONTRACT 


TOWNSEND. B 

8305110146 

CONTRACT 


TOWNSEND, B 

8305120555 

CONTRACT 


TRAMM/ T. R 

8305040074* 

50-454 

F 

TRAMM/ T. R 

8305160059 

50-454 

E 

TRAMMELL, C M 

8305110176* 

50-368 

P 

TRAMMELL, C M 

6305110230* 

50-336 

P 

TRAMMELL. C M 

8305120171* 

50-335 

P 

TRAMMELL. C M 

0305120505* 

50-266 

P 

TRAMMELL. C. M 

8305120512* 

50-313 

P 

TRAMMELL. C M 

B 305 130023* 

50-338 

P 

TRAMMELL. C M 

0305170273* 

50-317 

P 

TRAMMELL. C M 

B305iB0049» 

50-368 

P 

TRAMMELL. C M 

0305100614* 

50-317 

P 

TRAMMELL. C, M 

B 305200089* 

50-336 

P 

TRAMMELL. C M 

8305200724* 

50-338 

P 

trautman. d j 

8305130201* 

50-346 

8 

TRAVIS. C. C 

6305250155 

RES 


TRAVIS, W. H, 

6305260003 

71-5552 


TREBY.8 A 

8305040531 

50-445 

0 

TREBY. 8. A 

6305090560 

50-445 

0 

TREN6RY. S E 

6305040740 

NUREO 


TREXLER.R C 

8304280121 

PR 


TRIMBLE, D C 

8305030200* 

50-317 

0 

TRIPP, L. 

8305100250 

50-272 

8 

TRIPP, L, 

0305190336 

50-272 

s 

TRIPP. L E 

8305040184 

50-219 

0 

TRIPP, L.E, 

8305050160* 

50-334 

0 

TRIPP.L.E 

8305060057 

50-352 

Q 

TRIPP, L,E 

8305160091* 

50-354 

0 

TPaSKOBKI, W.M 

8305050100* 

50-334 

0 

TROWBRIDOE. 0 F 

8305090431 

50-289 

0 

TROWBRIDOE. 0 F 

8305090431 

50-289 

Q 

TROUBRlDOEi 0 F, 

8305090470 

50-261 

0 

TROWBRIDOE.O F 

8305090470 

50-261 

0 

TROWBRIDOE. 0 F 

8305120292 

50-209 

0 

TROWBRtOOErO F. 

8305120292 

50-209 

0 

TROWBRIDGE. Q F 

8305130092 

50-261 

0 

TROWBRIDGE. 0 P. 

8305130092 

50-261 

0 

TROWBRIDGE. 0 F 

8305130162 

50-261 

G 

TROWBRIDGE. Q F 

8305130162 

50-261 

G 

TROWBRIDGE. 0 F 

8305160012 

50-209 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGOflY 

TROWBRIDOE.O F 

8305240407 

S0-2B9 

G 

TUCKER. H D 

8305020020 

50-4 1 3 

C 

TUCKER. H. B 

0305020372 

50-269 

P 

TUCKER. H. B 

0305040229 

50-369 

0 

TUCKER. H B 

8305040273 

50-369 

0 

TUCKER. H. B. 

8305040469 

50-370 

F 

TUCKER. H B 

8305040564 

50-269 

P 

TUCKER. H B 

0305040597# 

50-369 

F 

TUCKER. H B 

9305050135 

50-369 

F 

TUCKER. H B 

8305050153 

50-370 

B 

TUCKER. H B 

8305050254 

50-269 

0 

TUCKER, H B 

8305050283 

50-369 

P 

TUCKER, H, B 

0305060224 

50-369 

P 

TUCKER. H B 

6305060403 

50-369 

a 

TUCKER. H B 

0305060413 

50-369 

p 

TUCKER. H 8 

8305090472 

50-369 

8 

TUCKER, H B 

0305100002 

50-369 

a 

TUCKER, H B 

0305100007 

50-369 

p 

TUCKER. H B 

8305100140 

50-369 

0 

TUCKER. H B. 

0305100327 

50-369 

B 

TUCKER. H B 

0305100347 

50-369 

F 

TUCKER, H B. 

0305100366 

50-369 

e 

TUCKER, H B 

6305100363 

50-369 

p 

TUCKER, H B 

0305110065 

50-369 

6 

TUCKER, H B, 

0305110201 

50-369 

B 

TUCKER. H B 

8305110323 

50-270 

8 

TUCKER, H. B 

8305130025 

50-269 

P 

TUCKER. H B 

8305130150 

50-369 

B 

TUCKER, H B 

8305130192 

50-369 

F 

TUCKER, H B 

0305160205* 

80-369 

F 

TUCKER. H B 

6305160293* 

50-413 

F 

TUCKER. H B 

0305 170250 

50-370 

B 

TUCKER. H B 

0305 170277 

50-369 

P 

TUCKER, H B 

6305170292 

50-413 

a 

TUCKER, H. B. 

0305170296 

80-413 

F 

TUCKER. H B 

8305170324 

50-269 • 

a 

TUCKER. H. B 

0305170385 

50-369 

8 

TUCKER. H fi 

8305170455 

50-269 

R 

TUCKER. H B 

6305170507 

50-369 

8 

TUCKER, H B. 

6305170536 

50-369 

R 

TUCKER, H. B. 

6305170561 

50-269 

a 

TUCKER, H. B 

0305190020 

50-370 

F 

TUCKER. H B 

6305190032 

50-370 

E 

TUCKER. H. B 

8305200401 

50-413 

E 

TUCKER. H fl 

6305200438 

50-369 

P 

TUCKER, H B 

0305200476 

50-413 

E 

TUCKER.H B 

0305200844 

50-269 

0 

TUCKER,H B 

8305250270 

50-369 

F 

TUCKER. H B. 

0305250261 

50-369 

P 

TUCKER. H B 

8305250282 

50-413 

8 

TUCKER, H B 

0305250267 

50-369 

P 

TUCKER, H B 

6305250290 

50-370 

P 

TUCKER.H B. 

6305250404 

50-369 

8 

TUCKER, H. B. 

6305250439 

50-370 

8 

TUCKER. H B 

8308250442 

50-369 

P 

TUCKER, H. B 

8308280449 

50-414 

8 

TUCKER. H B 

6305250479 

50-S69 

P 

TUCKER. H. B 

6305250499 

50-370 

a 

TUCKER. H.B 

6305250507 

50-370 

a 

TUCKER. H B 

6305250525 

50-370 

a 

TUCKER, H B 

9305250549 

50-369 

a 

TUCKER, H B. 

6305250556 

50-269 

a 

TUCKER. H B 

0305270005 

50-413 

A 

TUCKER, H B 

0305270069 

50-413 

a 

TUCKER, H. 8. 

8305270259 

50-269 

p 

TUCKER. H B 

8305270366* 

S0--369 

Q 

TUCKER. H fl. 

8305310052 

50-369 

a 

TUCKER. N. 6 

8305310061 

50-269 

a 

TUCKER, H.fl. 

0305310200 

50-413 

E 

TUETKEN, R. P 

0305160060 

50-454 

Q 

TUFFIN,W. 

TUFF IN, W B 

TUFF IN. W. B, 
TUFFlNrW B. 

TUFFIN. M. fl. 

TIFFIN, W B 

TUITE, P. T, 

8305120369* 

8305120352* 

8303120460* 

8305120494* 

6303120511* 

8305 1206 17* 
8305110156 

40-672 

40-672 

40-672 

40-672 

40-672 

FOIA 

WASTE MOT 

TUL0DtE8Kl,D 

6305310203* 

50-329 

R 

TURCOTTE. R. L 

6305310012 

50-131 

P 

TURK, 8. E. 

6305060317 

30-537 

O 

TURK, S E 

8305100022 

30-537 

O 

TURK, 8 E 

8305110450 

30-537 

G> 

TIWK, 8. E. 

8305110455* 

30-537 

0 

TURK. 9 E. 

8305130063 

30-537 

Q 

TURK. 6. E, 

8305160120 

30-537 

O 



PERSONAL AUTHOR INDEX 



ACCESSION 

BUSJECT 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOQRV 

AUTHOR 

NUMBER 

CATEGORY 

TUflKiS E 

0305800642 

50-082 

0 

URYC. B 

8305270212* 

30-302 

a 

TURKi a E 

8305240070 

50-537 

0 

UTLEYiE e 

8305060620 

50-324 

a 

TURNER 1 D 

8305170598* 

50-454 

0 

UTLEYiE E 

8305270009 

50-261 

p 

TURNER 1 D 

0305170588* 

50-454 

0 

VACCAiP C 

93051 10026 

NUREO 


TURNER 1 D 

8305170588* 

50-454 

0 

VAGCAiP C 

93051 10029* 

NUREO 


TURNOUESTiL 

8305310182 

*0-237 

8 

VAKER1C8. T V 

9305 180070* 

FOIA 


TWlSDALEiL A 

93053101*7* 

50-244 

P 

VAKERiCSiT V 

9305180074* 

FOIA 


TYMPANICKi L 

8305020268* 

QA999 


VALDESiS A 

8305170197* 

50-389 

s 

UDALLi M 

8305240275* 

50-358 

a 

VAN BRUNT, E E 

8305D200Q9 

30-52B 

K 

UDALLi H. K 

8305040145* 

50-299 

u 

VAN BRUNT# £ E 

S30S0302B5 

30-528 

8 

UDALLiH K 

0305230369* 

COMMISSION 

VAN BRUNTi E E 

9305030346 

50-529 

a 

UDALLi M K 

8305240272* 

50-358 

Q 

VAN BRUNTi E E 

8305030626 

50- 520 

s 

UDERITZiR A 

9305020150 

50-272 

S 

VAN BRUNTi E E. 

9305120385 

90-528 

E 

UDERlTZiR, A 

B30S020186 

50-272 

P 

VAN BRUNT, E E 

8305130092 

50-928 

8 

UDERITZiR A 

8305020267* 

50-272 

Q 

VAN BRUNT, E E 

8305130107 

50-929 

8 

UDERITZiR A 

8305040262 

50-272 

8 

VAN BRUNT, E E 

8305130124 

50-528 

S 

UDERITZiR A 

9305160085 

50-272 

0 

VAN BRUNT. E E 

8305130127 

50-328 

8 

UDERITZiR A 

8305240291* 

50-272 

0 

VAN BRUNT. E E 

8305130148 

30-92B 

8 

UDERITZiR A 

9305270053* 

50-272 

Q 

VAN BRUNT, £ E 

0303130159 

90-329 

8 

UHRIOiR E 

9305020084 

50-335 

Q 

VAN BRUNT, E E 

9305130161 

30-929 

8 

UHRIOjR e 

8305020168 

50-33* 

P 

VAN BRUNT. E E 

830*130169 

50-529 

8 

UHRIOi R. E. 

8305020345 

50-335 

P 

VAN BRUNT. E E 

030*130169 

50-920 

6 

UHRlOrR. E 

9305020519 

50-335 

P 

VAN BRUNT. E £ 

0305130183 

30-529 

8 

UHRlOiR E 

8305030168 

50-251 

R 

VAN BRUNT. E E 

0305130169 

50-928 

B 

UHRIOiR. E 

8305030306 

50-399 

8 

VAN BRUNT. E E 

030*130210 

90-528 

5 

UHRIOiR E 

B305030340 

50-335 

Q 

VAN BRUNTi E E 

830*130226 

50-928 

5 

UHRIOiR. E. 

8305030341 

50-333 

R 

VAN BRUNTi E E 

8309130229 

90-928 

8 

UHRIOi R. E 

8305030392 

50-250 

Q 

VAN BRUNTi £ E 

0305130264 

50-928 

8 

UHRIOiR. E 

830*030461 

PR 


VAN BRUNT, E E 

8303160071 

50-928 

A 

UHRIOiR. E 

9305030604 

50-399 

S 

VAN BRUNTiE E 

0305160072* 

90-528 

A 

UHRIOiR E 

930*040563 

50-335 

F 

VAN BRUNTi E E 

9305200322 

50-528 

F 

UHRIOiR. E 

830*090432 

50-250 

P 

VAN BRUNTiE E 

8309200417 

50-328 

A 

UHRIOiR E 

830*090476 

50-335 

P 

VAN BRUNTiE E 

8305230517 

50-328 

B 

UHRIOiR E 

8305100001 

50-250 

0 

VAN BRUNTiE E 

8309260321* 

50-328 

a 

UHRIOiR E 

830510008B 

50-389 

e 

VAN BRUNTiE E 

B309260326* 

50-328 

Q 


AUTHOR 


ACCESSION 

number 


SUDJCCT 

CATEOaHY 


VAROA.S A 

var(;a«8 a 

VAROA «8 A 
VAROAi 8 A 
VAROAi B A 


03050 ^ 0333 '* 
83051 i0052»* 
83051 t005^b^* 
83051 1053B 
83051 60349^* 


50-200 P 
50-305 P 
50-305 P 
00 -SQ 6 F 
50-861 P 


VAROAi S A 
VARQA. 3 A 
VAROAi S A 
VAROArS A 
VAROArS A 


93051 fa 035 6 « 
030517001 9* 
0305 1 7 002 0*^ 
0305170040 
0305170000* 


50-861 P 
50-311 P 
50-311 P 
90-861 F 
30-315 P 


VAROAi 8 A 
VAROAi 5 A 
VAROAi 8 A 
VAROAi S a 
VAROA i S A 


0305170084* 
S30S 170090* 
0305170118* 
0305170119* 
03O5l7Oi29* 


50-878 P 
50-878 P 
50-315 P 
50-878 P 
50-878 P 


VAROAi S A 
VAROA I a A 
VAROA I a. A 
VAROAi a. A 
VAROAi a A 


0305170597 

0305170637 

0305170644 

0305170654 

9305170639 


50-261 P 
30-206 P 
30-847 P 
50-861 Q 
30-064 P 


VAROAi a. A 
VAROAi S A 
VAROAi Q, a 
VAROAi S A 
VAROAiS A 


030517071 1 
8305100169 
B309IB0S36 
0305100560 
0303100573 


50-315 P 
50-2130 r 
50-315 P 
50-230 r 
30-305 P 


VAROAiS a 
VAROAiS a 
VAROAi a. A 
VAROAi a A 
VAROAi a. A 


03O51BO5B6 

0305100691 

9305100712 

9305100731* 

9305180914 


50-261 P 
50-295 P 
50-340 P 
30-340 P 
50-316 P 


VAROAiS a 
VAROAiS a 
VAROAi 8 . A 
VAROAiS a 
VAROAiS a 


9305180830 
9305180834 
030 38000'? 7 
0303200191 
B305800195 


30-315 P 
50-2*0 P 
30-2*0 P 
30-247 R 
50-334 P 


UHRIOiR. E 

8309100103 

90-339 

P 

VAN BRUNTiE E 

8309310161 

50-528 

A 

UHRIOiR E 

8309100169 

90-290 

P 

VAN DE KAMPi J 

0309120073* 

90-273 

P 

UHRIOi R.E 

9309100102 

90-335 

J 

VAN ECKiO. J 

8303070162 

NUREO 


UHRIOi R.E 

8305100227 

90-399 

9 

VAN KOVIC 81 J 

8309100497* 

50-322 

H 

UHRIOiR E 

6309100236 

90-335 

P 

VAN KOVIC 81 J 

8309100461* 

50-322 

H 


VAROAiS a 
VAROAi 8 . A 
VAROAi S. a 
VAROAi S. a 
VAROAi S. a 


930323D830 
B305240104 
8305240846 
830 5860207 
9305310221 


50-334 P 
50-305 a 
30-295 r 
50-230 P 
30-272 P 


UHRIOi R.E 

8305130009 

90-290 

F 

UHRIOi R. E 

9303130119 

90-399 

P 

UHRIOiR. E 

8309130121 

50-339 

P 

UHRIOi R. E 

8309160010 

90-291 

P 

UHRIOi R. E 

8309170396 

90-389 

F 

UHRIOi R.E 

0309170463 

90-339 

P 

UHRIOiR. E 

8309170920 

90-290 

P 

UHRIO, R, E 

9309170946 

50-290 

F 

UHRIOiR. E. 

63Q9800iei 

90-389 

9 

UHRIOiR. E 

8303200346 

90-339 

F 

UHRIOiR E 

8309200487 

90-33* 

F 

UHRIOiR. E. 

6309230932 

90-339 

P 

UHRIOiR E 

9305240372 

90-339 

P 

UHRIOiR E 

8305230272 

90-33* 

P 

UHRIOiR, E 

8303250393 

90-339 

P 

UHRIOiR. E. 

8309250397 

80-339 

P 

UHRIOiR. E 

8309290419 

PR 


UHRIOiR. E. 

9309290416 

90-397 

8 

UHRIOi R. E 

9305290499 

90-307 

P 

UHRIOiR E 

9309290462 

90-339 

P 

UHRIOiR. E. 

B30929D472 

90-290 

P 

UHRIOiR. E 

6305290491 

90-339 

P 

UHRIOiR. E. 

8303290919 

90-290 

P 

UHRIOiR. E. 

9303270104 

90-397 

P 

UHRIOi R. E. 

0305270125 

90-307 

P 

UHRIOi R, E, 

9305270127 

90-290 

Q 

UHRIOiR. E. 

6303270153 

90-389 

P 

UHRIOiR. E. 

83092701 69 

90-339 

P 

UHRIOiR. E 

830*270170 

90-339 

P 

UHRIOi R. E. 

8309270231 

50-309 

P 

UHRIOiR E 

6309270360* 

90-389 

0 

UHRIOiR. E 

9309270*20* 

90-389 

0 

UHRIOiR. E. 

9303270572* 

90-339 

Q 

UHRIOiR E. 

8309310034 

90-290 

P 

UHRIOiR E 

8309310184 

90-309 

P 

ULIE, j. 

8309120447# 

90-373 

Q 

UNKLEi T. J 

8309110363* 

90-317 

S 
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90-937 

0 
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90-937 

0 
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8309270386# 

90-321 

Q 
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6303270442* 

90-330 

0 
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8309270974* 

90-335 

Q 
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90-449 

0 
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8309030371# 

70-27 
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90-369 

a 
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50-373 

0 
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50-373 

0 

VANOEL, T. E 
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50-946 

Q 

VANDEMALLE.D J 

8305060477 

50-299 

8 

VANOENALLEiD J 

8309100290 

50-2*5 

0 

VANDENALLEiD J 

0309100277 

50-295 

P 

VANDENALLEiD J 

0305120147 

50-299 

F 

VANOEMALLEiD J. 

0305170300* 

50-2*9 

0 

VANDENALLEi D J 

030*170404 

50-199 

F 

VANDEMALLEiD U 

8305170410 

50-159 

P 

VANDEWAtLEiD J 

830*240509 

50-159 

P 

VANOEWALLEi D. J 

8309260266* 

90 159 

0 

VANDOORNiP.K 

8309270334* 

90-413 

0 

VANDOORN, P. K, 

0305270602* 

50-413 

0 

VANOiJ A 

6309100273* 

90-334 

Q 

VARELA. A 

8305160177* 

90-297 

Ck 

VAROA. a A 

8303300001 

90-279 

P 

VAROAi 9 A 

6303300002* 

90-279 

P 

VAROAiS a 

0303300003* 

90-279 

P 

VAROAi 8 A 

8304270093 

90-299 

P 

VAROAiS a 

6309020948 

90-3 

F 

VAROA* 6 A 

8305020979 

90-3 

F 

VAROAiS A. 

8309040070 

90-309 

P 

VAROA* S. A 

0309040117 

90-309 

Q 

VAROAiS a 

6309040129* 

90-309 

a 

VAROAi S. a 

0309040363* 

90-319 

p 

VAROAi 6 A, 

830*040382* 

50-315 

p 

VAROAi 8 A 

030*040512 

90-334 

p 

VAROAiS a 

830*040647 

90-319 

p 

VAROAiS a 

8309040667 

90-309 

p 

VAROAi 8 A 

830*040672 

90-230 

p 

VAROAi S a. 

8309090073 

90-296 

F 

VAROAi 8 , A 

9309090290 

90-286 

Q 

VAROAi B, a 

9309090273 

*0-290 

P 

VAROAiS a 

9309060693 

90-290 

P 

VAROAi 8 . A 

8309060698 

50-280 

P 

VAROAi S, A 

9309070019* 

90-348 

F 

VAROAi 6 , A 

9309090029 

90-280 

<3 

VAROAi 8 A 

9309090032# 

90-348 

P 

VAROAi 8 . A. 

9309070037* 

90-200 

0 

VAROAi S. A, 

9309090091* 

50-280 

P 

VAROAi 8 , A 

9309090070* 

50-200 

P 

VAROAiS a 

9309070099 

50-290 

0 

VAROAi 9. A 

9309090104* 

50-290 

0 

VAROAi 6 . A 

8303090327* 

50-280 

P 


VASSALLOi D 

0 

8303300396# 

*0-260 

P 

VASSALLOi 0 

0 

8303300400# 

30-260 

P 

VASSALLOi D 

0 

6304210090 

30-220 

P 

VASSALLOi D 

9 

8305020096 

50-293 

P 

VASSALLOi D 

0 

0309020992 

50-271 

P 

VASSALLOi 0 

B 

0309020567 

50-220 

r 

VASSALLOi D 

D 

8309020977 

30-234 

p 

VASSALLOi D 

9 

8309030066 

30-333 

p 

VASSALLOi 0 

B 

9309030135 

50-333 

p 

VASSALLOi D 

B 

8309040075 

30-331 

p 

VA 8 BALLQ 1 D 

B 

03O9O4O1OB* 

50-331 

1 * 

VASeALLOi 0. 

D 

9309040119# 

30-331 

p 

VASSALLOi D. 

0 

0309060279# 

90-273 

r> 

VASSALLOi D 

B 

8309060271# 

90-273 

p 

VASSALLOi D 

B 

B30506054G 

90-333 

P 

VASSALLOi D 

B 

B30507D186 

90-331 

p 

VASSALLO, D 

B 

8309110039# 

90-331 


VASSALLOi D 

B 

6309110234# 

90-331 

p 

VASSALLOi D. 

B 

83091 10243* 

90-331 

p 

VASSALLOi D 

B 

8309110596* 

90-331 

p 

VASSALLOi D 

B 

0309110566* 

90-331 

p 

VASSALLOi D 

B 

0309 1201 67* 

90-273 

p 

VASSALLOi D 

B, 

Q30512<}ia7«i 

90-273 

p 

VASSALLOi D. 

B 

8309160340# 

80-270 

p 

VASSALLOi D 

B 

8309160342# 

80-290 

p 


VASSALLOi D. 9 

aa0517C092# 

90-220 

VASSALLQi 0. D 

8309170060* 

90-220 

VASSALLOi D. B 

6309170071* 

30-271 

VASSALLQi D B 

8309170078# 

*0-271 

VASSALLOi D D 

0309170716 

*0-284 

VASSALLOi D B 

8309170717 

*0-331 

VASBALLOi D. 0 

0309100026 

90-278 

VASSALLOi D. D 

8309180039* 

90-270 

VASSALLOi D. Q 

03O918OO4B* 

90-324 

VASSALLOi D, B 

0309100061* 

90-324 


VASSALLOi D. D 
VASSALLOi 0 0 
VASSALLQi 0 B 
VASSALLOi D. 0. 
VASSALLOi D B 


0305 1 0007 1 * 50-298 
0305100001 80-331 
8305100091* 30-331 
03O518O8O4)» 30-893 
0305180547 30-890 


VASSALLOi D B 
VASSALLOi 0. B. 
VASSALLOrD D 
VASSALLOi D D 
VASSALLORD B 


03O51BOS63 30-324 
0308180378 50-333 
93031007*2 80-331 
930*100771 80-260 
930*100801 30-331 
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VASSALLO. D fl 

8309100845 

50-259 

P 

VAS&ALLO. D Q 

830519009'? 

50-324 

P 

VASSALLO. D D 

6305200246 

90-333 

P 

VAS8ALL0. D D 

6305200707 

50-237 

P 

VASSALLD.O 0 

6305200706 

50-271 

F 

VASSALLO, D D 

6305230066 

50-271 

P 

VASSALLQ. D B 

8305230115 

50-271 

P 

VASSAL LO. D B 

6305230178 

90-324 

P 

VASBALLO. D B 

8305230242 

50-298 

P 

VASSALLO. D B 

8305230248 

50-263 

P 

VASSALLO. D B 

8305230253 

50-271 

Q 

VASSALLO. D 0 

0305230279 

50-271 

P 

VASSALLO. D fl 

8305230312 

90-271 

P 

VASSALLO. D D 

6305240557 

90-263 

P 

VASBALLO, D Q 

8305240560 

90-293 

P 

VASSALLO. D B 

8305240562 

50-363 

P 

VASSALLO. D B 

8305240564 

50-331 

F 

VAS&ALLO. D B 

6305240571 

50-293 

F 

VASBALLO. D B 

6305240572 

30-363 

F 

VASSALLO. D B 

B305240573 

50-254 

P 

VASSALLO. 0 B 

8305240576 

90-220 

F 

VASSALLO. D B 

6305240591 

30-271 

F 

VASSALLO. D B 

8305250136 

50-239 

P 

VASSALLQ. 0 D 

6305250137 

50-333 

F 

VASBALLO. D B 

8305250141 

50-254 

F 

VASSALLO. D D 

0305230145 

50-298 

F 

VASSALLO. D 0 

B3052S0266 

50-290 

P 

VASSALLO. D D 

0305250514 

30-220 

P 

VASSALLO. D B 

8305260114 

50-27 1 

P 

VASSALLO. D B 

8305260130 

90-293 

P 

VASSALLO. D D 

6305260134 

30-324 

F 

VASSALLO. D B 

0305260167 

90-331 

P 

VASBALLO. D D 

8305260170 

90-290 

P 

VASSALLO. D B 

6305260175 

30-293 

P 

VASSALLO. D B 

830S260177 

50-259 

F 

VASSALLO. D B 

6305260187 

50-259 

P 

VASSALLO. D G 

0305260192 

50-331 

P 

VASSALLO. D D 

6305260201 

50-263 

P 

VASSALLO. D G 

6305260209 

50-333 

P 

VASSALLO. D 0 

6305260265 

50-324 

P 

VASSALLOrD B 

8305260296 

50-271 

P 

VASSALLO, D 0 

8305260297 

90-333 

P 

VASSALLO. D D 

6305260300 

50-298 

P 

VASSALLOj d b 

8305270045 

50-271 

Q 

VASSALLO. D G 

8305270055* 

50-271 

Q 

VASSALLO. D Q 
VAUGHAN. C M 
VAUGHAN. C M 

B3053 10231 
8303050168 
8305310115* 

50-254 

70-1113 

70-1113 

P 

VEGA. A 

8305090513* 

50-449 

T 

VENDER. J 

8305190330* 

90-293 

S 

VERRELLI. D 

8305090409 

60-390 

Q 

VERRELLI. D 

8305100100 

50-324 

Q 

VERRELLI. 0 M 

6305030256 

90-261 

S 

VERRELLI. n M 

8305270083 

50-399 

0 

VERRELLI.D M 

8305270091 

50-395 

G 

VERRELLI.D M 

6305270196 

50-62 

Q 

VERRELLI.D M 

6305270228 

50-390 

Q 

VERRELLI. D M 

8305270229 

50-261 

Q 

VERRELLI. D M 

6305270250 

90-324 

Q 

VERRELLI. D M 

6305270263* 

90-324 

0 

VERRELLI. D M 

8305270266 

50-239 

0 

VERRELLI. D M 

8305270271 

50-400 

Q 

VERRELLI. 0 M 

8305270203* 

50-416 

0 

VERRELLI.D M 

8305270290 

90-390 

G 

VERRELLI. D M 

0305270292* 

50-400 

a 

VERRELLI.D M 

8305270300 

50-416 

Q 

VERRELLI. D M 

8305270313 

50-327 

Q 

VERRELLI. D M 

8305270316 

50-62 

Q 

VERRELLI. D M 

8305270333 

90-324 

Q 

VERRELLI. D M 

8305270341 

50-400 

0 

VERRELLI.D M 

6305270356 

50-340 

Q 

VERRELLI.D M 

6305270372 

50-430 

Q 

VERRELLI, D M 

8305270377 

50-400 

0 

VERRELLI, D K 

6305270380 

50-261 

0 

VERRELLI, D M 

8305270388 

90-416 

Q 

VERRELLI.D H 

8305270390 

90-261 

Q 

VERRELLI, D M 

8309270391* 

50-400 

0 

VERRELLI. D M 

8305270396* 

50-430 

D 

VERRELLI. D M 

8305270409 

50-416 

0 

VERRELLI, D « 

8305270413 

50-390 

Q 

VERRELLI. D H 

8305270417* 

50-4 1 6 

Q 

VERRELLI. D M 

6305270416* 

90-416 

Q 

VERRELLI, D « 

8305270431 

50-395 

Q 

VERRELLI, D « 

G30S270436 

50-395 

0 

VERRELLI. D M 

6305270463 

50-416 

0 
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WAGNER. H £ 
WAGNER. h E 
WAGNER.N £ 

WAGNER. P C 
WAGNER. P C 
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WAGNER. R L 
WAHI.K K 

WAHL. H U 
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WALKER. J R 

WALKER. R D 
WALKER. R D 
WALKER. R D 
WALKER. R 0 
WALKER. R D 

WALKER. U J 
WALL.R B 
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WALLING. 0 E 
WALSH. M A 

WAL8H.H A 
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WAREHBQURG. D 
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WEISBiE R 

WEI88. E R 
WEISS. E R. 
WEISS.E R 
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WEISS. E R 
WEIB8.E R 

WEISS. E R 
WEI6 B.E. R 
WEISBiE R 
WEISS. E R 
WEISS, E R 

WEISS. E R, 

WEISS. E R 
WEI881 T 
WEISS. T 
WELLS. D A 

WELLBi D, A. 

WELLS. D A 
WELLS. D A 
WELLS. D A 
WELLB. D A 

WELLS. D A 
WELLS. D A 
WELLB. D A 
WELLB. D> A 
WELLS. D A 

WELL 8. R 
WELLS. R A 
WELLS. R. W 
WELLS. R. W 
WENOERLICH.R L 


ACCE68I0N 

NUMBER 

8309310111 

8309120970* 

8309120978* 

8309200494 

8309180200 

8309130171 
8309170321 
8309170447 
8309 170980 
8309190312 

G309190316 

6309200957 

8309240001 

8309240006 

8309260223 

8309260229* 
0309260336 
8309270076 
B309270299 
8309 120397* 

B309020401 

B309020401 

8309130298 

8309170989 

0309170385 

8305200701* 

8303100271* 

8305240029 

8309200688* 

0303120917* 

8309160037* 

8303270979 

8305190402 

8309260309 

6309060679 

0305270401* 

8305270906* 

8309110298 

B309230033* 

8309030902 

8305030902 

8305030902 

8309060382 

B309060S73 

8309100204 

0305100204 

6309160073 

8309160073 

B309160149 

8309160149 

8309160149 

8309160181 

B309160181 

83091601S1 

8309180396 

B3091 80363 
8309190221 
B309190221 
B309 190221 
B309200470 

8309240938 

8309240938 

8309240942* 

8309240942* 

8309240593 

8309240993 

8309240993 

8309240999 

0309240993* 

S3090200B9 

8309030476 

0309030589 

8309030996 

8309100019 

6305100118 

8305100194 

6309100393* 

0309100399* 

8305170207 

8305170539 

8305110326* 

8309030369 

8309090034 

8309090034 

8305230913* 


BUIJECT 

CATEfiOfiY 


90-213 a 
90-299 0 
90-373 a 
90-373 P 
CONTRACT 


90-937 G 
90-937 0 

PR 
PR 

90-247 G 


PR 

90-937 9 

90-937 9 

90-937 9 

PR 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATeGQRY 

HENBLAHSKliF A 

0305170343* 

90-397 

0 

MENSLAWBKIiF a 

Q305 170301* 

50-279 

3 

WCNSLAWaKl^F A 

0305 170521* 

90-361 

Q 

MENBLAHSKliF A 

0305170530* 

50-361 

Q 

UENStAWSKI.P A 

0305170567# 

50-344 

Q 

UERNER<R P 

0305110069 

50-213 

F 

W£R8AN< 0 

03031 70S33 

50-352 

0 

WESCOTTiH M 

0303020203* 

90-341 

0 

WE6LEV«D a 

0303170544# 

90-329 

A 

WESTAFERiQ r 

0303030036 

90-302 

P 

WEatAFERfO R 

0305030050 

50-302 

P 

weaTAFERi 0. R 

0303030016 

50-302 

S 

WESTAFER^O r 

0303090462 

50-302 

P 

mestafer^o r 

0303130002 

90-302 

P 

WeSTAFER. 0 R 

0303130012 

90-302 

P 

HEBTAFERjO r 

8303130043 

90-302 

R 

geSTAFERiO R 

8303130067 

90-302 

P 

WE8TAFER»0 R 

8303130179 

50-302 

3 

HEeTAFERrO R 

0305170399 

50-302 

3 

HESTAFERtO R 

0305190344 

50-302 

P 

WEflTAFER, 0. R 

0303200378 

50-302 

P 

MESTAFERiO R 

0303270253* 

50-302 

0 

WESTAFER.O R 

0303270250# 

50-302 

Q 

MEaTAFER.O R 

0303270312# 

50-302 

Q 

WESTAFERi 0 R 

8305270318# 

30-302 

Q 

HEaTAFERiO R 

0303270503# 

50-302 

Q 

WESTBROOKiK e 
HE aTBROOKiK B 
MESTCOTT, H M 

0305250275 

Q3D52S0279 

0305090313# 

40-0766 

40-8706 

90-370 

0 

HEBTERMAN. T 

0303230475# 

50-209 

0 

HEBTERHANrT F 

8305100249# 

90-445 

0 

WESTERMANi T. F. 

8305170310# 

30-445 

0 

WEflTERMAN- T F 

8305170333# 

50-298 

Q 

WESTERMANi T F 

8305200344 

50-298 

8 

MEflTERHAN.T F 

8305230449# 

90-445 

Q 

WE6TEBMAN.T F 

8305240005* 

30-445 

0 

WESTERMANi T F 

8305260304# 

50-298 

Q 

HEBTONi R. T 

8305060529 

30-352 

A 

HESTONrR T 

0305060536# 

50-352 

A 

WETHViC.M. 

8305030240# 

90-389 

F 

METHYiC M 

8305160282# 

50-399 

F 

WETHYiC M. 

0305170310 

50-389 

8 

HETHYi c. m. 
WETTERHAHNrM J 

0305230016 

8305020441 

71-5957 

90-352 

0 

HETTERHAHNiM J 

8305020441 

30-352 

0 

HETTERHAHN. M. J 
WETTERHAHNiM J. 

6303030517 

8303030563 

27-39 

50-352 

D 

HETTERHAHNiM J- 

8305030563 

50-352 

0 

WETTERHAHNiN j. 

0305060478 

50-352 

Q 

HETTERHAHNi M. J. 

8309060470 

50-352 

Q 

HETTERHAHNiM J. 

0305240489 

50-352 

Q 

HETTERHAHNiM J. 

0305240489 

50-352 

0 

HHALENiR J 

0305060492# 

50-237 

8 

HHEATONi W- R 

0309130222 

50-440 

8 

HHEELERiL. 

03091 1001 B 

30-500 

A 

HHEELERiL L 

0309110016 

30-443 

A 

WHICHERi J. M 

8309030900 

50-494 

T 

HHICHERi J. M 

8309030500 

90-494 

T 

WHICHERi U. M. 

0305030508 

50-494 

T 

HHICHERi J M 

8309100286 

50-494 

0 

WHICHERi 

8309100286 

50-454 

D 

WHICHERi J. H, 

8305100206 

50-454 

0 

WHITAKER/ W A. 

0309200603# 

50-373 

P 

WHITEi I. L 

WHITEi L. M 

WHITEi R N 

WHITEi W. a 

0309100009 

0309060294 

8309110476 

8309230368 

PROJ 

PR 

NUREO 

90-315 

P 

WHITED/ P. J 

6309200101 

90-320 

P 

WHITENER. H L 

6309270367# 

50-339 

0 

HHITENERi H. L 

8305270526# 

90-299 

Q 

HHITNEYiD D. 
MHITNEYi D. d 
WHITNEY iD D 
WHlTNEYi D. D, 
WHITNEYiD. 0 

8305120073 

8309120073 

0309270432 

0309270432 

0304110706# 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

50-293 

6 

WHITNEY/ 0. 0 

6309110341# 

50-293 

8 

WHiTNEYi D. 0. 

8309110369# 

30-293 

8 

WHITNEY/ 0. 0. 

83091 10392# 

50-293 

8 

WHiTNEYi 0. 0 

0309170932# 

50-293 

R 

WHITNEYiD 0 

0305230915* 

90-293 

8 

WHITNEYiD 0 

8305230521* 

90-293 

0 

HMITNEYrM. A 

6309060903# 

50-309 

6 

WHiTeONi D. R 

8309130091# 

30-259 

B 

UICKSrF 

8309170466 

50-225 

F 

WIEBEi J 

8309030164# 

50-320 

Q 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


UlEDEHAM. D 

B305130165 

!&£ 


WIEDEHAN/D 

B309170S59 

I&E 


WIEDEHAN/D Q 

8305 120465 

40-219 


WI ELAND/ R H 

8305190284* 

50-329 

A 

WIEBEHANN/R A 

63O41BOS50# 

TOPREP 


WlESEKANNiR A 

8305020272 

50-266 

P 

WIESEHANN/R A 

8305030436# 

TOPREP 


WIE8CKANN, R A 

8305050206# 

TOPREP 


WIESEHANN/R A 

B30505028B# 

90-369 

P 

WIE8EHANN/R A 

0305090202# 

PRDJ 


WIESEHANN/R A 

0305110377# 

30-334 

P 

WtEBEHANN/R A 

0303170411# 

90-454 

T 

WIESEHANN/R A 

8305180273* 

TOPREP 


WIESEHANN/R A 

0305270012# 

TOPREP 


WICSEHANN/R A 

0303270488* 

TOPREP 


glDDlNS.E 

8305040635 

CONTRACT 


UID0IN9. E 

0305060320 

CONTRACT 


VIlQOlNSiC 

8305170065 

CONTRACT 


WI00INS,J T 

0305100429* 

50-443 

0 

WIOOINS, J T 

0303190038* 

50-322 

0 

WI0DIN8/J T 

0305250314# 

50-309 

Q 

WrODlNTON/D U 

0305040354 

30-313 

P 

WIDOINTONi D L 

0303170076 

30-313 

P 

WILBER. H A 

0103230303* 

30-498 

0 

WILcaVE/M N 

0305100147 

30-329 

T 

WILCQVE.M N 

0305120295 

30-329 

0 

giLCOVE.M N 

8305190223 

90-329 

0 

WILCOVE/M N 

8305240059 

30-329 

0 

giLCQVEiM N 

8305250376 

30-320 

0 

WILCQVE/H N 

8303260276 

30-329 

G 

WILCOX/ J P 

0305270629* 

30-430 

0 

WILD/ P. A 

8305240223 

30-329 

A 

WILKENBON 

0304060126# 

30-440 

£ 

WILKINSON/ E P 

0305250517 

PR 


WILLETT/ D J 

0305170349# 

50-397 

0 

WILLIAMS/ C C 

0305030937* 

50-440 

T 

WILLIAMS/ C C 

0309040922* 

50-305 

Q 

WILLIAMarC C 

0309120360* 

90-374 

0 

WILLIAMS/ C C 

8305120420* 

30-946 

0 

WILLIAMS/ C C 

0309120447# 

50-373 

0 

WILLIAMS/ C C 

0309190393* 

30-373 

S 

WILLIAMS/ P L 

0305240061* 

30-202 

0 

WILLIAMS/ H 0 

0309190014 

Stats Prog 

WILLIAMS/ J 

8309120342 

30-350 

B 

WILLIAMS/ J 

8309120410 

50-339 

3 

WILLIAMS. J 

0309120429 

30-339 

B 

WILLIAMS! J 

8309120432 

50-330 

a 

WILLIAMS. J 

8305120446 

30-330 

s 

WILLIAMS, J 

8309120407 

30-3!^a 

s 

WILLIAMS. J 

0309130111 

50-330 

K 

WILLIAMS, J 

8305170924 

50-330 

8 

WILLIAMS/ J 

0305100450 

30-350 

F 

WILLIAMS/ J 

0305190228 

30-330 

S 

WILLIAMS. J 

0305200936 

30-330 

8 

WILLIAMS. J 

0309260227 

30-330 

S 

WILLIAMS. J 

0305260337* 

30-330 

A 

WILLIAMS. J W 

0305050127 

30-339 

8 

WILLIAMS, J W 

8305100291 

50-231 

S 

WILLIAMS/ J W 

B309 100269 

50-309 

a 

WILLIAMS/ J. W 

0309110497 

90-230 

a 

WiLLIAMSi J, W 

0305170191 

50-309 

9 

WILLIAMS/ J W 

8305170244 

50-339 

0 

WILLIAMS/ J. W 

0305250302 

50-335 

0 

WILLIAMS/ 0.0 

8305060096 

FOIA 


WILLIAMS/ R 

8309040392# 

FOIA 


WILLIAMS/ R E 

8309020491 

40-6622 


WILLIAMS! R E 

0309090012# 

CONTRACT 

WILLI AMS iV 3 

0309030446# 

90-304 

0 

WILLIAMS. V.S, 

030524031 1 

50-295 

3 

WILLlAHSQNiE L 

8305020319* 

aA999 


WILSON/ B. D 

830504095B 

XPORTLIC 

WILSON/ B. D. 

8305040567* 

XPDRTHC 

WILSON/ P, D 

0309170970 

XPORTLIC 

WILSON/ B, D 

0309 1806 17 

XPORTLIC 

WILSON/ B D. 

0309100713 

XPORTLIC 

WILSON/ B< D. 

0309260075 

XPORTLIC 

WILSON/ F. W 

0305090162 

NUREO 


WILSON/ J. H, 

0309240290 

90-382 

A 

WiLSONi J. L 

8309050110 

50-201 

8 

WlLSONi J L 

8309090121* 

50-201 

S 

WILSON. L 

0309050130* 

50-201 

S 

WILSON. J L. 

0309100115 

50-200 

s 

WILSON/ ^I.L 

0309100120* 

50-200 

8 

WILSON/ J.L 

0305100129* 

90-200 

8 

WILBQN/^. L. 

8305130125 

90-201 

8 


E 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEOOR' 

WlLSONrJ L 

03091 30130# 

50-201 

WIL0ON. J L 

0303130136* 

90-201 

WILSON/ J L 

0303130198 

50-2 BO 

WlLSONi J L 

8305130203# 

30-200 

WILSON/ J L 

0303130220 

90-200 

WILSON. J L 

0303130243* 

90-260 

WILSON. J L 

B3052 30424 

90-261 

WILSON. J L 

B30S230432# 

50-281 

WILSON. J L 

6305230451* 

90-261 

WILSON. R 

B3051 70496 

50-400 

WILSON. R 

0305170486 

50-400 

WILSON/ R 

8303 170491 

50-400 

WILTrO 0 

S 3050 40325 

50-440 

wilt, d, D 

S30S040487 

50-440 

WILT. 0 D 

83OSO4O407 

50-440 

WILT/ 0 D 

6309040540 

90-440 

WILT. D- D 

B30904094B 

50-440 

WILT/ D. D 

6309100294 

30-440 

WILT/ D. D 

8305100294 

90-440 

WILT/ D D 

8305100367 

go-440 

WILT/ 0 T> 

8305100367 

90-440 

WILT. D D- 

0305310031 

30-440 

WINOOi M D 

8305170340# 

90-260 

WIRE/ K. R 

0305060504# 

90-290 

W1SEN0URD.M R 

6305160350 

PR 

WIEHNIE/ R 0 

0309240900 

50-S47 

WITHERS/ B D 

0309040417 

30-344 

WITHERS/ B D 

6309060600 

50-344 

WITHERS/ 3 D 

6309060606* 

50-344 

WITHERS/ a D 

0303130164 

30-344 

WITHERS. B D 

03O513O2S4 

50-344 

WITHERS. D D 

0305130240 

90-344 

WITHERS. 3 0 

0305160266 

PR 

WITHERS. B D 

0305200013 

90-344 

WITHERS/ a D 

0305230901 

90-344 

WITHERS. B 0 

0309260279 

50-344 

WITHERS, B D 

3305270102 

50-344 

WITHERS/ B D 

0305270186* 

90-344 

WITHERSrB D 

0305270205 

50-344 

WITHERS. D D 

0305270211# 

90-344 

WIZNERi d d 

0305270007 

50-319 

WOFFORD. A W 

0305060153# 

FOIA 

WOHLD/ P R 

0305020357# 

90-4 B3 

WOJCHOUSKIiA V 

B30S020492# 

90-263 

WOLFE/ B 0 

8305120322 

50-002 

molfe.s j. 

8309270634 

90-392 

WOLLETT. S. 

8305090090 

CONTRACT 

MOLLETT. 8 

8309090068^ 

CONTRACT 

wollet Ti a. 

9309170608 

CONTRACT 

MULLET Ti S. 

8309230201 

CONTRACT 

WOLLETTi 8 

0309270097 

CONTRACT 

WOLLETT. 0 

8309270103 

CONTRACT 

wolvendyk. a 

8305200177 

70-37 1 

WOOD/E C 

8309110344 

90-309 

woaor J. E 

0309040466* 

TOPREP 

WOODHEAD. C P 

0305030494 

90-142 

WOODHEAD. C P 

8305100312 

50-142 

WOODHEAD. C P 

0305160164 

90-142 

WOODHEAD, C,P 

8305170001 

90-142 

WOODHEAD. C P 

830917006P 

90-142 

WOODHEAD. C P 

8309170067# 

50-142 

WOODHEAD. C P 

6309200610 

50-142 

WOODHEAD. C P 

6 305240521 

50-142 

WOODLANfD R 

6305090530# 

90-449 

WOODRUFF. R L 

0304260139 

liit 

WDOLEVEftf E J 

6305020426 

90-413 

WOOLEVERi E J 

8309100104 

90-4*2 

WOOLEVERi E J 

6309110295 

90-4*2 

WOOLEVERi E 0, 

6309190296 

90-413 

WODLEVERrE. J 

6305190283 

90-412 

WDOLEUERx E J 

6305180599 

50-413 

WDOLEVERi E. J 

8309200429 

90-412 

WOOLEUER. E J 

6309240240 

90-413 

WDOLEVERi E J 

6309250490* 

90-412 

WOOLEVERi E. J 

8305270662* 

90-413 

WOOL0EY,R T 

8305120490 

40-6602 

WOOLBEV/R T 

03D512O5O1 

40-299 

WQOLSEYi R. T 

0305130295 

40-3299 

WOOL BEY r R, T 

0309170583 

40-899 

W00L8EY.R T 

0305170503 

40-399 

WORTHEN, M. 

0305030407 

PR 

WRAYi J R 

8305270397* 

30-321 

WRAYi J R 

6309270534# 

50-336 

WRAY/J R 

0309270576# 

50-335 

WRIGHT. 0 

8309110190* 

CONTRACT 



656 


PERSONAL AUTHOR INDEX 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


HRIOHT< 0 C 


aa03 170174# 

50~1 95 

Q 

WRIOHT,N A 


8305100243 

50^329 

T 

UftJOHT,N A 


83052400^9 

30-329 

Q 

WR1<>HT,R 0 


e3052909A&« 

50-483 

G 

WRIOHT.R 0 

WRIOHT.R J 


B3052905AA* 

B30329059^i 

50-483 

WASTE MOI 

G 

HRIOHT.R J 


8303290813 

WASTE MOT 

WHlOMTrR J 


0305110063 

WASTE MOT 

WRICMT^R U 


83092701 79# 

30-389 

G 

WULLERiO e 


0303240346 

50-461 

A 

HULLER»0 E 


8305030999 

50-461 

R 

HULCER'O E 


0309130146 

90-461 

E 

WULLER.O E 


0309200667 

30-461 

A 

WULLER*0 e 

HULLER.O B 


0309240142 

8309230233# 

50-461 

40-1478 

A 

WUNDERLICH. J 
WVNOARDEN. 8 
WVNOARDEH. 8 D 
YAMANA. R 
YAMAHA. K 


6309310192 

8309030671 

8305250604# 

8309170125* 

8309100709 

50-263 

40-3392 

40-8027 

XPDRTLIC 

XPOftTLiC 

8 

YANDELL.L A 


0305100244# 

30-205 

Q 

YAKO. M S 


8305270501# 

50-454 

Q 

YAROER-K 


8305170209* 

50-346 

8 

YARCER.K 


0305260293 

50-846 

S 

YARQER*K 


8305310038 

50-046 

8 

YORK. J W 


B30 52704 92* 

30-400 

0 

YQVNO. F 


B305160199* 

50-289 

Q 

yoi;ho»m a 


0305100172 

30-454 

Q 

VQl/NO»M A 


0305230236 

30-142 

Q 

YaUNKJrM L 


6305250331 

30-443 

H 

YOUMO.T 


8309170302# 

30-528 

Q 

YOUMSi T- 


8305170937# 

90-528 

Q 

YOUMO- T 

YDUHO. Y, A 
YOUMO* Y- A 


8305170964* 

8309060369# 

8305130333# 

50-520 

40-8783 

40-8703 

Q 

YOUNOBLOOD. B 

J 

8305040006 

30-402 

A 

YOUHOBLOaD. B 

J 

8309040062 

50-434 

F 

YOUHdBLOaDj D 

J 

8309040664 

30-440 

E 

YOUNGBLOOD. D 

J 

8305060648 

50-423 

A 

YOUNGBLOOD. D 

U 

0309110105 

50-546 

A 

YOUNGBLOOD. B 

J 

8309120088 

50-482 

F 

YOUNGBLOOD. B 

J 

8305120592 

50-434 

A 

YOUNGBLOOD. B 

J 

8305180610 

30-443 

Q 

YOUNGBLOOD. B 

J 

83091900^6 

30-440 

A 

YOUNGBLOOD. B 

J 

8305230627 

30-443 

A 

YOU NOB LOO D. B 

J 

6309230630 

30-330 

A 

YOU NOB LOO Di B 

J 

6305230635 

50-546 

A 

YOUNGBLOOD. D .J 

6305230649 

30-440 

E 

VQUWGBLOOO. B 

J 

6305230649 

30-440 

E 

YOUNGBLOOD. D 

J 

6305230698 

50-338 

A 


AUTHOR 

ACCeSBION 

NUMBER 

SUBJECT 

CATEGORY 


YOUNGBLOOD. R 

8303110126 

30-312 

P 

YOUNGLING. E J 

8305190271 

30-322 

0 

YUHAS. 0 P 

8305170343# 

90-397 

0 

YUHAS. 0 P 

8305170530* 

90-361 

a 

YUMOTO, H 

8303160290 

XPORTLIC 


VUNDT. C P 

8305130143 

50-344 

8 

ZAHLER.R E 

8305240287 

90-289 

G 

ZAHLER.R E 

0305240287 

50-289 

Q 

ZAHLER.R E 

0305240486 

90-289 

Q 

ZAHLER.R E 

8305240487 

90-289 

0 

ZAHLEA.R E 

8305250202 

90-289 

0 

ZAHLEA.R E 

8305250202 

30-289 

0 

ZAHLEW.R E 

8305250208# 

90-289 

G 

ZAHLER.R E 

8305290208* 

90-289 

0 

ZAHLER.R £ 

8305250229# 

90-289 

0 

ZAHLER.R E 

8305290229# 

50-209 

0 

ZANARDI.G 

8309100370# 

30-329 

p 

ZARBiSiW A 

8309060076# 

90-331 

p 

ZARBIS. W A 

8303270378# 

90-333 

p 

ZIEHER.P D 

0309180261 

90-303 

Q 

ZIMMERMAN. J V 

8305020001 

XPORTLIC 


ZIMMERMAN. J V 

0309020090 

XPORTLIC 


ZIMMERMAN. J V 

0309030097 

XPORTLIC 


ZIMMERMAN. J V 

0309040639 

XPORTLIC 


ZIMMERMAN. U V 

0305040644 

XPORTLIC 


ZIMMERMAN. J V 

0305040698 

XPORTLIC 


ZIMMERMAN. U V 

0309040665 

XPORTLIC 


ZIMMERMAN. J V 

0309090440 

XPORTLIC 


ZIMMERMAN. J V 

0309060014 

XPORTLIC 


ZIMMERMAN. U V 

0309090042 

XPORTLIC 


ZIMMERMAN. J V 

8305090498 

XPORTLIC 


ZIMMERMAN. J V 

0305090500 

XPORTLIC 


ZIMMERMAN. J V 

8309090730 

XPORTLIC 


ZIMMERMAN. J V 

0309090731# 

XPORTLIC 


ZIMMERMAN. J V 

0309090733 

XPORTLIC 


ZIMMERMAN. J V 

0305090736 

XPORTLIC 


ZIMMERMAN. J Y 

0305090779 

XPORTLIC 


ZIMMERMAN. J V 

0303130269 

XPORTLIC 


ZIMMERMAN. J V 

0305130269 

XPORTLIC 


ZIMMERMAN. J V 

0305160294 

XPORTLIC 


ZIMMERMAN. J V 

0305160296 

XPORTLIC 


ZIMMERMAN. J V 

0305160300 

XPORTLIC 


ZIMMERMAN. J V 

0303160307 

XPORTLIC 


ZIMMERMAN. J V 

0305160309 

XPORTLIC 


ZIMMERMAN. U V 

0303160310 

XPORTLIC 



AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


ZIMMERMAN. J 

V 

8309160313 

XPORTLIC 


ZIMMERMAN. J 

V 

0309160319 

XPORTLIC 


ZIMMERMAN. J 

V 

8309170120 

XPORTLIC 


ZIMMERMAN. J 

V 

0309170394 

XPORTLIC 


ZIMMERMAN. J 

V 

0303180078 

XPORTLIC 


ZIMMERMAN. J 

Y 

8309180086 

XPORTLIC 


ZIMMERMAN. J 

Y 

8309180090 

XPORTLIC 


ZIMMERMAN. J 

Y 

83091G0351 

XPORTLIC 


ZIMMERMAN. J 

Y 

03O91BO7O3 

XPORTLIC 


ZIMMERMAN. J 

Y 

0305180839 

XPORTLIC 


ZIMMERMAN. J 

Y 

8309190033 

XPORTLIC 


ZIMMERMAN. J 

Y 

0309200129 

XPORTLIC 


ZIMMERMAN. J 

Y 

9309300137* 

XPORTLIC 


ZIMMERMAN. J 

Y 

8305250165 

XPORTLIC 


ZIMMERMAN. J 

Y 

83032600 1 6 

XPOftTLiC 


ZIMMERMAN. J 

Y 

8305260027 

XPORTLIC 


ZIMMERMAN. J 

Y 

8303260029 

XPOftTLiC 


ZIMMERMAN. J 

Y 

8303260034 

XPOftTLiC 


ZIMMERMAN. J 

V 

8305260059 

XPOftTLiC 


ZIMMERMAN. J 

V 

8309260067 

XPORTLIC 


ZIMMERMAN. J 

Y 

8309260090 

XPOftTLiC 


ZIMMERMAN. J 

Y 

83092601 13 

XPOftTLiC 


ZIMMERMAN. d 

V 

8309260183 

XPOftTLiC 


ZIMMERMAN, d 

V 

830926018? 

XPORTLIC 


ZIMMERMAN, d 

V 

G309260191 

XPORTLIC 


ZIMMERMAN. d 

Y. 

8303260194 

XPCJflTLIC 


ZIMMERMAN, d 

Y 

0309260197 

XPDflTLIC 


ZIMMERMAN, J 

V 

0309260190 

XPORTLIC 


ZIMMERMAN. d 

Y 

8309260199 

XPORTLIC 


ZIMMERMAN, J 

Y 

8303260203 

XPORTLIC 


ZIMMERMAN. d 

Y 

8305260204 

XPORTLIC 


ZIMMERMAN, d 

Y 

8305270032 

XPDflTLIC 


ZIMMERMAN, d 

Y 

8309270034# 

XPORTLIC 


ZIMMERMAN. R 

P 

8309230493# 

90-244 

0 

ZIMMERMAN. 8 

R 

8309020003 

XPORTLIC 


ZIMMERMAN. 8 

R 

6309020169 

90-400 

R 

ZIMMERMAN. 6 

R 

8309090300 

90-SS4 

P 

ZIMMERMAN. 8 

R 

8309090496 

90-324 

P 

ZIMMERMAN. 8 

R 

83091003^2 

90-328 

P 

ZIMMERMAN. 8 

R 

8305120003 

90-324 

P 

ZIMMERMAN. 8 

R 

8309200439 

80-261 

P 

ZIMMERMAN. 8 

R 

0309200600 

80-261 

H 

ZIMMERMAN. S 

R 

8305240417 

80-400 

K 

ZIMMERMAN. 8 

R 

8309260022 

90-261 

P 

ZIMMERMAN. 8 

R 

6309260320 

90-324 

P 

2IYKDVICH, E 

A 

8309200696 

90-440 

D 

ZUPKO.d M 


8309060476 

90-272 

B 

ZUPKO. d H 


0309060480 

90-311 

a 

ZUPKOrd M 


83091 1027L 

90-311 

a 

ZUPKO.d M 


6309110274* 

90-31 1 

8 

ZUPKO. J M 


8309160092 

90-311 

a 

ZUPKO. d. M 


0309160096 

90-311 

9 

ZUPKO. d M 


8309160110 

90-311 

a 

ZUPKO.d M 


8309170018 

90-272 

R 

ZUPKO.d M 


0309170142 

90-31 1 

R 

ZUPKO. d M 


8309170367 

90-3 U 

B 

ZUPKO. d. M 


8305200394 

90-272 

B 

ZUPKO.d M 


0309200937 

50-311 

B 

ZUPKO, d M 


8309290901 

90-311 

B 
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The subject category column in this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 60-320 P, The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed In the Contents. 


An asterisk following the accession number In this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure Is listed, refer to the 
Index entitled '"Cross Referenice of Enclosures to Principal 
Documents/' 


AUTHOR 

AFFILIATION 


AAmadtf, Thft 


Advltorv Council on Hlotorlc Pro 
Atro«p«co Corp. 

Agrlcuituraj Dopt of 

ApriculturOi Otpt of^ Oraduott 
Air and Pollution Patrol 


Alibofflo Powtr Co 


ACCESSION 

NUMGER 

SUBJECT 

CATEGORY 

8305100163 

50-209 

0 

8305100205 

90-209 

0 

8305100406 

90-289 

0 

8305110296 

90-410 

0 

8305110027 

NUREO 


8305040307# 

FOIA 


8305040392# 

FOIA 


8305230249# 

CONTRACT 


8305040470 

00-392 

0 

8305260181 

50-392 

0 

0305020456 

90-340 

p 

8305030500 

90-364 

B 

8305030589# 

90-364 

8 

8305030148 

90-340 

8 

8305030134# 

30-340 

S 

83050501 SB# 

90-340 

9 

0305050195 

90-340 

8 

6305050203# 

90-340 

0 

8305060621# 

90-348 

F 

8305060626# 

90-348 

F 

83091-00132 

90-364 

9 

8305100139# 

90-364 

8 

83051 10257 

90-364 

6 

8305110260# 

90-364 

8 

83051 10308 

90-348 

P 

83051 10308 

90-348 

P 

83051 10311# 

50-340 

P 

6305110311# 

50-340 

P 

8309160094 

50-340 

Q 

8305160094 

50-340 

Q 

8309160100# 

50-348 

3 

8305160107# 

90-348 

Q 

8305160107# 

90-348 

Q 

8309200306 

90-340 

R 

8305200327# 

90-340 

R 

8305200357 

90-364 

R 

0309200362# 

90-364 

R 

8309200579 

90-340 

R 

0309200579 

90-348 

R 

8309230540 

90-348 

B 

8309230544# 

90-348 

8 

8309230990# 

50-340 

8 

6309240191 

90-348 

F 

8305240191 

90-348 

F 

0309240440 

50-348 

P 

8309240461 

90-348 

I 

8309240481 

50-340 

I 

8309240484# 

90-348 

1 

0309290209 

90-348 

F 

0309250209 

90-348 

F 

0305290393 

90-340 

8 

8309290391 

90-340 

F 

0309290391 

90-348 

F 

8309290581 

90-348 

8 

8309310201 

90-348 

8 


AUTHOR 

ArFiLlATlON 


A<n»ricon Atsoclatloni of Phijsicltti in 
M«dlcln« 

Anirlcon CoUogo of Nucloor Phgtlciaiit 
Amorlcan lEltcIrlc Pouor Co , Inc 


A<itirlc«h Elffctric Pouiot 8orvict Corp 


Aottricon Nucliar Inourtri 
Anttrlcan Nuclvor Goclotyi 


Antibury, KA 
Anacompi Inc 

Anolyslt $« Tt-chnolagMf Inc 

nntioch School of Low, Hothlngton* Dc 


Appliid Diologij^ Inc 
Applied Phyilcol Tochnologgj Inc. 
Applied Reiearch A-ieociotetr Inc. 
Applied Rltk Tochnologg Carp 

Argonne Netlonol Loborotorg 


ArUono Public Service Co 


ACCESSION 

NUMQER 


0305180425 

8305030416 

8305200896 

e305i60062« 

0305230368 

G305030S57 

8305030519 

8305120108 

8305110018 

8305180353 

0305230469# 
G3052S0S17 
8305270109 
8305250327 
030 5260828# 

0305060326# 
8305170070# 
8305170077* 
B3'05 100290 
8305190366 

8305190371# 
8305030347# 
8305110163# 
63053 101 57* 
8305180146# 

8303110140 

8303110162 

0305130340 

0303130349 

0303130350 

8305100637 

0305190132# 

0305190153# 

8305190337* 

8305190341# 

0305230006# 

0305020009 

0305020087 

0305020009 

0305020092# 

0305030285 

8305030346 

8305030626 

0305030686 

83O512O30S 

0305130002 

0305130107 

0305130124 

0305130184 

0305130184 

E305130187 

0305130146 

0305130148 

0305130148 


SUBJECT 

CATEOORY 


PR 

PR 

PR 

50-315 R 
50-315 P 

50-315 P 
50-315 P 
50-315 F 
PR 
PR 

COHMieSIQH 

PR 

NUREO 

50-443 0 

CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
50-155 0 

50-155 0 

50-155 0 

50-335 R 
CONTRACT 
50-844 P 
50-247 Q 

NUREO 

NUREO 

ACRS 

50-537 0 

50-537 O 

50-537 0 

FDIA 

FQIA 

FQIA 

FOIA 

71-5607 
50-528 K 
50-523 K 
50-529 H 
90-529 K 

50-528 0 

50-52? 8 

50-928 S 
50-528 8 

50-520 C 

50-528 a 
50-528 6 

50-520 8 

50-520 8 

50-520 S 

50-528 8 

50-528 S 
50-528 a 
50-529 8 


B57 



6S8 
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Art ion»4 
Arkan-ia* 


AUTHOR 

AFFILIATION 

ACCESSION 

NlitlBEF 

SUBJECT 

CATEGORY 



0305130 J 59 

5O-5Z0 

8 



03051301 59 

30-528 

S 



8305130159 

50-520 

s 



8305130161 

30-929 

8 



0309130160 

90-328 

S 



0305130169 

90-520 

S 



8305130183 

50-52B 

3 



83051301 B9 

90-928 

S 



8305130189 

90-928 

3 



8309130210 

50-928 

3 



8305130210 

50-928 

3 



8305130210 

90-928 

3 



B309130226 

50-928 

3 



83 05 130 226 

90-928 

3 



0305130226 

90-928 

8 



0309130229 

90-928 

3 



8309130229 

90-928 

3 



8305130264 

30-928 

3 



0305130264 

90-528 

3 



8305130264 

50-928 

S 



0305160071 

50-920 

A 



8305160072# 

50-920 

A 



0305200322 

50-920 

F 



8305200417 

50-920 

A 



0305230917 

50-920 

8 



0305260321# 

90-528 

0 



0305260326# 

90-928 

<k 



0305310161 

90-928 

A 



8309310215 

90-928 


Stite 

of 

83 03030 99B 

PR 


Power 

6 Ll^ht Co 

8303240480 

50-313 

P 



0304270426# 

90-313 

F 



830 4270 4 26# 

50-313 

F 



0304270427# 

50-313 

F 



8309020373 

50-368 

8 



8305020370# 

50-368 

6 



8309020416 

50-368 

P 



8309030331* 

50-313 

0 



8305030305 

50-313 

e 



8305030390# 

50-313 

s 



8305040453 

50-313 

R 



8309040459# 

90-313 

R 



8305050125 

50-313 

P 



8309050129 

50-313 

P 



8309090216 

50-313 

P 



8305060452 

90-313 

8 



8305060454# 

90-313 

8 



030 5060 9 83# 

90-313 

F 



83O3O6Q903# 

90-313 

F 



8303060991# 

90-313 

F 



8305060591# 

90-313 

F 



0309090333 

90-313 

P 



0309090333 

90-313 

P 



0303090421 

90-313 

J 



8303090440 

90-313 

P 



8305100351 

90-313 

P 



8309100391 

50-313 

P 



0305120414 

50-313 

S 



0305120410# 

50-313 

s 



0305120451# 

50-313 

G 



8305160290# 

50-313 

F 



8305160290# 

50-313 

F 



8309170551 

50-313 

G 



8309180467 

50-368 

P 



8305190363 

50-313 

J 



8305200319# 

90-313 

Q 



8305200326 

50-313 

F 



0309200449 

50-313 

8 



0305200451# 

30-313 

8 



0309200490 

50-313 

8 



03 05200 54: 

50-313 

P 



8305200541 

90-313 

P 



8305200573 

50-368 

R 



8309200580 

90-368 

P 



0305230364 

50-313 

P 



0309230723 

50-368 

P 



0305230723# 

50-368 

P 



8303240054# 

50-313 

Q 



0305240139 

90-313 

H 



0305240360 

50-360 

P 



8305240399 

50-313 

P 



8305260249 

50-368 

8 



0309260260 

90-313 

S 



0303270063 

50-313 

P 



0305310199# 

50-313 

Q 


AUTHOR 

AFFILIATION 


ACC£80ION SUBJECT 

NUMBER CATEOORV 


Armgr Dipt of 


83053 10199« 
8103130S67* 
83050300 19« 
83090300 t6« 
03090300 t9» 


50-313 a 

FDIA 

FOIA 

FOIA 

FOTA 


03O5O2OO2a» FO TA 
830502003 i« FQlA 
830S020O35» FOIA 
8305020042# FOlA 
8309O20047# FOIA 

8305020057# FOIA 
0305020070# FO I A 
8305020091# FOIA 
0305020095# FOIA 
8305020099# FO 1 A 


8305020095# FOIA 
8305020099# FOjA 
8305020095# FOIA 
8305020150# FOIA 
B30S0201A9# FOlA 


8305020178* FOIA 
8305020204# FOlA 
8305020207# FOIA 
8305020525# FOlA 
8305020539# 70-378 

0305020539# 70-370 

8305020539# FOIA 
8305020939# 70-378 

8309020949# FOIA 
8309020990# FOlA 


8305020954# FOIA 
8305020590# FOlA 
8309020560# FOlA 
8305020564# FOIA 
6309020567# FOtA 

8309020971# FOIA 
8305030000# FOJA 
8305030020# FOJA 
8305030023# FOIA 
8305030027# FOlA 

8309030035# FOIA 
8309030099# FOIA 
8309030063# FOIA 
8309030073# FOIA 
8305030080# FOIA 


B30S0300B7# FOlA 
8309030098# FOIA 
8309030109# FOIA 
@305030129# FOtA 
8309030142# FOlA 


8305030147# FOIA 
8305030194# FOIA 
8309030163# FOIA 
8305030169# FOIA 
8305030174# FOIA 


8309030179# FOIA 
8309030185# FOJA 
8309030218# 70-376 

8305030229# 70-076 

8305030233# 70-076 


8305030239# 70-078 

8309030251# 70-076 

8309030260# 70-376 

8309030312# 70-076 

8309030326* 70-376 


8309030339# 70-076 

8305040093* FOIA 
8309040114# FOIA 
8305040120# FOIA 
8305040198# FOlA 


8309040169* FOIA 
8305040175# FOIA 
8309040183# FOIA 
0309040109# FOIA 
8305040200# FOIA 

8305040211# FOIA 
8305040217# FOIA 
8309040224# FOIA 
8309040234# FOIA 
8309040239# FOIA 


8309040244# FOIA 
6309040290# FOIA 
8309040296# FOIA 
8305040272# FOIA 
8309040279# FOIA 
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569 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8305O402B7* 

FOIA 


03O927O3O9» 

90-269 

P 


8305040290* 

FOIA 

Babcock 6 Ullcox Oparatlng Plants Ownar* 

6309120073 

TOPREP 



8305040294* 

FOIA 

Group 





8309040414* 

FOIA 


0309270432 

TOPREP 



0303040429* 

FOIA 

Qackua* S6»a & Ktg*r 

0309190199 

90-443 

G 




Baltlmort Gas b Elactrlc Co 

6309020344* 

90-317 

0 


B303Q404S0* 

FOIA 






6303040476* 

FOIA 


8309020344* 

90-317 

Q 


6309040476* 

FOIA 


6309020309 

90-317 

8 


6309040476* 

FOIA 


6309030393 

90-316 

6 


8309040901* 

FOIA 


6309030366* 

90-310 

8 





6309060396 

90-317 

P 


8309040910* 

FOIA 






6309040919* 

FOIA 


8309060396 

90-317 

P 


6303040323* 

FOIA 


6309060402 

90-317 

P 


8309040394* 

FOIA 


6309060409* 

90-317 

P 


8309040334* 

FOIA 


8309060403* 

90-317 

P 





8309060412 

90-317 

a 


8309040339* 

FOIA 






6309040999* 

FOIA 


6309060412 

90-317 

Q 


B309040342* 

FOIA 


6309060430 

PR 



8309040969* 

FOIA 


6309060631* 

90-317 

F 


6309040373* 

FOIA 


6309060639* 

90-317 

F 





0309060639* 

50-317 

F 


6303040376* 

FOIA 






8309040393* 

70-378 


8309110392 

90-317 

S 


6303040393* 

70-378 


8309110363* 

90-317 

8 


8303040999* 

70-378 


6309160061 

90-310 

S 


6309040474* 

70-370 


8305160396 

PR 






8305190267 

90-317 

8 


6303040678* 

70-378 






6303040696* 

70-378 


6303190290* 

90-317 

S 


8309030297* 

70-378 


8305190293 

90-317 

P 


8309030306* 

70-370 


8309190340 

90-310 

8 


8303090310* 

70-378 


8305190392* 

90-310 

S 





8305200964 

90-317 

R 


8309030316* 

70-370 






6309030322* 

70-378 


0309200594* 

90-317 

R 


6309090326* 

70-378 


6305200620 

90-317 

a 


8309090330* 

70-378 


6305200620 

90-317 

Q 


6309030333* 

70-378 


6309200626* 

30-317 

Q 





6309200620* 

90-317 

Q 


8309030339* 

70-378 






6309090342* 

FOIA 


6309200631 

50-317 

R 


8309090346* 

FOIA 


6309200631 

90-317 

R 


8309030349* 

FOIA 


6309200644* 

90-317 

R 


8303090331* 

FOIA 


6309200644* 

30-317 

R 





8305200690* 

90-317 

R 


8309030339* 

FOIA 






6303030361* 

FOIA 


6309200690* 

50-317 

R 

ArfflV* Otpt. oft Carpt of EnglntiT* 

6309060391* 

CONTRACT 


6309230913* 

30-317 

8 


8309110041* 

CONTRACT 


6309230922 

30-318 

S 


8309170607* 

CONTRACT 


6309230926* 

90-310 

8 





8309230955 

90-317 

8 

Ar«yj I>«pt off Hf ad quart IP t Hattrial 

8006 160978* 

FOIA 





Dtvalopmant & lla«dlnaii Coffiffland 




6305230960* 

90-317 

S 


8104060899* 

FOIA 


6309240269* 

50-317 

P 



FOIA 


630^260294 

50t317 

P 


6309040089* 

FOIA 


0309260294 

90-317 

P 


6309040103* 

FOIA 


6305260302 

90-317 

J 


6309040127* 

FOIA 


630927002? 

50-317 

P 


8309040466* 

70-376 


630527002? 

90-317 

P 


8309040489* 

FOIA 


0309270072 

50-317 

3 


6303040902* 

FOIA 


6309270603 

50-317 

9 

Atlii Mlnarali 

6309130362 

40-3493 

Oarr Englnaarlns Co 

6305200004* 

CONTRACT 


Ato«ic Induttrial Forum 

6309160306 

PR 

Basic £n«rgy Tachnology At«aclat«f 

B309020160* 

50-272 

8 


8309160313* 

PR 

Battalia hamorlal Inttltutti Columbui 

6309270100* 

CONTRACT 



6309160391 

PR 

Laborat or la 1 





6309180378 

PR 

Battalia Mamorial Instltutar Pacific 

6011180782* 

HISC 


Audubon Soeiaty 

6309160024 

90-247 0 

Northuiait Laboratorv 








6207060928* 

50-299 

P 


8309160024 

90-247 0 


8301060137* 

90-309 

P 


6309160020* 

90-247 0 






6309160026* 

90-247 0 


8305030317 

30-331 

6 

Automation Induttrlact Inc. 

6309180194 

71-9100 


8309040996 

M18C 


BIM Ownara Oroup 

8309100197 

TOPREP 


6309060233 

NUREO 






6309060674 

NUREO 


Babcock l( Wilcox Co. 

6309020392* 

90-312 P 


8309100011 

50-346 

F 


0309020404* 

90-329 e 






8309020323 

70-824 


B3D511020B 

NUREG 



8309020926* 

70-024 


6309110497 

NUREO 



6309030001 

71-6294 


6309120374* 

90-237 

P 





8309130399 

90-937 

□ 


8309030410 

TOPREP 


6309160782 

NUREO 



6309040637 

XPORTLIC 






0309030100 

70-1201 


6309290166 

RE8 



0309030209 

70-1201 


8309290174 

RES 



0309090464* 

90-302 P 

Baar Craak Uranium Co 

8309020363 

40-6492 





Bacbtal Corp 

8309100261* 

50-392 

A 


0309100316 

TOPREP 


8309120330* 

90-320 

T 


6309110443* 

90-346 P 






0309120010 

TOPREP 


8309200993* 

QA999 



0309120344* 

90-320 T 


8309240419* 

QA979 



0309120347* 

90-320 T 


8309290393* 

30-237 

Q 





8309290399* 

90-237 

a 


0309240046 

71-166 


8309290399* 

90-237 

Q 


8309260311* 

90-330 8 






0309260313* 

90-330 8 


8309290407* 

90-237 

Q 


0309260376 

70-1201 


6309290407* 

90-237 

Q 



560 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Dtrllnr Roltmarii St Cashdan 


flevarldgai Fairbanks U Dlampnd 
Blndari Elsteri MendsLsoti i Uh««l«T« 
Dorg-Matfiar Corp 


Cast an Ed 1 son Co 


Botainr Hagtt SkUr k K»rtb»rg 
Brigham Young Univ 

Brookhavfh National Laboratorv 


Braia k Poiwi «tl Uo 

Broun Bovtri Corp (subt Broun Bovtrl 
Co F Ltd. ) 


Brunsulck Co 


'oup 


ACGESSlaSi 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

83032504 1G» 

30-237 

0 



03091 10212 

90-279 

G 

83032304131* 

50-237 

Q 



03091 10217 

90-275 

0 

B30S230320-* 

30-206 

P 



03091 10217 

90-275 

C 

0303310143 

30-329 

A 



83091 10303 

50-275 

0 

Goosi&ooeo 

50-529 

G 



0309110303 

50-275 

0 

0305160006 

50-329 

0 



6309120093* 

50-275 

P 

03O3SOO6S9 

30-338 

G 



8309260182 

50-275 

Q 

0303040343* 

CONTRACT 



8309260183* 

50-275 

C 

0303130222 

30-440 

0 



8309260103* 

90-275 

G 

0303130234 

XPORTLIC 

Calirornlat Unlv 

ofi Los Angola* 

0309030924 

90-142 

0 

0303130303 

XPQRTLIC 




8309030568 

90-142 

9 

0303240337* 

0A999 




0309030574 

90-142 

Q 

0303240363* 

QA999 




0309090473 

90-142 

0 

0304110696 

50-293 

0 



0309160037* 

90-142 

Q 

0304110706* 

50-293 

8 



0309170067* 

90-142 

9 

0304100390 

30-293 

P 



0309240479 

90-142 

9 

0303020134 

30-293 

R 



0309240499 

90-142 

9 

03O3OSOS5O 

30-293 

Q 

CalifornUF Unlv 

San Oiago 

0309060239* 

90-206 

P 

0303090200 

50-293 

P 

Callauav Count^i 

MO 

6309290304* 

90-483 

9 

0303100130 

30-293 

R 



6309290354* 

90-483 

9 

0303100144* 

30-293 

R 



0309290336* 

90-483 

9 

6303110334 

50-293 

8 



0303230366* 

90-483 

9 

8303 11 0341* 

50-293 

0 



0309230507* 

90-483 

9 

8303110336 

30-293 

6 

G*mffl»r St Bhap Iro 


8305100256 

90-322 

9 

8303110363* 

30-293 

6 



8309100274 

90-322 

9 

8303110384 

50-293 

a 

Canad Ian €omm«rcial Corp 

8309230289* 

CONTRACT 


8303110392* 

50-293 

8 

Carolina Envlronnffnt*! Study Group 

0309060232 

90-418 

0 

0303180153 

30-293 

H 

Carol ina Pouar k 

Light Co. 

8309020124 

90-400 

E 

0303160044 

50-293 

P 



8309020124 

90-400 

E 

0303 1 6006 1 

50-293 

P 



8309020169 

90-400 

R 

0303160134 

50-293 

R 



8309020169 

90-400 

n 

0303160136* 

30-293 

R 



8309020172* 

90-400 

R 

0303160143 

50-293 

6 



8305020172* 

90-400 

ft 

0303170173 

50-293 

F 



8305020453 

90-261 

p 

0305170343 

50-293 

P 



8305030288 

90-324 

p 

9303170418 

50-293 

P 



8309030291 

90-324 

B 

0305170329 

50-293 

R 



8309030293* 

90-324 

P 

0303170332* 

50-293 

R 



8309030399 

90-324 

8 

8303190024 

50-293 

8 



8309030361* 

90-324 

8 

8303190029* 

50-293 

8 



0309030387 

90-324 

a 

8303190147 

50-293 

P 



8309030387 

90-324 

fl 

0305190176 

50-293 

0 



030903041 1 

90-324 

8 

0305190101* 

90-293 

8 



8309030419* 

90-324 

B 

0303190326 

50-293 

a 



8309030463 

90-324 

P 

0303190330* 

50-293 

a 



8309030463 

90-324 

P 

0303200239 

50-293 

p 



0309030469 

90-325 

B 

0303200447 

50-293 

p 



8309030473* 

90-329 

8 

0303230434* 

50-293 

0 



8309030481* 

90-324 

P 

8303230450 

50-293 

F 



83093^481* 

Sl^324 

P 

sao^aoso? 

50-293 

a 



8309O304'97 

90-324 

B 

0303230513* 

90-293 

a 



0309030497 

90-324 

9 

8303230516 

90-293 

8 



8309030909 

90-329 

a 

0303230321* 

90-293 

a 



8309030912 

90-324 

8 

0303230333 

90-293 

8 



8309030530 

90-324 


0303230333 

90-293 

R 



8309030536* 

90-324 

B 

0305230337* 

90-293 

R 



8309030940 

90-324 

B 

0303230530* 

90-293 

8 



8309030947* 

90-324 

0 

8303270073 

30-293 

Q 



0309030999 

90-261 

8 

8303020401 

30-247 

0 



8309030601 

90-400 

8 

030 3 160 129 

30-262 

P 



8309030612 

90-324 

8 

0303020347 

NUREO 




8309030618* 

90-324 

fl 

03O5L1O126 

30-312 

P 



8309040362 

90-361 

P 

0305110127 

NUREO 




8309040479 

90-400 

G 

0305110131 

NUREO 




8309040479 

90-400 

G 

8305110227 

NUREO 




8309040409* 

90-400 

0 

8303110237 

NUREO 




8309040489* 

90-400 

0 

8305170006 

30-537 

A 



8309040492* 

90-400 

0 

8303170101 

NUREO 




8309040492* 

90-400 

9 

8303090470 

90-332 

0 



8309040498* 

90-400 

9 

0303110324 

90-269 

B 



8309040498* 

90-400 

0 






8309090124 

90-400 

8 

8303120437* 

90-398 

0 



8309090143 

00-329 

8 

8303200395 

QA999 




8309090109 

90-400 

B 

0303200415* 

QA999 




8309090201 

90-329 

9 

0303200422* 

06999 




8309090242 

90-324 

8 

0303200457* 

0A999 












8309090244* 

90-324 

a 

0303200460* 

QA999 




8309090249 

90-261 

a 

0305240947 

90-247 

0 



8309090299 

90-400 

8 

0303030034 

TOP REP 




0309090269 

90-324 

B 

0309160298 

Xportlic 




8309090267* 

90-324 

B 

0305190332* 

90-373 

P 











8309060176 

90-329 

P 

0305190363* 

90-373 

P 



8309060180* 

90-329 

P 

8305190307* 

90-373 

0 



8309060471 

90-400 

0 

0305310211 

WA8TE MOT 



8309060999 

90-400 

E 

0309110212 

90-279 

0 



8309060620 

80-324 

0 



CORPORATE SOURCE INDEX 


561 


AUTHOR ACCESSION 

AFFILIATION NUKBER 

SUBJECT 

CATEGORY 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

6303060620 

30'-324 

a 




0305240446 

30-400 

0 

0303090360 

30“324 

p 




8305240446 

30-400 

O 

B3 030903 60 

30-324 

p 




8003240330 

30-400 

0 

B303090436 

50-324 

P 




8305240330 

30-400 

0 

B303090436 

30-324 

p 




8305240351 

30-400 

0 

8305090470 

30-261 

0 




8305240331 

50-400 

0 

B303 100362 

50-323 

p 




3305230249 

30-261 

P 

B30S100412 

30-324 

R 




S3032S0423 

50-261 

8 

B303100412 

30-324 

ft 




8303230489 

PR 


B303100417« 

30-324 

ft 




0303230493* 

PR 


83051 10S4B 

30-400 

E 




B305230494 

30-400 

E 

Q3031 10246 

30-400 

e 




8305260022 

30-261 

P 

G3031 10231 

30-261 

3 




0303260234 

30-400 

E 

8303110232 

30-400 

8 




0303260320 

30-3S4 

P 

G3031 102S2 

30-400 

s 




0305270000 

90-261 

P 

G3051 10236» 

30-261 

8 




0305270023 

30-400 

£ 

83031 10262 

30-323 

a 




8305270236* 

30-324 

0 

83051 10264* 

30-323 

8 




0305270281* 

30-400 

0 

8305110294 

30-400 

£ 




0303270281* 

30-400 

o 

G3031 10294 

30-400 

£ 




8305270303# 

30-400 

0 

8305120003 

30-324 

P 




0305270487* 

30-261 

Q 

8303120467 

30-400 

A 




8305270331 

30-324 

0 

8305120467 

50-400 

A 




0305270380* 

30-324 

0 

8305130027 

30-400 

8 




0305270599* 

30-324 

0 

8305130075 

30-400 

0 




0305270399* 

30-324 

0 

8305130073 

30-400 

0 




0305270613* 

30-400 

Q 

8305130060 

50-400 

9 




0305270617* 

30-324 

0 

8305130060 

50-400 

8 

Ctntvr tor Law in th» Public lnfeBT#ft 

8305120283 

30-275 

0 

8305130068 

30-400 

0 

Central Data 

Proc««ftlti»i Inc 

0305160312* 

30-247 

0 

8305130068 

30-400 

Q 




8305160316* 

30-247 

o 

8305130092 

50-261 

0 

Chack## 6 Koara 


8305100237 

30-4B3 

0 

8305130108 

30-323 

a 

Charlavolitf til 


8305260180 

30-153 

0 

8305130162 

30-261 

0 

CharnoPf^ 0. 



8303110008* 

CONTRACT 


8303130167 

30-324 

8 

Ch am-Noc l#ar 

Su>tanii< Inc, 

8305170733 

71-5026 


8303130170 

50-324 

s 

Chriata-liarla 


8303040042* 

30-135 

0 

8305130178* 

50-324 

8 




8305100290 

30-155 

0 

8305130176* 

50-324 

8 




0305190366 

30-153 

0 

0305130177 

50-324 

8 




0305190371* 

30-153 

0 

B305l3Die4« 

50-324 

6 




0305190373* 

30-155 

0 

8305130216 

50-400 

B 

Chrittiif U r 

Intarvanor 

0305100288 

30-462 

0 

0303130216 

50-400 

B 

Cincinnati Oat 4( 

ElictrU Co 

0305030528 

30-358 

K 

8303160017 

50-400 

E 




0305030533* 

30-350 

K 

8305160017 

30-400 

E 




0305090486 

30-358 

E 

8303160021 

30-400 

E 




0305120342 

30-358 

8 

6305160021 

30-400 

E 




0305120410 

30-350 

8 

8303160045 

50-261 

J 




0305120429 

30-358 

8 

8303160109 

30-400 

E 




0305120432 

30-358 

S 

8303160109 

30-400 

E 




0305120446 

30-358 

8 

B90.5A60133 

30^324 

J 




8305120487 

3Q-3S0 

8 

8303160133 

30-324 

J 




8305130111 

30-350 

K 

8303170282 

30-400 

A 




8305170454* 

30-350 

Q 

8303170282 

30-400 

A 




8305170324 

30-350 

8 

8305170283# 

30-400 

A 




0305170533* 

30-350 

A 

8303170283# 

30-400 

A 




0305100458 

30-350 

F 

8303170430 

30-400 

0 




0305190168 

50-350 

A 

6303170430 

30-400 

0 




0305190190 

30-350 

A 

8303170497 

30-400 

0 




0305190223 

30-350 

8 

0305180400 

50-400 

E 




0305190273* 

30-330 

a 

8305180400 

50-400 

£ 




0305190278 

30-338 

A 

8303200009 

50-261 

0 




0305190281* 

30-3 38 

A 

8305200329 

50-400 

E 




0305190314* 

30-338 

A 

8303200329 

50-400 

E 




0305200336 

30-338 

8 

8305200384 

50-400 

E 




8305240012* 

30-338 

Q 

8303200384 

50-400 

E 




8305240016* 

30-330 

0 

8303200433 

50-261 

P 




8305260227 

30-330 

8 

8303200442 

50-400 

E 




8305260337* 

90-330 

A 

8303200442 

50-400 

E 




830526033a* 

30-330 

A 

8303200538 

50-324 

8 

Gltliane Aaainst 

Nucl aar Pt>iii#r 

B3OS04O421* 

30-400 

0 

0305200343# 

50-324 

B 

Cltl 2 *n« Afidciatlon for Sotinii Energu 

0212300009 

90-445 

0 

8303200397 

00-324 

F 




0305020422 

30-445 

0 

0303200397 

50-324 

F 




8305020422 

90-445 

0 

8303200600 

30-261 

H 




8305020430* 

50-443 

0 

8303200623 

30-324 

F 




8305020430# 

50-443 

0 

8305200625 

30-324 

F 




8305020437* 

30-443 

Q 

8305200630 

50-400 

0 




0305040296 

30-443 

0 

8305200630 

30-400 

0 




B305040296 

30-445 

0 

8303200676 

30-400 

K 




0305040499 

30-445 

G 

8303200676 

30-400 

K 




0305040499 

30-445 

0 

8303200679# 

30-400 

K 




8305040307 

90-445 

T 

0303200679# 

50-400 

K 




8305040307 

50-445 

T 

8303230283 

30-261 

P 




8305040313 

50-445 

0 

0303230442 

30-400 

8 




8305040313 

50-445 

G 

0303240004 

30-324 

P 




0303040315* 

50-445 

T 

8303240417 

50-400 

K 




0303040315* 

50-445 

T 

8303240434 

50-324 

P 




0303040529 

90-445 

0 



B62 


CORPORATE SOURCE INDEX 


author ACCESS! dm 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUH8ER 

SUBJECT 

CATEGORY 

8305040929 

50-445 

0 




B305 170326 

50-470 

A 

0309040535 

50-445 

T 




8309170527 

90-339 

a 

B30504053S 

50-445 

r 




8309200072 

TOPREP 


0309090443 

50-445 

0 




8305200968 

90-470 

e 

8309110137 

50-445 

Q 

Connn*rc*r D»pt oft 

National Burtau of 

8303040996 

KI8C 





Btandard* 






8305110L37 

50-445 

0 







8303110157 

50-445 

T 




8309090131* 

coen-RACT 


0305110197 

50-445 

T 

Commltt** to 

Brldgt 

t6* Gap 

8305170067* 

90-142 

0 

8305110332 

50-445 

0 




8305170329 

90-142 

0 

0305110332 

50-445 

Q 




B305200496 

90-142 

o 







8309200692 

90-142 

Q 

8303110347 

50-445 

0 







8303110347 

50-445 

0 

CommoniittaLth 

Edison 

Co 

8304040269 

90-237 

0 

8309110354 

50-445 

T 




8304290034 

50-373 

P 

8305110354 

50-445 

T 




8304290034 

50-373 

P 

0305110357 

50-445 

0 




0309020006 

50-373 

8 







B309020090* 

50-373 

a 

0305110368 

50-445 

0 







0305110363 

50-445 

0 




0305020106* 

50-10 

Q 

0309110397 

50-445 

0 




030902010? 

50-373 

a 

0305110397 

50-445 

0 




0309020114* 

50-373 

a 

0309130066 

50-445 

0 




8305020 U 9* 

50-496 

o 







8305020142 

90-254 

a 

0305130066 

50-445 

o 







0309130157 

50-445 

T 




8305020154* 

90-254 

B 

0309130197 

50-445 

T 




8309020205 

90-373 

a 

0309130175 

50-445 

0 




8305020234* 

90-456 

Q 

0309130175 

50-445 

0 




8305020236* 

90-373 

8 







8309020241 

90-373 

8 

8305170287 

50-445 

0 







8309170287 

50-445 

0 




8305020246 

90-249 

B 

8309170913 

50-445 

0 




8305020251* 

50-373 

8 

8309170513 

50-445 

0 




0305020256* 

50-249 

a 

0309180272 

PR 





8305020351 

50-373 

a 







8305020393* 

50-373 

a 

8309200904 

50-445 

0 







Cleveland Electric Zllumi nat lug Co 830328009? 

50-440 

A 




0309020490 

50-254 

p 

8309020308 

50-440 

s 




8309020490 

50-254 

p 

0309020900 

50-440 

s 




0309020470 

90-440 

Q 

B30S040307 

50-440 

0 




0305030004* 

90-295 

F 







0309030004* 

50-299 

F 

8309040307 

50-440 

0 







0309040469 

50-440 

5 




0305030091* 

90-299 

F 

0305040469 

50-440 

s 




8305030091* 

50-299 

F 

0309040486 

50-440 

s 




0305030114* 

90-299 

F 

0309040486 

50-440 

8 




0305030114* 

90-299 

F 







0305030117* 

90-299 

F 

8309040496 

80-440 

8 







8309040496 

50-440 

S 




8305030117* 

90-299 

F 

8309040516* 

80-440 

T 




0305030161 

90-373 

P 

8309040916* 

50-440 

T 




0305030270 

90-494 

a 

8309090490* 

50-440 

0 




0305030274 

90-322 

a 







0305030321 

50-294 

a 

8309090493* 

50-440 

0 







8309100013 

50-440 

e 




0305030333* 

50-294 

a 

0309100013 

50-440 

9 




0309030440 

50-304 

s 

0309100333 

80-440 

s 




e:|PJjp3Q4.46* 

9o^asP4 

8 

0305100333 

50-440 

8 




8305040074* 

90-454 

F 







0309040000* 

90-494 

F 

0309100394 

50-440 

8 







0305110300 

90-440 

E 




03O5O4ODBO* 

50-494 

F 

0309130236 

50-440 

9 




8305040317 

90-299 

P 

0305130236 

50-440 

9 




0305040369 

50-373 

R 

0305130248 

50-440 

8 




0305040371* 

90-373 

R 







8305040446 

50-237 

P 

0305130240 

50-440 

B 







8305170203 

50-440 

0 




0305040446 

50-237 

P 

8305230106 

50-440 

£ 




8305040456* 

50-237 

P 

8309230143 

50-440 

A 




8305040456* 

50-237 

P 

0309230290 

50-440 

A 




B305040S20 

50-237 

P 







8309040520 

50-237 

P 

0309240515 

50-440 

G 







0305240515 

50-440 

0 




0305040524* 

50-237 

P 

8305250381 

PR 





0303040924* 

50-237 

P 

8305260267 

50-440 

E 




8309040551 

50-237 

P 

8309260267 

90-440 

E 




0309040551 

50-237 

f 







8305040551 

50-237 

P 

CUvaland-Cl if f« Iron Co 8305160232 

40-0714 








8305260383 

40-8714 





0305040951 

90-237 

P 

Coalition for 8afi Poutr 8309100263 

90-460 

0 




8309040991 

50-237 

P 

8309170272 

90-522 

0 




8309040995* 

50-237 

P 

8309240347 

90-460 

0 




0305040999* 

50-237 

P 







8309040999* 

50-237 

P 

8309310005 

90-460 

0 







Colt 3ndustrie*» Inc, 8305020133 

30-483 

8 




8309040995* 

50-237 

P 

Columbia Rlv*r rnt*r~Tr 1 bal Fl*h 0309170272 

90-522 

o 




0309040999* 

90-237 

P 

CoffTmlis ion 






8305090043 

90-254 

P 

Columbia Unlv 8309110236* 

CONTRACT 





8305050043 

50-294 

P 

0309180047* 

90-247 

p 




8305060184 

50-494 

F 

Combustion Er>gln«*rlngr Inc 0309020400 

90-470 

E 




0309060184 

90-454 

F 

0309020406* 

90-470 

E 




0305060390 

50-294 

8 

0309090338 

90-470 

E 




8305060391* 

50-254 

a 

0309090372* 

90-470 

E 




8305060398 

50-373 

a 

0309120120 

90-470 

B 




8309060401* 

50-373 

a 

0309120124* 

90-470 

B 




8305060416 

50-237 

8 

0309120109 

90-470 

E 




8309060422* 

50-237 

a 

0309 120292* 

90-336 

P 




8309060443 

50-299 

a 

0309130001 

30-470 

E 




8309060444* 

90-275 

a 



CORPORATE SOURCE INDEX 


ACCESSION SUBtJECT 

NUMBER CATEOORV 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


e3090&048& 

50-237 

8 

B3030&0492# 

30-237 

8 

83090^0493 

90-373 

8 

8303060909* 

90-373 

6 

8309060911 

90-237 

8 

8303060917* 

90-237 

6 

8309060926 

90-295 

S 

8309060944* 

90-293 

8 

8309060994* 

90-373 

Q 

8309060934* 

90-373 

Q 

0309060939* 

90-496 

0 

8303060963 

30-249 

S 

8309060967 

90-299 

8 

8309060969* 

90-373 

Q 

8309060971* 

90-249 

8 

8305060972* 

90-299 

B 

8309060361 

90-249 

9 

8309060990 

90-237 

S 

8303060394* 

90-249 

8 

8303060399* 

90-237 

8 

8309060603 

90-237 

S 

0309060611* 

90-237 

8 

0305060679* 

90-299 

F 

8303060686* 

90-299 

F 

8305090231 

71-6346 


8303100018 

90-374 

8 

8303100092 

90-237 

Q 

8303100190* 

90-10 

Q 

8303100237 

50-494 

A 

8303100237 

50-494 

A 

8303100237 

90-494 

A 

8303100237 

50-494 

A 

8303100392 

50-374 

8 

8309110002 

90-373 

P 

8303110082 

90-373 

P 

8303110213 

90-494 

0 

8305110447 

90-373 

n 

8303110492* 

90-373 

R 

0309120013 

90-299 

R 

8309120013 

90-295 

R 

8309 1200 16* 

90-299 

R 

0309120016* 

90-299 

R 

8309120299 

90-494 

0 

8309130001 

90-496 

A 

8309130001 

30-496 

A 

8303130038 

50-237 

P 

6309130038 

90-237 

P 

8309130038 

90-237 

P 

8309130091 

90-494 

A 

6305 130091 

90-494 

A 

6309130091 

90-494 

A 

6305130091 

90-494 

A 

8309130139* 

90-494 

0 

6309130144* 

90-373 

Q 

8309130199* 

90-373 

F 

6303130199* 

90-373 

F 

6303130196 

90-304 

8 

6309130197 

90-237 

R 

8303130202* 

90-237 

R 

0309130209 

90-237 

P 

6309130211* 

90-304 

a 

6309130212 

90-254 

a 

8309130220* 

90-254 

s 

8309160099 

90-454 

E 

6309160099 

90-454 

E 

6309160060 

90-454 

0 

6309160060 

90-454 

0 

6309170134 

90-237 

6 

0309170140* 

50-237 

0 

8309170199 

90-237 

B 

8309170163* 

90-237 

8 

8309170167 

50-254 

0 

6303170167 

90-254 

Q 

63051701B4* 

50-254 

Q 

0305170164* 

50-254 

0 

6305170216 

50-295 

P 

6309170216 

90-295 

P 

6305170297 

50-454 

Q 

0309170297 

50-494 

0 

6309170331* 

50-374 

0 

6309170372 

50-254 

R 

6309170372 

50-294 

R 

8309170374 

50-373 

8 

6309170376* 

50-254 

n 

0309170376* 

50-254 

R 


8309170378* 

90 

-373 

8303170363 

90 

-373 

8309170308* 

90 

-373 

8305170423* 

50 

-373 

8305170969 

90 

-454 

8303170965 

90 

-494 

8305180376 

90 

-237 

8309180376 

30 

-237 

8309180376 

90 

“237 

8303180376 

90 

-237 

8309180389 

90 

-434 

8309180389 

90 

-434 

8309180397# 

90 

-454 

8309180787 

70 

-2973 

8303190084* 

30 

-373 

8309190149* 

30 

-373 

8303190393* 

SO 

-373 

8305200299 

30' 

-237 

8303200307* 

SO' 

-237 

8303200351 

50' 

-293 

8305200522* 

50' 

-434 

8303200922* 

30' 

-434 

8303200340* 

30 

-434 

8303200340* 

SO' 

-434 

03O5SDO621 

50' 

-373 

8305200621 

50 

-373 

B303200621 

30 

-373 

8303200621 

50' 

-373 

8303200621 

50' 

-373 

0303200647* 

50' 

-373 

0305200695* 

SO 

-373 

8303200669* 

30 

-373 

8309200679* 

30-373 

8305200681* 

50' 

-373 

0303230500 

30-10 

0309230900 

SO- 

-10 

8305230900 

SO- 

-10 

8305230904 

30-373 

830 3230 504 

30-373 

8309240007 

90-373 

0309240007 

90-373 

8309240025 

90-373 

0305240073 

SO- 

■373 

6309240110 

90-373 

8309240110 

90-373 

830524011 L 

SO- 

■374 

8309240202 

50-837 

8309240207 

50-237 

0309240214 

50-304 

a30'5240229 

50-373 

8309240243 

90- 

■837 

8309240243 

50-837 

8309240308* 

50-373 

8309240306* 

90-373 

8309240311 

30-295 

8309240315* 

50-373 

8309240315* 

50-373 

0305240317 

90- 

-294 

0305240318 

SO-373 

8305240321 

50-234 

0305240334 

90-373 

8305240335 

50- 

237 

030924033? 

70“ 

8973 

5309240394 

90- 

-373 

6309240366 

90- 

249 

8309240381 

90-373 

6309240425 

90- 

373 

8309240473 

90-299 

8309240473 

90-299 

0309240494 

90- 

237 

03O924OSO6 

50- 

>299 

0309250077 

90- 

299 

0309290077 

90-899 

0309230377 

90-837 

0309230377 

50-237 

8305250377 

50-837 

8309260882* 

50-494 

0305260286 

30-865 

0309260267 

90- 

496 

0305260867 

90- 

-436 

0309260890 

90-837 

0309260290 

90-837 

0309270079 

90- 

•496 

8309270079 

90-496 

8309270193* 

90-496 



564 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFIUIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Computach Englnt»ring S«rvi€es< Inc 
Computor Syitvnifi Support Corp 

Conn«cblcut Yankt« Atomic Power Co 


Conntr t* Metterhahn 


Conover & Associateer Inc Inturaoce 
Coneervatlon Council of North Carolina 


ContoUdated Edleon Co of N«u Yorki Inc 


a303&7OI‘?5 
0305270237 
B303&7039S 
03O3&7O393 
03052 70AJ 9 

0303270419 

8305270419 

0305270409* 

8305270409* 

0305270409* 

8305310037 

0305310099 

8305310117* 

8305310143 

0305310149 

8305310193 

8305310190 

8305310160 

8305310169 

8305310102 

8305020433* 

8305180421* 

8305230293* 

0304110606 

0305020399* 

8305050054 
8305050 094 
B3O505OO94 
03050501 12 
8305060213 

B305090404 

8303090469 

8305090469 

8305090469 

0305100331 

0305100339 

0305110069 

8305I1007S* 

8303110974* 

8305160103 

0305160189* 

0305170213 

0305190309 

8305200608 

9305200701* 

0305230616 

0305230510 

6305290569* 

030.5270224 

6305020441 

0305030963 

0303060473 

6305240489 

0305120011 

6305060932 

030509047 9 

0305020420 

0305030373 

0305030300* 

6305030400 

0303030407* 

0305030496 

6305030490* 

6305030931 

0305030931 

0303040242* 

0305040247* 

0305040247* 

0305040249* 

8305040249* 

0305040294* 

0305040909 

0305040909 

8305060461 

0305090429 

6305090429 

0305100179 

6305100208 

8305110302 

83091 lonno 


n0“373 8 

S0-'373 S 
90-237 0 

90-237 Q 
90-237 P 

50-237 P 
90-237 P 
90-494 Q 
50-494 O 
90-494 O 

90-237 P 
90-299 Q 
90-237 Q 
50-294 S 
90-237 S 

50-269 8 

50-237 B 
50-304 8 

50-237 8 

50-237 fi 

50-206 P 
CONTRACT 
CONTRACT 
50-213 Q 
50-213 O 

30-213 P 
50-213 P 
90-213 P 
90-213 P 
50-213 F 

50-213 P 
50-213 P 
50-213 P 
90-213 P 
50-213 P 

50-213 P 
50-213 P 
50-213 F 
50-213 F 
50-213 P 

90-213 P 
50-213 F 
50-213 O 
90-213 8 

90-213 3 

90-213 P 
50-213 P 
90-213 O 
90-213 a 
90-352 Q 

50-39^2 O 
90-392 Q 
90-352 O 
70-1621 
50-400 O 

90-400 O 
50-247 O 
50-247 3 

50-247 9 

50-247 3 

50-247 8 

50-247 P 

50-247 P 
50-247 O 

50-247 O 

50-3 F 

50-3 F 

90-3 F 

50-3 F 

90-3 F 

90-3 F 

50-247 0 

50-247 0 

50-999 0 

50-247 T 

90-247 T 

90-247 P 

90-247 0 

90-3 R 

50-3 R 

► 0-3 n 

0-3 n 

0-3 R 

0-3 R 

lD-3 R 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


0309110310* 
83091 10310* 
8309110393 
0305110403* 
0305130018 


suauECT 

CATEflORY 


50-3 R 

90-3 Ft 

90-247 0 

90-247 9 

90-247 P 


Consumer* Pouier Co 


8309130022* 

8305130024* 

8309130064 

8305130071 

8309160020 

0305160029* 

0305160075 

0305160077* 

0309240527 

8305290403 

0305020077 

8309020003* 

8309020138 

8309020145* 

8309020173 

0305020177# 

8305020202 

8309020274 

6305020390 

8305030111 

0305030155 

8309030642 

B305040441 

0309040441 

8305040499 

8309040479 

8309040907 

0309040907 

8309060360 

0305060393* 

8305060477 

6305060403 

0309060403 

8305060495 

8305070092 

8305090052 

0305070060# 

6305090060* 

8305100076 

8305100089* 

G30S100170 

6305100250 

8305100264 

830510026* 

8305100279 

8305100287* 

6305100291* 

8305100306 

0305100341 

0305100370 

8305100304* 

8305100396 

8305100403* 

6305110309 

0309110309 

8305110396 

8309110402* 

0305120147 

8305120273 

8305120273 

8305130140 

8305130145* 

8305130102* 

8309130169 

8309130206 

8309130214* 

8309130219 

6309130229 

8309130230* 

8309160070 

B309170131 

8305170131 

8309170283 

6309170283 

8305170300# 

8309170373 

8305170391 

8309170371 

8309170397 

8309170377 


90-247 P 
90-247 P 
90-247 0 

90-247 9 I 

90-247 8 

90-247 3 

90-247 a 
90-247 3 

90-247 9 

90-247 B 

90-295 F 
90-299 F 
90-299 a 
90-299 a 
90-295 B 

90-295 S 
90-199 P 
90-199 P 
90-327 e 
90-327 ft 

90-299 a 
90-299 a 
90-327 O 
90-327 9 

90-413 H 

90-299 0 

90-327 9 

50-327 9 

50-259 a 
50-259 a 

50 -259 S 
50-327 A 
90-327 ^ 

90-199 9 

90-327 R 

50-329 n 
50-329 
50-329 ft 
50-299 A 
80-299 fl 

50-299 P 
50-299 a 
50-329 9 

90-32? 9 

50-259 P 

80-259 P 
80-299 P 
50-259 a 
50-329 9 

90-299 a 

80-299 a 
80-299 9 

90-299 a 
80-329 E 
80-329 E 

90-295 R 
80-299 R 
80-299 F 
80-329 9 

80-329 9 

90-299 a 
90-295 a 
90-329 a 
50-199 9 

80-295 a 

80-295 a 
80-135 a 
80-295 a 
80-295 a 
80-295 P 

90-327 A 
80-327 A 
80-327 B 
80-327 B 
80-259 O 

80-327 R 
80-327 a 
80-927 a 
30-327 A 
80-327 A 


CORPORATE SOURCE INDEX 


56B 


AUTHOR 

AFFILIATION 


Contlnugn DyntMicai Inc, 
CorntU Unlv, 
c^rtUndi KY 
CotMr Corp. 


CrMrii Jnc 
Cvpn« Enirgv 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8305170404 

90-155 

F 

8305170409 

50-329 

8 

0305170409 

50-329 

S 

8305 1704 10 

30-155 

P 

0305170422 

30-329 

A 

0305170422 

30-329 

A 

0305170440 

30-329 

S 

8305170440 

30-389 

8 

8305170467 

50-329 

A 

8305170467 

30-329 

A 

0305170409 

30-329 

S 

8305170489 

30-329 

8 

8305170539 

30-329 

A 

8305170539 

30-329 

A 

8305190065 

30-329 

A 

8305190065 

50-329 

A 

8305190196 

30-155 

P 

8305190280 

50-329 

A 

03O319O2B4* 

30-389 

A 

0305190298 

90-329 

0 

8305190298 

50-389 

Q 

B305 190300* 

30-329 

Q 

8305190300* 

30-329 

Q 

B305190317 

30-159 

a 

B305800218 

PR 


8305200349 

50-329 

S 

B303200349 

50-329 

6 

8305200389 

30-329 

A 

8305200610 

30-155 

0 

8305200680 

50-329 

8 

6305200680 

30-389 

8 

6305230044 

30-155 

Q 

8305830270 

30-155 

n 

8305240000* 

50-329 

Q 

630S24000B* 

50-329 

Q 

8305240010 

30-389 

& 

0305240011 

50-835 

S 

0305240043 

50-855 

O 

0305840137 

50-389 

K 

0305240137 

30-329 

K 

0305240260 

50-155 

U 

0305240290 

30-253 

J 

8305840322 

30-329 

0 

0305840353 

90-329 

A 

8305840353 

50-329 

A 

0305240371* 

50-853 

a 

0305240410 

50-855 

R 

0305240487 

30-389 

A 

930.5240487 

30-329 

A 

6305240438 

50-159 

0 

6305240491 

50-389 

0 

0305840491 

30-389 

0 

8305840505 

50-155 

P 

0305840505 

30-155 

P 

0305240365* 

50-155 

P 

0305860810 

50-329 

a 

0305260810 

30-329 

0 

0305260235 

50-389 

8 

6305260835 

50-389 

8 

0305860866* 

30-155 

Q 

0305260309 

30-330 

8 

6305260309 

50-330 

8 

6305860384 

50-329 

0 

0305860324 

30-329 

0 

0305270057 

30-329 

K 

0305270057 

50-329 

K 

0305870063* 

50-389 

S 

6305870063* 

50-387 

K 

0305270066* 

50-329 

K 

0305870547 

50-329 

0 

6305270610* 

50-324 

0 

6305310160 

50-255 

B 

6305310190 

50-329 

A 

0305310190 

50-329 

A 

0305310197 

50-255 

B 

0305310808 

50-255 

8 

0305130104* 

30-871 

P 

0305110476 

NUREO 


0305240554 

50-247 

T 

0305060319 

UA0TE < 

MOT 

6305060385* 

WASTE 

MOT 

0305260356 

WA0TE 

MOT 

0305860360 

WASTE 

MOT 

0305870105* 

CONTRACT 

0305030171 

50-341 

A 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUUBER CATEGORY 


Dalryland Pouer Cooperative 


8305030173* 

8305030004 

8303030010* 

0305020146 

0303020170* 


50'341 A 
30-341 A 
50-341 A 
30-409 B 
50-409 9 


0305020182* 

0305100025 

0305110290 

0303120066 

0305130112* 


50-409 S 
50-409 P 
50-409 R 
50-409 P 
50-409 Q 


0305130267* 

0305130271* 

8303160030 

9303230029 

8305230399 


50-409 Q 
50-409 Q 
50-409 F 
50-409 J 
50-409 F 


OavlafiORt ti T 

OeRalb Area Alllanc« for Responsible 
Energy 


0305240327 

0305910169 

0305160332* 

0305030500 

0305030516* 


50-409 O 
50-409 F 
30-367 A 
50-434 T 

50-454 T 


8305100206 
0305170569* 
0305170572* 
0305170572* 
0305 1 70576* 


50-454 0 
50-454 O 
50-454 0 
50-454 0 
50-454 0 


8305 170301* 
8305170501* 
0305170509* 
8305170390* 
0305170590* 


50-454 Q 
50-434 0 
30-434 C 
30-454 0 
50-434 0 


Debevoies & Liberman 


9305170593* 
8305 1 70593* 
8303290302 
8305020473 
8305040539 


50-434 0 
30-454 0 
50-397 C 
50-460 0 
50-413 O 


030503000? 

8305050018 

0305050019 

0305060491 

8305090307 


50-460 0 
50-445 0 
50-460 O 
50-508 O 
50-445 T 


830SD90S11 
8305100267 
8305 100267 
8305100270 
8305100270 


50-413 0 
50-445 Q 
50-445 Q 
50-445 0 
30-445 0 


8305100289* 
8303100289* 
8303100293 
BOOS'l 00293 
8305100297* 


30-413 0 
30-413 0 
30-445 0 
30-445 0 
30-413 0 


8303100297* 

0305100303* 

0305100303* 

0305100321 

0305100321 


50-413 0 
30-413 0 
50-413 0 
50-445 0 
50-445 0 


0305130260 
8305 1703 16 
0305180350 
0305180449 
0305240355 


80-445 0 

50-460 0 

PR 
PR 

FOIA 


Decision Bcience Consortiumr Inc 
Del-Aware Uni 1ml ted i Inc 


0305540463 

03OS24O40S 

0305250406 

0305110526 

8305310013 


50-460 O 
50-413 O 
PR 

NUREO 
50-352 O 


Detroit Edleon Co. 


8305020085 

8305020370 

8305030369 

0305030476 

0305030505 


50-341 B 
50-34t A 
50-341 fi 
50-341 S 
50-341 8 


0305030596 

8305090400 

8305100015 

0305100118 

0305100119 


50-341 S 
50-341 F 
50-341 S 
50-341 8 
50-341 A 


0305 1001 54 

0305100393* 

8305100399* 

8305170207 

8305170335 


50-341 8 

50-341 <3 

50-341 0 

30-34 1 a 

50-34 1 8 


Devtence 0'Me«r*» Ltd 
Disc Corp. 


8305170662 

8305230552 

8305090285 

8303030018 


70-2926 
50-341 A 
50-566 A 
JCPORTLIC 



566 

AUTHOR 

AFFIUlATiaW 

ACCESSION 

NUMBER 

CORPORATE 

SUBJECT 

CATEOORV 

SOURCE [NDEX 

AUTHOR 

affiliation 

ACCESaiON 

NUMBER 

SUBJECT 

CATEGORY 


8309030036* 

XPORTLIC 


0309170292 

90-413 

8 

Doufhertgi -J B 

8303130072 

50-322 

O 


0309170276 

90-4 1 3 

F 


B30S1B0341 

PR 



0309170324 

90-26? 

8 

Ooun«rs Drove Orthopedic Astocietest 

8303030480 

PR 



8309170330# 

50-269 

8 

Douneri Grove. IL 





8309170399 

30-369 

B 

Duke Pauer Co 

03O3O2OOSO 

90-413 

E 










0309170398* 

90-36? 

8 


0303020326 

90-413 

A 


8309170499 

90-269 

H 


8303020372 

50-269 

P 


8309170455 

90-269 

B 


8303020373* 

30-269 

P 


8309170495 

90-269 

R 


8305040229 

90-369 

B 


8309170460# 

90-26? 

R 


8303040229 

90-369 

S 










0309170460* 

90-269 

R 


8303040240* 

90-369 

8 


0309170460* 

30-269 

R 


8303040240* 

90-369 

S 


8309170907 

90-369 

a 


8303040246* 

90-367 

8 


8309170936 

90-369 

H 


8309040260* 

90-369 

8 


0309170936 

90-369 

a 


0305040273 

30-369 

8 










0309170940* 

90-369 

R 


8303040273 

90-369 

8 


8309170940* 

50-369 

R 


0303040469 

90-370 

P 


0309170961 

90-269 

n 


0303040338 

90-413 

0 


8309170966# 

90-26? 

8 


8303040364 

30-269 

P 


8309190020 

80-370 

F 


8309040364 

90-269 

P 










8305190032 

80-370 

E 


0303040364 

30-269 

P 


8309200401 

80-413 

E 


0303040960* 

90-269 

P 


0309200401 

50-413 

C 


B30SD4036B* 

90-269 

P 


8309200438 

50-36? 

P 


8303O4096B* 

90-269 

P 


8309200440* 

90-36? 

P 


0303040397* 

90-369 

F 










0309200440* 

90-36? 

P 


8303040606* 

90-369 

F 


8309200476 

50-413 

E 


0303090008 

90-413 

A 


8309200476 

50-413 

E 


0309090014* 

90-413 

A 


8305200944 

80-269 

a 


8305090133 

90-369 

F 


8309240299* 

80-207 

p 


8309030133 

90-369 

F 










8309240403 

80-413 

Q 


8309090153 

90-370 

8 


8309240403 

80-413 

0 


0303090234 

90-269 

a 


8309290278 

80-36? 

F 


8309090234 

90-269 

s 


8309280281 

50-36? 

P 


8309090233 

90-369 

p 


8309280281 

80-36? 

P 


8309060224 

50-369 

p 










8308280283 

50-413 

8 


8309060382 

PR 



8309280207 

50-36? 

P 


8309060403 

90-369 

8 


0309280287 

50-36? 

P 


8309060403 

90-369 

8 


8309280290 

50-370 

P 


83090604 13 

90-369 

P 


0309280404 

80-36? 

0 


8309060413 

90-369 

P 










8305280439 

80-370 

a 


8309090433 

90-207 

P 


8309280442 

50-36? 

P 


8309090468 

90-413 

0 


8308280449 

50-414 

8 


8309090460 

90-413 

0 


8308280479 

90-26? 

P 


8309090472 

90-369 

6 


8309280479 

90-26? 

P 


8303090472 

90-369 

B 










0309290479 

50-269 

P 


8309100002 

90-369 

B 


8309280499 

90-370 

a 


8309100003* 

90-369 

S 


0305280807 

90-370 

s 


0309100007 

90-369 

P 


9:|Q,928QS28 

50-3,70 

Q 


8309100148 

30-369 

o 


0309280949 

90-369 

B 


8309100146 

90-369 

<1 










0309280949 

90-369 

B 


8309100282 

90-413 

Q 


8309250996 

90-269 

B 


0309100282 

90-413 

O 


8309290986 

90-269 

B 


B30S 100289# 

90-413 

0 


8308290956 

90-269 

a 


8309100289# 

90-413 

0 


8309260261 

90-269 

J 


8309100297# 

90-413 

0 










030926026 1 

90-269 

J 


0305100297# 

90-413 

0 


8309260261 

50-269 

J 


8309100305# 

90-413 

0 


8309260261 

90-269 

J 


8309100303# 

90-413 

Q 


8309260261 

30-269 

J 


8305100327 

90-369 

S 


8309270009 

90-413 

A 


8309100342 

90-413 

0 










0309270069 

90-413 

0 


B305100342 

50-413 

0 


030527029? 

90-26? 

P 


8309100347 

90-369 

P 


830527027?# 

30-26? 

P 


8309100366 

30-369 

8 


Q3092702?4« 

90-26? 

P 


0309100383 

90-369 

P 


8309270366* 

90-369 

Q 


8309100383 

90-369 

P 










0309310029 

90-413 

0 


8309100390# 

90-369 

P 


8309310029 

90-413 

0 


8309100390* 

50-369 

P 


0309310039 

30-413 

0 


8309100419 

90-413 

<3 


8309310035 

90-413 

0 


8309100419 

90-413 

<3 


0309310092 

90-36? 

B 


0309110089 

90-369 

B 










03O931OOB1 

90-26? 

0 


8309110281 

90-369 

8 


03O931OOS1 

90-269 

0 


8303110283# 

90-369 

S 


0309310081 

90-26? 

Q 


8309110323 

30-27Q 

8 


0309310200 

50-413 

E 


0309110339* 

30-270 

S 


8309310200 

50-413 

E 


8303130023 

30-269 

P 









Du<iuetni Light Co 

D3050203S? 

50-334 

P 


8309130198 

30-369 

S 


0309020426 

50-412 

F 


8303130192 

50-369 

F 


0309030311 

90-D34 

8 


8309130192 

30-369 

F 


8309030316* 

SO-334 

s 


6309160209* 

90-369 

F 


8309030993 

90-334 

n 


8309160286* 

30-369 

F 










0309030995* 

50-334 

R 


8309160293# 

50-413 

F 


8309060261 

50-334 

R 


8309170250 

50-370 

3 


8309060269* 

90-334 

R 


0309170269* 

90-370 

S 


8309060604 

90-334 

p 


8305170277 

90-369 

P 


830906060?# 

90-334 

P 


I 

1 . 



AUTHOR 


E'DQ- Kucl««r4 Inc. 
cg((0r Inc 


Inc 


Eaton Dlvinfl tc Marin* conferactart* 
Gbitco 8«rvlci»» Inc <iub» of Gn 
Carp. > 

Eealoglcal An«ly«bti Inc 

ki 


CORPORATE SOURCE INDEX 


567 


ACCE661QN 

NUHDER 

830906061 A* 
0309100104 
0309100268 
0309100337 
0309 U 0295 

0309110343 

0309110393# 

0309110360 

0309110434 

03O312O4O2 

030912041 1* 

0309160058 

8309160064# 

G3091B0396 

0309100299# 

0309100203 

83051B02G7# 

8309100999 

8309100969# 

0309100976# 

P3091Q0909# 

0309100992# 

0305100990# 

0305180606# 

0309100613# 

03O91BO6Q9# 

0309180634# 

0309100641# 

0309100690# 

Q309IQ0699# 

0309100661# 

0309100666# 

0309100673# 

0309100601# 

Q309100609# 

0309100603# 

0309100699# 

0309100697# 

8309100709# 

0309100700# 

0309100719# 
0309100780# 
83091 D0780# 
8309100739# 
0309100740# 


SUBJECT 

cateodrv 


90-334 P 
90-418 g 
90-334 a 
50-334 P 
90-412 S 

90-334 B 
90-334 8 
90-334 P 
90-334 R 
90-334 B 

90-334 B 
90-334 S 
90-334 S 
90-412 F 
90-412 F 

50-418 K 
90-412 K 
90-412 K 
90-418 K 
90-418 C 

50-418 K 
50-418 H 
50-412 K 
90-418 K 
90-418 K 

90-412 Vi 
90-412 K 
90-412 K 
90-412 K 
90-412 K 

90-412 K 
90-412 K 
50-412 K 
50-412 H 
90-412 H 

50-412 « 
50-412 IV 
90-412 K 
90-412 K 
90-412 K 

90-412 K 
90-412 K 
30-4J2 « 
90-418 IV 
90-418 IV 


AUTHOR 

AFFiulATlON 


Edtlatain 6 Payne 


Ediion Electric ln*tltute 

Electric Power Reiearcb Initltote 
Energg Coneultonti* Inc 


Energy Fuels Nucleari Inc 
Energy Incorporated 

Energy! Dipt of 


ACCESSION 
MUMD ER 


83051 10361 
0305110361 
0305110366 
8305110366 
0305120288 

8305170528 

8305840300 

0305240500 

8305240507 

8305240507 

0305180353 
B30'525D420 
03051 101^6 
0309250394# 
B309290496# 

0305250511# 
0305250909# 
B30 90204 01 
0305020494# 
0303310020# 

B309200637# 

B305200691# 

8303240390 

8305020036 

8305030608 

0303060924 
8305090570# 
03091 1013B 
8305110142 
8305110220 

0309110438 
8309110440 
0309110449# 
8305190210 
03091 B0670 

8305180676# 

0309180604 

0305190339 

8309800636 

8309800640# 

0305830000 

0305240064 

8305840475 

8305240400 

0305840503 


SUBJECT 

CATEQORV 


90'400 G 
50-400 0 

50-40 0 0 
90-400 0 

50-400 G 

50-400 0 

90-400 0 

90-400 0 

90-400 0 

90-400 O 

PR 

PR 

NUREO 
90-483 0 

90-403 0 

90-403 0 

90-493 G 
40-8601 
40-0601 
30-333 P 

90-373 P 
50-373 P 
90-537 G 
71-9510 
90-201 P 

90-537 E 
50-445 G 
WASTE MOT 
WASTE MOT 
90-837 G 

90-537 0 

50-337 0 

30-337 Q 
71-6639 
71-6272 

71-6272 
71-9130 
90-337 0 

90-337 0 

30-537 0 

71-9607 
71-6953 
50-337 0 

50-537 0 

90-537 0 


Q309ia0/46# 
0309100749# 
0309100799# 
6305 100760# 
030*9100764# 


90-418 K 
90-418 K 
90-418 K 
50-418 K 
90-418 K 


Energy^ Dept t>P- Clinch River Dreader 
Reactor Plant 


8309260003 71-5592 

Q3O931C0O3* 30-537 4 

0305310100 90-937 G 

03(^5170449 90-937 A 

0309200439 90-337 D 


0309100767# 

90-412 

K 


B305800463# 

90-337 

n 

0309100769# 

30-412 

K 


8309230113 

90-937 

A 

0309190109 

90-334 

0 


0309230209 

50-937 

A 

0309190309# 

30-334 

0 


0309230292# 

90-537 

A 

0309200429 

90-412 

8 

Energy. Dapt of. Idaho Operation* Ofe 

0309230019 

90-801 

P 

0309200439# 

90-334 

0 


0305240614 

90-201 

P 

0309230307 

90-334 

P 

Epler. E P , . * 

European Cummuri i t le*i Commltiion o# 

0309090295# 

90-872 

S 

0303230920 

0309230927# 

90-334 

90-334 

8 

a 

8309020005 
030 5020076 

XPQRTUIC 

XPQRTUIC 


0309240240 

90-412 

K 

Exeter. NH 

B30502048S 

90-443 

G 

0309240401 

90-334 

p 


8305020482 

50-443 

G 

0303240404 

90-334 

Q 


0309020406# 

90-443 

0 

0309290490# 

90-412 

Q 


8309020486# 

50-443 

0 

0309230316 

90-334 

P 

Exxon Corp 

8305030719 

#0-8064 


0309270107 

90-334 

P 

0309260143 

#0-6064 



0305870190# 

0305870668# 

0309030364# 

0304820897# 

0309030474# 

0303110467 

0303110408 

8309110310 

0309110980 

0309060347 


90-334 P 
50-418 VI 
90-290 P 
90-381 P 
90-403 0 

NUREO 

^UREO 

NUREO 

NUREO 

nureo 


0303840015 
Inc 0309100466# 
trch 0309060440# 


nureo 
30-393 Q 
50-286 P 


0304 110319# 90-280 R 
0308060403 90-400 0 


Eiwon Koclear Co » Inc (sub# 
Cerp > 


of Ex# on 9305030292 TOP REP 

8309090010 XPORTLIC 
9309100179 70-1257 

8309100134 70-1297 

0309170304 XPQRTUIC 

0309170616 XfDRTtIC 
0305170621* XPORTLlC 
0309100067 XP0RT6IC 
3305100073# XPDRTUlC 
B3051S0642 70-1897 

0309100643# 70-1297 

0305180033 XPGRTLIC 
030 58403 10 TOPREP 
0305360010 XPDRTUIC 
0305360064 XPORTLIC 


Q3Q5U0149 

0303110143 

6303110822 

6309U0822 


90-400 0 
90-400 0 
90-400 0 
90-400 0 


FOl Servlet# 

Fenittel Metal# leub# of 
Fanttteii I’^c 


0309180573 
It tee It Inc, ) B3O5160004 

0309160230 


FOIA 

40-7900 

40-7500 



56B 


CORPORATE SOURCE INDEX 


iAV>THOR 

AFFiUfATlOM 


Federal Afnarican Parfcnors. 
Federal Emergency Managertient 


FergusoHi Inc 
Finland 

Fleiechaker/ D S 


Florida Power & Light Co 


Agent y- 


ACGES'SIDN 

NUMBCfl 


B303160261* 

8303200037* 

3303020419 

8303060306 

8303060629* 

B3 03090 392* 
0303100122 
B003100126» 
G3031001 31* 
8305100136* 

0303100143 

0303120426* 

0303120427* 

0303200463* 

8305230474 

0303230479* 

0303230670 

0303310049 

0303200637* 

8303240013 

0303060431 

8305090439 

8305200273* 

8303020084 

8303020169 

8305020345 

9305020519 

9305030169 

9305030173* 

0305030340* 

8305030244* 
8305030306 
03O3O3O34O 
9305030341 
Q 30503034 1 

8305030392 

8305030392 

8305030461 

8305030604 

8305040563 

8305040966* 

8305050127 

8305050139* 

8305090432 

8305090476 

8305100001 

8309100090 

0305100103 

0309100169 

0309100182 

8309100227 

0309100236 

0309100291 

0309100293* 

0309100269 

03091 10407 

0309110496* 

0309130008 

0309130119 

0309130121 

8309160010 

S309160282* 

8309160284* 

8305170191 

0305170197* 

8309170244 

8305170250* 

0305170310 

0309170396 

8309170463 

0305170520 

0305170520 

8305170925* 

8305170929* 

8309170946 

8309200181 

8305200346 

8305200346 

8309200489 

6309230016 

0305230932 

8309240372 

8305250272 

6309250302 

8309250375 


SUBJECT 

CATEOQRV 


40-7580 
40-4492 
SO-247 O 
50-247 0 

50-247 0 

50-445 0 

50-299 F 
50-295 F 
90-295 F 
50-295 F 

50-289 F 
90-309 F 
90-309 F 
50-315 F 
COMMISSION 

COhrUSSlQN 
50-3 F 
90-247 F 
30-373 P 
NUREO 

90-279 9 

30-279 O 
•10-279 P 
30-339 0 

90-339 P 

90-339 p 
90-339 P 
90-251 R 
50-251 R 
SO-3B7 F 

30-3B9 F 
50-389 8 

90-335 Q 
50-335 fl 
50-335 R 

50-250 0 

50-250 0 

PR 

90-309 8 

30-335 F 

50-335 F 
50-335 8 

50-335 B 
50-250 P 
50-335 P 

50-250 Q 
50-389 9 

50-335 P 
50-250 P 
50-335 J 

50-389 8 

50-335 P 
90-291 9 

90-291 3 

90-389 8 

90-290 8 

90-290 8 

90-290 F 
90-389 P 
90-339 P 

90-251 P 
90-389 F 
90-309 F 
90-309 S 
90-309 0 

90-339 8 

90-339 0 

90-309 8 

50-309 F 
90-339 P 

50-250 P 
50-250 P 
50-250 P 
50-250 P 
50-290 F 

50-389 8 

50-335 F 
50-335 F 
50-335 F 
71-9957 

50-335 P 
50-335 P 
50-335 P 
50-335 8 

50-335 P 


AUTHOR 

AFFILIATION 


Florida Power Corp 


Fracture Proof Design Corp 


Franklin Instltute/Frantl In Research 
Center 


Friends of the Earth 


Fv It on I MO 

Futura Coatlngei Inc, 

Future Resources Asioclatest Inc 

QA Technolog i esr Inc, /Oeneral Atomic Co 

Gasconade County* MO 
General Electric Co, 


ACCE8810N 

NUMBER 


0305290397 

9305250419 

0305290416 

8305290459 

0305290462 

8305250472 

8305290472 

0305290401 

0305290404* 

0309290491* 

8305290519 
8305290519 
830 9270104 
6309270129 
0309270129 

03052701 93 
0305270169 
0305270170 
6305270251 
6305270360» 

8305270920* 
6305270 572* 
6305310034 
6305310164 
8305030036 

0305030090 

8305090016 

0305090029* 

8305090462 

0305100270* 

83051 10300 

8305110390* 

6305130002 

8305130012 

8309130043 

0305130047* 

0309130067 

8309130179 

8309130168* 

0305170399 

8305170402* 

0305190344 

0309200370 

8305230393 

8309240359 

8305270092 

8305270253* 

8309270258* 

0gp927O299 

8309270312* 

8305270316* 
8305270903* 
8309030412* 
8309060407* 
83090604 1 7* 

8305200412* 

8206300177* 

0200060249* 

8209210332# 

8304070286* 

8305110945* 
6305170106* 
8305190322* 
830 5 200720* 
8305230284* 

8305310241* 

8309160024 

8309160024 

0309160028* 

8305160028* 

8305290304* 

0305290354* 

0309290936* 

0305180183 

8309180393 

8305020435 

9305040095 

6309060690 

8309180839* 

0309250363* 

8309250973* 

0303240338 

0305020090 

8309020399 


SUBJECT 

CATEGORV 


50-333 P 
PR 

90-367 B 
90-309 P 
90-333 P 

90-290 P 
90-290 P 
90-339 P 
50-333 P 
50-290 P 

90-290 P 
50-290 P 
50-389 P 
50-389 P 
50-290 Q 

50-309 P 
90-339 P 
50-339 P 
50-389 P 
50-309 G 

90-389 Q 
90-339 Q 
90-290 P 
90-339 P 
90-302 P 

90-302 P 
90-302 S 
50-302 S 
50-302 P 
50-309 S 

50-302 a 
50-302 e 
50-302 P 
50-302 P 
90-302 R 

50-302 
90-302 F 
50-302 B 
90-302 3 

50-302 a 

50-302 a 
50-302 P 
30-303 P 
50-302 P 
50-302 P 

90-303 ? 

90-302 a 
50-303 O 
50-303 O 
90-303 O 

90-302 0 

90-302 0 

90-206 P 
50-206 P 
90-286 P 

9Q-206 P 
90-307 P 

90-330 P 
90-33* P 
90-267 P 

CONTRACT 
50-272 0 

90-387 a 
50-330 P 
50-213 P 

90.-209 P 
80-247 C 
80-247 O 
90-247 0 

50-247 0 

50-483 0 

90-463 D 
50-463 D 
4O-Q035 
PR 

50-356 A 
7PORT1.10 
XPOR7L1C 
XPORTLIC 
50-483 0 

50-403 O 
50-447 A 
70-1007 
50-447 e 



CORPORATE SOURCE INDEX 


569 


AUTHOR 

AFFILIATION 


Phvtlcs Corp 
Public Utilltlai 

Corp 


OPU 8«rvlci 


ACCESSION 

NUMBER 


8309020365* 

6309020369# 

6309020320 

0309030603 

8303040633 

0309040498 

0303040666# 

0309040958 

03O3O4O96i» 

8303040967# 

0309030168 

0303090626 

8303060076# 

0309060160# 

0309060171# 

03O9O9f>4G3 

8309090493# 

0309090497* 

0309100290 

6309100370* 

0309110196 

8309170378 

8309170693# 

8309180617 

0309100713 

8309200137 

8309200932 

8309240034 

0309260037 

0309260068# 

8303260079 

8309260329# 

8309270378# 

8309310119# 

8309110691 

0309020210 

8309020232# 

8309020362 

8309020669# 

8309030093 

8309030102 

8309030112# 

8309030127# 

0309030363 

8309030436 

8309030441 

0309030447# 

8309030462 

e3‘ogo3047o# 

8309030473# 

8309030486# 

8309030927 

8309030939# 

8309030693# 

8309060980# 

6309030022 

8309090304# 

8309090307# 

8309090381# 

0309060082 

8309060394 

0309060498 

8309060438 

0309060460# 

8309060464# 

8309060649 
G3D9060649 
83090903 91 
8309090693 
8309110286 

8309110287# 

0309110321 

8309110326# 

8309110333 

8309110342# 

0309110346 

8309110391# 

8309110370 

8309110374 

8309110378# 

8309120019 

8309120099 

8309120064# 

8303120064# 


SUBJECT 

CATEGORY 


QA999 
QA999 
70-794 
90-447 A 
TOPREP 

TOPREP 

TOPREP 

XPOHTLIC 

XPQRTLIC 

XPQRTLIC 

70-1113 
NUREO 
50-331 P 
FOIA 
FOIA 

TOPREP 
TOPREP 
TOPREP 
90-647 E 
90-329 P 

NUREQ 

XPQRTLIC 

CONTRACT 

XPORTLIC 

XPQRTLIC 

90-447 A 
TOPREP 
70-1301 
90-467 E 
90-447 e 

XPQRTLIC 
90-324 P 
90-333 P 
70-1113 
NUREO 

90-207 R 

90-289 Q 
90-219 P 
90-219 I 
90-209 8 

90-209 6 

90-209 8 

90-289 B 
90-219 F 
90-289 6 

90 - 21*7 8 

90-219 S 
90-320 R 
90-320 « 

90-320 R 

90-320 R 
90-320 0 

90-320 8 

90-209 F 
90-320 F 

90-219 F 
90-209 F 
90-209 F 
90-320 F 
90-320 F 

90-209 P 
90-289 R 
90-289 R 
90-209 R 
90-209 R 

90-289 R 
go “289 R 
90-209 P 
90-209 P 
90-289 9 

90-289 8 

90-320 8 

90-320 8 

90-289 a 
90-209 S 

90-209 0 

90-209 9 

90-320 8 

90-219 P 
90-320 0 

90-320 H 
30-289 P 
90-289 P 
90-289 P 


AUTHOR 

AFFILIATION 


9«org* (^AvhlngtDn Unlv 
O»orjl« Powtr Co, 


ACCESSION 

NUMBER 

8UDJECT 

CATEGORY 

8309120068* 

90-20? 

P 

0305120312 

50-320 

T 

0305 1203 17# 

90-320 

T 

0305120323# 

50-320 

T 

8309120326# 

50-320 

T 

0305120339# 

90-320 

T 

B30512033B# 

50-320 

T 

0305120341# 

50-320 

r 

0305120350# 

50-320 

T 

8305120357# 

50-320 

T 

9309130069 

50-209 

P 

030 9 130070# 

50-289 

P 

0309130074* 

90-289 

P 

0309130160 

90-209 

F 

8309160023# 

50-219 

Q 

0305170439 

90-a20 

P 

03031 7044B 

90-320 

P 

0309170998 

90-219 

P 

0303190198 

90-209 

P 

0303190240 

90-209 

R 

0303190247# 

90-209 

R 

0309200173 

90-209 

P 

0303200179# 

90-289 

P 

0309200900 

50-219 

Q 

03O92OO9OS 

90-209 

P 

0303200947 

90-209 

6 

0309200991# 

90-209 

B 

6309200963 

90-320 

F 

0309230037 

50-219 

J 

0309230402 

90-219 

P 

8303230436 

90-219 

R 

8309230437# 

50-219 

R 

0309240340 

90-320 

R 

0309240936 

50-219 

0 

0309240936 

90-219 

0 

0309240536 

90-219 

0 

0309290208# 

50-2B9 

0 

0309290295 

90-320 

p 

0309290263# 

50-320 

p 

030929026? 

50-209 

p 

030929027 L# 

90-209 

p 

0309290389 

90-320 

R 

0309260099 

50-209 

Q 

8309260074 

90-289 

P 

0309270002 

90-219 

P 

6305270203 

90-209 

R 

0309310001 

90-320 

8 

8309310004# 

90-320 

8 

0309310007# 

90-320 

8 

030931001 0# 

50-320 

0 

0309310016# 

90-320 

6 

8305310019# 

90-320 

0 

0309310026# 

90-320 

a 

8309310030# 

90-320 

B 

8309310036# 

90-320 

0 

0309310061# 

50-320 

S 

0309310067# 

90-320 

8 

0309310096# 

90-320 

8 

0309310090 

90-320 

P 

0309310061# 

50-320 

S 

8309310066# 

50-320 

s 

030931007 2# 

90-320 

a 

0309310070# 

90-320 

s 

8309310000* 

90-320 

8 

030931008 7# 

50-320 

8 

0309310071# 

50-320 

S 

0309310096# 

90-320 

a 

0305310101# 

90-320 

s 

8309310103# 

50-320 

p 

0309310107# 

90-320 

s 

0309310114* 

90-320 

8 

03093101 10 

90-320 

P 

0309310196 

50-320 

P 

0309310209 

90-209 

P 


8309040993# CONTRACT 

0309030261 90-321 H 
0309030261 90-321 H 
8309030261 90-321 H 
0309030636 90-321 P 
0309030636 90-321 P 

8309030669# 30-321 P 
0309030663# 90-321 P 
8309030687# 90-321 F 
0309030690# 90-321 F 
0309040694# 90-321 F 



570 


CORPORATE SOURCE INDEX 


AUTHOn 

AFFILfATION 


Otot«chfilc4l Engljieersi Inc 
OKt&v Oil Co IPetrotomlcsl 


ACCESSION 

NUMBER 

aUDJECT 

CATEGORY 

03030406 5-9» 

50-321 

F 

8303030030 

50-321 

5 

8303050040** 

50-321 

8 

8303050083 

50-321 

S 

8303030096 

50-424 

A 

83030500 87* 

50-321 

8 

8303060 0 31 

50-321 

P 

8303060234 

PR 


8303060306 

50-321 

P 

83030603 06 

50-321 

P 

8303060469 

90-321 

F 

8303060469 

30-321 

F 

83031001^1 

90-424 

S 

8303110269 

30-321 

5 

8303110270 

90-321 

3 

0303 110272* 

90-321 

8 

0305110273* 

30-321 

a 

8303110289 

90-321 

3 

8305110293* 

30-321 

a 

8303110364 

30-321 

a 

8303110364 

30-321 

3 

8303110375 

50-366 

s 

83051 103S9* 

90-366 

s 

8305110404 

50-321 

s 

83051 10410 

90-366 

s 

B30511O412* 

90-321 

8 

0305110417* 

90-366 

8 

8305110429 

90-366 

5 

9305110431 

90-321 

s 

8305110434* 

90-321 

3 

8305110436* 

50-366 

a 

8305130235 

90-366 

s 

8305130242* 

50-366 

s 

8305160144 

50-321 

0 

8305160144 

50-321 

Q 

8305 160 159 

50-366 

P 

8305170178 

50-321 

8 

8305170254 

50-321 

8 

8305170262* 

50-321 

e 

8305170276 

50-366 

6 

8305170264* 

50-366 

8 

8305170369 

90-366 

8 

8305170394* 

90-366 

8 

8305170434 

30-321 

8 

83051 70438* 

90-32 1 

8 

8305170442 

50-321 

S 

8305170445* 

50-321 

8 

0305170481 

50-366 

8 

0305170^99* 

90-366 

8 

8305170902 

50-366 

a 

8305170506* 

90-366 

B 

8305180279 

50-321 

R 

8305100279 

50-321 

n 

8305100204* 

90-321 

R 

8305180204* 

50-321 

R 

8305200453 

90-321 

p 

8305200453 

30-321 

p 

6305230463 

50-366 

a 

8305230468* 

50-366 

s 

8305230486 

30-366 

a 

8305230490* 

50-366 

8 

0305230495 

50-366 

a 

0303230498* 

50-366 

8 

B30S23056S 

90-321 

a 

0305230977* 

30-321 

a 

8305240250 

50-366 

p 

8305250452 

50-424 

8 

8305250530 

30-321 

F 

8305250530 

50-321 

F 

6305260298 

30-366 

P 

0305270 1 23 

50-366 

S 

8305270128 

50-321 

0 

8305270 1 20 

90-321 

Q 

83052702 34 

90-321 

8 

8305270336* 

90-321 

a 

8305270 508* 

90-366 

a 

8305310073 

90-366 

a 

8305310084* 

50-366 

Q 

8305310072* 

90-366 

Q 

8305310 1 24 

50-366 

B 

8305310166 

50-321 

S 

8305310180 

90-321 

a 

8305310206 

30-366 

a 

8305060384* 

90-327 

A 

8305020439 

40-6699 



AUTHOR 

AFFILIATION 

ACCEBSIOM 

NUMBER 

SUBJECT 

CATEGORY 


8305020443* 

40-6699 


01 lb*rt/Contn)onu)«*ltift Cot 

8303060277* 

50-244 

P 


8305110313 

80-399 

a 


B309 110322 

50-399 

a 


8305120399* 

50-320 

F 


8309190201* 

90-195 


Ooldtr Atsociatei 

830SOS0404* 

CONTRACT 

Oood Satnarltaii Hotp Oounvrt OrQV*i IL 

8305100436 

PR 


Oovcrnm«nt Accountab l l itg Projftct 

8303170097* 

50-329 

Q 


8309190124* 

50-373 

a 


8305190216 

50-329 

0 


0303190292* 

50-373 

0 


0303190304# 

50-373 

ct 


8305260166 

90-329 

G 

Or*at*r Neu Vork Council on Enargy 

9305290223 

50-247 

G 

Guild, n 

0305060292 

90-413 

G 

Oulf Nucltari Inc 

8305240031 

71-9163 


Oulf St-atoi UtiUtlat Co 

8305030422 

50-458 

a 


8305060439 

50-49B 

a 


8309060479 

50-498 

a 


8305100198 

50-498 

A 


8305100198 

50-498 

A 


8305120321 

50-493 

0 


8305120343 

50-493 

G 


8309120367 

90- 4 9a 

a 


8305120409 

90-493 

a 


8305120413 

90-453 

a 


8305120424 

50-493 

a 


8305170281 

90-453 

a 


0309170389 

50-453 

a 


0309170468 

90-458 

K 


8305170468 

90-453 

K 


8305170473* 

50-453 

K 


8305170479 

50-450 

a 


B309200151 

50-453 

a 


8309200264 

50-499 

B 


8305200390 

50-498 

8 


8305230007* 

90-493 

F 


6305230438 

90-498 

a 


8305230462 

50-450 

a 


8305240469 

90-498 

a 


6309260268 

90-493 

a 


0305260299 

90-493 

a 


830526031 B 

50-453 

a 


8305310042 

50-493 

a 


8309310102 

90-450 

1 

HRH Attnclatat* Inc 

8305090614* 

50-443 

F 

HPTf Inc 

8309060675 

HUREO 


Hamptoni NH 

,a3Q5Ji 80440* 


H 


8305190346' 

50-443 

G 

Hardy A«toclat*ti Inc 

8305230104 

71-9139 


Harmon Utltt 

8305030502 

90-937 

9 


8309030941 

90-443 

9 


8309040449 

50-327 

9 


8309060302 

PR 



8309060973 

PR 



8309100204 

90-247 

0 


8309160002 

50-443 

G 


0305160002 

50-443 

G 


0309160019 

90-443 

G 


8305160019 

90-443 

0 


8305160073 

50-287 

0 


0309160149 

50-537 

G 


0309160101 

50-537 

G 


0305180363 

PR 



6305170221 

90-937 

0 


8309200470 

PR 



830524053B 

90-247 

G 


030524053a 

90-247 

9 


0305240942* 

50-247 

9 


8305240942* 

50-247 

9 


8309240993 

90-937 

0 

Hartford Inturanci Group 

8305270937 

50-390 

J 

Hartfvllla Group 

0309180297 

90-261 

0 


8309180452 

90-261 

0 

Hatltton Laboratorlat Am*rlcaj Inc 

8309030592* 

90-46 L 

R 

Klttman Corp 

0309230730 

71-9191 


Hlttman Nudtar 6 Dav*lopm*nt Corp 

0305040199* 

71-9079 


(fUbi Hlttman Corp, > 





8309040176* 

71-9079 



8309260399* 

71-9151 



0309260373* 

71-9191 


Holtoran 6 Aitociatat 

0309240144 

TOPREP 



0305240154* 

TOPREP 


Houta of Rap 

8305130087 

50-443 

0 



CORPORATE SOURCE INDEX 


571 


AUTHOR 

AFFILIATION 


Hdua* 0# Rfp I Ensrgg k Comm«rctt 
Hou«* ttf Rip » Oovirniflirtt Qp*ratlon* 

He>u*« of Rtp r Intirlor Intulai' Affaln 


Kau«* Rip I Science & Technology 
KoumtoTi Lighting t< Power Co 


Howard Univ 
Hun ton HU Heme 


Hydrogen Control Ouinert Oroi/pr Merit 

IJl 

IRT Corp 

Ichthvolog Icel Aetoclettij Inc 
IlUnoli P^"-“ Co 


ILlUoitf State of 

Indian# & Michigan Electric Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

C ATE90RY 

AFFILIATION 

NUMDER 

CATEGORY 

03O317O497 

50-440 

O 


8309020440 

90-315 

S 

030534 0333 

90-247 

T 


0305040269* 

90-3J 9 

F 

0305340936* 

50-247 

T 


8309040265* 

90-315 

F 

0305330703 

50-289 

U 


8309040260* 

90-315 

F 

0305330695* 

COMMISSION 


0305040260* 

90-315 

F 

0305040145* 

90-269 

U 


0309060400 

90-315 

8 

0305330369# 

COMMISSION 


0305060406* 

90-315 

8 

0305230306* 

90-289 

U 


0309060411* 

90-315 

8 

0305330735* 

COMMISSION 


8305060414* 

90-315 

S 

0305240273* 

90-390 

Q 


0305070363 

90-315 

R 

0305240275* 

90-398 

a 


0309070363 

50-315 

R 

0305230664* 

COMMISSION 


0305120318 

50-316 

5 

0305240083* 

90-937 

u 


0309120324* 

90-316 

8 

8305030430 

PR 



0309120396 

90-315 

S 

0305060456 

90-470 

8 


0309120399* 

90-313 

S 

03051 10225 

90-478 

0 


0305130077 

50-315 

& 

0305170510 

50-498 

s 


0305130101* 

50-315 

s 

0305160396 

PR 



0305130166 

50-316 

s 

83 0533 04 16 

50-470 

s 


0305130174* 

50-316 

s 

8305230416 

50-498 

B 


0305130178 

50-315 

8 

830523092 3 

50-499 

a 


0305130191* 

90-315 

8 

0305230989 

50-478 

s 


0309130206 

50-313 

a 

0309250096 

90-498 

K 


0309160094 

50-315 

R 

0305250096 

50-490 

K 


0305160094 

90-315 

R 

0305250098* 

50-490 

K 


8305160062* 

90-315 

R 

03O325OOS8* 

50-490 

K 


8309160Q62* 

90-315 

R 

0309310177 

50-490 

A 


8305160104 

50-315 

P 

030923031 1» 

CONTRACT 



0305160100* 

90-315 

P 

0305030995 

90-330 

0 


0309160121 

90-315 

P 

0309030997 

50-322 

9 


8305160121 

90-315 

P 

0309030960 

90-322 

0 


0305160126* 

90-315 

P 

8305040461 

90-322 

0 


8305160126* 

90-313 

P 

0309050024 

50-322 

T 


8309170270 

90-315 

F 

0309050029* 

50-322 

T 


0305170270 

90-315 

F 

8305100391 

50-322 

0 


8305170274* 

90-315 

F 

8309130077 

50-322 

0 


0305170441 

50-315 

a 

0309160006 

50-322 

0 


0305170444* 

90-315 

8 

8309190208 

90-322 

9 


0309170446 

90-316 

8 

0305190378 

90-322 

0 


0309170491* 

90-316 

8 

0305190302* 

90-322 

<9 


0309240006* 

50-315 

Q 

0305310040 

90-322 

0 


0305240149 

90-316 

S 

0309310091 

90-322 

9 


830524032? 

00-315 

8 

0305130126 

50-416 

P 


0309240330 

90-315 

S 





0305240349 

50-313 

8 

0309230026 

70-1399 



0305240362 

50-315 

8 

0309230035* 

70-1399 










0305240370* 

90-315 

B 

8309020215* 

90-209 

R 


0305240374* 

90-315 

8 

6309060465* 

50-209 

R 


0305260281 

90-315 

P 

Q303240346 

90-461 

A 


0309260281 

90-315 

P 

8;J0405d243 

90-461 

K 


0309270097 

90-313 

S 

8304050254* 

90-461 

K 









0305270107 

50-313 

8 

8309020111 

90-461 

Q 


0309270223 

50-316 

3 

8309030599 

90-461 

R 


0309270227* 

50-316 

8 

6309040298 

90-461 

S 


0309270230* 

50-316 

8 

0309060976 

90-461 

0 


0305270444 

90-315 

8 

8309120475 

90-461 

5 









8309310000 

90-313 

P 

8305130146 

90-461 

E 


8309310179 

90-316 

5 

8309200667 

90-461 

A 

Initltutf of Electrical $i Electronic 

03091 10119 

NUREO 


0309240142 

90-461 

A 

Eng lne«r« 




0305240413* 

90-461 

A 

Inetltote of Nucleer Power Operation* 

0309240476* 

90-219 

R 

0309240421* 

90-461 

A 


8309240917* 

90-244 

R 

B30S260247* 

90-461 

A 


8309250917 

PR 


0305260293* 

50-461 

A 

tnitltuto dl Ingegnerle Nucleare^ Mllani 

8309060399 

NUREO 


0309270017 

90-461 

A 

Italy 




0309310129 

50-461 

8 

Interlorr Dept ofj OeologlcaL Survey 

0305100334 

PR 


0309310103 

50-461 

8 


0305190914* 

CONTRACT 






0309230031* 

CONTRACT 


0305160334 

PR 






0305190191* 

90-373 

Q 

International Brotherhood of Electrical 

0305240517 

50-247 

H 

0309190167* 

50-373 

Q 

Worirer* 




0309190379* 

50-373 

P 

Iowa Elactrlc Light S< Power Co 

0309030131 

90-33 1 

Q 

0303260126 

50-319 

8 


0309030394 

90-33 1 

8 





0309030396* 

90-331 

8 

8303200136* 

90-319 

8 


8309040309 

30-331 

0 

0309020072 

90-316 

8 





0309020078* 

50-3S6 

a 


8309060060 

90-331 

P 

0309020141 

50-319 

B 


8305060066* 

50-331 

P 

8309020191* 

90-319 

8 


0305060472 

50-331 

S 





0305100099 

90-33 1 

P 

0309020161 

90-316 

8 


6309100320 

50-33 1 

0 

0309020171* 

90-316 

0 





6309020177* 

90-316 

8 


0309100372* 

50-33 1 

0 

0305020172 

90-316 

a 


0309130094 

90-33 1 

s 

0305020178* 

90-316 

B 


0309100346 

90-331 

R 





8309100349* 

90-331 

R 

030502027? 

90-319 

8 


6309230962 

90-331 

P 

0305020312* 

90-315 

s 





0305020317 

90-319 

8 


0309240120 

50-331 

P 

0305020321* 

90-319 

8 


0309240221 

50-331 

S 



57Z 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


a3a324023& 

50-331 

6 


5305240911 

90-331 

0 


B30937O429 

90-331 

s 


0303270440 

90-331 

5 


a30327043H» 

90-331 

S 


0303270460* 

90-331 

S 

10144 Otologlc4l Survey 

5303090162 

NUREO 


Isham* Lincoln t< B«4le 

6303060461 

90-597 

0 


8303060495 

50-199 

0 


0303100264 

90-327 

G 


5303100264 

50-329 

Q 


5303100341 

90-329 

Q 


5303100415 

50-329 

0 


5303100415 

90-329 

0 


53031 10141 

90-199 

0 


5303110213 

30-494 

0 


8303120273 

90-329 

0 


6303120299 

90-494 

0 


5305130155 

50-199 

0 


5303170297 

50-494 

0 


5303170297 

90-494 

0 


5305170363 

90-454 

0 


5303170965 

90-454 

0 


5303200610 

90-199 

0 


8303240373 

50-329 

0 


5303240435 

90-199 

0 


5303240491 

90-329 

0 


5303270947 

90-329 

0 

Itomedix* Inc (sutis «f MascMeld 

5303020265* 

QA999 


Enttrprliss« Inc ) 

J4p4n 

0303170973 

5305170960 

5309170952 

5309150629 

5309160519 

5309150526 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


Jtrsiy Central Poucr b Lipht Co 

S309130308« 

50-272 

F 


5303130308» 

90-272 

F 


5309130309e 

90-272 

F 


8309130309* 

90-272 

F 

Joint App 1 Icants-C 1 inch Rivtr Breeder 

8309030942 

50-937 

0 

Rtac tor 

Joint App 1 lcani*-Pal 0 Uerrf* 

8309030994 

90-529 

0 

Joint App 1 Icanti-Soutii Texei Project 

5305020434 

50-490 

0 


5309060479 

80-498 

0 

Joint Intervenori-Dlatlo Canyon 

5305090430 

90-279 

0 

5309110212 

90-279 

0 


5309110212 

90-279 

0 


63091 10353 

90-279 

0 


53091 10353 

90-279 

0 


5309120209 

90-279 

0 


6309200273* 

90-273 

p 

KMCi I nc 

5309180305 

FOIA 


Kensia Cltif Poutr it Light 

5309230972* 

90-482 

I 

Kantae Oat fa Electric Co 

5309020421 

90-482 

F 


5309030394 

90-482 

8 


8309030375 

90-482 

S 


5309030492 

90-482 

8 


8309030622* 

90-462 

0 


5309060346* 

90-482 

F 


5309060394* 

90-482 

F 


8309060455 

90-482 

0 


8309120391 

90-482 

0 


8309200339 

90-482 

8 


8309230459* 

90-482 

0 


8309230967 

90-482 

1 


8309230970* 

90-482 

I 


B30b240313 

90-482 

0 


8309270098 

90-482 

A 


9309310110* 

90-482 

0 


8309310148 

90-482 

5 

Xantatf State oP 

8309070162 

NUREO 


Haneatr Univ of 

8309200196* 

90-148 

Q 

Kaufnanni J £ 

5309130361* 

CONTRACT 


M -’l--- "orp 

8309200092 

8309230176* 

40-8027 

70-1193 

'78 

8 



0 

0 


) 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOCIRY 


8303120277 

90-322 

9 


8309120300* 

90-322 

» 


8309120329 

90-322 

9 


8309130067 

8309180341 

90-322 

PR 

9 


0309240948 

90-322 

9 


8309310063 

30-322 

G 

Kudzu Alliance 

8309240900 

90-400 

9 


6309240900 

90-400 

9 


8309240907 

90-400 

9 


8309240907 

90-400 

0 

•Lebat-Antferioni Inc 

6309200134* 

CONTRACT 


Labor/ Dept of 

8309060149* 

6309060220* 

FOIA 

40-672 


Labor/ Dept of/ Occupational Safaty fa 
Health Adfflln 

6309120474* 

FGIA 


Laulefi Hituttg fa Slcellg Engineer* 

8309230987* 

90-410 

A 


8309230690* 

90-410 

A 


5309230690* 

30-410 

A 


8309230696* 

30-410 

A 


8309230696* 

90-410 

A 


8309230661* 

30-410 

A 


8309230666* 

90-410 

A 


8309230666* 

90-410 

A 


5309230675* 

90-410 

A 


8309230678* 

30-410 

A 

Laurence Derkeleg Laboratory 

8309240992 

71-6990 


Laurence LlverAore Laboratory 

8209020602* 

30-339 

P 

8303310020* 

90-333 

P 


8304060471* 

50-339 

P 


8309130399 

90-937 

0 

LeSoauf/ Lantbi Lelby fa MacRat 

8309090480 

M-341 

F 

6309130073 

90-946 

& 


8309130073 

90-946 

0 


8309130098 

90-946 

0 


8309130098 

90-946 

0 


8309130244 

90-946 

Q 


5309130244 

8309180398 

90-946 

PR 

Q 

League of Homen Voter* of Rockford/ IL 

8309030908 

90-494 

T 


830 90309 ld>« 

90-494 

T 


5309100286 

90-434 

0 


830917096<f» 

90-494 

0 


8305170972* 

80-494 

0 


8309170972* 

90-454 

0 


8309170976* 

80-494 

0 


8309170981* 

80-494 

o 


8309170901* 

80-494 

e 


S3091709S8* 

99-4J94 

0 


0309170570* 

80-494 

2 


8309170990* 

90-494 

2 


9309170993* 

80-494 

2 


8309170993* 

80-494 

2 

League of Hoeien Voter* of Suffolk Go, « 

NY 8309100347 

PR 


Ltwl*i a 

8309030410 

8309200441 

8303200496 

PR 

PR 

PR 



8303240916 

90-392 

2 

Literature Rceearch Corp. 

8303040204* 

CONTRACT 


Litton Indu*trle*« Inc 

8303270629 

90-32 1 

e 

Lone Tree Council 

8303170396* 

90-329 

M 

Long If land Lighting Co 

8309030960 

90-322 

2 


0309040303 

90-322 

E 


8309040461 

90-322 

2 


8309040908 

90-322 

E 


8309040914* 

90-322 

E 


8309090024 

90-322 

T 


0309090029* 

90-322 

T 


8309090109 

8309060193* 

8309060164* 

90-322 

FOIA 

FOIA 

0 


8309090136* 

90-322 

o 


8309100239* 

90-322 

2 


8309 1 20306* 

90-322 

<1 


8309120311* 

90-322 

O 


8309 1 20326 

90-322 

s 


8309120380* 

90-322 

a 


8309130077 

90-322 

2 


0309 1 60CO6 

90-322 

Q 


8309 1 60070 

90-322 

E 


8309160099 

90-322 

A 


B303 150244 50-332 Q 
B3051B0324* 90-322 Q 
5309150331* 90-322 Q 
5309190205 90-3 22 O 



CORPORATE SOURCE INDEX 


573 


AUTHOR 

AFFILIATION 


Loi- A1 «ao« adcntlflc L*bor4tary 


Loui«a. Countyi VA 
L«ul«i«na Poutr ti Light Go 


Loui-fUnA* Bt«tt of 

Liitftntt^in* Reiti Axtlt'od 

H t< T CtitmlcaU. Inc 

HaghiafluKi Corp 

Y^nkiv Atonic Poutr Co 


ACCESSION BUBJECT 

NUMBER category 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

number category 


030519037 1 

50-322 

0 

8305190378 

90-322 

0 

6305190383^1 

50-322 

Q 

0305200549 

90-322 

S 

8305200594* 

50-322 

o 

030520063 J 

50-322 

0 

0305240447 

50-322 

A 

0305270013 

90-322 

c 

0305310040 

90-322 

0 

8305310050 

90-322 

A 

0305310051 

90-322 

0 

8305 11006 2 

RE8 


8305/10083 

REB 


8303130292 

RES 


S305160299 

50-537 

a 

B30S200659 

50-338 

o 

8305020341 

50-382 

A 

03050204 1 t 

90-382 

e 

8305020450 

50-382 

e 

Q305020479 

90-382 

s 

0305050017 

90-382 

R 

8305060367 

90-302 

S 

B30506042S 

90-382 

a 

e305Q6Q96A 

50-3Q2 

a 

0305060507 

50-302 

8 

0305130019 

50-382 

6 

8305170223 

50-302 

B 

8305170263 

50-382 

8 

8305170290 

50-382 

H 

8305170327- 

50-382 

S 

0305170351 

90-382 

a 

8305170484 

50-382 

8 

0305170492 

90-382 

3 

0305170500 

50-382 

a 

8305100429 

90-382 

0 

0305100460 

90-382 

A 

8305200542 

90-382 

a 

0305270136 

90-302 

8 

8305270147 

90-302 

8 

0305270194 

50-382 

a 

0305270373 

50-302 

a 

0305310094 

90-302 

E 

0305100328 

50-458 

0 

8305270165 

dt«t> PTftg 

8305020434 

90-490 

0 

0305110225 

90-498 

0 

83051Q04O4 

PR 


8305160301 

XPORTLIC 


eijo5.l6o::^03# 

XeQRTl^IC 


83^5160305* 

XPORTHC 


0305130221* 

90-155 

Q 

8305130233* 

90-199 

0 

0305130237* 

90-155 

Q 

0305130241* 

90-199 

Q 

0305020393* 

90-309 

Q 

8305030491 

90-307 

P 

0305030496* 

50-309 

P 

6305040533 

90-309 

0 

0305090220 

50-309 

P 

8305090225* 

50-309 

P 

8305060494 

90-309 

a 

8305060903* 

90-309 

8 

8305060930 

90-309 

8 

8305060549* 

90-309 

8 

0305110344 

90-309 

8 

83051 10425 

90-309 

a 

8305110433* 

90-309 

a 

8305130054 

90-309 

p 

8305130070 

90-309 

p 

6305130128 

90-309 

p 

8305160069 

90-307 

a 

8305U0OB2* 

90-307 

s 

8305190308 

90-309 

p 

0305200314 

80-309 

I 

8305200341 

50-309 

F 

B305S00360 

50-309 

8 

0305200374* 

90-309 

a 

8305200467 

90-309 

8 

8305200469 

90-309 

p 

8305200473* 

90-309 

p 

8305200529 

50-309 

a 

8305200570 

90-309 

I 

8305230127 

90-309 

F 

03O5S3O137* 

90-309 

P 

8305230140* 

90-309 

F 




9305230143* 

SO-309 

F 



8305230146* 

30-307 

F 



03053301 91 » 

30-307 

F 



0305230154* 

30-309 

F 



B30923D157* 

30-309 

F 



8309230163* 

50-309 

F 



8305230167* 

30-309 

F 



3309230/ 79* 

50-309 

F 



8309230181* 

50-309 

F 



9305230383 

30-309 

P 



0305230473 

30-309 

8 



8309230403* 

30-309 

9 



B3D5240266 

30-309 

P 



8309240270 

50-309 

P 



9309250429 

50-309 

Q 



8305310067 

30-309 

<? 

Main*. State of 


8305030563 

30-309 

G 



8305030567* 

50-309 

Q 



8305240386 

30-309 

0 

tiflreagenant Analysts Co 


0305250529 

PR 




8305290539s 

PR 


Kaplaton Intervanor* 


0305120009 

FQIA 


Mark Controls Carp 


0305120484* 

30-461 

5 

harsh 6 McLennan^ Inc 


0305030379 

50-389 

J 



0309040100 

50-340 

J 



0305040186 

30-335 

U 



0309040202 

50-321 

J 



Q305040202 

30-321 

J 



8305040204 

50-302 

J 



8305040208 

50-230 

J 



6305040243 

30-327 

J 



6305120006 

50-213 

J 



8305120059 

50-293 

J 



6309120110 

30-244 

J 



6309120156 

50-245 

J 



0305120156 

50-245 

J 



8305 J 20200 

50-29 

J 



0309120200 

50-286 

J 



8309120200 

50-206 

J 



8309120208 

50-286 

J 



6305160005 

50-257 

J 



8305160005 

30-239 

J 



8305160026 

50-315 

J 



8305160063 

TOPRBP 




8305160084 

50-89 

J 



0305160105 

50-346 

J 



8305J60197 

90-272 

J 



8305190022 

30-302 

J 



630.5200270 

50-321 

J 



9305200270 

90-321 

J 



0305230027 

50-321 

J 



6305 230027 

90-321 

J 

tlarylandf State of 


8305060209 

PR 




8305180439* 

50-170 

u 



8305270130 

Stats Prog 

Harglandi Unly of 


0305110512 

NUREO 


Matsachcrsotis Institute of 

Tachnolapp 

830 9090315* 

MI0C 




8309160043 

90-20 

8 


of 1 

0309090523 

50-443 

F 



0309100307 

50-213 

F 

Materials Enginasrtng Tasting asrvicesi 

0305060347 

NUREO 


tnc 







83 03240015 

NUREO 


Maxtii* 111 J C 


0305130347 

50-443 

0 

McDormottt Inc^ 


8304200001 

TOPREP 


K*tal Ballou* Carp 


0309100302* 

50-438 

A 



0305100392* 

50-438 

A 



3303100393* 

30-439 

A 



0305100375* 

50-436 

A 

MatToconir Inc 


8305170661* 

CONTRACT 


Metropolitan Cilt*Dn Co 


8305030371 

30-289 

0 



0303090431 

SQ-209 

Q 



8305100283 

50-289 

0 



6303100310 

50-309 

0 



8305100357 

30-287 

0 



8305120292 

50-207 

0 



8305180277 

50-287 

0 



8303240287 

50-207 

0 



8305240487 

30-287 

0 



8309250202 

50-287 

0 



8305230225# 

50-287 

0 

Metropolitan Transportation 

Authorl ty 

8305020401 

50-247 

G 

Neu Yorti NY 





Mlchigani UnlVn of 


8305180157* 

FQIA 




8305200147* 

CONTRACT 




574 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFlLIATlaN- 

ACCESSION 

MUKQER 

SUBJECT 

CATEGORY 

MlddLv South Utilltieii Inc ' Middle 

8303200461 

PR 


South Energu^ Int 

Mil lari D S 

8303160079 

90-307 

0 


8305190233 

90-307 

0 


8305240493 

90-309 

0 

Mlnnoto-fca j State cf 

8305030472 

PR 


Miranda Aicociatesi Inc 

8305180460 
83051201 S0« 

PR 

CONTRACT 


Mlnalsslpp^l Pfjuer & Light Co 

8304110321 

90-416 

P 

83041 10326* 

90-416 

P 


8304110335* 

50-416 

P 


8304190378 

30-416 

P 


6304280037 

90-416 

P 


8304280049* 

90-416 

P 


8305030553 

90-416 

8 


6305030562 

90-416 

8 


8305050079 

90-416 

F 


8305090077 

90-416 

F 


8309090131 

90-416 

6 


8309030167 

90-416 

S 


0309090178* 

90-416 

S 


8303090227 

90-416 

8 


8305050296 

90-416 

8 


6305090261* 

90-416 

5 


0305110279 

50-416 

5 


83051 10279* 

90-416 

S 


8305110271 

90-416 

s 


0309110418 

90-416 

s 


8305130126 

50-416 

p 


8305130126 

50-416 

p 


8309130194 

90-416 

5 


0309130200* 

90-416 

s 


0309170424 

90-416 

s 


0305 170426* 

90-416 

s 


8309170427 

90-416 

s 


0309170430 

90-416 

8 


0309170431* 

90-416 

8 


0309170433* 

90-416 

s 


0309190015 

90-416 

J 


0305190013 

90-416 

J 


0309200280 

90-416 

B 


630920028 6* 

90-416 

8 


8309200464 

90-416 

S 


8309200493* 

90-416 

3 


8309200923 

90-416 

8 


8309200932* 

50-416 

S 


8309200604 

90-416 

8 


0309230606 

50-416 

P 


8309240143 

90-416 

P 


8309240143 

90-416 

P 


0309240265* 

90-416 

P 


0309240496 

90-416 

P 


0309290072 

90-416 

R 


0309290369 

90-416 

S 


0309290409 

90-416 

6 


0309290434 

90-416 

8 


83092504B7 

90-416 

5 


0309290513 

90-416 

S 


0309290979 

90-416 

8 


8309270400* 

90-416 

Q 


0309270410* 

90-416 

Q 


8309270473 

90-416 

8 


0309270919 

50-416 

3 


8309270973* 

90-416 

Q 


0309310065 

90-416 

8 


8309310069 

50-416 

8 


0309310146 

90-416 

3 


0309310176 

90-416 

8 


0309310204 

50-416 

8 


0309310207 

90-416 

6 

Hlaiourii State of 

8309290341* 

90-403 

0 


0309250396* 

50-403 

Q 


8309250424* 

50-483 

Q 


8309290944* 

90-403 

0 


8309290348* 

90-403 

0 

Mli^ourii Univ. Columbia 

0309260341* 

CONTRACT 


Ml»»ourii Unlv nfj Rolla 

0309030379 

90-123 

R 


0309310006 

90-123 

P 

Mittubialii Inttrnational Coro Isuba 

af 0309020953 

XPORTLIC 


Mitsubishi Corp 1 

Mitsui & Co (U 8 A }r Inc (subs of 

0303020957* 

8309260317 

XPORTLIC 

XPORTLIC 


Mitsui at Co 1 Ltd. ) 

Mol^corpi [nc. 

0305180200 

40-7097 


Monsanto Co 

03051801 17 

40-6500 



AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

auBoecT 

CATEGORY 


Mentana X-Ray» Inc 

8305180125* 

B304I30034 

40-6 9C>0 
71-474 


Montgofliary Countyt MD 

B304130D42* 
B3092 00071* 

71-494 

CONTRACT 


0305250976* 

50-483 

8 

Morgan Assoc iatai 

8309030949 

50-247 

9 


0309100208 

50-247 

G 


8309130064 

50-247 

0 


8309130071 

50-247 

Q 


0309240466 

50-247 

0 

Morgan* Lsiiris U Bocblus 

6303240374* 

50-937 

Q 


83091 10449 

50-937 

0 

Multimadia Program Production* Inc 

0309190390* 

50-373 

P 

NP0 Indirstrtesi Inc 

8309240356 

50-449 

B 

NU3 Corp 

0304060126* 

50-440 

E 


0309030337 

8309030343* 

8309230037* 

8309230057* 

0309230057 

0309230169 

0309230176* 

0309270099* 

TOPREF 

TOPREF 

FOIA 

FOIA 

FOIA 

71-496 

71-496 

90-302 

P 

NU9AC* Inc 

8309040643* 

CONTRACT 


NUTECH Eng inn art* Inc 

8309060055* 

90-321 

P 


0309060096 

0309200307* 

FOIA 

50-23? 

S 


0309310077* 

50-366 

o 

National Eloctrical Contractors 

8309240517 

90-247 

H 

Association 

National Emargancy Civil Lib«rtles 

8305240532 

SO-247 

0 

Commlttao 

National Governors' Association 

0305260380* 

CONTRACT 


National NUdllPe Federation 

8305170272 

50-922 

Q 

Natural Resources Difanse Council 

8305030902 

50-937 

0 


0309100210 

50-937 

c 


0305100276 

90-937 

0 


8305100350 

90-937 

« 


0305120291 

90-937 

o 


8305160147 

90-537 

0 


8309160181 

90-537 

Q 


8305170272 

90-522 

Q 


0305170272 

90-522 

Q 


0305170277 

50-522 

Q 


8305170279 

90-522 

Q 


8305170347 

90-522 

Q 


8305 17 034 7 

90-522 

« 


8305170557 

50-922 

Q 


B30AltQW 

90-r922 

8 


0305190221 

90-537 

0 


0305240553 

90-537 

D 

Navy* Dept of* Pearl Harbor Naval Shipyard 

0305170738 

71-9033 


Nauryn* R 

8309130300* 

CONTRACT 

Nebraska Public Pouief District 

630502044? 

90-29S 

P 


0305020464* 

90-298 

P 


0305030393 

90-298 

P 


0305030554 

50-293 

P 


8305030508 

50-298 

P 


8305050113 

50-298 

P 


0305060300 

50-290 

I 


0305060303* 

50-298 

I 


0305060574 

50-298 

8 


8305060584* 

50-298 

S 


8305120433 

90-298 

a 


8305120439* 

50-299 

8 


8305270367 

50-298 

P 

Nebraska* 0tat« of 

0305070162 

NUREQ 



8305120041* 

0305120065* 

8309130208 

0309270093* 

FOIA 

FOIA 

40-8829 

CONTRACT 

Neutron Products* Inc 

0305050363* 

FOIA 


Netai England Coalition on Nuclear 

6309030941 

90-443 

O 

Pollution 


8309160002 

50-443 

Q 


8309160002 

50-443 

0 


8305160019 

50-443 

Q 


8309160019 

90-443 

0 


0309160068 

50-443 

Q 

Netti Mexico State Unlv 

0309270048* 

90-320 

P 

York* NY 

0309030606 

50-247 

0 


8305030608 

50-247 

Q 


8309030617* 

50-247 

O 


0305030617* 

50-247 

0 


0309030629* 

50-247 

o 



CORPORATE SOURCE INDEX 


B76 


AUTHOR 

AFFILIATION 


N*w York* 8tat« Urtiv of* Buffalo 
York* Statf of 


Kaw Vorkr 8tat« of* Enarsy Ra««arch 
Savalapmant Admin It trail on 


Niagara Hohawlc Pouar Carp 


Nlaiho-iual Amarican Corp 


Northampton Counivi FA 
Horthaatt Nuelaar Enargg Go (»ub» 
Northaati UtlHtlai) 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


— 

- 


8305050054 

30-213 

P 

8305030629# 

50-347 

0 


8305050054 

30-213 

P 

B3D5 190264 

8t4ta Frag 


0305050054 

30-2 1 3 

P 

8305240532 

50-247 

0 


8305050229 

30-245 

P 

8305100252 

50-57 

8 


8305050229 

50-245 

P 

8304040394# 

50-322 

U 









8305060424 

50-336 

0 

0305130204# 

50-322 

0 


0305060455 

50-423 

s 

0305180260# 

50-322 

u 


8305060501 

30-243 

0 

0305190014 

Scat# Prog 


B305060512# 

30-243 

s 

0305240312 

50-247 

F 


8305090465 

30-213 

p 

8305240312 

50-247 

F 









8305090465 

50-213 

p 

8305240541 

50-247 

H 


8305090463 

30-213 

p 

8305240541 

50-247 

H 


8305090465 

30-213 

p 

0305310070# 

50-247 

U 


B305090471 

30-245 

p 

8305180805 

PROJ 



0305090474# 

30-245 

p 

0305100810 

PROJ 



0305 1003 60 

50-245 

p 





0305110574# 

30-213 

F 

8304110516 

50-220 

R 


0305110579# 

30-213 

F 

8304210238 

50-410 

K 


0305120241 

30-336 

P 

8304210240# 

50-410 

K 


0305170010 

30-336 

R 

830503051 S 

50-410 

F 





8305040483 

50-220 

P 


0305170014# 

30-336 

R 





8305180268 

30-245 

P 

0305040493# 

50-220 

P 


8305180304 

50-243 

P 

8305040500# 

50-220 

P 


8305180311# 

50-243 

P 

8305050020 

50-220 

P 


8305200533 

SO-423 

G 

8305050031# 

50-220 

P 





8305060043 

50-220 

P 


8305230323 

50-245 

F 





8305230330# 

30-245 

F 

8305060046# 

50-220 

P 


0305230330# 

50-243 

F 

8305060048# 

50-220 

F 


B30523050B 

30-336 

P 

8305060426 

50-220 

8 


0305230549 

30-243 

8 

830 5060 428# 

50-220 

8 





8305060533 

50-220 

5 


0305230557* 

30-245 

S 





8305230616 

50-213 

P 

8305060540# 

50-220 

8 


8305250510 

50-213 

P 

8305100272 

50-220 

R 


8305250510 

30-213 

P 

8305100277* 

50-220 

R 


8303250510 

30-213 

P 

8305110315 

50-410 

A 





8305110359# 

50-410 

C 


B305S30S10 

50-213 

P 





0305250318# 

30-213 

P 

8305110372# 

50-410 

K 


8305250510# 

50-213 

P 

8305120334 

50-410 

6 


03052503 10# 

50-213 

P 

8305120392 

50-410 

S 


03052505 IB# 

30-213 

P 

8305130028 

50-410 

M 





0305160015 

50-220 

P 


0303270036 

50-423 

s 





0305270037# 

50-423 

0 

8305160093 

50-410 

0 


0305270074 

50-336 

0 

8305160097 

50-220 

R 


0303270009 

30-335 

s 

8305160103# 

50-220 

R 


B3032701I4 

30-243 

p 

8305170393 

50-220 

R 





8305170395# 

50-220 

R 


0305270239 

50-336 

B 





6303270454 

30-336 

& 

0305200203 

50-220 

9 

North#a«t Utllltiai 

0303020093 

50-245 

1 

0305200290# 

50-220 

a 


6303020093 

30-245 

1 

0:|OSgOO34S 

SQ-220 

F 


830302009^ 

50-245 

I 

0305200303# 

50-220 

O 





8305230431# 

50-220 

F 


8305030404 

30-245 

P 





8305030620 

50-245 

P 

8305230574 

50-410 

A 


0305030624# 

50-243 

P 

B30S2305B2# 

50-410 

A 


6305030620# 

50-243 

P 

0305230505* 

50-410 

A 


0305040447 

50-336 

P 

8305230505# 

50-410 

A 





8305230681* 

50-410 

A 


B305050034 

TOPREP 






8305050054 

50-213 

P 

6305230681* 

50-410 

A 


0305050054 

30-213 

P 

8305230684# 

50-410 

A 


8305050054 

50-213 

P 

8305230684 # 

50-410 

A 


8303050229 

30-243 

P 

8305230687* 

50-4 10 

A 





8305230607# 

50-410 

A 


B30S030229 

30-245 

P 





8303060213 

30-213 

F 

8305230691# 

50-4 10 

A 


8305060244 

PR 


0305230691# 

50-410 

A 


8303060424 

30-336 

0 

8305230696* 

50-410 

A 


0303060455 

50-423 

8 

0305230696* 

30-410 

A 





8305230699# 

50-410 

A 


0305090463 

30-213 

P 





0303090465 

30-213 

P 

0305230699* 

50-410 

A 


0305090463 

30-213 

P 

8305240402 

30-220 

P 


B30S090471 

30-245 

P 

6305240498 

30-410 

A 


8305100360 

30-245 

P 

8305250430 

30-410 

8 





8305260086 

50-410 

K 


8305110574# 

30-213 

F 





0305120241 

50-336 

P 

0305270026 

50-220 

P 


0303170010 

50-336 

R 

8305270075 

30-220 

8 


0303180268 

50-243 

P 

0305270645# 

30-410 

Q 


0303180304 

50-243 

P 

6305170125# 

XPORTLIC 






8305180709 

XPORTHC 



0305200441 

PR 






8305200333 

30-423 

S 

0305270573 

30-443 

0 


8305200507 

30-423 

A 

8305030404 

30-245 

P 


0305230323 

30-243 

F 





8305230500 

30-336 

P 

8305030620 

30-245 

P 





8305030624* 

30-245 

P 


8305230616 

50-213 

P 

8305030628# 

30-245 

P 


0303270036 

50-423 

8 





8303270037# 

50-423 

Q 

8305040034# 

30-245 

F 


8305270074 

30-336 

0 

8305040039# 

50-245 

F 


8303270089 

30-336 

6 

8305040447 

50-336 

P 







570 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFltlATlON 


North««it Utl!ltl«t Servlc* Co 


Northorn Btatss Poutr Co 


NuPh^rni Inc 


Nuci«>or Aoturanci Corp 
Nucltar Dats^ Inc 


Nuclaar Fu«l S»rvic«i< Inc, (aubi of 
Octtv Oil Co > 


Nocloar InfoTmation It finourcti Sorvlcct 
Nuclttar Matalii Inc 


Nuclaar Pacitagingj Inc, 


Nuclear Poutr Servlettj Inc 
Nuclear 

O'Connor 8c Hannan 
Q'Neilli J 


Dak Rldgi Aiaoe latid Un Iv 
Oak Rtdgf National Lakoratory 


ACCESSION 

suajECT 


AUTHOR 

ACCESSION 

8Ua>JCCT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

63053701 M 

S0-'24S 

P 


8305270048# 

50-320 

P 

6305270239 

90-33* 

8 


8309310237 

NUREO 


B305270434 

90-336 

6 

Office af Henageaient * Budget 

8305040001 

ORO 


63050&0244 

PR 



8309040003 

ORO 


6305100335* 

90-213 

P 


8305090006 

QRO 


B305110071* 

50-213 

F 

Ohio Citliena for Retponaible Energy 

0305040328 

90-440 

0 

8303180429 

50-263 

P 


8309040528 

50-440 

Q 

8305020320 

90-282 

0 


6305040541 

90-440 

fi 

8303020320 

50-282 

0 


8309040541 

50-440 

G 

8305020329* 

50-282 

0 


6305040544 

50-440 

C 

8305020329* 

50-282 

0 


8305040544 

90-440 

G 

8305020485 

90-263 

s 


6309090234 

FOIA 


8305020492* 

50-2*3 

8 


8303170309 

90-440 

G 

8305030221* 

50-282 

F 


8305170309 

90-440 

G 

a30S03022&* 

30-202 

F 


6305170341 

90-440 

G 

8305030^)03 

50-2*3 

K 


8303170341 

90-440 

G 

03OSO3Od)lO« 

90-263 

K 


8309180347 

PH 


8303030*13* 

50-263 

K 


6309180404 

PR 


8303120369 

90-262 

P 

Ohio State Unlv 

8305110192# 

CONTRACT 

G30SI&005* 

50-262 

R 

Ohloi State of 

8309090945« 

90-098 

A 

83031 *007 £>* 

50-262 

R 


6309090561* 

90-098 

A 

030 5 I £00 92 

30-263 

R 

Oiclehoma. State of 

8305090162 

NUREO 


0305160096* 

90-263 

R 

Oklahoffiat Univ of 

8305290470 

90- 1 1 2 

K 

6303180352 

90-263 

Q 

Omaha Public Pouir Diatrict 

8309030196 

90-809 

P 

8305230323 

50-282 

F 


8305030160# 

5O-S09 

P 

8305230523 

50-282 

F 


6305030429* 

90-285 

F 

6303240133 

30-30* 

5 


8309040619* 

90-289 

F 

83052401*6 

30-282 

a 


8a05040624« 

50-209 

F 

8305250409 

PR 



8309060069 

50-209 

1 

830518003** 

FOJA 



8309060091 « 

90-209 

1 

83051800*3* 

FOIA 



8305060186 

50-289 

P 

83051Q0241* 

FOIA 



8305100226 

50-209 

F 

83051802*9* 

FOIA 



8305120603* 

50-205 

F 

83050*0251* 

CONTRACT 



6309160027 

50-209 

P 

63051805*0* 

CONTRACT 



8309160111 

90-209 

R 

63051805*2* 

CONTRACT 



8309160116* 

50-209 

R 

6305030*94 

70-143 



0305170469 

90-239 

R 





8309170470* 

90-285 

R 

6305030699 

70-143 



8305230988 

50-239 

P 

8305050099 

70-143 



8305240474 

50-235 

P 

8305180652 

70-143 









On-Line Computer Biitktmtt Inc. 

6305110233* 

CONTRACT 


8305190003 

70-143 


Oregon Environmental Council 

8305170272 

90-922 

0 

8303190033 

70-143 


Orricki Herrington It Sutcliffe 

8305190195 

90-361 

0 

0305200*58 

70-143 



8309190195 

90-361 

0 

0305240051 

71-143 



0305190212 

90-361 

0 

8305200218 

PR 










8305190212 

90-361 

0 

82080*0242* 

40-672 


Oiage Countyt MO 

8309250372* 

90-483 

0 

82080*0244* 

40-672 


Oftlnlngi NY 

8305240508 

90-247 

0 

8^Q^5P2O20p 

XPORTLIC 


Pacific Oai It Electric Co 

e:} 05 P 2 oioe 


F 

03030^029** 

XPORTLIC 



8305020388 

56-279 

P 

83050*0141* 

43-672 










8305020388 

90-279 

P 

63050*0181* 

40-672 



0305030180* 

50-279 

F 

6305060189* 

40-672 



8309030186* 

30-279 

F 

6305090723 

XPORTtIC 



8305030193* 

90-279 

F 

6305120246* 

40-672 



8309030193* 

90-279 

F 

S30512029B* 

40-672 










0305030510 

90-279 

P 

8305120352* 

40-672 



8305040320 

50-279 

P 

83051203*9* 

40-672 



8305040328* 

50-279 

P 

6305120381* 

70-82 



8305040473* 

90-275 

P 

8305120480* 

40-672 



8305090198 

90-279 

P 

8305120494* 

40-672 










8305060299 

50-3*3 

0 

8305120511* 

40-672 



8305100339 

PRQJ 


8303120617* 

FOIA 



8305100346 

PROJ 


8305120627* 

40-672 



8305120042 

50-279 

P 

8305130011* 

40-672 



8305120329 

50-279 

P 

8305130042* 

40-672 










8309120333 

50-279 

P 

6305040105* 

71-9181 



8305120339* 

50-279 

P 

8305040110* 

71-9181 



8309160172 

50-279 

P 

8305060142* 

71-9173 



8309160176* 

50-279 

P 

8305060148* 

71-9179 



8305170336 

50-103 

B 

8305060152* 

71-9175 










8305170342* 

50-133 

8 

0305200*83* 

50-373 

p 


8309190197 

50-279 

F 

8304270399 

71-9139 



0309230407 

50-133 

P 

8305180070* 

FOIA 



8305240238 

50-279 

R 

8305180074* 

FOIA 



8305240242* 

50-279 

R 

8305120287 

50-199 

0 









8305240375 

50-279 

P 

8305190245 

90-195 

0 


0309240397 

50-279 

3 

8305240928 

50-195 

0 


8309260274* 

50-279 

0 

8305230294* 

FOIA 



8309260274* 

50-279 

0 

8305020930 

NUREO 



8309270249 

50-279 

B 

8305030029 

RES 










8309270622 

50-275 

0 

6305110120 

NUREO 



8309270622 

50-275 

0 

0305130341 

NUREO 



8309310130 

50-275 

P 

8305290155 

RE8 



8309310135* 

50-275 

P 

8309260004* 

71-5932 



8309310140* 

90-279 

P 



CORPORATE SOURCE INDEX 


B77 


AUTHOR 

AFFILIATION 

PAtlfic Inttmatlonal 
Palntatto AlH^ncv 

P«r«nt« Conc#^ntd About Indian Point 

Path^indar Mlnti Corp 

Pvnniij 1 vanla Pouar U Light Co 


Ptnmtilvania Statt Univ, 

Pannivlvanlai Commonwtalth ofi 

Pariilni, Cola, Stonti Olttn !< Winiami 

Phlladtlphla Elfctric Co. 


ACCESSION 

NUKBCR 

SUBJECT 

CATEOORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

category 

8309030230 

XPQRTLIC 


8303080235 

50^3 92 

E 

03OSOAO2S2 

90-413 

0 

6309080339 

90-392 

A 

8303310133 

90-413 

0 

8309080339 

90-3 92 

A 

8305030633* 

90-247 

0 

8309080441 

90-3 32 

Q 

8305 19 0220 

90-247 

0 

8309080441 

90-392 

0 

0303240343 

50-247 

0 

8309080434 

30-392 

E 

8303020410 

40-6622 


8309080494 

90-392 

E 

8309020304* 

40-6622 


8309030279 

90-392 

A 

8309030277 

40-6622 


8309030299 

90-392 

A 

8303260337 

40-2299 


8309030307* 

90-332 

A 

8305020387 

90-387 

P 

8309030307* 

90-352 

A 

0303030144 

90-387 

P 

8303030963 

50-392 

0 

83090301 33* 

30-307 

P 

8309030963 

90-392 

0 

8305030334 

90-307 

0 

6305090021 

90-87 7 

P 

8305030338* 

90-307 

8 

6305090021 

90-277 

P 

0309050289* 

90-307 

F 

8309090027* 

90-87 7 

P 

8305060442 

90-307 

0 

6309090027* 

50-277 

P 

8303060343 

90-307 

Q 

8303090033* 

30-877 

P 

B309060S92 

90-387 

9 

8309050033* 

50-877 

P 

8309060398* 

30-387 

8 

63 030 90202 

50-392 

a 

8305100016 

90-3B7 

P 

6303060457 

50-352 

A 

8303100019* 

90-307 

P 

6303060497 

90-392 

A 

8305100021* 

30-387 

P 

8309060478 

50-352 

6 

8309100308 

30-387 

P 

8309060507 

90-392 

A 

8303100317* 

30-307 

P 

6309060913 

90-277 

0 

0305110077 

30-307 

K 

6305060913 

90-877 

0 

0309110077 

30-387 

K 

8309100275 

90-332 

A 

8309110104* 

50-307 

K 

6305100279 

50-352 

A 

8303110104* 

30-307 

K 

630910039? 

50-877 

F 

8303110108* 

30-307 

K 

63091 10316 

50-877 

B 

8303110160 

30-307 

P 

63091 10340 

90-870 

B 

8303110160 

90-307 

P 

63091 10349* 

30-870 

6 

8303110241 

90-307 

8 

6309180320 

30-392 

A 

8303110247* 

90-307 

8 

6309180396 

50-877 

B 

8303110348 

80-307 

8 

6309180473 

90-877 

8 

8303110338* 

80-307 

8 

83091 300?6 

30-333 

A 

8303110421 

90-387 

8 

6309160001 

90-392 

C 

8303110430* 

30-387 

8 

8309160001 

90-392 

c 

6303120422 

90-387 

S 

8309160117 

90-332 

K 

8309120430* 

90-307 

8 

8308160117 

90-392 

K 

8309130114 

50-387 

P 

6309170167 

90-392 

A 

8309130311* 

50-307 

F 

6309170828 

90-398 

E 

8309130311* 

50-307 

F 

B3091 70401 

90-277 

P 

8303130314* 

50-307 

F 

6309160343 

90-392 

A 

8303130314* 

50-307 

F 

6309160343 

50-392 

A 

8303160124 

90-307 

8 

B3D91G03B9 

50-392 

E 

8303160132 

90-307 

8 

630916036? 

50-392 

E 

8309160140 

90-387 

8 

6309160402 

90-392 

A 

9303160 15A* 

91^-387 

8 

Mq9,l?0408 

50-392 

A 

8303180646 

70-2983 


6309160414 

50-392 

E 

8305190205 

90-387 

P 

6309160414 

50-352 

E 

0305190209 

90-387 

P 

6309160414 

90-332 

£ 

8303190299 

90-307 

P 

6309160419 

30-332 

A 

8303190319 

90-307 

8 

B309160419 

30-332 

A 

8303300959 

90-307 

8 

6309160426* 

90-338 

E 

8305200961* 

90-307 

S 

6309160426* 

30-332 

E 

0305200640 

90-307 

8 

8309160426* 

30-332 

E 

8309200646* 

90-307 

8 

8309160431* 

90-332 

E 

8309230471 

90-307 

a 

8309160431* 

50-392 

E 

8309230477* 

90-307 

a 

8309160431* 

30-332 

E 

8309230941 

90-307 

f 

6309160432 

90-392 

A 

8309270064 

50-307 

p 

6309160432 

30-332 

A 

0303270064 

50-387 

p 

6309180439* 

30-392 

E 

0309270299 

50-387 

Q 

0303180439* 

50-392 

E 

03O931O2OQ 

90-307 

P 

6309190438* 

90-398 

£ 

0303180393 

PR 


0303160443* 

30-392 

E 

0303270040* 

90-320 

P 

6309180443* 

90-392 

E 

0309270046* 

90-320 

P 

8303180443* 

90-392 

E 

0309060929 

90-352 

A 

83031 6043 1 

90-392 

E 

0303060536* 

90-352 

A 

8303160431 

50-392 

E 

6309120278 

90-392 

0 

03031 70399 

90-392 

C 

8305120278 

90-392 

9 

8309190399 

90-392 

C 

0303120200* 

90-352 

9 

8309200619 

30-392 

E 

0303120200* 

90-392 

9 

6305230476 

30-392 

A 

8303170933 

90-392 

9 

8305240307 

50-277 

J 

0303230332* 

CONTRACT 


8309240428 

50-277 

P 

8303310029 

90-922 

0 

8305240409 

90-392 

0 

8309310029 

90-922 

9 

8309240489 

90-392 

a 

030931 0002 

90-922 

0 

6309290133 

30-332 

A 

0309310002 

90-922 

9 

6309290133 

30-332 

A 

0301310260 

90-392 

K 

6309290133* 

30-332 

A 

0301310274* 

90-392 

K 

6303230133* 

30-392 

A 

030902009? 

90-277 

P 

6309270117 

30-878 

8 

8309020099 

90-277 

P 

0303270194 

30-277 

8 

0303020259 

90-392 

E 

6303270235 

50-277 

8 



578 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


PhilJdalphlai PA 

Pick«r(fi Loue & Oarrlclci Inc 
Pfftt^!>ui*jh Tasting Lahoratorcj 

Pittshoi‘Sh» Ufilv of 

Planning Research Corp 
Plateau Rcsourcesi Lid 

Portland Oeneral Electric Co 


Rotterfieldi A 

POLFer Authority of the State 


ACCESSION 

SUBJECT 



AUTHOR 

ACCESSION 

auBjecT 


NUMBER 

CATEGORY 


AFFILIATION 

NUMBER 

cateoorv 

B305270373 

50-352 

A 




6305130132 

30-333 

R 

B30527O375 

50-352 

A 




8305130134* 

90-333 

R 

B30g-3I0009 

50-352 

E 




8309160088 

90-236 

P 

8303310009 

50-352 

E 




8309160106 

90-333 

P 

B30 5310043 

50-352 

E 




0309160118* 

90-333 

P 

9303310043 

50-352 

E 




0305200269 

90-333 

P 

8303160174 

50-352 

G 




6309200268* 

30-333 

P 

8303160174 

50-352 

0 




8309200272* 

90-333 

P 

8303160177 

50-392 

0 




6309200409 

90-206 

P 

8305160177 

90-332 

G 




0309230379 

90-333 

F 

B305240316 

50-352 

H 




0309230494 

50-333 

8 

83051 10152* 

CONTRACT 





8309230499* 

90-333 

8 

83052701 10* 

CONTRACT 





8309230992* 

90-410 

A 

8305310141* 

90-244 

P 




0309230992* 

90-410 

A 

B305030316* 

50-434 

T 




0309230997 

90-266 

P 

8303310139* 

30-244 

P 




6309230999* 

90-410 

A 

8303270022 

30-320 

P 




6309230999# 

90-410 

A 

8303270027* 

30-320 

P 




8309240090 

90-286 

P 

8309160295* 

50-413 

F 




0309240099 

90-286 

F 

8303040047 

40-7869 





8309240234 

90-286 

F 

83Q3040092* 

40-7069 





8309240326 

90-266 

P 

B3O526O410 

40-0690 





8309240336 

90-286 

F 

8305020333 

71-6601 





6309240349 

90-286 

P 

S3OS040417 

30-344 

F 




6309240442 

90-333 

P 

8305 060600 

30-344 

P 




8309240463 

90-333 

P 

8309060606* 

50-344 

P 




8309240466 

90-247 

Q 

8309130143 

30-344 

S 




8309240466 

50-247 

Q 

8309130192* 

90-344 

s 




8309240492 

90-333 

P 

8303130164 

50-344 

Q 




8309240529 

90-286 

P 

8305130224 

50-344 

8 




6309270189 

90-333 

R 

9303130332* 

50-344 

8 




8309270284* 

90-333 

0 

8305130240 

50-344 

P 




8309270340 

90-333 

P 

8303180266 

PR 





8309270392* 

90-333 

P 

8309200013 

50-344 

P 




8309270364* 

90-333 

P 

8303230381 

90-344 

P 




6309270399* 

90-333 

Q 

0303260279 

50-344 

P 

Pouer Engineering 


8309030461 

PR 


8305270182 

90-344 

P 

Project 

; Management Corp 

8303240390 

50-537 

0 

Ba05270ie6» 

50-344 

P 




6309110220 

50-037 

0 

8309270168* 

50-344 

P 




6309110430 

90-337 

Q 

0309270209 

50-344 

P 




6309110446 

50-937 

0 

8309270211* 

50-344 

P 




8309110449* 

90-937 

Q 

8309270262* 

50-344 

P 




6309120313 

90-937 

0 

830903060G 

50-247 

0 




6309190339 

90-937 

0 

8309020209 

50-333 

P 




8309200636 

90-937 

0 

8309020361 

50-206 

P 




6309200648* 

90-937 

2 

8309030408 

50-286 

P 




8309240479 

90-937 

0 

8309030949 

50-247 

0 




8309240400 

90-937 

0 

8303040311 

30-333 

P 




6309240903 

90-937 

9 

8309040424 

90-333 

P 




B3Q9P10188 

90-937 

0 

830*3040434* 

90-333 

P 

Public 

Interest Research Group, Neu Yom 

8309036608 

90-247 

0 

0309040436* 

SO-333 

P 




6309030608 

90-247 

0 

8309030026 

90-333 

P 




6309030619* 

90-247 

0 

0309090037 

50-247 

0 




8309030619* 

90-247 

0 

8309090037 

90-247 

c 




8309030629* 

90-247 

Q 

0309060397 

90-286 

p 




8305030629* 

90-247 

Q 

8303060427 

90-286 

p 




8309030641* 

90-247 

9 

0303060431 

90-286 

p 




8309030641* 

90-247 

9 

8305060432* 

90-286 

p 




6305030646* 

90-247 

9 

0305060433* 

90-206 

p 




0309030646* 

90-247 

9 

0309060439 

90-286 

p 




8309290337 

•'0-247 

9 

8305060446* 

90-286 

p 

Public 

Service Co 

of Colorado 

6309020462 

90-267 

P 

8309060449* 

90-286 

p 




6309090146 

90-267 

F 

8309060496 

50-247 

0 




6305090214 

90-267 

P 

8303060496 

50-247 

0 




6309090222* 

90-267 

P 

8303060500 

90-286 

0 




8309090226* 

90-267 

P 

0305100206 

90-247 

Q 




8309060479 

90-267 

a 

6309100260 

90-333 

8 




8309060464* 

90-267 

B 

6309110093 

90-286 

P 




8309060946 

90-267 

R 

8309110090* 

90-286 

P 




6309060992* 

90-267 

R 

8309110063* 

90-206 

P 




6309090469 

90-267 

R 

0309110167 

90-206 

0 




8305090969* 

90-267 

R 

0305110259 

50-333 

8 




83091 S0970* 

50-267 

F 

8309110264* 

50-333 

8 




8303120978* 

90-267 

F 

0305110400 

90-333 

S 




6309160048 

90-267 

P 

8309110409 

90-333 

B 




8309160093 

90-267 

P 

0305110408* 

90-333 

8 




6309170360 

90-267 

P 

0305110416* 

90-333 

8 




6309200494 

90-267 

P 

0303110910 

90-333 

8 




0309230426 

90-267 

R 

8305110914* 

90-333 

S 




0303230427* 

90-267 

R 

8309130039 

50-206 

P 




8309240477 

90-267 

P 

0309130064 

90-247 

0 




6309310111 

90-267 

P 

8309130071 

90-247 

0 

Public 

Service Co 

of Indiana, Inc 

6304290167 

90-946 

A 

0309130117 

50-286 

p 




B304290167 

90-946 

A 

0309130120* 

50-206 

p 




6304290190* 

90-946 

K 

0309130123* 

50-206 

p 




6303020118 

90-946 

8 




CORPORATE SOURCE INDEX 


579 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATECORY 

affiliation 

NUMBER 

CATEOORY 


0305020291 

50-546 

0 


8303300067 

50-272 

1 


8305020291 

50-546 

S 


6305300394 

50-272 

S 


0305040494 

50-546 

S 


8303300397* 

50-272 

S 


0305120437 

50-546 

A 


8 3 0 5200537 

50-311 

8 


8305130073 

50-546 

a 


8303200346* 

50-311 

9 


0305130073 

50-546 

0 


0305230094 

50-3 1 1 

P 


0305130093 

50-546 

0 


0305330504 

50-272 

P 


8305130090 

50-546 

0 


0305230504 

50-272 

P 


0305130119 

50-546 

A 


8303230510 

30-317 

3 


03051301 19 

50-546 

A 


0305240291* 

30-272 

0 


0305130207 

50-546 

8 


83052 503B7 

30-354 

R 


8305130207 

50-546 

a 


0305250501 

30-3 1 1 

a 


0305130244 

50-546 

0 


0305270053* 

30-272 

Q 


0305130244 

50-546 

0 


0305270053* 

30-272 

Q 


9305170306 

50-546 

A 


0305310105 

30-334 

V 


0305170312* 

50-546 

A 

Pu-ytt Bound Pouer 6 Light Co 

83 0 5310029 

30-522 

Q 


0305200209 

50-546 

F 


83 0 5310029 

30-522 

0 


8305200289 

50-546 

F 


0305310082 

50-522 

0 


8305230634 

50-346 

A 


8305310092 

30-522 

0 


0305240408 

50-546 

8 

PuMlua Rtl«a^ch FoundAtlcn 

8303060183* 

CONTRACT 



8305240408 

50-546 

8 

QuaiSr«x Corp 

53050903QB* 

QA999 



8305260233 

50-546 

F 

Quirici LAuler Etiglnaerft 

0303230607* 

30-410 

A 


0305260233 

50-346 

F 


0305230607* 

30-410 

A 


8305260332 

50-546 

a 


8303230614* 

50-410 

A 


8305260332 

30-546 

8 


83 03230614* 

50-410 

A 

Pu'blic a«Tv£c« Co of Nou Hampihir* 

0305040300 

50-443 

0 


B3O3230622* 

S0-4IO 

A 


0305040300 

50-443 

0 


0305230622* 

50-410 

A 


8305040316 

50-443 

0 


8305230620* 

50-410 

A 


8305040316 

50-443 

0 


B3O523062B* 

50-410 

A 


0305050006 

50-443 

F 


83 05230637* 

50-410 

A 


0305160039 

50-443 

S 


8305230637* 

^0-4 10 

A 


0305190164 

30-443 

s 


8305230644* 

50-410 

A 


0305200353 

50-443 

0 


0305230644* 

50-410 

A 


0305200353 

50-443 

a 

R E UllllAm* Sc AssocUtfCc Inc 

8305020491 

40-6622 



0305200402 

50-443 

B 


0305030705 

40-8504 



0305200402 

50-443 

a 

R F R*»dyi Inc 

8305100427 

50-275 

R 


8305250244 

50-443 

a 

Radiation Hanagenient Corp 

8305110509* 

CONTRACT 



0305270019 

30-443 

A 


0305250428* 

50-4B3 

0 


0305270019 

30-443 

A 


03O52SO45B* 

50-483 

0 


0305310147 

30-443 

0 


0305250460* 

30-483 

<3 

Public Strvlcf EUctrlc Ic co of Now 

0304100491 

30-311 

8 


8305250482* 

30-483 






Radio TV Raportsi fnc 

8305190080* 

SO- 329 

Q 


0304180513* 

30-31 1 

8 


83051 90119* 

50-373 

Q 


8305020150 

bt>-272 

8 

Rallanc* Elactrlc Co 

03 0 5090003* 

0A999 



8305020106 

50-272 

P 

Rinifolasr Polytechnic Inst 

9305170466 

50-225 

F 


0305020106 

50-272 

P 









R*utar-atok*»i Inc 

8305060006 

XPDRTLIC 



0305020267* 

50-272 

Q 

Rhod* Iftlatid tf Providence Plantation 

0305240304 

30- 1 93 

a 


8305040262 

50-272 

8 


0305250445 

50-193 

s 


a;iq504qa6E 

50-272 

a 

Rhone-Poul*nei Inc 

83O.5P3O101 

71-9100 



0305050013 

50-272 

p 

Rldlhalghi Eggera & Asiociates 

B305 160363 

PRDJ 



0305060470 

50-354 

8 










0305160365* 

PROJ 



0305060476 

50-272 

a 


0305230041 

PROJ 



8305060480 

50-311 

a 


03 09230056* 

PROJ 



0305060482* 

50-272 

0 

Rtlagr J L 

0305060252 

50-413 

Q 


B3QS06O4B9* 

50-311 

8 

Robert L Cloud Aieoclatetf Inc 

0305030573 

50-275 

R 


0305090457 

50-272 

P 










0305030581* 

30-275 

n 


0305090457 

30-272 

P 


0305180417 

30-275 

R 


0305090459* 

30-272 

P 


0305230224# 

30-275 

R 


8305090459* 

50-272 

P 

Rocheiter Oat Ic Electric Corp 

8305030021 

30-244 

p 


0305110007 

50-311 

P 


8305030024* 

50-244 

p 


03051 10154 

30-272 

P 










0305030352 

50-244 

p 


8305110154 

30-272 

P 


0305050248* 

30-244 

G 


0305110156* 

30-272 

P 


B305060271 

50-244 

P 


8305110156* 

30-272 

P 


0305060404 

50-244 

P 


83051 L0255 

30-354 

8 


8305110065 

50-244 

Q 


8305110271 

30-311 

8 










8305110318 

50-244 

a 


0305110274* 

30-311 

6 


0305110328* 

50-244 

a 


8305120384 

50-334 

8 


8305130084 

50-244 

p 


0305 160052 

30-311 

8 


0305130006* 

30-244 

p 


8305160057* 

30-311 

a 


0305160114 

30-244 

8 


0305160005 

50-272 

Q 










0305160119* 

50-244 

a 


0305160005 

30-272 

0 


0305180016 

71-9090 



0305 1 60096 

30-311 

a 


0305190170 

30-244 

8 


0305160102* 

30-311 

a 


8305190175* 

50-244 

8 


0305160118 

50-311 

a 


0305190234 

50-244 

a 


0305160123* 

30-311 

a 










8305190230* 

50-244 

9 


0305170010 

50-272 

R 


0305230452 

50-244 

S 


8305170021* 

50-272 

R 


0305230458* 

50-244 

a 


8305170142 

50-311 

R 


0305230526 

50-244 

B 


0305170147* 

50-311 

R 


8305230561 

50-244 

0 


0305170320 

30-272 

P 










8303230564* 

50-244 

a 


8305170320 

30-272 

P 


8305270578* 

90-244 

Q 


0305170367 

30-311 

a 


0305310020 

50-244 

P 


8305170370* 

50-311 

a 


8305310085 

50-244 

P 


8305170490* 

50-354 

0 


0305310125 

50-244 

P 



580 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Rocht9t«ri UjiIv Qpf 
RacklAnd CountyF NY 


Rockwvll lnt«rnat lanAl Corp 

Rotiiy MoMntali^ En«r|}V 

Rol^ J«n4cn & AstoclatfSj Inc 

Rcndout At«ociat«i 
Rcptt S( 0rai| 


Roy F Ndctonf Inc 

Runklti J D 

Rutkin Hjncifaetur Ing Co 

Rysi NH 

Sacrananto Municipal ITtltity District 


8af« EnarfiV Coalition 
Bafe Enar^y for Ncu Havan 


Safety Light Corp 
5a{i Mar bar I MY 

Sal aval H E t rntarvanoT 
8a 1 i sbirr Vi HA 


San Dltga i7as Sc Electric Co 
Ban Frenciaco Examiner 

Sandia Laitorator las 


Sargent L Lundyi Inc< 


ACCESSION 
NUHG ER 


63053101334 
B30531O21Q 
a 3 0531 ossa 
83050603004 
8303160424 

B30S190424 

9305240535 

830-5240535 

8305270566 

e3'05tS0404» 

8305310219 
a3053ioa20» 
8305250171 
030 S 2603 64 
0305120517* 

8305130352 

0305040300 

0305040300 

0305040316 

B3050403I6 

8305040533 
8305310147 
8305170116 
Q305060S32 
8305 1301 13 

8305250331 

8305020393 

8305020384 

8305020415 

6305020483 

6305030287 

8305030290* 

8305030551 

0305030561* 

8305060415 

0305060419 

B30506D421* 

8305060429 

8305100099 

0305100229 

8305100296 

8305100330 

0305100344 

8305100381 

8305120073 

8305130099 

8305130105 

8305130160 

0305,1 30 W 

8305130219 

0305130231* 
8305230456 
Q 305230583 
8305240336 
830SS700ao 

8305270432 

0305310171 

6305230229 

8305030508 

B305030516» 

8305190057# 

8303180459* 

8305180461* 

6305180288 

8305090501 

0305090501 
830 5090502* 
8305070502* 
8305120178 
8305160192 

8309050432 

0309060675 

3309110491 

8305110926 

83091S0996 

0305170122 

0305170132 

0309170135 

8309100688* 

8305310209 

8305310210 

8309090467 

8309090469* 

0309120074* 

8305190302* 


SUBJECT 

CATEGORY 


90-244 P 
50-244 F 
50-244 P 
40-672 
50-247 0 

50-247 0 

50-247 O 
50-247 0 

50-247 G 
50-410 S 

70-25 

70- 25 
40-8697 
40-8380 
CONTRACT 

30-443 0 

50-443 0 

50-443 G 
50-443 0 

50-443 0 

50-309 0 

50-443 0 

40-6500 
50-400 0 

50-400 S 

50-443 H 
50-312 P 
50-312 P 
50-312 P 
50-312 Q 

50-312 8 

50-312 S 
50-312 8 

50-312 8 

90-312 P 

50-312 P 
50-312 P 
50-312 P 
50-312 F 
50-312 P 

90-312 P 
50-312 P 
90-312 P 
50-312 0 

TOPREP 

50-312 G 
90-312 S 
50-312 8 

50-312 3 

50-312 3 

50-312 S 
50-312 0 

90-312 P 
50-312 R 
50-312 0 

TOPBEP 
90-312 P 
FOIA 

50-454 T 
50-494 T 

XPDRTLIC 
90-322 H 
50-322 H 
50-482 0 

90-443 0 

50-443 G 
50-443 0 

50-443 G 
50-206 M 
50-312 0 

NUREO 
MURES 
MUREG 
NUREO 
50-537 0 

NUREG 

NUflEG 

NUREG 

71- 9190 
Nt/REG 

MUR EG 
TOPREP 
TOPREP 
50-398 0 

90-373 P 


AUTHOR 

AFFILIATION 


Saitafra* Audubon Saclaty 
Schu/elbi Donnanfald; Gray 6 Bllbart 
Sciatica AppI lcation«« Inc 


Stabrooki ffrl 


Stacoait Anti-Pol lution Ltagut 


Stnata 


Sanatti EnvlronAant fc Public Works 
Sanattf Judiciary CoAmlttaa 
Sanfible Hatna Power 


Shawi Plttfflini Potts It Trowbridge 


ACCESSION 

NUMBER 


83031 190302* 
B305 190302* 
830S 190303* 
8309190303* 
0309190303* 

8309190357* 

8309200301* 

8309200681* 

8305200688* 

8309290004* 

8305270501* 

8305060236 

8309100330 

8309180369 

8309120960* 

8309230012* 
8206100204 
8206100210* 
8207060498* 
620? 150291* 

8209200375* 

8303080182 

8303080187* 

8303080194 

8303060202* 

8303080207 

8303080219* 

8309170122 

6309200110* 

8305270092* 

8309020429 

8309020425 

8309020429* 

8309020429* 

8309180364 

8309190199 
83091 10601* 
83091801 16* 
8309180123* 
0309310239* 

8309110904* 

8309230406* 

8309160099 

8309190299 

8309240403 

8309240493 

8309020438 

8305020470 

B:|05p30467 

8305036991 

8309040307 

8309040307 

8305040906 

6305040506 

8305090431 

8305090470 

8305090537 

8309100283 

B305100310 

8309100357 

8309110266 

8309120292 

8305120391 

8305100092 

8305130099 

8309130137 

8309130162 

8305160012 

8305170291 

8309170450 

8309170497 

8309180277 

8309180429 

8305190249 

8309200630 

8309240287 

8309240313 

8309240486 

8309240919 

8309240990 

8309290202 

8309290209 

8305290208* 

8309250829* 

8309250294 


SUBJECT 

CATCGORV 

90-373 

P 

50-373 

P 

90-373 

P 

50-373 

P 

90-373 

P 

50-373 

P 

50-237 

9 

50-373 

P 

50-373 

P 

50-295 

P 

90-454 

PR 

PR 

PR 

CONTRACT 

ADVCH 

RC8 

RES 

0 

90-321 

P 

50-250 

0 

90-313 

RES 

RES 

RE0 

RES 

RES 

RES 

wrco 

P 

90-277 

0 

90-271 

0 

90-443 

0 

90-443 

0 

90-443 

0 

90-443 

PR 

g 

90-443 

0 

COHMieSJOH 

FOXA 

FOIA 

90-309 

H 

coHMieeiOH 

COHMIBeiON 

90-309 

0 

90-309 

0 

50-309 

0 

90-309 

0 

90-266 

0 

90-440 

0 

50-483 

0 

50-289 

G 

50-440 

0 

90-440 

0 

90-440 

T 

90-440 

T 

90-289 

0 

90-261 

0 

90-398 

r 

90-289 

G 

90-289 

9 

90-289 

g 

50-483 

g 

90-289 

g 

90-482 

9 

90-261 

9 

50-312 

9 

90-261 

0 

90-261 

9 

90-289 

9 

90-266 

9 

90-400 

9 

90-400 

0 

90-289 

9 

90-382 

Q 

50-483 

9 

50-400 

9 

90-28? 

0 

90-482 

9 

90-289 

9 

90-440 

9 

90-400 

9 

90-209 

0 

90-403 

9 

90-28? 

9 

90-28? 

9 

90-403 

9 



CORPORATE SOURCE INDEX 


681 


AUTHOR 

AFFILIATION 


Shvltfrr I-«landfNY 
SAoTitian Oppunantf Coalition 

Qlorra Club 


Sinjifoni 0 H 
Blnelaln H 


Sinnltiippi Allianco for th* 
<8AFE) 


S««n 8uiln««t Adffllnl itratlon 
8n«n U Mtlmor 


fiovtii Carolina Elactric Cat 


Environmant 


Go. 


ACCESSION 

KIUNBER 


B30Sa!>0297» 

8309250300* 

0309250346* 

83D9250351« 

8309250350* 

830929035?» 

0309290333* 

8309290308* 

0309290401* 

8309290403* 

03092904 12* 
83092904i<7» 
B30929Q440* 
8309290444* 
8309250440* 

8309290491* 

8309290461* 

0309290463* 

8309290474* 

0309290477* 

0305290406* 

0309290470* 

0309290502* 

0309290906* 

0309290919* 

0309290921* 

0309290924* 

0309250940* 

0309290942* 

0309290953* 

0309290997* 

0309290999* 

0309290962* 

0309290503* 

0305290904* 

0305260164 

0309260160 

0309310170 

0309100367* 

0309130072 

8309030902 

0309100390 

8309120271 

0309160149 

6309160181 

6309170221 

8309240993 

0309230220 

0309040449 

03(f529O2i9 

0309290219 

0309260169 

0309260169 

0309100206 

0309170969* 

8309170972* 

6309170972* 

6309170976* 

6309170901* 

0309170501* 

0309170900* 

0309170990* 

0309170990* 

0309170973* 

0309170993* 

0309200222 

B3O92O0134* 

0309030994 

0309240462 

6309310219 

0309030627 

6309030637* 

0309090057 

6309090061* 

8309090233 

0305090237* 

8309090317* 

8309090321* 

0309060619 

8309100009 

0309100091* 

0309100301 

0309160378 

0309180442 


SUBJECT 

CATEODRY 


90-403 

0 

90-483 

0 

30-483 

G 

90-483 

0 

90-483 

G 

90-403 

0 

90-403 

0 

30-403 

0 

90-403 

0 

90-483 

0 

30-4Q3 

c 

90-483 

G 

80-403 

0 

80-483 

0 

90-403 

0 

50-403 

G 

50-403 

0 

50-403 

G 

50-403 

0 

50-403 

0 

50-483 

0 

80-403 

G 

30-4S3 

Q 

90-483 

0 

90-483 

G 

90-403 

0 

50-403 

0 

90-403 

0 

30-483 

0 

90-403 

0 

90-403 

G 

90-403 

0 

90-403 

G 

30-403 

0 

90-483 

0 

90-403 

0 

90-403 

G 

50-403 

0 

90-322 

H 

90-322 

Q 

90-937 

0 

30-937 

G 

90-937 

0 

90-937 

G 

90-937 

0 

90-937 

G 

90-937 

0 

FOIA 

90-327 

0 

90-327 

G 

90-327 

G 

90-329 

G 

90-327 

0 

90-494 

0 

90-454 

0 

90-494 

0 

90-494 

0 

80-454 

0 

90-454 

0 

90-454 

0 

90-454 

0 

90-454 

Q 

90-454 

0 

90-454 

0 

90-494 

0 

PR 

CONTRACT 

50-529 

0 

90-929 

0 

50-92B 

0 

50-399 

0 

50-399 

8 

50-399 

8 

50-399 

8 

50-399 

8 

50-399 

a 

90-399 

F 

90-399 

F 

90-379 

P 

90-379 

8 

90-379 

a 

90-379 

p 

90-399 

F 

90-399 

P 


AUTHOR 

AFFILIATION 


South CarAlinftj State of 


Southarn California Edi«.Dn Co 


Stiutholifr NV 
0Duthw*<t X-Rag 


Gplag*! It KcOlormlif 

8t Lotfla Unlv » 8t Loiili* MO 

Stamlrlffi B 


Stanifardi t *d Nuclear Unit Pouar Plant 
ByatoA 


ACCESSION 

NUMBER 


8305160465 

8303200311 

0305200392* 

8305200510 

8305200513 

8305200915* 

0305200626 

8309200633* 

0309250349 

8305250492 

8309270422* 
830927044 1* 
0309060977 
8305060982* 
8305060586* 

8305060613* 

8309230420* 

8304190373* 

B309020427 

8309030396 

B309030397* 

8309030360 

B309030432 

8309060440 

830906049D* 

8309060467 

8309060909 

03OSO6O514* 

03OSO9O27B 

8305100377 

B305120166 

0305120187 

B3091600U 

0309160014* 

8309160047 

0305160051* 

8305160059 

830-5160059 

0305160067* 

8305160101* 

8305160110 
8305160119* 
8305160120 
8305 1601 29 » 
0305170270 

8309170278 

0305170471 

8305170471 

8309190020 

8305190020 

8305190175 

8305190179 

8305190212 

0309190212 

0305190292 

0305190292 

0305240190 

0309240490 

0305240498 

0309240901 

8305240907 

8305250912 

8303270I3J 

8309270197 

0305270243 

8309270321 
B30S2704 08 
8305190039 
B309020061 
8303040671 

0309040679* 
6309100339 
03090901 17* 
83091701171 
8309190216 

0309260166 

8309020073 

0305040430 

0309110014 

6309110014 

B309U0014 

8309110047 

0309110047 

8309110047 


SUBJECT 

CATEOORY 


50-399 0 

90-379 0 

90-379 Q 
90-379 S 
50-393 E 

90-399 8 

90-399 S 
90-399 8 

90-393 S 
90-399 P 

90-399 Q 
90-399 G 
90-23B R 
90-238 R 
90-239 R 

90-230 R 
COMMISSION 
90-361 R 
90-206 P 
90-361 S 

90-361 a 

50-361 8 

90-361 8 

90-362 e 

50-362 8 

90-361 8 

90-361 8 

90-361 8 

50-361 Q 
90-206 P 

90-206 P 
90-206 P 
90-361 S 
90-361 S 
90-362 8 

50-362 8 

50-361 S 
50-361 S 
50-361 8 

50-361 6 

50-362 8 

50-362 S 
50-362 8 

9Q-362 8 

50-361 8 

50-361 fi 
50-361 F 
50-361 F 
50-361 P 
90-361 P 

90-361 <J 
90-361 0 

90-361 0 

50-361 0 

90-361 Q 

50-361 0 

30-206 F 
50-361 P 
80-361 P 
80-206 P 

80-206 P 
50-206 P 
93-361 8 

90-362 S 
50-361 S 

50-361 S 
50-361 8 

90-322 H 
71-6717 
71-478 

71-478 
PKOg 
CONTRACT 
Wi/REO 
50-329 0 

90-329 0 

90-482 8 

90-402 S 
90-402 A 
80-402 A 

50-402 A 
90-402 E 
90-402 E 
30-402 E 



582 


CORPORATE SOURCE INDEX 


AUTHOR 

ACcesdtoM 

SUBJECT 


AUTHOR 

ACCESSION 

8l;B^lECT 


AFFILMTIOM 

NUMBEFl 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 


8305130007 

50-482 

A 

Teltd'gne Engineering Services 

0305030262# 

50-275 

R 


8305130007 

50''482 

A 


0305050299 

50-275 

R 


8305130007 

50-402 

A 


8305050303# 

50-275 

R 


6305160393 

50-402 

E 


0305100225# 

50-322 

Q 


6305310175 

50-482 

A 


8305180395 

50-275 

R 

Statsi t)»pt Of 

B305 130273 

XPORTLIC 



8305100403# 

50-275 

R 

Oflpt of* Burfau of Qce«n« & Inti 

8305060667 

XPORTLIC 



6305200356 

50-275 

R 

Environ & Sclofitlfic Affalri 





0305200364# 

50-275 

R 

St#lnb«r9r Oroonttfln* Oorolicic* Price tt 

8305230203 

FOIA 



0305240342 

50-322 

A 

Livtton 





8305270001 

50-322 

A 

Stone & Ucbster Engineering Corp 

8305030271 

50-275 

R 





83OS0302e2tt 

50-275 

R 


8305270119# 

50-245 

P 




0305270296 

50-275 

P 


8305030461 

PR 



8305270305# 

50-275 

P 


8305050069 

50-423 

K 


8305270317 

50-275 

P 


8305100173 

50-275 

R 

Ttledgne Hah Chang Albany 

0305070014 

XPORTLIC 



0305 100179# 

50-275 

R 



XP0RT1_IC 



8305 100185# 

50-275 

R 


0305090114 




Tennessee Valleg Autharitg 

8304190499 

50-327 

a 


8305120203 

50-275 

R 

8304190537# 

50-327 

B 


8305120211# 

50-275 

R 


8305030041 

50 -3W 

A 


8305120216# 

50-275 

n 


8305030041 

50-390 

A 


6305170511 

50-275 

R 



50-390 



6305170517# 

50-275 

R 


8305030072 

B 






8305030072 

50-390 

B 


6305180377 

50-275 

R 


6305030082 

50-390 

8 


8305(80383 

PR 



83O503OOB2 

50-390 

8 


8305160454 

PR 



8305030121 

50-390 

A 


8305160463# 

50-358 

F 






0303230213 

50-275 

R 


0305030121 

50-390 

A 






6305030176 

50-327 

s 


8305230221# 

50-275 

R 


6305030 IBS# 

50-327 

s 


8305230556 

50-275 

R 


6305030252 

50-430 

a 


0305230559# 

50-275 

R 


6305030352 

50-430 

B 


0305230701# 

50-4 1 0 

A 






8305250406 

PR 



8305030266 

50-296 

8 






0305030272# 

50-296 

e 


8305250466 

50-275 

R 


0305030370 

50-436 

e 


0305250467# 

50-275 

R 


0305030370 

50-430 

a 


8305270003 

PR 



0305030434 

50-390 

A 


6305310186 

50-275 

R 



50-390 



8305310191# 

50-275 

R 


8305030434 

A 






8305030501 

50-259 

fi 

Stone tr Hebsfceri Inc 

8305030538 

50-275 

R 


8305030543 

50-390 

E 


0303030545# 

50-275 

R 


6305030543 

50-390 

£ 


8305240223 

50-329 

A 


8305030550 

50-436 

A 

Storr» J F. 

0305230603# 

50-410 

A 



50-327 


Strueturel Dgnamlce ftetear-ch Corp 

0303240487# 

50-313 

P 


8305030569 

B 





0305030570 

50-390 

B 


0303240495# 

50-313 

P 


8305030570 

go-390 

B 

Structural Mechanics Associates 

8305170544# 

50-329 

A 


8305030579# 

50-327 

B 

Suffolk Countv* NV 

0305050001 

50-322 

0 


8305030606 

50-390 

A 


8305030005# 

50-322 

0 






8305030007 

50-322 

0 


8305030606 

50-390 

A 






8305030625 

50-259 

0 


0305060518 

50-322 

0 


8305030631# 

50-239 

6 


8305090136# 

03O’5iOOl57 

5Q-322 

50-322 

0 

0 


630^5990253 

8305040253 

50-390 

50-390 

A 

A 


8305100239# 

50-322 

0 






6305120297 

50-322 

0 


8305040511 

50-259 

P 






8305040511 

50-259 

P 


6305120300# 

50-322 

0 


0305040511 

50-259 

P 


6305120329 

50-322 

0 


8305040517# 

50-259 

P 


8305120332# 

50-322 

0 


0305040517# 

50-259 

P 


6305130069 

50-322 

0 






6305240548 

50-322 

0 


8305040517# 

50-259 

F 






8305040633# 

50-259 

F 


6305310063 

50-322 

0 


0305040655# 

50-259 

F 

Sugarnanj FI J 

630S310013 

50-352 

0 


8305050047 

50-390 

B 

Sunflamt Appllfncesi Ltd 

8305180471# 

40-215 



6305050047 

50-390 

6 


6305180476# 

40-213 






Sunflower Alliance 

6305040325 

50-440 

0 


B30S050067 

50-390 

B 






8305050067 

50-390 

8 


6305040325 

50-440 

0 


8305050078 

50-390 

8 


8305040487 

50-440 

0 


8305050078 

50-390 

a 


8305040467 

50-440 

0 


8305050120 

50-436 

B 


630S040S4G 

50-440 

0 






8305040546 

50-440 

0 


8305050120 

50-436 

8 






6305050122 

50-436 

0 


8305100294 

50-440 

0 


8305050122 

50-436 

8 


6305100294 

50-440 

0 


8305050123 

50-327 

8 


8305100367 

50-440 

0 


0305050128* 

50-327 

0 


6305100367 

50-440 

0 





Sweden 

8305060052 

XPORTLIC 



0305050152 

50-329 

8 






6305050152 

50-329 

8 


8305180016 

XPORTHC 



8305050152 

50-329 

a 


6305260060 

XPORTHC 



0305050152 

50-329 

8 

Svncor Intcrnati anal 

6305060S94 

PR 



8305050152 

50-329 

8 

TERA Corp 

8304220515 

50-329 

A 






6305200553 

50-329 

A 


8305050152 

50-329 

8 






0305050163 

50-327 

B 


6305200553 

50-329 

A 


6305050100 

50-390 

B 


8305200567# 

50-329 

A 


0305050186 

50-390 

8 


0305200567# 

50-329 

A 


0305050108 

50-390 

B 


6305200575# 

50-329 

A 






8305310196 

50-329 

R 


8305050108 

50-390 

G 






6305050100 

50-390 

B 


83053101 96 

50-329 

R 


6305050206# 

50-327 

8 


6305310203# 

50-329 

R 


0305050211 

50-326 

8 


6305310203# 

50-329 

R 


0305050217* 

50-320 

8 



CORPORATE SOURCE INDEX 


683 


AUTHOR 

AFFILIATION 


ACCEB810N 

NUMOeft 


030^090218 
830909022A* 
830903023a 
8309090232 
83090 9023 B 

8309M02A3 

8309050243 

B309090249* 

a30S0902£& 

QaOS030272« 

830»1000ia 

B3051000I4» 

8309100031 

8309100036* 

8309100081 

830910QOB3* 
8309100101 
8309100101 
8309100107 
83091001 13« 

83091001S9 

8308100193* 

8309100234 

G309100234 

8308100234 

8309100240 

8309100240 

8309100289 

8303100292* 

8309100388 

8309100369* 

0309110292 

0309110304 

8303110304 

8303110317 

8309110319 

8309110319 

8303110319 

8303110319 

8303110329 

83CS1 10329* 

8309110399 

8303110367* 

8303110373 

8309110382* 

8309110406 

8309110406 

8309110409 

8309110419* 

83'OVUO430 

8309110441 
83091 1044B 
8309110449* 
8309110503 
8309130003 

83091300S0 

8309130029 

8305130029 

0309130041 

0309130089 

03091300 09 

0303130091* 

0303130131 

0309130133 

0309130133 

0309130141* 

0309130147 

0303130147 

0303130134 

0303130134 

0303130217 

8309130217 

0303170030 

0303170034* 

3309170145 

0309170145 

0305170237 

0303170240* 

0309170203 

0309170208 

830917029? 

830917029? 

9309170330 

9305170340* 

8305200107 


SUBJECT 

CAT80QRV 

50-‘329 S 
90^328 8 
90-390 a 
90-390 8 
30-260 0 

30-3?0 0 
30-390 6 
90-260 5 
90-29? 3 
90-29? 3 

30-29? 3 
30-299 3 
90-260 0 
50-260 0 
90-299 S 

30-239 0 
30-327 F 
30-327 F 
90-296 9 
30-296 S 

50-318 A 
90-918 A 
90-239 F 
90-23? F 
90-239 F 

90-430 A 
90-430 A 
50-260 B 
90-260 0 
90-430 A 

90-430 A 
90-43? S 
90-430 fi 
90-430 0 
9O-3?0 S 

90-390 a 
90-390 8 
90-390 S 
90-390 S 
90-327 8 

90-327 9 
90-29? 8 
90-29? 8 
90-327 S 
50-327 S 

90-430 S 
90-430 a 
90-320 0 
30-328 8 
90-937 0 

SO-43? S 
50-937 Q 
90-337 0 
30-391 S 
30-299 P 

50-390 E 
50-327 P 
50-327 P 
50-327 F 
50-29? a 

50-43? 8 
90-299 8 
00-260 8 
80-390 8 
90-390 8 

90-260 B 
90-438 S 
30-438 8 
30-438 8 
90-438 8 

90-390 8 
90-390 8 
90-296 8 
90-296 8 
90-327 P 

90-327 P 
90-366 A 
90-966 A 
90-390 8 
90-390 S 

90-390 8 
90-390 S 
90-260 0 

90-260 a 

50-438 8 


ACC CSS 10 M 

SUBJECT 


NUHBER 

category 

B3052001B7 

S0-43B 

8 

0309200274 

30-390 

S 

0309200274 

90-390 

8 

030 5200 273 

90-390 

B 

8309200279 

90-390 

S 

B30320028B 

30-260 

0 

0305200300* 

30-260 

9 

B305200325 

30-390 

A 

8309200333 

50-390 

A 

03O9SOO343 

30-390 

3 

9303200343 

50-390 

8 

8303200397 

30-390 

8 

9303200420 

50-260 

0 

8303200426* 

50-260 

B 

8303200427 

90-327 

S 

8305200433* 

90-327 

6 

03052003 1 9 

30-430 

8 

830920051? 

30-438 

3 

830520096? 

90-43^ 

B 

0305200977 

50-327 

3 

0309200981* 

30-327 

a 

0308230433 

50-390 

a 

8309230433 

50-390 

a 

8305230447 

50-390 

B 

8303230447 

50-390 

0 

B3092304B2 

90-390 

& 

8305230482 

50-390 

0 

0309230530 

30-327 

0 

8305230336* 

50-327 

9 

8303230343 

50-430 

8 

8309230949 

50-438 

8 

8309230531 

90-438 

a 

8309230951 

50-438 

0 

8309230969 

50-430 

8 

8305230969 

90-438 

s 

8309230969 

50-390 

$ 

8309230969 

50-390 

3 

0309230975 

90-390 

8 

8309240333 

30-327 

H 

8309240383 

30-327 

n 

8309240394 

30-327 

p 

8309290342 

30-320 

s 

8309290357 

30-260 

9 

8305290380 

50-328 

B 

8303250400 

90-328 

a 

8309290402 

50-25? 

8 

8309290431 

90-390 

s 

8309290421 

90-390 

8 

0509^90439 

90-390 

A 

8309250429 

90-390 

A 

8303290433 

90-320 

B 

8309290439 

30-390 

S 

8309290473 

90-25? 

P 

8305290473 

30-299 

P 

B30929030B 

30-296 

8 

8303290926 

30-327 

B 

8309290532 

30-327 

8 

8309860307 

30-327 

S 

B3052700S1 

30-23? 

P 

B 309270030 

30-23? 

P 

8303570133 

50-390 

Q 

8305270171 

30-25? 

Q 

0309870177 

90-259 

0 

8303270206* 

90-25? 

0 

8309270206* 

90-259 

Q 

8305270206* 

90-259 

Q 

0309270233* 

30-390 

0 

8309270233* 

30-390 

Q 

8303270395* 

30-259 

Q 

8303270386* 

30-438 

Q 

8303270967* 

30-390 

Q 

8305270992* 

30-430 

Q 

8305270992* 

30-438 

0 

8303270997* 

30-438 

Q 

8305270600* 

30-438 

0 

8305270632* 

90-259 

Q 

8305270660* 

90-259 

Q 

930327066t>* 

90-25? 

<0 

8303270660* 

90-259 

Q 

030931003? 

90-370 

e 

0309310093 

30-327 

P 

8309310093 

30-327 

P 

8303310034 

30-296 

0 

8303310057* 

30-327 

P 

0305310097* 

30-327 

P 



584 


CORPORATE SOURCE INDEX 



AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 




8303310077 

50-327 

a 


0303130205# 

50-346 

8 




8303310138 

50-430 

S 


8305170162 

50-346 

B 




9305310138 

30-430 

s 


8305170171# 

50-346 

B 




8305310167 

50-327 

F 


0305170201 

50-346 

B 




8305310172 

50-390 

9 


830517020S# 

30-346 

S 




8305310189 

50-327 

P 


8305170462 

50-346 

P 




8303310193 

50-430 

9 


8305180411 

30-346 

P 




e3033l0£93 

50-430 

8 


8305190149 

30-346 

R 




8305310214 

50-438 

S 


0305190134# 

50-346 

R 




8303310214 

50-430 

8 


8305200337* 

50-346 

0 

Trton 

Exploration Drilling 

Co 1 Inc 

8305130281 

40-0728 



8305200314# 

50-346 

Q 

T»x4-i 

AtiH Unlv r College Station^ TX 

83 05050252 

50-120 

P 


G305S00320# 

50-346 

Q 




8303050257# 

50-128 

P 


8305200327# 

50-346 

Q 




8305090073# 

50-120 

0 


0303200392 

30-346 

P 




8305090386# 

50-445 

0 


8305230716 

50-346 

P 




8303180626 

71-5607 



8303240072# 

50-346 

a 




8303230697 

71-5607 



8303240219 

50-346 

0 




8305230520 

50-120 

R 


0303240251 

50-346 

F 

Ttxai 

Instrument)* Inc 


8305230600# 

50-410 

A 


8305240341 

90-346 

B 

Tfxai 

UtLlltles Oencrating 

Co 

8305950010 

50-445 

0 


830524035 1 

50-346 

P 




0303090507 

50-445 

T 


0305240423 

50-346 

P 




8305090507 

50-445 

T 


0305260241 

30-346 

P 




8305090513# 

50-445 

T 


8305260245# 

50-346 

P 




8305090513# 

30-445 

T 


0305260240# 

50-346 

P 




8305090517# 

50-445 

T 


8305260293 

30-346 

8 




9305090517# 

50-445 

T 


0305260303 

30-346 

Q 




8305090521# 

50-445 

T 


8305310030 

50-346 

B 




8303090321# 

50-445 

T 

Torrey Pines Technology 

0305020367 

50-3 5B 

A 




8303090523# 

30-445 

T 


0305020368# 

50-398 

A 




8305090325# 

50-445 

T 


8305020432 

30-398 

A 




830S090530# 

50-445 

T 

Trensnvtlear* Itic 

8305130301 

XPORTLIC 





0305090530# 

50-445 

T 


0305180031 

XPORTLIC 





0305090726# 

50-445 

A 


8305190432 

XPDRTLIC 





8305100267 

50-445 

0 


0305230107 

71-9019 





0305 100267 

50-445 

0 


83032301 18# 

71-9019 





8305100270 

50-445 

G 


8305230125# 

71-9019 





0305100270 

50-445 

0 


8305260097 

XPDRTUrC 





6305100293 

30-445 

0 

Trensportetioni Oept of 

8305230234# 

FOIA 





8305100295 

50-445 

Q 

Trie! Leuyers for Public Justice 

0305180792# 

CONTRACT 





0305100321 

30-445 

0 

Twc/neyi Letha/n It Shte 

83051 00201 

50-322 

0 




8305100321 

30-445 

Q 


03O51BO449 

PR 





0305130260 

30-445 

0 

ua Ecology* Inc Ifornerly Nuclear 

8305030517 

27-39 





8305130260 

30-445 

0 

Engineering ) 







8305160138 

50-445 

K 


8305110134 

27-49 





6305160138 

50-445 

K 


0305110155 

27-49 








Underurltera Laboratory 

0303090050# 

CONTRACT 





0305160141# 

50-445 

K 








6305160141# 

50-445 

K 

Uniformed Services Unlv of the Health 

0305270035* 

SO-320 

P 




8305170029 

70-2932 


9e lance* 







0305190002 

70-2932 


Union 76 Minerals Exploration Co 

B3qjS0igQ3B9 

40-0.984 





6305200298 

30-445 

S 

Union Carbide Carp 

0303020021 

XPORTLIC 









8305060349 

RES 





8305200298 

50-445 

8 


0305130346 

ACRB 





8305300419# 

50-445 

Q 








0305200674# 

30-445 

0 


8305170504# 

50-94 

<1 


IftlUtias Servtcesi 1 

nc 

0305100125 

30-445 

A 


0309170508# 

50-94 

0 




0305100130 

30-445 

R 


8305180334 

PR 









8309260386 

40-299 





8305100135# 

30-445 

R 


8309260395 

40-299 





0305310151 

30-445 

A 






State of 


0305090510# 

30-445 

T 


0309260399# 

40-299 


T« f(i8r 

Unlv of 


8305100005 

30-192 

P 

Union Electric Co 

8303240307 

50-483 

A 

Thrt» 

Mite Jeland Alert 


8305100212 

30-209 

0 


0303240311# 

50-483 

A 








8304150394 

30-482 

S 




6305180369 

PR 



8305030263* 

50-483 

a 




6305200669 

50-20? 

0 








0305240444 

50-209 

0 


8305030467 

50-483 

0 




6305240449 

50-289 

0 


B305060293* 

50-483 

a 

Toltdo 

> Ed if on Co 


8305040305 

50-346 

p 


8305170136* 

50-403 

Q 








83051 701 SB* 

50-403 

a 




8305040472 

30-346 

p 


8305170227* 

50-403 

Q 




8305040480# 

50.-346 

p 








B3O504O49I 

50-346 

p 


0305190249 

50-483 

O 




8305040497# 

50-346 

p 


8305200518# 

50-483 

a 




G305040503# 

SC -346 

p 


9305290205 

50-483 









8303250294 

50-403 

o 




8305060395 

50-346 

p 


0305250297* 

50-403 

o 




6305060519 

30-346 

0 








8305060523# 

30-346 

Q 


0303250300# 

30-403 

0 




8305060601# 

30-346 

F 


8305230304* 

30-403 

G> 




8305060608# 

50-346 

F 


0303250341# 

50-483 

O 








0303290346# 

30-403 

0 




6305060699# 

30-346 

F 


8305230351* 

50-483 

0 




8305060702# 

30-346 

F 








6305110385 

30-346 

P 


8305250354# 

50-433 

0- 




6305110437 

50-346 

P 


8303250356# 

50-403 

0 




6305130032 

50-346 

P 


0303250358# 

50-483 

0 








8303250359# 

50-403 

o 




6305130093 

50-346 

8 


8305230360# 

50-403 

0 




8305130095# 

30-346 

8 








0305130190 

50-346 

S 


8305250363# 

50-483 

o 




8305130195# 

30-346 

8 


8305250372# 

50-483 

0 




B30S130201# 

50-346 

S 


0305250383# 

50-483 

9 



CORPORATE SOURCE INDEX 


685 


AUTHOR 

APFILIATION 


Union of Concornod 8clontl«t« 


Unlttd Englnoort Con»tructor»i 
(lUbf. of Rogbhoon Co. > 

Unlitd NucUan Corp 


Uranium RaooUT'ctOt Inc 
Utah/ Univ. of 


ACCESSION 

NUMBER 

SUBJECT 

categorv 

8305230380* 

90-483 

G 

9305230374* 

90-^403 

G 

0303250401* 

50-483 

0 

8305290403* 

90-403 

0 

8305230400* 

90-483 

0 

0305250412* 

90-483 

o 

0309290419* 

90-483 

o 

8309250424* 

30-403 

0 

0303230428* 

50-403 

0 

B3092S043S* 

90-403 

0 

8305250436* 

50-483 

0 

8309230440* 

50-483 

0 

0305290444* 

90-403 

o 

0305290440* 

90-403 

0 

0309290451* 

50-403 

0 

8309250450* 

90-483 

0 

0309250461* 

50-403 

0 

0309290463* 

90-403 

0 

8305250460* 

50-403 

Q 

0305250474* 

50-403 

0 

8305290477* 

50-403 

0 

0305230482* 

50-493 

0 

8305250486* 

90-483 

0 

8305290490* 

90-403 

Q 

8305290496* 

90-403 

0 

8305290502* 

50-403 

Q 

8305290506* 

30-483 

Q 

8305250911* 

50-483 

0 

8305290519* 

90-483 

0 

8305290921* 

90-483 

0 

8309290524* 

90-403 

0 

8309290931* 

90-403 

0 

8309290936* 

90-483 

o 

8309290540* 

90-483 

Q 

8309250542* 

90-483 

0 

8309250944* 

90 "403 

0 

0309290948* 

90-403 

0 

B30925095S* 

50-403 

0 

0309250953* 

90-483 

0 

0309250997* 

90-483 

0 

030925055?* 

90-403 

0 

0309250968* 

90-483 

0 

8309250966* 

90-483 

G 

0309250573* 

90-483 

0 

8309250576* 

90-483 

G 

0309250590* 

90-4B3 

Q 

8309290983* 

90-483 

0 

8309290984* 

90-483 

0 

Q30989O9B7* 

90-483 

0 

0309290987* 

90-483 

G 

0309260164 

90-483 

G 

8309260168 

90-483 

0 

8305260173* 

90-483 

0 

8309030608 

90-847 

0 

0309030608 

90-847 

0 

8309030617* 

90-247 

0 

8305030617* 

90-247 

0 

03O9O3O6S7* 

90-247 

0 

8309030629* 

30-247 

0 

8309030641* 

90-247 

0 

8309030641* 

90-247 

0 

8309030646* 

90-247 

0 

8309030646* 

30-247 

0 

8309030692* 

90-247 

0 

0309060382 

PR 


8309100204 

50-247 

0 

8309160073 

50-289 

0 

8309180396 

PR 


8309230009 

FOIA 


0309230243 

FOIA 


830924024? 

30-245 

p 

03O924D93B 

90-247 

0 

03O924O53B 

50-247 

0 

0309240942* 

50-247 

0 

8305240942* 

50-247 

0 

8309200495 

50-443 

8 

0309200177 

70-37 1 


8305250978* 

70-37 1 


8309290582* 

70-371 


8305250906* 

70-371 


8305260371 

70-820 


8305160220 

40-8786 


8305170349 

50-407 

p 

0309170360* 

50-407 

p 


AUTHOR 

AFFILIATION 


Utllitg Worker* Union of Amarica 
Ver/flont Vankee Nuclear Pbu>er Corp 


Vat; Admin Heap Omaha ■ NE 
Virginia Electric 1 Power Co 


ACCESSION SUBJECT 

NOM0ER CATEOanV 


0305190369# 30-407 P 
03051903801* 30-407 P 


B303340434 

0305090101 

0305030100* 

8309130103 

0303170006 

□305170007* 

0309200317 

0309240193 

0309^40343 

9309290969 

9309230574* 

0309270141 

0309310212 

0305310012 

0305030190 

0305030163# 

0305030279 

a3O5O3O303e 

0309030357 
0309030364* 
0305030395 
8309030955 
030503061 1 

B30S030619# 

0305030639 

0305030640# 

B305040173 

0305040173 

0309040409 

0308040409 

0305050118 

8309050121* 

0305050126 

0305090130* 

0305050106 

0305050191* 

0305050210 

8305050219* 

0505090271 

0309090276* 

0309060061 

0305060100 

0305060203 

0309060596 

0309060596 

0309060961* 

B309060961* 

0305090139 

0309100023 
0305100029* 
0309100100 
0309100100 
03091001 11* 

0305100111* 
03051001 15 
0309100120* 
030910012?* 
0309100299 

0309100269* 

0309100319 

0309110205 

0309110208* 

0309110330 

0305110336* 

0309110493 

0309110465* 

0309120047 

0309120244 

0309120290* 

0309120306 

0309130050 

0309130090 

0309100090 

0309130090 

0305130129 

0309130130* 

0309130136* 

03O513O19B 

0309130203* 

8309130228 

0309130243* 

0309170406 

0309170412* 


30-247 O 
90-271 0 

90-271 0 

90-27 V P 
50-271 n 
50-271 n 
90-271 P 
50-271 P 

50-271 V 
90-271 P 
50-271 P 
50-271 P 
30-271 r 

90-131 P 
50-330 8 

50-330 8 

90-33? 8 

90-337 B 

90-337 8 

90-337 e 
90-330 0 

90-330 0 

90-338 U 

50-330 0 

90-339 S 
90-339 6 

50-338 P 
30-330 P 

50-330 P 
90-330 P 
50-301 0 

50-201 8 

90-200 F 

90-201 0 

50-330 0 

50-330 0 

50-339 B 
50-339 B 

90-339 Q 
90-339 8 

90-201 Q 
90-201 F 
50-339 P 

90-280 P 
90-200 P 
90-200 P 
90-280 P 
50-280 Q 

90-33? 8 

90-33? a 
90-280 P 
90-280 P 
90-280 P 

90-200 P 
90-200 0 

50-200 8 

90-200 B 
50-339 0 

50-33? 8 

S0-3B0 O 
50-330 B 
90-330 B 
50-339 8 

90-339 8 

90-33? 8 

50-339 8 

90-339 0 

50-291 P 

50-201 P ' 

90-339 P 

90-200 P 

90-200 F 

90-200 F 

90-200 F 

90-201 8 

50-201 0 

90-201 0 I 

90-200 a I 

90-280 a 

90-200 a I 

90-200 8 \ 

90-330 8 ’ 

90-330 S 1 


I 



CORPORATE SOURCE INDEX 


Bse 


AX>THQR 

ftFFlLlAllON 


VirginX^r oF, Chariottesvi 1 le< 


HSI Copp 

Waba«h Valiev Pouier Aisaclatlonp Inc 


UaU Street Journal 

iVashlfigton Public P-ower Supply System 


iVash Ingtonp State of 


V^astt Management Group, Ir>c 
Water, Waste & Land^ Inc 
We Try Hardeti Inc 

West Branch Conservation Association 


ACCESSION 

NUMDEfl 


SUBJECT 

CATEGORY 




0309180373 
8305180373 
8309 1902 L9 
8305190233 
030 5S0Q146 

83032001 63 
830S200163 
S303ZOQ279 
8503200204 e 
8305200499 

8305200499 

8303200574 

S303200383e 

0303230424 

8305230432* 

03OS23O45l<i 

8305290288 

0305290304 

0309290417 

0305280232 

0305260323 

83052*0323 

0309270143 

0305270150 

0309270220 

0305270220 

8303270248» 

0205270323 

0309270333 

0305270407* 

03092704 1*» 
0309270426* 
0305310099 
VA 0309230946 
0309270226a 

8303090300# 

8309260037# 


50-260 

50-200 

50-330 

30-339 

50-333 


50-200 P 
50-200 P 
50-339 S 
50-339 S 
30-200 P 

50-200 P 
50-33B S 
50-338 S 
30-201 8 
50-201 S 

50-201 8 
50-330 8 
50-339 B 
50-330 8 
50-200 P 

50-338 P 
50-339 P 
50-330 0 
50-339 P 
50-330 P 

50-330 P 
90-200 a 
30-333 S 
90-339 S 
50-330 a 


50-330 

50-330 

50-339 

90-396 

50-62 

CONTRACT 

CONTRACT 


West Valley Agricultural Protec t ion 

Councils jnc 


West Valley Nuclear Service* Co , Inc 


SUBJECT 

cateqor? 


63051&0032 50-5?4 

830516003s 
6305160034 
0305160034 
6309160000 


West Virginia Univ 
Westchester County Aseoclation, 

Westchester County, nV 


Inc 


Western Nuclear, Inc 
Dodge Corp ) 


(subs of Phelps 


Westlnghogse Electric Corp 


6305160086 
6309230020# 
630524061 Be 
63O52603OS 
6309240917 

6309190342 

6305240933 

6305240933 

6309240539# 

6305240539# 

6309020407 

6309020417# 

6305250175 

63041^0546 

0304100558# 

6305020075 

8309020076# 

6305020272 

8305020292# 

6305030426 

63OSO3O430# 

6305050200 

6305050200* 

8305090288# 

0305090015 

0305090202# 
8305090212 
6309100273# 
6305110377# 
6309 U 03 90# 


50-529 

50-529 

50-929 

50-929 

90-52? 

50-201 

50-201 

50-J29 

50-247 

50-247 

50-247 

90-247 

90-247 

50-247 

40-1 U2 

40-1 1 M 
40-1142 
TOPfiEP 
TOP REP 

70-498 

70-698 

90-264 

50-264 

TOPREP 


TOPREP 
TOPREP 
TOPREP 
90-369 P 
XPCWTLIC 

PROJ 

PROJ 

50-334 0 

50-334 P 
50-334 P 


0305130073 

50-546 

0 




0303130073 

50-546 

0 


B309U0427 

50-334 fl 

0303130093 

90-546 

0 


8305130303 

XPORTLIC 





8309170302 

TOP REP 

8305130098 

50-946 

0 


8305170307# 

TOPREP 

8305130244 

50-946 

G 


8309170311# 

TOPRBP 

0305130244 

50-346 

Q 




0305170306 

50-946 

A 


8305170314 

90-494 4 

0305200209 

50-546 

F 


8309170314 

50-494 4 





8305170319 

50-494 4 

0305160003 

FOIA 



8305170319 

50-494 4 

0303290362 

90-397 

G 


8305170334 

50-494 4 

8305020473 

5Q-46Q 

Q 




8305030166 

90-460 

K 


8305170334 

30-494 4 

0305030172# 

50-460 

K 


8^05170408 

50-495 r 





0305170400 

50-494 r 

8305030300 

50-397 

S 


8309170411# 

90-494 T 

8309030324 

50-397 

A 


830917041 1# 

50-434 T 

0JO5O3O489 

50-508 

S 




0305030500 

50-397 

S 


0305170522 

50-434 4 

8305030507 

50-397 

8 


8305170552 

50-434 4 





8309170554 

TOPREP 

0305040565 

TQPREP 



8305180019 

71-9070 

0305040613# 

TDPREP 



0305180262 

TOPREP 

0305050009 

50-460 

0 




0305050019 

50-460 

0 


8309180273# 

TOPREP 

8305050159 

50-397 

0 


8305200304 

PR 





830520031S# 

QA999 

e305050164« 

90-397 

0 


0309200332# 

<1A999 

0303060491 

50-308 

G 


8309200681# 

90-073 P 

0303100097 

50-308 

A 




0305100110 

50-397 

A 


8309230255 

TOPREP 

8309100246 

50-460 

K 


8305240346# 

0A999 





8309260057# 

XPORTHC 

0305100304 

50-900 

A 


8309260070 

XPORTLIC 

0305120233 

50-397 

K 


8305260330 

XPOflTLlC 

0305120236# 

50-397 

K 




8305130106 

50-397 

S 


8309270006 

TOPREP 

0305130245 

50-397 

R 


8305270012* 

TOPREP 





a3D927049«?* 

70-1 I5t 

8305160041 

30-097 

E 


8309270481 

TDPREP 

8305160049 

30-900 

8 


8309270488* 

ropREP 

0303170136 

0305170516 

30-397 

30-460 

A 

0 

Wh i ttater Corp 

8309120264# 

40-672 

0309230300 

50-305 

P 


8305120268# 

40-672 





8309120269# 

70-82 

8305230300# 

0305240465 

50-305 

50-460 

P 

o 

Wi lltami-Rdbinette U Associates, Inc. 

8305120279# 

8309090012* 

40-672 

CONTRACT 

8305310164 

50-305 

R 


8305170614* 


0309100416# 

50-237 

Q 

Wilson, R. 

CONTRACT 

0305310076 

30-460 

0 

8305170436 

50-400 4 





8303170456 

50-400 9 

8303110158 

WASTE MOT 


8305170486 

50-400 4 

0305260368 

40-229 



8305170486 

50-400 0 

0309050309* 

CONTRACT 



8305170491 


6305050035 

50-247 

0 


50-400 0 

6305200605 

90-247 

0 

Wilt, D D 

8305170491 

it 

50-400 0 


50-440 
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8005040467 

50-440 

0 





6303040540 

50-440 

0 

Hifcantln. State of 

B305040660* 

CONTRACT 


8303040348 

50-440 

0 


6305310134 

90-303 R 


6303100294 

50-440 

G 

Wright. 0 

6305110190* 

CONTRACT 


6303100294 

50-440 

0 

Wyle Laboratories 

03O5lOO349<i 

QA999 






0303100355* 

QA999 


0303100367 

50-440 

Q 





8303100367 

50-440 

0 


8303110069* 

90-373 P 


6303310031 

50-440 

H 


8305240403* 

QA999 

iJitcontln Electric Pou«r Co 

6303020436 

50-266 

0 


B30527O011* 

90-261 P 


8305030275 

50-301 

8 

WyoffliTig Mineral Corp 

6305260144 

40-8902 





Uyoffllng. State of 

0305030253 

40-8726 


6303030260)*' 

50-301 

S 





8305030376 

50-266 

a 


8305030262* 

40-B72B 


6303030382* 

50-266 

9 


8303030273* 

40-6720 


8305030323 

50-266 

F 


B305030709 

40-0728 


6303060408 

30-266 

P 


0305030711 

40-2259 






6303030713 

40-8697 


8305060406 

50-266 

P 


8303040002 

40-0904 


8303110073 

50-266 

P 


6305060222 

40-6346 


8303110075 

50-266 

P 


6305060226 

40-8300 


63051 L0181 

50-266 

P 


8303060357 

40-8714 


8305110161 

50-266 

P 


630S0606S1 

40-8697 


8305110187* 

50-266 

P 


8305130363 

40-0064 


8303110187* 

50-266 

P 


0305160203 

40-2299 


8303110201 

50-266 

P 


0303160209 

40-0502 


8303110201 

50-266 

P 


6303160211 

40-8304 


0305120408 

50-266 

Q 


8303160274 

40-8380 


8305120408 

50-266 

Q 


6305160276 

40-299 


8303130009 

50-266 

P 


0303170242 

40-6064 


8305130007 

50-266 

P 


6303200031 

40-4492 


0303130034 

50-266 

8 


8303250193 

40-0102 


0303160169 

50-266 

R 


6305230241 

40-8697 


8303160171 » 

50-266 

R 


0305260363 

40-299 


0303170144* 

30-266 

Q 


63O326D360 

40-299 


0305170252* 

50-266 

Q 


6303260399 

40-299 


8305170263* 

50-266 

Q 

Yale Univ 4 Neuj Haven. CT 

8305030646* 

90-247 0 


0305170291 

50-266 

0 

Yaniti* Atonic Electric Co 

8303030390 

90-29 8 


8305190226 

50-266 

8 


0305030397* 

50-29 8 


6305200229 

50-266 

Q 


0303050006 

50-443 F 


0303200229 

50-266 

Q 


0305050263 

SO-29 B 


0305230724 

50-266 

P 


83QS05026B* 

90-29 3 


0305240131 

50-266 

P 


8303060192 

50-29 F 


0305240331 

50-301 

8 


G3Q506O2 1 5 

50-29 F 


6305240350 

50-301 

8 


0305100220 

SO-29 P 


8305240379 

50-266 

8 


6303110010 

90-29 F 


0305240412 

50-301 

8 


8303110020* 

SO-29 F 


0305240497 

50-266 

P 


0305170459 

90-29 P 


0305240497 

50-266 

P 


0305100342 

PR 


8305270241 

50-266 

Q 


0305190164 

50-443 S 


8305270550 

50-266 

0 


6305200353 

90-443 8 


B30S270S58 

50-266 

0 


0305200353 

90-443 8 

Mlfcontln Public StrvlcB Corp 

03*0303031 4 

30-303 

Q 


8305200402 

90-443 8 


0305030600 

50-303 

P 


6303200402 

90-443 0 


B30S030602* 

50-305 

P 


0305240330 

90-29 P 


8305040009* 

50-303 

F 


6303240364 

90-29 P 


B3D5040014* 

30-305 

F 


8305230244 

30-443 3 


8305050106 

50-305 

R 


6305270019 

90-443 A 


8305100102 

50-305 

P 


9305270019 

30-443 A 


8305100114 

50-303 

P 

Yorlfcouin. NY 

6305240541 

30-247 H 


Q3051003B? 

30-305 

8 


6305240346 

30-247 0 


0305100397* 

50-305 

6 


0303240946 

50-247 0 


8303110003 

50-305 

P 


03O327OSS3 

50-247 0 


8305130250 

30-305 

R 


0303270903 

50-247 0 


8305130251* 

50-303 

R 

Z*ck Co 

0305190112* 

50-329 S 


8305170130 

30-305 

P 





8303170267 

30-305 

8 





0305170271* 

30-305 

S 





8305170323 

30-305 

9 





8305100261 

30-305 

Q 





G305S30728 

30-305 

P 





G3DS270009 

30-305 

P 





8305270198 

30-305 

a 
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in this column by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed In the Contents. 
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index entitled "Cross Reference of Enclosures to Principal 
Documents." 


REPORT 
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0383-03 

83051300e6» 

50-244 

P 

04-0640-0062 ROl 

0305030564# 

50-290 

P 

106-028-14 

03052001 10» 

50-277 

Q 

106-028-24 

03O887OO52# 

50-271 

a 

202 ROl 

0305120250# 

50-281 

p 

45307-1 

8305270011# 

50-261 

p 

46511-3 

03051 1OO09» 

50-373 

p 

71-IC2-RADMC-R1 

0305020292# 

50-266 

p 

77-1140099-01 

0305090464# 

50-302 

p 

77-1141514-00 

0305020404# 

50-329 

E 

77-U 421 62-00 

0305110443# 

50-346 

P 

0 15 1-0 ROl 

0305270501# 

50-434 

Q 8AD-401 

0206100210 

8206100210# 

RES 

8A 1-1-106-03-04 

03-154 R02 

8305030412# 

50-206 

P 

03-154 R03 

8305200412# 

50-206 

P 

0303000182 

0303080102 

RE8 

8AI -1-186-03-61 

8303000107 

0303080187# 

RE8 

8AI-1-106-O3-61 

0303000194 

03030801?^ 

RES 

SAI- 1-186-03-61 

0303080202 

8303080202# 

RES 

8AI -1-186-03-61 

030308020? 

8303000209 

RE8 

8AI -1-186-03-61 

0303080215 

8303000215# 

RE0 

SAI -1-186-03-61 

8305030025 

0305030025 

RES 


B30S060349 

0305060349 

REB 


0305110062 

03051 10062 

RES 


0305110083 

8305110083 

RE8 


8305130298 

8305130292 

RES 


0305250155 

□3052501SS 

REB 

NftC -60- 10-01-05 

0305250160 

8305250166 

RES 


0305250174 

8305250174 

RE8 


AD-442 

8305030347# 

50-333 

R 

APL-01-0i4 

8303240487# 

50-313 

P 

APL-02-013 

8303240495# 

50-313 

P 

D 14/TER -fl-7 

8303310020# 

30-333 

P TAG 44373 

BAM-1774 

0305270309# 

50-269 

P 

BNWL-2159 

0011180782# 

MISC 

NRC-1 

BWNP-20004 (6-76) R3 

8305020392# 

50-312 

P 15-1120580-03 

CEN-247(N)-NP 

8305120252# 

50-336 

P 

C08/8116R028 

0305310211 

WASTE MOT 

COK05B 00 U 0007 

8305200307# 

50-237 

8 

CPC-2A ROl 

0305240565# 

50-155 

P 

COD'003490 ROO 

8305190303# 

50-373 

P 

CR 729 RA 

8305100395# 

50-43B 

A 

OR 730 RA 

8305100302# 

50-438 

A 

CRBRP-3 V02 R05 

8305310003# 

50-537 

A 

Cr-25086A 

8305170311# 

TOPREP 


DRR-AP-OOi-DD ROO 

8305200600# 

50-373 

P 

E-350B ROl 

0305230125# 

71-9015 


EMD-043449 

0305200301# 

50-237 

B 5406-23 

E9-LPD-03-OO1 ROl 

8305230292* 

50-537 

A 

F-A58ie-1 

0305190322# 

50-307 

8 

FATE-82-114 

8301060137# 

30-309 

P 

0PC-O4-1O4 ROl 

8305060055# 

50-321 

P 0PCOO4 0104 

OPC-07-102 RA DRFT 

8305310097# 

50-366 

0 

LMSE-73 /0363«t 191/029 

8305230687# 

30-410 

A 

LM8E-76 /008 i 1 9 1 -033 

8305230661# 

50-410 

A 
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I.M8E-B2/009 16 1 91 -050 

0305230507# 

50-410 

A 


MPOP-l R06 DRFT 

0305190300# 

50-329 

Q MPOP-l 

NeDO-2401 l-A-5 ERR 

8305090497# 

TOPREP 


02NEDO57 

NEDa-2401 1-A0U-A-U3 

8305090495* 

TOPREP 


esNEDOsa 

NEDa-34S82 ROl 

8305260325* 

50-324 

P 

B1NED0078 

NED0-24712-A 

B305040466* 

TOPREP 


79NED122R1 

KMPllK 

0304110519* 

50-220 

R 


NP-P 3-53-0378 RO 

0305030343* 

TOPREP 



NUC3-E1 

8305100144* 

50-293 

R 


NUReO-0020 V07 NOl 

8305170120 

NUREO 



KUREO-0040 V07 NOl 

8305040689 

NUREO 



NUREO-0472 007 R03 

0305060007# 

50-266 

P 

PWR-8T8-1 

NURE0-04B5 VOS N03 

8305060680 

NUREO 



NUREO-OS40 V04 NOl 

8305040693 

NUREO 



NUREO-05SO VI 2 N04 

8305170098 

NUREO 



MUREO-0720 ROl 

6305090046 

NUREO 



NURE0-074B VOS N03 

0305110240 

NUREO 



NURBO-OaOO R04 

B3051 70092 

NUREO 


P8RP-6 2 2 R4 

MUREO-0927 

0305040682 

50-409 

P 


MUREO-0837 V02 N03ER 

8305170579 

NUREO 



MURE0-0a69 FC 

9305170123 

NUREO 



NUREO-OB71 V02 N02 

8305110114 

NUREO 



NUREO-OB87 803 

8305170096 

50-440 

E 


MUREO-0096 801 

8305170668 

50-443 

E 


MUHEO-0097 FC 

8305170118 

NUREO 



NUREO-0940 VOS NOl 

0305110174 

NUREO 



NUREO-0941 

0305180796 

NUREO 



NUREO-0954 801 

0305170712 

50-413 

E 


KIUREO-0968 801 

0305170057 

50-537 

E 


NUREO-0969 

0305110110 

50-358 

A 


NURE<i-0972 

0305170149 

50-400 

D 


NUREO-tOOO VOl 

0305170674 

50-272 

8 


KMlEO/BR-0006 ROl 

8305090040 

NUREO 



NUREO/BR-0006 ROl ER 

8305090035 

NUREO 



NUREO/BR-0023 V09 N4 

0305170137 

NUREO 



NUREO/BR-0051 V04 N6 

0305040740 

NUREO 



NUREO/CP-003S 

0305110119 

NUREO 


DNL-NUREO-51579 

NURE<»/CP-00<13 

0305270109 

NUREO 



NUREO/CR-0169 VOi 

0305110402 

NUREO 


EOO-2037 

NUREO/CR-2000 V02 N3 

0305020530 

NUREO 


ORNL/NSrC-200 

NUREO/CR-2000 V02 N4 

8305310237 

NUREO 


0RNL/N8 rC-SOO 

NUREO/CR-2001 

8305050426 

NUREO 


EPRI NP-2372 

NUREO/CR-2003 ROl 

8305060675 

NUREO 


BANDS 1-7074 

NUREO/CR-2069 ROl 

8305110120 

NUREO 


0RNL/N8IC-1S1/R 

NUREO/CR-2326 

0305310210 

NUREO 


BANDS 1-1994 

NURE(J/CR-233l V02 N3 

0305110237 

NUREO 


BNL-NUREO-51454 

HURE9/CR-24B2 V02 

0305170101 

NUREO 


BNL-NURE0-5U94 

NURE0/CR-256e 

0305110196 

NUREO 


OEAP-22046 

NUREO/CR-2716 V04 

0305110200 

NUREO 


PNL-4a75-4 

NUREO/CR-2743 

0305110520 

NUREO 


BAN082-7054 

NUREO/Cfl-2744 V02 

0305110491 

NUREO 


3ANDe2-7057 

NUREO/CR-2769 

9305110457 

NUREO 


PNL-4414 

NUREQ/CR-2774 V04 

8305110140 

NUREO 


ANL-&2-34 

NUREO/CR-8924 

8305060674 

NUREO 


PNL-4434 

NUREO/CR-3013 

8305110126 

50-312 

P 

BNL-NUREO- 


689 



590 
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NUR60/CR-301A 


8303180702 

NUREO 


PNL-4516 

NUReO/CR-3073 


8303110131 

NUREG 


flNL-NUREG-5t6l6 

NURE0/CR-307A 


B303U0227 

NUREG 


BNL-NUREG-51623 

NUREO/CR-3091 


8305020347 

NUREG 


nNL-NURE0-3J630 

NUREO/CR-3100 


8305310209 

NUREG 


SANDa2-2902 

MURE0/CR-3U4 

ERR 

8303130341 

NUREO 


ORNL/TM-0614 

NUftE0/CR-3li7 


8303090162 

NUREG 



WREO/CR-31 19 

VOl 

8303110027 

NUREG 



HUReO/CR-3t3i 


B3 03 060233 

NUREG 


PNL-4604 

NURSO/CR-3140 


B305DSO43S 

NUREG 


SAND82-29B9 

NUReo/CR-3l73 


8303170121 

NUREG 



NUAEO/CR-aie^ 


8303110323 

NUREG 


EOO-2244 

NURE0/CR-3ie7 


8303110127 

NUREG 


SNL-NUREG- 91653 

NUReo/CR-319& 


83031 lOSlS 

NUREG 


EGO -2 24 6 

NUREO/CR>‘3216 


8303110467 

NUREO 


EGO-2249 

NUREO/CR-3220 


8303110162 

NUREO 


ANU-B3-19 

NURE0/CR‘‘3229 


8303060347 

NUREO 



NUReo/CR-3230 


8303240019 

NUREG 


MEA-2G13 

NUReo/CR-3233 

VOl 

8303170122 

NUREO 


3ANDa2-l557 

NURE0/CR-323d 

V02-04 

B305170132 

NUREO 


aANDa2-l5»7 

NUReo/CR-3239 

V05'06 

0303170135 

NUREO 


8ANDa2-1997 

NURE0/CR»3240 


8303170006 

30-537 

A 

BNL-NUnE0-9t663 

NURE0/CR'329a 


8303110476 

NUREO 



NUnE0/Cfi-32it 


8309110312 

NUREG 



OHNL/ENO/TH-5 

DRP 01 

8303260004* 

71-3552 


22249 

P103-4'B39-033 ROl 

8303030381 • 

30-273 

R 


PALEX-ea 


B3 05 020083 » 

30-233 

F 


AB'-NRR-80''l02 


0303230034* 

POIA 



SAI-ie6-02a-lB 

8209150231* 

30-250 

Q 


9AI- 106-023-39 

820920037S9I 

90-313 

P 
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QAI-ie6-029-34 

S2070B049B* 

30-321 

P 



6ECY-B2-013D 

8303230070* 

FOIA 




SECV-83-017 

8309180328* 

50-237 

P 



SECY-a3-0l9 

0309180322* 

FOIA 




BECY-83-037 

8302280090 

SECY 




SECY-83-059D 

8304220083 

SECY 




8ECY-B3-067 

8309290250 

SECY 




SECY-B3-140 

8309020330 

50-320 

P 



SECY-83- 150 

8309 170232 

50-272 

S 



9ECV-83-193 

830927011 B 

SECY 




SL-TR-IA R06 

8305090469* 

TOPREP 




SMA 13701 05R003 VOS 

8305170944* 

30-329 

A 

ISSUANCES 

8R 8031-SStO ROO 

8305100281* 

30-352 

A 



TER-C5297-207/20a 

820B060249* 

30-338 

P 



TER-C 3297-28 

8206300177* 

50-309 

P 



TER-C 9906- 10 1/102 

8309200720* 

30-338 

P 

TAC 

0147 

TER-C5306-396 DRFT 

8305310241* 

50-209 

P 

TAC 

07991 

TER-C5506-358 DHTT 

8309230284* 

90-213 

P 



TER-C9906-374/375/37 

8304070296* 

30-269 

P 

TAC 

08069 

TER-C 5506-99 

0209210332* 

30-336 

P 



TR-9318-l ROl 

B309270119* 

30-249 

P 



TR-83021-l ROO 

8305030 17B* 

30-341 

A 



TR-03O2i-l ROO ERR 

8303030010* 

30-341 

A 



UC ID- 19450 

8209020602* 

50-333 

P 



UC 1 0-1 94 90 ROl 

8304060471* 

30-339 

P 



WCAP-10292 

83091 1039B* 

90-334 

P 



WP-0676 

8309230729* 

90-368 

P 



WP83-aA-O04 R07 

8305040613* 

TOPREP 




YI003J01A46 ROl 

0305060076* 

50-33 1 

P 



Y1003J01A53 

8309 100370* 

90-323 

P 



Y1003J01A96 ROl 

8309270378* 

50-333 

P 
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ment under which the enclosure Is listed. Knowing the 
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Issued, and the category enables locating the title listing of 
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7908000036 

0303180001 

03703/09 

50-498 

0 

7909 1803 14 

0303180001 

03703/09 

50-498 

8 

7911150353 

0305180003 

03/04/12 

foia 


8003140296 

0303180001 

83/03/09 

50-490 

A 

8003280930 

0303180001 

83/03/09 

50-490 

0 

8006090238 

8303180001 

03/03/09 

50-490 

0 

8006090440 

0303180001 

03/03/09 

50-490 

0 

8006090443 

0303180001 

03703/09 

50-498 

A 

8006180378 

0303020007 

03/01/11 

FOIA 


8008120773 

6303180001 

03/03/09 

50-498 

A 

8008230310 

5303020007 

83/01/11 

FOIA 


0OOB2SO337 

0305020007 

83/01/11 

FOtA 


8008200463 

0305020007 

03/01/11 

FOtA 


8009120332 

8303180001 

83/03/09 

50-498 

0 

8010090430 

0303180001 

83/03709 

50-498 

A 

0010250378 

6303190001 

83/03/09 

90-324 

P 

0010200381 

0303180001 

83/03/09 

50-498 

A 

8011160782 

0303040396 

79/01/25 

MI8C 


0103130267 

0303020007 

83/01/11 

FOIA 


8103230383 

0303180001 

83/03/09 

50-498 

0 

8103300276 

0303240234 

83/03/31 

90-416 

A 

8104030770 

8303020007 

B3/01/11 

FOIA 


8104060899 

0305020007 

03/01/11 

FOIA 


0IOB2SO739 

0303240232 

03/04/14 

COMMISSION 

0111030633 

0303090329 

83/03/10 

FOIA 


8111030633 

0303090329 

83/03/10 

FOIA 


8112160239 

8303120224 

03/03/01 

40-672 


8112290337 

0303120224 

93/03/01 

70-929 


B201070110 

0303060133 

93/03/03 

40-672 


8203150093 

0303090329 

93/03/10 

90-443 

F 

8203180032 

8303060073 

03/03/14 

50-206 

P 

8204190027 

0303060073 

03/03/14 

50-206 

P 

8206100210 

0206100204 

B2/06/08 

REB 


8206300177 

0305230381 

83/09/11 

90-309 

P 

8207000458 

8303040769 

03/04/20 

50-321 

P 

0207080328 

8303020066 

03/04/29 

50-299 

P 

0207300170 

0303120408 

03/03/23 

90-271 

0 

9208060242 

0303060133 

03/03/03 

40-672 


8200060244 

0303060133 

83/03/03 

40-672 


8200060249 

0303090144 

83/04/20 

30-330 

P 

8208 190078 

0303090329 

03/03/10 

50-443 

P 

8208230306 

8303190003 

03/03/11 

50-373 

P 

8209020602 

8303120146 

83/05/03 

50-335 

P 

8209130231 

0303090095 

83/04/26 

90-290 

0 

0209200373 

0303090147 

83/04/ la 

50-313 

p 

8209210332 

0303060030 

03/04/21 

50-336 

p 

8211030191 

8303160195 

03/03/31 

50-312 

0 

021UOOO2B 

8305160295 

03/03/24 

50-312 

s 

8211110643 

0303160295 

83/03/24 

50-312 

8 

8211130068 

03OS16O29S 

93/03/24 

90-312 

Q 


The subject category column In this index {|iV6s the dockot 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A* 

Subject categories for nondocketed items aro al^ entered 
in this column by symbol; for example, ACRS, Traae cate- 
gories are defined In Appendix B and listed In the Contents. 


ACCESS I NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATECORY 

8211180901 

8305160195 

83/03/31 

50-312 

Cl 

8212070092 

8309120607 

03/04/28 

MISC 


8301060137 

8303240026 

03/03/09 

50-309 

P 

8301120436 

8305040323 

83/05/04 

50-247 

P 

8301310274 

8301310260 

03/01/28 

50-352 

K 

0302250480 

8305230704 

03/05/16 

50-470 

A 

0303080187 

8303080182 

83/02/28 

RES 


8303080202 

8303080194 

83/02/20 

AES 


8303080215 

8303080209 

93/02/20 

AES 


8303170135 

8305060648 

03/05/03 

50-423 

A 

8303240029 

8303240026 

93/03/09 

50-309 

P 

8303240311 

8303240307 

83/03/21 

50-403 

A 

8303240394 

8303240390 

03/03/23 

50-937 

<3 

8303240487 

8303240480 

03/03/22 

50-313 

P 

8303240495 

9303240480 

03/03/22 

50-313 

P 

8303200136 

8303280126 

83/03/17 

50-319 

6 

8303280102 

8303280177 

03/02/23 

40-2061 


8303280325 

8303280319 

03/03/14 

50-302 

P 

B303300002 

8303300001 

03/03/ 1 1 

50-299 

P 

8303300003 

8303300001 

03/03/ 1 1 

50-299 

P 

0303300396 

0303300387 

93/03/11 

50-860 

P 

0303300401 

0303300367 

03/03/ 1 1 

50-260 

P 

0303300400 

8303300387 

83/03/1 1 

50-260 

P 

8303310020 

8305030135 

83/04/18 

50-333 

P 

8304010159 

8305120607 

83/04/28 

Mil SC 


0304040394 

8304040391 

83/03/30 

50-322 

U 

8304040591 

8309120607 

83/04/20 

MISC 


8304050254 

8304060243 

03/03/28 

50-461 

K 

8304060126 

8304060118 

83/04/04 

50-440 

E 

8304060471 

8305120146 

03/05/03 

50-339 

P 

8304070296 

8305130294 

03/04/20 

50-269 

P 

8304080009 

8305060356 

83/04/13 

TDPREP 


B3O411O320 

8304110321 

83/04/07 

50-416 

P 

8304110335 

8304110321 

93/04/07 

50-416 

P 

0304110919 

8304110516 

03/03/30 

50-220 

R 

8304110706 

8304110696 

93/03/24 

50-293 

5 

0304120042 

8304120027 

03/03/30 

50-32 1 

P 

0304120412 

8304120409 

83/03/23 

50-373 

Q 

8304130048 

8304130034 

83/03/05 

71-494 


8304140161 

8305260322 

03/05/24 

50-392 

0 

8304140328 

0305090295 

03/04/22 

MISC 


8304150147 

0304150143 

03/03/30 

50-313 

Q 

8304150154 

8304190143 

83/03/30 

90-313 

Q 

8304150364 

8304190362 

93/04/01 

50-440 

O 

8304150372 

8304190368 

03/03/19 

90-361 

R 

0304150458 

0305040062 

03/04/1 1 

90-494 

F 

8304180420 

8305260149 

03/05/10 

MISC 


8304180513 

8304180491 

83/04/06 

90-3 1 1 

B 

8304180554 

8304180541 

83/04/09 

70-1143 


8304180958 

8304180548 

83/04/12 

TOPREP 



691 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


AC CESS I OM NUHQER 


ENCLOSURE 

S304 190337 
0304210240 
0304220237 
83042301^13 
8304230190 

8304270426 
8304270427 
83042 G 0049 
0303020004 
8303020008 

8303020010 
8303020019 
8303020016 
8 303020019 
8303020022 

83030S0027 

8303020031 

8303020033 

8303020039 

8303020042 

8303020047 

8303020049 

8303020097 

8303020063 

8303020070 

8303020076 

8303020078 

8303020081 

8303020083 

8303020070 

8303020092 

8303020099 

8303020106 

8303020114 

0303020119 

B303020137 
830302014 9 
8303020131 
8303020132 
8303020134 

8309020138 

8303020160 

8309020169 

8303020170 

830902017! 

8305020172 
0309020177 
8303020178 
8303020179 
8303020 1S8 

0303020107 

8309020191 

0303020196 

8309020198 

8309020200 

B305020201 

0309020204 

0309020207 

0309020212 

0303020219 

0303020220 

8303020222 

0303020234 

8309020236 

8309020291 

B309020296 

8303020267 

8309020268 

8303020274 

0303020289 

0308020292 

0303020299 

0303020296 

0303020306 

8303020307 

0309020312 
830 9020318 
030 9020319 
830 3020321 
030 30203 23 


PRINCIPAL 

DDCUrtEMT 

0304190499 

0304210238 

0303060671 

8304230192 

8304230167 

8304270424 
0304270 424 
8304200037 
0303020002 
0303020002 

8305020007 
0303090007 
83030200 07 
8305020007 
03050200 07 

8303020007 

0309020007 

0309020007 

8303020007 

0303020007 

8303020007 
03O9O2ODO7 
83050200 07 
83050200 07 
8303020007 

8303020073 
8303020072 
8303020007 
830502007 9 
830S020086 

8305020087 

8305020007 

0305020100 

0305020109 

0303020110 

8303020188 
8 303020138 
8303020141 
G 309020007 
6305020142 

B30S020007 

8303020190 

B309020007 

8303020146 

8309020161 

G305020L69 
8 309020161 
8305020007 
83 05020 1 78 
8309020146 

8309020007 
03 03020007 
03 03020007 
8305020192 
8305020007 

8303020007 
8303020007 
8303020007 
8303020007 
03 0 3020210 

030 50200 07 
8305020226 
B3030202S4 
B309020209 
8309020241 

03 0 9020246 
0305020298 
8305020261 
6305020264 
8309020264 

8309020272 

630902028? 

8309020280 

8309020007 

8309020287 

830502029? 
8309020007 
83090203 1 6 
03090203 1 7 
8309020007 


ACCESSION NUMBER 


DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ISSUED 

CATEOOBY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

03/04/13 

30-327 

3 

8309020324 

B305020322 

03/04/18 

90-57 

Q 

03/04/13 

30-410 

K 

9309020327 

B309020322 

83/04/18 

50-97 

Q 

03/04/22 

90-321 

P 

9309020329 

8305020320 

03/04/1? 

50-292 

Q 

83/04/11 

70-2953 


9309020332 

0309020322 

03/04/10 

90-57 

Q 

83/04/21 

90-946 

K 

930902033? 

0309020336 

03/04/00 

90-461 

0 

03/04/22 

30-313 

F 

9305020344 

0305020340 

83/04/26 

90-317 

Q 

03/04/22 

90-313 

F 

9309020348 

0309020347 

B3/04/1S 

90-315 

Q 

03/04/23 

30-416 

P 

9309020392 

0309020349 

83/04/11 

90-309 

Q 

03/04/18 

71-9177 


9309020393 

B3D5020391 

83/04/13 

50-373 

0 

03/04/18 

71-9177 


8309020334 

0309020390 

93/04/19 

50-403 

0 

03/0 1/11 

FOIA 


8309020336 

S30S02034? 

83/04/11 

50-305 

Q 

03/01/11 

FQIA 


9309020357 

8305020350 

03/04/16 

50-493 

Q 

03/01/11 

FOIA 


9305020360 

0309020390 

03/04/18 

90-331 

0 

03/01/11 

FOIA 


9305020369 

9309020364 

03/04/20 

OA99? 


83/01/11 

FOIA 


9309020366 

8309020364 

83/04/28 

0A99? 


83/01/11 

FOIA 


9305020360 

0309020367 

03/04/21 

50-358 

A 

83/01/11 

FOIA 


9309020369 

0309020364 

63/04/28 

OA99? 


83/01/11 

FOIA 


8305020373 

8309020372 

83/04/22 

50-269 

P 

83/01/11 

FOIA 


8309020370 

8309020373 

83/04/29 

50-360 

8 

03/01/11 

FOIA 


9309020392 

83090203B4 

8S/04/28 

50-312 

P 

93/01/11 

FOIA 


9309020393 

0309020306 

83/04/26 

50-309 

Q 

03/01/11 

FOIA 


9309020397 

8305020309 

03/04/27 

50-255 

Q 

03/01/11 

FOIA 


9309020399 

0305020399 

83/04/26 

50-213 

Q 

03/01/11 

FOIA 


8309020404 

0305020390 

83/04/13 

50-329 

E 

83/01/11 

FOIA 


9309020406 

0309020400 

83/04/26 

50-470 

E 

83/03/30 

70-698 


9309020417 

0305020407 

83/03/31 

40-1162 


03/04/19 

90-316 

0 

9309020429 

8305020429 

03/04/22 

50-443 

0 

03/0 1/11 

70-378 


8309020430 

0309020422 

03/01/11 

50-4 45 

0 

83/04/11 

90-299 

F 

0309020433 

0309020427 

83/04/28 

50-206 

P 

83/04/81 

90-373 

8 

0309020437 

0309020422 

83/01/11 

50-449 

0 

03/04/28 

90-926 

K 

9309020443 

8309020439 

83/03/02 

4 0-6 65'? 


03/01/11 

FOIA 


8309020444 

0305020422 

83/01/11 

50-449 

0 

83/04/23 

90-10 

0 

9309020449 

0309020436 

03/04/28 

50-313 

Q 

03/04/21 

90-373 

8 

9309020464 

0309020449 

83/04/27 

50-298 

P 

03/04/25 

50-496 

0 

8309020469 

0309020461 

83/04/27 

90-219 

I 

03/04/25 

90-266 

P 

B3090204BO 

0309020467 

83/04/13 

50-10 

Q 

03/04/21 

50-299 

8 

9305020494 

0305020401 

83/02/28 

40-8601 


03/04/1? 

50-315 

8 

0309020406 

0309020402 

83/04/26 

50-443 

0 

03/01/11 

FOIA 


0309020492 

03O9O2O4BB 

83/04/22 

50-263 

8 

03/04/20 

50-294 

8 

8309020904 

0309020410 

83/03/24 

40-6622 


83/01/11 

FOIA 


9309020905 

0305020007 

83/01/11 

FOIA 


83/04/27 

90-272 

8 

9309020529 

0305020007 

03/01/it 

FOIA 


03/01/11 

FOIA 


9305020526 

0309020923 

83/03/28 

70-824 


83/04/21 

50-40? 

8 

9309020539 

0309020007 

83/01/11 

70-378 


83/04/22 

50-316 

8 

9305020549 

0309020007 

83/01/11 

FOIA 


03/04/27 

90-400 

R 

9305020990 

0309020007 

83/01/11 

FOIA 


83/04/22 

90-316 

6 

8309020554 

0305020007 

83/01/11 

FOIA 


03/01/1 1 

FOIA 


9309020997 

8309020553 

83/04/14 

XPORTLIC 


03/04/21 

30-299 

8 

8305020990 

8305020007 

83/01/11 

FOIA 


03/04/21 

90-409 

8 

8309020960 

8309020007 

83/01/11 

FOIA 


83/01/1 1 

FOIA 


9305020564 

8309020007 

83/01/11 

FOIA 


03/01/1 i 

FOIA 


9309020967 

8305020007 

83/01/11 

FOIA 


03/01/11 

FOIA 


9309020971 

8309020007 

83/01/11 

FOIA 


03/04/22 

90-316 

S 

9309020603 

0305020602 

83/04/21 

90-335 

P 

03/01/1 1 

FOIA 


9309030008 

0305020007 

83/01/11 

FOIA 


83/Ol/t 1 

FOIA 


8309030019 

0309030016 

83/04/06 

50-309 

P 

83/01/11 

FOIA 


9309030020 

0309020007 

83/01/11 

FOIA 


03/01 /i 1 

FOIA 


9309030022 

0305030016 

83/04/06 

90-389 

P 

83/OL/l 1 

FOIA 


9309030023 

0309020007 

03/01/U 

FOIA 


83/04/28 

90-209 

R 

9309030024 

0309030021 

83/04/22 

50-244 

P 

83/01/11 

FOIA 


9309030027 

9305020007 

83/01/11 

FOIA 


03/04/26 

90-289 

Q 

0309030039 

8309020007 

83/01/11 

FOIA 


03/04/26 

90-496 

0 

8305030047 

9305020007 

03/01/11 

FOIA 


03/04/19 

90-373 

3 

9309030099 

9305020007 

83/01/11 

FOIA 


03/04/19 

90-373 

8 

8309030096 

8309030018 

03/04/11 

XPORTLIC 


83/04/21 

90-249 

S 

9305030063 

8305020007 

03/01/11 

FOIA 


83/04/26 

90-272 

Q 

9309030070 

8305030066 

83/04/19 

50-333 

P 

83/04/20 

OA??? 


9305030073 

0305020007 

03/01/11 

FOIA 


83/04/11 

90-341 

Q 

9305030077 

8309030074 

83/04/20 

70-1257 


03/04/11 

90-341 

Q 

8309030080 

8309020007 

83/01/11 

FOIA 


83/04/13 

50-266 

P 

B3090300B4 

0309030076 

83/04/22 

50-295 

F 

83/02/02 

QA97? 


9305030087 

8305020007 

83/01/11 

FOIA 


03/04/14 

XPORTLIC 


0305030091 

8309030076 

83/04/22 

50-299 

F 

83/01/11 

FOIA 


9305030092 

8305020007 

03/01/11 

FOIA 


03/02/02 

OA??? 


0305030090 

8305020007 

03/01/1 1 

FOIA 


83/04/22 

90-319 

8 

8305030109 

8305020007 

83/01/11 

FQIA 


03/01/11 

FOIA 


6309030112 

8305030102 

83/04/20 

50-209 

8 

03/02/02 

QA??? 


8305030114 

0309030104 

83/04/22 

50-295 

F 

03/04/22 

90-319 

8 

0305030117 

0305030104 

83/04/22 

90-295 

F 

03/01/11 

FOIA 


8305030129 

0305020007 

83/01/11 

FOIA 




CROSS REPtKbl\iL;i: ur civouuounco 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUhDCR 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

BOHUECT 

CATEOORV 

8305030127 

5305030095 

03/04/19 

50-209 

S 

8305030142 

8305020007 

83/01/11 

FOIA 


8305030143 

8305030139 

83/04/18 

50-277 

0 

B305030147 

5305020007 

03/01/1 1 

FOIA 


8305030153 

030S030144 

03/04/29 

50-367 

p 

9303030134 

8305020007 

63/01/11 

FOIA 


8305030160 

8305030156 

83/04/26 

50-205 

p 

8303030163 

8305020007 

03/01 /1 1 

POIA 


5305030164 

8305030151 

53/04/19 

50-320 

0 

8305030165 

8305030158 

83/04/20 

50-330 

8 

8303030169 

8305020007 

93/01/11 

FOIA 


8305030172 

8305030166 

83/04/10 

50-460 

K 

8305030173 

8305030168 

03/04/29 

50-251 

R 

8305030174 

8305020007 

83/01/11 

FOIA 


8305030178 

8305030171 

03/04/29 

50-341 

A 

8305030179 

8305020007 

03/01/11 

FOIA 


8305030183 

8305030176 

83/04/26 

50-327 

8 

8305030185 

B305020007 

Q3/01/U 

FOIA 


8305030168 

8305030180 

83/04/22 

50-275 

F 

8305030189 

0305020007 

03/01/11 

70-370 


8305030193 

6305030180 

03/04/22 

50-275 

F 

8305030195 

8305020007 

83/01/11 

70-370 


8305030200 

8305030191 

83/04/15 

50-275 

P 

8305030201 

8305020007 

03/01/11 

70-370 


8305030207 

0305020007 

83/01/11 

70-376 


8305030208 

6305030198 

03/04/19 

50-317 

0 

8305030212 

8305020007 

03/01/11 

70-370 


83050302J3 

6305020007 

53/01/11 

70-370 


8305030215 

8305020007 

83/01/11 

70-370 


83050302S1 

6305030214 

03/04/22 

50-282 

F 

8305030225 

0305020007 

53/01/11 

70-370 


8305030226 

8305030214 

83/04/22 

50-252 

F 

8305030233 

6305020007 

03/01/11 

70-370 


8305030239 

8305020007 

83/01 / 1 1 

70-370 


5305030240 

8305030231 

03/04/98 

50-389 

F 

8305030244 

B305030231 

03/04/22 

50-309 

F 

8305030246 

8305030237 

03/04/20 

40-5027 


8305030249 

6305020007 

83/0 1/tt 

70-375 


8305030251 

9305020007 

83/01/11 

70-370 


8305030255 

6305020007 

83/01/11 

70-370 


8305030260 

8305020007 

83/01/11 

70-370 


5305030262 

0305030253 

03/03/25 

40-0720 


B305030263 

0305030258 

83/04/26 

50-403 

Q 

8305030264 

8305020007 

B3/OJ/J J 

70-370 


8305030265 

0305020007 

03/01/11 

70-378 


8305030272 

6305030266 

93/04/26 

50-296 

8 

830SO’30S;^3 

8305030253 

03/03/25 

4(5-8>26 


8305030278 

6305020007 

83/01/11 

70-378 


8305030250 

8305030275 

03/04/26 

50-301 

8 

8305030281 

6305020007 

03/01/11 

70-376 


8305030282 

8305030271 

83/04/25 

50-275 

R 

8305030263 

6305030279 

83/04/20 

50-339 

6 

8305030286 

6305020007 

83/01/ 11 

70-378 


5305030259 

8305020007 

83/01/11 

70-370 


8305030290 

0305030287 

83/04/12 

50-312 

8 

8305030293 

0305030288 

03/04/20 

50-324 

P 

8305030296 

8305020007 

03/01/11 

70-370 


8305030301 

8305020007 

83/01/11 

70-370 


8305030304 

6305020007 

03/01/11 

70-370 


8305030307 

8305030299 

03/04/29 

50-352 

A 

8305030308 

8305030297 

83/04/20 

70-046 


8305030309 

8305020007 

03/01/11 

70-370 


8305030312 

0305020007 

03/01/11 

70-378 


5305030316 

8305030311 

83/04/13 

50-334 

8 

9305030320 

9305020007 

63/01/11 

70-378 


8305030323 

0305020007 

Q3/Qi/iL 

70-378 


5305030326 

6305020007 

83/01/11 

70-370 


5305030331 

6305030325 

83/04/27 

50-313 

3 

8305030332 

8305020007 

03/01/11 

70-378 


0305030333 

8305030321 

03/04/22 

50-254 

0 

5305030335 

0305020007 

63/01/11 

70-370 


8305030338 

8305030334 

03/04/21 

50-307 

8 

5305030339 

8305020007 

83/01/11 

FOIA 


8305030343 

8305030337 

83/04/27 

TOPfieP 


5305030347 

8305030341 

83/04/28 

50-335 

n 

0305030348 

8305030336 

83/04/2^ 

50-10 

Q 

8305030351 

6305030349 

63/04/15 

0A999 


8305030353 

8305030350 

83/04/19 

50-309 

0 

0305030359 

8305030356 

03/04/18 

50-361 

0 

8305030361 

6305030355 

83/04/20 

50-324 

0 


ACCESSION NUMBER 


ENCLOSURE 

PR INC IPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

6305030362 

0305030355 

03/04/15 

QA999 


8305030364 

8305030357 

03/04/20 

50-339 

9 

8305030366 

8305030359 

S3/0-4/15 

<3A999 


6305030371 

530503036B 

03/04/28 

70-27 


8305030380 

0303030373 

03/04/2! 

50-247 

S 

6305030382 

6305030376 

03/04/25 

50-266 

S 

6305030366 

63050303Q3 

03/04/10 

50-310 

B 

B305030390 

B3050303BS 

03/04/25 

50-313 

8 

6305030396 

8305030394 

B3/04/25 

50-331 

E 

8305030407 

63 05030400 

03/04/15 

50-247 

8 

8305030412 

0305030408 

03/04/28 

50-2B6 

P 

8305030419 

03050-3041 1 

03/O4/2S 

50-324 

S 

8305030429 

0305030425 

83/04/29 

50-285 

F 

8305030435 

0305030425 

63/04/29 

50-285 

F 

0305030438 

0305030426 

03/04/28 

TOPR EP 


8305030446 

0305030440 

03/04/25 

50-304 

S 

8305030447 

0305030441 

03/04/20 

50-219 

8 

0305030458 

8305030456 

03/04/28 

50-247 

P 

0305030470 

03 0 50304 62 

03/04/28 

50-320 

R 

6305030471 

0305030466 

03/04/12 

QA999 


8305030473 

0305030465 

03/04/25 

50-325 

B 

6305030474 

0305030469 

63/04/04 

50-493 

0 

9305030475 

8305030466 

B3/04/12 

0A9g9 


8305030470 

0305030462 

83/04/28 

50-320 

R 

6305030461 

0305030463 

03/04/28 

50-324 

P 

930S0304S4 

0305030462 

03/04/28 

50-320 

R 

0305030496 

53QS030491 

83/04/29 

50-309 

P 

8305030511 

6305030309 

03/04/12 

flA999 


5305030516 

0305030500 

83/04/27 

50-454 

T 

0305030516 

0303030509 

63/04/12 

QA999 


6305030521 

3305030513 

83/04/29 

50-364 

Q 

8305030525 

0305030509 

03/04/12 

QA999 


0305030533 

0305030525 

83/04/29 

50-358 

K 

8305030535 

0305030527 

33/04/20 

50-320 

S 

6305030536 

B305030512 

03/04/22 

50-324 

s 

0305030537 

0305030526 

93/05/02 

50-440 

T 

8305030545 

6305030536 

03/04/25 

50-275 

R 

6305030547 

6305030540 

03/04/22 

50-324 

S 

6305030561 

8305030551 

63/04/19 

50-312 

8 

6305030564 

0305030554 

03/04/27 

50-298 

P 

6305030567 

830S030565 

83/04/29 

50-309 

Q 

8305030579 

0305030569 

03/04/26 

50-327 

S 

0305030561 

830SQ30573 

03/04/29 

50-273 

R 

0305030507 

0305030577 

B3/04/2a 

50-312 

P 

6305030509 

0305030500 

63/04/22 

30-364 

S 

8305030592 

6305030559 

03/04/26 

50-461 

R 

0305030595 

8305030593 

03/04/27 

50-334 

R 

0505030597 

0303030590 

03/04/1? 

30-2? 

8 

0305030602 

0305030600 

03/04/29 

50-305 

P 

0305030410 

B30S0306Q3 

03/04/2? 

50-263 

K 

8305030613 

0305030603 

03/04/29 

50-263 

K 

0305030615 

8305030611 

03/04/21 

50-339 

6 

0305030616 

0305030612 

03/04/20 

50-324 

6 

0305030619 

8305030600 

83/04/19 

30-247 

0 

6305030623 

03050306 1 7 

03/04/27 

30-402 

0 

0305030624 

8305030620 

83/04/26 

50-243 

p 

0305030629 

0305030620 

03/04/26 

50-245 

p 

030503062? 

0305030600 

03/04/1? 

30-247 

Q 

0305030631 

B30S030635 

63/04/22 

50-259 

0 

5305030633 

B30503060S 

03/04/1? 

50-247 

0 

©303030637 

0305030627 

83/04/22 

50-3V3 

8 

5305030640 

0305030635 

03/04/21 

30-339 

8 

9305030641 

0305030600 

83/04/19 

50-247 

G 

0305030646 

0305030608 

B3/04/1? 

30-247 

0 

0305030652 

8305030605 

03/04/19 

50-247 

0 

0305030665 

0305030634 

83/04/2S 

50-321 

P 

0305030664 

0305020007 

©3/0 1/11 

FOIA 


0305030687 

0305030685 

03/04/25 

50-321 

F 

0305030690 

03O5O3O6B5 

83/04/25 

50-321 

F 

8305030695 

0305030693 

03/04/22 

50-209 

F 

0305030720 

93050307 1 6 

03/04/25 

71-9105 


0305030722 

0305110415 

03/05/10 

REVIEW ORP 

0305040009 

0305040007 

03/04/25 

50-305 

F 

8305040014 

0305040007 

03/04/25 

50-305 

F 

8305040016 

0305040010 

83/04/22 

50-395 

P 

3305040021 

0305040010 

03/04/22 

30-395 

P 

0305040034 

6 30504 0022 

03/04/25 

50-245 

F 

8305040039 

6305040022 

03/04/25 

30-245 

F 

0305040052 

6305040047 

03/04/13 

40-7669 


0305040060 

6305020007 

03/01/11 

70-37B 
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CATEOORV' 

6303040068 

8309040054 

03/04/20 

50-209 

0 

8303040489 

6303020007 

03/01/11 

FOIA 


8303040074 

8309040069 

03/04/22 

50-494 

F 

6305040492 

0303040479 

03/04/28 

90-400 

0 

B305040080 

8309040069 

03/04/22 

50-454 

F 

8309040493 

0303040403 

83/05/02 

90-220 

P 

8303040081 

8309020007 

03/OL/l I 

FOIA 


8305040497 

8303040491 

83/05/02 

90-346 

P 

8303040089 

8303020007 

83/01/11 

FOIA 


8305040498 

8309040479 

03/04/26 

50-400 

0 

8303040093 

Q 30 5020 007 

83/01/11 

FOIA 


8303040900 

0309040483 

03/05/02 

30-220 

p 

0303040103 

8309020007 

83/01/11 

FOIA 


6309040901 

6303020007 

83/01/11 

FOIA 


8305040109 

8305040096 

03/04/23 

71-9181 


8305040902 

0309020007 

03/01/11 

FOIA 


8305040108 

8305040093 

03/04/18 

SO-331 

P 

6305040903 

0309040491 

63/05/02 

30-346 

p 

8303040 no 

8309040096 

83/04 /as 

71-9181 


6309040910 

8303020007 

83/01/11 

FOIA 


B3050401 14 

8309020007 

03/01 /tl 

FOIA 


8303040514 

9305040909 

83/04/22 

90-322 

E 

9303040113 

8309040093 

83/04/10 

50-331 

P 

8305040915 

8309040907 

63/04/26 

90-445 

T 

8303040120 

8309080007 

03/01/11 

FOIA 


8303040916 

6305040906 

03/03/02 

30-440 

T 

830*040122 

8309040117 

B3/04/I9 

50-303 

0 

6305040317 

8303040511 

83/04/20 

50-259 

P 

8305040123 

830S040117 

83/04/19 

30-305 

Q 

9305040519 

0305020007 

03/01/11 

FOIA 


8303040127 

8305020007 

83/01/11 

FOIA 


8309040922 

8303040916 

03/04/20 

50-305 

Q 

8305040143 

8309040138 

83/04/20 

50-289 

U 

0309040923 

6303020007 

03/01/11 

FOIA 


0303040130 

8309040146 

83/04/23 

50-318 

8 

0305040924 

6305040320 

83/05/02 

90-237 

P 

8303040158 

8309020007 

03/01/11 

FOIA 


6309040936 

6305040534 

03/03/03 

50-155 

0 

8303040139 

0305040147 

83/04/25 

71-9079 


6309040937 

6305040534 

03/05/03 

90-155 

0 

a305040l63 

0305020007 

83/01/11 

FOIA 


6309040539 

6305040534 

83/09/03 

50-155 

0 

8303040175 

0305020007 

83/01/1 1 

FOIA 


6309040940 

0305040534 

03/05/03 

50-155 

0 

0305040176 

8305040147 

83/04/25 

71-9079 


6309040942 

0305040534 

83/05/03 

50-153 

0 

8305040183 

8303020 007 

03/01/11 

FOIA 


0309040943 

8305040534 

03/05/03 

50-155 

0 

0305040 1 89 

6303020007 

83/01/1 1 

FOIA 


8309040945 

8305040534 

03/05/03 

30-155 

0 

8303040200 

0309020007 

83/01/11 

FOIA 


0309040553 

0305040552 

83/04/25 

CONTRACT 


630504021 1 

8309020007 

03/01/11 

FOIA 


8309040994 

0305020007 

83/01/11 

FOIA 


8303040317 

0303020007 

83/01/11 

FOIA 


6309040999 

0305040551 

83/09/02 

90-237 

p 

0303040234 

8303020007 

03/01/11 

FOIA 


6309040956 

8305020007 

83/01/11 

FOIA 


8309040234 

0305020007 

03/01/11 

FOIA 


8309040999 

8305020007 

03/01/11 

FOIA 


8309040239 

8303020007 

03/01/11 

FOIA 


6309040960 

0305040557 

83/05/03 

90-445 

0 

0309040240 

830904 0289 

83/05/02 

30-369 

8 

6309040961 

0305040530 

83/04/14 

XPORTLrC 


8305040242 

8305040235 

83/04/22 

50-3 

F 

8309040962 

8303020007 

03/01/11 

FOIA 


8303040244 

0305020007 

03/01/11 

FOIA 


6305040966 

8303040563 

83/04/12 

50-335 

F 

8303040246 

8309040289 

83/03/03 

50-369 

8 

0309040967 

8305040358 

83/04/14 

XPORTLIC 


0309040247 

8309040239 

83/04/22 

50-3 

F 

6309040966 

8305040964 

03/04/26 

50-26*7 

P 

6309040249 

0305040239 

03/04/22 

50-3 

F 

6309040969 

8309020007 

63/01/11 

FOIA 


8303040230 

0303020007 

03/01/11 

FOIA 


8309040973 

9309020007 

83/01/11 

FOIA 


B305040254 

8303040239 

83/04/22 

90-3 

F 

6309040978 

0305020007 

83/01/11 

FOIA 


8305040296 

0305020 007 

03/01/11 

FOIA 


8305040979 

0305020007 

03/01/11 

FOIA 


0303040260 

8309040229 

03/03/02 

30-369 

S 

8309040980 

8305040975 

03/04/29 

90-320 

F 

8309040265 

8309040299 

83/04/29 

90-315 

F 

6309040963 

8303020007 

83/01/11 

70-370 


0303040266 

0309020007 

03/01/11 

FOIA 


6305040966 

8305020007 

83/01/11 

70-370 


0309040268 

0309040299 

03/04/23 

30-313 

F 

8309040907 

8305020007 

83/01/11 

70-370 


8303040272 

83030S0007 

83/01/1 1 

FOIA 


6309040908 

8305040563 

63/04/26 

TOPREP 


0303040279 

0309020007 

03/01 /U 

FOIA 


6309040973 

0305020007 

83/01/11 

70-370 


8303040264 

0305040280 

83/04/23 

CONTRACT 


8309040997 

B'303040984 

03/04/26 

30-369 

F 

0309040287 

B309020007 

03/01/11 

FOIA 


B309040999 

0305020007 

03/01/11 

70-370 


B303040290 

8303020007 

83/01/11 

FOIA 


8309040603 

6303020007 

83/01/11 

70-370 


0305040294 

8 305020007 

03/01/11 

FOIA 


8309040606 

6305040304 

83/04/26 

50-369 

F 

0303040297 

0 303020007 

83/01/11 

FOIA 


8309040613 

8305040565 

83/04/26 

TOPREP 


8309040310 

0303020007 

03/01/11 

FOIA 


6309040619 

8305040614 

83/04/25 

90-285 

F 

8303040328 

0305040320 

03/03/02 

50-273 

P 

6305040624 

8305040614 

03/04/23 

50-205 

F 

0309040343 

0309040341 

03/04/20 

CONTRACT 


8309040626 

8305040621 

03/04/26 

50-334 

P 

8309040363 

0303040334 

03/04/25 

50-315 

P 

B309040633 

6305040626 

83/04/26 

90-25? 

F 

8309040366 

0309080007 

03/01/11 

FOIA 


8309040643 

6305040635 

03/04/21 

CONTRACT 

0309040371 

0305040369 

03/04/19 

50-373 

R 

0309040694 

8303040648 

83/04/29 

90-321 

F 

0309040374 

0309040334 

83/04/29 

50-315 

P 

8309040693 

8303040626 

83/04/26 

50-23? 

F 

8309040376 

03 030 20007 

83/01/11 

FOIA 


6309040699 

6305040648 

83/04/29 

50-321 

F 

0309040380 

0309080007 

03/01/ 1 1 

FOIA 


0309040660 

6309040650 

93/04/29 

CONTRACT 

0309040332 

0309040334 

03/04/20 

30-319 

P 

8309040674 

6305020007 

83/01/11 

70-370 


0309040337 

0309020007 

03/01 /I i 

FOIA 


8309040678 

6305020007 

83/01/11 

70-378 


8309040392 

0305020007 

03/01 /I 1 

FOIA 


6309040679 

6305040671 

03/04/13 

71-495 


0309040403 

8309020007 

83/01/11 

FOIA 


6305040607 

6305020007 

03/01/11 

70-378 


9309040408 

8309020007 

83/01/11 

FOIA 


6309040696 

6305020007 

83/01/11 

70-378 


8309040414 

0309020007 

83/01/11 

FOIA 


8309040737 

6305040730 

83/04/22 

90-299 

P 

6309040421 

03 050404 1 2 

03/05/03 

30-400 

6 

8309040743 

6305040730 

63/04/22 

30-25? 

P 

8309040423 

6303020007 

83/Oi/Il 

FOIA 


6309040783 

6305040760 

83/04/25 

90-322 

Q 

8309040434 

63 09040424 

03/04/29 

90-333 

P 

8309040789 

6305040763 

83/04/21 

30-317 

P 

8809040430 

8305040424 

63/04/29 

50-333 

P 

8309040790 

6305040760 

83/04/29 

50-322 

0 

8305040490 

8309020007 

63/01/1 L 

FOIA 


B305040793 

6305040763 

83/04/21 

30-317 

P 

8305040496 

8309040446 

03/03/02 

50-237 

P 

8309040799 

8305040703 

83/04/21 

50-317 

P 

8305040499 

8309040433 

83/04/29 

30-313 

R 

0309090005 

9309050001 

03/09/02 

50-322 

9 

8305040466 

0303040430 

83/04/11 

TOPflEP 


0303090010 

6305050004 

63/09/03 

50-341 

A 

8305040460 

8309020007 

63/01/11 

70-370 


8309050014 

6305050006 

02/12/30 

50-413 

A 

8305040473 

8303040320 

03/09/02 

90-273 

P 

0309090029 

6303050016 

03/04/27 

50-302 

0 

8303040470 

0303020007 

63/01/11 

FOIA 


8305090027 

6305050021 

03/09/04 

50-277 

P 

6309040400 

8303040472 

03/09/02 

30-346 

P 

8305090029 

6309050024 

03/09/02 

90-322 

T 

8305040484 

8303020007 

03/OS /II 

FOIA 


8309090031 

6309050020 

83/09/02 

50-220 

P 

0303040489 

B303040479 

83/04/28 

30-400 

Q 

8309090033 

6305050021 

03/03/04 

30-277 

P 
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B3090S0040 

8309090030 

03/04/21 

30-321 

S 

0305090061 

0309090097 

83/04/29 

30-393 

8 

0309090071 

830909006 8 

03/04/21 

QA999 


0309090076 

0309030073 

03/04/21 

30-286 

F 

0309090007 

0309050083 

83/04/21 

50-321 

8 

8309090090 

830 90900 80 

03/04/21 

QA999 


0309090091 

0309090000 

83/04/21 

0A999 


9309090093 

0309050000 

83/04/21 

QA999 


8303090097 

8309090094 

03/04/19 

04999 


B30S090104 

0309090102 

83/04/21 

0A999 


0309090108 

830S090101 

03/O4/2S 

90-271 

S 

8303090110 

0309050102 

83/04/21 

0A999 


0303090111 

8309030107 

83/04/13 

QA999 


0309090119 

8309050114 

03/04/13 

<IA999 


8303090117 

8305050114 

03/04/13 

0A999 


0303050119 

8305090116 

03/04/01 

90''443 

0 

0303090181 

8305050110 

03/04/27 

50-281 

8 

8309090180 

8305050123 

03/04/29 

30*"327 

B 

0303090130 

8309050110 

03/04/27 

30-281 

3 

8303090138 

8305050127 

83/04/20 

30-339 

6 

8303090140 

8309050134 

B3/04/2J 

70-1402 


8303030147 

8309090141 

03/04/21 

30-277 

Q 

8309030149 

8309090149 

03/04/19 

QA999 


8303090131 

0309090144 

03/04/20 

30-293 

0 

0303090194 

03O9(}5O14a 

03/04/27 

90-340 

B 

8309090198 

8309090148 

03/04/27 

90-348 

6 

8309090163 

8309050197 

03/04/21 

90-498 

0 

0309090164 

0309050199 

03/09/03 

90-397 

0 

8309090166 

8305050 16£ 

83/04/20 

40-3079 


0309090169 

8305050162 

03/04/21 

QA999 


8309090171 

0309050162 

03/04/21 

0A999 


8303090175 

8309090 17S 

03/04/20 

90-334 

Q 

8309090178 

8309090167 

83/04/20 

90-416 

8 

0309090179 

8309090162 

03/04/21 

0A999 


0309090100 

0309090172 

03/04/20 

90-334 

0 

0309090181 

8305090177 

83/04/13 

0A999 


8309090182 

8309090176 

03/04/21 

70-1224 


8309090184 

0309090177 

03/04/13 

8A999 


0309090190 

8305090107 

83/04/20 

90-247 

0 

8309090191 

0309090186 

83/04/27 

50-338 

s 

8309090192 

0309090177 

83/04/13 

<1A999 


8309090803 

0309090190 

03/04/29 

90-348 

8 

8309090806 

8309050103 

83/04/27 

50-327 

0 

8309090800 

0309090200 

©3/04/20 

TOPflEP 


8309030819 

0309090210 

03/04/27 

30-339 

3 

8309090817 

0309090211 

83/04/29 

90-328 

8 

8309090822 

83090502 U 

03^04/19 

90-267 

P 

8309090824 

0309090210 

03/04/27 

90-320 

B 

0309090829 

0309090220 

83/04/29 

90-309 

P 

8309090826 

0309090219 

83/04/19 

QA999 


8305O908S8 

0309090214 

03/04/19 

90-267 

P 

8309090830 

8309090223 

83/04/21 

90-97 

Q 

8309090836 

0309090223 

83/04/21 

50-97 

Q 

8309090839 

0309090233 

03/04/29 

90-395 

8 

8309090841 

0309090237 

83/04/19 

0A999 


8309090844 

0309090242 

03/04/29 

50-324 

a 

8309090849 

8309090230 

83/04/28 

50-260 

8 

8309090840 

0309090246 

03/04/27 

30-244 

0 

0309090299 

0309090251 

03/04/21 

84999 


0309090297 

0309090292 

03/04/29 

90-128 

p 

0309090298 

8309090291 

83/04/21 

8A999 


9305090261 

8309090296 

83/04/27 

30-416 

a 

8309090262 

0309090291 

83/04/21 

QA999 


8309090267 

8309090269 

83/04/20 

90-324 

8 

8309090260 

8309090263 

03/04/27 

30-29 

8 

8309090272 

0309090266 

83/04/29 

90-299 

8 

8309090276 

8309090271 

83/04/27 

90-339 

0 

0309090287 

0309040323 

03/09/04 

90-247 

P 

8309090288 

0309090203 

83/04/26 

90-369 

P 

8309090289 

0309090209 

03/04/29 

30-387 

F 

0309090292 

8309020007 

83/01/11 

70-378 


8309090299 

0309040323 

83/09/04 

30-247 

P 

8309090297 

0309020007 

83/01/11 

70-37B 


0309090301 

8309020007 

8D/01/U 

70-378 


8309090303 

0309090299 

83/09/02 

90-275 

n 

0309090304 

8309090300 

03/04/25 

90-289 

F 

8309090306 

Q309020007 

83/01 /tl 

70-370 


0309090307 

8309050300 

03/04/29 

90-289 

F 

0309090310 

0309020007 

83/01/11 

70-370 


8309090312 

0305020007 

83/01/11 

70-378 



ACCESSION NUMQEH 



PRINCIPAL 

DATE 

SUOJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

cateoqrv 

0305050316 

0305020007 

03/01/1 1 

70-370 


0309050317 

030509031 1 

03/04/25 

50-393 

/■ 

9305050319 

0303020007 

03/01/11 

70-370 


0305050321 

8305090311 

83/04/25 

90-395 

F 

0305030322 

©303020007 

83/01/11 

70-370 


0309050326 

0303020007 

83/01/11 

70-379 


0309030328 

0303020007 

83/03/1 1 

70-373 


0305050330 

0305020007 

83/01/ 1 1 

70-379 


B305030333 

9303020007 

03/01/11 

70-378 


0309050339 

0303020007 

83/01/1 L 

70-378 


8309050337 

0303020007 

G3/01/1 1 

70-370 


0305050339 

9305020007 

83/0 J /I J 

70-3 -^0 


0309090342 

B3030S0007 

83/0 1 / 1 1 

FOIA 


0309090346 

0303020007 

03/01/11 

FOIA 


0305050349 

0003020007 

03/01/11 

foia 


0309050391 

03Q3O2OOO7 

03/01/11 

FOIA 


0309030353 

8303030341 

83/04/13 

30-269 

5 

B309030353 

8303020007 

03/Dj/lJ 

FDfA 


6309090359 

8309020007 

93/01/tl 

FOIA 


0309030361 

030 9 0200 07 

93/01/11 

FOIA 


0309050363 

8309020007 

03/01/11 

FOIA 


0309030373 

0309030366 

93/04/23 

30-397 

Q 

8305050301 

0309031)377 

03/04/23 

90-320 

F 

0305050309 

8309030303 

03/04/26 

CONTRACT 


8309050404 

0305030400 

03/03/20 

CONTRACT 


030906000? 

830 3060001 

93/04/29 

90-266 

P 

8309060036 

0303060023 

03/04/23 

90-282 

P 

8309060046 

0303060043 

03/05/03 

30-220 

P 

0305060048 

8309060043 

03/05/03 

60-280 

P 

0309060049 

8303060042 

03/04/23 

50-309 

P 

8305060059 

8303060031 

03/04/20 

50-321 

P 

0309060062 

8303060050 

03/04/21 

50-336 

P 

0309060066 

0303060060 

03/05/04 

50-331 

P 

8309060076 

0309060060 

03/05/04 

50-331 

P 

0305060004 

8309060077 

83/04/21 

50-317 

F 

B305060091 

0309060069 

83/04/29 

50-289 

I 

8309060! 1 7 

8303060112 

03/03/14 

FOIA 


B30906O120 

8309060109 

03/04/22 

50-330 

P 

6305060136 

8303060109 

83/04/22 

50-330 

P 

0309060140 

8303060109 

83/04/22 

50-33B 

P 

8309060141 

B303060139 

03/03/03 

40-672 


8305060143 

8309060133 

03/04/23 

71-9179 


B30906014S 

0309060133 

83/03/03 

FOIA 


8309060148 

8305060133 

83/04/25 

71-9179 


0309060198 

8305060133 

83/04/29 

71-9179 


B309060193 

8305060144 

03/03/17 

FOIA 


0303060194 

8303060133 

83/04/23 

71-9179 


0309060139 

8309060144 

03/03/17 

FOIA 


8309060136 

B309060135 

03/03/03 

40-672 


8303060160 

8309060144 

03 /03/ 1 7 

FQIA 


0309060164 

0005060144 

03/03/17 

FOIA 


8309060171 

0309060144 

03/03/17 

FOIA 


8303060 1 80 

0303060176 

83/05/02 

90-329 

P 

8303060181 

0303060135 

83/03/03 

40-672 


0303060183 

8305060174 

83/02/23 

CONTRACT 


8303060189 

0303060139 

83/03/03 

40-672 


8303060190 

0303060107 

83/04/23 

71-6294 


6303060193 

0309060133 

83/03/03 

40-672 


8305060200 

8305060135 

83/03/03 

40-678 


6305060209 

0309060139 

03/03/03 

40-672 


8305060212 

030 9060200 

03/04/21 

71-5979 


8303060214 

830 3060 1 35 

93/03/03 

40-672 


0305060320 

0303060133 

03/03/03 

40-678 


0305060320 

8305060225 

03/03/03 

50-206 

P 

8303060232 

0303060223 

83/03/03 

30-206 

P 

6303060234 

0305060223 

83/05/03 

90-206 

P 

0305060239 

8309060235 

03/04/23 

50-206 

P 

8303060251 

0305060246 

83/04/26 

CONTRACT 


0309 060269 

8303060261 

03/04/23 

30-334 

R 

0305060277 

0309060271 

03/04/28 

50-844 

P 

030506027? 

8309060266 

03/04/25 

50-893 

P 

0309060282 

8305060130 

03/04/27 

30-393 

P 

0309060207 

8309060266 

03/04/22 

50-893 

P 

0309060200 

8305060130 

03/04/27 

90-395 

P 

8309060291 

0305060266 

03/04/22 

50-293 

P 

0305060293 

6305060204 

83/03/03 

50“4B3 

Q 

0305060299 

8305060130 

83/04/27 

50-399 

P 

0303060303 

8303060298 

83/04/25 

30-309 

P 

0303060308 

0305060290 

83/04/28 

90-309 

P 

0303060312 

0305060298 

83/04/25 

90-309 

P 
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CROSS REFERENCE OF ENCLOSURES 
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PRINCIPAL 

DOCUMENT 

DATE- 

ISSUED 

SUBJECT 

CATEGORV 

e30!50&032S 

0309060319 

03/04/13 

l^ASTE MOT 

82090&032& 

8309060320 

83/04/01 

CONTRACT 


B30S0&0346 

0309060338 

83/04/25 

50-482 

F 

g309Q&D391 

8303060341 

83/02/23 

CONTRACT 


0309060394 

8309060338 

83/04/25 

50-482 

F 

0305060369 

0309060363 

03/03/23 

40-8783 


8309060381 

8309060372 

03/03/03 

50-206 

P 

0309060383 

0309060380 

83/03/07 

50-29B 

1 

8309060384 

8309060379 

03/04/12 

50-329 

A 

8309060389 

0309060372 

03/09/03 

90-206 

P 

8309060391 

0309060390 

03/04/27 

50-294 

8 

0309060393 

0309060388 

03/04/29 

50-295 

8 

8309060401 

0309060398 

03/04/28 

50-373 

8 

8309060403 

6309060402 

03/04/27 

50-317 

P 

8309060406 

0309060400 

03/04/29 

90-315 

8 

8309060407 

B305060397 

03/09/03 

90-206 

P 

8309060411 

8309060400 

03/04/29 

90-319 

8 

8309060414 

0309060400 

03/04/29 

50-315 

8 

8309060417 

0309060397 

03/09/03 

50-286 

P 

8309060418 

0309060410 

03/09/03 

50-295 

Q 

8309060421 

0309060419 

03/04/19 

50-312 

P 

8309060422 

0309060416 

03/04/26 

50-237 

8 

830906O42S 

0309060426 

03/04/27 

50-220 

8 

8309060432 

0309060431 

03/09/03 

30-286 

P 

8309060433 

0309060431 

03/09/03 

50-286 

P 

8305060440 

8309060439 

83/09/03 

90-206 

P 

8305060444 

8 30906 0443 

83/04/08 

90-299 

5 

8305060446 

8 30506 0427 

83/09/03 

90-286 

P 

8305060449 

8 30906 0427 

83/09/03 

90-206 

P 

8309060490 

G30306044S 

03/03/31 

90-362 

6 

8305060494 

830506 0452 

83/04/25 

50-313 

8 

B305060460 

830506 0458 

03/04/29 

50-289 

R 

8305060464 

8305060458 

83/04/29 

50-289 

R 

8305060465 

8 30506 0458 

83/04/29 

90-289 

R 

8305060482 

8305060476 

83/04/28 

90-272 

8 

8305060484 

0309060479 

83/04/28 

90-267 

8 

8305060489 

8309060480 

83/04/29 

90-31 1 

8 

8305060492 

8309060406 

83/04/29 

90-237 

8 

8305060903 

8309060494 

83/04/20 

90-309 

8 

8305060909 

8309060493 

83/04/27 

90-373 

8 

8305060912 

8305060901 

83/04/29 

90-245 

8 

8305060914 

8309060905 

83/04/00 

50-361 

8 

8305060517 

8309060511 

83/04/^5 

90-237 

8 

8305060923 

8305060 519 

83/04/29 

90-346 

8 

8305060936 

8303060929 

83/04/26 

90-352 

A 

8305060940 

8309060933 

83/04/27 

50-220 

8 

8305060944 

8305060528 

03/04/29 

50-2^5 

6 

B30S060949 

8309060538 

03/04/25 

50-309 

8 

8305060992 

8305060546 

83/04/13 

50-267 

R 

8309060993 

8309060948 

83/04/26 

30-333 

F 

0305060994 

8305060942 

83/05/03 

90-373 

0 

8305060997 

0309060548 

03/04/26 

90-333 

f 

0305060997 

8309060547 

83/05/02 

90-496 

0 

0305060961 

8309060336 

83/05/02 

90-200 

P 

8 305060968 

8309060562 

83/04/28 

30-447 

8 

030506 0569 

8309060542 

83/05/03 

30-373 

0 

0305060971 

8305060563 

83/04/22 

90-249 

8 

830906K>972 

8303060567 

83/04/29 

90-299 

8 

8305060582 

0305060577 

83/02/28 

30-238 

R 

0305060983 

8309060575 

83/04/25 

50-313 

F 

0309060984 

8309060574 

83/04/29 

50-29B 

8 

8309060906 

8309060577 

83/02/28 

50-230 

R 

8309060991 

8305060575 

83/04/25 

50-313 

F 

8309060994 

8305060581 

83/03/25 

50-247 

8 

0309060598 

8309060592 

83/04/29 

50-387 

8 

B30<&060599 

8309060590 

83/04/27 

50-237 

8 

830‘a060601 

8309060595 

83/04/2 9 

90-346 

F 

8305060606 

B305060600 

83/05/02 

90-344 

P 

8309060608 

8309060999 

03/04/25 

90-346 

F 

8309060609 

8309060604 

83/04/20 

30-334 

P 

8305060611 

8305060603 

83/04/27 

90-237 

S 

8309060613 

8309060577 

83/02/28 

90-230 

A 

8309060614 

8309060604 

83/04/28 

90-334 

P 

8309060621 

8303060616 

83/04/26 

90-348 

F 

8309060626 

8303060616 

83/04/26 

90-340 

F 

8309060629 

8303060506 

83/05/04 

90-247 

0 

8309060631 

8309060627 

93/04/25 

90-317 

F 

8309060634 

9309060623 

83/05/03 

40-8202 


8309060635 

8309060627 

83/04/25 

90-317 

F 

8309060663 

8309060698 

83/04/22 

90-280 

P 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

0309060669 

8309060666 

83/04/27 

50-344 

P 

8305060670 

9309060666 

63/04/27 

50-344 

P 

8303060679 

8309060673 

83/04/29 

50-295 

F 

8309060686 

8309060673 

83/04/29 

50-295 

F 

8305060694 

6309060683 

83/04/27 

50-361 

P 

0309060699 

0309060692 

B3/04/29 

90-346 

F 

8309060700 

6309060696 

03/03/28 

lOCFR 


8309060702 

6305060692 

63/04/29 

50-346 

F 

8309060703 

6309060663 

63/04/27 

90-361 

P 

8309090003 

6309090001 

83/04/21 

QA999 


8309090012 

6309090009 

63/04/29 

CONTRACT 


8309090019 

6309090016 

03/04/15 

50-348 

P 

8309090023 

6309090016 

63/04/19 

50-348 

P 

8309090027 

8309090016 

03/04/15 

50-340 

P 

8309090032 

8309090016 

83/04/15 

50-348 

P 

8309090037 

8309090029 

83/04/27 

90-2B0 

6 

8305090038 

8309090024 

63/03/21 

FOIA 


8309090043 

8309090024 

93/03/21 

FOIA 


8309090047 

8309090024 

83/03/21 

FOIA 


8309090051 

8309090049 

03/04/27 

50-280 

P 

B309090093 

8305090024 

83/03/21 

FOIA 


8309090056 

8309090048 

83/04/28 

71-5014 


8305090097 

8309090024 

83/03/21 

FOIA 


8309090098 

8309090090 

83/04/29 

CONTRACT 


8309090060 

8309090092 

83/04/29 

90-329 

R 

8309090062 

8305090049 

83/04/27 

90-280 

P 

8309090070 

8309090049 

63/04/27 

50-260 

P 

0309090073 

8309090066 

03/05/04 

90-128 

Q 

8309090091 

8309090089 

B3/04/26 

90-290 

Q 

8305090104 

8309090089 

83/04/26 

90-290 

6 

8305090111 

8309090078 

83/04/15 

90-269 

P 

8305090117 

8309090068 

63/04/29 

CONTRACT 


8305090121 

8309070113 

63/04/26 

71-9980 


8309090124 

8309090078 

63/04/15 

50-269 

P 

B309090131 

8309090122 

03/04/26 

CONTRACT 


8309090136 

8309090129 

83/09/05 

90-322 

0 

8309090138 

8309090078 

83/04/15 

90-269 

P 

8309090140 

8309090133 

83/04/26 

71-9879 


8309090149 

8309090144 

83/04/20 

50-338 

P 

8309090190 

8309090149 

83/04/26 

71-9874 


8309090194 

8309090147 

83/04/18 

90-313 

P 

8309090160 

8309090147 

83/04/10 

90-313 

P 

8309090179 

8309090147 

63/04/18 

90-313 

P 

8309090197 

8309090186 

83/04/26 

90-331 

F 

8309090202 

8309090212 

63/04/29 

PROJ 


B3D9090228 

830S090217 

63/04/26 

TOPREP 


8309090299 

8309090244 

83/04/29 

9b-2^2 

8 

B309090290 

8309090279 

83/05/02 

MI8C 


8309090300 

8309090291 

83/05/03 

CONTRACT 


8309090313 

8309090306 

63/03/22 

90-373 

6 

8309090319 

8309090279 

83/05/02 

Ml&C 


8309090327 

8309090321 

63/04/26 

90-200 

P 

630909033 1 

0309090321 

63/04/26 

90-260 

P 

8309090339 

8309090321 

63/04/26 

90-260 

P 

8309090372 

8309090338 

83/05/03 

90-470 

E 

8309090388 

8309090371 

83/05/04 

0A999 


8309090393 

8309090386 

63/04/20 

QA999 


8309090398 

6309090392 

03/04/20 

QA999 


8305090403 

8309090392 

83/04/20 

aA999 


8309090406 

8309090386 

83/04/20 

QA999 


8309090413 

8309090366 

03/04/20 

0A999 


8309090418 

8309090409 

03/05/06 

90-390 

0 

8309090436 

8309090426 

83/05/05 

90-249 

P 

8309090442 

8309090426 

03/05/05 

90-249 

P 

8305090499 

6309090497 

83/05/04 

90-272 

P 

8309090460 

8309090426 

63/05/09 

90-249 

P 

8305090461 

8309090494 

63/09/06 

90-395 

o 

6305090463 

8309090426 

83/09/09 

90-249 

p 

8309090464 

8309090462 

83/04/29 

90-302 

p 

8309090469 

8309090467 

83/04/29 

TOPREP 


0309090474 

8309090471 

03/09/02 

90-249 

p 

6309090462 

0309090479 

03/04/20 

QA799 


8309090489 

8309090479 

63/04/20 

0A999 


8309090490 

8309090487 

63/09/06 

90-440 

0 

8309090491 

8309090466 

83/05/02 

90-213 

p 

8309090492 

63090904BB 

63/05/02 

90-213 

p 

8309090493 

6309090487 

03/05/06 

90-440 

Q 

6309090499 

6309090483 

83/05/04 

TOPREP 


6309090497 

8309090483 

83/05/04 

TOPREP 


8309090902 

6309090501 

63/09/02 

50-443 

Q 
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DATE 

ISSUED 
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8303090910 

8305090507 

as/oo/os 

30-445 

T 

8305090313 

0305090507 

83/09/05 

90-449 

T 

8303090316 

8305090512 

03/04/25 

lOCFB 


8305090317 

8305090507 

83/05/09 

30-443 

T 

8305090521 

8305090507 

63/09/05 

30-449 

T 

8305090325 

8309090507 

83/05/05 

30-449 

T 

8305090530 

8309090907 

03/09/05 

30-445 

T 

0305090345 

0309090942 

83/03/17 

50-390 

A 

8305090549 

8305090942 

83/03/17 

30-358 

T 

8303090537 

830S090994 

83/04/13 

TDPREP 


6305090561 

0309090942 

03/03/17 

50-398 

A 

8305090365 

8309090489 

83/04/25 

50-267 

R 

8305090570 

0309090968 

03/09/05 

30-449 

G 

S305090SB6 

8309070960 

03/09/05 

50-443 

0 

0303090509 

8309090904 

83/04/27 

50-302 

Q 

8305090392 

8309090968 

83/05/09 

50-443 

0 

8305090600 

8303090968 

83/09/09 

30-449 

0 

8303090607 

8309090968 

03/09/05 

50-443 

0 

8303090612 

8309090608 

03/04/27 

30-269 

P 

8308090614 

8309090929 

83/03/10 

90-443 

F 

0309090618 

0309090968 

03/05/05 

50-445 

0 

8303090625 

8309090968 

©3/05/09 

50-449 

0 

0303090632 

0309090968 

03/05/05 

50-445 

0 

8303090640 

8309090569 

83/05/09 

90-445 

0 

0303090646 

8305090969 

83/05/05 

90-445 

0 

8309090640 

8309090633 

63/09/02 

50-410 

A 

8309090650 

8305090568 

83/09/05 

50-449 

0 

8309090632 

0305090633 

03/09/02 

50-410 

A 

8309090634 

8309090968 

83/05/09 

50-443 

0 

8303090660 

8309090968 

83/09/09 

50-449 

Q 

8309090726 

8305090722 

03/05/02 

50-449 

A 

0303090731 

8305090730 

83/09/03 

YPORTLIC 


8305100003 

8305100002 

83/04/26 

50-367 

a 

0305100009 

9305100006 

83/04/11 

30-172 

0 

8309100014 

8305100012 

83/09/04 

90-239 

8 

8309100019 

0309100016 

03/05/04 

90-387 

P 

8309100021 

8309100016 

83/09/04 

90-387 

P 

0309100029 

8309100023 

03/04/27 

30-337 

6 

8309100036 

8309100031 

83/05/04 

30-260 

6 

8309100082 

8309100080 

03/04/22 

50-346 

0 

8309100083 

8309100081 

83/05/03 

30-237 

a 

8309100084 

8309100090 

63/04/22 

50-346 

0 

8303100089 

8305100076 

63/04/27 

30-259 

R 

0305100090 

8305100080 

63/04/22 

90-346 

0 

0305100091 

6309100009 

63/09/02 

90-373 

B 

8303100109 

B305100100 

63/05/05 

50-324 

<] 

8309 root 11 

6309100108 

83/09/04 

50-J2&0 

P 

8309100113 

8309100107 

03/09/03 

50-276 

8 

8309100116 

8309100112 

83/04/12 

90-402 

0 

0309100120 

8309100115 

03/09/03 

50-280 

8 

8309100126 

0305100122 

03/04/06 

50-299 

F 

0309100129 

8305100119 

80/09/03 

30-280 

9 

8309100131 

0309100122 

03/04/06 

80-295 

F 

8309100139 

0309100130 

83/09/06 

30-449 

R 

8309100136 

8305100122 

83/04/00 

50-299 

F 

8305 100139 

8309100132 

83/05/03 

90-364 

8 

8309100141 

8305100124 

83/03/25 

90-329 

T 

8305100142 

8309100137 

03/04/11 

90-498 

Q 

8309100144 

8309100138 

03/04/27 

90-273 

R 

8309100199 

8309100151 

83/04/22 

50-402 

Q 

8309100160 

8309100151 

83/04/22 

50-402 

Q 

0305100166 

0309100158 

83/04/20 

50-443 

O 

8309100176 

8305100172 

03/05/07 

50-454 

0 

8305100179 

8309100173 

93/09/04 

50-279 

R 

8309100185 

6309100173 

83/09/04 

50-275 

R 

9305100190 

0309100101 

83/09/03 

90-10 

0 

8309100193 

6305100107 

03/09/09 

50-518 

A 

8309100216 

0305100215 

03/04/18 

90-331 

0 

8309100210 

6309100219 

83/04/10 

90-331 

Q 

6309100221 

6305100219 

03/04/20 

90-443 

0 

8309100229 

6309100224 

83/09/06 

90-322 

0 

6309100239 

6309100238 

83/04/01 

90-322 

0 

8309100242 

8305100241 

83/04/22 

90-289 

Q 

8309100244 

8305100241 

83/04/22 

90-285 

0 

8309100245 

8309100243 

83/03/18 

90-329 

T 

6309100248 

8309100243 

93/03/16 

90-327 

T 

8309100249 

8309100247 

83/04/13 

90-445 

Q 

6309100293 

8309100291 

93/05/02 

50-251 

8 

6309100265 

8309100259 

83/04/29 

50-339 

S 

6305100266 

8309100262 

83/04/20 

50-295 

o 


ACCESS I ON NUMBER 



PRINCIPAL 

DATE 

6UD JECT 

ENCLOSURE 

document 

ISSUED 

CATEGORY 

0303100271 

8305100262 

03/04/20 

90-299 

Q 

8303100273 

0009100260 

83/05/06 

90-334 

0 

8303100277 

8305 1 00272 

©3/04/27 

50-220 

R 

0305100270 

8305100267 

83/05/02 

50-387 

a 

8303100201 

8305100275 

83/05/04 

90-392 

A 

8305100207 

8309100279 

03/05/05 

30-295 

p 

0305100209 

0305100202 

03/09/04 

30-413 

0 

8309100291 

8305100279 

83/05/09 

90-299 

p 

8305100292 

83051002B5 

B3/D9/04 

90-260 

B 

B305100277 

0305100202 

03/05/04 

90-413 

Q 

0305100305 

8305100202 

83/05/04 

90-413 

0 

8305100307 

0305100303 

03/04/09 

90-402 

0 

0309100317 

0305100309 

03/09/05 

90-307 

P 

0309100335 

0305100331 

03/04/14 

90-213 

P 

0309100343 

8305100336 

83/05/04 

QA799 


8309100349 

8305100336 

83/05/04 

DA979 


8309100393 

8305100348 

03/04/14 

50-313 

0 

8305100395 

0305100336 

03/09/04 

QA997 


0309100361 

8305100340 

03/04/14 

90-313 

0 

0305100365 

83091003S3 

03/09/06 

90-196 

G 

8305100367 

8305100350 

03/09/04 

50-430 

A 

0305100370 

8305100362 

03/09/06 

50-325 

P 

0305100371 

0305100363 

03/05/04 

50-156 

O 

8305100372 

9305100364 

03/09/04 

90-331 

Q 

8305100379 

8305100356 

03/03/21 

90-443 

0 

8305100382 

8305100350 

B3/09/O4 

50-433 

A 

8305100334 

8305100378 

03/04/27 

50-255 

8 

0305100387 

0309 1 00377 

03/04/22 

90-237 

8 

8305100390 

9309100383 

03/09/04 

90-369 

P 

0305100392 

9305100356 

03/03/21 

50-443 

0 

B305100393 

8305 1 00380 

83/09/04 

50-341 

Q 

0305100395 

0305100350 

03/05/04 

90-430 

A 

8305100397 

9305100387 

03/09/03 

50-309 

S 

8305100399 

8309100308 

03/05/04 

50-341 

0 

8305100400 

0305100396 

03/03/21 

50-443 

0 

0305100402 

9309100379 

03/04/22 

50-237 

8 

8305100403 

8309100376 

03/04/27 

90-255 

B 

8303100407 

8309100404 

03/04/07 

90-199 

Q 

8305100410 

0305100409 

83/04/29 

90-286 

G 

030510041 1 

9305100396 

03/03/21 

50-443 

G 

8305100414 

0309100404 

83/04/07 

50-195 

0 

8305100416 

8309100377 

03/04/22 

90-237 

Q 

9305100417 

8309100412 

93/05/09 

50-354 

R 

0305100419 

B305100396 

83/03/21 

50-443 

0 

8305100424 

9305100356 

83/03/21 

50-443 

0 

8305100423 

8309100356 

93/03/21 

50-443 

0 

9305100429 

0309100427 

83/04/25 

50-247 

0 

830310042? 

8309100356 

83/03/21 

90-443 

Q 

9305100430 

9305100356 

03/03/21 

50-443 

0 

0305100431 

8309100427 

03/04/29 

50-247 

G 

0305100432 

9305100356 

03/03/21 

50-443 

0 

8303100433 

0309100427 

03/04/29 

80-247 

0 

0303110008 

8305110009 

03/05/03 

CONTRACT 


0305110013 

830511001 1 

03/05/03 

n-9103 


0305110020 

0309110010 

03/03/19 

90-27 

F 

8303110029 

B309 110026 

03/04/17 

NUREO 


8305110030 

8305110026 

03/04/17 

NUREO 


8305110035 

8309110033 

03/05/06 

71-7701 


0305110039 

8305110037 

03/09/03 

90-331 

P 

8303110041 

0305110031 

83/04/27 

CONTRACT 


0305110043 

03091 100S7 

03/05/03 

50-331 

P 

8305110045 

8309110037 

83/09/03 

90-331 

P 

8005110092 

0305110050 

©3/04/27 

90-309 

P 

8303110059 

03051 10050 

©3/04/29 

90-305 

P 

83051 10096 

03051 10050 

03/04/29 

90-305 

P 

8305110096 

0309110053 

83/09/05 

90-286 

P 

8309110063 

03051 10093 

03/05/09 

50-286 

P 

83051 10071 

03051 1006? 

83/03/07 

90-213 

F 

8305110087 

0305110002 

83/05/03 

90-373 

P 

8309110104 

0305110077 

03/09/09 

90-307 

K 

0309110106 

0309110077 

03/09/05 

90-307 

K 

8309110132 

0309110120 

83/04/26 

90-339 

P 

8309110151 

0305110190 

03/05/06 

71-9100 


03091 1019S 

0309110146 

03/09/0:1 

CONTRACT 


0309110156 

0309110154 

83/04/27 

90-272 

P 

0309110163 

03051 10157 

03/04/26 

CONTRACT 


8309110167 

0305110165 

03/05/03 

50-360 

P 

03091 10173 

03051 101!65 

83/09/03 

50-368 

P 

8309110175 

0309110171 

03/05/03 

50-373 

P 

8309110176 

0305110169 

03/05/03 

90-368 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMDER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DDCUiMENT 

ISSUED 

CATEGORY 

0305110102 

0305110179 

03/04/25 

50-361 


P 

03051 1O10& 

B3031 10179 

03/04/23 

50-36 1 


P 

0305110107 

8305110101 

63/05/04 

50-266 


P 

0305110108 

0305110179 

03/04/25 

30-361 


P 

83051 10193 

0309110190 

03/04/23 

CONTRACT 


8305110190 

8309110194 

83/05/03 

CONTRACT 


S3051 10199 

8309110193 

03/04/29 

30-313 


P 

83051 10205 

03091 10 193 

03/04/29 

50-313 


P 

03051 10224 

8309110219 

83/05/09 

50-336 


P 

0305110228 

8305110219 

83/09/09 

50-336 


P 

8305110230 

8305110219 

03/05/09 

90-336 


P 

8305110232 

0305110229 

83/05/05 

CONTRACT 


0305110234 

0305110100 

03/04/29 

50-331 


P 

8305110236 

B3031 10233 

83/04/29 

CONTRACT 


0305110242 

0303110100 

03/04/29 

90-331 


P 

8303110243 

8305110100 

83/04/29 

50-335 


P 

8305110247 

6309UO241 

83/04/22 

50-307 


8 

0303110249 

0309110246 

03/05/03 

50-327 


P 

8305110290 

8305110246 

93/09/03 

50-327 


P 

0305110253 

0305110246 

93/05/03 

50-327 


P 

0305110256 

8309110251 

93/05/06 

50-261 


8 

03051 £0260 

8305110257 

83/05/05 

50-364 


3 

03051 10264 

8305110299 

03/04/21 

50-333 


9 

0305110265 

8309J 10261 

83/04/29 

50-277 


0 

8305110267 

6303110261 

03/04/29 

50-277 


a 

8305110272 

8305110269 

83/04/26 

50-321 


3 

0305110273 

0309110270 

03/04/26 

50-321 


8 

8305110274 

8305110271 

03/04/26 

50-311 


8 

8305110277 

8305110276 

83/04/27 

50-317 


0 

0305 11 0279 

0305110275 

03/04/29 

50-416 


6 

8305110283 

0305110201 

03/04/29 

50-369 


S 

S305IJ02S4 

8305110202 

83/05/04 

50-325 


0 

83051 10207 

B3051 10206 

03/04/29 

50-209 


S 

03051 10208 

0305110205 

03/05/05 

50-338 


s 

8305110293 

0305110209 

03/05/03 

50-321 


s 

03051 IDS 07 

0305110302 

83/05/02 

90-3 


R 

03051103(0 

0309110302 

03/05/02 

50-3 


R 

8309110311 

6305110308 

03/09/03 

50-340 


P 

0303110320 

8305110314 

03/04/27 

50-309 


0 

0309110326 

83051 10321 

03/04/20 

50-320 


s 

8309 1 10328 

930511031B 

03/04/25 

50-244 


B 

03091 103S9 

8309110325 

03/05/05 

50-327 


8 

0309110339 

3303110323 

03/04/29 

50-270 


5 

83091 10336 

8305110330 

83/05/05 

50-339 


6 

5309 U 033 9 

0303110331 

83/04/29 

50-209 


Q 

83091 10341 

8305110334 

83/04/25 

50-293 


8 

8305110342 

8309110333 

83/04/29 

50-289 


S 

8309110349 

6305110340 

03/04/21 

50-270 


6 

0309110351 

8305110346 

03/04/25 

50-209 


8 

0305110353 

0305110343 

03/04/25 

50-334 


8 

03051 10358 

0309110340 

03/04/25 

50-387 


S 

830511 0359 

0309110319 

83/05/05 

50-410 


C 

8305110363 

8305110352 

03/04/27 

50-317 


8 

8305110365 

0309110356 

03/04/25 

30-293 


S 

saosnoas? 

0309110395 

03/05/06 

90-259 


8 

8309110372 

8309110315 

03/03/05 

50-410 


K 

0305110376 

8309110369 

03/04/20 

50-333 


0 

0305110377 

8305110360 

03/05/02 

50-334 


P 

8305110370 

8305110370 

03/04/25 

50-320 


8 

8305110392 

9305110373 

83/05/05 

50-327 


0 

6305110309 

8305110379 

03/04/26 

50-366 


S 

6309110390 

0305110300 

83/05/02 

50-302 


8 

0309110391 

6305110369 

83/04/28 

50-333 


d 

9309 It 0392 

8305110364 

03/04/25 

90-293 


S 

83051 1 0393 

6309110300 

83/04/29 

50-225 


G 

0309110398 

0305110360 

93/05/02 

50-334 


P 

6305110402 

6305110396 

83/05/05 

50-239 


R 

0305110403 

8309110393 

83/04/27 

50-247 


0 

0305110400 

0305110400 

03/04/25 

50-333 


0 

6305110412 

0305110404 

63/04/29 

50-321 


8 

B3091 10416 

0309110405 

03/04/21 

50-333 


8 

8305110417 

0305110410 

63/04/20 

30-366 


8 

0309110419 

8305110409 

03/05/06 

50-328 


8 

0305110423 

0305110415 

03/05/10 

REVIEW 

CRP 

6305110420 

0309110415 

63/05/10 

REVIEW 

ORP 

0309110430 

8309110421 

93/04/20 

50-387 


0 

0305110432 

0309110415 

83/05/10 

REVIEW 

ORP 

0309110433 

03D511O425 

83/05/03 

30-309 


S 

B30SI 10434 

0305110431 

03/04/26 

30-321 


8 

0305110436 

6305110429 

03/04/20 

30-366 


S 


ACCESSION NUNDER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

8303110443 

0305110437 

03/09/06 

90-346 

P 

8305110449 

8309110445 

83/05/10 

90-937 

0 

0303110492 

8305110447 

03/09/05 

90-373 

R 

0305110495 

0303110450 

83/05/10 

50-937 

Q 

8505110465 

8305110493 

03/09/05 

50-339 

8 

0305110405 

0309110415 

83/09/10 

REVIEW ORP 

0305110493 

6309110415 

03/05/10 

REVIEW ORP 

6305110496 

8303110487 

03/05/03 

50-290 

B 

0305110508 

8309110901 

93/04/26 

50-333 

Q 

0305110509 

8309110504 

83/04/15 

CONTRACT 


0305110514 

8309110510 

83/04/27 

90-333 

8 

8305110542 

8303110540 

03/04/28 

50-266 

F 

8305110543 

8309110938 

83/04/21 

90-286 

F 

8305110545 

8305110939 

83/04/14 

CONTRACT 


0305110546 

0309110938 

83/04/21 

90-286 

F 

0305110556 

8309110949 

83/04/85 

90-331 

P 

0305110560 

0309110949 

83/04/29 

50-331 

P 

0303110566 

8309110949 

83/04/29 

90-331 

P 

B3051 10574 

8305110969 

83/04/26 

90-213 

F 

0305110379 

8309110969 

83/04/26 

90-213 

F 

0305110581 

0309230324 

83/09/06 

PR 


0305110504 

8309240199 

83/04/22 

COMMISSION 

0305110601 

8305240159 

83/04/22 

COMMISSION 

0305110614 

8305110612 

83/09/06 

71-9708 


0305110626 

8309110625 

83/04/27 

90-313 

P 

8305120014 

0305120010 

03/03/21 

FOIA 


0305120016 

6309120013 

83/09/09 

90-299 

R 

6305120019 

8305180010 

83/03/21 

FOIA 


0305120023 

8305120010 

83/03/81 

FOIA 


8305120039 

B305120010 

83/03/21 

FOIA 


0305120041 

8305120010 

83/03/21 

FOIA 


0305120049 

8309120010 

03/03/21 

FOIA 


8309120092 

0309120010 

03/03/21 

FOIA 


0305120096 

8309120010 

83/03/21 

FOIA 


B3091 20062 

8305120010 

03/03/21 

FOIA 


8309120064 

6305120095 

83/05/06 

50-289 

P 

8309120069 

8305120010 

83/03/21 

FOIA 


8309120067 

8309120097 

83/05/03 

90-70 

P 

8309120068 

0309120055 

83/09/06 

90-209 

P 

8309120072 

0309120097 

83/09/03 

90-70 

P 

0309120074 

8309120070 

03/03/21 

90-398 

Q 

8305120078 

8305120057 

83/09/03 

90-70 

P 

8309120093 

0309120085 

83/09/05 

50-275 

P 

0309120096 

8309120089 

03/09/03 

90-73 

P 

8309120099 

8305120085 

83/09/05 

90-279 

P 

8309120100 

0305120009 

03/09/03 

90-73 

P 

8305120124 

0305120120 

83/09/10 

90-470 

0 

6305120150 

8309120142 

83/09/03 

CONTRACT 


8305120153 

8309120146 

83/05/03 

90-339 

P 

0309120195 

8309120149 

83/04/11 

90-449 

Q 

8305120160 

0309120146 

83/05/03 

90-339 

P 

0309120169 

8309120163 

83/04/26 

90-293 

P 

8309120171 

8309120146 

83/09/03 

90-339 

P 

8305120180 

0309120163 

83/04/26 

90-293 

P 

8305120187 

0309120163 

83/04/26 

90-293 

P 

8305120211 

8309120203 

83/09/09 

90-279 

R 

0305120216 

0309120203 

83/09/09 

90-275 

H 

0309120234 

8309120224 

83/03/01 

40-672 


8309120236 

8309120233 

03/03/15 

90-397 

K 

6305120240 

6309120224 

83/03/01 

40-672 


0309120246 

0309120224 

03/03/01 

40-672 


8309120290 

0309120244 

03/09/09 

90-281 

P 

0309120291 

8309120224 

03/03/01 

10-672 


8309120292 

8309120241 

03/09/03 

50-336 

P 

8305120297 

8309120824 

83/03/01 

40-672 


6305120260 

8309120224 

83/03/01 

40-672 


0305120264 

8309120224 

83/03/01 

40-672 


8305120260 

8309120224 

83/03/01 

40-672 


8305120269 

8305120224 

83/03/01 

70-82 


8305120274 

8309120224 

83/03/01 

40-672 


0305120279 

6309120224 

83/03/01 

40-672 


0305120280 

0305120278 

83/09/09 

90-392 

0 

6305120283 

8309120224 

83/03/01 

40-672 


8305120284 

8309120224 

03/03/01 

40-672 


6305120209 

9309120224 

03/03/01 

40-672 


0305120294 

0309120224 

83/03/01 

40-672 


8305120296 

8309180224 

03/03/01 

40-672 


8305120300 

8309120297 

83/09/09 

90-322 

0 

6309120303 

8309120224 

83/03/01 

40-672 


8309120306 

8305120301 

83/09/06 

50-322 

Q 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 
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ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

0UBJECT 



PRINCIPAL 

DATE 

3UDJECT 


ENCLOSURE 

DOCUMENT 

IS&UED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOR? 

B309 120307 

6309120224 

63/03/01 

40-672 


8309120511 

83051 S0224 

03/03/01 

40-672 


8309120310 

8309120224 

03/03/01 

40-672 


B30912Q912 

0305120904 

03/05/03 

50-313 

P 

9309120311 

0309120301 

03/05/06 

90-322 

Q 

0309120914 

8303120224 

03/03/01 

40-672 


B309120316 

8303120224 

03/03/01 

40-672 


030912031 9- 

8309120324 

63/03/01 

40-672 


8309120317 

8309120312 

83/09/06 

50-320 

7 

0305120917 

8303120513 

03/05/03 

CONTRACT 


8309120323 

8309120312 

83/05/06 

90-320 

T 

0309120918 

0309 120324 

63/03/01 

40-672 


8309120324 

8309120318 

83/09/04 

90-316 

8 

8309120519 

8309120224 

Q3/03/0! 

40-672 


8309120326 

8309120312 

03/05/06 

90-320 

T 

0309120923 

B3D9 120224 

03/03/01 

40-672 


9309120330 

83091S0312 

03/09/06 

50-320 

T 

0309120927 

9309120224 

83/03/01 

40-672 


8309120332 

6309120329 

63/09/09 

90-322 

0 

0309120930 

8309120224 

03/03/01 

40-672 


0309120339 

8309120312 

03/09/06 

90-320 

T 

8309120532 

6309120524 

03/03/30 

90-120 

P 

8309120338 

8309120312 

03/09/06 

90-320 

T 

0309120537 

8309130524 

83/03/30 

90-120 

P 

8309120339 

8309120333 

03/09/10 

90-279 

P 

0309120540 

6309120224 

03/03/01 

40-672 


8309120341 

8309120312 

83/09/06 

90-320 

T 

0309120544 

0309120524 

03/03/30 

30- 1 20 

P 

8309120344 

8309120312 

03/09/06 

50-320 

T 

0309120560 

8309120595 

03/05/06 

CONTRACT 


8309120347 

8305120312 

83/09/06 

90-320 

T 

8309120570 

0305120966 

03/03/02 

90-267 

F 

8309120348 

0309120349 

03/04/27 

90-461 

0 

8309120570 

8309120966 

83/09/02 

90-267 

P 

8309120390 

8309120312 

03/09/06 

90-320 

T 

8309120989 

0305120900 

63/09/09 

50-373 

P 

6309120392 

8309120224 

03/03/01 

40-672 


530912098? 

6305120900 

03/09/05 

30-373 

P 

8309120393 

8309120346 

83/03/16 

90-374 

0 

0305120993 

63091205BO 

03/05/05 

9 □“373 

P 

8309120399 

8309 1203 IS 

03/09/06 

50-320 

T 

63051 S0602 

6305120224 

03/03/01 

40-672 


8309120396 

83091 202S4 

03/03/01 

40-672 


0309120603 

6305120594 

83/09/02 

30-209 

F 

8309120397 

8309120312 

83/09/06 

90-320 

T 

8309120604 

8305120590 

03/09/03 

50-290 

0 

8308120399 

8309120224 

03/03/01 

40-678 


0305120609 

0305120224 

83/03/01 

40-672 


8309120364 

8309120361 

03/04/26 

50-374 

0 

8309120613 

8305120607 

63/04/20 

msc 


8309120368 

8309120361 

83/04/26 

50-374 

Q 

0309120614 

8305120224 

03/03/01 

FOIA 


8309120369 

0309120224 

03/03/01 

40-672 


8309120617 

0305120224 

03/03/01 

FOIA 


8309120372 

8309120224 

03/03/01 

40-672 


8305120620 

8309120224 

83/03/01 

40-672 


0309120374 

6309120370 

03/05/11 

90-237 

P 

8309120621 

0305120611 

03/05/04 

90-273 

P 

8309120376 

8309120224 

03/03/01 

40-672 


S309 120623 

0309120224 

03/03/01 

40-672 


8309120380 

8309120378 

83/05/09 

50-322 

Q 

0309120627 

8309120224 

03/03/01 

40-672 


8309120381 

8309120224 

03/03/01 

70-02 


0309120630 

8309120224 

83/03/01 

40-672 


8309120397 

0309120394 

03/02/07 

QA999 


0305120633 

0305120234 

03/03/01 

40-672 


0309120399 

8309120396 

83/09/04 

90-319 

8 

0309120642 

8309120224 

03/03/01 

40-672 


8309120404 

6309180392 

03/04/26 

90-410 

8 

83091SO696 

8309120224 

03/03/01 

70-929 


0309120411 

8309120402 

03/09/02 

90-334 

0 

0309130006 

0305120224 

03/03/01 

40-672 


8309120418 

8309120414 

03/09/02 

90-313 

S 

8309130011 

0309120224 

03/03/01 

40-672 


8309120420 

8309120419 

03/04/27 

90-373 

Q 

03O913DO16 

0309120224 

03/03/01 

40-672 


B309120423 

8309120418 

03/04/29 

90-946 

O 

8309130017 

0305 1 300 lO 

03/05/04 

50-338 

P 

8309120426 

0309120481 

03/09/04 

90-309 

F 

0309130021 

9305130013 

03/09/11 

90-449 

0 

0309120427 

8309120431 

03/09/04 

90-309 

F 

0309130022 

0305130010 

83/05/09 

90-247 

p 

8309120428 

830912041*? 

03/04/29 

50-946 

(1 

8309130023 

6309130010 

03/05/04 

50-330 

p 

8309120430 

8309120422 

03/04/21 

90-307 

8 

8309130024 

8309130016 

03/05/09 

90-247 

p 

8309120437 

8309120429 

83/04 /29 

90-358 

0 

0309130031 

0305120224 

03/03/01 

40-672 


0309120439 

8309120433 

03/04/29 

90-270 

9 

0305130037 

0305120224 

03/03/01 

40-672 


0309120443 

8309120438 

83/04/20 

50-373 

Q 

0305130040 

8309130033 

03/09/11 

90-449 

0 

8309120444 

8309120440 

83/04/29 

90-237 

Q 

0309130042 

0305120224 

83/03/01 

40-672 


0309120447 

8309120438 

83/04/28 

90-373 

0 

8309130047 

8303130043 

83/05/09 

90-302 

R 

0309120449 

6309120440 

03/04/29 

90-237 

0 

0305130093 

0305120224 

03/03/01 

40-672 


8309120490 

0309120224 

03/03/01 

40-672 


8305130062 

8309120224 

03/03/01 

40-672 


8309120491 

8309120449 

03/09/06 

90-313 

0 

8305130070 

0309130069 

03/05/09 

90-20? 

P 

8309120494 

8309120224 

03/03/01 

40-672 


0305130074 

03O513OQ65 

03/09/09 

90-28? 

P 

8309120462 

8309120224 

03/03/01 

40-672 


0305 130086 

6309130084 

03/05/02 

90-244 

P 

8309120463 

8309120496 

03/04/29 

50-266 

a 

83091300?! 

B3051300B9 

83/09/06 

90-259 

s 

6309120466 

8305120224 

03/03/01 

40-672 


0309130095 

Q3051300?3 

83/05/05 

50-346 

6 

8309120468 

8309120456 

03/04/29 

50-266 

Q 

8305130101 

0309130097 

03/04/19 

30-315 

8 

8309120470 

8309120460 

83/09/02 

50-397 

E 

8309130104 

0309130103 

03/05/1 1 

90-271 

P 

8309120471 

6309120469 

83/04/29 

40-215 


B3DS1301 12 

B309130109 

03/05/10 

50-409 

0 

8309120472 

8309120224 

03/03/01 

FOIA 


0305130120 

0309130117 

03/09/03 

90-206 

P 

0309120474 

B3091ZOS24 

03/03/01 

FOIA 


8309130123 

8309130117 

63/05/03 

50-286 

P 

8309120476 

8309120469 

83/04/29 

40-215 


8305130130 

0309130125 

03/05/06 

50-281 

6 

8309120477 

8309120460 

83/09/02 

50-397 

E 

8309130134 

0309130132 

03/05/09 

30-333 

n 

0309120478 

8309120224 

03/03/01 

40-672 


a303130135 

8309130129 

03/05/ 10 

50-494 

0 

8309120480 

B3D9120224 

83/03/01 

40-672 


8305130136 

6305130125 

03/09/06 

50-201 

s 

8309120483 

8309120224 

03/03/01 

40-672 


8305130141 

0305130131 

03/05/09 

50-260 

0 

8309120484 

8309120479 

B3/09/04 

50-461 

8 

8305130144 

0309130139 

03/05/10 

90-373 

0 

8309120489 

8309120460 

03/09/02 

50-397 

E 

8309130145 

6305130140 

03/05/09 

90-299 

8 

8309120489 

8309120224 

83/03/01 

40-672 


8305130192 

8305130143 

03/04/27 

50-344 

8 

8309120491 

8309120460 

03/09/02 

50-397 

E 

8305130155 

6305130149 

03/05/11 

50-373 

P 

8309120493 

8309120224 

03/03/01 

40-672 


8309130172 

6303130167 

03/09/05 

90-324 

8 

6309120494 

8309120224 

03/03/01 

40-672 


8305130174 

6305130166 

03/04/15 

90-316 

8 

8309120498 

0303120499 

83/05/04 

90-266 

P 

8309 130176 

5309130170 

03/09/06 

90-324 

6 

8309120900 

8309120224 

03/03/01 

40-672 


8309130182 

8309130171 

03/09/11 

SO-32? 

Q 

8305120302 

8309120499 

03/09/04 

90-266 

P 

8309130184 

6309130177 

03/09/04 

50-324 

S 

8309120903 

6309120224 

03/03/01 

40-672 


8309130180 

8309130179 

03/09/06 

30-302 

6 

8309120909 

8309120499 

03/09/04 

90-266 

P 

8305130191 

0309130170 

03/09/09 

90-3 1 5 

B 

6309120306 

8309120904 

83/09/03 

90-313 

P 

8305130195 

8309130190 

03/09/03 

90-346 

S 

8303120907 

6309120224 

03/03/01 

40-672 


6305130200 

0309130194 

83/05/06 

50-416 

8 

6309120906 

8309120904 

03/05/03 

90-313 

P 

6305130201 

0305130190 

03/03/09 

90-346 

0 

8309120909 

8305120224 

03/03/0 1 

40-672 


6305130202 

0305130197 

03/05/02 

50-237 

R 
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CATEOORT 

6309130203 

6309130198 

83/05706 

50-200 

8 

8309160261 

8305160298 

83/03/22 

40-7500 


B303130204 

8303130070 

63/03/10 

30-322 

0 

8309160271 

0309160259 

03/03/24 

90-312 

Q 

6309130209 

6309130190 

03/03/05 

50-346 

8 

6305160283 

0305160279 

63/05/02 

90-307 

F 

6303130211 

8305130176 

63/03/10 

50-304 

8 

8309160284 

6305160279 

83/05/02 

90-309 

F 

6303130214 

6305130209 

63/03/09 

50-255 

8 

8309160269 

8309160203 

83/05/02 

50-369 

F 

6303130220 

8305130212 

63/03/03 

30-254 

0 

8309160286 

8305160283 

03/09/02 

90-369 

F 

6303130221 

8305130219 

03/05/04 

50-135 

O 

8309 160270 

8305160288 

83/09/02 

90-313 

F 

6303130223 

8305120480 

63/03/23 

50-271 

0 

6309160273 

8309160292 

03/05/02 

90-413 

F 

6303130230 

6305130229 

03/05/09 

50-255 

S 

8309 1 60299 

6305160292 

03/09/02 

90-413 

F 

6309130231 

6309130217 

63/04/28 

50-312 

8 

8305160303 

8305160301 

63/09/03 

XPORTLIC 


6309130232 

6305130224 

03/04/22 

30-344 

s 

6309160309 

0305160301 

03/05/03 

XPORTHC 


6309130233 

6309130213 

03/05/04 

50-135 

Q 

8305160312 

0305160304 

03/05/02 

90-247 

0 

0309 130234 

0303130227 

03/05/10 

70-1300 


8305160316 

8305160304 

03/05/02 

50-247 

0 

6303130237 

0309130213 

93/05/04 

50-155 

Q 

8305160332 

8305160316 

03/09/06 

90-367 

A 

8309130241 

8303130213 

03/05/04 

50-1 55 

a 

6309160340 

8305160337 

03/09/04 

50-270 

P 

6309130242 

9309130233 

03/04/20 

30-366 

8 

8309160341 

8305160337 

03/05/04 

90-298 

P 

0309130243 

0303130228 

03/09/06 

50-200 

s 

8305160342 

8309160337 

03/05/04 

90-279 

P 

6309130291 

6305 130290 

03/09/10 

50-305 

R 

8305160349 

0309160346 

03/04/26 

90-261 

P 

63091 302/>l 

9309130296 

03/09/03 

71-495 


8305160391 

0309160346 

03/04/26 

50-26 1 

P 

63091 302A7 

8309130258 

83/03/05 

50-409 

0 

8309160356 

8309160346 

03/04/26 

90-26 1 

P 

6309130271 

8305130298 

83/05/05 

50-407 

a 

8309160369 

8305160363 

03/04/14 

PROJ 


B30913029& 

8305130274 

83/04/20 

50-269 

p 

0309160366 

0309160362 

03/05/05 

50-327 

P 

6309130300 

830313027? 

83/05/09 

CONTRACT 


8305160368 

6305160362 

03/05/05 

90-327 

P 

6309130306 

8303130307 

83/09/02 

50-272 

F 

030916036? 

0305160362 

03/09/05 

50-327 

P 

9303130309 

03O913O3D7 

63/05/02 

30-272 

F 

8309170007 

6305170006 

03/09/12 

90-271 

R 

630313031 1 

6303130310 

63/05/02 

50-387 

F 

830917000? 

0305170004 

03/04/29 

90-362 

G 

9303 130314 

6309130310 

83/05/02 

30-397 

F 

8309170014 

8305170010 

03/05/12 

90-336 

R 

6305130323 

8309130322 

63/04/22 

40-0752 


8309170019 

0305170015 

03/05/05 

90-31 1 

P 

6303130333 

8309130330 

03/04/15 

40-8793 


8309170021 

8305170010 

03/05/10 

90-272 

fi 

6303130339 

6309130339 

03/04/25 

50-443 

A 

0309170022 

0309170013 

03/04/27 

90-461 

0 

6309130344 

6309130343 

63/05/10 

50-382 

A 

0309170023 

8305170019 

03/05/09 

90-311 

P 

63091 3 03&1 

6309130396 

03/05/10 

CONTRACT 


8309170028 

8305170015 

03/05/05 

90-311 

P 

6309Ii600t4 

9303160011 

83/05/03 

50-361 

8 

6309170034 

8305170030 

03/05/07 

90-296 

8 

8309160023 

6303160018 

03/05/10 

SO-219 

Q 

8309170044 

8305170037 

03/05/13 

90-289 

0 

6309160029 

9309160020 

03/05/01 

50-247 

8 

8309170047 

9309170039 

83/05/13 

50-209 

0 

6309160026 

6303160024 

93/05/10 

50-247 

0 

0305170091 

8309170037 

03/09/13 

90-209 

0 

8309160037 

8309160029 

83/05/11 

50-142 

0 

0305170052 

8309170027 

03/05/04 

90-220 

p 

0309160051 

9305160047 

03/05/03 

30-362 

8 

8309170054 

6309170039 

03/05/13 

50-209 

0 

6309160097 

8309160052 

03/05/06 

50-311 

S 

8309170096 

8305170027 

03/05/04 

90-220 

p 

6309160062 

9305160094 

93/05/03 

50-315 

R 

8309170090 

8309170037 

03/05/13 

90-209 

0 

6303160064 

8309160098 

93/05/02 

50-334 

a 

8309170060 

8309170027 

03/05/04 

90-220 

p 

6309160069 

9309160099 

93/09/05 

50-361 

8 

8305170067 

8309170063 

93/05/13 

90-142 

0 

6309160072 

9309160071 

03/05/12 

50-928 

A 

8305170070 

8309170069 

03/04/01 

CONTRACT 


0309160076 

8309160036 

93/05/11 

50-202 

R 

8303170071 

0305170067 

03/05/02 

90-271 

p 

6309160078 

9309160067 

03/04/29 

70-754 


8305170072 

8309170067 

83/05/02 

50-271 

p 

6309160079 

8305160079 

03/04/30 

50-247 

8 

83051 70075 

8309170069 

03/09/02 

90-271 

p 

6309160082 

9309160069 

83/05/03 

50-309 

8 

8305170077 

8309170065 

03/04/61 

CONTRACT 


8309160087 

9303160083 

93/05/02 

30-354 

Q 

8309170080 

8309170076 

93/05/04 

90-319 

p 

6309160091 

0303 160083 

03/05/02 

50-354 

G 

8309170084 

0309170077 

03/05/09 

90-272 

p 

0303160099 

8309160092 

83/05/11 

50-263 

R 

8305170085 

8305170064 

83/04/27 

90-272 

8 

0303160100 

8305160094 

83/05/10 

30-349 

G 

83091 70087 

8305170079 

83/09/09 

50-272 

P 

9309160101 

8309160055 

83/05/05 

50-361 

8 

8305170070 

8305170079 

83/09/09 

50-272 

P 

9303160102 

8309160096 

83/04/20 

50-31 1 

S 

0305170079 

8309170064 

83/04/29 

50-272 

6 

8309160103 

8303160097 

03/04/25 

50-220 

R 

8305170078 

8309170073 

93/09/10 

90-350 

A 

9309160107 

8303160094 

83/05/10 

30-340 

0 

6305170102 

8309170097 

93/09/11 

71-4906 


8309160106 

8309160104 

83/05/11 

50-313 

P 

0305170106 

8305170064 

03/04/27 

50-272 

8 

8309160112 

8303160106 

03/05/12 

50-333 

P 

0305170107 

8309170076 

83/09/04 

90-319 

P 

8309160115 

8303160110 

03/05/03 

50-362 

8 

0305170110 

8309170064 

83/04/29 

90-272 

0 

0309160116 

83091601 11 

83/05/1 1 

50-295 

R 

8305170112 

8309170076 

03/09/04 

90-313 

P 

B303160119 

83091601 14 

83/05/03 

50-244 

S 

8305170113 

8309170100 

93/09/10 

71-9010 


8309160123 

83031601 16 

83/05/05 

50-311 

0 

8309170117 

8309170117 

03/05/05 

90-272 

P 

8309160125 

8309160120 

83/05/03 

50-362 

8 

8305170124 

8309170117 

83/09/09 

90-272 

P 

8309160126 

8303160121 

03/05/10 

30-315 

P 

8305170125 

8309170120 

03/09/11 

XPORTLIC 


8309160136 

8303160134 

03/05/09 

90-293 

R 

8305170127 

8305170U7 

83/09/09 

90-272 

P 

8303160139 

8309160137 

83/05/02 

50-273 

0 

8305170136 

8305170130 

83/09/07 

90-483 

Q 

8303160141 

8303160139 

03/05/09 

50-445 

K 

8305170140 

8309170134 

93/05/04 

90-237 

6 

8303160142 

8303160137 

83/05/02 

50-293 

0 

8305170144 

8309170138 

93/05/10 

90-266 

G 

8305160191 

8309160124 

83/05/06 

90-387 

8 

8305170147 

8309170142 

93/05/10 

90-311 

R 

8309160171 

8309160169 

83/05/10 

50-266 

R 

8305170193 

8309170148 

93/04/27 

90-946 

G 

8309160176 

8305160172 

83/03/11 

30-275 

P 

8309170163 

8305170157 

03/09/05 

90-237 

8 

8309160179 

6305160089 

83/05/10 

50-520 

0 

8309170168 

8305170166 

63/04/27 

90-193 

G 

8309160189 

8305160163 

83/03/02 

50-213 

P 

8309170171 

8309170162 

03/09/09 

90-346 

8 

8309160199 

8309160194 

83/09/02 

50-289 

Q 

8309170174 

8305170166 

03/04/27 

90-155 

G 

8309160200 

8305160195 

83/03/31 

50-312 

Q 

8309170184 

8309170167 

83/05/09 

50-254 

G 

0309160204 

8305160195 

03/03/31 

50-312 

0 

8309170188 

8309170102 

03/05/07 

90-403 

G 

8309160213 

8305160199 

83/03/31 

50-312 

0 

8309170177 

8309170171 

83/05/07 

90-389 

a 

8309160219 

8305160195 

83/03/31 

50-312 

0 

8309170205 

8309170201 

03/05/09 

90-346 

a 

6309160222 

0305160195 

83/03/31 

50-312 

Q 

8305170224 

8309170212 

03/09/04 

90-470 

G 

6309160244 

8305160240 

83/05/04 

50-445 

0 

8309170229 

8309170217 

03/09/06 

50-928 

A 

9309160299 

8305 160296 

83/04/19 

40-8675 


8309170227 

8309170222 

03/09/07 

90-403 

Q 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBSR 


ENCLOSURE 

PRINCIPAL 

document 

CATS 

ISSUED 

eufi JECT 
CATEGORY 

6309170233 

0305170229 

B3/09/04 

50-361 

P 

6309170234 

8309170229 

83/09/04 

90-361 

P 

0303170236 

0309170229 

63/05/04 

50-361 

P 

6309170240 

8303170237 

Q3/09/ia 

50-566 

A 

0309170248 

8303170238 

63/04/26 

50-454 

0 

6309170290 

8303170244 

03/05/09 

50-335 

8 

6303170291 

830517024 5 

63/0S/I2 

71-9019 


6309170292 

0303 170241 

03/05/09 

50-266 

Q 

6309170299 

0305170246 

63/05/05 

50-317 

P 

8309170260 

0305170295 

83/09/12 

71-9151 


6309170362 

0305170294 

83/05/09 

50-321 

8 

6309170263 

0305170241 

03/09/09 

90-266 

Q 

6309170266 

0305170246 

83/05/03 

50-317 

P 

8309170269 

0305170238 

03/09/06 

50-370 

8 

6309170271 

0309170267 

03/05/06 

90-305 

8 

8305170273 

0305170246 

03/05/05 

50-317 

P 

6309170274 

0309170270 

83/04/19 

50'’315 

F 

8309170264 

0309170276 

03/09/05 

50-366 

8 

8309170209 

0309170282 

03/09/09 

50-400 

A 

6309170296 

0309170294 

03/04/27 

90-341 

Q 

8303170300 

0309170299 

03/05/05 

50-255 

Q 

6309170304 

0309170294 

83/04/27 

90-34 1 

0 

8309170307 

8309170302 

03/04/15 

TOPREP 


6309170308 

8309170303 

83/04/27 

50-346 

0 

8303170311 

8309170302 

83/04/ 1 9 

TOPREP 


6309170312 

8305170306 

83/05/13 

50-546 

A 

8309170313 

0305170309 

03/04/29 

50-449 

0 

8309170319 

0309170303 

03/04/27 

90-346 

0 

6305170318 

8309170309 

03/04/29 

50-449 

Q 

8309170331 

0309170382 

03/OS/li 

50-374 

G 

8309170333 

8309170329 

03/04/29 

90-398 

Q 

8309170330 

6309170324 

03/04/22 

50-369 

8 

8309170339 

8309170332 

03/04/08 

50-275 

0 

8309170340 

8305170330 

03/05/09 

50-260 

8 

0303170342 

8309170336 

83/09/06 

50-133 

8 

8309170343 

8309170335 

03/05/05 

50-397 

O 

8309170344 

6309170337 

83/04/27 

50-295 

G 

6309170346 

0309170337 

03/04/27 

90-295 

Q 

0305170349 

8309170346 

03/04/ 1-? 

90-397 

G 

8309170393 

8309170337 

83/04/27 

90-295 

G 

8309170398 

0309170359 

03/05/05 

90-369 

B 

0309170361 

0309170399 

83/04/26 

90-361 

G 

8305170369 

0309170363 

03/05/03 

90-206 

□ 

0309170370 

0309170067 

83/05/06 

90-31 1 

6 

8309170376 

8309170372 

03/05/02 

50-294 

R 

8309170370 

8305170:374 

03/05/03 

90-373 

8 

8305170301 

0309170375 

83/04/10 

90-397 

Q 

6309170302 

0309170377 

83/09/04 

90-928 

0 

6309170387 

8309170384 

83/04/06 

90-500 

Q 

8309170306 

8309170383 

83/05/04 

90-373 

8 

8305170390 

8309170384 

03/04/08 

90-906 

G 

8309170394 

0309170309 

83/05/05 

90-366 

a 

6309170399 

8309170393 

63/09/10 

50-220 

R 

8309170396 

0309170392 

93/05/13 

50-329 

H 

6309170400 

0309170398 

83/04/20 

50-373 

G 

0309170402 

8309170399 

83/05/09 

90-302 

8 

0309170403 

0309170390 

03/04/20 

90-373 

G 

8309170411 

6309170408 

83/04/26 

90-454 

T 

8309170412 

8309170406 

83/05/10 

90-338 

8 

6309170413 

6309170408 

83/04/26 

90-454 

T 

6309170420 

6309170417 

83/04/14 

90-361 

Q 

8309170421 

6309170417 

83/04/14 

90-361 

Q 

8309170429 

0305170423 

83/09/12 

90-373 

0 

8309170426 

8309170424 

83/05/09 

90-416 

S 

6309170431 

0309170427 

63/09/09 

90-416 

0 

6309170432 

0305170429 

83/04/25 

90-B9 

G 

6309170433 

0309170430 

03/09/09 

90-416 

0 

6309170437 

0305170429 

83/04/25 

90-89 

Q 

6309170436 

0305170434 

93/09/05 

30-321 

0 

8309170439 

0305170436 

03/04/26 

90-397 

Q 

0309170444 

0305170441 

03/05/06 

90-319 

8 

8309170449 

8309170442 

03/09/09 

90-321 

8 

8309170491 

8309170446 

83/09/06 

90-316 

8 

8309170494 

6309170447 

03/05/13 

90-390 

Q 

6309170460 

0309170459 

83/05/13 

90-269 

R 

8309170470 

0309170465 

83/09/12 

50-205 

R 

8309170473 

B30917O46S 

03/05/13 

90-490 

K 

0305170480 

0309170474 

83/04/14 

50-36 1 

G 

8305170490 

6309170487 

03/05/11 

50-354 

0 

6305170496 

0309170494 

83/09/04 

50-900 

Q 


ACCESSION NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

document 

ISSUED 

CATEGORY 

6305170499 

B3051704B1 

83/05/03 

90-3A.6 

S 

8305170901 

9309170476 

03/04/22 

90-273 

0 

8309170304 

8305170499 

63/09/10 

go-34 

Q 

6309170906 

8309170902 

03/09/03 

50-36«j 

S 

8309170908 

0305170493 

63/09/10 

50-94 

Q 

6309170517 

B30S170511 

83/05/12 

30-275 

R 

0309170921 

6305170513 

83/04/18 

50-361 

0 

8305170929 

8303170920 

03/03/13 

90-250 

P 

6309170530 

6303170319 

63/04/16 

30-361 

0 

0509170932 

0305170327 

83/03/13 

50-293 

R 

0305170937 

0305 1 7093 1 

63/04/22 

50-520 

a 

6309170540 

8309170936 

63/03/13 

50-369 

R 

8309170544 

6305170339 

63/04/26 

90-387 

A 

0309170393 

8305170350 

93/05/06 

50-358 

A 

8309170964 

6305170560 

83/04/29 

50-526 

G 

0305170566 

6305170561 

63/05/05 

50-2^9 

6 

8309170967 

8309170362 

63/04/06 

90-644 

Q 

8305170969 

6309170963 

83/05/12 

50-434 

Q 

0309170970 

6303170568 

83/04/29 

70-6 


6309170971 

6309170368 

03/04/29 

70-0 


8309170572 

03051705^19 

63/05/12 

50-434 

0 

8309170576 

0303170565 

63/05/12 

90-434 

0 

8309170991 

0305170369 

63/09/12 

50-434 

0 

6303170588 

6305170969 

63/05/12 

90-454 

0 

8309170990 

8309170965 

03/05/12 

90-454 

G 

8305170993 

8305170965 

03/05/12 

50-494 

0 

0309170607 

6309170606 

63/04/26 

contract 


0309170614 

0309170603 

83/09/03 

CONTRACT 


6309170621 

8309170616 

83/09/05 

xporthc 


6309170645 

8305170619 

83/05/09 

50-301 

P 

B30 51706 61 

6303170648 

83/09/13 

CONTRAC T 


8305170666 

6309170657 

63/09/04 

5O-S02 

P 

0309170673 

0305170667 

63/09/05 

90-346 

P 

83091 70 67B 

0309170667 

83/05/05 

90-346 

P 

8309170682 

0309170669 

63/09/05 

90-346 

P 

0309170693 

0309170697 

83/05/04 

9Q-26Z 

F 

B30S170689 

6309170677 

93/09/11 

80-313 

F 

0309170693 

8305170606 

03/09/13 

CONTRACT 


0309170709 

8309170701 

03/09/06 

50-46.1 

A 

8305170726 

830517O7S3 

03/09/09 

30-3 &9 

P 

8309170730 

8305170723 

03/05/09 

50-369 

P 

0309160000 

6305180007 

63/05/04 

50-278 

P 

6309180010 

0309100003 

83/04/12 

FOIA 


0309160011 

0309100007 

03/09/04 

50-278 

P 

6309160013 

8305160005 

63/04/12 

FOIA 


6309180014 

8305180007 

83/05/04 

50-276 

P 

B309180015 

0305180012 

03/05/05 

90-399 

P 

8305180016 

6303160005 

03/04 /L2 

FOIA 


03051 B0020 

8303180012 

63/09/05 

50-395 

P 

6309160021 

0303160003 

83/04/12 

FOIA 


0305160023 

8303160012 

63/09/05 

50-375 

P 

8309180029 

8309160024 

03/05/05 

50-279 

P 

0309160031 

8309 1 00003 

03/04/12 

FOIA 


6309160032 

0305100024 

83/09/09 

50-275 

P 

8309190036 

6309160030 

83/05/09 

50-3ia 

P 

8305180037 

6309160003 

83/04/12 

FOIA 


6309160039 

8305160026 

03/04/29 

90-290 

P 

0309180041 

8309180030 

03/09/09 

50-366 

P 

83O5180D44 

0309100003 

93/04/12 

FOIA 


8309100049 

0309180034 

03/05/09 

80-269 

P 

8309100047 

8303 18 0030 

83/09/10 

50-247 

P 

6309160040 

6303180040 

63/05/05 

50-324 

P 

0309100049 

0305100030 

83/05/05 

90-368 

P 

8309160090 

0309 1 00026 

83/04/29 

50-298 

P 

6305160092 

6309100005 

83/04/12 

FOIA 


83051800911 

8305180009 

63/04/12 

FOIA 


8309160057 

6305160040 

63/05/05 

50-324 

P 

0309160056 

8309180053 

83/05/05 

90-36? 

P 

0309160097 

8309180034 

93/05/05 

30-269 

P 

0309 160061 

6309180040 

63/05/05 

30-324 

P 

0305180063 

6309180005 

03/04/12 

FOIA 


0309160064 

63091 8 QOOl 

63/03/09 

30-498 

Q 

0309160066 

8309100093 

63/05/09 

50-369 

P 

0309160066 

0309100034 

03/09/09 

90-269 

P 

8309160070 

0309160009 

63/04/12 

FOIA 


B30916D071 

8309100026 

63/04/29 

50-296 

P 

8309180072 

6309160053 

03/05/05 

50-369 

P 

0309100073 

6303180067 

03/09/05 

XPORTLIC 


03O91BOO74 

8303180005 

03/04/12 

FOIA 


0309100079 

6303160001 

03/03/09 

50-498 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUri&Efl 


ENCLOSOflE 

PRINCIPAL 

document 

DATE 

I8SUIED 

SOBUECT 

CATEGDW7 

aaooiQooao 

3305100005 

33/04/12 

FOIA 


0309160033 

3305130001 

33/03/09 

50-490 

Q 

03O91BDO91 

3305130031 

03/09/03 

50-331 

P 

0309100092 

3305100005 

83/04/12 

FOIA 


0305180093 

0305 1 8003 1 

33/05/03 

50-331 

P 

03O91BOCI94 

3305180001 

03/03/09 

50-490 

Q 

0305100096 

8305100005 

83/04/12 

FOIA 


8309180100 

8309180009 

83/04/13 

FOIA 


a3Q9160l04 

8305130099 

83/05/05 

50-239 

P 

3309130106 

03O51BOOO3 

03/04/12 

FOIA 


330918011 1 

8305180005 

83/04/12 

FOIA 


3309130114 

8305100102 

83/05/03 

50-346 

P 

3309130116 

8305100005 

83/04/12 

FOIA 


8309130121 

8305180001 

03/03/09 

50-498 

A 

3309130123 

0309180005 

83/04/12 

FOIA 


3305180125 

83091001 17 

03/04/15 

40-6500 


3305180126 

B309180099 

83/05/05 

50-269 

P 

3305150126 

8309180099 

83/05/05 

50-209 

P 

8305180139 

8309180102 

83/05/09 

50-346 

P 

33051 80 M6 

8309100143 

03/09/16 

90-247 

G 

8305150148 

8309100001 

83/03/04 

5&-49B 

A 

3305180153 

03091 B0005 

83/04/12 

FOIA 


3305130157 

8305100001 

03/03/04 

90-498 

0 

8305160159 

8309180009 

83/04/12 

FOIA 


8305180166 

83051 B0009 

83/04/12 

FOIA 


3305150167 

0303180001 

83/03/09 

50-490 

Q 

8305180174 

8305130003 

83/04/12 

FOIA 


8305180175 

8305130001 

83/03/09 

50-493 

Q 

8305180178 

8305 180009 

83/04/12 

FOJA 


8305180181 

8305130001 

03/03/09 

50-490 

0 

8309180186 

8309 le 0009 

83/04/12 

FOIA 


8305180107 

8305180102 

83/05/05 

50-346 

P 

8305180189 

8305100001 

03/03/09 

50-493 

o 

6309180196 

8309100009 

83/04/12 

FOIA 


0309100202 

8309130001 

83/03/09 

50-493 

0 

8309180204 

S303ie0l?7 

63/05/03 

50-293 

p 

8309180207 

8309180005 

83/04/12 

FOIA 


0309180211 

8305180001 

83/03/09 

90-498 

Q 

8309180216 

8305100197 

83/09/03 

50-293 

P 

8309180221 

0309160001 

03/03/09 

50-498 

A 

8309180223 

63051B0009 

83/04/12 

FPIA 


8309180224 

6309100213 

83/09/04 

50-327 

P 

3309180229 

8309100197 

83/09/03 

50-293 

P 

0309180233 

6309180009 

83/04/12 

FOIA 


0309180234 

6309100213 

83/09/04 

50-327 

F 

0309180236 

6309130001 

03/OD/O9 

50-498 

A 

8309180241 

63051 3000 5 

83/04/12 

FOIA 


8305180243 

8305180238 

03/09/06 

50-320 

P 

83091B0247 

6309130005 

83/04/12 

FOIA 


3309180240 

8305 J 002 I 3 

83/05/04 

50-327 

P 

8309180249 

8305180230 

63/05/06 

50-320 

P 

0309160250 

8305180001 

63/03/09 

30-490 

A 

8309180253 

8309180230 

83/05/06 

50-320 

P 

8309180294 

8305180001 

63/03/09 

50-493 

T 

B305180297 

8305100001 

83/03/09 

50-493 

T 

0309160298 

8305160005 

03/04/12 

FOIA 


0305180259 

8309100296 

03/05/16 

50-412 

F 

B309ia0260 

03O9I0D292 

83/05/17 

50-322 

O 

0305160263 

8309180009 

83/04/12 

FOIA 


0305180269 

8309100005 

03/04/12 

FOIA 


0305180273 

8309180262 

83/04/29 

TOPREP 


0309180276 

8305180001 

03/03/09 

50-498 

0 

B305150234 

8305160279 

83/05/06 

50-321 

R 

BOO 9 180289 

0309160005 

83/04/12 

FOIA 


0305180297 

0305160203 

83/05/16 

50-412 

K 

3305160291 

0305180005 

83/04/12 

FOIA 


3309160297 

0305100298 

83/03/16 

50-155 

P 

8309180311 

6309180304 

83/09/10 

50-245 

P 

8305180318 

6305180306 

83/09/06 

PR 


8309180319 

0305100001 

83/03/09 

50-493 

A 

0309180322 

0305180316 

83/03/29 

FOIA 


8309180324 

83051 B0244 

83/05/12 

50-322 

0 

0309160326 

0309100001 

83/03/09 

50-498 

A 

0305100328 

6305180316 

83/03/29 

50-237 

P 

8309180331 

3309100244 

83/05/12 

50-322 

Q 

0305160337 

B305160001 

03/03/09 

50-490 

A 

8303 100349 

0309100346 

83/05/13 

50-331 

R 

3309130367 

9309100366 

83/05/17 

50-322 

H 

3309100397 

0305180339 

83/05/09 

50-454 

A 

6309160403 

3309100399 

03/05/13 

50-275 

R 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATeODH/ 

3305160421 

3305180412 

83/09/12 

CONTRACT 


8309160426 

8305180414 

93/05/16 

90-352 

E 

8305160431 

8305100414 

83/05/16 

50-352 

E 

8305160438 

0305180414 

83/09/16 

50-352 

E 

8309100439 

8309100437 

83/09/17 

50-170 

U 

0305180440 

B305180433 

93/05/17 

50-219 

P 

0309160443 

8309180414 

93/09/16 

90-392 

E 

6305160443 

8309180449 

83/09/17 

50-322 

H 

3305180459 

0309180430 

93/09/17 

90-322 

H 

3305160461 

B309180430 

93/09/17 

90-322 

H 

0309160463 

0309180458 

93/05/13 

90-393 

F 

8309160466 

0309180469 

83/09/11 

90-395 

0 

8305160948 

B309I80947 

93/09/05 

50-290 

P 

8309160560 

8303100957 

83/05/13 

CONTRACT 


8309160962 

0305180997 

83/09/13 

CONTRACT 


0309 160966 

B30S1 80563 

83/09/05 

90-324 

P 

3309180569 

0305180999 

93/05/16 

90-412 

K 

8305180976 

8309180999 

83/05/16 

50-412 

C 

0309180977 

8309100972 

83/04/28 

90-333 

F 

8309160579 

B305180396 

63/09/05 

90-317 

P 

6309160980 

0305180973 

83/05/02 

90-305 

P 

B305160985 

8309180959 

83/05/16 

90-412 

K 

3309160989 

9305100986 

83/05/03 

90-261 

P 

8309160592 

0305180959 

83/05/16 

90-412 

K 

0305180998 

0309100959 

83/09/16 

90-412 

K 

8309160606 

03091 80959 

83/05/16 

90-412 

K 

3309180607 

0309180596 

03/05/09 

90-317 

P 

0309160613 

0305180599 

83/09/16 

50-412 

K 

3309160614 

8305100556 

83/05/05 

90-317 

P 

8309160625 

0309180559 

03/05/16 

90-412 

K 

8309160630 

0309 1 00626 

83/04/18 

71-9607 


8309160634 

830918099? 

03/09/16 

50-412 

K 

8305180641 

8305100959 

63/05/16 

50-412 

K 

0305160640 

8309180642 

03/04/19 

70-1257 


3309160690 

8309180559 

63/05/16 

50-412 

K 

8309160659 

8305180959 

83/09/16 

50-412 

K 

3305160661 

8303180599 

83/05/16 

90-412 

K 

3309180666 

6309180959 

83/05/16 

90-412 

R 

6309160673 

0309180599 

B3/09/16 

50-412 

K 

0309180674 

8305100663 

83/04/14 

ACRB 


0309160676 

6309180670 

63/04/19 

71-6272 


3309160670 

83051 B0668 

83/04/14 

ACR5 


0305180681 

8305100599 

03/05/16 

50-412 

K 

0305180689 

0309180959 

03/05/16 

50-412 

K 

0309180688 

8309180684 

03/04/19 

71-9150 


0309180693 

B305180959 

03/09/16 

50-412 

R 

8309180699 

8309180999 

03/05/16 

90-412 

K 

8309180697 

8309160599 

63/05/16 

90-412 

K 

0305180702 

0309180691 

03/04/28 

90-299 

P 

8309180709 

8309100959 

03/09/16 

90-412 

K 

8305180708 

8309100559 

03/05/16 

50-412 

K 

8309180715 

8309180959 

83/05/16 

90-412 

K 

8309180720 

630518099? 

83/05/16 

50-412 


8309180721 

8305180712 

83/05/02 

90-348 

P 

8309180729 

8305100712 

03/05/02 

90-340 

P 

8309100728 

B309180559 

83/05/16 

90-412 

K 

0309180731 

8305180712 

83/09/02 

90-348 

P 

0305180739 

830918099? 

03/09/16 

90-412 

R 

0309180740 

6309180559 

83/09/16 

90-412 

K 

8303180743 

B3051B0694 

83/05/05 

90-313 

P 

8305180746 

B305160959 

03/09/16 

90-412 

K 

0303180749 

B3091B0999 

03/09/16 

90-412 

K 

8305180793 

8305180559 

83/05/16 

90-412 

K 

8309100760 

8309180559 

83/05/16 

50-412 

K 

3305180764 

830518099? 

03/05/16 

90-412 

K 

8305180767 

830518099? 

83/05/16 

50-412 

K 

3309180769 

8305180559 

83/05/16 

50-412 

K 

0309180792 

B3051B0783 

03/05/13 

CONTRACT 


8309180804 

8305180790 

83/05/02 

90-361 

3 

0309180036 

8305180830 

03/05/06 

50-272 

3 

03091 80839 

6305180035 

83/05/10 

XPORTLIC 


B3091S0896 

8305180854 

83/05/02 

90-290 

P 

83091 70006 

8305190004 

83/05/08 

70-2973 


8309190007 

8309190004 

03/05/08 

70-2973 


0309190027 

8309190019 

83/05/06 

50-454 

0 

B309 190029 

8305190024 

03/05/04 

50-293 

S 

8309190039 

8305190031 

83/05/05 

90-322 

Q 

0309190045 

9309170009 

83/03/11 

90-329 

Q 

0309190050 

8309190009 

83/03/11 

90-329 

Q 

0309190034 

8309170046 

83/05/03 

90-397 

A 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8303190057 

8303190053 

03/05/09 

KPORTLIC 

830S1 90060 

8303190046 

03/05/03 

50-397 

A 

0305190061 

0303170003 

83/03/11 

FOIA 


8303190060 

030319004^ 

63/05/03 

50-397 

A 

8305190077 

8305190046 

83/05/03 

50-397 

A 

8305190084 

8303190003 

03/Oa/l 1 

50-373 

S 

8303190088 

6303190005 

83/03/11 

50-329 

Q 

8305190097 

0305190005 

63/03/1 1 

50-329 

0 

8303190102 

0305190005 

03/03/1 1 

50-329 

Q 

8305190100 

8303190003 

03/03/11 

30-329 

0 

6305190112 

9303190003 

83/03/11 

50-329 

8 

8303190119 

8303190003 

03/03/ n 

50-373 

Q 

6303 190 124 

6303190003 

03/03/1 1 

50-373 

0 

8303 190 1 20 

6303190003 

03/03/11 

50-373 

0 

6305 190 132 

8303190003 

83/03/11 

FOIA 


8303190143 

6303190003 

03/03/ U 

50-373 

p 

8305190151 

8303190003 

B3/03/U 

50-373 

0 

8303190153 

8303190003 

83/03/11 

FOIA 


8305190134 

0305190149 

83/05/11 

50-346 

R 

8303190162 

0303190003 

03/03/11 

50-373 

0 

8305190167 

8303190005 

83/03/ U 

30-373 

Q 

8305190169 

B30319016G 

03/05/06 

50-272 

a 

8303190174 

0305190163 

03/05/06 

50-272 

0 

0303190173 

8303190170 

83705/06 

50-244 

s 

8305190179 

8303190003 

83/03/11 

50-373 

0 

8305190101 

6303190176 

03/05/09 

50-293 

8 

03031901 63 

8305190170 

03/05/06 

50-255 

0 

0303190164 

6303190005 

03/03/11 

50-373 

Q 

8303190189 

0303190005 

03/03/11 

50-373 

Q 

0303190191 

0303190187 

83/05/04 

50-271 

Q 

0305190201 

03O319OV96 

83/05/13 

50-155 

P 

8303190207 

8303190005 

03/03/11 

FOIA 


8303190232 

8303190005 

03/03/11 

FOIA 


0303190230 

0303190234 

03/05/06 

50-244 

s 

0303190247 

0303190240 

83/05/13 

50-209 

R 

8303190236 

0303190251 

83/05/06 

50-331 

Q 

0303190263 

8303190260 

03/05/05 

50-219 

0 

0303190266 

8303190560 

03/05/05 

50-219 

0 

8303190273 

0303190269 

83/05/16 

50-350 

0 

8303190276 

6305190003 

03/03/1 1 

FOIA 


0303190281 

0303190270 

03/03/31 

50-350 

A 

0303190283 

8303190003 

63/03/11 

50-373 

0 

8305190204 

0305190200 

83/05/12 

50-329 

A 

0303190289 

0305190005 

03/03/11 

50-373 

0 

0305190290 

8305190207 

03/05/05 

50-317 

s 

0305190292 

0305190005 

03/03/11 

50-373 

0 

0305190296 

0305190005 

03/03/11 

50-373 

Q 

8305190299 

03O5L9OOO5 

03/03/11 

FOIA 


8305190300 

0305190298 

63/05/06 

50-329 

Q 

0303190302 

0303190005 

03/03/11 

50-373 

P 

8303190303 

8303190005 

83/03/11 

50-373 

P 

B305 190304 

8305190005 

03/03/11 

50-373 

Q 

0305190306 

0305190005 

03/03/11 

FOIA 


8303190307 

0305190005 

03/03/11 

30-329 

8 

6305190309 

0305190105 

03/04/25 

50-334 

8 

8305190311 

8305190310 

03/05/05 

50-271 

Q 

0305 1903 13 

8305190310 

03/05/05 

50-271 

G 

0305190314 

6305190312 

03/05/16 

50-350 

A 

8305190322 

B305190319 

83/05/06 

50-307 

5 

0303190329 

0305190005 

03/03/11 

50-373 

Q 

0303190330 

8305190326 

03/05/09 

50-293 

8 

0305190332 

6305190003 

83/03/11 

50-373 

P 

0305190334 

0305190331 

03/05/04 

50-410 

0 

8303190337 

0305190005 

03/03/11 

FOIA 


0303190341 

0305190005 

03/03/11 

FOilA 


0303190332 

8305190340 

S3/05/05 

50-310 

6 

0303190353 

6305190005 

83/03/1 1 

50-373 

P 

8308190337 

0305 19 000 5 

03/03/11 

50-373 

P 

8303190360 

0305190349 

03/05/12 

50-407 

P 

8303190361 

0305190356 

03/05/04 

RISC 


8305190363 

0305190003 

03/03/11 

50-373 

P 

0303190367 

8305190005 

83/03/11 

50-373 

P 

8303190369 

0305190349 

03/05/12 

50-407 

P 

0303190371 

0305190366 

03/05/16 

50-155 

0 

8305190374 

0305190005 

03/03/11 

FOIA 


8305190373 

8305190366 

03/05/16 

50-155 

0 

0305190379 

8305190005 

03/03/11 

50-373 

P 

03O519O30O 

6305190349 

03/05/12 

50-407 

P 

8305190302 

830 51 903 7B 

83/05/16 

50-322 

0 

8305190384 

8305190005 

83/03/ U 

50-373 

G 


ACCESSION NUMDER 



PRINCIPAL 

DATE 

SUDJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

8305190307 

6305 190005 

93/03/11 

50-373 

0 

0305 190390 

0309 1 90005 

93/03/11 

SO-373 

P 

0305190393 

S3051 90005 

63/03/11 

50-373 

S 

6305190396 

6305190005 

03/03/11 

50-329 

Q 

8305190399 

0305190005 

83/03/11 

30-373 

Q 

8305190514 

0305190506 

83/04/12 

CONTRACT 

0305200004 

8305200002 

83/05/13 

CONTRACT 

0305200037 

6305200031 

B3/D3/23 

40-4492 


0305200071 

030 9200 062 

83/05/11 

CONTRACT 

0305200085 

6309200061 

83/05/04 

90-336 

P 

0305200009 

9309200081 

03/05/04 

90-336 

P 

0305200106 

6309200103 

63/04/28 

50-269 

P 

B305200107 

6309200100 

83/03/02 

50-277 

Q 

03052001 lO 

8309200100 

83/09/02 

90-277 

Q 

0305200125 

8305200122 

83/09/12 

50-400 

D 

8305200134 

6305200131 

83/04/2? 

CONTRACT 

0305200137 

6309200129 

63/09/11 

XPORTLIC 

6305200149 

6309200145 

63/09/13 

CONTRACT 

0305200163 

6309200199 

03/03/13 

70-2982 


0303200179 

8309200173 

03/09/17 

50-209 

P 

8305200196 

8305200192 

83/09/16 

90-140 

Q 

8305200199 

6309200190 

83/04/1? 

50-382 

Q 

6303200204 

0309200196 

63/09/02 

NUREG 


6305200239 

6305200100 

03/09/02 

50-277 

Q 

0305200244 

6309200239 

03/05/03 

50-255 

Q 

8305200247 

9309200239 

03/09/03 

50-255 

G 

6305200253 

9303200251 

83/09/04 

50-382 

G 

0305200256 

6305200251 

63/09/04 

50-302 

G 

0305200268 

0305200265 

63/05/13 

90-333 

P 

0305200272 

0305200265 

63/05/13 

50-333 

P 

0305200273 

0305200266 

63/09/04 

90-275 

P 

8305200264 

0305200279 

63/05/ 1 1 

50-33? 

8 

0305200266 

6309200260 

63/05/09 

50-416 

8 

6305200290 

830S2D0283 

63/09/1 1 

5D-2S0 

8 

0305200300 

6305200289 

63/05/12 

90-260 

6 

8305200301 

8309200295 

63/05/13 

50-237 

8 

6305200307 

9309200295 

63/09/13 

90-237 

8 

0305200315 

63052003 0-0 

63/05/10 

0A99? 


6305200310 

6305200310 

83/09/ j 7 

70-343 


6305200319 

0305200313 

83/05/13 

90-313 

G 

8305200323 

8305200308 

63/05/10 

aA999 


8305200327 

8305200306 

93/09/ ta 

50-340 

R 

0305200332 

8305200300 

03/09/10 

0A9?? 


0305200337 

8305200330 

93/05/18 

50-346 

Q 

8305200340 

6305200333 

93/05/04 

QA9?? 


8303200352 

930520031 1 

93/05/12 

90-3 

0 

8305200362 

8305200357 

93/05/12 

90-364 

R 

0305200364 

0305200358 

93/05/16 

50-275 

R 

0305200374 

0305200360 

93/05/12 

50-309 

S 

0305200376 

0305200370 

93/04/26 

0A9?9 


0305200379 

83052003/0 

63/04/26 

QA??9 


0305200363 

6305200302 

03/05/17 

50-220 

Q 

0305200392 

6305200306 

03/04/25 

50-220 

a 

8305200397 

8309200394 

03/09/09 

50-272 

8 

6305200412 

830S20040S 

63/09/16 

50-286 

p 

03052004 1 5 

6305200411 

83/09/10 

0A999 


03092004 1 0 

B305200411 

83/03/10 

0A999 


6305200419 

6309200416 

03/09/10 

50-445 

G 

6305200422 

8 3092004 IJ 

03/09/10 

QA999 


0305200426 

8309200420 

03/09/ U 

50-260 

9 

0309200432 

9305200427 

03/05/13 

50-327 

0 

6309200439 

6309200436 

63/05/17 

50-334 

Q 

8305200440 

6305200436 

03/09/17 

50-369 

P 

0309200491 

9309200449 

03/04/04 

90-313 

S 

0309200457 

6305200446 

03/09/10 

0A999 


0309200462 

63052 004 46 

83/05/10 

0A999 


8305200463 

9309200499 

63/09/20 

50-937 

D 

8309200465 

9309200496 

63/09/20 

90-315 

F 

0309200460 

6305200446 

83/09/10 

0A999 


8309200473 

630520046? 

63/05/16 

90-307 

P 

8305200462 

8305200472 

03/05/17 

70-929 


8305200493 

6309200494 

03/05/12 

90-416 

S 

8305200514 

8305200509 

83/09/17 

90-346 

0 

8305200519 

8305200310 

03/05/13 

50-3 ?9 

s 

6305200918 

8305200512 

03/05/13 

90-483 

■0 

0305200520 

8305200509 

83/05/17 

90-346 

0 

0309200522 

0309200500 

03/05/17 

50-494 

0 

6309200527 

6309200509 

03/05/17 

90-346 

G 

6305200526 

030 9200 51 6 

03/04/27 

90-267 

0 

6305200532 

6303200323 

03/05/11 

90-416 

B 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

6309200940 

0305200506 

63/09/17 

30-494 

Q 

B305230167 

8309230127 

03/03/17 

90-309 

F 

8303200943 

6305200536 

03/09/06 

30-324 

S 

B30523016? 

8309230199 

93/03/13 

CONTRACT 


8309200346 

0305200537 

63/09/1 1 

90-31 1 

s 

B309S30179 

8309230127 

63/03/ 17 

90-309 

F 

8309200991 

6305200547 

63/09/06 

50-289 

s 

B309230176 

6309230169 

03/03/02 

71-496 


8303200361 

6305200555 

03/03/1 1 

90-307 

s 

8309230179 

8309230112 

03/03/22 

70-1 193 


8309200569 

8305200SS6 

83/03/17 

SO “36? 

0 

8305230161 

6309230127 

03/03/17 

90-309 

F 

8303200567 

6305200SS3 

63/03/10 

30-32? 

A 

6309230186 

8305230112 

83/03/22 

70-1 193 


8303200579 

8305200553 

83/09/16 

30-329 

A 

6309230196 

6309230112 

83/03/22 

70-1 193 


830520058 I 

6305200577 

83/05/12 

90-337 

8 

6309230199 

830923018? 

03/05/17 

90-320 

T 

8305200593 

8305200574 

83/03/13 

30-336 

S 

6309230207 

8305230112 

83/03/22 

40-1470 


8305200384 

8305200564 

63/03/13 

90-317 

R 

6309230209 

B3092301B9 

83/03/17 

90-320 

T 

9305200593 

6305200599 

93/05/13 

QA979 


6309230221 

0309230213 

03/09/10 

90-279 

R 

8305200994 

6305200590 

63/03/18 

SO-322 

0 

6309230222 

8309230112 

83/03/22 

40-1476 


8305200611 

0305200591 

63/03/02 

30-263 

Q 

8305230224 

8309230216 

03/03/11 

90-279 

R 

9305200623 

B30 52006 19 

63/03/18 

REVIEW 

ORP 

6309230233 

B309230112 

83/03/22 

40-1478 


8305200624 

6305200£>13 

93/03/1? 

90-142 

T 

8305230234 

0309230232 

83/03/21 

FOIA 


0305200627 

6305200619 

63/03/18 

REVIEW 

ORP 

9305230249 

9309230249 

83/03/17 

CONTRACT 


8305200626 

6305200620 

63/05/17 

50-317 

Q 

9305230251 

8305230246 

83/04/26 

FOIA 


8305200633 

6305200626 

63/03/12 

30-399 

8 

0309230254 

6305230246 

83/04/26 

FOIA 


8305200634 

9305200619 

83/09/18 

REVIEW 

ORP 

0305230274 

8309230296 

83/05/17 

CONTRACT 


8305200637 

9305200621 

63/03/11 

30-373 

P 

B309230284 

8309230276 

03/09/19 

90-213 

P 

9309200644 

9305200631 

03/09/04 

90-317 

R 

B30S230289 

B305230261 

83/09/13 

CONTRACT 


9305200646 

6305200640 

63/05/11 

90-307 

8 

6309230292 

0309230269 

83/05/1? 

90-937 

A 

8305200647 

9305200621 

63/03/11 

30-373 

P 

6309230293 

B30 9230287 

63/05/02 

CONTRACT 


8305200649 

6305200636 

03/05/1? 

50-537 

C 

B30S23030B 

B309230300 

83/09/13 

90-309 

P 

9305200690 

6305200631 

63/03/04 

50-317 

R 

8305230311 

6305230296 

03/03/ 11 

CONTRACT 


0305200694 

9305200619 

63/05/18 

REVIEW 

ORP 

6305230314 

8309230309 

83/04/29 

90-498 

0 

8305200659 

9305200621 

63/05/11 

50-373 

P 

8309230330 

8309230323 

63/09/13 

90-243 

F 

B309200661 

6305200619 

63/05/10 

REVIEW 

ORP 

8305230332 

8309230326 

83/03/12 

CONTRACT 


8309200664 

9305200619 

63/05/16 

REVIEW 

ORP 

8305230333 

8309230324 

63/03/06 

PR 


0305200665 

6305200621 

03/05/11 

90-373 

P 

B30523033B 

0309230323 

03/09/13 

90-249 

F 

8309200671 

6305200619 

83/05/18 

REVIEW 

ORP 

830923034B 

0309230337 

03/09/06 

90-313 

Q 

6309200673 

6305200666 

03/05/04 

QA999 


630923036? 

0309230360 

63/09/09 

COMMISSION 

6309200674 

9309200666 

03/05/18 

90-449 

Q 

6309230386 

0309230377 

83/09/05 

90-209 

U 

0309200679 

8309200621 

03/05/11 

90-373 

P 

8309230399 

B3092303B1 

83/09/ U 

90-309 

P 

8309200677 

8309200619 

93/05/18 

REVIEW 

ORP 

0305230406 

8309230397 

83/05/03 

COMMISSION 

8309200676 

8309200666 

03/05/04 

QA999 


9309230425 

8309230420 

63/04/27 

COMMISSION 

6309200679 

9309200676 

03/05/13 

90-400 

K 

6309230427 

8309230426 

63/09/12 

90-267 

R 

6305200681 

9309200621 

03/05/11 

90-373 

P 

8309230420 

0309230420 

63/04/27 

COMMISSION 

8309200683 

9309200621 

03/05/11 

90-373 

P 

6309230431 

0309090020 

83/09/02 

50-220 

P 

630 5200664 

9309200621 

03/05/11 

90-373 

P 

8309230432 

0309230424 

83/03/13 

50-201 

B 

6309200688 

9309200621 

03/05/11 

90-373 

P 

8305230434 

0309230429 

83/03/13 

90-293 

0 

8309200691 

9309200621 

03/09/11 

30-373 

P 

8309230437 

B309230436 

63/03/17 

90-21? 

R 

8305200701 

8309300606 

03/05/12 

30-213 

6 

8309230440 

0309230439 

83/04/20 

90-28? 

U 

6305200710 

9309200709 

B3/05/05 

90-330 

P 

8305230441 

8303230430 

63/04/18 

90-213 

8 

6305200717 

9309200709 

83/05/03 

30-338 

P 

6309230443 

8309230435 

03/04/20 

90-289 

U 

6309200720 

9309200709 

03/05/05 

50-338 

P 

8305230446 

8309230433 

83/04/20 

50-^89 

U 

8305200724 

9305200709 

03/05/09 

30-330 

P 

8305230449 

8309230443 

63/05/13 

90-449 

Q 

930 52300 04 

6309230003 

03/05/03 

90-320 

A 

8309230451 

8309230424 

63/03/13 

90-281 

8 

6305230009 

8309230007 

83/05/20 

50-436 

F 

8309230493 

8309230439 

63/04/20 

90-289 

U 

B30523DO 1 0 

8305230006 

63/04/29 

ADVCM 


83052304 9B 

0309230452 

03/09/06 

90-244 

8 

6309230012 

6309230006 

03/04/29 

ADVCH 


8305230459 

8309230494 

03/09/04 

30-333 

8 

B309230017 

8309230006 

83/04/29 

ADVCM 


8305230460 

8309230499 

03/09/17 

90-289 

0 

9309230030 

8309230015 

63/04/18 

90-201 

P 

8305230461 

8309230457 

03/04/29 

COMMISSION 

9309230029 

6309230006 

63/04/29 

ADVCM 


9305230467 

B3D9230464 

83/09/06 

90-269 

(} 

9305230031 

8309230024 

03/05/09 

CONTRACT 

8309230466 

B3D5230463 

83/09/09 

50-366 

B 

6305230032 

8309230006 

63/04/29 

ADVCM 


830923046? 

9309230469 

83/09/02 

COMM 1 68 r ON 

6305230033 

8309230026 

83/01/23 

70-139? 


8309230479 

0305230464 

83/09/06 

90-289 

Q 

6305230035 

8309230026 

83/01/23 

70-139? 


B309230476 

8309230473 

83/05/06 

90-462 

Q 

630523003? 

83092 300S6 

63/03/31 

FOIA 


8309230477 

8309230471 

83/09/04 

90-367 

B 

6305230040 

G309230006 

63/04/29 

ADVCM 


8309230479 

3309230474 

03/03/03 

COMMISSION 

6305230047 

8309230026 

83/03/31 

FOIA 


8309230490 

8305230473 

83/09/06 

90-462 

0 

6309230046 

6309230006 

63/04/29 

ADVCM 


9309230483 

8309230472 

03/09/10 

90-309 

s 

6309230056 

6309230041 

63/04/14 

PROJ 


830923040? 

8303230469 

63/09/18 

90-482 

0 

8309230057 

6309230026 

83/03/31 

FOIA 


8309230490 

8309230466 

63/09/09 

90-366 

9 

6305230070 

8309230065 

63/03/31 

FOIA 


6305230498 

0305230499 

83/09/09 

90-366 

8 

6305230096 

8309230090 

83/04/12 

71-5607 


6309230913 

8309230910 

83/09/09 

90-317 

8 

63052301 16 

8309230107 

83/09/03 

71-9019 


6309230319 

8309230909 

83/09/09 

90-293 

9 

6305230129 

8309230107 

03/09/03 

71-9013 


8309230919 

0303230511 

63/04/29 

MISC 


6309230134 

8309230112 

83/03/22 

70- 1 1 93 


6309230921 

9309230916 

83/04/27 

90-293 

9 

6305230137 

8309230127 

06/05/17 

90-309 

F 

8309230924 

0309230911 

63/04/29 

MISC 


630923013? 

8309230112 

83/03/22 

70-1193 


8309230927 

8305230920 

83/09/09 

90-334 

8 

6309230140 

8309S30127 

63/09/17 

90-309 

F 

8309230928 

B309230922 

83/09/09 

90-316 

8 

6309S30142 

9309230127 

83/09/17 

30-309 

F 

8309230931 

0309230311 

83/04/29 

MISC 


6305230145 

6309230128 

63/09/11 

90-313 

P 

8309230936 

B305230930 

83/09/16 

90-327 

6 

6305230146 

8309230127 

83/09/17 

90-309 

F 

8309230937 

B305230S39 

63/09/12 

90-293 

R 

6305230151 

6305230127 

83/03/17 

90-609 

F 

8309230538 

B305230533 

03/09/04 

90-293 

8 

9305230194 

8305230127 

83/09/17 

90-309 

F 

8309230944 

B305230940 

63/09/13 

90-348 

8 

0305230157 

8303230127 

63/09/17 

90-609 

F 

B309230990 

9303230940 

83/09/13 

90-340 

8 

6305230162 

8305230127 

83/09/17 

90-309 

F 

B305230997 

8309230949 

63/09/10 

50-249 

8 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


606 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATCODRV 

0303230339 

8305230536 

03/05/10 

50-279 

R 

8303230360 

G3052305S3 

83/05/05 

50-317 

9 

9303230564 

8305230361 

03/04/29 

90-244 

9 

8305230370 

0305230567 

83/05/10 

90-402 

r 

0305230372 

6305230567 

83/05/ IB 

50-482 

I 

0303230577 

0305230560 

83/05/09 

50-321 

a 

G3052305S2 

0305230574 

03/05/13 

90-410 

A 

0305230383 

0305230374 

83/05/13 

50-410 

A 

0303230307 

8305230374 

83/05/13 

90-410 

A 

0303230392 

0303230574 

03/05/13 

90-410 

A 

0303230399 

0305230574 

83/05/13 

90-410 

A 

0303230603 

0305230574 

83/05/13 

90-410 

A 

8303230607 

8305230574 

03/05/13 

80-410 

A 

0303230614 

0303230574 

83/09/ 13 

50-410 

A 

0303230619 

0303230573 

83/04/t? 

50-237 

S 

0303230622 

8305230574 

83/05/13 

50-410 

A 

0303230620 

8305230574 

03/05/13 

50-410 

A 

0305230637 

0305230374 

83/09/13 

50-410 

A 

0303230644 

6305230374 

03/05/13 

50-410 

A 

8305230630 

8305230574 

83/05/13 

50-410 

A 

8303230636 

B305230574 

83/05/13 

50-410 

A 

0303230661 

8305230374 

B3/05/13 

90-410 

A 

0303230664 

0305230660 

03/04/21 

CDHMIGSION 

0305230666 

8303230574 

83/05/13 

50-410 

A 

0303230676 

0305230670 

83/04/18 

90-3 

F 

0305230670 

0305230574 

03/05/13 

90-410 

A 

0303230600 

0303230374 

03/05/13 

50-410 

A 

B3O5S3O601 

8303230574 

83/05/13 

50-410 

A 

8303230604 

0305230574 

03/09/13 

90-410 

A 

8303230607 

8303230374 

83/05/13 

50-410 

A 

0303230691 

0305230574 

83/05/13 

50-410 

A 

0305230693 

8305230692 

03/04/20 

COMMISSION 

0303230696 

0303230574 

03/09/13 

90-410 

A 

8303230699 

8305230574 

83/09/13 

50-410 

A 

8305230701 

8305230574 

03/05/13 

90-410 

A 

0305230719 

8305230717 

83/05/18 

90-369 

8 

0305230723 

8305230723 

83/09/12 

90-368 

P 

0303830733 

8305230732 

83/04/13 

COMMISSION 

0303240003 

0305240003 

83/05/20 

90-449 

Q 

0305240000 

8305240006 

83/09/20 

90-329 

G 

8303240012 

8305240001 

83/09/20 

50-390 

0 

8305240016 

0305240001 

83/09/20 

90-350 

Q 

0305240023 

8305240019 

83/05/10 

50-937 

U 

8305240026 

6305240020 

03/05/09 

50-255 

Q 

8305240037 

0305240032 

83/05/17 

50-259 

0 

8303240034 

0305240049 

03/05/19 

90-313 

0 

83052'40061 

8305240029 

83/09/06 

90-282 

Q 

8305240072 

0305240067 

03/09/17 

90-346 

0 

0305240004 

0305240075 

03/05/06 

COHMtSeiON 

8305240086 

8305240070 

83/09/17 

90-319 

0 

0303240090 

0305240007 

83/03/31 

50-373 

Q 

0305240123 

8305240067 

83/03/31 

50-373 

Q 

8303240134 

6305240144 

83/05/16 

TOP REP 


8303240167 

8305240155 

83/04/22 

COMM 108 I ON 

8303240179 

8305240155 

83/04/22 

COMHfBSraN 

8305240190 

6305240155 

03/04/22 

COMMISSION 

0303240220 

0305240216 

03/09/17 

50-209 

0 

8303240232 

8305240227 

03/09/10 

90-29 

0 

8303240242 

6305240238 

83/09/13 

50-275 

R 

8303240244 

0305240241 

03/05/06 

50-373 

0 

8303240247 

8305240241 

83/09/06 

50-373 

0 

8303240236 

0305240252 

83/04/14 

30-398 

0 

8303240239 

8305240254 

83/03/31 

30-287 

p 

8303240260 

6305240254 

83/03/31 

50-416 

p 

8305240263 

8305240252 

83/04/14 

90-398 

a 

8303240263 

6305240254 

03/03/31 

50-416 

p 

8303240267 

8305240252 

83/04/14 

90-398 

0 

0303240268 

0305240264 

03/05/04 

50-456 

Q 

8303240269 

8305240254 

03/03/31 

50-317 

P 

8305240272 

8305240252 

83/04/14 

90-398 

G 

8303240273 

6305240252 

03/04/14 

50-398 

G 

8303240291 

8305240289 

93/05/19 

90-272 

Q 

0305240292 

0305240204 

03/09/18 

80-331 

Q 

8305240306 

8305240302 

83/09/0^ 

90-315 

0 

8305240308 

6305240301 

83/09/17 

90-373 

Q 

0305240309 

8305240302 

83/05/06 

50-315 

0 

8305240315 

0305240301 

03/09/17 

90-373 

<1 

8305240340 

8305240337 

83/05/09 

40-3392 


8305240346 

6305240344 

03/09/20 

(1A999 


8305240337 

8305240332 

83/05/20 

(1A999 



ACCESSION NJHSER 



PRINCIPAL 

□ATE 

SUDJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0305240361 

0305240352 

03/09/20 

0A997 


0309240363 

8305240392 

83/09/20 

OA999 


B3O9240369 

B309240365 

03/03/31 

roiA 


0305240370 

03O924O36S 

03/05/ 1 6 

gO-3l3 

a 

0309240371 

8305240367 

03/05/17 

30-393 

Q 

6305240374 

6303240362 

93/05/1* 

50-319 

s 

0309240393 

8303240390 

03/05/20 

30-279 

G 

6309240403 

0305240400 

83/03/20 

GA999 


0309240413 

6305240407 

83/03/19 

30-461 

A 

8309240415 

0305240411 

03/05/20 

OA999 


8305240421 

8305240407 

83/09/19 

50-461 

A 

8309240433 

0305240426 

93/04/29 

0A999 


8305240435 

B309S40431 

63/09/20 

OA99«7 


8309240437 

8309240426 

03/04/25 

<1A999 


8305240445 

0309240426 

83/04/2 3 

0'A999 


0309240452 

8309240426 

03/04/29 

OA9'?9 


0303240457 

8309240449 

63/09/23 

50-269 

0 

0309240462 

8305240426 

03/04/29 

OA999 


0305240476 

830524Q4B8 

03/09/0* 

50-219 

ft 

8305240484 

0309240401 

03/09/20 

50-340 

I 

0305240319 

8305240910 

03/05/0* 

30-244 

R 

0309240539 

8309240933 

03/05/20 

50-247 

T 

8303240542 

8309240938 

83/05/23 

50-847 

0 

0305240996 

8309240952 

03/05/03 

71-6390 


0303240990 

8309240959 

83/05/20 

90-247 

r 

8309240369 

0305240909 

03/09/1 1 

50-199 

p 

0309240970 

8305240366 

83/09/18 

50-3 

T 

8303240574 

0305240966 

53/09 /I a 

50-3 

T 

6303240618 

8305240614 

03/04 /HI 

50-201 

P 

8303250034 

83052300B? 

83/03/59 

FQIA 


0305250038 

8305280029 

03/03/39 

FOIA 


8305290043 

8305290029 

83/03/59 

FOIA 


8305290050 

8305290056 

63/05/20 

50-490 

K 

0303290084 

8309250077 

03/05/19 

50-299 

P 

8309250139 

8309290133 

03/O5/HO 

90-392 

A 

0309250144 

8309240087 

83/03/31 

90-373 

F 

8309290186 

8309290066 

03/05/18 

90-279 

R 

8309250208 

8309230202 

83/05/23 

90-209 

0 

0305250221 

8309250209 

83/05/ 1 a 

90-361 

P 

8305250225 

0309250202 

83/05/23 

90-209 

0 

83092502 2B 

8309250209 

83/09/ IB 

30-361 

P 

8305290230 

8309250226 

83/05/13 

90-286 

a 

8303290263 

8309250235 

83/09/19 

50-320 

p 

8309290271 

8309290269 

03/09/20 

50-209 

p 

8305290295 

8309290291 

83/09/12 

90-219 

a 

8309290297 

8309290294 

83/09/20 

90-483 

0 

8309290300 

8309290294 

03/05/20 

90-483 

0 

8303290303 

8305290299 

93/09/13 

90-277 

Q 

8309250304 

8305250294 

83/0 9 /ao 

90-483 

0 

8303290306 

B30529029? 

83/0 5/1 3 

90-277 

0 

8309250308 

8309290309 

83/05/1 1 

GEN TEC 

la 

8305250309 

8309290307 

03/05/13 

SO-213 

0 

8303290312 

8309290310 

03/05/ 1 1 

90-309 

Q 

8303290313 

8309290311 

83/05/04 

CaHMISSlClN 

8309290314 

6309290310 

83/05/11 

90-309 

0 

8309290341 

8309250294 

83/05/20 

90-403 

0 

8305290346 

8309290294 

83/05/20 

90-403 

0 

8309250351 

6309250294 

03 /OS /SO 

50-403 

0 

8305290354 

8309250294 

83/03/20 

50-403 

0 

8305290356 

8309S90294 

B3/05/ac> 

90-403 

0 

8305290358 

B309250294 

83/09/20 

90-483 

0 

8305290399 

8305250294 

83/05/20 

90-403 

9 

8309290360 

8305290294 

83/05/20 

50-483 

Q 

8309290063 

8309290294 

83/05/20 

90-403 

0 

8309250372 

8309290294 

83/05/20 

90-483 

0 

8309290383 

8309290294 

83/05/20 

90-403 

0 

0308250388 

8305250294 

83/05/20 

90-493 

0 

0309290393 

8305250377 

83/05/19 

90-H37 

Q 

0309290394 

0305290294 

63/05/20 

90-483 

0 

8309290399 

8309290377 

03/05/19 

90-237 

0 

0309250401 

8305290294 

83/05/20 

90-403 

Q 

8309230403 

8309290294 

03/05/20 


0 

0309250407 

8309290377 

83/05/19 

90-S37 

Q 

8309250400 

8309290294 

83/05 /20 

50 **483 

Q 

8309250412 

8309290294 

03/05/20 

90-403 

0 

8309250413 

0309250377 

83/05/19 

90-237 


8303250419 

83092 S 0294 

63/05/20 

90-483 

0 

8305250424 

0309250294 

83/05/20 

90-483 

A 

8305290428 

0309250294 

83/05/20 

90-403 

w 

A 

8303250431 

8309250427 

83/05/ 11 

90-29 

V 

G 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 
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1 NUMBER 

DATE 

ISSUED 

SUBJECT 

CATHGORV 

ACCESSION NUMBER 
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BUflJECT 

CATEOORV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

8305230432 

8305230394 

03/05/20 

30-483 

0 

8309260211 

8305260207 

83/05/11 

90-290 

P 

9305230436 

8303230294 

83/05/20 

90-403 

0 

8309260222 

8305260206 

83/05/23 

CONTRACT 


8305250440 

8305250294 

83/05/20 

90-483 

0 

8309260224 

0305260221 

83/05/12 

90-440 

Q 

B305S50441 

8303230430 

83/03/12 

30-244 

0 

8309260225 

8305260223 

83/05/13 

90-358 

Q 

B30S25044G 

8303250437 

83/05/11 

30-245 

0 

8309260231 

8305260223 

63/09/13 

50-398 

Q 

B303SS0444 

8303230274 

83/05/20 

50-483 

0 

0309260239 

6305260236 

03/05/09 

90-440 

0 

8303250446 

8305230430 

03/05/12 

30-244 

0 

8309260243 

8305260236 

83/05/09 

90-440 

Q 

0303250448 

8305250294 

03/05/20 

50-483 

0 

8305260245 

8305260241 

83/05/19 

90-346 

P 

Q305230430 

8305250447 

03/05/11 

30-271 

0 

8305260247 

0305260246 

83/09/19 

90-461 

A 

8305250451 

8305 250294 

03/05/20 

50-403 

o 

8305260248 

8305260241 

83/05/19 

90-346 

P 

8305200433 

8305250430 

03/05/12 

50-244 

0 

8305260250 

8305260244 

83/05/12 

90-461 

Q 

9305230456 

8309250494 

03/05/19 

30-104 

Q 

930S260293 

8305260246 

83/05/19 

00-461 

A 

8303250438 

0309250294 

03/05/20 

90-483 

0 

8305260255 

8305260252 

83/05/05 

90-397 

Q 

B3052S0461 

0305250294 

03/05/20 

50-483 

0 

6309260298 

8305260296 

83/05/12 

90-409 

Q 

8303280463 

8303230294 

03/03/20 

50-403 

0 

6309260262 

8305260257 

83/05/19 

90-275 

Q 

8303230463 

8305250499 

03/05/11 

50-336 

Q 

6305260266 

8305260259 

83/09/20 

50-155 

Q 

8303230467 

8303250466 

03/05/20 

90-275 

R 

6309260272 

8305260270 

83/09/23 

50-275 

Q 

8303330468 

8303250294 

83/05/20 

30-483 

0 

6309260273 

8305260269 

83/05/10 

40-8137 


8305250474 

G3D52S0294 

83/05/20 

30-483 

0 

8309260274 

8305260270 

83/05/23 

50-275 

Q 

8305230477 

0305250294 

83/05/20 

SO-4B3 

0 

6309260262 

8309260278 

03/09/20 

90-494 

3 

8303250482 

8305250294 

83/09/20 

30-483 

0 

8305260304 

8305260301 

03/05/23 

50-298 

Q 

8305290484 

8305250401 

83/05/20 

30-335 

p 

0309260311 

0309260309 

83/09/19 

90-330 

5 

8308250486 

8305250294 

03/05/20 

30-483 

0 

6305260313 

8305260309 

03/05/19 

90-330 

8 

8303250490 

8305950294 

83/05/20 

30-403 

0 

6305260321 

8305260319 

03/05/03 

90-920 

Q 

8305280491 

8305250472 

83/09/20 

30-230 

p 

8309260329 

6309260320 

63/05/84 

90-324 

P 

B30S230493 

8305250409 

83/09/16 

PR 


S309260326 

6305260319 

83/05/03 

90-528 

Q 

8305280496 

0305250994 

83/05/20 

30-483 

0 

6309260327 

6305260322 

83/05/24 

90-352 

Q 

8305280496 

8305250400 

83/05/20 

30-412 

Q 

8309260331 

030526032? 

83/05/12 

90-373 

Q 

8303280500 

8305250493 

83/09/13 

30-209 

Q 

8309260334 

0305260329 

83/05/12 

90-373 

Q 

8303250502 

8303250294 

S3/09/2O 

50-483 

0 

0309260337 

6305260336 

83/09/23 

90-390 

A 

8303230504 

8309950497 

03/05/11 

30-213 

0 

0309260338 

8305260336 

83/09/23 

50-398 

A 

8305250505 

9305230499 

03/05/13 

50-289 

Q 

0309260341 

8305260340 

63/05/13 

CONTRACT 


8305250506 

8305230294 

03/05/20 

50-483 

0 

8309260359 

8305260350 

83/09/13 

71-9151 


8305280509 

8305230303 

03/05/12 

30-286 

Q 

8309260373 

8305260390 

03/09/13 

71-9151 


83032505 Jl 

0305230294 

03/05/20 

30-483 

0 

8309260380 

8305260377 

63/05/16 

CONTRACT 


8303250513 

8309250294 

83/03/20 

30-483 

0 

8309260399 

8305260395 

03/04/28 

40-299 


8309250518 . 

8309250510 

83/05/18 

30-213 

p 

6309260401 

8309260397 

63/03/28 

90-358 

A 

0303250520 

8309 2305 1 2 

83/05/23 

30-206 

p 

8309260409 

0305260397 

63/03/28 

90-398 

T 

6309250521 

8303250294 

03/05/20 

30-483 

Q 

8303270010 

0305270007 

63/05/26 

90-255 

F 

8309280523 

8303250514 

03/05/18 

30-220 

P 

6309270011 

0309270008 

83/05/20 

50-261 

P 

8303230524 

8305250294 

83/05/20 

30-483 

Q 

0309270012 

8305270006 

83/04/11 

TOPREP 


8309250531 

8309250294 

83/05/20 

30-4B3 

0 

0309270027 

8305270022 

83/03/00 

50-320 

P 

8309290533 

8009250329 

83/04/25 

PR 


0305270034 

8305270032 

83/05/16 

XPORTLIC 


8309250536 

8009250294 

03/05/20 

30-403 

0 

8309270035 

8305270022 

83/03/08 

50-320 

P 

8309250540 

8309230294 

03/05/20 

50-483 

0 

0305270037 

8305270033 

83/05/20 

50-423 

a 

8309230542 

8309230294 

B3/0S/2D 

30-483 

0 

0305270040 

0305270022 

03/03/08 

90-320 

p 

8309250544 

0303250294 

03/05/20 

30-483 

G 

8305270046 

0305270022 

63/03/08 

50-320 

p 

8309250546 

8309230941 

03/05/09 

30-280 

Q 

0305270046 

8305270022 

83/03/08 

90-320 

p 

8309230546 

8309250294 

03/09/20 

30-483 

0 

6305270050 

8305270045 

83/09/19 

90-271 

Q 

8309250552 

8309250294 

03/05/20 

30-403 

0 

0309270092 

8305270045 

83/09/19 

90-271 

Q 

8309230353 

8305250294 

03/05/20 

30-403 

0 

8305270053 

8305270043 

83/05/23 

90-272 

d 

8309230937 

8309250294 

03/05/20 

30-403 

0 

8305270055 

0305270049 

83/09/19 

90-271 

d 

8309250539 

8005250294 

03/05/20 

30-483 

0 

8309270063 

8305270097 

83/09/16 

50-329 

K 

8309250962 

0009230274 

03/05/20 

90-483 

0 

8309270066 

8305270057 

83/09/16 

50-329 

K 

8309250963 

8305230560 

03/05/20 

30-213 

Q 

B309270071 

8305270060 

83/09/26 

50-244 

P 

8309250566 

8005250294 

03/05/20 

50-483 

0 

B309270066 

8305270083 

83/04/20 

90-395 

Q 

8309250968 

0305250563 

83/05/13 

70-371 


0309270093 

8305270090 

03/09/16 

CONTRACT 


8309250373 

0303250294 

83/03/20 

30-483 

0 

0309270094 

830 52700 91 

83/04/10 

50-395 

d 

8309250374 

8005 250569 

83/03/20 

50-271 

P 

8309270095 

8305270092 

03/09/20 

50-302 

P 

0309290375 

8303250371 

83/03/13 

30-387 

G 

B309270100 

8305270097 

03/04/28 

CONTRACT 


8305250376 

8305250294 

83/05/20 

30-483 

0 

8309270101 

6305270098 

03/04/19 

50-389 

d 

0309250377 

0305290572 

03/05/10 

50-271 

Q 

6305270109 

8305270103 

63/09/06 

CONTRACT 


8309250578 

0005290563 

03/05/13 

70-371 


0305270110 

0305270108 

03/09/19 

CONTRACT 


8309250380 

0005290294 

03/05/20 

30-483 

G 

0309270116 

8305270113 

03/04/11 

70-1113 


8303250582 

8005290563 

03/05/13 

70-371 


8305270119 

8305270114 

83/09/18 

50-245 

P 

8309250583 

0305290294 

03/05/20 

30-483 

0 

8305270121 

8305270112 

03/04/06 

50-302 

d 

8309250384 

0305230294 

83/05/20 

50-483 

G 

6309270149 

8305270142 

83/09/16 

70-1151 


8305250386 

0305250963 

03/05/13 

70-37 1 


0309270149 

8305270144 

03/05/24 

0A999 


8309250387 

8305250294 

03/05/20 

30-483 

G 

0309270151 

8305270146 

03/03/25 

50-369 

d 

8309250389 

0305290294 

03/05/20 

50-483 

0 

6305270159 

8305270156 

03/04/27 

70-1113 


B3092S0S9O 

6305290500 

03/05/19 

30-287 

P 

6309270160 

0305270154 

83/03/29 

50-369 

d 

8303250604 

0305290603 

03/05/18 

40-8027 


6305270167 

8309270161 

83/05/18 

70-143 


8309250607 

0305250605 

03/05/18 

70-371 


0309270179 

8309270176 

83/09/05 

90-309 

d 

8309260002 

0309260001 

83/03/19 

30-537 

L 

0309270186 

8305270182 

83/05/24 

90-344 

P 

8309260004 

8305260003 

83/04/18 

71-5352 


6309270188 

8305270182 

83/05/24 

90-344 

P 

8305260048 

8309260037 

83/05/24 

30-447 

E 

8309270190 

8305270187 

83/05/23 

90-334 

P 

8309260097 

S305260095 

83/05/18 

XPQRTi^IC 


8305270193 

8305270191 

83/05/23 

90-496 

d 

B309260087 

8305260001 

83/04/08 

CONTRACT 


8305270200 

8305270197 

83/05/02 

90-537 

d 

8305260173 

0305260160 

83/05/23 

30-483 

G 

8305270206 

8305270202 

83/04/07 

90-259 

d 

8305260183 

8305260102 

03/03/17 

30-275 

0 

8305270208 

8305270204 

83/05/13 

90-104 

d 



CROSS REFERENCE OF ENCLOSURES 
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DATE 
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ENCLOSURE 

DOCUMENT 
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CATEODRV 

8305270211 

0305270205 

63/05/24 

90-344 

P 

S305270212 

8305270209 

63/05/25 

50-302 

Q 

0305270219 

0305270215 

83/05/06 

50-250 

Q 

830527022^ 

8305270196 

63/05/10 

50-62 

0 

830S270227 

8305270223 

63/05/20 

50-316 

5 

8305270230 

B305270223 

83/05/20 

50-316 

8 

830S270231 

8305270227 

83/04/01 

50-261 

G 

8305270233 

8305270220 

83/05/19 

50-390 

0 

8305270236 

8305270232 

63/05/05 

50-309 

0 

8305270244 

8305270238 

03/04/10 

50-338 

0 

8305270245 

0305270240 

83/04/15 

50-3B9 

Q 

8305270248 

8305270242 

03/05/03 

50-200 

a 

8305270252 

8305270242 

83/05/03 

50-280 

0 

8305270253 

0305270247 

03/04/29 

50-302 

Q 

8305270254 

8305270174 

03/04/22 

70-1201 


8305270256 

0305270250 

03/04/29 

50-324 

Q 

8305270257 

8305270242 

03/05/03 

50-200 

0 

8305270258 

0305270247 

83/04/29 

50-302 

Q 

8305270260 

8305270247 

63/04/29 

50-302 

Q 

8305270263 

8305270250 

83/04/29 

50-324 

0 

8305270264 

8305270247 

03/04/29 

50-302 

o 

8305870265 

8305270242 

83/05/03 

50-200 

0 

8305870260 

8305270250 

63/04/29 

90-324 

0 

B30S270269 

8305270247 

63/04/29 

50-302 

0 

8305370270 

8305270261 

83/05/25 

50-341 

0 

0305270272 

8305270267 

63/05/13 

04999 


0305270276 

6305270250 

63/04/29 

50-324 

0 

0305270277 

0305270267 

63/05/13 

OA999 


8305270270 

6305270273 

63/05/06 

90-537 

Q 

0305270279 

6305270259 

83/05/19 

50-269 

P 

8305270281 

0305270271 

63/05/16 

50-400 

Q 

8305270282 

0305270208 

63/05/24 

50-344 

P 

0305270283 

8305270278 

83/05/12 

50-416 

0 

B305270284 

8305270274 

63/05/83 

50-333 

Q 

8305270286 

8305870267 

03/05/13 

QA999 


8305270292 

0305270271 

83/05/16 

50-400 

0 

8305270293 

83052702B9 

03/03/29 

50-389 

0 

0305270294 

0305870259 

63/05/19 

50-269 

P 

8305270297 

0305270287 

03/05/06 

50-335 

Q 

8305270298 

6305270291 

03/05/13 

QA999 


8305270301 

030527027 1 

63/05/16 

50-400 

0 

8305270303 

0305270290 

83/03/23 

50-390 

Q 

0305270304 

0305270200 

63/03/23 

50-332 

0 

8305270305 

0305270296 

83/09/20 

50-275 

P 

8305270306 

8305270300 

83/03/30 

50-416 

0 

8305270307 

0305270291 

83/05/13 

0A999 


0305270308 

8305270271 

83/09/16 

50-400 

0 

0305270309 

8305270259 

83/09/19 

50-269 

p 

8305270311 

8305270302 

63/05/10 

QA999 


8305270312 

8305270280 

03/09/20 

50-302 

0 

0305270315 

0305270310 

83/03/30 

50-309 

Q 

8305270310 

0305270280 

03/05/20 

50-302 

Q 

0305270319 

8305270314 

63/04/14 

50-537 

0 

8305270322 

0305270313 

83/03/23 

90-327 

0 

8305270325 

6305270316 

03/03/23 

50-62 

Q 

8305270328 

8305270320 

63/09/10 

50-424 

Q 

8305270334 

8305270324 

83/03/25 

50-413 

Q 

0305270336 

8305270332 

63/04/27 

50-321 

Q 

8305270337 

6305270330 

83/03/28 

50-424 

0 

8305270330 

6305270326 

03/05/06 

50-269 

0 

8305270339 

8305270329 

83/05/06 

50-335 

Q 

8305270342 

6305270333 

83/05/10 

50-324 

O 

8305270343 

8305270332 

83/04/27 

50-321 

Q 

8305270348 

6305270341 

83/03/31 

50-400 

0 

8305270351 

6305270332 

B3/04/27 

50-321 

Q 

0305270352 

6305270340 

83/05/25 

50-333 

P 

0305270354 

6305270347 

83/04/06 

50-302 

0 

8305270355 

8305270345 

03/09/09 

50-259 

0 

8305270356 

6305270350 

03/05/11 

90-321 

0 

8305270357 

6305270332 

03/04/27 

90-321 

Q 

8305270360 

8305270349 

03/04/19 

90-399 

0 

8305270362 

8305270345 

03/09/09 

50-259 

a 

0305270364 

6305270340 

03/05/29 

50-333 

p 

0305270365 

8305270349 

03/04/19 

50-389 

0 

8305270366 

6305270327 

03/04/04 

90-369 

0 

0305270367 

6305270359 

03/04/26 

50-335 

0 

0305270368 

6305270345 

83/03/09 

50-259 

3 

0305270370 

8305270358 

03/03/30 

50-348 

0 

8305270371 

0305270349 

83/04/19 

90-389 

Q 

8305270379 

6305270340 

03/09/25 

50-333 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRV 

8305270379 

8309270349 

63/04/19 

50-369 

0 

630527038 1 

8309270349 

03/05/09 

50-259 

Q 

0305270382 

B3D5270327 

03/04/04 

50-369 

Q 

8305270383 

6305270377 

63/04/14 

50-400 

a 

8305270364 

8305270376 

03/05/06 

50-250 

Q 

8305270386 

B305270372 

03/05/04 

80-430 

Q 

6309270307 

8305270374 

03/05/06 

50-269 

0 

6305270389 

B30 52 70380 

63/05/04 

50-26 1 

Q 

8305270391 

0309270377 

03/04/14 

50-400 

0 

6309270396 

6305270372 

03/05/04 

50-430 

0 

6309270397 

0309270377 

63/04/14 

50-400 

Q 

B30927039B 

8305270372 

aa/05/04 

90-436 

0 

8309270399 

6309270392 

83/05/20 

50-333 

Q 

B 309270400 

8305270300 

83/05/19 

50-416 

Q 

0309270401 

8305270390 

03/04/26 

50-261 

0 

8309270402 

6305270305 

03/03/29 

50-369 

Q 

6309270404 

8305270393 

03/04/91 

50-413 

Q 

0305270405 

B309S70327 

63/04/04 

50-369 

Q 

8309270406 

03Q927O377 

83/04/14 

90-400 

Q 

0309270407 

8309270394 

03/04/07 

50-336 

0 

0309270410 

630527 03BB 

aa/os/i*? 

50-416 

0 

03052704 1 1 

0305270403 

03/04/05 

50-S69 

Q 

0309270415 

8305270372 

03/05/04 

50-436 

Q 

8305270416 

0305270394 

03/04/07 

50-338 

B 

0305270417 

0305270409 

83/03/29 

SO-416 

Q 

0309270410 

B3052703BB 

83/05/19 

50-416 

Q 

8305270420 

6305270413 

83/05/09 

50-390 

Q 

0309270421 

6305270394 

63/04/07 

50-330 

Q 

030527042a 

6305270412 

83/04/11 

50-395 

0 

6305270424 

6305270388 

63/05/19 

50-416 

6 

0309270426 

6305270414 

63/05/ 09 

50-336 

0 

6305270427 

0305270409 

63/03/26 

SO-416 

Q 

8305270426 

8305270327 

83/04/04 

50-369 

a 

8309270430 

0305270394 

03/04/07 

50-338 

Q 

8305270433 

0305270412 

83/04/11 

50-393 

Q 

0309270435 

6305270425 

63/05/11 

50-269 

Q 

8305270437 

0305270414 

03/05/09 

50-338 

0 

6305270438 

6309270306 

63/05/19 

50-416 

Q 

8305270439 

0305270423 

03/04/29 

50-200 

Q 

0309270441 

6305270431 

63/04/13 

50-395 

0 

8305270442 

B30S27O394 

63/04/07 

50-338 

Q 

0309270443 

8305270418 

83/04/11 

50-395 

0 

0305270445 

8309370434 

83/05/20 

50-309 

0 

8309270446 

8305370436 

63/04/25 

50-395 

a 

0309270449 

8305270414 

63/05/09 

50-330 

0 

8309270449 

0305270431 

63/04/13 

50-395 

Q 

8309270451 

6305270440 

03/05/16 

50-331 

B 

0309270452 

6305270431 

83/04/13 

30-395 

Q 

83092704 53 

0309270447 

83/04/04 

50-369 

Q 

0309270459 

63052704 1 4 

63/05/09 

50-336 

0 

0305270450 

0309270431 

03/04/13 

50-395 

Q 

0309270499 

0305270450 

03/04/06 

70-1131 


8309270460 

6309270440 

63/03/16 

50-331 

S 

8309270462 

0305270412 

03/04/11 

50-395 

0 

0309270466 

8305270496 

03/03/20 

50-302 

6 

8309270467 

0305270450 

93/04/06 

70-1151 


6305270469 

8303270465 

03/04/22 

50-111 

Q 

8309270470 

8305270463 

03/04/03 

50-416 

Q 

8309270471 

8305270490 

03/04/06 

70-1151 


0309270474 

8303270461 

03/04/1 1 

50-261 

Q 

0309270470 

6305S70464 

83/05/05 

50-395 

Q 

0305270480 

8305270450 

03/04/06 

70-1151 


0309270482 

0305270472 

63/04/06 

50-537 

0 

0309270487 

S309270479 

83/04/07 

50-26 1 

Q 

0305270486 

8305270401 

03/05/10 

TDPREP 


0305270409 

8305270476 

83/03/24 

50-454 

Q 

0305270490 

B3052704B3 

03/04/04 

50-200 

0 

B309270492 

0305270464 

83/05/04 

50-400 

Q 

0305270493 

9305270406 

B3/05/06 

50-305 

0 

0305270494 

8305270479 

03/04 /07 

50-261 

Q 

0305270496 

8305270460 

03/03/25 

50-510 

0 

0305270500 

8303270479 

93/04/07 

50-261 

Q 

8305270501 

8305270476 

93/05/24 

50-454 

Q 

8305270902 

8303270486 

03/05/06 

50-305 

Q 

0305270903 

0303270499 

03/04/13 

50-302 

Q 

0305270906 

8303270479 

03/04/07 

50-261 

Q 

03OS27O9OB 

6303270491 

03/04/07 

50-366 

0 

8305270909 

8305270499 

63/04/13 

50-302 

Q 

0305270916 

8305270499 

03/04/13 

50-302 

Q 

6305270918 

0305270497 

03/04/05 

50-269 

6 
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a3<>5a70517 

0305270912 

83/03/10 

50 '-399 

Q 

8aO!}2709BO 

8305370907 

B3/05/02 

50-309 

Q 

6305270921 

830927091 1 

03/04/27 

90-369 

Q 

6305270522 

8309270512 

03/05/10 

90-395 

Q 

B30S270923 

0309270491 

03/04/07 

90-366 

Q 

6309270529 

a309a704?? 

83/04/13 

50-302 

Q 

ea0527092& 

8305270514 

83/03/30 

90-25? 

0 

8305270927 

0309270913 

03/04 /22 

50-280 

0 

6305270926 

B309270510 

93/04/22 

50-259 

0 

630527092? 

0309270507 

83/05/02 

50-3B9 

9 

6305270532 

0305270512 

S3/D5/10 

50-395 

Q 

6305270534 

03052705 1 7 

83/03/2? 

50-338 

Q 

6309270539 

0305270907 

83/09/02 

90-389 

0 

6309270936 

8305270471 

83/04/07 

50-366 

Q 

6309270937 

8305270524 

83/04/11 

90-438 

0 

6309270541 

030527051.3 

B3/04/22 

90-200 

Q 

8309270542 

0305270507 

03/09/02 

90-38? 

Q 

0305270944 

0305270930 

03/04/01 

50-338 

0 

0305270550 

0305270491 

83/04/07 

90-366 

0 

B3092 70551 

0309270546 

63/04/05 

50-400 

Q 

0309270596 

0305270548 

83/04/20 

70-27 


0309270962 

8305270540 

83/04/15 

90-390 

Q 

8309270967 

0305270597 

83/09/02 

90-390 

a 

0309270972 

8305270599 

83/04/14 

50-339 

Q 

0309270974 

8305270569 

83/03/2? 

90-280 

Q 

8309270976 

0305270561 

83/04/06 

50-335 

0 

0309270978 

8305270571 

83/09/1? 

50-244 

0 

030927097? 

830527059? 

03/04/14 

30-339 

a 

9309270964 

8305270599 

83/04/14 

50-335 

0 

0309270967 

0305270560 

83/04/05 

50-291 

a 

03092 705S8 

0305270580 

93/05/06 

50-324 

Q 

0309270592 

8309270582 

83/05/05 

90-438 

0 

0309270593 

0305270509 

83/04/25 

50-416 

0 

0309270994 

830527059? 

83/04/ 1 4 

50-335 

Q 

0309270996 

0309270589 

93/04/25 

50-416 

Q 

0309270997 

83052705B9 

03/04/2? 

50-438 

Q 

030927099? 

Q3052705BO 

83/09/06 

50-384 

Q 

0309270601 

8305270902 

83/09/05 

90-438 

Q 

0309270602 

8309270590 

83/04/13 

50-413 

a 

0305270607 

0305270982 

83/09/09 

30-438 

0 

0309270606 

8309270989 

03/04/2? 

50-438 

9 

0309270610 

8309270980 

03/09/06 

50-324 

Q 

0309270613 

6309270600 

83/09/29 

70-143 


030927061 4 

0305270609 

83/09/12 

90-346 

G 

0305270615 

8305270609 

03/09/10 

90-400 

Q 

0309270616 

8305270989 

83/04/29 

90-430 

Q 

0305270617 

8309270980 

83/09/06 

50-324 

Q 

0309270610 

8309270982 

83/09/09 

90-438 

Q 

0309270619 

830927090? 

83/04/29 

30-438 

a 

0309270620 

8309270609 

83/09/10 

90-400 

a 

0309270621 

8305270500 

83/05/06 

50-324 

0 

0309270626 

830527060? 

83/09/10 

50-400 

0 

0309270620 

8309270980 

83/09/06 

90-324 

G 

0305270627 

8303270989 

03/04/29 

90-430 

Q 

030927063 1 

8303270609 

03/09/10 

90-400 

Q 

0305270632 

6305270623 

03/09/03 

90-400 

Q 

0309270639 

6303270980 

83/05/06 

90-324 

G 

030927063? 

8305270985 

83/04/29 

50-416 

0 

0309270649 

830527063 B 

83/09/1? 

90-410 

G 

0309270640 

8305270640 

83/04/25 

70-143 



AGCE6SION NUMBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

I0aU£D 

SUBJECT 

CATEGORY 

8309270692 

8305270642 

83/04/07 

90-299 

0 

0309270698 

8309270642 

83/04/07 

50-297 

a 

830527065? 

0309270691 

03/04/11 

50-370 

<1 

8305270660 

8309270653 

03/04/13 

50-25? 

3 

8309270661 

8305270642 

03/04/07 

90-299 

a 

8305270662 

0305270696 

03/09/24 

50-412 

3 

8309270664 

0309270653 

83/04/13 

90-29? 

0 

8305270665 

8309270693 

03/04/13 

90-25? 

a 

8309270666 

8309270642 

83/04/07 

30-29? 

Q 

8309270668 

8309270653 

03/04/13 

50-299 

Q 

8309310003 

8305230113 

03/05/17 

90-537 

A 

8309310004 

83093 I 0001 

83/05/19 

90-320 

B 

8309310007 

8309310001 

03/09/19 

90-320 

a 

8309310010 

8305310001 

83/05/19 

50-320 

8 

8309310014 

8305310001 

03/05/19 

90-320 

8 

0309310019 

B305310001 

03/09/19 

90-320 

8 

8305310022 

8305310016 

03/04/28 

70-1201 


8309310024 

8305310001 

03/09/17 

50-320 

B 

8309310030 

B3D53 10001 

83/09/1? 

50-320 

8 

6309310036 

83053 10001 

03/09/1? 

90-320 

B 

8309310041 

8309310001 

03/09/19 

90-320 

8 

6309310047 

8309310001 

03/09/19 

90-320 

8 

8309310056 

6309310001 

83/05/1? 

90-320 

8 

8309310097 

B309310053 

03/09/29 

90-327 

P 

8305310061 

0309310001 

03/09/1? 

50-320 

8 

8305310066 

8309310001 

03/09/19 

50-320 

a 

8309310070 

0309310059 

83/09/25 

50-247 

u 

8305310072 

8309310001 

83/09/1? 

50-320 

B 

8305310078 

6309310001 

03/09/19 

90-320 

a 

8305310080 

8305310001 

03/05/17 

50-320 

B 

8305310064 

6305310073 

83/05/26 

50-366 

a 

8305310087 

0305310001 

03/05/19 

50-320 

a 

830531008? 

8309310083 

03/05/20 

50-26? 

p 

8305310091 

8305310001 

03/09/19 

50-320 

s 

8305310092 

8309310073 

83/09/26 

90-366 

Q 

8305310076 

8309310001 

03/09/19 

90-320 

8 

8309310097 

8309310073 

03/09/26 

90-366 

a 

8309310101 

8309310001 

03/09/19 

50-320 

a 

8309310103 

8305310050 

03/09/29 

90-320 

p 

8309310107 

8305310001 

03/09/19 

50-320 

a 

8309310110 

0305310104 

83/05/29 

50-482 

Q 

8309310112 

0305310109 

83/05/12 

50-294 

a 

8309310114 

0309310001 

83/05/1? 

90-320 

s 

8309310119 

0305310107 

03/04/06 

70-1113 


8309310117 

0309310113 

03/05/24 

90-237 

Q 

8309310133 

0309310129 

03/05/1? 

50-244 

p 

6309310134 

0309310132 

03/04/06 

70-1113 


8309310139 

0305310130 

03/05/23 

50-275 

p 

8309310140 

0305310130 

03/05/23 

50-275 

p 

8309310141 

0305310129 

03/05/19 

50-244 

p 

8305310153 

0305310150 

03/05/27 

50-206 

a 

8305310157 

0305310129 

03/05/19 

50-244 

p 

830931019? 

0305310129 

03/09/19 

50-244 

p 

8309310181 

0305310176 

03/05/16 

30-331 

Q 

8309310171 

0305310106 

03/05/26 

50-275 

n 

8309310197 

0309310194 

83/05/25 

30-313 

<1 

8309310203 

0305310176 

03/09/27 

50-327 

R 

8309310220 

930931021? 

83/09/09 

70-25 


8309310237 

0305310230 

03/09/20 

50-309 

H 

8309310241 

0305310240 

03/09/17 

50-265 

P 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit, 

2. General Information submitted with construction permit application, 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report fPSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,). 

9. Construction Permit, amendments, and correspondence relating to tlie construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application, 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR), 

16. Correspondence and documentation on generic technical matters highliglUcd by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g„ topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report), 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT {ERJ, AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DBS AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tliis category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4 . Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER, 

4. Federal register notices citing availability of items 1 and 2. 

5 Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 

SER. 

8. Transmittal and acknowledgement letters. 

F, SECURITY^ MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1, Fire Hazard Protection Plan and surveys. 

2 Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans, 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non -antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings, 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g,, SER, FES) to the boards. 

6. Correspondence to and from interveners. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8, 
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H. GENERAL CORRESPONDENCE 


This category includes documeiils with little or no bearing on the status of the application or license 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes m structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

L FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

Tills category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety ^alysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 



This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 


1 . Limited Work Authorizations (LWA) and amendments. 

2 . Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

L Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review'’. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts* testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters, 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application /Construction Stage (category A) file for general 
technical items dated from the Issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2, Technical specifications and changes. 
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This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H 

1 Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches 

2. Preparatory and backup documents for item I. 

3 Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response matters 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators, 

2. NRC examination results. 

3. Power plant examination summary sheet 


W, DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
Items from the application for termination of the operating license onward 

L Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component part.s. 

3 Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning, 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tliis category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 
reactor site, the associated Docket-50 number will also be identified. 

1 , License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 


2. All related correspondence and reports to the above. 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings, it 

includes' 

1. Sunshine Act Fedeial Register notices. 

2. Full, written explanation ol closed meetings. 

3. Cerliricalion of General Counsel on closed meetings. 

4 Conumssion Determination Statements regarding the public disclosure of transcripts of 
Comimssion meetings. 

5 Verbatim unolTicial and olTieial transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Pan 9, 
the Sunshine Act. and Commission policies. 

6. Enclosures to released transciipts. including applicable viewgraphs, staff papers* and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory comnUttee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents In this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters, 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related coirespondeiice. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 

ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards, The documents In this category are: 

1, Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings, 
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3. Meeting announcements, description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

Tliib cJiegory contains documentation perUniiing to the daily conduct of Commission business in 
the 01 lice ul tlie Comnuhsioneis, including 

I Incommg and outgoing conespondeiice to and fiotn the Commissioners relating to official 
NRC business, including reports and othei enclosures. 

2. Tiavel vouchers, telephone logs and olTicial appointment calendars of individual Commissioners 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices, 

NOTE* For transcripts ol Commission meetings, sec lOCFR category. For all other staff papers 
with a SECY series designation prepared lor Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

3. Solicitations (RFP or IFB) issued by the NRC. 

3. Notificalions of contract execution, specifying contract number, project title, contractor 
name, contiact type, funding, and period of perfoimance. 

4, Contractual documents and contract modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1 978. 


FOIA ” Freedom of Information Act Requests and Releases 

This category contains requests for agency records and recoids released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1, Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year -numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Infoimaiion Act, 

2, Correspondence between (he NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3, Recouls or poi lions of records released in response to specific requests made under FOIA. 
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GEN TECH !S - Generic Technical Issues 

This category coniains records peiiainmg to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1 Draft reports of action plans lo accomplish generic tasks in the regulatory program. 

2 Correspondence with industry and internal correspondence regarding the methodologies* 
analyses, and progianiiniitic and technical aspects ol issues 

3. Meeting nolifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, cnciilars and inloimalion notices that arc issued by the Office ol 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some lollow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 


1. l&H Circulars, which describe an event at a licensed facility and are informational in nature. 

2. l&E Information Notices, whicli arc similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. I&E Buliclins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a lesult ol this event. 

4. Pieliminaiy Notifications ol Events (PNOs), which provide updated information of an event 
of safely or public inieiest significance. 


NOTE. For letters lorwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

Tlus category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are foimal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of woik performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a, Tliey arc predecisional documents which present mforinalion to be considered in 
Commission licensing and policy decisions. 

b, Tliey present the results of Commission licensing and policy decisions. 

c, They present the results of technical lesearcli conducted for the Coiiimission. 

2. Correspondence from industry, government and interested members of the public commentmg 
on reports or requesting clarificalion or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment > and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are. 

1 Meeting summaries and tecltnical correspondence between NRC and professional associations 
and international bodies^ such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC's Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda » correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parlies on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes* 

NOTE. For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see tlie REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3* Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of FederaJ Regulations, Title 10. 

4* Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR, 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or parly to issue, amend or rescind an NRC 
regulation* 

2, Federal Register cause notices of the filing of the petition. 





3. Correspondence between NRC and the petitioner rcg^rdin^ the status and substance of the 
petition, 

4. Comments from the nuclear industry, professionail associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE' For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of stalf recommenda t ions » sec the lOCFR category. 


PROJ - Projects-Pre docket Licensing 

This category contains records pertaining to two classes of projects: (I) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for whicl 
NRC provides technical expertise and occasional review. Both classes are ideiiuncd witli a 
prefix, followed by a senes of numbers, 

1. ‘ Pre-docketed*' commercial nuclear power plants 

This category contains all docunienlation up until the time that tlic NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is siibmllted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category, 

These documents are grouped together m categories, designated by alphabetic characters. These arc 
the same categories as those used for the Docket 50 series. 

A, Application/Construclion Stage 

L Application submitted by the utility. 

2, Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3, Applicant's Quality Assurance Manual. 

4, Early site review information. 

5, Backup technical documents submitted in support of the application. 

6, Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR, 

3. Transmittal letters, 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, If any. 

M, Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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V- iilipccLJuii i^tjports 


1 Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2 Government -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to lest reactors, critical experiments, and DOD reactors on navy ships* and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate foDow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and th^ PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

]. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3, Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to apph- 

cants. Included are 

1 Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2 . Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that periain to the issuance 
of a specific Regulatory Guide 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and teclmical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a, model documentation reports 

b, code documentation reports 

c, code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10, Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs, 

NOTE; For final reports of research conducted by contractors, sec also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1 . Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


KM - Rulemaking;? 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1 . Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis* 
sioners which are assigned a SECY report series code. Included are: 

1 , Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Poiicy Session items, 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission's activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC's regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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of liaison and cooperative activities regarding such functions as licensing and siting. Jt includes 

1, Correspondence between and among NRC Office of State Programs and State officials, 
mostly Slate liaison officers, regarding; 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2, Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations, i.e. decommissioning and facility siting 

3, State Legislative Reports. 

4, Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium nulling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modificalions and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management, Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2 . Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 


3 Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Flan (WIPP) for burial of defense wastes, 

4 NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3 Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified m item 1. 

NOTE For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category, 
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